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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G Adjudicatory correspondence 

H General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
Q Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V . Licensing operators and related correspondence 



Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7 . 

8 . 
9. 

10 . 

11 . 


12 . 


P. Operating license stage documents & correspondence 



8203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All nonproprietary .repts will be provided to Franklin Research 


Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

(V) MILLS, L.M. (jP) Tennessee Valley Authority. (V) 82/03/04. (T) VASSALLO, D.B. 
Operating Reactors Branch 2. (T) Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. ^ f ^ | 



NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 


vi 



ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOP REP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 

11 . 

12 . 


13. 


principal elements of the nondocketed items are: 

0 NUREG— NUREG Reports and Related Correspondence 

© ® 


8203090207 NU REG/ CR- 1672 V02 

( RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NU REG/ CR- 1 262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

NU REG/CR- 1 608. 

0- STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 

FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

$6.00. #12176:217. I 


© 


& 


123 p. 
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Available at NRC. 
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0 2 ) 



Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NT1S. Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 


vii 


15. This three-digit portion of this entry is the number ot the trame on wmcn tnis document starts. 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 


To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit A< 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address for NT1S is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NT1S, either write to NT1S o 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Pub 
tions can be charged to American Express credit cards; supply the chargecard number when placing your oi 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C, 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in thi 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges 
duplication areas follows: (1) paper to paper is $0.05 per page except for oversized documents and engineer! 
drawings, which vary from S0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages c 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print ( 1 8" x 24" ) of a dn 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture care 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailir 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional char 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be p 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941 -801 8. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 



Name 

Page 

Docket 

Name 

jvel Radwaste Disposal Sites — Docket 27 


40-8194 

Army, Dept, of, Ft. Monmouth, NJ 

7-010 

Beatty, NV, U.S. Ecology, Inc. 

1 

40-8348 

Minerals Exploration Co., Los Angeles, CA 

7-039 

Sheffield, IL, U.S. Ecology, Inc. 

1 

40-8355 

AMAX Specialty Metals Corp., 





Parkersburg, WV 

7-043 

Peekskill, NY, Nuclear Diagnostic 

1 




Laboratories 


40-8431 

Air Force, Dept, of, Nellis AFB, NV 

7-047 

Barnwell, SC Chem-Nuclear Systems, Inc. 

1 

40-8452 

Bear Creek Uranium Co., Casper, WY 

7-048 

Richland, WA, U.S. Ecology, Inc. 

2 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

ic Licensing of Source Material — Docket 40 


40-8527 

Army, Dept, of, Herlong, CA 

0086 

W. R. Grace & Co., Pompton Plains, NJ 

2 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

0299 

Union Carbide Corp., Grand Junction, CO 

3 

40-8585 

Wyoming Mineral Corp., Lakewood, CO 

0672 

Nuclear Metals, Inc., Concord, MA 

3 

40-8586 

Kerr-McGee Nuclear Corp., 





Oklahoma City, OK 

1162 

Western Nuclear, Inc., Jeffrey City, WY 

4 

40-8602 

Silver King Mines, Inc., Casper, WY 

1341 

Tennessee Valley Authority, Chattanooga, TN 

4 

40-8631 

Army, Dept, of. Rock Island, IL 

2061 

Kerr-McGee Chemical Corp., 

Oklahoma City, OK 

4 

40-8647 

Kerr-McGee Nuclear Corp., 




Oklahoma City, OK 

2259 

Pathfinder Mines Corp., Riverton, WY 

5 

40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 

3392 

Allied Chemical Corp., Morristown, NJ 

5 

40-8674 

Plateau Resources, Ltd., Grand Junction, CO 

3453 

Atlas Minerals, Inc., Denver, CO 

5 

40-8675 

Energy Fuels Nuclear, Inc., Denver, CO 

4492 

Federal-American Partners, Riverton, WY 

5 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

6500 

Energy, Dept, of, Canonsburg, PA 

5 

40-8684 

Western Nuclear, Inc., Lakewood, CO 

6622 

Pathfinder Mines Corp., Shirley Basin, WY 

6 

40-8700 

Army, Dept, of, Rock Island, IL 

6659 

Getty Oil Co.-Petrotomics Co., 

Shirley Basin, WY 

6 

40-8727 

Kerr-McGee Nuclear Corp., 




Oklahoma City, OK 

6920 

Automation Industries, Inc., Phoenixville, PA 

6 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

7455 

Whittaker Metals, Los Angeles, CA 

6 

40-8760 

Edlow International Co., Washington, DC 

7869 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-8767 

Army, Dept, of, Rock Island, IL 

8023 

General Electric Co., Philadelphia, PA 

6 

40-8768 

Kerr-McGee Nuclear Corp,, 

8027 

Kerr-McGee Nuclear Corp., 



Oklahoma City, OK 


Oklahoma City, OK 

6 



8064 

Exxon Minerals Co., USA, Houston, TX 

6 

40-8783 

Uranerz USA Inc., Casper, WY 

8084 

Rio Algom Corp., Moab, UT 

6 

40-8820 

AMAX Environmental Services, Inc., 




Golden, CO 

8102 

Exxon Co., USA, Houston, TX 

7 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

8177 

Army, Dept, of, Corpus Christi, TX 

7 





Docket 

Name 

Page 

Docket 

Name 

Page 

Domestic Licensing of Production and Utilization Facilities— 


50-156 

Univ. of Wisconsin Research Reactor 

23 

Docket 50 






50-2 

Univ. of Michigan Research Reactor 


50-157 

Cornell Univ. Research Reactor 

23 

10 



50-3 

Indian Pmnt Station, Unit l 


50-160 

Georgia Institute of Technology 

23 

11 


Research Reactor 


50-5 

Pennsylvania State Univ. Research Reactor 

11 

50-163 

GA Technologies 

24 

50-6 

Bnitdlc Memorial Institute Research Reactor 

12 

50-170 

National Naval Medical Center 

24 

50-10 

Dresden Nuclear Power Station, Unit 1 

12 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

24 

50-13 

Babcock Sc Wilcox Co. Critical Facility 

13 

50-186 

Univ. of Missouri Research Reactor 

24 

50-20 

Massachusetts Institute of Technology 


50-187 

Space Radiation Research Reactor 

25 


Research Reactor 

13 




Washington State Univ. Research Reactor 


50-188 

Kansas State Univ. Research Reactor 

25 

50-27 

13 

50-192 

Univ. of Texas Research Reactor 

25 


50-29 

Yankoe-Rowc Nuclear Power Station 

13 

50-193 

Rhode Island & Providence Plantations AEC 

25 

50-57 

State Univ. of New York Research Reactor 

15 

50-199 

Manhattan College Research Reactor 

25 

50-62 

Univ. of Virginia Research Reactor 

15 






50-206 

San Onofre Nuclear Station, Unit 1 

25 

50-70 

General Electric Test Reactor 

16 

50-213 

Haddam Neck Plant 

29 

50-73 

General Electric Nuclear Test Reactor 

16 

50-219 

Oyster Creek Nuclear Power Plant 

31 

50-83 

Univ. of Florida Training Reactor 

16 






50-220 

Nine Mile Point Nuclear Station, Unit 1 

34 

50-87 

Westinghouse Critical Experiment 

16 

50-223 

Univ. of Lowell Research Reactor 

36 

50-89 

General Atomic Co. 

16 

50-228 

Aerotest Radiography & Research Reactor 

37 

50-97 

Cornell Univ. Zero Power Reactor 

16 

50-237 

Dresden Nuclear Power Station, Unit 2 

37 

50-112 

Univ. of Oklahoma Research Reactor 

17 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

39 

50-113 

Univ. of Arizona Research Reactor 

17 

50-245 

Millstone Nuclear Power Station, Unit 1 

41 

50-1 16 

Iowa State Univ. Research Reactor 

17 

50-247 

Indian Point Station, Unit 2 

43 

50-124 

Virginia Polytechnic Institute Training 






Reactor 

17 

50-249 

Dresden Nuclear Power Station, Unit 3 

45 

50-128 

Texas A&M Univ. Research Reactor 

17 

50-250 

Turkey Point Plant, Unit 3 

48 

50-131 

Omaha Veterans Administration Hospital 

18 

50-251 

Turkey Point Plant, Unit 4 

49 


Research Reactor 


50-252 

Univ. of New Mexico Research Reactor 

51 

50-133 

Humboldt Bay Power Plant, Unit 3 

18 

50-254 

Quad-Cities Station, Unit 1 

51 

50-134 

Worcester Polytechnic Institute 


50-255 




Research Reactor 

18 

Palisades Nuclear Plant 

53 

50-139 

Univ. of Washington Research Reactor 

18 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

56 

50-142 

UCLA Training Reactor 

19 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

60 

50-146 

Saxton Nuclear Experimental Facility 

20 

50-261 

H. B. Robinson Plant, Unit 2 

63 

50-148 

Univ. of Kansas Research Reactor 

20 

50-262 

Brigham Young Univ. Research Reactor 

65 

50-151 

Univ. of Illinois Research Reactor 

21 

50-263 

Monticello Nuclear Generating Plant 

66 

50-155 

Big Rock Point Nuclear Plant 

21 

50-264 

Dow Chemical Co. 

67 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-265 

Quad-Cities Station, Unit 2 

68 

50-311 

Salem Nuclear Generating Station, Unit 2 

136 

50-266 

Point Beach Nuclear Plant, Unit 1 

70 

50-312 

Rancho Seco Nuclear Generating Station 

137 

50-267 

Fort St. Vrain Nuclear Generating Station 

71 

50-313 

Arkansas Nuclear One, Unit 1 

141 

50-269 

Oconee Nuclear Station, Unit 1 

74 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

143 

50-270 

Oconee Nuclear Station, Unit 2 

75 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

145 

50-27 1 

Vermont Yankee Nuclear Power Station 

76 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit l 

147 

50-272 

Salem Nuclear Generating Station, Unit 1 

78 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

149 

50-274 

U.S. Geological Survey Research Reactor 

80 

50-320 

Three Mile Island Nuclear Station, Unit 2 

151 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

80 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

155 

50-276 

Georgia Tech Research Reactor 

86 

50-322 

Shoreham Nuclear Power Station 

157 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

86 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

166 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

89 

50-324 

Brunswick Steam Electric Plant, Unit 2 

170 

50-280 

Surry Power Station, Unit 1 

91 

50-325 

Brunswick Steam Electric Plant, Unit 1 

173 

50-281 

Surry Power Station, Unit 2 

93 

50-326 

Univ. of California at Irvine Research Reactor 

175 

50-282 

Prairie Island Nuclear Station, Unit 1 

95 

50-327 

Sequoyah Nuclear Plant, Unit 1 

175 

50-284 

Idaho State Univ. Research Reactor 

97 

50-328 

Sequoyah Nuclear Plant, Unit 2 

178 

50-285 

Fort Calhoun Station, Unit 1 

97 

50-329 

Midland Plant, Unit I 

180 

50-286 

Indian Point Station, Unit 3 

100 

50-330 

Midland Plant, Unit 2 

210 

50-287 

Oconee Nuclear Station, Unit 3 

102 

50-331 

Duane Arnold Energy Center 

240 

50-288 

Reed College Research Reactor 

103 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

243 

50-289 

Three Mile Island Nuclear Station, Unit l 

103 

50-334 

Beaver Valley Power Station, Unit 1 

245 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

111 

50-335 

St. Lucie Plant, Unit 1 

247 

50-294 

Michigan State Univ. Research Reactor 

113 

50-336 

Millstone Nuclear Power Station, Unit 2 

249 

50-295 

Zion Nuclear Power Station, Unit 1 

114 

50-338 

North Anna Power Station, Unit 1 

251 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

116 

50-339 

North Anna Power Station, Unit 2 

253 

50-297 

North Carolina State Univ. 


50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

254 


PULSTAR Reactor 

120 

50-344 

Trojan Nuclear Plant 

257 

50-298 

Cooper Nuclear Station 

120 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

260 

50-301 

Point Beach Nuclear Plant, Unit 2 

122 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

262 

50-302 

Crystal River Nuclear Plant, Unit 3 

124 

50-352 

Limerick Generating Station, Unit 1 

264 

50-303 

Crystal River Nuclear Plant, Unit 4 

126 

50-353 

Limerick Generating Station, Unit 2 

270 

50-304 

Zion Nuclear Power Station, Unit 2 

127 

50-354 

Hope Creek Nuclear Station, Unit 1 

275 

50-305 

Kewaunee Nuclear Power Plant 

128 

50-355 

Hope Creek Nuclear Station, Unit 2 

277 

50-306 

Prairie Island Nuclear Station, Unit 2 

131 

50-356 

Univ. of Illinois Research Reactor 

277 

50-309 

Maine Yankee Atomic Power Plant 

133 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

277 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-361 

San Onofre Nuclear Station, Unit 2 

278 

50-438 

Bellefonte Nuclear Plant, Unit l 

371 

50-362 

San Onofre Nuclear Station, Unit 3 

280 

50-439 

Bellefonte Nuclear Plant, Unit 2 

375 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

283 

50-440 

Perry Nuclear Power Plant, Unit 1 

379 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

285 

50-441 

Perry Nuclear Power Plant, Unit 2 

383 

50-368 

Arkansas Nuclear One, Unit 2 

287 

50-443 

Seabrook Nuclear Station, Unit 1 

386 

50-369 

William B. McGuire Nuclear Station, Unit 1 

290 

50-444 

Seabrook Nuclear Station, Unit 2 

388 

50-370 

William B. McGuire Nuclear Station, Unit 2 

292 

50-445 

Comanche Peak Steam Electric Station, 

389 





Unit 1 


50-373 

LaSalle County Station, Unit l 

295 

50-446 

Comanche Peak Steam Electric Station, 

397 

50-374 

LaSalle County Station, Unit 2 

298 


Unit 2 


50-382 

Waterford Generating Station, Unit 3 

301 

STN-50-447 

GESSAR-238 

405 

50-387 

Susquehanna Steam Electric Station, Unit 1 

305 

STN-50-454 

Byron Station, Unit 1 

405 

50-388 

Susquehanna Steam Electric Station, Unit 2 

307 

STN-50-455 

Byron Station, Unit 2 

409 

50-389 

St. Lucie Plant, Unit 2 

309 

STN-50-456 

Braidwood Station, Unit 1 

413 

50-390 

Watts Bar Nuclear Plant, Unit 1 

310 

ST N -50-457 

Braidwood Station, Unit 2 

415 

50-391 

Watts Bar Nuclear Plant, Unit 2 

314 

50-458 

River Bend Station, Unit 1 

417 

50-395 

Virgil C. Summer Nuclear Station, Unit l 

317 

50-459 

River Bend Station, Unit 2 

421 

50-396 

Univ. of Virginia Cavalier Reactor 

318 

50-460 

WPPSS Nuclear Project, Unit I 

424 

50-397 

WPPSS Nuclear Project, Unit 2 

318 

50-461 

Clinton Power Station, Unit 1 

425 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

320 

50-462 

Clinton Power Station, Unit 2 

427 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

327 

STN-50-470 

CESSAR System 80 

427 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

331 

STN-50-482 

Wolf Creek Generating Station 

427 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

332 

STN-50-483 

Callaway Plant, Unit l 

431 

50-406 

Tuskegee Institute Research Reactor 

332 

STN-50-49 1 

Cherokee Nuclear Station, Unit 1 

436 

50-409 

La Crosse Boiling Water Reactor 

332 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

436 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

334 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

436 

50-412 

Beaver Valley Power Station, Unit 2 

336 

50-496 

Montague Nuclear Power Station, Unit 1 
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50-305 

128 

La Crosse Boiling Water Reactor 

50-409 

332 

LaSalle County Station, Unit 1 

50-373 

295 

LaSalle County Station, Unit 2 

50-374 

298 

Limerick Generating Station, Unit I 

50-352 

264 

Limerick Generating Station, Unit 2 

50-353 

270 

Maine Yankee Atomic Power Plant 

50-309 

133 

Manhattan College Research Reactor 

50-199 

25 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

452 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

452 

Massachusetts Institute of Technology 

Research Reactor 

50-20 

13 

Memphis State Univ. Research Reactor 

50-538 

452 

Michigan State Univ. Research Reactor 

50-294 

113 

Midland Plant, Unit 1 

50-329 

180 

Midland Plant, Unit 2 

50-330 

210 

Millstone Nuclear Power Station, Unit 1 

50-245 

41 

Millstone Nuclear Power Station, Unit 2 

50-336 

249 

Millstone Nuclear Power Station, Unit 3 

50-423 

361 

Montague Nuclear Power Station, Unit 1 

50-496 

436 

Montague Nuclear Power Station, Unit 2 

50-497 

436 


Name 

Docket 

Page 

Monticello Nuclear Generating Plant 

50-263 

66 

National Naval Medical Center 

50-170 

24 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

34 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

334 

North Anna Power Station, Unit 1 

50-338 

251 

North Anna Power Station, Unit 2 

50-339 

253 

North Carolina State Univ. PULSTAR 

Reactor 

50-297 

120 

Oconee Nuclear Station, Unit 1 

50-269 

74 

Oconee Nuclear Station, Unit 2 

50-270 

75 

Oconee Nuclear Station, Unit 3 

50-287 

102 

Omaha Veterans Administration Hospital 
Research Reactor 

50-131 

18 

Oyster Creek Nuclear Power Plant 

50-219 

31 

Palisades Nuclear Plant 

50-255 

53 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

442 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

446 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

449 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

24 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

86 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

89 

Pennsylvania State Univ. Research Reactor 

50-5 

11 

Perry Nuclear Power Plant, Unit 1 

50-440 

379 

Perry Nuclear Power Plant, Unit 2 

50-441 

383 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

111 

Point Beach Nuclear Plant, Unit 1 

50-266 

70 

Point Beach Nuclear Plant, Unit 2 

50-301 

122 

Prairie Island Nuclear Station, Unit 1 

50-282 

95 

Prairie Island Nuclear Station, Unit 2 

50-306 

131 

Quad-Cities Station, Unit 1 

50-254 

51 

Quad-Cities Station, Unit 2 

50-265 

68 

Rancho Seco Nuclear Generating Station 

50-312 

137 

Reed College Research Reactor 

50-288 

103 

RESAR SP/90 

50-601 

453 

Rhode Island & Providence Plantations AEC 

50-193 

25 

River Bend Station, Unit 1 

50-458 

417 


XIX 



River Bend Station. Unit 2 50-459 421 lustcegee institute nearer, 


Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

39 

U.S. Geological Survey Research Reactor 

50-274 

- 80 

Salem Nuclear Generating Station, Unit I 

50-272 

78 

UC-Santa Barbara Research Reactor 

50-433 

371 

Salem Nuclear Generating Station, Unit 2 

50-311 

136 

UCLA Training Reactor 

50-142 

19 

San Onofre Nuclear Station, Unit 1 

50-206 

25 

Univ. of Arizona Research Reactor 

50-113 

17 

San Onofre Nuclear Station, Unit 2 

50-361 

278 

Univ. of California at Irvine Research Reactor 

50-326 

175 

San Onofre Nuclear Station, Unit 3 

50-362 

280 

Univ. of Florida Training Reactor 

50-83 

16 

Saxton Nuclear Experimental Facility 

50-146 

20 

Univ. of Illinois Research Reactor 

50-151 

21 

Seabrook Nuclear Station, Unit 1 

50-443 

386 

Univ. of Illinois Research Reactor 

50-356 

277 

Seabrook Nuclear Station, Unit 2 

50-444 

388 

Univ. of Kansas Research Reactor 

50-148 

20 

Sequoyah Nuclear Plant, Unit 1 

50-327 

175 

Univ. of Lowell Research Reactor 

50-223 

36 

Sequoyah Nuclear Plant, Unit 2 

50-328 

178 

Univ. of Michigan Research Reactor 

50-2 

10 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

320 

Univ. of Missouri Research Reactor 

50-186 

24 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

327 

Univ. of New Mexico Research Reactor 

50-252 

51 

Shenron Harris Nuclear Power Plant, Unit 3 

50-402 

331 

Univ. of Oklahoma Research Reactor 

50-112 

17 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

332 

Univ. of Texas Research Reactor 

50-192 

25 

Shoreham Nuclear Power Station 

50-322 

157 

Univ. of Virginia Cavalier Reactor 

50-396 

318 

Skagit Nuclear Power Project, Unit 1 

50-522 

441 

Univ. of Virginia Research Reactor 

50-62 

15 

Skagit Nuclear Power Project, Unit 2 

50-523 

442 

Univ. of Washington Research Reactor 

50-139 

18 

South Texas Project, Unit 1 

STN-50-498 

437 

Univ. of Wisconsin Research Reactor 

50-156 

23 

South Texas Project, Unit 2 

STN -50-499 

438 

Vermont Yankee Nuclear Power Station 

50-271 

76 

Space Radiation Research Reactor 

50-187 

25 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

317 

St. Lucie Plant, Unit 1 

50-335 

247 

Virginia Polytechnic Institute Training 

50-124 

17 



Reactor 



St. Lucie Plant, Unit 2 

50-389 

309 

Vogtle Electric Generating Plant 

50-424 

364 

State Univ. of New York Research Reactor 

50-57 

15 

Vogtle Electric Generating Plant 

50-425 

368 

Surry Power Station, Unit 1 

50-280 

91 

Washington State Univ. Research Reactor 

50-27 

13 

Surry Power Station, Unit 2 

50-281 

93 

Waterford Generating Station, Unit 3 

50-382 

301 

Susquehanna Steam Electric Station, Unit I 

50-387 

305 

Watts Bar Nuclear Plant, Unit l 

50-390 

310 

Susquehanna Steam Electric Station, Unit 2 

50-388 

307 

Watts Bar Nuclear Plant, Unit 2 

50-391 

314 

Texas A&M Univ. Research Reactor 

50-128 

17 

Westinghouse Critical Experiment 

50-87 

16 

Three Mile Island Nuclear Station, Unit 1 

50-289 

103 

William B. McGuire Nuclear Station, Unit 1 

50-369 

290 

Three Mile Island Nuclear Station, Unit 2 

50-320 

151 

William B. McGuire Nuclear Station, Unit 2 

50-370 

292 

Trojan Nuclear Plant 

50-344 

257 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

277 

Turkey Point Plant, Unit 3 

50-250 

48 

Wolf Creek Generating Station 

STN-50-482 

427 

Turkey Point Plant, Unit 4 

50-251 

49 

Worcester Polytechnic Research Reactor 

50-134 

18 


XX 


Name 

Docket 

Page 

Name 

Docket 

Pace 

WPPSS Nuclear Project, Unit 1 

50-460 

424 * 

Illinois Power Co., Decatur, IL 

70-2947 

459 

WPPSS Nuclear Project, Unit 2 

50-397 

318 

Interior, Dept, of, Denver, CO 

70-0121 

455 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

440 

Kansas Gas & Electric Co., Wichita, KS 

70-2960 

459 

WPPSS Nuclear Project, Unit 4 

50-513 

441 

Lowell, Univ. of, Lowell, MA 

70-0738 

457 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

441 

Lower Bucks Hospital, Bristol, PA 

70-2792 

459 

Yankee-Rowe Nuclear Power Station 

50-29 

13 

Lutheran Hospital of Ft. Wayne, Inc., 

70-1993 

458 




Ft. Wayne, IN 



Zion Nuclear Power Station, Unit 1 

50-295 

114 

Massachusetts Institute of Technology, 

70-0089 

454 

Zion Nuclear Power Station, Unit 2 

50-304 

127 

Cambridge, MA 



Domestic Licensing of Special Nuclear Material 

— Docket 70 


Massachusetts Institute of Technology, 

70-0095 

454 




Cambridge, MA 



Allegheny General Hospital, Pittsburgh, PA 

70-1395 

458 

Massachusetts Institute of Technology, 

70-0938 

457 

Allegheny Health, Education & Research 

70-1733 

458 

Cambridge, MA 



Corp., Pittsburgh, PA 



Mayo Clinic, Rochester, MN 

70-1412 

458 

Arizona Public Service Co., Phoenix, AZ 

70-2949 

459 

Navy, Dept, of, Silver Spring, MD 

70-1207 

458 

Arizona Public Service Co., Phoenix, AZ 

70-2984 

459 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

455 

Army, Dept, of, Ft. Monmouth, NJ 

70-1351 

458 

Pacific Gas & Electric Co., San 

70-2375 

459 

Army, Dept, of, Rock Island, IL 

70-2626 

459 

Francisco, CA 



Babcock & Wilcox Co., Apollo, PA 

70-0135 

455 

Pennsylvania State Univ., University 

70-0113 

454 




Park, PA 



Babcock & Wilcox Co., Apollo, PA 

70-0364 

456 

Phelps County Memorial Hospital, Rolla, MO 

70-2887 

459 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

454 

Phelps County Regional Medical Center, 

70-2993 

460 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

457 

Rolla, MO 



Battelle Memorial Institute, Columbus, OH 

70-0008 

453 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

459 

Carnegic-Mellon Univ., Pittsburgh, PA 

70-0303 

455 

Rockwell International Corp., 

70-0025 

454 




Canoga Park, CA 



Carolina Power & Light co., Raleigh, NC 

70-2997 

460 

Texas Utilities Generating Co., Dallas, TX 

70-2932 

459 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

454 

Transnuclear, Inc., Falls Church, VA 

70-1426 

458 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

457 

UNC Naval Products, Inc., Uncasville, CT 

70-0371 

456 

Commerce, Dept, of, Washington, DC 

70-0398 

456 

Union Carbide Corp., Tuxedo, NY 

70-0687 

456 

Edlow International Co., Washington, DC 

70-2955 

459 

West Virginia Univ., Morgantown, WV 

70-2990 

459 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

458 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

457 

Florida, Univ. of, Gainesville, FL 

70-1068 

457 

Cincinnati Gas Sc Electric Co. 

71-0519 

461 

GA Technologies, Inc., San Diego, CA 

70-0734 

456 

Dairyland Power Cooperative 

71-0025 

460 

General Electric Co., Pleasanton, C A 

70-0754 

457 

Exxon Nuclear Co., Inc. 

71-0003 

460 

General Electric Co., San Jose, CA 

70-1308 

458 

General Electric Co. 

71-0004 

460 

General Electric Co., San Jose, CA 

70-2786 

459 

Georgia Power Co. 

71-0521 

461 

General Electric Co., Wilmington, NC 

70-1113 

457 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

464 

Greater Southeast Community Hospital 

70-1417 

458 




Washington, DC 



Model: 51032-1 Sc 1A Exxon Nuclear 

71-6581 

463 


Co., Inc. 



Model: 520, Automation Industries, Inc. 

71-9007 

464 

Model: 6244, Chem-Nuclear Systems, Inc. 

71-6244 

462 

Model: 6272, U.S. Ecology, Inc. 

71-6272 

462 

Model: 650, Technical Operations, Inc. 

71-9032 

465 

Model: 660 & 660E Technical 

Operations, Inc. 

71-9033 

465 

Model: 6717-B, Gamma Industries 

71-6717 

463 

Model: 6744, U.S. Ecology, Inc. 

71-6744 

463 

Model: 680 & 680E Technical 

Operations, Inc. 

71-9035 

465 

Model: 715, Technical Operations, Inc. 

71-9039 

465 

Model: 770, Technical Operations, Inc. 

71-9148 

467 

Model: 771, Technical Operations, Inc. 

71-9107 

467 

Model: 9189, United Nuclear Corp. 

71-9189 

468 

Model: 9191, Babcock & Wilcox 

71-9191 

468 

Model: AP-101. ANEFCO, Inc. 

71-9071 

466 

Model: B, Babcock & Wilcox Co. 

71-6206 

462 

Model: B-2, U.S. Ecology, Inc. 

71-6144 

462 

Model: C-I, Source Production & Equipment 
Co., Inc. 

71-9036 

465 

Model: CE-250-2, Combustion 

Engineering, Inc. 

71-9022 

464 

Model: Century S & SA, Cen. Univ. 

S & SA Gamma Industries 

71-9135 

467 

Model: CNS 1-13C II Chem-Nuclear 

Systems, Inc. 

71-9152 

468 

Model: CNS 1-13C Chem-Nuclear 

Systems, Inc. 

71-9081 

466 

Model: CNS 14-190, Chem-Nuclear 

Systems, Inc. 

71-5026 

461 

Model: CNS 14-195-H Chem-Nuclear 

Systems, Inc. 

71-9094 

467 

Model: CNS 21-300, Chem-Nuclear 

Systems, Inc. 

71-9096 

467 

Model: CNS 3-55, Chem-Nuclear 

Systems, Inc, 

71-5805 

461 

Model: CNS 6-75, Chem-Nuclear 

Systems, Inc. 

71-9108 

467 

Model: CNS 6-80-2 & CNS 6-80-2A, Chem- 
Nuclear Systems Inc, 

71-9111 

467 

Model: CNS 8-120, Chem-Nuclear 

Sv Tru- 

71-6601 

463 


Model: D34710-2, U.S. Nuclear, Inc. 

Model: ETR, Exxon Nuclear Idaho Co. 

Model: FL 10-1, General Electric Co. 

Model: FSV-1, GA Technologies, Inc. 

Model: GE-100, General Electric Co. 

Model: GE-1600, General Electric Co. 

Model: GE-21PF-1, General Electric Co. 

Model: HN-100, Series 3, CNS 14-170 Series 
III & NUS 

Model: HN-100, Series 1, Hittman 
Nuclear & Development Corp. 

Model: HN-100, Series 2 & 2 A, 

Hittman Nuclear & Development Corp. 

Model: HN-100S, Hittman Nuclear & 
Development Corp. 

Model: HN-200, Hittman Nuclear & 
Development Corp. 

Model: HN-600, NUPAC 7-100 & 

CNS 7-100, Hittman Nuclear & 
Development Corp. 

Model: IF-300, General Electric Co. 

Model: IR-100, Industrial Nuclear Co. 

Model: 1R-50, Industrial Nuclear Co. 

Model: MO-1, Westinghouse Electric Corp. 

Model: NFS-4, Nuclear Fuel Services, Inc. 

Model: NFS-Uranyl Nit., Nuclear Fuel 
Services, Inc. 

Model NLI-1/2, NL Industries, Inc. 

Model: NLI- 10/24, Nuclear Assurance Corp. 

Model: NLI-6502, Nuclear Assurance Corp. 

Model: NPI-67-0442, Neutron Products, Inc. 

Model: NUPAC 14/210L& 14/2I0H, 

Nuclear Packaging, Inc. 

Model: OH-142, Nuclear Packaging, Inc. 

Model: ORNL, BNL & NBS UNIR. CONT 
Energy, Dept, of 

Model: PAS-2, Nuclear Packaging, Inc. 

Model: RA-2, RA-3, RA-J, General 
Electric Co. 

Model: Rad-Waste CR. I, Chem- 
Nuclear Systems, Inc. 


71-9052 465 

71-9134 467 

71-9009 464 

71-6346 462 

71-5926 461 

71-9044 465 

71-4909 461 

71-9151 468 

71-9086 466 

71-9079 466 

71-9089 466 

71-6574 462 

71-9080 466 

71-9001 464 

71-9157 468 

71-9156 468 

71-9069 466 

71-6698 463 

71-5059 461 

71-9010 464 

71-9023 465 

71-9103 467 

71-5364 461 

71-9176 468 

71-9073 466 

71-9853 468 

71-9181 468 

71-4986 461 

71-9105 467 
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Page 
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Page 

Model: Sentinel-8, -3 & MW-3000, 

71-9030 

465 

Nuclear Energy Services, Inc. 

71-0216 

460 

Teledyne Energy Systems 



Pacific Gas & Electric Co. 

71-0202 

460 

Model: SN-1, Metropolitan Edison Co. 

71-6771 

464 

Tennessee Valley Authority 

71-0227 

460 

Model: Spec 2-T, Source 

Production & Equipment Co. 

71-9056 

465 

Ultra Technology, Inc. 

71-0518 

461 

Model: TN-8, -8L, No Users 

71-9015 

464 

Union Electric Co. 

71-0520 

461 

Model: TN-9, No Users 

71-9016 

464 

Virginia Electric & Power Co. 

71-0194 

460 

Model: UNC-2901, Combustion 

Engineering, Inc. 

71-6294 

462 

Licensing of Independent Spent Fuel Storage — 
Docket 72 



New York Testing Labs, Inc. 

71-0166 

460 

Morris Operations, General Electric Co. 

72-0001 

469 

Niagara Mohawk Power Co. 

71-0045 

460 

Virginia Electric & Power Co. 

72-0002 

469 

Nuclear Energy Services 

71-0512 

460 







DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-010 BEATTY, NV, U. S. ECOLOGY, INC. 


8406120398 Final response to FOIA request for five categories of 
documents re Barnwell, SC & Beatty, NY low level radwaste 
disposal sites. Forwards App A doc uments. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWARTZ, 8. J. 
Wisner it Schwarz. 3pp. 24913:299. 


— 8406120612 Forwards J Vaden 800104 ltr banning Todd Research it 
Technical Div from use of site until further notice. 

KERR, G. W. Office of State Programs, Director. B0/02/20. 
GRELLA, A. Office of Inspection & Enforcement, Office of the 
Director. NUSSBAUMER, D. A. , BROWNING, R. E. Office of Nuclear 
Material Safety & Saf eg uar d s, Dir ec tor. 2pp. 24913:321. 


— 0406120617 Forwards table showing vol & activity of waste buried at 
three commercial low level sites cumulative through CY82. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
83/03/21. Nevada, State of. 2pp. 24916:034. 


— 8406120619 Forwards table showing vol & activity of waste buried at 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/02/13. Nevada, State of. 2pp. 24916:038. 


DOCKET 27-039 SHEFFIELD, IL, U. S. ECOLOGY, INC. 


8406110147 Forwards trip rept 840404 meeting in Chicago, IL w/State of 
IL, US Ecology & DOE re possible transfer of Sheffield site 
to DOE. 

SCHAFFNER, J. A. Low-Level Waste it Uranium Recovery Projects Branch. 
84/04/13. HIGGINBOTHAM, L. Low-Level Waste St Uranium Recovery 
Projects Branch. 3pp. 24882:014. 


8406110423 Requests legal opinion re applicability of Subsection 131(b) 
of Nuclear Waste Policy Act to transfer of Sheffield low 
level waste disposal facility to DOE. 

HIGGINBOTHAM, L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/03/17. FONNER, R. Regulations Division. 2pp. 24802:336. 


8406030417 Notice of appearance in proceeding. Certificate of Svc end. 
MORAN, E. B. Illinois, State of. DSB 438. S4/03/31. 3pp. 

24S09: 177. 


DOCKET 27-043 PEEKSKILL, NY, NUCLEAR DIAGNOSTIC LABORATORIES 


8406120082 Notification of contract execution, Mod 3, to "West Valley 
Waste Burial," Contract or :St a t e Univ of New Yor k, Albany . 

PAGE, M. Technical Assistance. Contracts Branch. FIN B-63S0, 
84/06/03. BATSON, W, Off ice of Nuclear Regulatory Research, 
Director. NICHOLSON, T. NRC - No Detailed Affiliation Given. Ip. 
2489B: 339. 


— 8406120083 Mod 3, extending period of performance until 840630, to 
"West Valley W a*t® Burial. " 

* New York, State Univ. of, Albany, NY. ©USTAVE,R. P. Division of 
Contracts. FIN B-6330, 84/06/03. 2pp. 24098:360. 


DOCKET 27-047 BARNWELL, SC,, C HEM-NUCLEAR SYSTEMS, INC. 


8406110132 Confirms arrangements for D Bennett 040418 site visit to 
Barnwell facility apsitt In preparation of repts on. 
alternative disposal methods for low level waste- 
WIDMAYER, D. A. Low-Level Waste llranium Recovery Projects Branch. 
84/04/16. BTILL^J* : Systems, Inc. Ip. 2480^QQ1, 


8406120398 Final response to FOIA request for five categories of 
documents re Barnwell, SC it Beatty, NV low level radwaste 
disposal sites. Forwards App A document s. Doc uments also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWARTZ, S. J. 
Wisner & 8chwarz. 3pp. 24913:299. 


— 8406120602 Forwards Waste Packaging Insp Rept 1 3000039/ 79- OSA on 
791114-13. No noncompliance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Office of the Director. 
79/11/28. Nuclear Materials, Inc. 2pp. 24913:302. 


—8406120604 Waste Packaging Insp Rept 1 5000039/79-03A on 791114-13. No 
noncomp lienee noted. Major areas inspected: 1 i censee-sh ipp er 
vehicle compliance w/DOT it NRC regulations, inc lud ing 
shipping paper requirements it radiation levels. 

WOODRUFF, R. L. , POTTER, J. P. Region 2, Atlanta, Fuel Facility St 
Materials Safety Branch. 79/11/28. 6pp. 24913:304. 


— 8406120607 Forwards Waste Packaging Insp Rept 1 3000039/ 79-03C on 
791114. Noncompl ianc# noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility it Materials 
Safety Branch. 79/11/28. JONES, J. A. Carolina Power St Light Co. 
2pp. 24915:310. 


— B406120608 Waste Packaging Insp Rept 1 3000039/79-03C on 791114. 
Noncompliance noted : rad iat i on levels in excess of permitted 
limits on one truck. 

WOODRUFF, R. L. , POTTER, J. P. Region 2, Atlanta, Fuel Facility St 
Materials Safety Branch. 79/11/28, 4pp. 24913:312. 


— 8406120610 Responds to Sniezek 800117 memo re waste vol limitations at 
low level disposal site. If facility St shippers allowed to 
carry over allocations from one month to next, partial load 
problem would improve. 

SHEALY, H. 0. South Carolina, State of. 80/04/02. KERR, G. W. 

Office of State Programs, Director. Ip. 24915:318. 


— 8406120617 Forwards table showing vol St activity of waste buried at 
three commercial low lavel sites cumulative through CY82. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
83/03/21. Nevada, State of. 2pp. 24916:034. 


— 8406120619 Forwards table showing vol S< activity of waste buried at 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/02/13. Nevada, State of. 2pp. 24916:030. 


B4061 10403 Requests that end FR notice of license issuance it negative 
declaration be promptly published in FR. 

HIGGINBOTHAM, L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/03/17. FELTON, J. Division of Rules and Records. 4pp. 

248B0: 320. 


— *8406110400 Notice of license issuance & negative declaration. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects 
Branch, 84/04/17. 3pp. 24880:321. 


8406120064 Forwards Amend 23 to License 12-13336-01 which authorizes 
recolp'lp % disposal of SNM at low leval radwaste burial 
facility at Barnwell /SC. 

HIGGINBOTHAM, L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/03/17. HUIZENOA, H. W. Cbem-Nuc 1 ear Systems, Inc. Ip. 24916:041. 


8406110176 Forwards Amend 23 to License 12-13336-01 for Chem-Nuclear 
Barnwell low level waste disposal site. 

NUSSBAUMER, D„ fit. Afsistant Director for State Agreements Programs. 
64/03/25. Affiliation Not Assigned, ip. • 24881:247. 


—0406110180 Amend 23 to License 12-13336-01 , author i i ing receipt it 
disposal of SNM. 

HIGGINBOTHAM, L, LoW-Level Waste & Uranium Recovery Projects 
Branch. 84/03/Or, 12pp. 24881:248. 
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DOCKETED ITEMS 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOGY, INC. 


B302280059 Forwards corrected copy of Amend 3 to License 16-19204-01. 
W/a end. 

HAWKINS, E. F. Low Level Waste Licensing Branch. 83/02/18. 

SCOVILLE, J. J. U. S. Ecology, Inc. (formerly Nuclear Engineering, 
Inc.). Ip. 24981:222. 


— 8406110169 Errata sheet fc corrected copy of Amend 3 to License 
16-19204-01 authorizing receipt St disposal of SNM at Hanford 
law level waste disposal facility. 

HAWKINS, G. F. Low Level Waste Licensing Branch. 83/02/16. 24pp. 

24881: 223. 


8406110121 Forwards Amend 5 to License 16-19204-01 regulating receipt, 
transport, possession, packaging, overpacking, storage fc 
disposal of SNII. 

HIGGINBOTHAM, L. Low-Level Waste fc Uranium Recovery Projects Branch. 
84/04/23. SCOVILLE, J. J. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). Ip. 248B2:111. 


— 8406110126 Amend 5 to License 16-19204-01 regulating recei p fc, transport, 
possession, packag ing, overpac king, storage & disposal of SNh. 
HIGGINBOTHAM, L. Low-Level Waste fc Uranium Recovery Projects 
Branch. 84/04/23. Ip. 24882:112. 


8406110376 Forwards required changes to facility operation manual. 
Changes must be incorporated before approval of Condition 
(2) of Amend 4 to License 16-19204-01 governing disposal at 
commercial low level buTial ground. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/04/24. SCOVILLE, J. J. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). 3pp. 24880:342. 


8406120598 Final response to FOIA request for five categories of 
documents re Barnwell, SC fc Beatty, NV low level radwaste 
disposal sites. Forwards App A documents. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWARTZ, S. J. 
Wisner fc Schwarz. 3pp. 24915:299. 


— 8406120617 Forwards table showing vol fc activity of waste bUTied at 
three commercial low level sites cumulative through CY82. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
83/03/21. Nevada, State of. 2pp. 24916:034. 


— 8406120619 Forwards table showing vol fc activity of waste buried at 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
64/02/13. Nevada, State of. 2pp. 24916:038. 


8406190515 Discusses US Ecology, Inc requirement that waste generators 
list all nuclides in package on waste mani fests. Practical 
min limit of IV. should be established per NRC fc DOT 
requirements. 

SCHAFFNER, J. A. Low-Level Waste fc Uranium Recovery Projects Branch. 
84/05/01. WALLER, K. C. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). 2pp. 25034:353. 


8406110077 Forwards comments on G£ request for approval from State of 
WA for disposal of transuranic wastes having concentrations 
between 10 fc 100 mCi/gm. 

JOHNSON, T. C. Engineering Branch (Post 831001). 84/05/03. 

SHAFFNER. J, A. Low Level Waste Licensing Branch. 2pp. 24883:351. 


8406110172 Forwards Amend 6 to License 16-19204-01 regulating receipt, 
transport, possession, packaging, over pack ing, storage fc 
disposal of SNM. 

HIGGINBOTHAM, L. Low-Level Waste fc Uranium Recovery Projects Branch. 
84/05/08. SCOVILLE, J. J. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). Ip. 24BB1:260. 


— 8406110175 Amend 6 to License 16-19204-01 regulating recei pt, transport, 
possession, packaging, overpacking, storage & disposal of SNh. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects 
Branch. 84/05/08. 2pp. 24881:261. 


8406110144 Forwards monthly SNM receipt fc burial rept for Apr 1984. Rep t 
of isotopic activity also encl.W/o ends. 

WRIGHT, S. V. U, S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 

84/05/14. BROILING, B. Low— Level Waste & Uranium Recovery Projects 

Branch. Ip. 24882:037. 


8406050320 Forwards Waste Packaging Insp Rept 15000046/84-04 on 840321 
fc 29. Violations noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/05/30. GRELLA, A. 
Safeguards fc Materials Program Branch. Ip. 24039:009. 


— 8406050325 Waste Packaging Insp Rept 15000046/84-04 on 840321 fc 29. 
Violations noted:44 drums lacked labeling fc marking fc 
shipping papers. Loose bung on drum, lack of strong tight 
package fc incorrect labeling also noted. 

THOMAS, R. D. Region 5, Office of Director. ELSEN, M. J. Washington, 
State of. 84/05/29. 59pp. 24839:010. 


8406250320 PN0-V-84-037: on 840606, State of WA banned Adco Svcs,Inc 
from use of US Ecology, Inc Richland, WA burial site fc 
suspended burial permit. 

THOMAS, R. D. Region 5, Office of Director. 84/06/19. Ip. 
25117:360. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0086 W. R. GRACE fc CO. , POMPTON PLAINS, NJ 


8406210135 Responds to FOIA request for documents re WR Grace fc Co 
licensing history for 540101-750122. Forwards App A 
documents. Remaining documents will be transmitted when 
sanitized. 

TOMS, N. Division of Rules and Records. 84/04/11. VAN DYKEN, G. 
Affiliation Not Assigned. 7pp. 25092:002. 


— 8406210160 Advises that LF Friedman will be in area 820804 for testi] 
of well water. Detai Is for arranging insp provided. 

KINNEMAN, J. D. Region 1, Office of Director. 82/08/02. 

ARMSTRONG, W. Affiliation Not Assigned. Ip. 25092:054. 


— 8406210167 Responds to 820517 telcon w/K Abraham re testing of 
well water. Permission to sample recipient well water 
requested. 

KINNEMAN, J. D. Region 1, Office of Director. 82/08/04. 
ARMSTRONG, W. Af f i 1 i a t i on No t As s i gned . Ip. 25092:055. 


— 8406210199 Forwards "Radiological Survey of Sheffield Br oo k , Way r»e * N 
final rept, Oct 1982. Measurements of WR Grace fc Co property 
in Wayne, NJ will be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. SQL 
Industries. Ip, 25092: 142. 


— 8406210206 Forwards "Rad i olog i ca 1 Surveys of Sheffield Brook," Fin# 
rept. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. MORAN# E2 
Affiliation Not Assigned. Ip. 25092: 143. 


— 8406210211 Forwards "Rad i ol og i cal Surveys of Sheffield Brook," Fir 
rept. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

YASCENSEK, G. Affiliation Not Assigned. Ip. 25092:144. 


— 9406210215 Forwards "Radiological Surveys of Sheffield Brook, " ft" 
rep t. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

Willowbrook Nursing Home, Wayne, NJ. Ip. 25092: 145. 


— 8406210222 Forwards "Rad i o 1 o g i ca 1 Surveys of Sheffield Brook, " -p 
rept. Measurements of WR Grace fc Co property in Wayne, NJ 
will be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. STILL. 
Affiliation Not Assigned. Ip. 25092:146. 


— 8406210230 Forwards "Radiological Surveys of Sheffield Brook, " -p 
rept. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

DOOLEY, J. J. Affiliation Not Assigned. Ip. 25092:147. 

— 8406210236 Addresses issues identified in M Resnikoff 820912 x tri 
Mayor of Wayne, NJ re WR Grace fc Co property fc surrounding ' 

area in Wayne, NJ. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/10/26. ROE, R. A. House of Rep. 2pp. 25092:148. 


— 8406210244 Forwards "Radi olog ica 1 Surveys of Sheffield Brook, •• 
rept. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29, 
LIEBERMAN, K, Affiliation Not Assigned. Ip. 25092:260. 


— 8406210249 Forwards "Rad i o 1 og ical Surveys of Sheffield Brook, *« 
rept. Measurements of WR Grace fc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29 FRPi=r 
Affiliation Not Assigned. Ip. 25092:261. 



DOCKETED ITEMS 


3 


— B40621G255 Forwards “Rad i o log i ca 1 Surveys of Sheffield Brook," final 
rept. Measurements of WR Grace Sc Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29. 

ROBINSON. J. Affiliation Not Assigned. Ip. 25092:262. 


— 8406210263 Forwards “Rad i ol og i ca 1 Surveys of Sheffield Brook, " final 
rept. Measurements of WR Grace k Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29. VAN 
DYKEN, G. Affiliation Not Assigned. Ip. 25092:263. 


— 8406210267 Ack receipt of B21112 ltr re "Radiological Survey Rept of 
Sheffield Brook, Wayne, NJ. " Site considered for inclusion 
in DOE formerly utilized sites program, per 820421 ltr. 

MOTT, W. E. Energy, Dept. of. 82/11/30. PAGE, R. G. Uranium Fuel 
Licensing Branch. Ip. 25092:264. 


— 8406210274 Forwards "Radiological Survey of Sheffield Broo k, Wayne, NJ. " 
W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 83/05/27. 

LINDERBERG, B. Weichert Realtors. Ip. 25092:266. 


— 6406210286 Forwards Resolution 179 of 1983 adopted by Municipal Council 
of Township of Wayne at 030817 meeting. Resolution opposes 
temporary storage of thorium in Wayne, NJ. 

O'BRIEN, J. R. Wayne, NJ. 83/08/19. NRC - No Detailed 
Affiliation Given. 5pp. 25092:280. 


— 8406210291 Forwards "Rad i ol og i ca 1 Survey of Sheffield Br oo k , Wayne, NJ. " 
W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 83/05/27. KAMDAR, R. 
Affiliation Not Assigned. Ip. 25092:285. 


— 8406210296 Discusses K Rinzler 830503 telcon to G Page re licensing 
requirements, including remedial actions & proposed 
alternatives, for Prompton Plains, NJ thorium site. 

CUNNINGHAM, R. E. Division of Fuel Cycle & Material Safety. 
83/05/06. DAVIS, J. 0. Office of Nuclear Material Safety & 
Safeguard s, Director. 2pp. 25092: 2B6. 


-8406210300 Forwards "Rad i o log i cal Surveys of WR Grace & Co Property, 
Wayne, NJ. * 1 W/o rept. Related info end. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
83/02/10. VAN DYKEN,©. Affiliation Not Assigned. 20pp. 

25092: 288. 


-8406210303 Forwards "Radiological Surveys of WR Grace & Co Property, 
Wayne, NJ. " W/o end. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
03/02/22. VAN ABS, D. Affiliation Not Assigned. Ip. 25092:308. 


-8406210306 Forwards "Radiological Surveys ol 4 WR drace 8t Co Property, 
Wayne, NJ., " W/o end, 

KINNEMAN, J. D. Region 1, Office of Director. 83/02/07. COLLINS, E. 
Electronucieonic*, Inc. Ip, 25092:309. 


-8406210308 Forwards "Radiological Surveys of WR Grace & Co Property, 
Wayne, NJ." W/o end. 

KINNEMAN, J* D. Division of Engineering & Technical Programs. 
83/02/07. ORR, J. Duraturf Landscaping. Ip. 25092:310. 


-8406210310 Forwards final rept, "Radiological Survey of WR Grace & Co 
Property, Wayne, NJ, " dtd Oct 1982. W/o end. 

KINNEMAN, J. D. Division of Engineering fc Technical Programs. 
83/02/01 < SOULE, C, D, Delaware Otsego System. Ip. 25092:311. 


—840621032? Forwards final rapt, "Radiological Survey of WR ©race & Co 
Pro party, Wayne* f4J> *' dtd Oct 1982. W/o end, 

KINNEMAN, J, D. Division of Engineering & Technical Programs. 
03/02/01. KUEHrt, 0. Affiliation Not Assigned. Ip. 25092:312. 


—0406210351 Forward* Oct 1982 final rept, "Radiological Survey of WR 
Grace, fc Co Property , Wayne, NJ. " W/o end. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
83/02/01. HONTEFERRARIO Bergen/Passaic Transport. Ip. 

25092; 313, 


— 8406210354 Forwards fBadlolog ical Surveys of WR ©race Sc Co Property, 
Wayne, NJ, •* Mfo .f.niGl, 

KINNEMAN, J. D* Division of Engineering Sc Technical Programs. 
83y62i/l& flPpUS, ' Affiliation Not Assigned. Ip. 25092:314. 


— 8406210362 Foruiarrfi "Radiolg ical Surveys of WR Grace Sc Co Property, 

Way We i N& *• iW/o 

KINNEMAN, J. D. .Division of Engineering Sc Technical Programs, 
83/02/01. LIEBERMAN, K, Affiliation Not Assigned. Ip. 25092:315. 


— 8406210366 Forwards final rept, "Radiological Survey of WR Grace S, Co 
Property, Wayne, NJ, " dtd Oct 1982. W/o end. 

KINNEMAN, J. D. Division of Engineering Sc Technical Programs. 
83/02/01. OTTILIO, C. J. V. Ottilio S< Sons. Ip. 25092:316. 


-8406210372 Forwards "Radiological Surveys of WR Grace Sc Co Property, 
Wayne. NJ. " W/o end. 

KINNEMAN, J. D. Division of Engineering Sc Technical Programs. 
83/02/01. YASCENSEK, G. Affiliation Not Assigned. Ip. 25092:317. 


— B406210378 Forwards “Radiological Surveys of WR Grace Sc Co Property, 
Wayne, NJ. " W/o end. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
83/02/01. Willowbrook Nursing Home, Wayne, NJ. lp. 25092:318. 


— 8406210381 Forwards "Radiological Surveys of WR Grace Sc Co Property, 
Wayne, NJ." W/o end. 

KINNEMAN, J. D. Division of Engineering Sc Technical Programs. 
83/02/01. STILL, E. Affiliation Not Assigned. lp. 25092:319. 


— 8406210387 Forwards Oct 1982 final rept, "Radiological Survey of WR 
Grace St Co Prop erty , Wayne, NJ. “ W/o end. 

KINNEMAN, J. D. Division of Engineering Sc Technical Programs. 
83/02/01. KONCEY, M. Affiliation Not Assigned. lp. 25092:320. 


DOCKET 40-0299 UNION CARBIDE CORP. , GRAND JUNCTION, CO 


8406020309 Requests source matl license Sc file for U concentrator 
(non dismantled) near Green River, UT. Info needed to process 
transfer of licenses from UCC to subsidiary. 

BEVERLY, R.G. Union Carbide Corp. 84/04/06. H1LDENBRAND, P. Uranium 
Recovery Field Office. lp. 24802:043. 


8406020294 Forwards interim rept on reclamation schedule for inactive 
tailings area. Next rept will be submitted in June 1984. 

LYONS, P.J.L, Union Carbide Corp. B4/04/10. GARCIA, P. Uranium 
Recovery Field Office. 9pp. 24802:052. 


8406040181 Informs that operation of A-9 collection drip sys began on 
840404. Due to delay, add will be fed into all four acid drip 
wells. 

LYONS, P. J. Union Carbide Corp. 84/04/10. GARLAND, W. L. Wyoming, 
State of. lp. 24806:330. 


8406060003 Forwards Mar water level elevation repts for .monitor walls 
near A-9 pumpback well. 

LYONS, P.J.L. Union Carbide Corp. 84/04/10. PETTENGILL, H. Uranium 
Recovery Field Office. 4pp. 24840:016. 


8406020330 Informs that application for permit rev to extend East ©as 
Hills heap leach approved . Signed p ermit" rev encl.W/6 end. 

RANDEN, L. Wyoming, State of. 84/04/12. LYONS, P. J. Union 
Corp. lp. 24770:361. 


6406010138 Forwards responses to five geotechnical concerns expressed 
in NRC 840527 ltr re increase in capacity of A-9 tailings 
area. Amend issuance needed by 840515 in order to avoid mill 
shutdown. 

LYONS, P.J. Union Carbide Corp. 84/04/20. OARCIA, P. Uranium 
Recovery Field Office. 19pp. 24768:001. 


B406010424 Informs of completion of assessment of quality of clay matl 
available for use as cover on old tailings areas. Umetco in 
process of negotiating agreement w/Pathfinder to allow 
removal of necessary matl. 

LYONS, P.J. Union Carbide Corp. 84/05/03. PETTENGILL, H. Uranium 
Recovery Field Office. 49pp. 24768:074. 


8406040109 Submits results of annual evaluation of performance of 
embankments comprising evaporation ponds at mi 11. Embankments 
stable 6 functioning as designed. Licensee will repair minor 
erosion. No further action warranted. 

OARCIA, P. J. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/05/16. Uranium Recovery Field Office. 2pp. 24845:345. 


DOCKET 40-0672 NUCLEAR METALS. INC. , CONCORD, MA 


8406120340 PND-I-84-05O: on 040507-13, health physics technician received 
radiation exposure of 20,79 rem to left hand. Region I 
provided w/written rept 6 Commonwealth of MA notified. 

Incident to be reviewed during forthcoming insp. 

ROWE, C. , KINNEMAN, J. Region 1, Office of Director. 84/06/01. lp. 
24894: 343. 
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DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


6406020301 Forwards State of WY Dept of Environ Quality insp rept for 
Green Mountain IX NPDES Permit W7-0024490 performed on 
640111. 

80GDEN. G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 
84/04/10. PETTENGILL, H. J. Uranium Recovery Field Office. 4pp. 
24802: 047. 


8406010042 Forwards "Assessment of Pump Back Sys Performance* 1 which 
addresses requirements of Amend 14 re steady state 
conditions. 

B OGDEN, G. Western Nuclear, Inc- (subs, of Phelps Dodge Corp. >. 
84/04/23. PETTENGILL, H. J. Uranium Recovery Field Office. Ip. 
24762: 170, 


— 8406010044 "Assessment of Pump-Back Sys Performance." Eight oversize 
drawings encl. Aperture cards are available in PDR. 

* Canonie-D ' Ap p o 1 onia Co. (subs, of Canonie, Inc. ). 84/04/23. 

30pp. 24762:171. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


B4060 10071 Informs of review of EPA recently codified regulation 
40CFR192, "Environ Stds for V St Thorium Mill Tailings at 
Licensed Commercial Processing SitesjFinal Rule" per 840202 
ltr.Util plan potentially inconsistent ui/portions of rule. 
MILLS, L. M. Tennessee Valley Authority. 84/04/13. SMITH, R. D. 
Uranium Recovery Field Office. 6pp. 24769:178. 


8406020047 Defines responsibility for DOE activities re delivery of 
Edgemont cleanup matl to mill site b clarifies applicability 
of util license requirements to DOE activities. DOE St 
contractors have completed remedial action cleanup program. 

MILLS, L. M. Tennessee Valley Authority. 84/04/13. SMITH, D. Uranium 
Recovery Field Office. ip. 24799:347. 


8406020050 Forwards review of proposal to change from partial slurry 
transport to total truck transport of tailings of Edgemont 
decommissioning pro ject. Potential increase in fugitive dust 
8c containments along primary haul road main area of concern. 

STAUB, W. P. Oak Ridge National Laboratory. S4/04/24. HAWKINS, E. 
Uranium Recovery Field Office. 0pp. 67349:243. 


8406020033 Forwards review of proposed diversion dTain sys from new 
tailings disposal site at Edgemont, SD. Two important concerns 
are design storm 8« longevity of sys in terms of erosion 6 
clogging. 

STAUB, W. P. Oak Ridge National Laboratory. 84/05/04. HAWKINS, E. 
Uranium Recovery Field Office. 8pp. 24799:351. 


84060401 89 Agrees that util only responsible for matl placed onsite 8c 
that all other activities re DOE Edgemont vicinity 
properties cleanup project responsibility of DOE, in response 
to 840413 ltr. 

SMITH, R. D, Uranium Recovery Field Office. 84/05/11. Tennessee 
Valley Authority. Ip. 24806:328. 


8406040338 Forwards request for addl info re diversion drain sys for 
proposed disposal site, as result of review of proposed 
decommissioning plan. 

HAWKINS, E. F. Uranium Recovery Field Office. 84/05/18. Tennessee 
Valley Authority. 2pp. 24806:359. 


DOCKET 40-2061 KERR— MCGEE CHEMICAL CORP., OKLAHOMA CITY, OK 


8406010160 Forwards State of IL EPA Operating Permit 043090ABP, f or 
incinerator at West Chicago facility. 

STAUTER, J. C. Kerr-McGee Corp. 84/04/30. NIXON, W. A. Uranium Fuel 
Licensing Branch- 6pp, 24762:306. 


8406010452 Requests author be placed oh distribution list for 
documentation re Kress Creek decontamination. 

RAPK1N. A. Illinois, State of. 84/05/03. PAGE, R. G. Office of 
Nuclear Material Safety & Safeguards, Director. Ip. 24769:096. 


8406020251 Discusses items of interest, includ ing, meeting to discuss 
Siite# in West Chicago con taminate d w/thor iwm, DOE remedial 
action plan for Canohsburg, PA site & meeting w/GE re license 
renewal, • 

. Branch. 84/05/23. DAVIS, J. G. 

Qf*|§g v jqi Wathfiml Safety & Safeguards, Director. 3pp. 


8406040371; Memorandum on State of IL revised Contentions 2(u) & 2(w>, 
per ASLB 840417 order. Certif icate of Svc encl. 

RAPfUN, A. Illinois, State of. D8B 432. 84/05/31. 14pp. 

24602: 254. 


8406230023 Forwards IE Insp Rept 40-2061/84-02 on 840411, 12,24,0509 h. 
15. No noncompliance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/04. 

STAUTER, J. C. Kerr-McGee Corp. 2pp. 25135:010. 


— 8406230025 IE Insp Rept 40-2061/B4-02 on 840411,12,24,0509 & 15. No 
noncompliance noted. Major areas inspected: review of open 
items from previous rept which required completion prior to 
incinerator operation. 

JANUSKA, A. G. , SCHUMACHER, M. C. Region 3, Office of Director. 
84/06/04. 4pp. 25135:012. 


8406110027 Memorandum in opposition to admission of Kerr-McGee 
contentions re permanent isolation of thorium processing 
wastes. Certificate of Svc encl. 

FONNER, R. L. , GILBERT, L. S. Regulations Division. DS0 548. 84/06/06. 

Atomic Safety and Licensing Board Panel. 27pp. 24974:263. 


8406120138 Forwards licensee brief for filing. W/o encl. Related 
correspondence. 

MESERVE, R. A. Covington «t Burling. MESERVE, R. A. Kerr-McGee Chemical 
Corp. (subs, of Kerr-McGee Corp. >. DSB 575. 84/06/06. Docketing 

St Services Branch. Ip. 24888:260. 


8406120207 Brief opposing many of State of IL atty general contentions 
as lacking merit or basis. Certificate of Svc encl. 

NICKLES, P. J. , MESERVE, R. A. Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp.). NICKLES, P. J. Covington & Burling. DSB 574. 
84/06/06. Atomic Safety and Licensing Board Panel. 59pp. 

24895: 102. 


840621002B Forwards, for si gnat ure, ltr to Ken — McGee denying request 
for withdrawal of show cause order re Kress Creek cleanup. 

Demand for hearing referred to Dfc of Secretary for action. 

W/o encl. 

CUNNINGHAM, R. E. Division of Fuel Cycle Material Safety. 84/06/0©, 
DAVIS, J. G. Office of Nuclear Material Safety St Safeguards, Director. 
Ip. 25114:360. 


8406210217 Denies request in 840319 answer St demand for hearing that 
840302 show cause order be wi thdrawn. Show cause order St 
demand for hearing referred to Ofc of Secretary for 
action. 

DAVIS, J. G. Office of Nuclear Material Safety St Safeguards , Direc tor . 
84/06/11. RICE, G. B. Kerr-McGee Chemical Corp. (subs, of Keri — McGee 
Corp.). Ip. 25069: 29B. 


8406150328 Forwards 840302 order to show cause re decontamination of 
radioactive contamination along Kress Creek St DuPage River 
in State of IL, Kerr McGee 840319 answer St demand for hearing 
in response to order & notice of appearance. 

BURNS, S, G. Regulations Division. DSB 680. 84/06/14. CHILK, S. J. 

Office of the Secretary of the Commission. 4pp. 24956:018. 


8406200334 Forwards memorandum 8< Certificate of Svc for filing. W/o 
ends. Related correspondence. 

MESERVE, R. A. Covington St Burling. MESERVE, R. A. Keri — McGee Chemica 
Corp. (subs, of Kerr-McGee Corp. ). DSB 754. 84/06/18. Docketing 
St Services Branch. Ip. 25051:017. 


8406200367 Memorandum in opposition to State of IL Contentions 2<u) 

2(w) re waste disposa 1. Cert if i cate of Svc encl. 

MESERVE, R. A. Kerr-McGee Chemical Corp. (subs, of Keri — McGee Corp. >, 

MESERVE, R. A. Covington 6 Burling. DSB 762. 84/06/18. 12pp. 

25051:085. 


8406200368 Expresses concurrence w/SG Burns 840614 suggestion that «fii| 
cause proceeding be coordinated w/amend proceeding on West 
Chicago Rare Earths Facility. 

NICKLES, P. J. Covington St Burling. NICKLES, P. J. Kerr-McGee Chemicji 
Corp. (subs, of Kerr-McGee Corp. ). DSB 752. 84/06/19. CHILK, S. 

Office of the Secretary of the Commission. Ip. 25051:097. 


8406260127 Memorandum in opposition to State of IL contentions re FE8: 
Contentions w/o merit St FES adequate. Certificate of Svc ij 

encl. 

FONNER/R. L. , GILBERT, L. S. Regulations Division. DSB 876. 84/0<6/"2> 

32pp. 23141:324. 


8406260233 Reply to NRC B40606 memorandum in opposition to admission 
Kerr-McGee contentions for resolution in proceeding. 

Contentions should be admi tted. Certificate of Svc encl. 

MESERVE, R. A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. 

MESERVE, R. A. Covington 6 Burling. DSB 880. 84/06/21 llpp 

23149:214. 


8406260097 Reply to NRC 840606 memorandum opposing Kerr-McGee 
contentions. Agreement expressed w/first argument St issue 
taken w/second argument. Proof of svc encl. 

RAPKIN, A. Illinois, State of. DSB 887. 84/06/22. 7pp. 23142; 3 if 
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8406290111 Order authorizing ASLAB review in place of Commission 
functions re Kerr-licOee 840319 answer & demand for hearing 
concerning NMSS 840302 show cause order. Served on 840628. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 934. 
84/06/28. Atomic Safety and Licensing Appeal Panel. 2pp. 
25197: 144. 


8406270124 Forwards reply to NRC memorandum in opposition to 
contentions for filing. W/o end. Related correspondence. 

MESERVE, R. A. Covington & Burling. MESERVE, R. A. Kerr-McGee Chemical 
Corp. (subs, of Kerr-McGee Corp. ). DSB 898. 84/06/21. Docketing 

& Services Branch. Ip. 25159:361. 


DOCKET 40-2259 PATHFINDER MINES CORP. . RIVERTON. WY 


8406020346 "Effluent Monitoring Rept. Jan-June 1983." W/830831 ltr. 
HARDGROVE. T. W. Pathfinder Mines Corp. 83/06/30. WOOLSEY, R. T. 
Uranium Recovery Field Office. 18pp. 24770:337. 


8406020328 Informs that reclamation bonding estimate must be submitted 
within 30 days of ltr receipt. Fai lure to comply will result 
in issuance of notice of violation & possibility of penalty 
assessment. 

ERICKSON, J. Wyoming, State of. 84/04/02. HARDGROVE, T. Pathfinder 
Mines Corp. 7pp. 24799: 099. 


8406020306 Informs that key personnel will be absent from Lucky Me Mill 
on 840423-0514,0702-10 & 0910-21. Mill will shut down 840721- 
0807. Insp should be scheduled around listed dates. 

HARDGROVE, T. W. Pathfinder Mines Corp. 84/04/09. PETTENG ILL, H. 
Uranium Recovery Field Office. Ip. 24802:044. 


8406020384 Submits addl response to 840323 ltr re tailings seepage 
control sys & notice of violation. Water quality efforts in 
compliance w/NRC requirements. 

NUGENT, E. L. Pathfinder Mines Corp. 84/04/09. BARUTH, E. Wyoming, 
State of. 2pp. 24769: 361. 


8406040242 Recommends Pathfinder Mines Corp submit info directly to 
State of WY Dept of Environ Qual i ty /Water Quality Div, per 
J Strohman 830614 ltr & establish timetable & criteria for 
successful operation of seepage collection sys. 

LAUDON, K. Wyoming, State of. 84/04/09. STROHMAN, J. Wyoming, State 
of. 4pp. 24805:332. 


8406040309 Forwards reclamation bond summary for Mar 1984 to Mining 
Permit 356C, per 840402 request. Detai 1 outlined in Moxley 
840120 memo will be addressed in conjunction w/submittal of 
next annual rept. 

HARDGROVE, T. W. Pantasote, Inc. 84/04/12. ERICKSON, J. Wyoming, 
State of. 3pp. 24807:209. 


8406040226 Issues Amend 18 to License SUA-672, incorporating program for 
disposal of contaminated waste by revising License 
Condition 35, per 830324,0721 8< 840120 requests. 

SMITH, R. D. Uranium Recovery Field Office. 84/05/07. Pathfinder 
Mines Corp. Ip. 24843:222. 


— 8406040233 Recommends issuance of Amend 18 to License SUA-672, 
incorporating program for disposal of contaminated waste by 
revising License Condition 35< par 830324, 0721 & 840120 
requests. 

GARCIA, P.J, , JIERREE, C. C. Uranium Recovery Field Office. 
84/03/07. Uranium Recovery Field Office. 5pp. 24845:223. 


8406040073 Informs that Amend 17 to License SUA-672 is fee exempt, based 
on NRC initiation of amend. 

JIERREE, C. C. , PETTENG ILLi H. J. Uranium Recovery Field Office. 

84/05/18. MILLER, W, O License Fee Management Branch. Ip. 

24805: 338. 


DOCKET 40-3392 ALLIED CHEMICAL CORP. , MORRISTOWN, NJ 


8406020286 Forwards negative declaration & EIA (NUREG-1071) re renewal 
of License SUB-526 for continued operation of UF6 conversion 
plant. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/05/24. YATES, R. W. 
Allied Chemical Corp. Ip. 24770:209. 


— 8406020287 Negative declaration re renewal of License SUB-526, Environ 
impact created by proposed license renewal action would not 
be significant & Jlpfib llM; warrant preparation of EIS. 

PAGE, R.G. Uranium ^uel Licensing Branch. 04/05/22. 2pp. 

24770:210. 


8406150292 Forwards EIA for proposed renewal of Allied Chemical Co 
License SUB-326. Renewa 1 expected within 2 months it will 
incorporate addl conditions recommended in EIA. W/o end. 

WYNGARDEN, S. D. Uranium Fuel Licensing Branch. 84/06/06. 

CARSTENS, L. Illinois, State of, Dept. Nuc. Safety (formerly Dept. 
Public Health). lp. 24976:358. 


DOCKET 40-3433 ATLAS MINERALS, INC. , DENVER, CO 


8406200129 Forwards request for renewal of License SUA-917. Fee end. 
BLUBAUGH, R. E. Atlas Minerals, Inc. 84/05/31. SMITH, D. Uranium 
Recovery Field Office. lp. 25063:271. 


— 8406200133 Application for renewal of License SUA-917. U to be sold in 
commercial markets for ultimate use in nuclear power plants. 

W/one oversize map. Aperture card available in PDR. 

WEAVER, R. R. Atlas Minerals, Inc. 84/03/31. 619pp. 23063:272. 


8406020324 Updates 840306 rept re 840223 tailings reclaim line spill. 
Table reporting analytical results from outside lab it 
natural U results from own lab enc 1. Fol lowup sample 
required. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/04/12. SMITH, R. D. Uranium 
Recovery Field Office. 3pp. 24802:035. 


8406010129 Responds to 840425 telcon requesting addl info re 840223 
reclaim tails line spill data. Alpha Nuclear Lab & CORE Lab, 

Inc analytical repts end. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/04/27. SHOPENN. M. Uranium 
Recovery Field Office. 4pp. 24762:347. 


8406010134 Forwards revised Table 1, "Operational Environ Monitoring 
Program" to 831101 amend request. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/04/27. SHOPENN, M. Uranium 
Recovery Field Office. 31pp. 24762:316. 


8406020303 Forwards EDA Instruments, Inc analysis rept showing results 
from composite soil sample collected on 840411 from cleaned 
up area of Moab,WA. Info suppls previous submittals of 
840306, 0412 8c 27. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 04/05/02. SHOPENN, M. Uranium 
Recovery Field Office. 3pp. 24800:327. 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVERTON, WY 


8406040340 Responds to 840319 ltr to NRC re approval for concept of 
reclaiming Tailing Pond 1 in-p lace. Concept preferable to 
moving contaminated matl to Tailing Pond 2 for reclamation. 

ANDRUS, N. J. American Nuclear Corp. 84/03/27. RANDEN, L. Wyoming, 
State of. 6pp. 24806:318. 


8406020341 Responds to B40327 ltr re in-place reclamation of Tailings 
Pond 1. American Nuclear, NRC 8< State of WY Dept of Environ 
Quality should begin working out basics of comprehensive 
reclamation plan. 

8UNDIN, R. E. Wyoming, State of. 04/04/09. ANDRUS, N. J. American 
Nuclear Corp. 2pp. 24770:355. 


8406010505 Requests submittal of documentation required by License 
Conditions 21 & 31 re submittal of const repts it performance 
of molstjre density tests, respectively by 840601. Status of 
two conditions end. 

PETTENG ILL, H. J. Uranium Recovery Field Office. 84/05/10. ANDRUS, N. 
American Nuclear Corp. 2pp. 24768:236. 


8406040087 Discusses licensee response to Condition 40h of License 
8UA-667 re const & stabilization of tailings pond & cleanup 
of contaminated areas. Amend requiring interim 
stabilization of tailing* pond by 840921 recommended. 

JIERREE' C. C. , PETTENG ILL, H, J. Uranium Recover y Fie Id Of fi c e. 
84/05/15, Uranium Recovery Field Office. 5pp. 24843:352. 


8406010487 Issues AmeniT J5 to License SUA-667, author i zing completion of 
interim stabilization 6^ Tailings Pond 2 by summer of 1984. 

Const rept, describing stabilization cover matls, depth it 
final contour, wiil be submitted by 841130. 

SMITH, R, D, Uranium Rfcpvery Field Office. 84/05/17. Federal 
American Partners. 2pp. 24768:355. 


DOCKET 40-6500 ENERGY, DEPT. OF, CAN0N8BURG, PA 



0406020251 Discusses items of inter«*t, inc lud ing , meeting to discuss 
sites in West Chicago contaminated w/thor ium, DOE remedial 
action plan for Canonsburg, PA site & meeting w/GE re license 
r f newel, 

PAGE*; SvG,« Uranium Full Li cans ing Branch. 84/05/23. DAVIS. J. 0. 
Officer of Nuclear Material Safety 8, Safeguards, Director. 3pp. 
24799; 120. 
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DOCKET 40-6622 PATHFINDER MINES CORP. . SHIRLEY BASIN, WY 


84060X0143 Informs that per 840412 meeting, evaluation performed of 
ability to develop 8c submit proposal for mitigative action 
to control seepage of tailings liquid. Proposal should be 
submitted on 840701. 

RUSSELL, J. E. Pathfinder Mines Corp. 84/04/25. PETTENGILL, H. J. 
Uranium Recovery Field Office. Ip. 24762: 315. 


DOCKET 40-6659 GETTY OIL CO. - PETROTOM1CS CO. , SHIRLEY BASIN, WY 


8406280216 Application for amend to Source Matl License SUA-551, 
changing freeboard requirement from 15 ft to 5 ft. Supporting 
info end. 

PFAFF, S. J. Getty/Petrotomics Co. 84/03/22. PETTENGILL, H. Uranium 
Recovery Field Office. 4pp. 25195:358. 


DOCKET 40-6920 AUTOMATION INDUSTRIES. INC. , PHOENIXVILLE, PA 


8406150220 Requests addl info specified in Sections VI E. 4 8c E. 6 of 
order be submitted to provide final approval of 
decontaminat ion plan 8c permit activities beyond Phase 1. 

Timetable for complete decontamination needed. 

MURLEY. T. E. Region 1, Office of Director. 84/04/13. POWERS, T. 
Automation Industries, Tnc. 2pp. 24951: 156. 


— 8406150224 Forwards procedure providing current radiological 
characterization of area 8c stored contents in waste storage 
room as preliminary work in development of Phase TI 
decontamination plan. 

MORELAND, P. E. Automation Industries, Inc. 04/03/30. MARTIN, T. T. 
Division of Engineering 8< Technical Programs. 7pp. 24951: 160. 


— 8406150229 Submits Decontamination Status Rept 3 for 840319-24. 
Decontamination plan & required addl procedures for Phase 
2 being prepared for submittal. 

MORELAND, P. E. Automation Industries, Inc. 04/03/26. JOYNER, J. H. 
Region 1, Office of Director. 2pp. 24951:167. 


— 8406150231 Forwards calibr procedure for Radiation Mgt Corp airborne 
sample instrumentation. 

MORELAND, P. E. Automation Industries, Inc. 04/03/22. MARTIN, T. T. 
Division of Engineering it Technical Programs. Ip. 24951:169. 


— 0406130234 “Automated Industries Nuclear Encapsulation Facility, 
Phoenixville, PA, Administrative Manual," procedure suppl 
for calibr of air flow rate for aiT samplers. 

* Automation Industries, Inc. 84/03/21. 40pp. 24951: 170. 


— 8406150235 Forwards responses to 840316 detailed comments re Phase I 
decontamination procedures. 

MORELAND, P.E. Automation Industries, Inc. 84/03/20. MARTIN, T. T. 
Division of Engineering & Technical Programs. 4pp. 24951:210. 


— 8406150239 Submits Decontamination Status Rept 2 for 840310-16. 

Addl survey swipes specific to Phase I work performed. 

MORELAND, P. E. Automation Industries, Inc. 84/03/16. JOYNER, J. H. 
Region 1, Office of Director. Ip. 24951:215. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 


8406200118 Application for amend to License SMA-1018, revising site 
location by releasing Region B for unrestricted use by Air 
Products & Chemicals, Inc. W/one oversize map. Aperture card is 
available in PDR. 

SPILLER, S. L. Whittaker Corp. 84/03/19. CROWE, W. T. NRC - No 
Detailed Affiliation Given. 3pp. 25051:209. 


— 8406200121 Requests payment of amend fee, per end 10CFR 170. 31 (2D) , r e 
840319 application for amend to License SMA-1018. W/o end. 

JACKSON, G. License Fee Management Branch. 84/05/17. SPILLER, S. L. 
Whittaker Corp. 2pp. 25051:212. 


‘.200124 Remits payment for processing of B40319 application to amend 
cense SMA-101B. 

ILLER, S. L. Whittaker Corp. 84/05/21. JACKSON, G. License Fee 
ragement Branch. Ip. 25051:214. 


Forwards revised survey plan for Whittaker Metals. 

D. Oak Ridge Associated Univs. 84/05/04. COOL, D. A. 
Fuel Licensing Branch. Ip. 24801:203. 


6020020 "Radiological Survey Plan Whittaker Metals Greenville, PA. " 
Oak Ridge Associated Univs. FIN A-90930-0. 84/05/04. NRC - 

No Detailed Affiliation Given. 8pp. 24801:204. 


8406140288 Summary of 840601 meeting w/State of PA Bureau of 
Radiological Protec ti on, Dep t of Environ Resources in 
Harr isburg, PA re final dispostion of waste slag at 
Whittaker Corp site in Greenvi 1 le, PA. 

COOL, D. A. Uranium Fuel Licensing Branch. 84/06/07. Uranium Fu el 
Licensing Branch. Ip. 24939:359. 1 


DOCKET 40-7869 PLATEAU RESOURCES, LTD. , GRAND JUNCTION, CO 


8404130088 Forwards final decommissioning rept for facility, per 
requirements of License SUA-1013. 

GERDEMAN, F. W. Plateau Resources, Ltd. 83/11/17. SMITH. R.D. 
Uranium Recovery Field Office. Ip. 2406B: 263. 


— 8404130092 Final decommissioning plans for fac i 1 ity. W/two oversized 
drawings end. Aperture cards available in PDR. 

* Plateau Resources, Ltd. 83/11/30 . 37pp. 24060:264. 


DOCKET 40-8023 GENERAL ELECTRIC CO., PHILADELPHIA, PA 


8406230590 Discusses IE insp of Licenses 37-02006-05, 37-02006-06, 
37-02006-09 8t SMB-1005 on 840308,20,21 St 0409 it forwards 
notice of violation. 

MARTIN, T. T. Region 1, Office of Director. 84/06/06. CHILTON, C. 
General Electric Co. 2pp. 25135:359. 


— 8406230600 Notice of violation from insp on 840308,20,21 & 0409. 
Violation identified: individuals working in restricted areas 
not instructed in precautions U procedures to minimize 
exposure to radiation & radioactive matls. 

* Region 1, Office of Director. 84/06/06. Ip. 25135:361. 


DOCKET 40-8027 KERR— MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8406040260 Forwards 1983 completion rept describing continued use of 
barium treated, neutral i zed solvent extraction raff inate, per 
Amend 17 to License SUB-1010. W/one oversize figure end. 

Aperture card is available in PDR. 

STAUTER, J. C. Kerr-McGee Corp. 84/04/30. PAGE, R. G. Uranium Fuel 
Licensing Branch. 54pp. 24807:215. 


8406260272 Forwards E Hens haw request foT public hearing on license 
amend application to dispose of raffinate via well 
injection. 

COLLINS, J. T. Region 4, Office of Director. DSB 864. 84/06/21. 

CHILK, S. J. Office of the Secretary of the Commission. 2pp. 
25150:037. 


DOCKET 40-8064 EXXON MINERALS CO. , USA, HOUSTON, TX 


B406010451 Discusses review & evaluation of monitoring data for 
original RScD in situ pr o j ec t, Qual ity of all groundwater 
affected by injection of recovery fluids returned to quality 
prior to operation. 

8UNDIN, R.E. , RANDEN, L. , GARLAND, W. Wyoming, State of. 84/03/30. 
SHANNON, J. Exxon Corp. Ip. 24769: 09 B. 


8406020329 "1984 First Quarter Rept, Pilot In Situ Mining Program, 
Converse County, WY, '' W/840412 ltr, 

SHANNON, J. B. Exxon Carp. 84/03/31. Region 4, Office of Director 
8pp. 24802:027. 


0406040217 Issues Amend 3 to License SUA-1064, deleting License 
Conditions 23,24,25 & 26 to recognize achievement of 
restoration it stability of Exxon original pilot. 

SMITH, R. D. Uranium Recovery Field Office. 84/05/08, Exxon Corp- 
lp. 24845:289. 


— 8406040223 Recommends issuance of Amend 3 to License SUA-1064, del eti 
License Conditions 23,24,25 St 26 to recognize achievement of 
restoration it stability of Exxon original pilot, 

WASTLER, S. L. , HAWKINS, E. F. Uranium Recovery Field Office. 

84/05/08. Uranium Recovery Field Office. 2pp. 24845:290. 


DOCKET 40-8084 RIO ALGOM CORP. , MOAB, UT 


8406040314 Corrected “Semiannual Environ Monitoring Rept,Jul-Dec 190 3 ' 
including data omitted from previous submittal. W/840507 ltr, 

HARDY, B. L. Rio Algom, Ltd. 83/12/31. Uranium Recovery Field 
Office. 4pp. 24007 : 167. 
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0406040282 Submits review of “Analysis of Pumping Test Conducted in 
Vicinity of Lisbon U Mill." Analysis acceptable for proposed 
conceptual model. Suggests extensive water level measurement 
program be adopted if pump back sys implemented. 

WILLIAMS/ R. E. Williams & Associates. 84/04/04. GARCIA/ P. Uranium 
Recovery Field Office. 4pp. 24808:268. 


0406060018 Submits review of environ monitoring data for Second Half 
1983 for Lisbon Mill/ per 10CFR40. 63. A1 1 required sampling &< 
analyses performed. No trends of concern noted. 

GARCIA/ P. J. , PETTENQILL/ H. J. Uranium Recovery Field Office. 
84/04/30. Uranium Recovery Field Office. 4pp. 2484B: 220. 


0406020305 Responds to request for review of/ “Remedial Action Plan for 
Groundwater Contamination Control at Lisbon U Mill. " Rept 
reflects creative effort analyzing complex groundwater 
contamination problem in complex h y dr og eo 1 og i c environ. 

WILLIAMS/ R. E. Williams & Associates. 84/05/08. GARCIA/P. Uranium 
Recovery Field Office. 14pp. 24800:313, 


0406010446 Issues Amend 20 to License SUA-1 1 19, auth or i z i ng disposal of 
waste from Westinghouse Bingham Canyon exchange facility. 

SMITH, R. D. Uranium Recovery Field Office. 04/05/18. Rio Algom, 
Ltd. Ip. 24769: 108. 


0406060012 Discusses proposed Amend 20 to License SUA-1119 for Lisbon 
Mill, authorizing disposal of Westinghouse contaminated waste 
by adding Condition 51. Amend 20 should be issued. 

GARCIA/ P. J. , PETTENGILLz H. J. Uranium Recovery Field Office. 
84/05/18. Uranium Recovery Field Office. 3pp. 24848:261. 


DOCKET 40-8102 EXXON CO. , USA, HOUSTON, TX 


0406020041 Forwards revised Page 2 to mill decommissioning safety 
procedure to require radiation safety officer sign off on 
each activity review & associated followup documentation. 

PATTON, J. D. Exxon Corp. 84/05/01. PETTENQILL, H. J. Uranium 
Recovery Field Office. 2pp. 24799:340. 


©406010500 Provides followup to 040417 meeting re decommissioning of 
Highland U Mill.SER & EIA supporting amend to license 
anticipated in time to allow decommissioning to proceed upon 
completion of milling operations in June 1984. 

PETTENGILL, H. J. Uranium Recovery Field Office. 04/03/07. 

PATTON, J. D. Exxon Corp. 2pp. 24768:343. 


0406060022 Notifies of intent to transfer 1,500 gallons solution, 
containing 230 lb U308, to Exxon U Facility in Douglas, WY. 

Solution will be transported on U concentrate trai ler, Model 
ID 5039-1. Transfer will take place before 040531. 

STOICK, A. F. ND Resources, Inc. 04/03/09. Uranium Recovery Field 
Office 2pp. 24048:212. 


DOCKET 40-8177 ARM/, DEPT. OF, CORPUS CHRISTI, TX 


0406180337 Amend 4 to License STB“it68 for Dept of Army, e xtend ing 
expiration date to 840930. 

HICKEY, J. W. Division of Fuel Cycle & Material Safety. 84/06/13. 
Ip. 24962:066. 


—8406180339 Application for amend to License 8TB-1 168, e x ten d ing 
expiration date for 90 days* 

TARAS, D. N. Army, Dept, of, Headquarters Materiel Development & 
Readiness Command. 84/03/31, Division of Fuel Cycle & Material 
Safety. 3pp. 24962:067. 


DOCKET 40-8194 ARMY, DEPT. OF, fT, MONMOUTH, NJ 



I34062305B7 Amend 10 to Matl/By product License 29-01022-10 for US Army 
Electronics R&D Command , ex tend ing expiration date until 
870731. 

HICKEY, J. W. Division of Fuel, Cpt* : k Material Safety. 84/06/13. 

Ip. 23136:245. 


’r*— 8406230605 Ac k receipt of 031213 ltr re Matl/By product Licenses 
29-01022-06, 29-01022-07, 29-5.0 1,032^0, SNM-1323 & SMB-1 103. 

Telcon w/T Grucci confirmed* 

MARTIN, I. C. NRC - No fpjd '£$#&! tafton Given, 03/12/16. NRC 

-No Detailed Affiliation ©Ivan* 23136:231. 


POCKET 40-8340 MINERALS EXPLORATION LOS ANGELES, CA 


£14106020333 Forwards U analysis TtsUltS from 830926-28 split sampling. 
ENGELMANN, R. Wyoming, State oft 04/04/02. KLEIN, T. J, Minerals 
Exploration Co. (subs, of Union Oil Co. of California). 3pp. 
24770:332. 


8406060013 Forwards results of last two Well A-3 water samplings. 
Results of past & future samplings will be analyzed 
for trend & presented in later rept. Well A-6 not sampled 
until early Apr. Analysis will be submitted later. 

KLEIN. T. J Union Minerals. 84/04/10. WASTLER.S. Uranium Recovery 
Field Office. 25pp. 24848:224. 


DOCKET 40-8333 AMAX SPECIALTY METALS CORP. , PARKERSBURG, WV 


8406020087 Forwards “Stab i 1 i zat i on Plan, Const & Final Survey , AMAX, Inc, 
Property, Wood County, WV," dtd Mar 1984. 

KERRIGAN, J. E. AMAX Environmental Services, Inc. (subs, of AMAX, 
Inc.). 84/03/09. NIXON, W. NRC - No Detailed Affiliation Given. 

Ip. 24799: 126. 


— 8406020088 "Stabilization Plan, Const & Final Survey , AMAX, Inc, Property, 
Wood County, WV. " 

* AMAX Environmental Services, Inc. (subs, of AMAX, Inc. ). 

84/03/31. 103pp. 24799: 129. 


DOCKET 40-8431 AIR FORCE, DEPT. OF, NELLIS AFB, NV 


8406260106 Amend 10 to Source Matl License SUB-1244 for US Air Force, 
authorizing use of 30mm munitions for training missions. 

HICKEY, J. W. Division of Fuel Cycle & Material Safety. 84/06/13. 
Ip. 23164:312. 


— 8406260111 Forwards request to amend Source Matl License SUB-1244 
allowing use of 30mm munitions for training missions. 

BOLLINGER, L. J. Air Force, Dept. of. Q4/03/23. Radioisotopes 
Licensing Branch (Pre 790301). 3pp. 25164:313. 


— 8406260 114 Requests reconsideration of application to amend Source Matl 
License SUB-1244 designating D Adams as radiation protection 
officer. 

BOLLINGER, L. J. Air Force, Dept. of. 03/01/04. Rad i a i sotop n 
Licensing Branch (Pre 790301). Ip. 23164:316. 


— 8406260119 Application for amend to Source Matl License 8UB-1244 to 
reflect D Adams a* radiation protection officer. 

BOLLINGER, L. J. Air Force, Dept. of. 82/11/03. Radioisotopes 
Licensing Branch (Pre 790301). 2pp. 23164:317. 


— 8406260123 Submits addresses for correspondence to licensee re Source 
Matl License SUB-1244. 

MOYER, W. B. Air Force, Dept, of, Radioisotope Comm. 02/03/01. 

BROWN, B. Division of Fuel Cycle & Material Safety. Ip. 

23164: 319. 


— 8006190427 Forwards application for renewal of Matl/By pro* "ct License 
SUB-1244. 

MOYER, W. B. Air Force, Dept, of, Radioisotope Comm. 80/04/28. 
Material Licensing Branch. 3pp. 23164:323. 


— 8006190429 Application for renewal of Matl /By product License SUB-1244 
authorizing U depleted in U-233 in solid form for use as 
high density penetrator in 30mm armor piercing projectiles. 

HADEN, C. R. Air Force, Dept. of. 80/04/10. 17pp. 23164:326. 


DOCKET 40—0432 BEAR CREEK URANIUM CO. , CASPER, WY 


8403130102 "Bear Creek U Co Semiannual Rept to NRC,Jul-Dec 1983, Environ 
Sampling. " W/840309 ltr. 

BLOSSOM, J. N. Bear Creek Uranium Co. 83/12/31. 21pp. 22641:169. 


84060601 IB Forwards raw data requested re technical evaluation of 
tailings dam, per License Condition 38. W/three oversize 
drawings. Aperture card* are available in PDR, 

MEDLOCK/R. L. Bear Creek Uranium Co. 84/03/06. SMITH, D. , 
PANOBURN, G. C. Uranium Recovery Field Office. 32pp. 24848:068. 


8406020311 Grants approval for tailings dam raise, Permit 399-R3. 
SMITH, M. A. Wyoming, State of. 84/04/18. MEDLOCK, R. Bear Creek 
Uranium Co. Ip. 24002:042. 


8406020304 Requests NRC incorporate adequate groundwater monitoring 
program & reporting schedule in proposed license amend for 
Bear Creek U mill. State of WY will not have opportunity to 
issue new or modified permit. 

GARLAND, W, L. Wyoming, State of. 84/04/19. PETTENGILL, H, J. Uranium 
Recovery Field Office. 2pp. 24002:043. 
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8406020314 Informs that 031122 comments & questions on Tech Specs C-l & 
C— 2 addressed by changes or additions to Tech Specs. Two 
exceptions listed. 

CGPPIN, R. J. Rocky Mountain Energy Co. 

Recovery Field Office. 2pp. 24800:268. 


84/04/19. SMITH/ D. Uranium 


8406060032 Requests addl info from Wyoming Minerals re injection 
pressure, use of sodium su 1 f i t e , c on t a inmen t, we 1 1 const b 
integrity tests, per 840402 response to State of WY 040223 
1 tr . 

OGLE, K. M. Wyoming, State of. 84/04/23. Wyoming, State of. 11pp. 
24348: 250. 


— 8406020320 Reissued Rev 3 to Spec C-l. “Tech Spec 
Engineering Svcs Tailings Dam Const Control. ” 

-* Rocky Mountain Energy Co. 84/04/19. 20pp. 


for Geotechnical 
24800:270. 


— 8406020323 Reissued Rev 2 to Spec C-2, “Tech Spec 
Capacity of Bear Creek Tailings Disposal Area. " 
* Rocky Mountain Energy Co. 84/04/19. 20pp. 


for Expanding 
24800: 290. 


840602029B Ack receipt of B4041B Itr. Vendor Bear Creek agrees to Page 3 
of Form 11 w/exception that approval from State of WY Water 
Quality Div CWGD) prior to tailings dam raise required. Tac it 
approval given by WGD per negotiations w/NRC. 

MEDLOCK, R.L. Bear Creek Uranium Co. 84/05/04. BRYAN. V/. Wyoming, 
State of. Ip. 24802:051. 


8406060013 Submits review of Fourth Quarter 1983 monitoring data 
required by License 8UA-1310, License Condition 31 <a>. 

Monitor Well MU-44 pumping ineffective in drawing down 
water levels in surrounding wells 8t controlling seepage. 
PANGBURN, G. C. , PETTENGILL, H. J. Uranium Recovery Field Office, 
84/05/07. Uranium Recovery Field Office. 3pp. 24665:360. 


8406010497 Responds to 840419 ltr re concerns w/Bear Creek U Co 
tailings mgt plan b Exxon impending closure of Highland U 
o p erat i ons. Pr op osed agenda for 840525 meeting to discuss 
specific sites & actions enc 1. Comments requested. 

PETTENGILL, H. J. Uranium Recovery Field Office. 04/05/10. 
GARLAND, U. L. Wyoming, State of. 2pp. 24768:348. 


8406020029 Informs that company will be observing vacation shutdown 
from 840617-30. All stripp ing , mining it milling activities 
will be curtailed. Normal activities will resume 840702. 

MEDLOCK, R. L. Bear Creek Uranium Co. 84/05/11. PETTENGILL, H. 
Uranium Recovery Field Office. Ip. 24799:359. 


8406040188 Confirms 840525 meeting in Region IV field ofc w/3tate of WY 
Water it Land Quality Divs it forwards proposed agenda of 
items for discussion. Comments or changes to agenda 
requested. 

PETTENGILL, H. J. Uranium Recovery Field Office. 04/05/11. RANDEN, L. 
Wyoming, State of. 2pp. 24805:336. 


8406250084 Forwards IE Insp Rept 40-8452/84-01 on 840423-27 it notice 
of violation. 

HALL, R. E, Region 4, Office of Director. 84/03/23. BAUMANN, W. Bear 
Creek Uranium Co. 2pp. 23140:321. 


— 8406250092 Notice of violation from insp on 040423-27. 

* Region 4. Office of Director. 84/05/23. Ip. 25140:323. 


8406010485 Ack receipt of 83092S application for renewal of License 
SUA-1341, Application will be considered on timely renewal 
basis until final determination by Commission. 

SMITH, R. D. Uranium Recovery Field Office. 84/05/02. RUTLEDQE.C. 
Westinghouse Electric Corp. Ip- 24768:357. 


DOCKET 40-8527 ARMY, DEPT. OF, HERLONG, CA 


8406230173 Amend 9 to License SUC-1274 for Dept of Army, Sierra Army 
Depot, revising Conditions 12 & 13 re licensed users. 

HICKEY, J. W. Material Licensing Branch. 84/06/14. Ip. 25135:238. 


— 8406230178 Application to amend License SUC-1274, reques ting that 
BK Fu be removed from Condition 12. 

TARAS, D. N. Army, Dept, of, Headquarters Materiel Development fc 
Readiness Command. 84/05/24. Office of Nuclear Material Safety 
& Safeguards, Director. Ip. 25135:239. 


— 8406230183 Application to amend License SUC-1274, increasin g storage 
capacity limits on depleted U to 5,000,000 kg. Present 
ceiling limits being reached. 

KEEN, D. S. Army, Dept, of, Headquarters Materiel Development b 
Readiness Command. 83/10/25, Material Licensing Branch. Ip. 

25135: 281. 


— 8406230199 Forwards application for amend to License SUC-1 274, 1 i s t ing 
D Lane as radiation protection officer b A Herrbach as 
alternate radiation protection officer. 

TARAS, D. N. Army, Dept, of, Headquarters Materiel Development b 
Readiness Command. 84/04/02. Office of Nuclear Material Safety 

& Safeguards, Director. Ip. 25135:282. 


— 8406230202 Application for amend to License SUC-1274, listing D Lane 
as radiation protection officer b A Herrbach as alternate 
radiation protection officer. 

OAKES, R, M. Army, Dept. of. 84/03/26. Office of Nuclear 
Material Safety b Saf eg uar d s, Dir ector . 24pp. 25135:283. 


DOCKET 40-8584 MINERALS EXPLORATION CO. , LOS ANGELES, CA 


B406010056 Forwards 830924 & 1021 completeness review responses to 
tailings amend comments for insertion as Section V of Vol 
6, revised Part III b table of contents. W/o end. 

HILL, C. Z. Union 76 Minerals Exploration Co. 84/05/08. 
PETTENGILL, H. Uranium Recovery Field Office. Ip. 24769:184. 


— 8406250110 IE Insp Rept 40-8452/84-01 on 840423-27. Violat i on noted: 
failure to calibr environ air samplers quarterly b to 
perform air sampling 8< analysis from leach tank ventilation 
& bldg vents annually, 

SPITZBERG, D. B, , PANGBURN, Q. i KONWINSKI, G. Region 4, Office of 
Director. 84/05/21. 14pp. 25140:324. 


8406220020 Ack receipt of 840601 ltr informing NRC of steps taken to 
correct violations noted in IE insp of License SUA-1310. 
Implementation of corrective actions will be reviewed during 
future insp. 

HALL, R. E. Region 4, Office of Director. 84/06/15. BAUMANN, W. Bear 
Creek Uranium Co, lp, 25083:304. 


— 8406220022 Responds to NRC 840523 ltr re violation* noted in IE insp 
of License 5UA-1310. Corrective actions: low vol environ air 
samplers will be calibr quarterly. 

BLOSSOM, J. N. Bear. Creel Ureni «m Co, 04/06/01. EVERETT, R. J. 
Region 4, Office of Director. 2pp. 25083:305. 


DOCKET 40-8502 WYOMING MINERAL CORP. , LAKEWOOD, CO 


8406060363 Advises that %fming Minerals Corp will be dissolved b 
merged nipto Westinghouse, effective 840101. New div will be 
known as WEC U Resources Div* Chec h -cover administrative 
amend fee,. per 10CFR170, 3i» enel, 

RUTLEDGE, C. Wyoming Mineral Oof?. 83/11/29. Division of Fuel 
Cycle 6 Material Safety, 24669? 316. 


DOCKET 40-8585 WYOMING MINERAL CORP. , LAKEWOOD, CO 


8406020318 Forwards info re U analysis of scandium bearing sludge, 
amplifying B40312 request for license amend authorizing 
shipment of sludg e. Slud g# not common byproduct b requires 
more lengthy 8< sophisticated analyses, 

RUTLEDGE, C. Westinghouse Electric Corp. 84/04/10. PETTENGILL, H. 
Uranium Recovery Field Office. 4pp. 24802:038. 


DOCKET 40-8586 KERR -MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


0406040284 Responds to NRC B40326 ltr re License SUA- 1330. Pump test 
only work dona on Double Eagle fl&D site. Final onsite insp 
will be conducted in May. 

LANDAGORA, M. Kerr-McGee Corp. 84/04/04. HAWKINS, E. F. Uranium 
Recovery Field Office. lp. 24808:258. 


DOCKET 40-8602 SILVER KING MINES, INC. , CASPER, WY 


8406040303 Submits review of 840228 annual land use survey for Morton 
Ranch Project required by License Condition 33 of License 
SUA-1356, Land use in 3-mile radius of Morton Ranch Project 
virtually unchanged since last rept. 

PANGBURN, G. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/03/09. Uranium Recovery Field Office. 2pp. 24807:213. 
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DOCKET 40 -8 A3 1 ARMY/ DEPT. OF, ROCK ISLAND, IL 


8406140180 Forwards IE Insp Rept 40-8631/84-01 on 840502-0329. No 
noncomp 1 iance noted. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/06/01. 
REGISTER, 8. Army, Dept. of. 2pp. 24926:197. 


— 8406140185 IE Insp Rept 40-8631/84-01 on 840502-0329. No noncompliance 
noted. Major areas insp e c t e d : por ti ons of licensee/contractor 
facility stab il iration pro gram, inc lud ing trenching to 
determine source of water in Manhole 12. 

JANUSKA, A. G. , SCHUMACHER, M. C. Region 3, Office of Director. 
84/06/01. 5pp. 24926: 199. 


6406180418 Amend 7 to Dept of Army License SNM-1745, c hang ing name St 
address to Dept of Army Armament , Mun it i ons St Chemical 
C ommand, Roc k Island, IL. 

HICKEY, J. W. Division of Fuel Cycle St Material Safety. 84/06/13. 
Ip. 24964:298. 


— 8406180431 Application for amend to Licenses SNM-1745, 12-00722-04, 06, 
07,08,09 St SMB-1314, SUB-1340 St SUC-1380, r ef 1 fc t i n g name St 
address change. 

SMITH, L. E. Army, Dept. of. 84/02/02. Office of Nuclear 
Material Safety 8< Saf eg uards, Director. 4pp. 24964:299. 


DOCKET 40-8647 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


S406060007 Requests withdrawal of application far South Powder River 
Basin U Mill on behalf of Sequoyah Fuels Corp,w/o prejudice 
to future filing. 

STAUTER, J. C. Kerr-McOee Corp. 84/04/13. SMITH, R. D. Uranium 
Recovery Field Office. Ip. 24849:015. 


8406040102 Advises that 840471 request for withdrawal of 770001 
application for source matl license granted. No refund or 
a d d 1 fee required. Firm may submit new application w/o 
prejudice. 

J1ERREE, C. C. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/05/22. Uranium Recovery Field Office. 2pp. 24045:330. 


8406040186 Ack receipt of B40417 request that 770801 application for 
source matl license be withdrawn. Withdrawal will result in 
no refund or addl fee at present time. Fee may be utilized 
for future application. 

SMITH, R. D. Uranium Recovery Field Office. 84/03/22. BTAUTER, J. C. 
Sequoyah Fuels Corp. Ip. 24806:329. 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC. , PHOENIX, AZ 


8406060009 Requests 1-yr extension of administrative amend to License 
SUA-lCj)3i , to allow decontaminating fc decommissioning 
activities of pilot plant & evaporation pond to be 
completed. Amend empires 040430. Check end to cover *40 fee. 

STOICK, A. F. ND Resources, Inc. 84/04/04. SMITH, R. D. Uranium 
Recovery Field Office. Ip. 24848:014. 


B406060022 Notifies of intent to transfer 1,300 gallons solution, 
containing 230 lb U308, to Exxon U Facility in Douglas, WY. 

Solution will be transported on U concentrate tra i ler , Mode 1 
ID 3059-1, Transfer will take place before 040331. 

STOICK, A. F. ND Resources, Inc. 84/03/09. Uranium Recovery Field 
Office. 2pp. 24848:212. 


8406020323 Requests permission to discharge second batch of water 
from ND Resources small pond. Rept from Core Labs indicating 
that water (beets effluent criteria for Ra-226 end. 

FRITZ, D. M* lief t'.er-n Water Consultants, Inc. 84/03/14. WAGNER, J. 
Wyoming, State pA 3pp, 24799: 106. 

84060400B4 C lar if fee for Amend 2 to License BUA-1331, allowing 

one-time surface 4>i*c barge into solar evaporation pond. Firm 
already C;h.*ck for amend fee. Original request 

to sell watpr abandoned, 

HAWKINS, E, F,. UrfMiuM Recovery Field Office. 84/03/18. MILLER, W. 0. 
License Fee Hana,g*ib*nfe Branch. Ip. 24843:339. 


i>QCKET 40-8674 PLATEAU RESOURCES, LTD. , GRAND JUNCTION, CO 


<8406030237 %M ln$£ Ffcodfcngs fc Licensee Ack dtd 840301-02 of License 
v SUA-13?6, Insf Afnjtftngs; no violations obsarved. 

CAIN, C. L, WHtfm Office of Director. 84/03/02. Ip. 24041:279. 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8406010053 "Semiannual Rept of Environ Moni tor ing, Jul-Dec 1983." 
W/840410 ltr. 

ROBERTS, H. R. Energy Fuels Nuclear, Inc. 83/12/31. HILDENBRAND, P. 
Uranium Recovery Field Office. 14pp. 24769:185. 


8406050477 IE Insp Findings & Licensee Ack dtd 840501-03 of License 
SUA-1325. Insp findings: no violations observed. 

CAIN, C.L. Region 4, Office of Director. 04/05/03. Ip. 24841:329. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8406040344 Forwards "Semiannual ALARA Audit Rept, Energy Fuels Nuclear, 
Inc, White Mesa U Mi 11 , B land i ng , UT, " conducted on 840228, for 
Jul-Dec 1983. Next rept scheduled for Aug 1984. 

ROBERTS, H. R. Energy Fuels Nuclear, Inc. 04/04/10. VINCELETTE, M. D. 
Energy Fuels Nuclear, Inc. Ip. 24806:232. 


— 8406040356 "Semiannual ALARA Audit Rept, Energy Fuels Nuc 1 ear, Inc, Wh i t e 
Mesa U Mi 1 1, Bland ing , UT, " for Jul-Dec 1983. 

* Energy Fuels Nuclear, Inc. 84/02/28. 49pp. 24806:233. 


8406250113 Forwards IE Insp Rept 40-8681/84-03 on 040302-03. No 
violations noted. 

HALL, R. E. Region 4, Office of Director. 84/03/21. VINCELETTE, M. D, 
Energy Fuels Nuclear, Inc. 2pp. 23140:339. 


— 8406250116 IE Insp Rept 40-8681/84-03 on 840502-03. No noncompliance 
noted. Major areas inspected : mg t, training, organi zation, 
internal fc external exposure control fc contamination 
control, 

CAIN, C.L. , EVERETT, R. J. Region 4, Office of Director. 04/05/16. 
3pp. 23140:341. 


DOCKET 40-86B4 WESTERN NUCLEAR, INC. , LAKEWOOD, CO 


8406060019 Requests review of revised application be completed by 
840430. 

MOONEY, G. Wyoming, State of. 84/03/30, SHAFFER, R. , CHANCELLOR, R. , 
RICHMOND, T. Wyoming, 8tate of. Ip. 24840:219. 


DOCKET 40-0700 ARMY, DEPT. OF, ROCK ISLAND, IL 


8406180418 Amend 7 to Dept of Army License SNM-1743, chang ing name fc 
address to Dept of Army Armament, Mun it i ons fc Chemical 
Command, Rock Island, IL. 

HICKEY, J. W. Division of Fuel Cycle fc Material Safety. 84/06/13. 
Ip. 24964:298. 


—0406100431 Application for amend to Licenses SNM-1743, 12-00722-04, 06, 
07,08,09 fc SMB-1314, 8UB-1340 fc SUC-1380, ref 1 ect ing name fc 
address change. 

SMITH, L. E. Army, Dept. of. 84/02/02. Office of Nuclear 
Material 8afety fc Saf eguards, Director. 4pp. 24964:299. 


DOCKET 40-8727 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 


B406120634 FOIA request for nine categories of documents re Bill Smith 
Mine fc South Powder River Basin Pilot Plant, Converse 
County, WY. 

BARNES, C. Affiliation Not Assigned. 84/05/19. NRC - No Detailed 
Affiliation Given. 2pp. 24915:264. 


8406120635 Responds to FOIA request for documents re Bill Smith Mine fc 
South Powder Basin Pilot Plant, Converse County , WY. Request 
referred to PDR for processing. 

FELTON, J. M. Division of Rules and Records. 84/06/01. BARNES, C. 
Affiliation Not Assigned. Ip. 24915:266. 


DOCKET 40-B74S OGLE PETROLEUM, INC. , CASPER, WY 


0406040037 Forwards "Fifth Semiannual ALARA Aud i t, Jul-Dec 1983, " 
Exposure records, b ioassay results fc in-plant radiological 
surveys included. 

BROWN, K. J. Ogle Petroleum, Inc. 84/04/09. Uranium Recovery Field 
Office. lp. 24807:130. 


— 8406040062 "Fifth Semiannual ALARA Audit, Jul-Dec 1983," 
# Ogle Petroleum, Inc. 03/12/31. 10pp. 24B07: 131. 
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8406040003 Submits review of semiannual rept for in-site solution 
mining operation for 830027-840222. Dos imetry resul ts, surfa ce 
water 8< well water analysis it soil it vegetation samples did 
not indicate any prcb 1 ems. Li cense Condition 75 satisfied. 

WASTLER, S. L. , HAWKINS^ E, F. Uranium Recovery Field Office. 84/05/18. 

Uranium Recovery Field Office. 3pp. 24808:327. 


DOCKET 40-8760 EDLOW INTERNATIONAL CO. , WASHINGTON. DC 


8406020397 Ack receipt of full payment of civil penalties proposed on 
040405. 

AXELRADr J. A. Enforcement Staff. 84/05/24. EDLOW. J. Ed low 

International Co. Ip. 24800:342. 


8406150164 Forwards State of IL 840524 request for hearing on whether 
Ed low Inti should file license renewal request for storage 
of UF6. 

KEPPLER. J. G. Region 3, Office of Director. DSB 645. 84/06/08. 

CHILK.S. J. Office of the Secretary of the Commission. Ip. 

24934: 284. 


— 8406150165 Requests hearing on whether Edlow Inti should file license 
renewal request for storage of UF6. 

YCJUNGE, W. H. Illinois, State of. 84/05/24. Region 3. Office of 
Director. Ip. 24934:285. 


8406210338 Forwards IE Safeguards Insp Repts 40-8760/84-03 it 
70-2933/84-03 on 040531. No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/06/15. EDLOW, J. 
Edlow International Co. Ip. 23034:354. 


— 8406210343 IE Safeguards Insp Repts 40-8760/84-03 *< 70-2953/84-03 on 
840331-0604. No noncompliance noted. Major areas inspected: 
previous open items it verification of outdoor storage of 
natural UF6. Details withheld (ref 10CFR2. 790). 

AXELSON, W. L. , CREED, J. R. , SRENIAWSKI, D. J. Region 3, Office of 
Director. 84/06/15. Ip. 25054:333. 


DOCKET 40-8767 ARMY, DEPT. OF, ROCK ISLAND, IL 


8406180418 Amend 7 to Dept of Army License SNM-1745, chang ing name it 
address to Dept of Army Armament, Munitions it Chemical 
Command, Rock Island, IL. 

HICKEY, J. W. Division of Fuel Cycle it Material Safety. 84/06/13. 
Ip. 24964:298. 


—8406180431 Application for amend to Licenses SNM-1 743, 1 2-00722-04, 06, 
07,00,09 t« SMB-1314, 8UB-1340 «< SUC-1380, ref 1 ecting name it 
address change. 

SMITH, L. E. Army, Dept. of. 84/02/02. Office of Nuclear 
Material Safety 8t Baf eg uar ds, Dir actor. 4pp. 24964:299. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8406040337 Discusses approval of 0 Sand In Situ Leach Pro jec t, South 
Power River Basin, Converse County, WY. Issue of leakage 
through N shale adequately addressed. 

OGLE, K. M. Sequoyah Fuels Corp. 84/04/03. Sequoyah Fuels Corp. 
2pp. 24806:361. 


8406020333 Forwards revised Pages 10-2,10-5 it A-llb re O-sand in situ 
leach project application. Pages 10-2 it 10-3 revised per R 
Spears request ra clarification of intent of Page 10-2. Page 
A-llb revised to correct dates for OP-t & OP-6 tests. 

FREEMAN, M. D. Sequoyah Fuels Corp. 04/04/04. RANDEN, L. D. Wyoming, 
State of. 4pp. 24770:337. 

8406060034 Reviews acceptability of mechanical integrity tests, upper 
control baseline water quality proposed in 

license application. Recommends seven wells be retested for 
mechfinicai in,1regr:itj| U; UCLs for monitor well be lowered. 

□OLE, K. Mi Wyoming, State of. 84/03/10. Wyoming, State of. Spp. 

?4AA"T- ***« 


\ |I8A, INC. , CASPER, WY 


'th Quarter CY84 operating rept. Each item 
- numbered w/corresponding 
i organize required data. 

'22. HAWKINS, E. Uranium 


8406020336 Notifies of changes to be made to restoration plan at Ruth 
in situ leach site. Wells 10M20 it 9L already in place as 
reported observation wells. Use of wells may be necessary to 
accomplish restoration. 

SOMERVILLE, K. G. Uraneri USA, Inc. 84/04/09. RANDEN, L. Wyoming, 
State of. 3pp. 24799: 096. 


8406040308 Notifies that no problems exist w/discharge of restoration 
operation (RO) water from plant during RO provided listed 
items followed, per 840423 request. 

MOONEY, G. Wyoming, State of. 84/05/03. SOMERVILLE, K. G. Uraneri 
USA, Inc. Ip. 24807:212. 


8406060002 Forwards 840513 Itrs to State of WY Water Quality Div re 
vendor request for early approval of discharge permit, rath *r 
than 840622. Heavy spring storms caused overfill of ponds it 
pond usage is reaching capacity. 

SOMERVILLE, K. G. Uraneri USA, Inc. 84/05/13. HAWKINS, E. Uranium 
Recovery Field Office. 4pp. 24849:020. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC. , GOLDEN, CO 


8406010269 Submits results of 840412 visit to stab i 1 i zati on site in 
Washington, Wood County, WV to review well monitoring & 
physical condition of site. 

DEBORD, D. L. West Virginia, State of. 84/04/25. KERRIGAN, J. E. A MAI 
Environmental Services, Inc. (subs, of AMAX, Inc. >. Spp. 24765:312. 


DOCKET 40-8829 WYOMING FUEL CO. , LAKEWOOD, CO 


8406020037 Informs of review of draft EIA & comments re typographical 
errors it editorial changes. 

HABERMAN, C. Nebraska, State of. 84/03/07. HAWKINS, E. F. Uranium 
Recovery Field Office. Ip. 24799:330. 


8406020332 Summary of 840424 meeting w/State of NE, Dept of Environ 
Control & ERA in Lincoln, NE re review schedule for Wyoming 
Fuel Co proposed Crow Butte project. 

WASTLER, S, L. Uranium Recovery Field Office. 04/03/10. Uranium 

Recovery Field Office. 2pp. 24770:333. 


8406060038 Forwards SER in support of issuance of License SUA-1441 for 
Crow Butte R&D in situ leach U mine it recovery plant. 

WASTLER, S. L. , HAWKINS, E. F. Uranium Recovery Field Office. 84/03/10. 
Uranium Recovery Field Office. Ip. 24663:312. 


— 8406060041 Safety evaluation supporting issuance of source in byproduct 
matl license for Crow Butte R&D in situ leach U mine it 
recovery plant. 

WASTLER, 8. L. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/01/31. 31pp. 24663:313. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 30-2 UNIV. OF MICHIGAN RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8406220233 Ack receipt of 840324 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisals Rept 30-002/84-02. 

PAPER1ELL0, C. J. Region 3, Office of Director. 84/06/19. KERR, W. 
Michigan, Univ. of, Ann Arbor, MI. Ip. 23084:009. 24X 

Fiche; 30-002, 84/06/19, 8406220233. 


—0406220233 Responds to NRC 840420 ltr re violations noted in IE 
Emergency Preparedness Appraisal Rept 30-002/84-02. 

Improvements, u/ind ication of incorporation into emergency 
plan or disposition, listed. 

KERR, W. Michigan, Univ. of, Ann Arbor, MI. 84/03/24. 
PAPERIELLO, C. J. Region 3, Office of Director. 2pp. 23084:010. 
24X Fiche: 30-002, 84/06/19, 8406220233. 


Q. Inspection reports, IE Bulletins & correspondence 


B406220233 Ack receipt of 840324 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisals Rept 30-002/84-02. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/19. KERR, W, 
Michigan, Univ. of, Ann Arbor, MI. Ip. 23084:009. 24X 

Fiche: 30-002, 04/06/19, 8406220233. 
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— 8406220253 Responds to NRC 840420 ltr re violations noted in IE 
Emergency Preparedness Appraisal Rept 30-002/04-02. 

Improvements, w/indication of incorporation into emergency 
plan or disposition, listed. 

KERR, W. Michigan, Univ. of, Ann Arbor, MI. 84/03/24. 

PAPER IELLO, C. J. Region 3, Office of Director. 2pp. 23084:010. 
24X Fiche: 30-002, 84/06/19, 8406220233. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


B404240098 Forwards Central Files version of revised emergency plan 
implementing procedure App A, "Site Emergency Roster." Enel 
withheld. 

0 'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/04/18. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 24164:241. 24X 

Fiche: 30-003, 84/04/18, 840424009B. 


B406140017 Responds to 840323 memo re New York P1RQ 840409 petition 
requesting immediate suspension of OL based on inadequacies 
in planning 8< preparedness for evacuation of school children 
in emergency. 

KR IMM, R. W. Federal Emergency Management Agency. 84/06/11. 

JORDAN, E. L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 2pp. 24926:013. 24X Fiche: 30-003, 84/06/11, 

0406140017. 


8406140023 "Evaluation of Concerns Raised in New York PIRG Petition to 

Suspend Operation of Indian Point Units 2 & 3. " 

* Federal Emergency Management Agency. 84/06/00, 19pp. 

24926:017. 24X Fi ch e: 50-003, 04/06/1 1 , 04061 40017. 


3-406130042 Clarifies 840314 ltr re estimate of cost for integrally 
designed addl shielding & HEPA filter equipment for 
emergency operations f ac i 1 i t y . Ut i 1 does not plan 
implementation of integral shielding & HEPA design changes. 
O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/06/11. 
EISENHUT, D. G. Division of Licensing. Ip. 24943:037. 24X 

Fiche: 50-003, 84/06/1 1, 8406150042. 


J. Insurance Si indemnity information 


0406060244 Forwards Endorsements 139 Si 140 to NELIA Policy NF-100 Si 
Endorsements 122 it 123 to MAELU Policy MF-29. 

O'TOOLE, J.D. Commonwealth Edison Co. 84/05/29. SALTZMAN, J. NRC - 
No Detailed Affiliation Given. 3pp. 24661:067. 24X 

Fiche: 30-003, 84/03/29, 8406060244. 


1 . Operating license stag© documents Si correspondence 


3406070098 Further response to FOIA request for release of all 1982 
SECY papers. SECY-82-322, SECY-02-341, SECY-02-342, SECY-82-370 
Si 8ECY-Q2-373 withheld in part or in entirety (ref FOIA 
Exemption 3 Si 10CFR9. 15). Appeal may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 04/04/17. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 24052: 147. 24X 

Fiche: 30-000, 84/04/17, 0406070090. 


i. Inspection reports, IE Bulletins 8< correspondence 


403230319 IE Info Notice 04~39, "Inadvertent Isolation of Containment 
Spray Sys, " 8yc list encK 

JORDAN, E, L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/03/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861( 201. 24X Fiche: 30-000, 84/03/23, 8403230319. 


405240317 IE Info Notice 8.3-66, Suppl 1* "Fatality at Argentine 
Critical Facility." Svc Hist end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/09/23. Consolidated Edison Co, of New 

York, Inc. 127pp. §4#iQ*i$3, 24X Fiche: SO-’OOO, 84/05/25, 8403240317. 


403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
• ncl, 

JORDAN, E. L. Division of Emergency Preparednesf & Engineering 
Response (Post 030103), 84/09/30. Consolidated Edison Co, of New 

York* Inc. igSpp. !: 3.43. 24X Fiche: 90-000, 84/03/30, B4032903B3, 


*060*0423 IE Info Notice 84-41* "IGSCC in BWR Plants." Svc list end. 
•JORDAN, E, U Division of Emergency Preparedness it Engineering 
Response (Post 830103), #4/06/01 . Consolidated Edison Co. of New 

York, Inc, iOOpp, 250,304 244, 24X Fiche: 30-000, 84/06/01, 8406010423. 


*06030012 IE Info Notice # 4 - 42 * ‘'Equipment Availability for Condition* 
Owning Dotages Not Covered by Tech Specs. M Svc list end. 

UQRbAi^ E r l, Division of Emergency Preparedness & Engineering 
Response (Post 8301031, 84/06/03. Consolidated Edison Co. of New 

York, Inc, 120pp, 29050 r 124, 24X Fiche: 30-000* 84/06/03* 0406030012. 


B406030330 IE Info Notice 84-43, "Storage & Handling of Opthalmic Seta 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 04/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23050:032. 24X Fi che : 30-000, 84/06/07, 8406030330. 


S406060336 IE Info Notice 04-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). S4/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24X Fiche: 30-000, 84/06/OB, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25040:274. 24X Fiche: 30-000, 84/06/ 1 1, 0406000176. 


S406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:134. 24X Fiche: 50-000, 04/06/ 13, 8406080173. 


0406130319 IE Info Notice 04-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406 13031 5. 


0406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fiche : 30-000, 84/06/ IB, 8406180333. 


8406180360 IE Info Notice 84-49, "IQSCC Leading to Steam Generator Tube 
Failure, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23333:206. 24X Fiche: 30-000, 84/06/18, 0406100360. 


8406190327 IE Info Notice 84-30, "Clar if ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR30, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23333:041. 24X Fiche: 30-000, B4/06/21, 0406190327. 


8. Reportable occurrences, LERs & related correspondence 


8406190431 Part 21 rept re malfunction of transfer switches. Caused by 
inadequate contact deflection. Mods scheduled for May 1984 
refueling outage. Next rapt will be submitted when work 
completed. 

NAUMANN, H. R. Automatic Switch Co. 03/08/23. Region 4, Office of 
Director. 2pp. 24909:343. 24X Fiche: 30-003, 83/08/23, 8406190431. 


8406010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840911, Certain reels on production records not shipped or 
shipped on nan-Clase IE purchase orders. 

LITTLEHALE8, G. Rockbestos Co. 84/03/22. Director's Office, 
Office of Inspection and Enforcement. 3pp. 24736:349, 24X 

Fiche: 90-000, 04/03/22, 8406010313. 


DOCKET 50-3 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F, Security, medical* emergency it fire protection plans 


8406180137 Forwards IE Safeguards Insp Repts 30-003/84-01 fc 
70-0113/04-01 on 840307-11. No violations noted. 

MARTIN* T. T. Division of Engineering & Technical Programs. 84/03/31. 

CUNNINGHAM, R. 0. Penrtsy Ivan ia State Univ. , University Park, PA. 

2pp. 24968:074. 24X Fiche: 30-003, 04/03/31, 0406180137. 


— 8406100161 IE Safeguards Insp Repts 30-003/04-01 Si 70-0113/84-01 on 
B40307-ll.No violations noted. Major areas inspected: 
facility organization & operation, measurement it controls, 
shipping it receiving & internal control, 

DELLA RATTA/A. , KEIMIO, R. R. Region 1, Office of Director. 
04/03/29. 7pp. 24960:076. 24X Fiche: 30-003, 04/03/31 , 0406180137. 


84060802B3 Forwards emergency plan evaluation for facility . Plan 
acceptable. Requests immediate implementation of plan within 
120 days Si notification of date of completed implementation. 

THOMAS, C. 0. Standardi zation Si Special Projects Branch. 84/06/01. 
CUNNINGHAM, R. G. Pennsy Ivania State Univ, , University Park, PA. 3pp. 
24879: 020. 24X Fiche: 30-003, 84/06/01, 8406080283. 
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-8406080286 "Emergency Plan Evaluation Rept, Pennsylvania State Univ 
Research Reactor. " 

♦ NRC - No Detailed Affiliation Given. 84/0 6/01. 3pp. 

24879:023. 24X Fiche: 50-005, 84/06/01, 8406060283. 


Q. Inspection reports. IE Bulletins it correspondence 


8406180137 Forwards IE Safeguards Insp Repts 50-005/84-01 it 
70-0113/84—01 on 840507-11. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/05/31, 
CUNNINGHAM. R. 0. Pennsylvania State Univ., University Park, PA. 

2pp. 24968:074. 24X Fic h e: 50-005, 84/05/31 , 8406180157. 


— 84061S0161 IE Safeguards Insp Repts 50-005/84-01 it 70-0113/84-01 on 
840307-11. No violations noted. Major areas inspected: 
facility organization it op eration, measurement & controls, 
shipping & receiving it internal control. 

DELLA RATTA, A. , KEIMIG, R. R. Region 1, Office of Director. 
B4/03/29. 7pp. 24968:076. 24X Fiche: 50-005, 84/03/31, 8406180157. 


DOCKET 50-6 BATTELLE MEMORIAL INST. RESEARCH REACTOR 


R. Periodic operating reports it related correspondence 


8406050212 "Environ Rept for CYB3 on Radiological 8< Nonradio logical 
Parameters to UB DOE Chicago Operations Ofc. " W/840529 
ItT. 

EVANS, R.O. , STEWART, D. G. , MCKOWN, D. A. Battelle Memorial Institute, 
Columbus Laboratories. 83/12/31. EISENHUT, D. G. Division of 
Licensing. 90pp, 24836:005. 24X Fiche: 30-006, 83/12/31, 8406050212. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency it fire protection plans 


8404040169 Forwards exercise repts for LaSalle it Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 & 0629-30, respectively. 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/26. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 2pp. 22883:122. 24X Fiche: 50-000, B4/03/26, 

8404040169. 


8406060106 Public version of Rev 4 to generating stations emergency 
plan. W/B40303 ltr. 

* Commonwealth Edison Co. B4/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 04/04/30, 8406060186. 


8406140119 Forwards IE Insp Repts 30-010/84-01, 50-237/84-06 & 
50-249/84-05 an 840327-0521. No noncompliance or deviations 
identified. 

SHAFER, W. D. Region 3, Office of Director. 84/05/25. REED, C. 
Commonwealth Edison Co. 2pp. 24927:273. 24X Fiche: 50-010, 84/03/25, 

8406140119. 


--8406140123 IE Insp Repts 50-010/84-01,30-237/84-06 it 30-249/84-03 on 
840327-0521. No noncomp 1 iance or deviation identified. Maj or 
areas inspected; action or previous insp findings, reg iona 1 
requests, 10CFR21 notif ications & fire protection program. 
CHRISSDTIMOS, N. Region 3, Office of Director. 84/05/23. 19pp. 

24927:275. 24X Fiche: 50-010, 84/05/25, 8406140119. 


8406060283 Responds to 840427 ltr re proposed means for satisfying 
10CFR30, App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns 6 comments on util 
four-point proposal. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/06/04. REED, C. 
Commonweal th Edison Co. 2pp. 24657:167, 24X Fiche; 50-000, 84/06/04, 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50, App E, 
Paragraph IV. B requirement* to annually review emergency 
action level s. Annual meeting w/offsite agencie* will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER , J. G. 
Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche: 50-000, 84/06/04, B4060602B3. 


8406070190 Reconfirms St updates access authorization lists for 
admitting NRC personnel to fac ilities. Recommends listed 
individuals be granted unescorted access to vital & 
protected areas, 

AXEL8QN, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24747:009. 24X Fiche: 50-01 0, 84/06/04, 

8406070198. 


8406140050 Notification of 840614 meeting w/util in Betbesda,MD to 
discuss fire protection issues. 

GILBERT, R. A. Operating Reactors Branch 5. 84/06/06. CRUTCHFIELD, 0. 

Operating Reactors Branch 5. 4pp. 24939:224. 24X 

Fiche: 50-010, 84/06/06, 8406140050. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Record 
Services Branch (Document Control Desk). 2pp. 25209:083. 24X 

Fiche: 50-000, 84/06/25, B406280189. 


— 8406280227 Public version of offsite generating station emergency plan 
argani zation. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


J. Insurance & indemnity information 


8406080180 Forwards Endorsement 81 to NELIA Policy NF-1B7, Endorsement 
66 to MAELU Policy MF-54, End or sements 156 Si 157 to NELIA 
Policy NF-43, Endorsements 132 it 133 to MAELU Policy MF-22 it 
Endorsements 67 S, 68 to NELIA Policy NF-201. 

08TER, J. Commonwealth Edison Co. 04/06/01. SALTZMAN, J. Assistant 
Director for State S< Licensee Relations. 11pp. 24838: 2B7. 24X 

Fiche: 30-000, 84/06/01, 8406080180. 


P. Operating license stage documents it correspondence 


8406190340 Provides followup on recent conversations re SEP Topic 
1 1 1-4. A, "Tornado Missiles." "Probabilistic Analysis of 
Tornado Missile Hazard for Dresden Nuclear Power Station" 
encl.W/three oversize drawin gs. Ap er tur e cards in PDR. 

RYBAK, B. Commonwealth Edison Co. 84/06/12. GILBERT, R. Operating 
Reactors Branch 3. 5pp. 23021:245. 24X Fiche: 30-010, 84/06/12, 

8406190340. 


— S406 190371 Addendum 1 to, “Probabilistic Analysis of Tornado Missile 
Hazard for Dresden Nuclear Power Station. " 

* Commonwealth Edison Co. BAD-410 ADD 01. 83/03/18. 40pp, 

25021:253. 24X Fich e: 30-010, 84/06/12, 8406190340. 


G. Inspection reports, IE Bulletins & correspondence 


84060B0177 Forwards transparenc ies used in 840318 presentation re 
status of regulatory improvement program. 

FARRAR, D. L. Commonwealth Edison Co. 84/03/22. KEPPLER, J. G. Rtglon 
3, Office of Director. 41pp. 24898:239. 24X Fi c h »: 30-000, 84/03/22, 

8406080177. 


8406070033 Forwards IE Insp Repts 30-010/04-03,30-237/84-07 it 
30-249/84-06 on 840413-23 it notice of violation. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/03/24. REED, C. 
Commonwealth Edison Co. 2pp. 24747:143. 24X Fi che: 30-010, 84/03/24, 

8406070033. 


— 8406070061 Notice of violation from insp on 840413-23. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/03/24. Ip. 
24747: 147. 24X Fiche: 30-010, 84/03/24, 8406070033. 


— 8406070070 IE Insp Repts 30-010/84-03, 30-237/84-07 it 30-249/B4-06 on 
840413-23. Noncompliance noted; fai lure to make adequate 
surveys of potentially contaminated rugs it transfer of 
radioactive matl to unauthorized recipient. 

PAUL, R. A., JANUSKA, A. 0. , FRANCE, 0. M. Region 3, Office of Director 
84/03/24. 13pp. 24747:148. 24X Fiche: 90-010, 84/03/24, 

8406070033. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/03/23. Consolidated Edison Co. of Net 

York, Inc. 124pp. 24861:201. 24X Fi che : 30-000, 84/03/23, 940323031* 


8405240317 IE Info Notice 83-66, Suppl l, "Fatality at Argentine 
Critical Facility." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 04/03/23. Consolidated Edison Co. of Ne 

York, Inc. 127pp. 24880:103. 24X Fi che; 30-000, 84/03/23, 940324031 


8406140119 Forwards IE Insp Repts 30-010/84-01, 30-237/84-06 U 
50-249/84-03 on 840327-0321, No noncomp lienee or deviations 
identified. 

SHAFER, W. D, Region 3, Office of Director. 84/03/23. REED# C. 
Commonwealth Edison Co. 2pp. 24927:273, 24X Fiche: 30-010, 84/05/2 

8406140119. 
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8406140123 IE Insp Repts 30-010/04-01,30-237/84-06 & 50-249/84-03 on 

840327-0521. No noncompliance or deviation i d en t i f ied . Ma j or 
areas i nsp ec ted : ac ti on on previous insp f ind i ng s, re g i ana 1 
requests, 10CFR21 notifications & fire protection program. 
CHRISSOTIMOS, N. Region 3, Office of Director. 84/05/23. 19pp. 

24927:275. 24X Fi ch e : 30-010, 84/05/25, 04061401 19. 


Q 4-05290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

•JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post B30103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8403290383. 


8406050378 Discusses 840510 meeting re implementation of util 
regulatory performance improvement p lan, devel op ed in 
response to NRC concerns over recent errors & escalated 
enforcement actions. 

NORELIUS, C. E. Division of Project b Resident Programs. 84/03/31. 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 30-000, 84/05/31, B40605037B. 


8406010423 IE Info Notice B4-41, "IOSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 23050:244. 24X Fi c he: 30-000, 84/06/01 , 8406010423. 


8406070198 Reconfirms & updates access authorization lists for 
admitting NRC personnel to f ac i 1 i t i es. Rec ommend s listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24747:009. 24X Fiche: 30-010, 84/06/04, 

8406070198. 


9406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 23030:124. 24X Fiche: 30-000, 84/06/03, 8406030012. 


8406030330 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

©RACE, J. N. Division of QA, Safeguards Si Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25030:032. 24X Fiche : 30-000, 84/06/07, 0406030330. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rackbestos Cables. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24X Fiche; 30-000, 04/06/08, 8406060336. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co, of New 

York, Inc. 123pp. 23048:274. 24X Fiche: 30-000, 84/06/1 1, 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:134. 24X Fiche: 30-000, 84/06/13, 8406080173. 


8406130313 IE Info Notice 04-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 04/06/13. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406130313. 


8406100333 IE Info Notice 84-48, "Failures of Rockwell Inti Qlobe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 04/06/18, Consolidated Edison Co, of New 

York, Inc. 118pp. 23336:043, 24X F'itfhe: 30-000, 84/06/ 10, 0406180333. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergenc y Preparedness & Engineering 
Response (Post 830103). 84/06/18. Cqnso 1.1 dated Edison Co. of New 

York, Inc. 118pp. 23333:206. 24X Fiche: 30-000, 84/06/18, 8406180360. 


8406190327 IE Info Notice 84-50, '’Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFRS0, App B. " Svc list 
end. 

JORDAN, E. L. Division of .EmeTsganifey. #*«?,er*dn«f * /* Engineer ing 
Response (Post 830103). 84 / 06 / 5 ( 1 . Consolidated Edison Co, of New 

York, Inc. 63pp. 23333: 041, 30-000, 04/06/21, 8406190327. 


DOCKET 50-13 BABCOCK Sc WILCOX CO. CRITICAL FACILITY 


F. Security, medical, emergency Si fire protection plans 


8406130086 Requests exemption from requirements of 10CFR50. S4(r) re 
emergency plan due to dismantling of CX-10 facility. 

OLSEN, A. F. Babcock Si Wilcox Co. 84/06/08. Standardization Si 
Special Projects Branch. Ip. 24913:061. 24X Fic h e. 30-01 3, 84/06/00, 

8406130086. 


DOCKET 30-20 MASSACHUSETTS INST. OF TECH. RES. REACTOR 


F. Security, medical, emergency St fire protection plans 


8406230343 Forwards IE Safeguards Insp Repts 30-020/84-02, 
70-0089/84-01,70-0093/84-01 Si 70-0938/84-01 on 840307 Sc 08. 

No violations observed. 

MARTIN, T. T. Division of Engineering Si Technical Programs. 84/06/06. 

CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 

2pp. 25135:339. 24X Fiche: 30-020, 84/06/06, B406230343. 


—8406230556 IE Safeguards Insp Repts 30-020/84-02,70-0009/84-01, 
70-0093/84-01 Si 70-0938/84-01 on 840307 Si 00. No 
noncompliance noted. Major areas inspected : fac i 1 ity 
organization St operation St internal control. 

SMITH, Q. C. , DUNLAP, J. M. , KEIMIG. R. R. Region 1, Office of Director. 
84/05/31. 5pp. 23133:341. 24X Fiche : 30-020, 04/06/06, B406230343. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8406230343 Forwards IE Safeguards Insp Repts 30-020/84-02, 
70-0089/84-01,70-0093/84-01 Si 70-0938/84-01 on 840307 Si 08. 

No violations observed. 

MARTIN, T. T. Division of Engineering Si Technical Programs. 84/06/06. 

CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 

2pp. 23133:339. 24X Fiche: 30-020, 04/06/06, 0406230343. 


—8406230336 IE Safeguards Insp Repts 30-020/84-02,70-0089/84-01, 
70-0093/84-01 Si 70-0938/84-01 on 840507 St 08. No 
noncompliance noted. Major areas inspected: facility 
organization St operation Si internal control. 

SMITH, G. C. , DUNLAP, J. M. , KEIMIG, R. R. Region 1, Office of Director. 
84/03/31. 3pp. 23133:341. 24X Fiche: 30-020, 04/06/06, B406230343. 


DOCKET 30-27 WASHINGTON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency Si fire protection plans 


B406280232 Forwards request for addl info re 831109 submittal of Rev 3 
to physical security plan, in order to comply w/provisions 
of 10CFR73. 67(d). Request withheld (ref 10CFR73. 21). 

THOMAS, C. 0. Standardization Si Special Projects Branch. 84/06/22. 
WILSON, W. E. Washington State Univ. , Pullman, WA. 2pp. 23193:336. 
24X Fiche: 30-027, 84/06/22, 8406200232. 


DOCKET 30-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency 6 fire protection plans 


0406030169 Reyised emergency plan implementing procedures, in c lud ing 
□P-3320 re onsite technical support ctr & onsite operations 
support ctr & OP-3341 re emergency preparedness exercises & 
drills. W/840601 transmittal form, 

MARKT, D. I, Yankee Atomic Electric Co. 04/03/30. 20pp. 24030:164. 

24 X Fiche: 30-029, 84/03/30, 8406030169. 


8406250133 Forwards order confirming licensee commitments on emergency 
capability per Generic Ltr 02-33, 8up pi 1 to NUREG-0737. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/21. KAY, J. A. 

Yankee Atomic Electric Co. 7pp. 23123:302. 24X 

Fiche: 30-029, 04/06/12, 0406230133. 


— 0406230142 Order confirming licensee commitments on emergency response 
capability per Generic L,tr 02*33* Sup pi 1 to NUREQ-0737. 

EI8ENHUT, D. G, Division of Licensing. 84/06/12. Yankee Atomic 
Electric Co. 6pp. 13123: 309. 24X Fiche: 30-029, 84/06/12, 

8406230133, 


6406200230 Bt$U't’s:ti .tJ^^tion. from rp^uiTement to conduct annual 
emergency plan eXenC,i'f e» pef 10CFR30 App E & IE Info Notice 
82*^44, Resubmits original e,ifrpise schedule request. 
Justification provided to continue w/Aug 1984 exercise. 

KAY, J. A. Yankee Alfgli 04/06/22. CRUTCHFIELD, D. 

Operating Reactors Branch 3, 2pp. 23179:094. 24X 

Fiche; 30-029, 84/06/22* 6406260233. 
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P. Operating license stage documents it correspondence 


8406010289 Forwards notice of consideration of issuance of amend to 
License DPR-3 it proposed NSHC determination it opportunity 
for hearing, in response to 840417 application reflecting 
mods made during refueling outage. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/05/08. KAY, J. A. 

Yankee Atomic Electric Co. 3pp. 24753:211. 24X 

Fiche: 30-029, 84/05/08, 84060102B9. 


— 8406010292 Notice of consideration of issuance of amend to License 
DPR-3 & proposed NSHC determination & opportunity for 
hearing re modifying Tech Specs to reflect mods made 
during refueling outage. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/05/08. 9pp. 

24753:214. 24X Fiche: 50-029, 84/05/08, 8406010289. 


8406010130 Forwards util rept. "Probability of Extreme Rainfalls & 
Effect On Harriman Dam," as part of SEP. W/o end. 

EISENHUT , D. G. Division of Licensing. 84/05/29. ANDERSON, L. R. 
Federal Energy Regulatory Commission. 2pp. 24756:296. 24X 

Fiche: 50-029, 84/05/29, 8406010130. 


8406080203 Forwards AEOD rept re sys responses of PWRs during natural 
circulation mode of DHR. Study confirms that combination of 
reactor coolant loop temps provides reliable indicator of 
natural circulation flow it can be used for all PWRs. 

HELTEMES, C. J. Director's Office. S4/05/29. THOMPSON, H. L. Division 
of Human Factors Safety. 2pp. 24877:178. 24X Fiche: 50-000, 

84/05/29, 8406080203. 


— 8406080214 Forwards "Natural Circulation in PWRs,” engineering 
evaluation rept. Rept indicates that PWR designs respond 
similarly during transition to it establishment of natural 
circulation cooling. 

LANNING, W. D. Reactor Operations Analysis Branch. 84/05/25. 
SEYFRIT,K. V. Reactor Operations Analysis Branch. Ip. 24877:180. 
24 X Fiche: 50-000, 94/05/29, 8406080203. 


— 8406080234 "Natural Circulation in PWRs, “ engineering evaluation rept. 
* Director's Office. 84/05/31. 80pp. 24877:181. 24X 

Fiche: 50-000, 84/05/29, 8406080203. 


8406050110 Forwards proprietary "Estimate of Peak Clad Temp & 
Uncertainty in Large Break LOCA at Yankee Nuclear Power 
Station." Sufficient justification provided for exemption. 

Rept withheld (ref 10CFR2. 790). 

KAY, J. A. Yankee Atomic Electric Co. 84/05/31. Office of Nuclear 
Reactor Regulation, Director. 5pp. 24748:057. 24X 

Fiche: 50-029, 84/05/31, B406050110. 


B40607017B Forwards Amend 82 to License DPR-3 it safety evaluation. Amend 
incorporates changes to Tech Specs to allow operation in 
Cycle XVII following refueling. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/05. KAY, J. A. 

Yankee Atomic Electric Co. 2pp. 24747:016. 24X 

Fiche: 50-029, 84/06/05, 8406070178. 


— 9406070181 Amend 82 to License DPR-3, incorporating changes to Tech 
Specs to allow operation in Cycle XVII following refueling. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/03. 11pp. 

24747: 018. 24X Fiche: 30-029, 84/06/05, 8406070178. 


— 8406070184 Safety evaluation supporting Amend 82 to License DPR-3. 

* Office of Nuclear Reactor Regulation, Director. 84/06/05. 7pp. 
24747:029. 24X Fiche: 50-029, 84/06/05, 8406070178. 


8406120163 Requests extension to implementation of external recombiner 
capability schedule. Extension necessary to complete NRC 
assessment S, resolution of findings. 

THAYER, J. K. Yankee Atomic Electric Co. 84/06/06. CRUTCHFIELD, D. 
Operating Reactors Branch 3. Ip. 24889:326. 24X 

Fiche: 30-029, 84/06/06, 8406120163. 


8406210231 Requests schedule extension re exemption from certain 
requirements of 10CFRS0. 44 for external recombiner 
capab i 1 i ty, per 840306 ltr. Taps for external recombiner 
capability implemented during refueling outage. 

THAYER, J. K. Yankee Atomic Electric Co. 84/06/06. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 25058:010. 24X 

Fiche: 30-029, 84/06/06, 8406210231. 


8406130137 Forwards draft SER re B30719 proposed Tech Spec Change 180 
concerning containment sys. Listed corrections needed to 
complete action on request. Response due in 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. B4/06/07. KAY, J. A. 

Yankee Atomic Electric Co. 24pp. 24913:070. 24X 

Fiche: 50-029, 84/06/07, 8406130157. 


8406120006 Notifies that schedular exemption from seismic & redundancy 
requirements of hydrogen recombiner valve sys granted until 
841030, per 840606 request. Resolution of issues re 840306 
exemption request expected by 841030. 

EISENHUT, D. G. Division of Licensing. 84/06/08. KAY, J. A. Yankee 
Atomic ElectTic Co. 6pp. 24893:099. 24X Fiche: 50-029- 84/06/08, 

8406120006. 


B406190496 Notification of 840622 meeting w/util it LASL in Bethesda.MD 
to discuss NRC request for addl info re TMI Item II. K. 3. 30 
small break LOCA EM models it to establish submittal it review 
schedule for formal responses. 

THROM, E. D. Reactor Systems Branch. 84/06/08. SHERON, B. W. Reactor 
Systems Branch. 2pp. 25037:338. 24X Fich e: 50-029, 84/06/08, 

8406190496. 


B406180320 Informs that review of NUREG-0737, Item II. K. 2. 13, "Thermal' 
Mechanical Rept," comp leted. Info adequately demonstrates 
that vessel integrity maintained based on Unresolved Safety 
Issue A-49 findings re pressurized thermal shock. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/13. KAY, J. A. 

Yankee Atomic Electric Co. 12pp. 24962:026. 24X 

Fiche: 50-029, 84/06/13, 8406180320. 


8406250257 Notifies that schedule to provide addl info on RELAP5YA, 
"Computer Program for LWR Sys Thermal-Hydraulic Analysis" 
per TMI Item II. K. 3. 30 will be available by 840722. 

KAY, J. A. Yankee Atomic Electric Co. 84/06/15. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 25118:319. 24X 

Fiche: 50-029, 84/06/15, 8406250257. 


840 628009 8 Forwards response to requirement foT establishment of vendor 
interface program, per Generic Ltr 83-28, Item 2.2.2. 

KAY, J. A. Yankee Atomic Electric Co. 84/06/22. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 12pp. 25181:058. 24X 

Fiche: 50-029, 84/06/22, 8406280098. 


— 8406280115 Rev 3 to Procedure AP-0020, "Operating Info Review. " 

* Yankee Atomic Electric Co. 84/05/31. 4pp. 25181:070. 24X 

Fiche: 50-029, 84/06/22, 8406280098. 


— 8406280119 Rev 12 to Procedure AP-0211, "Matl it Svc Procurement 
Program. " 

* Yankee Atomic Electric Co. 84/05/31. 22pp. 25181:074. 24X 

Fiche: 50-029, 84/06/22, 8406280098. 


G. Inspection reports, IE Bulletins it correspondence 


8406080235 Forwards IE Insp Rept 50-029/84-05 on 840416-20 & notice of 
violation. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/05/23, 
HEIDER, L. H. Yankee Atomic Electric Co. 2pp. 24855:253. 24X 

Fiche: 50-029, 84/05/23, 8406080235. 


— 8406080236 Notice of violation from insp on 840416-20. 

* Region 1, Office of Director. 84/05/23 lp. 24855:255. 24X 

Fiche: 50-029, 84/05/23, 8406080235. 


— 84060B0240 IE Insp Rept 50-029/84-05 on 840416-20. Noncomp 1 iance noted: 
Procedure DP-8421 re respiratory protection equipment maint 
failed to provide training requirements for technicians. 

BICEHOUSE, H. J. , SHANBAKY, M. M. Region 1, Office of Director. 

84/05/22. 11pp. 24855:256. 24X Fiche: 50-029, 84/05/23, 8406080235. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. '* Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche : 50-000, 84/05/25, 8405240317. 


8406120355 Responds to IE Info Notice 83-01 & IE Bulletin 03-07, 
"Apparently Fraudulent Products Sold by Ray Miller, Inc. " No 
evidence found that any subj matl provided by vendor for 
use at facility. 

HEIDER, L. H. Yankee Atomic Electric Co. 84/05/25. MURLEY, T. E. 
Region 1, Office of Director. Ip. 24894:145. 24X 

Fiche: 50-029, 84/05/25, 8406120355. 


8406120476 Responds to IE Bulletin 83-08 re electrical circuit breakers 
equipped w/und eTvol tage trip devices used in safety-related 
applications. Subj breakers not used at plant. 

HEIDER, L. H. Yankee Atomic Electric Co. 84/05/25. MURLEY, T. E. 

Region 1, Office of Director. lp. 24892:105. 24X 

Fiche: 50-029, 84/05/25, 0406120476. 
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8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c he : 50-000, 84/05/30, 8405290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25030:244. 24X Fi c he : 50-000, 84/06/01 , 8406010423. 


8406140191 Forwards IE Insp Rept 50-029/84-08 on 840417-20. No 
violations noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/01. 

HEIDER, L. H. Yankee Atomic Electric Ca. 2pp. 24926.298. 24X 
Fiche: 30-029, 04/06/01, 8406140191. 


S. Reportable occurrences, LERs St related correspondence 


8406050444 Forwards LER 84-004-00. 

ST LAURENT, N. N. Yankee Atomic Electric Co, 84/03/19. HURLEY, T E. 
Region 1, Office of Director. Ip. 24804:316. 24X 

Fiche: 30-029, 84/03/19, 8406030444. 


8406050251 LER 84-005 has been canceled. 

ST LAURENT, N. N. Yankee Atomic Electric Co. 84/03/23. MURLEY, T. E. 
Region 1, Office of Director. ip 24841:266. 24X 

Fiche: 30-029, 84/03/23, 8406030251- 


8406050384 Forwards LER B4-006-00. 

ST LAURENT, N. N. Yankee Atomic Electric Co. 84/03/23. MURLEY, T. E. 
Region 1, Office of Director. Ip. 24843:149. 24X 

Fiche: 30-029, 84/03/23, 8406050384. 


— 8406140194 IE Insp Rept 30-029/84-08 on 840417-20. No violations noted. 
Major areas inspected: inservice insp activities, including 
review of program, ob servat ions of work in progress it review 
of data. 

MCBREARTY, R. A. , DURR, J. P. Region 1, Office of Director. 84/05/31. 
6pp. 24926:300. 24X Fiche: 30-029, 84/06/01, 8406140191. 


B406030012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/06/03. Consolidated Edison Co. of Neu) 

York, Inc. 120pp. 23050:124. 24X Fiche: 50-000, 84/06/03, 8406030012. 


8406030380 Forwards LER 04-007-00. 

ST LAURENT, N. N. Yankee Atomic Electric Co. 84/03/25. MURLEY, T. E. 
Region 1, Office of Director. Ip. 24B43:132. 24X 

Fiche: 50-029, 84/05/25, 8406050380. 


8406030305 LER 84-008-00: on B40503, loss of offsite power to in-plant 
buses during refueling outage caused automatic actuation of 
diesel g enerators. Caused by relay action during offsite 
power line insp. Procedures being mod if ied . W/840601 ltr. 

FRENCH, L. D. , ST LAURENT, N. N. Yankee Atomic Electric Co. 84/06/01. 
3pp, 24838:301. 24X Fi c h e : 30-029, 84/06/01 , 8406030305. 


8406050330 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
Radiation Ap p 1 i ca tors. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23030:032. 24X Fi c he : 50-000, 84/06/07, 8406030330. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


B406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 1 Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 30-000, 84/06/1 1. 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. U9pp. 23049:134. 24X Fiche: 30-000, 84/06/13, 8406080173. 


8406130313 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Past 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche; 30-000, 84/06/13, 0406130313. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 04/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fiche: 30-000, 84/06/18, 0406100333. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Poet 830103). 84/06/10. Consolidated Edison Co. of New 

York, Inc. 118pp. 23533:286. 24X Fiche: 30-000, 04/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-30, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 04/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23333:041. 24X Fiche: 30-000, 84/06/21, 8406190327. 


R. Periodic operating reports Si related correspondence 


8403020292 Personnel Si man-rem by work 8, duty function rept, 1983. W/ 
840224 ltr. 

ST LAURENT. N. , HEIDER, L. H. Yankee Atomic Electric Co. 83/12/31. 
HAYNES, R. C. Region 1, Office of Director. 4pp. 22440:229. 24X 

Fiche: 30-029, 83/12/31 , 8403020292. 


Q40 6070149 Monthly operating rept for Apr 1984. W/840308 ltr, 

WHIPPLE, S. , HEIDER, L. H. Yankee Atomic Electric Co. 84/04/30. 6pp. 
24747: 196. 24X Fiche: 30-029, 04/04/30, 0406070149. 


8406120397 LER 84-008-00: on 840303, dur ing refueling outage, loss of 
offsite power to in-plant 480- 8< 2400-volt busses caused 
automatic actuation of diesel generators. Deenerg i : ed busses 
cleared & offsite power restored. W/840601 ltr. 

FRENCH, L. D. , 8T LAURENT, N. N. Yankee Atomic Electric Co. 84/06/01. 
MURLEY, T. E. Region 1. Office of Director. 3pp. 24893:022. 24X 

Fiche: 30-029, 04/06/01 , 8406120397. 


8406120231 LER 84-009-00: on 840310, while in Mode 6, loss of offsite 
power resulted in automatic actuation of diesel generator 1. 

Caused by personnel error . Br ea keri from Y-177 line reclosed. 
W/040607 ltr. 

FRENCH, L. D. , ST LAURENT, N. N. Yankee Atomic Electric Co. 84/06/00. 
3pp. 24890:032. 24X Fic he: 30-029, 84/06/08, 0406120231. 


8406280179 LER 84-010-00: on 940324, during performance of vapor 
containment Type B it C penetration tests, comb ined leakage 
rate exceeded Tech Spec limit. Caused by inadequate valve 
disc seating. Valve lapped & retested. W/840622 ltr. 

MAY, E. L. , ST LAURENT, N. N. Yankee Atomic Electric Co. 84/06/22. 
3pp. 23193:273. 24X Fiche: 30-029, 84/06/22, 8406280179. 


DOCKET 30-37 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8406200237 Requests extension until 840731 for submission of new 
emergency plan. Delay caused by Inability to meet u/ 
appropriate offsite organizations & individuals. 

HENRY. L. G. New York, State Univ. of, Buffalo, NY. 84/06/14. 
THOMAS, C. Standardization it Special Projects Branch. Ip. 
23039:338. 24X Fich e: 30-037, 04/06/ 1 4, 8406200237. 


Q. Inspection reports, IE Bulletins it correspondence 


8406180125 Submits rept of insp of high burnup Fuel Assembly 13. 
Assembly removed & fuel pins inspec ted. Operating committee 
authorized use of fuel to 20,000 MW days per metric ton 
burnup. 

ADAMS, A. New York, State Univ. of, Buffalo, NY. 84/03/15. Region 
1, Office of Director. 3pp. 24968:004, 24X Fiche : 30-037, 84/05/13, 

8406180123. 


DOCKET 30-62 UNIV. OF VIRGINIA RE8EARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8405070240 Responds to 840216 ltr re licensee 031103 response to notice 
of violation & proposed civil penalty dtd 831006. Core 
configuration change controls estab 1 ishod, Xenon reactivity 
worth curve developed. 

BRENIZER, J. S. Virginia, Univ. of, Charlottesville, VA. 84/03/07. 

0 'REILLY, J. P. Region 2. Office of Director. 2pp. 24334:133. 24X 
Fiche: 30-062, 84/03/07, 0403070240. 


0406220103 Forwards IE Insp Repts 30-062/83-03 it 30-396/03-03 on 
031219-21, No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 04/03/17. 
BRENIZER, J, 8. Virginia, Univ. of, Charlottesville, VA. Ip. 

23127:063. 24X Fiche: 30-062, B4/03/17, B406220103. 
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— 8406220112 IE Insp Repts 50-062/83-03 St 50-396/83-03 on 831219-21 . No 
violations or deviations noted. Major areas inspected: 
licensee action an previous enforcements matters & 
previously identified items & facility operations. 

SHYMLOCK. M. 8. , BEMIS, P. R. Region 2, Office of Director. 84/05/17 
5pp. 25127:066. 24X Fiche: 50-062, 84/05/17, 8406220105. 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 
0. Adjudicatory correspondence 


0406130313 Request for readmission to relicensing proceedings St to 
reconsider 830408 ruling. Certificate of Svc end. 

BARLOW, G. Public Interest Research Group, California. DSB 606. 
04/06/08, Commissioners. 2pp. 24919: 267. 24X 

Fiche: 50-070, B4/06/0B, 8406130313. 


8406220208 Motion for extension of time until 840713 to file response 
to California PIRG request for readmission to proceedings. 
Certificate of Svc enci. 

TURK, S. E. , EACHMANN, R. G. Hearing Branch 1. DSB 792. 84/06/19. 

Atomic Safety and Licensing Board Panel. 3pp. 25081:242. 24X 

Fiche: 30-070, 04/06/19, 8406220208. 


8406250137 Motion for extension of time until 840713 to respond to 
petit ioner/ intervenor request for readmission to proceeding 
filed by California PIRG. Served on 840622. 

TURK, S, E. Hearing Branch 1. DSB 832. 84/06/19. Atomi c. Safety 

and Licensing Board Panel. 2pp. 25125:359. 24X 

Fiche: 50-070, 84/06/19, 8406250137. 


B406270125 Response opposing CA Public Interest Group (CalPIRG) 840608 
request for readmission. If intervention status granted, 
process of formulating contentions 8c narrowing issues will 
be significantly comp 1 icated. Certif icate of Svc end. 

EDGAR, G. L. General Electric Co. DSB 902. 04/06/25. Atomic 

Safety and Licensing Board Panel. 13pp. 23159:311. 24X 

Fiche: 50-070, 84/06/25, 8406270125. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents St correspondence 


B406080312 Requests response to end review question Te application for 
renewal of OL by B4060B. 

THOMAS, C. O. Standardisation St Special Projects Branch. 84/06/01. 
DARMITZEL, R, W. General Electric Co. 5pp. 24879:110. 24X 

Fiche: 30-073, 84/06/01 , 0406080312. 


DOCKET 30-83 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency St fire protection plans 


8406190013 FOI A request for all physical St safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ing ton, Uni v of Florida, 

Virginia Polytechnic Inst Sc Iowa State Univ. 

AFTERGOOD, B. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. Ip. 23029:323. 24X Fiche: 50-000, 84/03/24, 

8406190013. 


8406190020 Partial response to FQIA request for all physical security & 
safeguards insp repts from 1979 to present for UCLA, Univs of 
Washington Sc Florida, ViTg inia Polytechnic Inst 8t Iowa State 
Univ. Info partially withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/05/08. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 25029:326. 24X 

Fiche: 30-000, 84/03/08, 8406190020. 


— 0406190028 IE Safeguards Insp Repts 30-083/82-01 & 70-1068/82-01 on 
820729-31. No nocompliance noted. Major areas inspected: 
security p lan, organ! zat ion, acc ess controls, records & repts, 
testing 8< maint, locks Ik keys. Port ions deleted. 

MOORE, D. E. , MCGUIRE, D. R. Region 2, Office of Director. 84/07/19. 
6pp. 25029:348. 24X Fiche: 50-000, 84/03/08, 8406190020. 


8406110031 Forwards safety evaluation on 831013 revised emergency plan. 
Revised plan acceptable. Full implementation within 120 days 
requested, 

THOMAS, C. 0, Standardization Special Projects Branch. 84/06/04. 
DIAZ, N. J. Florida, Univ. of, Gainesville, FL. 3pp. 24883:333. 24X 

Fiche: 30-083, 84/06/04, 8406110031. 


— 8406110034 "Emergency Plan Evaluation Rept. " 

* Office of Nuclear Reactor Regulation, Director. 84/05/31. 3pp. 
24803: 338. 24X Fiche: 30-063, 84/06/04, 84061 10031. 


G. Inspection reports, IE Bulletins Sc correspondence 


8406190013 FOIA request for all physical $< safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ing ton, Un iv of Florida, 

Virginia Polytechnic Inst it Iowa State Univ. 

AFTERGOOD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. Ip. 25029:325. 24X Fiche: 50-000, 84/03/24, 

8406190013. 


8406190020 Partial response to FOIA request for all physical security S< 
safeguards insp repts from 1979 to present for UCLA, Univs of 
Washington it FI or i da, Vir g in ia Polytechnic Inst & Iowa State 
Univ. Info partially withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/05/08. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 25029:326. 24X 

Fiche: 50-000, 84/05/08, 8406190020. 


— 8406190028 IE Safeguards Insp Repts 50-OB3/82-01 it 70-1068/82-01 on 
820729-31. No nocompliance noted. Major areas inspected: 
security p lan, organization, access controls, records it repts, 
testing it maint, locks St key s. Portions deleted. 

MOORE, D. E. , MCGUIRE, D. R. Region 2, Office of Director. 84/07/1*?. 
6pp. 25029:348. 24X Fiche: 50-000, 84/05/08, 8406190020. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


F. Security, medical, emergency Sc fire protection plans 


8406290430 Requests licensee place License Conditions b through j in 
physical security plan instead of Section 2.C<3> of license. 
Following approval, corresponding changes will be reflected 
in license at renewal. 

THOMAS, C. □. Standardizat ion Sc Special Projects Branch. 84/06/25. 
NARDI, A. J. Westinghouse Electric Corp. 2pp. 25554:297. 24X 

Fiche: 50-087, 84/06/25- 8406290430. 


DOCKET 50-89 GENERAL ATOMIC CO. 


F. Security, medical, emergency Sc fire protection plans 


8406210289 Forwards Amends 26 8< 32 to Licenses R-38 Sc R-67, 
respectively. Amends identify currently approved physical 
security plan. Plan should be implemented within 30 days of 
issuance of amend. 

THOMAS, C. O. Standar d i zat ion 8< Special Projects Branch. 84/06/14- . 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 4pp. 
25069:253. 24X Fi ch e; 50-089, 84/06/1 4, 840621 0289. 


— 8406210297 Amends 26 S< 32 to Licenses R-38 Sc R-67, resp ec t i ve ly , 
identifying currently approved physical security plan. 

THOMAS, C. O. Standardization S< Special Projects Branch. 84/06/1-4 
4pp. 25069:257. 24X Fich e: 50-089, 84/06/14, 8406210289. 


8406260441 Ac k receipt of B30728 Itr transmitting changes to physical 
security document. Changes consistent w/provisions of 
10CFR50. 54< p ) h acceptable. 

THOMAS, C. O. Standardi zat ion Sc Special Projects Branch. 84/06/1*9. 
MOWRY, W, R. GA Technologies, Inc. /General Atomic Co. 3pp. 

25154:346. 24X Fi c h e: 50-089, 84/06/1 9, 8406260441 . 


P. Operating license stage documents Sc correspondence 


8406210289 Forwards Amends 26 Sc 32 to Licenses R-38 Sc R-67, 
respectively. Amends identify currently approved physical 
security plan. Plan should be implemented within 30 days of 
issuance of amend. 

THOMAS, C. O. Standardizat ion Sc Special Projects Branch. 84/06/1-4 
MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 4pp. 

25069: 253. 24X Fiche; 50-089, 84/06/14, 8406210289. 


— 840621029 7 Amends 26 & 32 to Licenses R-38 Sc R-67, respect! vely, 
identifying currently approved physical security plan. 

THOMAS, C. 0. Standard i zation Sc Special Projects Branch. 84/06/ 1 ^ 
4pp. 25069:257. 24X Fiche: 50-089, 84/06/14, 8406210289. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


F. Security, medical, emergency Sc fire protection plans 


8406190162 Rev 2 to "Emergency Plan for Ward Lab of Nuclear 
Eng ineering , Cornel 1 Univ. " W/840601 ltr. 

CADY, K. B. Cornell Univ., Ithaca, NY. 84/06/30. THOMAS, C. 0. 
Standardi zation Sc Special Projects Branch. 31pp. 24981:036. 24>X 

Fiche: 50-097, 84/06/30, 8406190162. 



DOCKETED ITEMS 
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DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


F. Security/ medical/ emergency & fire protection plans 


0406210442 Forwards "Emergency Plan Evaluation Rept, Univ of Oklahoma 
AQN-211P Reactor." Emergency plan ac cep tab 1 e. Requests 
immediate imp 1 ementa t i on, w/f u 1 1 implementation within 120 
days of Itr date. 

THOMAS/ C. 0. Standardization & Special Projects Branch. 04/06/13. 
JENSEN/ C. Oklahoma/ Univ. of/ Norman, OK. 3pp 25094.348. 24X 

Fiche: 50-112, B4/06/13, 8406210442. 

— 8406210447 "Emergency Plan Evaluation Rept Univ of Oklahoma AGN-211P 
Reactor. " 

* Division of Emergency Preparedness & Engineering Response (Post 
030103). 84/05/31. 3pp. 25094:351. 24X Fiche. 50-1 12, 84/06/13/ 

0406210442. 


DOCKET 50-124 VIRGINIA POLYTECH INST. TRAINING REACTOR 


F. Security, medical, emergency St fire protection plans 


8406190013 FOIA request for all physical S< safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ington. Univ of Florida, 

Virginia Polytechnic Inst & Iowa State Univ. 

AFTERGOOD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. Ip. 25029:325. 24X Fi c h e : 50-000, 84/03/24, 

8406190013. 


8406190020 Partial response to FOIA request for all physical security & 
safeguards insp repts from 1979 to present for UCLA.Univs of 
Washington Sc Florida, Virg inia Polytechnic Inst & Iowa State 
Univ. Info partially withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/05/08. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 25029:326. 24X 

Fiche: 50-000, 84/05/08, 8406190020. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8406080062 Forward* safety evaluation re revised 831227 emergency plan. 
Plan acceptable. Ful 1 implementation should be completed 
within 120 days of ltr date. NRC should be informed of date 
implementation achieved. 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/06/01. 
NELSON, G. W. Arizona, Univ. of, Tucson, AZ. 3pp. 24876:326. 24X 

Fiche: 50-113, 84/06/01 , 8406080062. 


— 8406080068 "Emergency Plan Evaluation Rept, Univ of Arizona Research 
Reactor. " 

a Standardization & Special Projects Branch. 84/05/31. 3pp. 
24876:329, 24X Fi ch e : 50-1 13, 84/06/01 , B406080062. 


DOCKET 30-116 IOWA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8406190013 FOIA request for all physical St safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ing ton, Uni v of Florida, 

Virginia Polytechnic Inst 8< Iowa State Univ. 

AFTERGOOD, S, Committee to Bridge the Gap. 84/03/24. Office of 
Administration, lp. 23029:323. 24X Fiche: 30-000, 84/03/24, 

8406190013, 


— 8406190023 IE Safeguards Insp Rept 30-124/84-01 on 810504. No 
noncompliance noted. Major areas inspec ted: security plan, 
organization, physical barriers, access c ontrol , alaTm 
stations, communications St testing. Port i ons deleted. 

HALL, B. L. , MCGUIRE, D. R. Region 2, Office of Director. 81/06/15. 
4pp. 25029:335. 24X Fi ch e: 50-000, 84/05/08, 8406190020. 


— 8406190027 IE Safeguards Insp Rept 50-124/03-01 on 831128-29. No 
violations or deviations identified. Major aTeas inspected: 
security p lan, protection of SNM, security organi zation, 
survei 1 lance, access control St alarm sys. Portions deleted. 

HALL, B.L. , MCGUIRE, D. R. Region 2, Office of Director. 83/12/20. 
3pp. 25029:341. 24X Fiche: 50-000, 84/05/08, B406190020. 


P. Operating license stage documents t* correspondence 


8406010139 Application to amend License R-62, ref lecting major equipment 
8, sys upgrade. Summary of facility changes, EIA, financial 
statement & list of campus licenses end. 

KRAUSE, D. R. , PARKINSON, T. F. , VAN DRESSER, W. Virginia Polytechnic 
Institute S< State Univ., Blacksburg, VA. 84/05/23. Office of 
Nuclear Reactor Regulation, Director. 14pp. 24755:261. 24X 

Fiche: 50-124, 84/05/23, B406010139. 


— 8406010142 "SAR For Virginia Tech Argonaut Reactor. " 

ELLIS, E. R. , FLEMING, H. M. , FLORIAN, R. J. Virginia Polytechnic 
Institute & State Univ. , Blacksburg, VA. 04/05/23. 361pp. 

24755:276. 24X Fiche: 50-124, B4/05/23, 8406010139. 


8406050192 Ack receipt of 840321 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Safeguards Insp Rept 
30-116/04-01, Corrective actions withheld. 

AXEL80N, W, L. Region 3, Office of Director. 84/03/31. SPINRAD, B. 
Iowa State Univ,, Ames, IA. lp. 24818:295. 24X 

Fiche: 50-116, 04/05/31 , 8406050192. 


Q. Inspection reports, IE Bulletins S< correspondence 


Q. Inspection reports, IE Bulletins Sc correspondence 


8406190013 FOIA request for all physical Sc safeguards insp repts from 
1979 to present at UCLA, Univ of Washington, Univ of Florida, 

Virginia Polytechnic Inst & Iowa State Univ. 

AFTERGODD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. lp. 23029:323. 24X Fiche: 50-000, 84/03/24, 

8406190013. 


8406190013 FOIA request for all physical & safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ington, Uni v of Florida, 

Virginia Polytechnic Inst 8< Iowa State Univ. 

AFTERGOOD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. lp, 23029:323. 24X Fiche: 30-000, 84/03/24, 

8406190013. 


8406190020 Partial response to FOIA request for all physical security Sc 
safeguards insp repts from 1979 to present for UCLA.Univs of 
Washington St Flor ida, Virg inia Polytechnic Inst & Iowa State 
Univ. Info partially withheld (ref FOIA Exemption 4). 

FELTON, J. M, Division of Rules and Records. 84/03/08. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 25029:326. 24X 

Fiche: 50-000, 84/05/08, 8406190020. 


840605049? Ack receipt of 840521 ltr informing 
corregi noncompliance noted in IE Safeguards 
50-1, 1,6/84-0 1 , Correct ive actions withheld. 
AXELSiNfW U itefllpn 3, Office of Director. 
Iowa State Univ, » Ames, IA, lp. 24818:295. 
Fiche; SC-* 116, 84/05/31, 8406030192. 


NRC of steps taken to 
Insp Rept 

04/03/31. SPINRAD, B. 
24X 


— 8406190023 IE Safeguards Insp Rept 50-124/84-01 on 810504. No 
noncompliance noted. Major areas inspected : security plan, 
organization, physical barriers, access control, alarm 
stations, communications S, testing. Portions deleted. 

HALL, B. L. , MCGUIRE, D. R. Region 2, Office of Director. 81/06/15. 
4pp. 25029:333. 24X Fiche: 30-000, 84/03/08, 8406190020. 


V. operator Examinatione 

8 40 631$ 11$ Act >*ee4pt Of 840611 ltr notifying that DM Roberts 
satisfactorily ©omplated Operator evaluation 8c is now 
qualified fro resume licensed duties as senior reactor 
o p 0 rafcoT r 

WALKER. R. D. Region 3, Office of Director. 04/06/15. HENDR ICKSON, R. 

Ipwa UifdvfcY Am#s+ IA, IP* 23037:124, 24X 

F t Chet Bkm/ 1 S ' 84Q62101 10. 


-8406190027 IE Safeguards Insp Rept 30-124/83-01 on 031 120-29. No 
violations or deviations i dent if i ed. Major areas inspected: 
security p lan, protec tion of SNM, security organization, 
surveillance, access control 8, alarm sys. Portions 

HALL, B. L. , MCGUIRE, D. R. Region 2, Office of Director. 83/12/20. 




rh.- BO-OOO, 04/05/08, B406190020. 


DOCKET 50-128 TEXAS AStM UNIV. RESEARCH REACTOR 
F. Security, medical, emergency Sc fine protection plans 


8406280339 Forwards sanitized approved "Spent Nuclear Fuel Route, Idaho 
Falls, ID to College Station, TX." Enel rout# accepts routes 
propossd in 030714 & 25 ltr s Sc contains initial arrangements 
u/law enforcement agencies along route. a . /n , /3 , 

BHERR.T.S. n»t.ri.l Tr.n.f.T- S*f.go*rd. LCn.i,, Branch. 

Texas AScM Univ. , College Station, TX. 17pp. 25183.337. 

Bn , oa /nA/os. BAOA2Q0339. 


DEIGL, H. J. 

nA V a h as 1 
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DOCKETED ITEMS 


DOCKET SO— 131 OMAHA VET. ADMIN. HGSP. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8406200472 Forwards “Emergency Plan Evaluation Rept, Omaha Veterans 
Administration Medical Ctr, " based on review of 830817 
submi ttal. Plan accep tab 1 e. Re ques ts full imp lementat ion of 
plan be accomplished within 120 days. 

THOMAS, C. O. Standardization & Special Projects Branch. 84/06/12. 
TURCOTTE, R. L. Veterans Admin. Hosp. . Omaha, NE. 3pp. 25069:135. 
24X Fiche: 50-131, 84/06/12, 8406200472. 


— 8406200474 "Emergency Plan Evaluation Rept, Omaha Veterans 
Administration Medical Ctr. “ 

* NRC - No Detailed Affiliation Given. 84/05/31. 3pp. 
25069:138. 24X Fiche: 50-131, 84/06/12, 8406200472. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


84061B01S6 Discuss IE Safeguards Insp Rept 50-133/84-02 conducted on 
840523-25. No noncomp 1 ianc e noted. Major areas inspected: exams 
of procedures $< records & interviews w/peTsonne 1. Rept 
withheld (ref 10CFR2. 790 8, 73.21). 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

SCHUYLER, J. O. Pacific Gas & Electric Co. 2pp. 24967. 241. 24X 

Fiche: 50-133, 84/06/12, 8406180186. 


I. Financial information 


8403280051 Annual Financial Rept 1983. W/B40326 Itr. 

MIELKE, F. W. , SHACKELFORD, B. , CRANE, P. A. Pacific Gas U Electric Co. 
83/12/31. 51pp. 22776:230. 24X Fich e : 30-000. 83/12/31 , 8403280051 . 


J. Insurance & indemnity information 


8406050491 Forwards Endorsement 103 to NELIA Policy NF-H3. 

CRANE, P. A. Pacific Gas Electric Co. 84/06/01. SALTZMAN, J. D. 
Assistant Director for State Sc Licensee Relations. 2pp. 24B42: 067. 
24X Fiche: 30-133, 84/06/01 , 8406050491. 


Q. Inspection reports, IE Bulletins S< correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 248B0: 103. 24X Fiche: 50-000, 84/05/25, B405240317. 


8405290303 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division, of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 8405290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 030103). 84/06/01. Consolidated Edison Co. of New 

York. Inc. 100pp. 25030:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *e Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fich e: 50-000, 84/06/05, 8406050012. 


0406030350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
B30103). 84/06/07. Consolidated Edison Co. of Neui York, Inc. 

92pp. 25030:032. 24X Fi che: 30-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-^44, “Environ Qualification Testing of 
Rockbestos Cables. ", Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24X Fi che: 30-000, B4/06/0B, 0406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi che : 50-000, 84/06/ 1 1 , 8406080176 . 


8406180186 Discuss IE Safeguards Insp Rept 50-133/84-02 conducted on 
840523-25. No noncomp 1 ianc e noted. Major areas i nspec ted : exams 
of procedures & records & interviews w/personnel. Rept 
withheld (ref 10CFR2. 790 & 73.21). 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

5CHUYLER, J. 0. Pacific Gas & Electric Co. 2pp. 24967:241. 24X 

Fiche: 50-133. B4/06/12, 8406180186. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verif ication. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of Neu* 

York. Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New* 

York, Inc. 122pp. 25049:033, 24X Fi che: 50-000, 84/06/ 1 5, 840613031 


8406210384 Informs that Generic Ltrs 84-07 & 84-11 re IGSCC in piping 
rnatl do not apply to facility. No further action planned. 

Activities underway to prepare for decommissioning upon 
NRC authorization. 

SCHUYLER. J. 0. Pacific Gas V. Electric Co. 84/06/15. EISENHUT. D. G. 
Division of Licensing. Ip, 23034:005 . 24X Fiche: 50-133, 84/06/13, 

8406210384. 


84061B0353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ic Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche : 50-000, 84/06/ 18 , 84061B03 33 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tub# 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Tnc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061803^0 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50,App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 840619032*7 


R. Periodic operating reports h related correspondence 


8406070252 Monthly operating rept for Apr 1984. W/840507 Itr. 

DERKS. P. S. , WEEKS, E. D. Pacific Gas & Electric Co. 84/04/30. 5pp 
24745:221. 24X Fiche: 50-133, 84/04/30, 8406070252. 


DOCKET 50-134 WORCESTER POLYTECH INST. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins St correspondence 


8406050252 Forwards IE Insp Rept 50-134/84-01 on 840424. No violations 
noted. 

MARTIN, T. T. Region 1, Office of Director. 84/05/29. WILBUR, L. C. 
Worcester Polytechnic Institute, Worcester, MA. 2pp. 24041:267. 

24X Fiche: 50-134. 84/05/29, 8406050252. 


— 8406050255 IE Insp Rept 50-134/84-01 on 840424. No violation noted. 
areas ins p ec t ed : f ac i 1 i ty organizaton & operation, measurement 
& controls, shipp ing & receiving, storage «< internal control 
& physical inventory. 

DELLA RATTA, A. , KEIMIG, R. R. Region 1, Office of Director. 
84/05/27. 4pp. 24841:269. 24X Fic h e ; 50-134, 84/05/29, 84060302^ 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8406190013 FOIA request for all physical St safeguards insp repts fro^ 
1979 to present at UCLA,Univ of Wash ing ton. Uni v of Florida, 

Virginia Polytechnic Inst St Iowa State Univ. 

AFTERGOOD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. Ip. 25029:325. 24X Fi ch e : 50-000, 84/03/24, 

B406190013. 


DOCKETED ITEMS 


3406100394 Forward* It HoCbsimi d« lnfcp M«?pt no j »v UJ4 *• t «»n ^ 

notice of violation 

NQRDERHAUG. L R Region 3. (Iff lew tif U| r*i t ,♦» tH-'iii, I 2 fit 

Washington* Uruv of. Heat tie. WA 2|»p r ‘*\j *?« « 

Fiche 90- 139. @4/06/18. fl40f> 1110-1*4 


--84G6 100398 Notice of violation from in op on 

NORDERWAUO. L. R Region *>, IlfMt* or |i|i« Ini 114 . 
24963 293 24 X Fifhe 30 1 **<• .*14 or, 


—0406100363 It: Safeguards lnc»p R»i»t no i ivui4 til mu violation 

noted installation ti f simple me«itetii swtnn in * m.t , mI 1 wa 
access area instead of required MIidk. pi! -magnet «« 

Details withheld <t*»p HU>N; »vo • 

SCHAEFER* 0 W * Ni)N Ot NUAl HJ . I M ««gu,n i ilffi.e „<? |mimi|u» 
84/06/04 lp 24969 «?94 24x t ithr no i f¥ IN* r or, / | *,« . |*i4 


Inspection reports. II Mulleti*,* R> 


» <=> s p «m| »s«s p 


406190013 POIA request for all phy«*lis*l &* a* 

1979 to present at UCLA. Un tv of U<t *h i uq isn. i»m v «« «« fh>Mia. 
Virginia Polytechnic Inst & tme* ItUi# uni* 
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DOCKETED ITEMS 


8406190184 Notice of cancellation of 840621 evidentiary hearing in 
Bethesda,MD & 840625 hearing in Los Angeles, CA. 

Served on 840618. 

FRYE* J. H. Atomic Safety and Licensing Board Panel. DSB 734 
84/06/18. Ip. 24980:342. 24X Fi c h e : 50- 142, 84/06/ 18, 8406 190184. 


8406190404 Order canceling Contention XX evidentiary hearings due to 
licensee 840614 request to withdraw license renewal 
application it to decommission reactor. Served on B40619. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. DSB 740. 
84/06/18. 2pp. 25025:181. 24X Fiche: 50-142, 84/06/18, 8406190404. 


8406260219 Forwards redraft of 840615 proposed stipulation substituting 
language, inc luding ref to removal of fuel prior to beginning 
of Olympic Games. Language creates expectation that cannot be 
realized. Related correspondence. 

CORMIER, W. H. California, Univ. of, Los Angeles, CA. DSB 863. 
84/06/19. BAY, J. Affiliation Not Assigned. Ip. 25150:265. 24X 

Fiche: 50-142, 84/06/19, 8406260219. 


8406260212 Forwards WF Wegst 840614 ltr to H Denton informing of 
decision to withdraw application for license Tenewa 1. Re lated 
correspondence. 

CORMIER, W. H, California. Univ. of, Los Angeles, CA. DSB 861. 
84/06/20. HIRSCH, D. Committee to Bridge the Gap. 2pp. 25150:245. 
24X Fiche: 50-142, 84/06/20, 8406260212. 


8406220185 Forwards, for execution, stipulated order for suspension of 
license proc eeding s. Woodh ead signature on executed 
stipulation requested. U/o end. 

BAY, J. H. Chickering & Gregory. DSB 775. 84/06/21. CORMIER. W. H. 

California, Univ, of, Los Angeles, CA. Ip. 25083:072. 24X 

Fiche: 50-142, 84/06/21 , 8406220105. 


8406250093 Forwards emergency motion aimed at removing irradiated fuel 
from UCLA reactor site before Olymp ics, g i ven withdrawal of 
renewal application 8c unique security risks associated w/ 

Olympics. 

HIRSCH, D. Committee to Bridge the Gap. DSB 830. 84/06/22. 

PALLADINO Commissioners. CHILK Office of the Secretary of the 
Commission. Ip. 25125:315. 24X Fiche : 50-142, 84/06/22, 8406250093. 


— 8406250097 Emergency petition for off-shipment of SNM from site before 
Olympics, due to withdrawal of renewal application it security 
risk associated w/Olymp ics. Declaration of Svc end. 

HIRSCH, D. Committee to Bridge the Gap. 84/06/22. 

Commissioners. 8pp. 25125:316. 24X Fiche: 50-142, 84/06/22, 

0406250093. 


8406250239 Telegraphic memorandum & order vacating 840618 order re 
shipment of fuel offsite & suspending all further 
proceedings pending action on UCLA motion to withdraw 
renewal app 1 i cat! on. W/Cer t i f i ca te of Svc. Served on 840622. 

BRIGHT, G. 0. , LUEBKE, E. A. , FRYE, J. H. Atomic Safety and Licensing 
Board Panel, DSB 819. 84/06/22. 3pp. 25119:281. 24X 

Fiche: 50-142. 84/06/22, 0406250239. 


8406250353 Memorandum it order granting Committee to Bridge the Gap 
request for extension until 840703 to file response to UCLA 
request to withdraw application for license renewal, Served 
on 840625. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. DSB 847. 
84/06/22. Committee to Bridge the Gap. Ip. 25137:087. 24X 

Fiche-: 50-142, B4/06/22, 8406250353. 


8406270271 Memorandum explaining reason underlying 840622 telegraphic 
memorandum it order suspending all further proceeding. 

Licensee has shown no desire to retain fuel longer than 
n ecessary. Served on 840626. 

BRIGHT, G, 0. , LUEBKE, Ei A., FRYE, J. H. Atomic Safety and Licensing 
Board Panel. DSB 914. 84/06/25. 5pp. 25169:069. 24X 

Fiche: 50-142, 84/06/23* 8406270271. 


8406290100 Confirms RL Kohn 840622 conversation w/E Ginsberg re 
extension of time until 840703 for Committee to Bridge the 
Gap to serve response to univ request to withdraw 
appl ication. Request granted, Related correspondence. 

THOMPSON, D. NUclear Law Center. DSB 929. B4/06/25. FRYE, J. H. , 

LUEBKE, E. A. , BRIGHT. 0. 0. Atomic Safety and Licensing Board Panel. 
Ip, 23197:032, 24X Fiche: 50-142, 84/06/23, 8406290100. 


P. Operating license stage documents & correspondence 


8406080301 Responds to 840424 request for license amend. App 1 ication 
requires notarization. Following receipt of resubmittal, amend 
request will be reviewed. 

THOMAS, C. 0. Standardl ration & Special Projects Branch, 84/05/24. 
WEGST, W>. California, Univ. of, Los Angeles, CA. 5pp. 24878:293. 
24X Fiche: 30-142, 84/05/24, 8406080301. 


8406200426 Staff requirements memo re Commission 840607 affirmation/ 
discussion Sc vote in Was h in g ton, DC re UCLA license renewal, 
SECY-04- 1 82 re Catawba & SECY-84-218 re Suffolk County 
motion on Shoreham. 

CHTLK, 5. J. Office of the Secretary of the Commission. 84/06/13. 
PLAINE, H. H. Office of the General Counsel. 2pp. 25058:360. 24X 

Fiche: 50-000, 84/06/13, 8406200426. 


8406250309 Forwards CE Young 840614 ltr to Commissioner Ralladino re 
withdrau/1 of application for renewal of License R-71. 

Application for termination of license will be submitted. 

WEGST, W. F. California, Univ. of, Los Angeles, CA. 84/06/14. 
DENTON, H. Office of Nuclear Reactor Regulation, Director. Ip. 
25118:092. 24X Fi c h e : 50- 1 42, 84/06/ 14, 8406250309. 


— 8406250315 Informs of decision to withdraw application for renewal of 
License R-71 & of plans to decommission reactor. 

YOUNG, C. E. California, Univ. of, Los Angeles, CA. 84/06/14. 
PALLADINO, N. J. Commissioners. 2pp. 25118:093. 24X 

Fiche: 50-142, 84/06/14, 8406250309. 


Q. Inspection reports, IE Bulletins it correspondence 


8406190013 FOI A request for all physical & safeguards insp repts from 
1979 to present at UCLA, Univ of Wash ing ton, Un iv of Florida, 

Virginia Polytechnic Inst & Iowa State Univ. 

AFTERGOOD, S. Committee to Bridge the Gap. 84/03/24. Office of 
Administration. Ip. 25029:325. 24X Fiche: 50-000, 84/03/24, 

8406190013. 


T. Hearing transcripts on non-antitTUst matters 


B406190506 Transcript of Commission 840607 affirmation/discussion & 
vote on SECY-84-116 re UCLA *reactor license renewal, 

SECY— 84- 1 82 re Catawba diesel generators mfg by TDI it 
SECY-84-218 re Order CLI-84-8 in Washington, DC. Pp 1-7. 

* Commissioners. 84/06/07. 8pp. 25047:277. 24X 

Fiche- 50-000, 84/06/07, 8406190506. 


B406 190047 Requests that NRC not improperly use transcript of B Ramberg 
840607 depos i ti on. Upon receipt from ap p 1 i cant, sub j 
deposition should be deposited unopened w/NRC clerk for use 
at time of hear ing. Re lated correspondence. 

HANSELL, D. Lillick, McHose it Charles. DSB 689. 84/06/12. 

FRYE, J. H. , LUEBKE, E. A. , BRIGHT, G. 0. Atomic Safety and Licensing 
Board Panel. 2pp. 24978:182. 24X Fiche : 50-142, 84/06/ 12, 8406190047. 


— 8406190052 Informs that on 840610 B Ramberg reviewed, corrected & 
signed 840607 transcript of dep os i tion. Corr ec tions & 
clarifications listed. Related correspondence. Proof of 
svc encl. 

HANSELL, D. Lillick, McHose & Charles. 84/06/12. Office of the 
Executive Legal Director. 4pp. 24978: 184. 24X 

Fiche: 50-142, 84/06/12, B406190047. 


U. Congressional/Executive Correspondence 


8406080135 Urges Commission to take no action re SECY-83-500 proposed 
tuIb change until rept issued by Ofc of Inspector & Auditor. 

Public hearing should be held for issues to be aired fully & 
comments invited from parties & public. 

MARKEY, E. J. House of Rep., Interior 8t Insular Affairs. DSB 529. 
84/06/07. PALLADINO, N. J. Commissioners. 2pp. 24855:204. 24X 

Fiche: 50-142, 64/06/07, 8406080135. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


H. General correspondence 


8406070267 Ack receipt of response to B40405 ltr re f ac i 1 i ty . Requests 
addl info re dismantling reactor it BScR study. 

TYDEMAN, J. Affiliation Not Assigned. 84/05/19. THOMAS, C. 0. 
Standardi zation Sc Special Projects Branch. 2pp. 24745:358. 24X 

Fiche: 50-146, 84/05/19, 8406070267. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8406210057 Forwards Amend 14 to License R-78, notice of renews 1 /negative 
declaration, EIA it SER (NUREG-1051 ). Amend renews license 
until 900407. 

EISENHUT, D. G. Division of Licensing. 84/05/31. MESLER, R . Kansas, 
Univ. of, Lawrence, KS. 3pp. 25096:297. 24X Fiche: 50-148, 84/03/31* 

8406210057. 
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P. Operating license stage documents ?< correspondence 


8406210057 Forwards Amend 14 to License R-78, notice of renewal/negative 
d ec laration, EIA & SER (NUREG-1051 ). Amend renews license 
until 900407. 

EISENHUT , D. 0. Division of Licensing. 84/05/31. MESLEFLR. Kansas, 
Univ. of, Lawrence, KS. 3pp. 25096:297. 24X Fi c h e: 50-148, 84/05/31 , 

B406210057. 


— 8406210059 Amend 14 to License R-78, renewing license until 900407. 

EISENHUT, D. G. Division of Licensing. 84/05/31. 38pp. 25096.300. 

24X Fiche: 50-148, 04/05/31, 8406210057. 


— 8406210062 Notice of issuance of Amend 14 to License R-70, renewing 
license until 900407 U negative declaration. 

THOMAS, C. 0. Standard! zati on * Special Projects Branch. 84/05/31. 
2pp. 25096:338. 24X Fi c h e: 50-14B, 04/05/31 , 8406210057. 


— 8406210063 EIA supporting Amend 14 to License R-78. 

* Office of Nuclear Reactor Regulation, Director. 84/05/31. 6pp. 
25096:340. 24X Fiche: 50-148, 84/03/31, 8406210057. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


S, Reportable occurrences, LERs Si related correspondence 


8406050335 RO: on 840529, fast transient rod failed to properly insert 
into core region when air pressure released. Shutdown margin 
available w/rod removed. Ny 1 on shock absorber replaced. 

BECK, G, P. , HOPKE, P. K. Illinois, Univ. of, Urbana, IL. B4/06/01. 
Record Services Branch (Document Control Desk). 2pp. 24038:326. 
24X Fiche: 50-151, 84/06/01, 8406050335. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency Si fire protection plans 


8406210456 Public version of revised emergency plan implementing 
procedures, including GEN-1 re overvi ew, GEN-2 re emergency 
telephone numbers Si GEN-3 re on-shift sys power controller. 
W/JM Felton 840614 release memo. 

* Consumers Power Co. 04/04/23. 158pp. 25094: 179. 24X 

Fiche: 50-000,84/04/23, 8406210456. 


8406150041 Revs 67 S< 69 to site emergency p lan. W/940601 transmittal 
form. 

STONE, K. Consumers Power Co. 04/05/15. 24pp. 24944:220. 24X 

Fiche: 50-155,84/05/19, 8406150041. 


8406050367 Rev 51 to Emergency Plan Implementing Procedure EPIP 3A, 
Attachment 3, "Gamma E Determination" S< Attachment 5, 

"Release Rate Determination for Stack Releases. " W/840531 
transmittal form. 

* Consumers Power Co. 84/05/30. Upp. 24804:332. 24X 

Fiche: 50-155, 84/05/30, B406050367. 


8406030047 Informs that 840417 request to modify 10CFR30, App E annual 
medical drill date from Apr to granted. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/06/01. 

DEWITT, R. B. Consumer* Power Co. 2pp. 24839:352. 24X 

Fiche; 50-135, 84/06/01, 8406030047. 


8406030114 Requests exemptions from Section III.G. 2 of App R to 
10CFR3O re fire protection for cables of steam drum end 
wall & from scheduler requirements of 10CFR30. 48 re 
alternate shutdown method. 

KRICHtR.fi, ConsumsTS Power Co. 84/06/01. CRUTCHFIELD, D. Operating 
Reactors Branch 5, 6pp. 24839:131. 24X Fiche : 30-135, 84/06/01, 

84060301 14* 


0406070196 Corrected Vol 9A to Emergency Plan Implementing Procedure 
3A-2. "Backup & Forecast Meteorology," 

4 Consumer* Power Co. 84/06/01. 14pp. 24746:290. 24X 

F i c h* 1 50d53, 84/06/0 1 , 8406070 196 , 


Q406070221 Section 8 to Vol 9 of emergency plan, "Records Control 
Form. " 

a Consumers Power Co. 84/06/01. 3pp. 24742:282. 24X 

Fiche: 50-^1:53/84/06/01 , 8406070221 . 


8406070309 Reconfirms* updatesaccess authorization lists for 
admitting Region III personnel to facilities. Individuals w/Q 
or L access authorization should be granted unescorted 
access fro vital & grot 'f'cted areas. 

AXEL80N/Wi ^ Region 3/. Office of Director. 04/06/04. DEWITT, R. B. 
Conflimewf PoweT O'Ov 7p,p. 24746:263. 24 X Fiche: 30-133, 84/06/04, 

8406070309, 


8406260346 Forwards Rev 2 to "Palisades Plant Suitability Training * 
Qual if ication Plan" * Rev 2 to "Big Rock Point Plant 
Suitability Training * Qua 1 i f ication Plan. " 

VANDEWALLE, D. J. Consumers Power Co. 84/06/14. KEPPLER, D. G. Region 
3, Office of Director. Lp. 23151. 001. 24X Fiche: 50-000, 84/06/14, 

8406260346. 


— 8406260349 Rev 2 to "Big Rock Point Plant Suitability Training & 
Qualification Plan. " 

* Consumers Power Co. 84/06/11. 19pp. 25131:002. 24X 

Fiche: 50-000, 04/06/14, 8406260346. 


0406260388 Requests that KR Ridgeway of Region III be issued security 
badge for unescorted access for performing insps at 
fac il ity. Brief orientation on site-specific aspects of 
radiation safety also requested. 

SHAFER, W. D. Region 3, Office of Director. 84/06/18. DEWITT, R. B. 
Consumers Power Co. Ip. 25152:175. 24X Fiche: 50-133, 84/06/10, 

8406260388. 


0406270049 Forwards "Control Room Design Review (CRDR ) Program Plan, " 
per 840202 commitment. To ensure reactor can be shut down 
during emergency, program does not distinguish between 
normal * abnormal operations. 

KRICH, R.M. Consumers Power Co. 84/06/20. CRUTCHFIELD, D. Operating 
Reactors Branch 3. 2pp. 25160: 131. 24X Fiche: 30-155, 84/06/20, 

B406270049. 


— 8406270052 "Control Room Design Review (CRDR) Program Plan. " 
* Consumers Power Co. 84/06/08. B9pp. 25160: 133. 24X 

Fiche: 30-135, 84/06/20, 8406270049. 


G. Adjudicatory correspondence 


8406180414 Submits corrections to dates in 840529 revised proposed 
findings on monitoring. Effluent monitoring discrepancy 
discovered in Feb 1984. Related correspondence. 

FURSE, M. Isham, Lincoln * Beale. FURSE, M, Consumers Power Co. DSB 
694. 84/06/12. BLOCH, P. B. , SHON, F. J. , PARIS, 0. H. Atomic Safety and 

Licensing Board Panel. 3pp. 24978:127. 24X Fiche: 50-1 33, 84/06/12, 

84061004 1 4. 


8406190474 Revised proposed findings of fact * conclusions of law on 
monitoring subcontention re NUREG-0737, Tab 1 e II. F. 1, "Addl 
Accident Monitoring Instrumentation. " 

B IER, J. Bier, Mills, Chr ista-Maria, et al. DSB 738. 84/06/13. Ip. 

23023:053. 24X Fiche: 30-135, 84/06/13, 0406190474. 


8406260304 Motion for extension of time to file findings of fact on 
stack gas monitoring displays. R Emch,NRC witness, is on 
leave until 840623. Certi f i cate of Svc end. 

GODDARD, R. J. Hearing Branch 3. DSB 878. B4/06/21. Atomic Safety 

and Licensing Board Panel. 4pp. 23130:141. 24X 

Fiche: 30-133, 04/06/21, 8406260304. 


8406290222 Motion to strike testimony of R Krich in 840604 
transcript on grounds that transcript is inadmissible 
hearsay evidence. Related correspondence. 

0 'NEILL, J O'Neill, J. DSB 924. 84/06/23. Atomic Safety and 

Licensing Board Panel. lp. 23196:002. 24X Fiche: 30-133, 04/06/25, 

8406290222. 


— 8406290223 Motion for relief for violation of full disclosure 
requirement. Record on noble gas monitor should remain open * 
deposition should continue. 

O'NEILL, J. O'Neill, J. 84/06/21. Atomic Safety and Licensing 
Board Panel. 3pp. 23196:003. 24X Fiche: 30-155, 84/06/23, 

0406290222. 


— B406290230 Proposed findings of fact * conclusions of law t» 
Christa-Mar ia Subcontention 9 <6). 

O'NEILL, J. O'Neill, J. 84/06/21. 14pp, 23196:006. 24X 

Fiche: 30-133, 84/06/23, 8406290222. 


8406290027 Findings of facts on 840604 depositions of R Krich, J Bier * 
R Emch re Chr ista-Maria Subcontention 9(6) concerning 
NUREG-0737, Item II. F. 1,. "Addl Accident Monitoring 
Instrumentation. " Related correspondence. 

* Bier, Mills, Christa-Mar ia, et al. DSB 923. B4/06/28. 11pp. 

23198:177. 24X Fiche: 30-133, 84/06/28, 8406290027. 


B40622022B Addl filing of facts * conclusions of law re Contention 9(6) 
on stack gas monitors. Certificate of Svc end. 

CHRISTA-MARIA Bier, Mills, Christa-Maria, et al. DSB 708. 

84/07/13. 3pp. 23081:293. 24X Fiche: 30-133, 84/07/13, 8406220228. 
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DOCKETED ITEMS 


P. Operating license stage documents & correspondence 


8406070098 Further response to FOIA request for release of all 1982 
SECY papers. SECY-82-322, SECY-82-34 1 , SEC Y-82-342, SECY-B2-370 
& SECY-02-373 withheld in part or in entirety (ref FOIA 
Exemption 5 84 10CFR9. 15). Appeal may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 24852:147. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


— 8406070124 Informs of denial of S20406 petition to delay startup until 
accommodations made for complete offloading of reactor core. 

MALSCH, M. G. Office of the General Counsel. SECY-82-373. 

82/09/14. 34pp. 24852:180. 24X Fiche: 50-000, 84/04/ 17, 8406070098. 


8406040045 Corrects addl info submitted on 840502 re integrated 
assessment of open issues. Hydrogen monitoring & 
recirculation pump trip addressed. 

KRICH, R. M. Consumers Power Co. 84/05/30. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 24797:294. 24X Fiche: 50-155, 84/05/30, 

8406040045. 


8406040220 Notification of 840712 & 13 meetings w/util at site to 
discuss radiological effluent Tech Specs. 

EMCH, R. L. Operating Reactors Branch 5. 84/05/31. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 4pp. 24796:278. 24X 

Fiche: 50-155, 84/05/31, 8406040220. 


8406050462 Forwards application for amend to License DPR- 6 , c hang ing 
Tech Specs to decrease frequency of CRD performance testing 
to once every major refueling outage. 

KRICH, R. M- Consumers Power Co. 84/05/31. CRUTCHFIELD, D. Operating 
Reactors Branch 5. Ip. 24842:328. 24X Fiche: 50-155, 84/05/31, 

8406050462. 


— 8406050466 Application for amend to License DPR- 6 , c hang ing frequency 
of CRD performance test to once every major refueling 
outag e. 

DEWITT, R. B. Consumers Power Co. 84/05/31. 3pp. 24842:329. 24X 

Fiche: 50-155, 84/05/31, 8406050462. 


— 8406050470 Proposed Tech Spec changes reducing frequency of CRD 
performance testing to once every major refueling 
outage. 

* Consumers Power Co. B4/05/31. 3pp. 24842:332. 24X 

Fiche: 50-155, 84/05/31, 8406050462. 


8406120255 INTEGRATED PLANT SAFETY ASSESSMENT REPORT, SYSTEMATIC 
EVALUATION PROGRAM. Big Rock Point Plant. Docket No. 50-155. 

(Consumers Power Company) 

* Division of Licensing. NUREG-082B. 84/05/31. BOOpp. Available 
at NRC. *14.00. 24917:115. 24X Fiche: 50-155, 84/05/31, 8406120255. 


8406050322 Forwards response to Issue 4. 5, “Reactor Trip Sy s 
Reliability (Sys Functional Testing)" of Generic Ltr 83-28, 
per 830906 & 1107 I trs. Gu ide I ines for integration of new 
issues into living schedule listed. 

KRICH, R. M. Consumers Power Co. 84/06/01. EISENHUT, D. G. Division 
of Licensing. 5pp. 24838:319. 24X Fiche: 50-155, 84/06/01, 

8406050322. 


8406060271 Requests extension to B40630 for submittal of Integrated 
Assessment Issue 36 re environ qualification of electrical 
equipment subj to harsh environ. 

KRICH, R. M. Consumers Power Co. 84/06/01. CRUTCHFIELD, D. Operating 
Reactors Branch 5. Ip. 24657:142. 24X Fi che : 50-155, 84/06/01 , 

8406060271. 


B4Q612009 1 Forwards monthly FR notice of applications & amends to OLs 
involving NSHC through 840514. Expiration date for hearing 
requests St comments is 840622. 

* Operating Reactors Branch 3. 84/06/01. Operating Reactors 

Branch 3. 7pp. 24897:321. 24X Fiche; 50-155, 84/06/01, 8406120091. 


8406210174 Submits responses to questions re NUREG-0737, Item II.D.i, 
"Relief & Safety Valve Testing. " 

KRICH, R. M. Consumers Power Co. 84/06/18. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 5pp. 25058:128. 24X Fiche: 50-155, 84/06/13, 

8406210174. 


— 8406210177 "Results of Relief Valve Test 14." 

* Consumer* Power Co. 81/06/18. 2pp. 25058:133. 24X 

Fiche: 50-155, 84/06/18, 8406210174. 


8406260415 Corrected application for amend to License DPR- 6 , chang ing 
in entirety 840510 application. Amend incorporates Byproduct 
Matl License 21-08606-01 into OL per 10CFR50. 52. 

KRICH, R. M. Consumers Power Co. 84/06/20, CRUTCHFIELD, D. Operating 
Reactors Branch 5. 3pp. 25152:320. 24X Fiche: 50-155, 84/06/20, 

8406260415. 


— 8406260419 Proposed Tech Sp ecs, inc orporating Byproduct Matl License 
21-09606-01 into OL. 

* Consumers Power Co. B4/06/2O. 3pp. 25152:323. 24X 

Fiche; 50-155, B4/06/20, B406260415. 


8406290140 Advises that 810630,820903,830606 & 22 responses to Generic 
Ltr 81-04 do not meet Rev 1 to NUREG-0313 guidelines. 

However, due to activities to mitigate IGSCC (IE Bulletins 
82-03 & 83-02) , meeting guidelines p oint I e s s . SER forwarded. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/26. 

VANDEWALLE, D. J. Consumers Power Co. 4pp. 25197:049. 24X 

Fiche; 50-155, 84/06/26, 8406290140. 


— 8406290149 Safety evaluation re IGSCC in RCPB piping sys, per Generic 
Ltr 81-04. Licensee responses did not fully meet guidelines 
in Rev 1 to NUREG-0313. 

* Office of NucleaT Reactor Regulation, Director. 84/06/26. 3pp. 
25197:053. 24X Fich e: 50-1 55, 84/06/26, 8406290140. 


— S40531G318 "Technical Evaluation of Integrity of Big Rock Point Nuclear 
RCPB Piping Sys. " 

NAGATA, P. K. EG&G, Inc. FIN A-6429. EGG-FM-6258. 83/08/31. 

KOD, W. H. Division of Engineering. 23pp. 25197:056. 24X 

Fiche: 50-155, 84/06/26, 8406290140. 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24061:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1 , "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche : 50-000, 84/05/25, 8405240317 


8406010374 Responds to Generic Ltr 84-11 re insp of BWR stainless steej 
piping. No addl or augmented insp of IGSCC sensitive piping 
will be performed beyond normal inservice insp program 
requirements. 

KRICH, R. M. Consumers Power Co. 84/05/25. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 13pp. 24752:127. 24X Fiche: 50-155, 84/05/25, 

8406010374. 


8406050221 Discusses reasons for reduction of steam drum relief valve 
insp frequency. Increased insp frequency results in addl 
radiation exposure to workers. No surface cracking discovered 
since 1976 repair. 

KRICH, R. M. Consumers Power Co. 84/05/25. KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 24840:298. 24X Fi ch e : 50-1 55, 84/03/25, 

8406050221. 


8406120150 Forwards IE Insp Repts 50-155/84-04 & 30-04866/84-01 on 
840507-10 & notice of violation. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/05/29. 

DEWITT, R. B. Consumers Power Co. 2pp. 24889:327. 24X 

Fiche: 50-155, 84/05/29, 8406120150. 


— 8406120151 Notice of violation from insp on 840507-10. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/05/29. Ip. 
24889:329. 24X Fich e : 50-1 55, 84/05/29, 84061201 50. 


— 8406120157 IE Insp Repts 30-155/84-04 t. 30-04866/84-01 on 840507-10. 
Violation noted : fa i 1 ure to calibr high-range survey 
instruments since Apr 1981, 

LOVENDALE, P. C. , ROZAK, S. , GREGER, L. R. Region 3, Office of 
Director. 84/05/29. 8 pp. 24889:330. 24X Fiche: 50-155, 84/05/29, 

8406120150. 


8405290383 IE Info Notice 84-40, “Emergency Worker Doses." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8403290303 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi c h e: 50-000, 84/06/01 , 8406010423. 


8406070309 Reconfirms & updates access authorization lists for 
admitting Region III personnel to f aci 1 i t ies. Ind ivi dua 1 s w/Q 
or L access authorization should be granted unescorted 
access to vital & protected areas. 

AXELSQN, W. L. Region 3, Office of Director. 84/06/04. DEWITT, R. B 
Consumers Power Co. 7pp. 24746:265. 24X Fiche: 50-1 55, 84/06/04^ 

8406070309. 
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8406030012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York. Inc. 120pp. 25090:124. 24X Fi c he : 50-000, 84 /06/05i 8406050012. 


8406050390 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, B4/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi che: 50-000, 04/06/08, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/ 1 1, 8406080176. 


8406140222 Forwards Page 6 inadvertently omitted from Attachment 1 to 
840514 Itr in response to request for addl info concerning 
inservice insp program. 

KRICH, R.M. Consumers Power Co. 84/06/11. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 24925:024. 24X Fiche: 50-155, 84/06/1 1, 

8406140222. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi che : 50-000, 84/06/ 13, B406080173. 


B406130313 IE Info Notice 84-47. "Environ Qual if ication Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fi che : 50-000, 04/06/ 1 5, B4O6130313. 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fi che : 50-000, 84/06/ 18, 84061B0333. 


8406180360 IE Info Notice 84-49, "IGBCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. H8pp, 25335;286. 24X Fiche: 30-000, 84/06/18, 8406180360. 


8406260388 Requests that KR Ridgeway of Region III be issued security 
badge for unescorted access for performing insps at 
facility. Brief orientation on site-specific aspects of 
radiation safety also requested. 

SHAFER, W. D. Region 3, Office of Director. 04/06/18. DEWITT, R. B. 
Consumers Power Co. lp. 25152:173. 24X Fiche: 30-133, 84/06/18, 

8406260388. 


8406 190327 10 Info Notice 04-30, "Clarif Ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR30, App B. " Svc list 
end. 

JORDAN, E„ L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23535: 041. 24X Fich e: 30-000, 84/06/21 , 8406190327. 


R. Periodic operating reports Sc related correspondence 


8406070004 Monthly operating rapt for Apr 1984. W/840304 ltr. 
BALCH, L, , HOFFMAN, D. P. Con*umers Power Co. 84/04/30. 6pp. 
24748: 001. 24X Fiche; 50-133, 84/04/30, 8406070004. 


8. Reportable occurrences, LERs Sc. related correspondence 


8406030306 PNQ-I IX— 84-044: an 840330, while operating at 70% power, 
contaminated: condensate atioraga tank water entered radwast e 
pump allay th^'p.ugjN . Hfeg.p#: leak. Tank isolated. Piping 
will bq hydrostatically tested. Onsite well monitored. 

3PE8BARD, R. , SHAFER, W. D. Region 3, Office of Director. 84/03/31. 
1 p . 24041; km 04/03/3 1 , 84060 30506 . 


8406190063 LER 84-002-00: on 840310, following gradual increase in 
condenser air ejector offgas release rate, plant output 
voluntarily restricted for ALARA considerations. Caused by 
fuel fail urea, W/B4061 1 l tr* 

C ASTIOLIONET, L* ) KRICH, R* Mv Consumers Power Co. 84/06/11. 2pp. 
24943: 038. 24* Fiche* 30-133, 84/06/ 1 1 , 8406 1 30063. 


8406280096 PNO-1 1 1-84-030: 1 icensee reported that tests of all fuel 
assemblies in reactor core determined that three assemblies 
contain defective fuel rods. Plant shut down since 840331 for 
refueling it investigation of leak in condensate line. 

DEFAYETTE, R. , BOYD, D. , SHAFER, W. D. Region 3, Office of Director. 
84/06/22 lp. 23181:035. 24X Fiche: 50-135, 84/06/22, 8406280096. 


T. Hearing transcripts on non-anti trust matters 


8406110031 Forwards transcript of R Krich,J Beer it R Emch 840604 
deposition re stack gas monitor issue. 

GALLO, J. Isham, Lincoln it Beale. GALLO, J. Consumers Power Co. DSB 
343. 84/06/07. BLOCH, P. B. , PARIS, 0. H. , SHON, F. J. Atomic Safety and 

Licensing Board Panel. lp. 24874:296. 24X Fiche: 50-1 53, 84/06/07, 

8406110031. 


— 6406110034 Transcript of R Krich,J Beer it R Emch 840604 deposition in 
Petoskey,MI re stack gas monitor sys. Cer ti f i cate of Svc 
end. 

KRICH, R. , BEER, J. * EMCH, R. Consumers Power Co. 84/06/04. 174pp. 

24874:297. 24X Fiche: 30-135, 84/06/07, 04061 10031. 


V. Operator Examinations 


8406260346 Forwards Rev 2 to "Palisades Plant Suitability Training it 
Qualif ication Plan" St Rev 2 to "Big Rock Point Plant 
Suitability Training St Qual i f icati on Plan. " 

VANDEWALLE, D. J. Consumers Power Co. 84/06/14. KEPPLER, D. G. Region 
3, Office of Director. lp. 23131:001. 24X Fiche: 50-000, 84/06/14, 

8406260346. 


— 8406260348 Rev 2 to "Palisades Plant Suitability Training St 
Qualification Plan. “ 

* Consumers Power Co. 84/06/11. 13pp. 23131:017. 24X 

Fiche: 30-000, 84/06/14, 8406260346. 


— 8406260349 Rev 2 to "Big Rock Point Plant Suitability Training St 
Qualification Plan. " 

a Consumers Power Co. 04/06/11. 13pp, 23131:002. 24X 

Fiche: 30-000, 84/06/14, 8406260346. 


DOCKET 30-136 UNIV. OF WISCONSIN RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8406290303 Public version of Rev 1 to Emergency Plan UWNR 006. W/840517 
ltr St JM Felton 840623 memo releasing document for public 
disclosure. 

CABHWELL, R. J. Wisconsin, Univ. of, Madison, WI. UWNR 006 R01. 
84/03/17. 16pp. 23212:118. 24X Fi che: 30-136, 84/03/17, 8406290303. 


DOCKET 30-137 CORNELL UNIV. RESEARCH REACTOR 


F. Security, medical, emergency V fire protection plans 


8406190162 Rev 2 to "Emergency Plan for Ward Lab of Nuclear 
Engineering, Cornell Univ." W/040601 ltr. 

CADY, K. B. Cornell Univ. , Ithaca, NY. 84/06/30. THOMAS, C. 0. 
Standardization S< Special Projects Branch. 31pp. 24981:036. 24X 

Fiche: 30-097, 84/06/30, 8406190162. 


DOCKET 30-160 GEORGIA INST. OF TECH. RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8406270031 Forwards "Emergency Plan Review Georgia Inst of Technology 
Research Reactor." Flan does not satisfy 10CFRS0, App E 
requirements, Rev 1 to Rag Guide 2.6 guidance St 
ANBI/ANS-13. 16-1982. Rev to plan requested. 

THOMAS, C. 0. Standardisation St Special Projects Branch. 84/06/21. 
KARAM, R, A. Georgia Institute of Technology, Atlanta, GA. 2pp. 
23174:330. 24X Fiche: 30-160, 84/06/21, 8406270031. 


— 8406270033 "Emergency Plan Review Georgia Inst of Technology Research 
Reactor." 

* NRC - No Detailed Affiliation Given. B4/03/31. 4pp. 

23174: 332, 24X Fiche: 30-160,84/06/21, 8406270031, 


H. General correspondence 


8406130183 Forwards organisation chart effective on 840701 St advises o 
appointment of RA Karam as director of nuclear research ctr. 

Ltr of appointment end. 

KARAM, R. A. Georgia Institute of Technology, Atlanta, GA. 84/06/11. 
THOMAS, C. 0. Standardisation St Special Projects Branch. 3pp. 
24933:067. 24X Fiche: 30-160, 84/06/1 1, 8406130183. 
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—8406150194 Advises that RA Karam will replace JL Russell as director 
of Georgia Inst of Technology nuclear research ctr effective 
831203. 

CARLSON, W, 0. Georgia Institute of Technology, Atlanta. GA. 
83/12/02. VERRELLI, D. M. Division of Project Sc Resident Programs. 
3pp. 24953:070. 24X Fi ch e: 50-160, 84/06/1 1, 8406150185. 


DOCKET 50-163 GA TECHNOLOGIES 


F. Security, medical, emergency Sc fire protection plans 


84062 1028 9 Forwards Amends 26 8< 32 to Licenses R-38 Sc r- 67. 
respectively. Amends identify currently approved physical 
security plan. Plan should be implemented within 30 days of 
issuance of amend. 

THOMAS, C. D. Standardization S< Special Projects Branch. 84/06/14. 
MOWRY, W. R. GA Techno 1 og i es , Inc. /General Atomic Co. 4pp. 
25069:253. 24X Fiche: 50-087. 04/06/14, 8406210289. 


— 8406210297 Amends 26 8c 32 to Licenses R-3B & R-67, Tespec ti vely, 
identifying currently approved physical security plan. 

THOMAS, C. 0. Standardization & 6pecial Projects Branch. 84/06/14. 
4pp. 25069:257. 24X Fic h e : 50-089, 84/06/ 14, 84062102B9. 


Q406260441 Ack receipt of 830728 ltr transmitting changes to physical 
security document. Changes consistent w/provisions of 
10CFR50. 54Cp > & acceptable. 

THOMAS, C. 0. Standardization Sc Special Projects Branch. 04/06/19. 
MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 3pp. 
25154:346. 24X Fiche: 50-089, 84/06/19, 8406260441. 


P. Operating license stage documents & correspondence 


8406210289 Forwards Amends 26 4c 32 to Licenses R-38 & R-67, 
respectively. Amends identify currently approved physical 
security plan. Plan should be implemented within 30 days of 
issuance of amend. 

THOMAS, C. 0. Standardization Sc Special Projects Branch. 84/06/14. 
MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 4pp. 
25069:253. 24X Fiche: 50-089, 84/06/14, B4062102B9. 


—8406210297 Amends 26 8c 32 to Licenses R-38 & R-67, respe c t i ve 1 y , 
identifying currently approved physical security plan. 

THOMAS, C. 0. Standardizati on & Special Projects Branch. 84/06/14. 
4pp. 25069:257. 24X Fic h e : 50-089, 84/06/ 1 4, 8406210289. 


R. Periodic operating reports 4< related correspondence 


B40604031 1 Responds to issues raised in recent telcons. Issues resolved 
by making minor changes to end license specs 4c 
demonstration vols 4c addl clarif ications to previously 
raised questions. 

MOWRY, W, R. GA Technologies, Inc. /General Atomic Co. 84/04/10. 

CROW, W. T. Office of Nuclear Material Safety 4c Safeguar ds. Director. 
33pp. 24807:171. 24X Fi che: 50-163, 84/04/10, 8406040311 . 


— 8406040315 "Recorded Annual Whole Body Exposures for CY83. " 

QUINTANA, L. R. GA Technologies, Tnc. /General Atomic Co. 83/12/31. 

Director's Office, Office of Inspection and Enforcement. Ip. 
24807:204. 24X Fiche; 50-163, 84/04/10, 840604031 1. 


— 8406040318 Corrected "Recorded Annual Whole Body Exposures for CY82. " 
QUINTANA, L. R. GA Technologies, Inc. /General Atomic Co. 82/12/31. 

Director's Office, Office of Inspection and Enforcement. Ip. 
24807:205. 24X Fiche: 50-163, 84/04/10, 840604031 1. 


— 6406040321 "Recorded Annual Whole Body Exposures for CY81. " 

BOLD, F. O. GA Technologies, Inc. /General Atomic Co. 81/12/31. 
Director's Office, Office of Inspection and Enforcement. Ip. 
24807:206. 24X Fiche; 50-163. 84/04/10, 8406040311. 


— 8406040323 "Recorded Annual Whole Body Exposures for CY80. " 

BOLD, F. 0. GA Technologies, Inc. /General Atomic Co. 81/03/20. 
Office of Management and Program Analysis. Ip. 24807:207. 24X 

Fiche: 50-163, 84/04/10, 8406040311. 


— 8406040334 "Recorded Annual Whole Body Exposures for CY79. “ 

BOLD, F. O. GA Technologies, Inc. /General Atomic Co. 80/03/27. 
Office of Management and Program Analysis. Ip. 24807:208. 24X 

Fiche: 50-163, 84/04/10, 8406040311. 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


P. Operating license stage documents & correspondence 


8406250143 Forwards proposed Tech Specs developed per Reg Guide 2.2 8t 
proposed Std AN5-15. 1 . R eques t s review of Tech Specs for 
inclusion in License R-84. 

ADCOCK, B. R. Defense, Dept, of, Defense Nuclear Agency. 84/06/19. 
Division of Licensing. Ip. 25121:295. 24X Fiche: 50-170, 84/06/19, 

8406250143. 


— 8406250149 "Tech Specs for Armed Forces Radiobiology Research Inst 
Reactor Facility. " 

* Defense, Dept, of, Defense Nuclear Agency. 84/06/30. 46pp. 

25121:296. 24X Fich e : 50-170, 84/06/19, 8406250143. 


Q. Inspection reports, IE Bulletins & correspondence 


8406050181 Forwards IE Exam Rept 50-170/84-03 on 840305. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/05/21. 
ADCOCK, B. R. Defense, Dept, of, Defense Nuclear Agency. 2pp. 

24B38: 184. 24X Fiche : 50-170, 84/05/21, 8406050181. 


—8406050187 IE Exam Rept 50-170/84-03 on 840305. One written & oral exam 
admin i stered. Candidate passed both sections of exam. 

WHITTAKER, L. , KELLY, R. M. Region 1, Office of Director. 84/05/14. 
23pp. 24838: 1B6. 24X Fiche: 50-170, 84/05/21, 8406050181 . 


V. Operator Examinations 


8406050181 Forwards IE Exam Rept 50-170/84-03 on 840305. 

STAROSTECKI , R. Division of Project & Resident Programs. 84/05/21. 
ADCOCK, B. R. Defense, Dept, of, Defense Nuclear Agency. 2pp. 
24838:184. 24X Fiche: 50-170, 84/05/21, 8406050181. 


— 8406050187 IE Exam Rept 50-170/84-03 on B40305. One written St oral exam 
admin istered. Cand idate passed both sections of exam. 

WHITTAKER, L. . KELLY, R. M. Region 1, Office of Director. 84/05/14. 
23pp. 24838:186. 24X Fic h e: 50-170, 84/05/21 , 8406050181 . 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear reactors, allowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information & Resource Service. Upp. 24051:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8106080218 Requests meeting w/BWR licensees to discuss 790926 Browns 
Ferry single loop operation ex per i enc e. Exp er i enc e involved 
unexplained core vibrations which occurred at 597. power 
during single loop mode of operation. 

SPEIS.T. P. Reactor Systems Branch. 81/05/19. IPPOLITO, T. 
Operating Reactors Branch 2. 3pp. 24051:162. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8202120080 Submits status rept on plants involving BWR single loop 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851:218. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24051:047. 24X 

Fiche: 50-000, B4/03/19, 8406070106. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 


8406140197 RO: on 84051 1, personnel airlock doors operated out of 
sequence, allowing both inner 8, outer doors to open at same 
time. Caused by outer airlock door gasket pulled partly from 
seat. Gasket replaced. 

MCKIBBEN, J, C. , ALGER, D. M. Missouri, Univ. of, Columbia, MO. 
84/06/08. THOMAS, C. 0. S tan dard i z a t i on «< Special Projects Branch. 
2pp. 24924:341. 24X Fi che: 50-186, 84/06/08, 8406140197. 
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DOCKET 30-187 SPACE RADIATION RESEARCH REACTOR 


F. Security, medical, emergency S< fire protection plans 


8406210401 Forwards IE Physical Security Insp Rept 50-187/84-02 on 
840323. No noncompliance noted. Rept withheld (ref 
10CFR2. 790). 

NORDERHAUG, L. R. Region 3. Office of Director 84/06/18. 
CRANDALL, W. E. Northrop Research it Technical Center. 2pp. 
25055.221. 24X Fi c h e : 50- 1 87, 84/06/ 18, 840621040 1 


Q. Inspection reportsi IE Bulletins & correspondence 


8406210401 Forwards IE Physical Security Insp Rept 50-187/84-02 on 
840323. No none omp 1 ianc e noted. Rept withheld (ref 
10CFR2. 790). 

NORDERHAUG, L, R. Region 5, Office of Director. 84/06/18. 
CRANDALL, W. E. Northrop Research St Technical Center. 2pp. 
23055:221. 24X Fiche: 50-187, 84/06/18, 8406210401. 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8406270167 Forwards revised "Emergency Plan for Kansas State Univ TRICA 
Mark II Nuclear Reactor Facility," in response to 840504 
request. List of revs end, 

FAW,R.E. Kansas State Univ. , Manhattan, KS. 84/06/20. THOMAS, C. 0. 
Standardi zation 8t Special Projects Branch. 3pp. 25163: 161. 24X 

Fiche: 50-188, 84/06/20, 8406270167. 


— 8406270169 Revised "Emergency Plan for Kansas State Univ TRIGA Mark II 
Nuclear Reactor Facility. " 

ECKHOFF, N. D. Kansas State Univ., Manhattan, K8. 84/05/30. 108pp. 

23163:164. 24X Fiche: 30-188, 84/06/20, 8406270167. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8406110046 Informs that AT Chu assigned as project manager. 

THOMAS, C.O, Standard i lat ion & Special Projects Branch. 84/06/01. 
KLEIN, D, E, Texas, Univ. of, Austin, TX. 2pp. 24083:361. 24X 

Fiche: 30-192, 84/06/01, 8406110046. 


DOCKET 30-193 RHODE ISLAND S< PROVIDENCE PLANTATIONS AEC 


F. Security, medical, emergency it fire protection plans 


8406060409 Informs of completion of review & evaluation of 820901 
emergency plan for State of RI,AEC Nuclear Science Ctr 
reactor. Plan meets requirements of regulations & guidelines 
& acceptable. 

THOMAS, C. 0. Standard ization St Special Projects Branch. 84/05/29. 
DIMEGLIO, A. F* Rhode Island, State of. 3pp. 24669:347. 24X 

Fiche-: 30-193, 04/03/29, 8406060409. 


— 8406060412 “Emergency Plan Review for State of Rl.AEC Nuclear Science 
Ctr. " 

a Division of Licensing. 84/03/29. 3pp. 24669:330. 24X 

Fiche: 50-193, 84/03/29. 0406060409. 


3406120335 Forwards IE Safeguard# Insp Rept 30-193/04-01 on 040300-09. 
No violations noted. 

MARTIN, T„ T„ Division of Engineering 8< Technical Programs. 84/06/06, 
DIMEGLIO, AvE. Rhode Island, State of. 2pp. 24894: 190. 24X 

Fiche: 30-193, 84/06/06, 8406120333. 


— 8406120337 IE Safeguards Insp Rept 30-193/84-01 an 840308-09. Na 
violations noted. Major areas inspected: facility organization 
8t operation, storage it internal control, physical inventory it 
records it rept*. 

DUNLAP, J, M: , SMITH, 0. C, , KEIMIQ, R. R. Region 1, Office of Director. 
84/06/01. 4pp. 24894:192. 24X Fiche: 30-193, 84/06/06, 8406120333. 


Inspection imports, IE Bulletins it correspondence 


J406120333 Fpntpa^d s • IE Safeguards Insp Rept 30-193/84-01 on 040300-09. 
No violation,* noted, 

MARTIN, T, t; Division of Engineering Technical Programs. 84/06/06. 

DIMEQL$Q,A*(|rV Rhgdp island, jH*te of, 2pp. 24894:190. 24 X 

Fiche: 50-190, 04/06/06, 8406120035, 


— 8406120337 IE Safeguards Insp Rept 50-193/84-01 on 840508-09. No 
violations noted. Major areas insp ec ted : fac i 1 i ty organization 
St operation, storage & internal control, physical inventory it 
records it repts. 

DUNLAP, J. M. , SMITH, G. C. , KEIMIG.R R. Region 1, Office of Director. 
84/06/01. 4pp. 24894:192. 24X Fiche: 50-193, 04/06/06, 8406120335. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8406260316 Forwards IE Safeguards Insp Rept 50-199/84-01 on 840418-19. 
No violations noted. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/06/06, 
KANE, R. Manhattan College, Riverdale, NY. 2pp. 25151:239. 24X 

Fiche: 30-199, 84/06/06, 8406260316. 


— 8406260320 IE Safeguards Insp Rept 30-199/84-01 on 840418-19. No 
noncomp 1 ianca noted. Major areas insp ec ted : ph y s i cal 
protection measures for protecting SNM of moderate strategic 
significance. 

MADDEN, W. U. , KEIMIQ, R. R. Region 1, Office of Director. 84/06/04. 
2pp. 25131:241. 24X Fi c h e : 30-1 99, 84/06/06, 840626031 6. 


I. Financial information 


8406260659 Forwards request for addl financial info & sample environ 
rept for licensee renewal ap p 1 icat i on. Response requested 
within 30 days. 

THOMAS, C. 0. Standardization 8< Special Projects Branch. 84/06/18. 
KANE, R. S. Manhattan College, Riverdale, NY. 10pp. 25157:346. 24X 

Fiche: 50-199, 84/06/18, 8406260659. 


P. Operating license stage documents & correspondence 


8406260659 Forwards request for addl financial info & sample environ 
rept far licensee renewal ap p Heat ion. Response requested 
within 30 days. 

THOMAS, C. 0. Standardization & Special Projects Branch. 04/06/18. 
KANE, R. 8. Manhattan College, Riverdale, NY. 10pp. 25157:346. 24X 

Fiche: 50-199, 84/06/10, 8406260659. 


Q. Inspection reports, IE Bulletins & correspondence 


8406260316 Forwards IE Safeguards Insp Rept 50-199/04-01 on 040418-19. 
No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Program*. 84/06/06, 
KANE, R. Manhattan College, Riverdale, NY. 2pp. 25151:239. 24X 

Fiche: 50-199, 04/06/06, 8406260316. 


—8406260320 IE Safeguards Insp Rept 50-199/84-01 on 840418-19. No 
noncompliance noted. Major areas Inspected: physical 
protection measures for protecting 8NM of moderate strategic 
significance. 

MADDEN, W. J. , KEIMIQ, R. R . Region 1, Office of Director. 84/06/04. 
2pp. 25151:241. 24X Fiche: 50-199, 84/06/06, 8406260316. 


V. Operator Examinations 


0406050282 Forwards Rev 3 to "Operator Requal if ication Program," 

KANE, R. 8. Manhattan College, Riverdale, NY. 84/06/01. THOMAS, C. 0. 
Standar d 1 zatlon & Special Projpcts Branch. Ip. 24841:319. 24X 

Fiche: 30-199, 84/06/01, 8406050282, 


— 8406050286 Rev 3 to "Operator Requalification Program. " 

4 Manhattan College, Riverdale, NY. 84/06/01. 3pp. 24041:320. 
24X Fiche: 50-199, 84/06/01, 8406050282. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency St fire protection plans 


8406200220 Revised emergency p lan, W/840613 Itr. 

MEDFORD* M. 0. Southern California Edison Co. 84/05/14, MARTIN, U. B. 
Region 5, Office of Director. 7pp. 25047:196. 24X 

Fiche: 50-206, 04/05/14, 8406200220. 


8406050497 Forwards description of changes St Rev 14 to Mar 1981 
physical security plan. Description St rev withheld (ref 
10CFR73, 21). 

HAYNES, J, G, Southern California Edison Co. 84/05/23, MARTIN, U. B, 
Region 5, Office of Directpr. 3pp. 24842: 079. 24 X 

Fiche-: 50-206, 04/05/23, 8406050497. 
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8406270102 Forwards IE Insp Repts 50-206/84-0B<50-361/84-ll & 
50-362/84-11 on 840307-16 S< 0330-042? & notice of violation. 
Weaknesses exist in discipline exercised by instrument 
technicians performing routine equipment surveillance. 

BISHOP- T. W. Region 5, Office of Director. 84/05/23. BASKIN, K. P. 
Southern California Edison Ca. 2pp. 25175:301. 24X 

Fiche: 50-206, 84/05/23- 8406270102. 


— 8406270112 IE Insp Repts 50-206/84-08,50-361/84-11 50-362/84-11 on 

840307-16 & 0330-042?. Violation noted : improp er completion of 
equipment control form for plant protection sys by 
instrument technician. 

CHAFFEE- A. E. , CANTER, H. L. Region 5, Office of Director. 84/05/21. 
23pp. 25175:304. 24X Fi che: 50-206, 84/05/23- 8406270102. 


8406250300 Forwards application for Amend 120 to License DPR-13, 
consisting of Proposed Changes 135 & 136, revising Tech Specs 
re auxiliary saltwater cooling It screen wash pumps & fire 
protection s y s, resp ec tive 1 y . 

MCCARTHY, C. B. Southern California Edison Co. 84/06/08. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25117:24?. 

24 X Fiche: 50-206, 84/06/08, 8406250300. 


— 8406250304 Application for Amend 120 to License DPR-13, consisting of 
Proposed Changes 135 St 136, revising Tech Specs re screen 
wash pumps S< fire protection sys, respectively. 

MCCARTHY, C. B. Southern California Edison Co. 84/06/08. 15pp. 

25117:251, 24X Fiche: 50-206, 84/06/08, 8406250300. 


— 8406250307 Proposed Tech Specs re fire protection sys St fire protection 
sys surveillance to include newly installed fire protection 
sys as required by NRC. 

* Southern California Edison Co. 84/06/0B. 36pp. 25117:266. 

24X Fiche: 50-206, 84/06/0B, 8406250300. 


B406190221 Forwards description of changes St Rev 15 to physical 
security plan. Changes St rev withheld (ref 10CFR73, 21). 

HAYNES, J. 0. Southern California Edison Co. 84/06/12. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 24989:301. 24X 

Fiche: 50-206, 84/06/12, 8406190221. 


P. Operating license stage documents S< correspondence 


8406010360 Forwards comments on EOStG rept re audit calculations of 
safety injection piping & charging St pressurizer spray 
p iping, submitted by NRC 830912 ltr. Some items result of 
overstress conditions identified in EGStG analyses. 

MEDFORD, M. 0. Southern California Edison Co. 84/05/30. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 8pp. 24752:061. 24X 

Fiche: 50-206, 84/05/30, B406010360. 


B406120424 Forwards Nuclear Utility Task Action Committee (NUTAC) 
"Vendor Equipment Technical Info Program, " in response to 
Generic Ltr 83-28, Section 2. 2. 2. Actions listed will be 
taken to implement NUTAC approach. 

NANDY, F. R. Southern California Edison Co. 84/05/31. E1SENHUT , D. G. 
Division of Licensing. 3pp. 24890:294. 24X Fiche: 50-206, 04/05/31, 

9406120424. 


— B406120428 "Vendor Equipment Technical Info Program," in response to 
Generic Ltr 83-28, Section 2.2.2. 

* Nuclear Utility Task Action Committee. 84/03/31. 66pp. 

24890:297. 24X Fi ch e : 50-206, 84/05/3 1 , 8406 1 20424. 


B406260489 Forwards NRC 840530,25,09 & 0406 memos describing 
integration of activities for plants w/neai — term licensing 
activities. Brief ing on integrated schedules expected by 
840618. 

DIRCKS, W.U. Office of the Executive Director for Operations. 
B4/06/01. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25157:310. 24X Fiche: 50-000, 84/06/01, 8406260489. 


— 8406260505 Assigns project managers to develop integrated schedules for 
action on plants w/near-term licensing activity. Director & 
requested to assemble list of remaining activities & 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/05/30. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DAVIS, J. G. Office of Nuclear Material Safety & 
Safeguards, Director. CUNNINGHAM, G. Office of the Executive Legal 
Director. 2pp. 25157:325. 24X Fiche: 50-000, 84/06/01, 0406260409. 


— 8406020439 Outlines course of action decided upon re plants w/near-term 
licensing activity, per 840517-18 mgt meetings, including 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J. Office of the Executive Director for Operations. 

B4/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DAVIS, J. G. Office of Nuclear Material Safety & 
Safeguards, Director. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 

8406260489. 


— 8406260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


— 8404170643 Submits list of outstanding regulatory actions to be 
completed in preparation on near-term OL issuance during 
next 12-18 months. Mgt plan for each facility should be 
developed & implemented 6 to 9 months before OL date. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/04/06. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25157:335. 24X Fiche : 50-000, 84/06/0 1 , 8406260489. 


8406070259 Forwards Amend 76 to License DPR-13 & safety evaluation. 
Amend approves changes to ETS to provide consistency w/Amend 
67 issued on 830311. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/04. BASKIN, K. 

Southern California Edison Co. 3pp. 24744:302. 24X 

Fiche: 50-206, 84/06/04, 8406070259, 


—8406070261 Amend 76 to License DPR-13, approving changes to ETS to 
provide consistency w/Amend 67 issued on 830311. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 04/06/04. 23pp. 

24744:305. 24X Fich e: 50-206, 84/06/04, 8406070259. 


— 8406070263 Safety evaluation supporting Amend 76 to License DPR-13. 

* Office of Nuclear Reactor Regulation, Director. 84/06/04. 4pp. 
24744: 328. 24X Fiche: 50-206, 84/06/04, 8406070259. 


8406070269 Forwards Amend 75 to License DPR-13 & safety evaluation. 
Amend authorizes Tech Spec changes on containment leakage 
testing to conform w/lOCFRS 0, App J. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/04. BASKIN, K. 

Southern California Edison Co. 3pp. 24742:318. 24X 

Fiche: 50-206, 84/06/04. 8406070269. 


— 8406070273 Amend 75 to License DPR-13, author i z ing Tech Spec changes Dfi 
containment leakage testing to conform w/lOCFRSO, App J. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/04. 7pp. 

24742:321. 24X Fiche: 50-206, B4/06/04, 8406070269. 


— 0406070280 Safety evaluation supporting Amend 75 to License DPR-13. 

* Office of Nuclear Reactor Regulation, Director. 84/06/04. 4pp. 
24742: 328. 24X Fiche: 50-206, 84/06/04, 8406070269. 


8406130148 Forwards corrected Amend 72 to License DPR-13, rep lac ing 
Tech Spec Page 63, cap ti on ing amend number & marginal lines 
indicating area of change. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/05. BASKIN, K. P. 

Southern California Edison Co. 4pp. 24912:316. 24X 

Fiche: 50-206, 84/06/05, 8406130148. 


— 8406130153 Corrected Amend 72 to License DPR-13, rep lac i ng Tech Spec 
Page 63, captioning amend number & marginal lines indicating 
area of change. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/05. 2pp. 

24912:320. 24X Fi c h e ; 50-206, 84/06/05, B4061 301 48. 


8406140189 Forwards Rev 0 to Project Design Criteria 15691-583, 
"Walkdown Criteria for Evaluation of Safety-Related Sma 1 1 
Bore Piping & Tubing." 

MEDFORD, M. 0. Southern California Edison Co. 84/06/08. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 24926:271. 24X 

Fiche: 50-206, 84/06/08, 84061401B9. 


— 8406140192 Rev 0 to Project Design Criteria 15691-583, "Walkdown 
Criteria for Evaluation of Safety-Related Small Bore Piping 
& Tub ing. " 

* Southern California Edison Co. 84/05/10, 26pp. 24926:272. 

24X Fiche: 50-206, 84/06/08, 8406140189. 


8406250300 Forwards application for Amend 120 to License DPR-13, 
consisting of Proposed Changes 135 & 136, revising Tech Specs 
re auxiliary saltwater cooling St screen wash pumps 8< fire 
protection sys, respectively. 

MCCARTHY, C. B. Southern California Edison Co. 84/06/08. DENTON, H, R 
Office of Nuclear Reactor Regulation, Director. 2pp. 25117:249. 
24X Fiche: 50-206, B4/06/08, 8406230300. 


— 8406250304 Application for Amend 120 to License DPR-13, con si sting ffi 
Proposed Changes 135 S< 136, revising Tech Specs re screen 
wash pumps & fire protection sys, respectively. 

MCCARTHY, C. B. Southern California Edison Co. 84/06/08. 15pp, 

25117:251. 24X Fiche: 50-206, 84/06/08, 8406250300. 
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aut 0 & 25030 7 Proposed Tech Specs re fire protection sys it fire protection 
surveillance to include newly installed fire protection 
as required by NRC. 

!! Southern California Edison Co. 84/06/08. 36pp. 25117:266. 

Fiche 50-206. 84/06/08, 8406250300. 


x,i803A5 Forwards safety evaluation of licensee re 
^* 37 , item II K. 2- 13/ “Th erma 1-Mechanical Rept. " Re 


° --stable. Findings studied as subset of Unresolved Safety 
9S A-45' m DHR " & A— 49 1 "Pressurized Thermal Shock. " 

* ® - rw flnerat: r nn Branrh S P4 /n/, /n O 


sponse to NUREG- 
sponse 


* ^tchFIEL-D. D Operating Reactors Branch 5. 84/06/13. 

California Edison Co. 3pp. 24967:155. 24X 

" ^ 50-206. 84/06/13, 8406180365. 


BASKIN, K. P. 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept," addressing over 76% of insp plan, 
per 840321 meeting it 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8406070271 Notification of 840607 meeting w/util,ORNL it Westinghouse in 
Forest Hills, PA to discuss steam generator insp data. 

MCKENNA, E. Operating Reactors Branch 5. 84/06/01. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 24742:332. 24X 

Fiche: 50-206. 84/06/01, 8406070271. 


04^3.30323 Clarifies & requests approval for alternative criteria in 
t e e areas re pipe support yield strength, mechanical 
ip»«ht anchor bolts & welded attachments to elbows. 
rt g='E>Ft}RD, M Q Southern California Edison Co. 84/06/14. 
rRli'TCHHELD' D. Operating Reactors Branch 5. 3pp. 24962:038. 24X 

p" cf , e: 50-206, 84/06/14, 8406180323. 


£><£*2^0021 Forwards further rev to inservice test program to delete 
R«3L ief Valves RV— 775A - RV775I in auxiliary coolant sys from 
procedure SOl-V-2. 15. 

xsyTM FQRD, M. O. Southern California Edison Co. 84/06/15. 
CRUTCHFIELD, D Operating Reactors Branch 5. 5pp. 25125:326. 24X 

Fic he: 50-206, 84/06/ 1 5, 8406250021 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/05. Consolidated Edison Co. of New 

York. Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406120206 Forwards ’•Surveillance Program for Flood Water Control 
Structures 8t Svc Water Reservoir, San Onofre Unit 1," per 
SEP Topic I I 1-3. C, "Inservice Insp of Water Control 
Structures. " 

MEDFORD, M. 0. Southern California Edison Co. 84/06/05. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 24890:047. 24X 

Fiche: 50-206, 84/06/05, 8406120206. 


0*210348 Notification of B40626 & 27 meetings w/util in San Diego 
Cot#nty,CA to discuss sys upgrades. NUREG-0737 requirements & 

$sf iP> status. Agenda end. 

F Operating Reactors Branch 5. 84/06/19. CRUTCHFIELD, D. 

Dp erating Reactors Branch 5. 4pp. 25054:337. 24X 

Fa Che 50-206,84/06/19, 8406210348. 


06SSO275 Requests addl info re Generic Ltr 83-28, Item 4.5, "Reactor 
Irip Sys Reliability," to complete review of 831128 
response. Info requested within 60 days of ltr receipt. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 84/06/20. B ASKIN, K. P. 

Southern California Edison Co. 4pp. 25179:063. 24X 

Fiche: 50-206, 84/06/20, 8406280275. 


Inspection reports, IE Bulletins it correspondence 


06*3:70102 Forwards IE Insp Repts 50-206/84-08, 50-361/84-11 8c 
50— C36*2/ 84—11 on 840307-16 «c 0330-0429 it notice of violation. 
Weaknesses exist in discipline exercised by instrument 
technicians performing routine equipment surveillance. 

B I Sf-iOP. T. W. Region 5, Office of Director. 84/05/23. BASKIN, K. P. 

Sou them California Edison Co. 2pp. 25175:301. 24X 

Fiche: 50-206, 84/05/23, 8406270102. 


8406050350 IE Info Notice 84—43, “Storage & Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

72pp. 25050:032. 24X Fi ch e: 50-000, 84/06/07, 8406050350. 


Q406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fich e: 50-000, 04/06/08, B4O6060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response CPost 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000,84/06/11, 8406000176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York. Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406000173. 


3406270108 Notice of violation from insp on 840307-16 & 0330-0429. 
CENTER. H. L. Region 5. Office of Director. 84/05/23. Ip. 
25175: 303. 24X Fi ch e : 50-206, 84/05/23, 8406270102. 


&404W270112 IE Insp Repts 50-206/84-08,50-361/84-11 St 50-362/84-11 on 
®^-0307— 16 St 0330— 0429. Violation noted: improper completion of 
m c|_<j ip merit control form for plant protection sys by 
instrument technician. 

CHAFFEE, A. E. , STEWART, J. P. , D'ANGELO, A. Region 5, Office of 
Director. 84/05/21. 23pp. 25175:304. 24X Fiche: 50-206, 84/05/23, 

6^06270102. 


15230319 IE Info Notice 94-39, "Inadvertent Isolation of Containment 
Sys. " Svc list end. 

JOf^fDAN, e. l. Division of Emergency Preparedness & Engineering 
*«^onst (Post 830103). 84/05/25. Consolidated Edison Co. of New 

fOT ‘ * ' r nc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 8405230319. 


152A0317 IE Info Notice 03-66, Supp 11, "Fatality at Argentine 
-JMt tcical Facility. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
response (Post B30103). 84/05/25. Consolidated Edison Co. of New 

f ® T * k * In *L 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


j^^j*0383 IE Info Notice 84^-40, "Emergency Worker Doses." Svc list 

®IOAN, E L. Division of Emergency Preparedness it Engineering 

on *« (Post 830103). 84/05/30. Consolidated Edison Co. of New 

** Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8403290383. 


Srdai!| 23 IE Inf ° Notic# S 4 “41' "IGSCC in BUR Plants." Svc list end. 
E ’ Division of Emergency Preparedness it Engineering 

cp o*t 030103). 84/06/01. Consolidated Edison Co. of New 

tnc - 100pp. 23050: 244. 24X Fiche: 50-000, 84/06/01, 0406010423. 


B406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. M Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness {(Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

Yot k , Inc. 122pp. 25049:033. 24X Fiche: 50-000, 04/06/ 15. 8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, '• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness {(Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fich e: 50-000, 84/06/ 18, 8406100353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness {(Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York. Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. “ Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25335:041. 24X Fiche: 30-000, 84/06/21, 0406190327. 


R. Periodic operating reports & related correspondence 


8406070220 Monthly operating rept for Apr 1984. W/840513 ltr. 
MAYWEATHER. L. I . , HAYNES. J. 0. Southern California Edison Co. 
84/04/30. 6pp. 24743:326. 24X Fiche: 30-206, 84/04/30, 8406070220. 


8406110229 Forwards preconcurrence monthLy mgt ltr for Kay 1984 re insp 
of operating reactors during major outage, 

WHITE, R.L. Lawrence Livermore Laboratory. TINA-0754. 84/06/01. 

JOHNSON, P. Region 5. Office of Director. Ip. 24871:205. 24X 

r iche: 50-206,84/06/01, 8406110229. 


— 8406110232 "Insp of Operating Reactors During Major Outages, " 
preconcurrence mgt ltr for May 1984. Attachment Ai listing 
monthly progress financial status through Apr 1984 end. 

WHITE, R. L. Laurence Livermore Laboratory. FIN A-0754. 84/05/31. 

JOHNSON, P. Region 5, Office of Director. 4pp. 24871:206. 24X 

Fiche: 50-206, 84/06/01 , 8406 1 10229. 


S. Reportable occurrences, LERs & related correspondence 


8404240322 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham 8< Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 
MUSELER* W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
MUSELER, W. J. Long Island Lighting Co. 84/04/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24182:236. 
24X Fiche: 50-000, 84/04/20, 8404240322. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fi c h e : 50-000, 84/06/01, 

8406120537. 


8406080174 Forwards suppl to “Emergency Diesel Generator Auxiliary 
Module Control Wiring ?< Termination Qua 1 i f i ca t ion Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 84/06/05. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 24858:160. 24X Fiche : 50-000, 84/06/05, 

8406080174. 


8406150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis, " “Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" & table of torsional loading due to 
pressure at 100% load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDEN ICK, B. M. , 

REPKA, D. A. Hearing Branch 3. 5pp. 24949:216. 24X i 

Fiche: 50-000, 84/06/07, 04061501 14. j 


— B4042403B2 "Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham St Grand Gulf Nuclear Power Stations. " 

* Failure Analysis Associates. FAAA-84-3-16. 84/04/19. 59pp. 

241 B2; 238. 24X Fiche: 50-000, 84/04/20, 8404240322. 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines it design review of 
Elliott Model 90G turbocharger used on TDI diesel 
generators. W/o ends. Related correspondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc.) Owners Group. DSB 361. 
84/03/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


8405300109 Forwards cover ltr transmitting rept on investigation of 
Types AF *« AE piston skirts. W/o end. Related c Drrespondenc e. 

BRITT, L. F. TDI (Transamerica Delaval, Inc.) Owners Group. 84/05/17. 

BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF & AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-84-2-14 DR FT. 84/05/31. 
115pp. 24668:206. 24X Fiche: 50-000, 84/05/17, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr St rept, "Evaluation 
of Emergency Diesel Generator Crankshafts at Shoreham 5c 
Grand Oulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. , 

REPKA, D. A. NRC - No Detailed Affiliation Given. 4pp. 24662: 001. 

24X Fiche. 50-000. 84/05/17, 8406060004. 


— 8406060021 Draft "Evaluation of Emergency Diesel Generator Crankshafts 
at Shoreham 8t Grand Gulf Nuclear Power Stations. " 

* Failure Analysis Associates. FAAA-84-3-16 DR FT. 84/05/09. 

38pp. 24662:005. 24X Fi che: 50-000, 84/05/17, 8406060004. 


8403300116 Forwards rept on design review of connecting rods for TDI 
DSRV-4 series diesel generator. W/o end. Related 
correspondence. 

BRITT, L. F. TDI (Transamerica Delaval, Znc. ) Owners Group. 84/05/18. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators." 

* Failure Analysis Associates. FAAA-84-3-14 DRFT, 84/05/15. 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 8405300116. 


8406050397 Informs that Rev 1 to LER B4-002 re occurrence involving 
Limiting Conditions for Operations 3.7 11(2) & 3.2. A(l) will 
be submitted by 840709, not 840529. 

HAYNES, U. G. Southern California Edison Co. 84/05/29. Record 
Services Branch (Document Control Desk), lp. 24804:338. 24X 

Fiche: 50-206, 84/03/29,8406050397. 


8406110312 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" it 
"Investigation of Types AF & AE Piston Skirts," final repts. 

BRITT, L. F. Long Island Lighting Co. 94/05/31. BORDENICK, B. M. , 
REPKA, D. A. NRC - No Detailed Affiliation Given. 4pp. 24866:001. 
24X Fiche: 50-000, 84/05/31, 8406110312. 


8406050364 Forwards two proprietary oversize drawings in response to 
BNWL request. Drawings withheld (ref 10CFR2. 790), per TDI 
Diesel Generator Owners Group 840323 application. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Trarfamerlca Delaval, Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 84/06/01_ DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director, 2pp. 24845:213. 24X Fiche: 50-000, 84/06/01, 

8406050364. 


— 8406150133 “Proposed Torsional St Lateral Critical Speed Ana 1 y s i a: Eng i n 
Numbers 74010/12 De lava 1-Enter pr i se Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000, 84/06/07, 8406150114. 


— 8406150 1 45 "Field Test of Emergency Diesel Generator 103 W/13xl3 
Crankshaft. " 

BERCEL, E. , HALL, J. R. Stone St Webster Engineering Corp. 84/04/30. 
192pp. 24949:228. 24X Fi ch e: 50-000, 84/06/07, 84061 501 1 4. 


8406130043 Board Notification 84-1 13: forwards TDI Diesel Generator 

Owners Group repts for review. f 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche : 50-000, 84/06/08, 

8406 130043. 


8406150227 Forwards calculations of plug weld end connec t ion s, fr i ction 
welded pushrad St preexisting longitudinal flaws on diesel > 

fuel injection line tubing, per commi tment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. , 
REPKA, D. A. Hearing Branch 3. 4pp. 24951:221. 24X i 

Fiche: 50-000, 84/06/1 1 , 84061 50227. J 

i 

f 

— 8406150238 Forwards calculations requested by BNWL re push rods & 

fuel oil injection tubing. } 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. RAY, C. L. [ 
Duke Power Co. 84/06/04. BERLINGER, C. Director's Office, Office 1 
of Inspection and Enforcement. 2pp. 24951:225. 24X I 

Fiche: 50-000, 84/06/11, 8406150227. [ 

i 

-—8406150259 "Fatigue Performance of Plug Weld End Connections." { 

HARRIS, D. 0. , SHUSTD, L . Failure Analysis Associates. 84/04/25. 

13pp. 24951:227. 24X Fi c h e : 50-000, 84/06/ 1 1 , 8406150227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod 
SHUSTO, L. Failure Analysis Associates. 04/03/26. 22pp. i 

24951:240. 24X Fiche: 50-000, 84/06/11, 8406130227. f 


— 8406150273 "Effect of Preexisting Longitudinal Flaws on Fitness of 

Diesel Fuel Injection Line Tubing for Svc." I 

ZILBERSTEIN, V. , SPRUNG, L. Stone St Webster Engineering Corp 
84/05/21. 52pp. 24951:262. 24X Fiche : 50-000, 84/06/ 1 1 , 84061502271 


S4061 50230 Forwards calculations requested by BNWL re push rods St I 
fuel oil injection tubing. ! 

RAY. C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/04. 1 

BERLINGER, C. Director's Office, Office of Inspection and f 

Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/11, 84061502381 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 23069:024. 24X Fi che: 50-000, 84/06/1 lx 

840620Q469. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring & Termination Qualification Review for 
TDI Diesel Generators. " 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY, C L 
Duke Power Co. 84/06/13. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 24954:268. 24X Fi c h e: 50-000, 84/06/13, 

8406150154. 
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8406060025 Notification of Significant License Meeting 84-48 on 840601 
ui/util in Berlin. CT to discuss findings observed during 
840512 annual emergency exercise. 

SMITH. R. H. Region 1. Office of Director. 84/05/25. Region 1. 
Office of Director. 2pp. 24665: 358. 24X Fiche: 50—213. 84/05/25. 

8406060025. 


8406110225 Forwards revised rept on status of compliance w/Rev 2 to 
Reg Guide 1. 97. per 840229 S< 0409 ltr s. Imp 1 ementation plans 
re Suppl 1 to NUREG-0737 also end. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL. W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W. G. Northeast Utilities. 84/05/31. MILLER. J. R. Operating 
Reactors Branch 3. CRUTCHFIELD. D. Operating Reactors Branch 5. 

27pp. 24871:058. 24X Fi che: 50-000, 84/05/31. 8406110225. 


8406120471 Confirms understanding that listed corrective actions re 
significant deficiencies observed during annual emergency 
exercise on B40512 will be c ompl eted, per 840601 meeting. 

Actions also apply to Millstone exercise in Oct 1984. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/05. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 3pp. 24892:102. 
24X Fiche: 50-213, 84/06/05, 8406120471. 


8406190605 Responds to 840203 lfcr re establishment of consolidated 
alternate location for certain emergency operation facility 
functions in corporate emergency operations ctr in Berlin, 

CT. Proposal acceptable. 

EISENHUT, D. G. Division of Licensing. 84/06/07. COUNSIL, W. G. 
Connecticut Yankee Atomic Power Co. COUNSIL. W. G. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 25027:355. 24X 

Fiche: 50-000, 84/06/07, B406190605. 


8406250302 Forwards orders confirming commitments from util 830415, 
0811,1128,1220,840131 U Apr 1984 ItTS on emergency response 
capab i 1 i ty . p er Suppl 1 to NUREG-0737 (Generic Ltr 82-331. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/12. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. COUNSIL, W. G. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp, 25118:322. 24X 

Fiche: 50-000, 84/06/12, 8406250302. 


— 8406250303 Order confirming licensee commitments on emergency response 
capab i 1 i ty, p er Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 

25118:328. 24X Fi ch e: 50-000, 84/06/12, 8406250302. 


— 8406250306 Order confirming licensee commitments on emergency response 
cap ab i 1 i ty , p er Suppl 1 to NUREG-0737 (Generic Ltr 82—33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Connecticut 
Yankee Atomic Power Co. 6pp. 25118:334. 24X 

Fiche: 50-000, 84/06/12, 0406250302. 


B406250344 Forwards revised Pages 10 & 11 to IE Insp Rept 50-213/84-10. 
Return of original pages & Annex A requested. 

MARTIN, T. T. Division of Engineering 8c Technical Programs. 84/06/15. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. Ip. 25115:108. 

24 X Fiche: 50-213, 84/06/15, 8406250344. 


— 8406250345 Revised Pages 10 & 11 to IE Insp Rept 50-213/84-10 re onsite 
fir* brigade leader 8c licensee post-exercise critique. 

* Region 1, Office of Director. 84/06/15. 2pp. 25115: 109. 24X 

Fiche: 50-213,84/06/15, 8406250344. 


8406280212 Provides App R evaluation status based on mutual 
understanding between NRC 8< nuclear industry. Suffic lent 
clarity achieved such that documentation currently being 
generated can be viewed as final. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W. G. Northeast Utilities. 84/06/18. VOLLMER, R. H. Division 
of Engineering. 2pp. 25179 : 252. 24X Fiche: 50-000, 84/06/ 18, 

B4O620O212. 


8406280107 Advises that 840111 Rev 10 to physical security plan 
consistent ui/provisions of 1OCFR50. 54( p ) & acceptable. 

MARTIN, T. T. Division Df Engineering it Technical Programs. 84/06/22. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 3pp. 251B0:339. 
24X Fiche: 50-213, 84/06/22, 8406280107. 


H. General correspondence 


8406180326 Requests rev to “carbon copy w/encls" listing for generic 
IE correspondence & correspondence originating from regional 
of c, ref lecting address change for recipient outside 
organization. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G, Northeast Utilities. 04/06/07. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. MURLEY, T. 
Region 1, Office of Director. 2pp. 24962:075. 24X 

Fiche: 50-000, 04/06/07, 84061B0326. 


8406180359 Requests rev to "carbon copy" listing for NRR correspondence 
to reflect change of address for outside recipient. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G. Northeast Utilities. 84/06/07. MILLER, J. R. Operating 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 

2pp. 24965:344. 24X Fic h e: 50-000, 84/06/07, 8406180359. 


J. Insurance 8t indemnity information 


8406190317 Forwards Endorsement 78 to NELIA Policy NF-151 St 
Endorsement 69 to MAELU Policy MF-39. 

SINISI, J. M. Marsh 8< McLennan, Inc. 84/06/13. SALTZMAN, J. D. 
Assistant Director for State St Licensee Relations. 3pp. 24984:355. 
24X Fiche: 50-213, 84/06/13, 8406190317. 


P. Operating license stage documents St correspondence 


8406080026 Application for amend to License DPR-61, consisting of 
proposed rev to Tech Specs re installation of four zirconium 
clad demonstration assemblies during Cycle 13 reload. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/05/25. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 248 38:045. 24X 

Fiche: 50-213, 84/05/25, 8406080026. 


— 8406080030 Proposed Tech Specs re installation of four zirconium clal 
demonstration assemb lies during Cycle 13 reload. 

* Connecticut Yankee Atomic Power Co. 84/05/25. 2pp. 24B58: 048. 
24 X Fiche: 50-213, 84/05/25, 84060B0026. 


84060B0100 Informs that surveillance of turbine stop St control valves 
will not be conducted until after Aug refueling outage, per 
SEP Topic III-4. B. Plant in extended coastdown mode St further 
reduction of power impractical. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/05/25. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 3pp. 24856:033. 24X 

Fiche: 50-213. 84/05/25, 0406080100. 


8406080140 Advises that cables for containment high-range monitors 
installed per NUREG-0737, Item II. F. 1. 3 defective & cable 
connectors improperly ins tal led. Permanent repairs will be 
made during 19B4 refueling outage. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/05/25. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 24858:036. 24X 

Fiche: 50-213, 84/05/25, 8406080140. 


8406080233 Justifies continued efforts to license & use NUFRAP fuel 
performance computer program in licensing app 1 ications. 

Program unique in design as best-estimate predictor of fuel 
p erf ormance. Chang e in plans would be costly. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/05/25. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 24855:251. 24X 

Fiche: 50-213, 84/05/25, 8406080233. 


8406110248 Suppls 821220 response to Generic Ltr 82-16 re need for 
Tech Specs concerning NUREG-0737, I tern II. K. 3. 3, "Reporting 
Requirements for Safety & Relief Valve Failures. " No 
additions to Tech Specs warranted. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, W.G. Northeast Utilities. 84/05/30. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 24868: 127. 24X 

Fiche: 50-000, 84/05/30, B406U0248. 


8406120383 Application for amend to License DPR-61 , incorp ora t 1 ng Tech 
Spec Section 4.3. re core cooling sys periodic testing 
permitting relaxed testing requirements. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/05/31. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24893:016. 24X 

Fiche: 50-213, 84/05/31, 8406120383. 


— 8406120389 Proposed Tech Spec Section 4.3 re core cooling sys peribdi 
testing, permitting relaxed testing requirements. 

* Connecticut Yankee Atomic Power Co. 84/05/31. 2pp. 24093: 01?. 
24X Fiche: 50-213, 84/05/31,8406120383. 


8406070235 Forwards safety evaluation re proposed post-accident 
sampling sys. Post-accident sampling sys meets all criteria 
of NUREG-0737, Item II. B. 3 8, SRP (NUREG-0800 > . Sy s acceptable. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/05. COUNSIL, W, 4- 

Connecticut Yankee Atomic Power Co. 7pp. 24745; 152. 24X 

Fiche: 50-213, 84/06/05, 8406070235. 


8406190258 Forwards draft Rev 6 to QA program topical rept. 

COUNSIL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). 84/06/08. MURLEY, T. E. Region 1, Office of Director. 
9pp. 24986:201. 24X Fi c h e: 50-000, 84/06/08, 8406 190258. 


— 8406190260 Draft Rev 6 to GA program topical rept. 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 
64/06/08. 133pp. 24986:210. 24X Fich e : 50-000, 84/06/08, 

8406190258. 
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8406210011 Notifies that absence of formal submi tta 1 , requ es t ing Tech 
Specs on limiting overtime p o 1 ic y » canno t be reviewed or 
approved. Commitment to propose suitable Tech Specs should be 
provided, with in 15 days of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 04/06/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
25071:317. 24X Fiche: 50-000, 84/06/1 1, 840621001 1 . 


8406100196 Forwards SER re NUREG-0737, Item II. K. 2. 13. "Thermal- 
Mechanical Rept. " Info demonstrates vessel integrity 
maintained. Resu Its based on findings related to Unresolved 
Safety Issues A-49 & A-45. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/13. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. 12pp. 24967:245. 24X 

Fiche: 50-213, 84/06/13, 8406180196. 


8406280017 Responds to questions on small break LOCA eva 1 ua t i on, p er TMI 
Action Item II. K. 3. 30. "Calculati ve Method for NU Small 
Break LOCA ECCS Evaluation Model" will be submitted by 
840731. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/06/19. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 25180:330. 24X 

Fiche: 50-213, 84/06/19, B406280017. 


8406200223 Forwards request far addl info re Generic Ltr 83-2B, Item 
4.3, "Reactor Trip Sys Reliability." Response requested 
within 60 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/20. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. 4pp. 23179:090. 24X 

Fiche: 30-213, 84/06/20, 8406280223. 


8406290138 Informs of plans to perform reduced duration integrated 
containment leak rate test during 1984 refueling outage 
scheduled to begin in late Jul.per Topical Rept BN-TOP-1. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/06/20. 

CRUTCHFIELD, D. Operating Reactors Branch 3. Ip. 25198:209. 24X 

Fiche: 30-213, 04/06/20, 8406290158. 


Q. Inspection reports, IE Bulletins & correspondence 


B403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 30-000, 84/03/23, 8403230319. 


B40 32403 17 IE Info Notice B3-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 127pp. 24800:103. 24X Fi c h e : 30-000, 84/03/23, 8403240317. 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co, of New 

York, Inc. 122pp. 24879:342. 24X Fi c he : 30-000, 84/03/30, 8403290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end, 
JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 23030:244. 24X Fiche: 30-000, 04/06/01, 8406010423. 


8406030012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of New 

York, Inc. 120pp. 23030:124. 24X Fiche: 30-000, 84/06/03, 8406030012. 


8406030330 IE' Info Notice B4— 43, "Storage St Handling of Qpthalmic Beta 
Radiation Applicators, " Svc list end. 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
830103), 84/06/07. Consolidated Edison Co, of New York, Inc. 

92pp. 25030: 032. 24X Fiche: 30-000, 84/06/07, 8406030330. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830203). 0 4/06/08, Consolidated Edison Co, of New 

York, Inc, 120pp. 23049:273. 24X Fiche: 30-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument' Sensing Lines, M Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response fPost '030103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 23049: 001. 24X Fiche: 30-000, 84/06/11, 8406080176. 


8406290463 Forwards IE Insp Repts 50-213/84-08,50-245/84-10, 
50-336/04-11 fc 50-423/84-07 on 840423-26. No violations 
noted. 

MARTIN, T T. Division of Engineering St Technical Programs. 84/06/11. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2 pp. 23211:299. 24X Fiche: 50-000, B4/06/1 1, 8406290463. 


— 8406290474 IE Insp Repts 30-213/84-08,50-243/84-10,30-336/84-11 St 
30-423/84-07 on 840423-26. No violations noted. Major areas 
inspected: Qa requirements for design, const 8< operation 
of sys St components. 

PAOLINO, R. J. , ANDERSON, C. J. Region 1, Office of Director. 
84/06/07. 3pp. 23211:301. 24X Fic he: 30-000, 84/06/ 1 1 . 8 4062 90463. 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:134. 24X Fi c he : 30-000, 84/06/ 13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc 122pp. 23049:033. 24X Fiche: 30-000, 84/06/ 13, 8406130315. 


8406230344 Forwards revised Pages 10 8, 11 to IE Insp Rept 30-213/84-10. 
Return of original pages 8< Annex A requested. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/06/13. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. Ip. 23113:108 
24X Fiche: 30-213, 84/06/13, 8406230344. 


— 8406230343 Revised Pages 10 St 11 to IE rnsp Rept 30-213/84-10 re onsite 
fire brigade leader & licensee post-exercise critique. 

* Region 1, Dffice of Director. B4/06/13. 2pp, 23113:109. 24X 

Fiche: 30-213, B4/06/13, 8406230344. 


8406100333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 110pp. 23336:043. 24X Fich #: 30-000, 84/06/ 18, 0406100333 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post B30103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 110pp. 23333:206. 24X Fiche: 30-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-30, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR30, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness !t Engineering 
Response (Post 830103). 04/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23333:041. 24X Fiche: 30-000, 84/06/21, 0406190327. 


S, Reportable occurrences, LERs & related correspondence 


8406230294 LER 84-004-00: on 840413, post-insta 1 lation insp of plant 
design change revealed inoperable penetration fire barrier 
located in data logger in control room. Caused by personnel 
error. Personnel will be instructed. W/84061S ltr. 

SILBERGUIT, G. J. , GRAVES, R. H, Connecticut Yankee Atomic Power Co. 
S4/03/04. 3pp. 23117:246. 24X Fiche: 30-213, 84/05/04, 8406230294. 


8406010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840311, Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/03/22, Director's Office, 
Office of Inspection and Enforcement. 3pp. 24736:349. 24X 

Fiche: 30-000, B4/03/22, 0406010313, 


8406230204 Revised LER B3-003/03L-2: on 030122, during auxiliary feed 
pump flow capacity surveillance test, flow from pump 1A 
measured below Tech Spec level. Caused by steam supply relief 
valve lifting prematurely. Valve replaced. W/B40613 ltr. 

TEST, R. Z. , GRAVES, R. H. Connecticut Yankee Atomic Power Co. 
84/06/19. 3pp. 23120:321. 24X Fiche: 30-213, 04/06/19, 8406230204. 


DOCKET 30-219 OYSTER CREEK NUCLEAR PDWER PLANT 


F. Security, medical, emergency & fire protection plans 


8406120111 Forwards implementation p lan, inc lud ing verification & 
validation plan for safety parameter display sys, per Suppl 1 
to NUREG-0737. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/06. 

EISENHUT , D, G. Division of Licensing. 13pp. 24888:241 24X 

Fiche: 30-219, 04/06/06, 8406120111. 
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84062S02B3 Forwards order confirming licensee commitments re 
PjOst—TMI— related items; per Suppl 1 to NUREG-0737, 

"Requirements for Emergency Response Capability" & Generic 
Ltr 82-33 based on util 830415,0718,840309 & 0409 ltrs. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/12. FIEDLER, P. B. 

General Public Utilities - GPU Service Corp. 5pp. 25119:162. 24X 

Fiche: 50-219, 84/06/12, 8406250283. 


— 8406250297 Order confirming licensee commitments re emergency response 
capab i 1 i ty , p er Suppl 1 to NUREG— 0737 (Generic Ltr 82—33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. General Public 
Utilities - GPU Service Corp. 6pp. 25119: 167. 24X 

Fiche: 50-219, 84/06/12, 8406250283. 


8406210500 Notification of Significant Licensee Meeting 84-55 on 840618 
ui/util in Valley Forge, PA to discuss emergency preparedness 
interface 

CRDCKER , H. Region 1, Office of Director. 84/06/14. Region 1, 
Office of Director. 2pp. 25093:270. 24X Fi che: 50-219, 84/06/14, 

8406210500. 


8406270050 Forwards revised pages to Rev 14 to security plan. Revised 
pages withheld (ref 10CFR73. 21). 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/15. 

MARTIN, T. T. Division of Engineering 8c Technical Programs. Ip. 
25159:336. 24X Fiche: 50-219, 84/06/15, 8406270050. 


P. Operating license stage documents 8c correspondence 


8406010270 Resubmits 840501 request for amend to License DPR-16, 
consisting of Tech Spec Change 122 re marine woodborer 
exposure panels & environ monitoring instrumentation. 

FIEDLER, P.B. General Public Utilities - GPU Service CoTp. 84/05/25. 

Office of Nuclear Reactor Regulation, Director. Ip. 24753: 167. 
24X Fiche: 50-219, 84/05/25, 8406010270. 


8406050094 Forwards responses to 840514 questions re util request to 
expand spent fuel pool capacity. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/05/30. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 24839:215. 24X 

Fiche: 50-219, 84/05/30, 8406050094. 


8406050396 Forwards updated schedule of submittal dates for remaining 
SEP topic evaluation items, per 830810 transmittal of 35 
items requiring refined engineering analyses or continued 
evaluations. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/05/31. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24843:350. 24X 

Fiche: 50-219, 04/05/31, 8406050396. 


S406050446 Forwards "Mode Switch Summary " table identifying mode switch 
contact S< procedures testing associated logic channel, per 
SEP Topic VI-10A, "Testing of Reactor Trip Sys & ESF, 

Including Response Time Testing. " 

FIEDLER, P.B. General Public Utilities -GPU Service Corp. 84/05/31. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 5pp. 24842:316. 24X 

Fiche: 50-219, 84/05/31, 8406050446. 


8406040200 Forwards request for addl info re high density spent fuel 
rack design & analysis for evaluation of spent fuel pool 
expansion. Repsonse required by 840608. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/01. FIEDLER, P.B. 

General Public Utilities - GPU Service Corp. 7pp. 24795:360. 24X 

Fiche: 50-219, 84/06/01, B406040200. 


8406070274 Notifies that adequate administrative & engineering controls 
will be used for torus mods concurrent w/reactor refueling 
such that work cannot be construed to fall in either 
Category 2(d) or <f),per 840203 ltr. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/06/01. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 24742:342. 24X 

Fiche: 50-219, 84/06/01, 8406070274. 


8406110186 Forwards addl info requested by 840424 ltr re spent fuel 
pool expansion. Spent fuel pool cooling sys described in 
Section 5.0 of Amend 7B to final design SAR. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06/04. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 22pp. 24872:053. 24X 

Fiche: 30-219, 84/06/04, B4061 10186. 


8406130135 Comments on requested mods to SEP Topic VI-7. A. 3 re ECCS 
actuation sys. Testing of emergency condenser logic trains 
& related components already required by Tech Specs. No 
Tech Spec mod required. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/04. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Qpp. 24912:305. 24X 

Fiche: 50-219, 84/06/04, 8406130135. 


8406150068 Forwards eva 1 ua t ion , w/supp ort ing documentation, re radwaste 
overboard discharge piping maint incident referred to in NRC 
840510 ltr. No programmatic deficiencies exist amongst depts 
involved & corrective ac t i on s , ta k en expeditiously. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/06. 

STAROSTECKI, R. Division of Project & Resident Programs. 66pp. 
24944:001. 24X Fi c h e : 50-219, 84/06/06, 84061 50068. 


8406150153 Application for amend to License DPR-16, cons i s t in g of 
Tech Spec Change Request 120 re plant engineering 
organization. Fee end. 

FIEOLER, P.B. General Public Utilities - GPU Service Corp. 84/06/08. 

Office of Nuclear Reactor Regulation, Director. 7pp. 24950:346. 
24X Fiche: 50-219, 84/06/00, 8406150153. 


— 8406150157 Proposed Tech Spec re plant engineering organization. 

* General Public Utilities - GPU Service Corp. 84/06/08. 18pp. 

24950:352. 24X Fi ch e : 50-2 19, 84/06/08, 84061 50 1 53. 


6406100252 Application for amend to License DPR-16, revi s i ng inservice 
insp & inservice testing requirements of Section 4.3 to 
reflect NRC recommended wording for r equ irements. Cert i f i ca te 
of Svc end. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/08. 

Office of Nuclear Reactor Regulation, Director. 5pp. 24964:107. 
24X Fiche: 50-219. 84/06/08, 8406180252. 


— 8406180254 Proposed Tech Spec revising inservice insp & inservice 
testing requirements of Section 4.3 to reflect NRC 
recommended wording for requirements. 

* General Public Utilities - GPU Service Corp. 84/06/08. 7pp. 
24964:112. 24X Fich e; 50-219, 84/06/08, 8406180252. 


8406190197 Forwards responses to 840601 questions re util request to 
expand spent fuel pool capacity. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06/13 
CRUTCHFIELD, D. Operating Reactors Branch 5. 10pp. 24981:006. 24X 

Fiche: 50-219, 84/06/13, 8406190197. 


B40619036B Forwards responses to questions forwarded by 840326 ltr re 
request to expand capacity of spent fuel pool. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06/13. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24983:123. 24X 

Fiche: 50-219, 84/06/13, 8406190368. 


8406210323 Requests notification of any unapproved methodology in 
NUREG— 0661 used in determining if setpoint logic changes 
needed to reduce water clearing thrust loads associated 
w/second safety relief valve actuations. 

LYONS, U. E. Operating Reactors Branch 5. 84/06/15. FIEDLER, P.B. 

General Public Utilities - GPU Service Corp. 3pp. 25054:301. 24X 

Fiche: 50-219, 84/06/15, 8406210323. 


8406220243 Informs that response to Item 1 of 840509 ltr, requiring 
justification for continued operation be thoroughty reviewed 
prior to certifying no significant degradation of safety 
function, wi 1 1 be submitted by 840901. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/15. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp, 25081:338. 24X 

Fiche; 50-219, 84/06/15, 8406220243. 


B406220147 Forwards SER supporting safety S< relief valve testing. Info 
demonstrated ability of RCS relief & safety valves to 
function under expected operating conditions for design-base 
transients. NUREG-0737, I tern II. D. 1 complete. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/19. FIEDLER, P. S. 

General Public Utilities - GPU Service Corp. 18pp. 25089.001 24x 

Fiche: 50-219, 84/06/19, 8406220147. 


840 6260407 Forwards Amend 73 to License DPR-16 & safety evaluation. 
Amend authorizes changes to Tech Specs re long-term scram 
sys reliability prior to restart from current Cycle 10 
refueling outage. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/20. FIEDLER, P.B, 

General Public Utilities - GPU Service Corp. 4pp. 25152- 254 24X 

Fiche: 50-219, 84/06 /20, 8406260407. 


— 8406260413 Amend 73 to License DPR-16, authori z ing changes to Tech Spt, 
re long-term scram sys reliability prior to restart from 
current Cycle 10 refueling outage. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/20 9pp 

25152:258. 24X Fi ch e: 50-219, 84/06/20, 8406260407. 


— 8406260417 Safety evaluation supporting Amend 73 to License DPR-16. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20 3po 
25152:267. 24X Fi c h e : 50-219, 84/06/20, 8406260407. 
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Q. Inspection reports* IE Bulletins it correspondence 


8406010290 Forwards IE Readiness Assessment Team Insp Rept 50-219/84-09 
on 840326-30 L 0402 8< 03 & notice of violation. 

STAROSTECKI. R. Division of Project it Resident Programs. 84/05/15. 
FIEDLER, P. B. General Public Utilities - GPU Service Corp. 2pp. 
24755:127. 24X Fiche: 50-219, 84/05/15, 8406010290. 


— 8406010293 Notice of violation from insp on 840326-30 it 0402 it 03. 

* Region 1, Office of Director. 84/05/15. 3pp. 24755:129. 24X 

Fiche: 50-219, 84/05/15, 8406010290. 


— 8406010298 IE Readiness Assessment Team Rept 50-219/84-09 on 840326-30 
& 0402 & 03. Violations noted : fa i lure to implement 10CFR50, 

App B, Criterion III in areas of design contra 1 . insta 1 lat i on, 

QC insp it document control. 

COWOILL, C. , BATEMAN, W. , BLOUGH, R. Region 1, Office of Director. 
84/04/30. 26pp. 24755:132. 24X Fi che : 50-219, 84/05/15, 8406010290. 


8406010304 Forwards IE Insp Rept 50-219/84-07 on 840308. No violations 
observed. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/05/17. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 3pp. 
24755:162. 24X Fiche: 50-219, 84/05/17, 8406010304. 


— 0406010309 IE Insp Rept 50-219/34-07 on 840308. No violations 
identified. Major areas ins p ec ted : act l vi t i es associated w/ 
torus shell thickness, 

RAVAL, J.H, , COWOILL, C. J. , DURR, U. P. Region 1, Office of Director. 
84/05/01. 7pp. 24755:165. 24X Fiche: 50-219, 84/05/17, 8406010304. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/05/25, Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi che : 50-000, 84/05/25, 840324031 7. 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. ' 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi che : 50-000, 84/05/30, 8405290303. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi che : 50-000, 04/06/01 , 8406010423. 


8406070294 Request* extension for response to Generic Ltr 84-11, "Insp 
of BWR Stainless Steel Piping, " to 840715 due to discovery 
of 27 isolation condenser sys welds outside containment 
possessing crack-lik* ultrasonic indications. 

FIEDLER, P. B, General Public Utilities - GPU Service Corp. 84/06/01. 

EISENHUT, D, 0. Division of Licensing. Ip. 24746:217. 24X 

Fiche: 50-219, 04/06/01, 8406070294. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Bpecs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (post 030103), 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi che : 50-000, 04/06/05, 8406050012. 


8406050350 IE Info Notice 04-43, "Storage it Handling of Opthalmic Beta 
Radiation Appiloaitors, " Svc list end. 

GRACE, J, N. Division of QA, Safeguards St Inspection programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050; 032. 24X Fi che: 50-000, 84/06/07, 0406050350. 


8406060336 IE Tnfp Notice 84-44, "Environ Qual if ication Testing of 
Roc kb es tps Cabinet* " Svc list end. 

JORDAN, E. U Division of Emergency Preparedness S* Engineering 
Response (Post 6301039. 84/06/08. Consolidated Edison Co. of New 

York, Inc. l20p|L 25049:273. 24X Fiche: 50-000, 04/06/00, 0406060336. 


8406150040 Rrke t(9 ■ NRC 821220 request for addl info re response to 
IE Bulletin 81^03 bn flow blockage of cooling water by 
mussel St Asiat^ tlftfl), Emergency svc water pump 8< piping 
inspect ad .No .f Flea n t blockage detected. 

FIEDLER, P*ir Public Utilities - GPU Service Corp. 84/06/08. 

Director's Office, Office of Inspection and Enforcement. 3pp. 
24944:217. 50-219, 04/06/08, 0406150040. 


8406180252 Application for amend to License DPR-16, revi s ing inservice 
insp & inservice testing requirements of Section 4.3 to 
reflect NRC recommended wording for requi rements. Certi f ica te 
of Svc end. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06/08. 

Office of Nuclear Reactor Regulation, Director. 5pp. 24964:107. 
24X Fiche: 50-219, 84/06/08, 8406180252. 


— B4061Q0254 Proposed Tech Spec revising inservice insp St inservice 
testing requirements of Section 4.3 to reflect NRC 
recommended wording for requirements. 

* General Public Utilities - GPU Service Corp. 84/06/08. 7pp. 
24964:112. 24X Fich e : 50-21 9, 84/06/08, 8406180252. 


B4060B0176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi che : 50-000, 84/06/ 1 1, 84060B0176. 


8406150001 Notification of 840620 meeting w/util in Bethesda,MD to 
discuss pipe cracking in isolation condenser sys in areas of 
insp, d iagnosis it repair & response to Generic Ltr 84-11. 

LOMBARDO, J. L. Operating Reactors Branch 5. 84/06/12. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24943:096. 24X 

Fiche: 50-219, 04/06/12, 8406150001. 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi c he : 50-000, 84/06/ 13, 8406080173. 


B4Q613Q31 5 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 15, 8406130315. 


B406180353 IE Info Notice 04-40, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. U8pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061B0360. 


8406190327 IE Info Notice 84-50. "Clarif icati on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


8406260287 Forwards response to NRC 831207 request for addl info re 
NUREG-0737, Item II. B. 2, "Design Review of Plant Shielding," 
per IE Insp Rept 50-213/83-13. Addl shielding studies will be 
completed by Sept 1984. 

FIEDLER, P.B. General Public Utilities - GPU Service CoTp. 84/06/21. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 25130:068. 24X 

Fiche: 50-219, 84/06/21, 8406260287. 


R. Periodic operating reports it related correspondence 


8406070002 Monthly operating rept for Apr 1984. W/ 8403 14 ltr. 

BARAN, R. < FIEDLER, P.B. General Public: Utilities - GPU Service Corp. 
84/04/30. 9pp. 24748:007. 24X Fiche; 30-219, 84/04/30, 8406070002. 


8406280133 Forwards "Study of Woodborer Populations re Oyster Creek 
Generating Station, Dec 1982 - Nov 19B3. " 

FIEDLER, P.B. General Public Utilities - GPU Service Corp, 84/03/29. 

MURLEY, T. E. Region 1, Office of Director. Ip. 23193:348. 24X 

Fich*: 30-219,84/03/2?, 8406280133. 


— 8406280148 "Study of Woodborer Populations re Oyster Creek Generating 
Station, Dec 1982 - Nov 1983. " 

HILLMAN, R. E, , BELMORE, C. I, , MCGRATH, R. A. Battelle New England 
Marine Research Laboratory. 83/11/30. 144pp. 25193:350. 24X 

Fi che: 30-21 9, 84/03/29, 84062801 33, 


0406190234 “NPDES Discharge Monitoring Rep t, May 1984., " W/840608 ltr. 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/05/31. 

GABION, J, New Jersey, State of. 8pp. 24986:193. 24X 

Ficfia: 30-219, 84/03/31, 8406190254. 
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8406210365 Forwards "Progress Rept for 36th Quarter on Study of 
Woodborer Populations in Relation to Oyster Creek Nuclear 
Generating Station. " 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/06/13. 

HURLEY, T. E. Region 1, Office of Director. Ip. 25055:010. 24X 

Fiche: 50-219, 84/06/13. B406210365. 


— 8406210370 "Progress Rept for 36th Quarter on Study of Woodborer 
Populations in Relation to Oyster Creek Nuclear Generating 
Station. " 

HILLMAN, ft. E. , BELMORE, C. I. Battel le New England Marine Research 
Laboratory. 84/04/30. 23pp. 25055:012. 24X 

Fiche: 50-219. 84/06/13, 8406210365. 


S. Reportable occurrences, LERs & related correspondence 


8406050301 LER 84-006-00: d uring 1983, blast cleaning of torus structure 
components revealed areas of corrosion pitting St missing 
fillet u/elds on ring girders. All irregularities repaired. 

W/84053 1 Itr. 

HIGUERA, M. , FIEDLER. P.0. General Public Utilities - GPU Service 
Corp. 84/05/31. 5pp. 24838:311. 24X Fiche: 50-219, 84/05/31, 

8406050301. 


B406140031 LER 84-010-00: on 840510, for number of iterations, fuel pool 
gates moved over irradiated fuel bundles in violation of 
Tech Spec. Caused by procedural error. Hand 1 ing procedure will 
be revised. W/840608 itr. 

FANOK, D. M. , FIEDLER, P. B. General Public Utilities - GPU Service 
Corp. 84/06/08. 4pp. 24925:359. 24X Fic h e: 50-219, 84/06/08, 

B40614Q051. 


8406150056 LER 84-008-00: on 840326, dry tube associated w/intermediate 
range monitor 12 appeared bent near upper core grid. Cause 
unknown. All dry tube assemblies will be replaced prior to 
reactor s tar tup. W/B40608 lfcr. 

SHARMA, H. S. , FIEDLER, P. B. General Public Utilities - GPU Service 
Corp. 84/06/08. 3pp. 24943:044. 24X Fic he : 50-219, 84/06/08, 

8406130056. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406150026 Forwards IE Insp Rept 50-220/84-06 on 840424-27. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/05/31. 

RHODE, G. K. , SEIBERT. C. R. Niagara Mohawk Power Corp. 2pp. 

24944:296. 24X Fiche: 30-220, 84/05/31, 8406150026. 


—8406150030 IE Insp Rept 50-220/84-06 on 840424-27. No violations noted. 
Major areas inspected: administrative control of combustibles 
& ignition sources, fire brigade training & periodic insp of 
QA audits. 

PULLANI, S. V. , KRASOPOULOS, A. , ANDERSON, C. J. Region 1, Office of 
Director. 84/05/29. Upp. 24944:298. 24X Fiche: 50-220, 84/05/31. 

9406150026. 


8406200389 Forward* trip rept summarizing 840227-29 meetings w/licensee 
re Suppl 1 to NUREG-0737 ft TMJ Item 1. D. 1, "Detailed Control 
Room Design Review" St Item 1. D. 2, "Safety Parameter Display 
Sys. " 

HERMANN, R. A. Operating Reactors Branch 2. 84/06/04. HOOTEN, B. G. 

Niagara Mohawk Power Corp. 5pp. 25066:322. 24X 

Fiche: 50-220, 84/06/04, 8406200389. 


8406120419 Provides addl info re remote shutdown sys. Mods performed 
during recirculat ion. pip ing replacement outage resolved 
single failure condition. Proposed Tech Specs for remote 
shutdown panels transmitted on 840301. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/05. VASBALLO, D. B. 
Operating Reactors Branch 2. Ip. 24891:034. 24X 

Fiche: 30-220, 84/06/03, 8406120419. 


8406120372 Forwards "Evacuation Travel Time Estimate for JA 
Fitzpatrick /Nine Mile Point Emergency Planning Zone." Rept 
will be incorporated into Nine Mile Point Unit 2 emergency 
procedure at future date. 

MANGAN, C. V. Niagara Mohawk Power Corp. 34/06/07. SCHWENCER, A. 
Licensing Branch 2. Ip. 24895:165. 24X Fiche: 50-000, 84/06/07, 

8406120372. 


— B40 6 120377 "Evacuation Travel Time Estimate for JA Ft tzpatrick/Nine 
Mile Point Emergency planning Zone." W/two oversize charts. 
Aperture cards are available in PDR. 

* Parsons, Brinkerhoff, Quada & Douglas, Inc. 84/05/31 152pp 

24893:166. 24X Fich e: 50-000, 84/06/07, 8406120372. 


8406250260 Forwards order confirming licensee commitments on emergency 
response capability. 

VASSALLD, D. B. Operating Reactors Branch 2. 84/06/12. RHODE, G. K. 

Niagara Mohawk Power Corp. 2pp. 25138:344. 24X 

Fiche: 50-220, 84/06/12, 8406250260. 


— 8406250263 Order confirming licensee commitments on emergency response 
capab i 1 ities. Licensee schedule will provide timely upgrading 
of emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Niagara Mohawk 
Power Corp. 6pp. 25138:346. 24X Fiche: 50-220, 84/06/12, 

8406250260. 


8406210335 Revs to emergency plan & procedures %>. emergency plan maint 
pr ocedur e, incl uding Rev 5 to EPP-14, "Emergency Access 
Control, " Rev 0 to EPMP-6, "Maint of Corporate Emergency. . . " 

& Rev 0 to EPMP-7, "Siren Sys False...." W/84061S Itr. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/15. 22pp. 2 50 5 5:323. 

24 X Fiche; 50-220, 84/06/15, 8406210335. 


J. Insurance St indemnity information 


8406120339 Forwards Endorsement 87 to NELIA Policy NF-161 , amend ing 
Endorsement 83 to reflect return premium. 

RUSHMDRE, J. W. Niagara Mohawk Power Corp. 84/06/06. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 2pp. 248 94:163. 
24X Fiche: 50-220, 84/06/06, 8406120339. 


8406120507 Forwards Endorsement 72 to MAELU Policy MF-46, amend ing 
advance premium to std premium, 

RUSHMORE, J. W. Niagara Mohawk Power Corp. 84/06/06. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 2pp. 24B92: 031. 
24X Fiche: 50-220, 84/06/06, 8406120507. 


P. Operating license stage documents & correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear rea c tor s, a 1 lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information & Resource Service. 11pp. 24851:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070191 Submits info for project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer valid & must be redone. Comp 1 eti on of 
review awaits receipt of corrected ECCS analysis, 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030) 
lp. 24852:022. 24X Fi ch e : 50-000, 84/03/ 1 9, 8406070106. 


8404230275 Forwards SER re BWR Owners Group 810331 response to NUREG- 
0737, Item II. K. 3. 16, "Reduction of Challenges ?< Failures of 
Relief Valves - Feasibility Study $< Sys Mod." Requests 
update to previous response within 60 days of Itr receipt. 

VAS5ALLD. D. B. Operating Reactors Branch 2. 84/04/04. RHODE, G. K. 

Niagara Mohawk Power Corp. 13pp. 24187:018. 24X 

Fiche: 50-220, 84/04/04, 8404230275. 


8406210439 Forwards safety evaluation supporting NUREG-0737, Item 
III.D. 3. 4, "Control Room Habitability." Design acceptable. 

Item closed. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/21. HOOTEN, B Q 

Niagara Mohawk PoweT Corp. 5pp. 25094:336. 24X 

Fiche: 50-220, 84/05/21, 8406210439. 


8406010155 Requests fee for review of 800502 application re proposed 
inservice insp program & relief from certain ASME Cod® 
requirements within 13 days of Itr receipt. 

MILLER, W. 0. License Fee Management Branch. 84/05/23. RHODE, 0 K 

Niagara Mohawk Power Corp. lp. 24762:314. 24X 

Fiche: 50-220, 84/05/23, 8406010155. 


8406040107 Informs that SER conclusions unchanged by addl info re Amend 
63 to License DPR-63. Alternatives to long-term surveillance 
program for Boraflex would be handled as separate action. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/24. MANGAN, C V 

Niagara Mohawk Power Corp. 3pp. 24845:347. 24X 

Fiche: 50-220,84/05/24, 8406040107. 


8406210081 Forwards Amend 62 to License DPR-63, safety evaluation & 
technical evaluation rept. Amend adds limiting conditions for 
operation, surveillance requirements & changes bases for 
protective relaying. 

HERMANN, R. A. Operating Reactors Branch 2, 84/03/24. RHODE, G. K, 

Niagara Mohawk Power Corp, 2pp. 25114:317, 24X 

F i c h e : 50-220, 84/05/24, 840621 0081 . 
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— B4062100S3 Amend 62 to License DPR-63, add ing limiting conditions for 
op eTa t i on r survei 1 lane e requirements 8t changing bases for 
protective relaying. 

VASSALLO/ D. B. Operating Reactors Branch 2. 84/05/24. 7pp. 

25114:319. 24X Fi ch e : 50-220, 84/05/24, 8406210031 . 


— B 406210086 Safety evaluation supporting Amend 62 to License DPR-63. 

* Office of Nuclear Reactor Regulation, Director. 84/05/24. 2pp. 
25114:326. 24X Fiche: 50-220, 84/05/24, 8406210081. 


— 8404180171 "Monitoring of Electric Power to Reactor Protection Sys 
for Nine Mile Point Nuclear Station, Unit 1," technical 
evaluation rept. 

SELAN, J. C. Lawrence Livermore Laboratory. FIN A-0250. 

UC ID— 20037. 84/03/16. NRC - No Detailed Affiliation Given. 

10pp. 25114:328. 24X Fi c h e : 50-220, 84/05/24, 84062100B1 . 


8406030383 Responds to 840319 St 0417 requests re containment purge 
valves. Valve supplier confirmed design criteria used to 
fabricate valves, valve internals St external hardware. Va lve s 
to be modified to limit disc travel time to 14 s. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/05/30. VASSALLO, D. B. 
Operating Reactors Branch 2. 12pp. 24845: 107. 24X 

Fiche: 50-220, 84/05/30, 8406030383. 


8406040135 Informs of extension until 840630 for response to Generic 
Ltr 83-36. Extension necessary to accommodate site operations 
review committee activities associated w/final phases of 
current refueling outage. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/05/31. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24796: 30B. 24X 

Fiche: 30-220, 84/03/31, 8406040135. 


8406040278 Advises that NDE on CRD housing assemblies will be 
implemented during next scheduled refueling outage. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/05/31. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24793:350. 24X 

Fiche: 30-220, B4/05/31, 8406040278. 


8406070290 "Nine Mile Point Unit 1 Equipment Qualification Program. " 
W/B40531 ltr. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/03/31. VASSALLO, D. B. 
Operating Reactors Branch 2. 200pp. 24742:070. 24X 

Fiche: 30-220, 84/03/31, B406070290. 


B406130286 Forwards amend fee, per 10CFR170, for 800502 Tech Spec amend 
app licat ion, 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/06/05. MILLER, W, 0. 
License Fee Management Branch. Ip. 24911: 119. 24X 

Fiche: 30-220, 84/06/03, 8406130286. 


8406200403 Forwards safety evaluation re IGSCC in RCPB piping sys 8c 
EGScG technical evaluation re integrity of reactor coolant 
piping sys. Both evaluations should be used in responding to 
Generic Ltr 84-11. 

VAB8ALL0, D. B. Operating Reactors Branch 2. 84/06/06. HOOTEN, B. G. 

Niagara Mohawk Power Corp. 3pp. 25066:202. 24X 

Fiche: 30-220, 84/06/06, 8406200403. 


— 8406200404 Safety evaluation re IGSCC in RCPB sys. 

* Office of Nuclear Reactor Regulation, Director. 04/06/06. 8pp. 
23066 : 203 . 24X Fiche: 30-220, 84/06/06, 8406200403. 


— 8405140381 "Technical Evaluation of Integrity of Nine Mile Point Unit 
1 RCBP 8ys, " technical evaluation rept. 

NAQATA, P, K, EG8cQ, Inc. FIN A-6429. EGG-FM-6233. 83/07/31. 

KOO, W, H, Division of Engineering. 40pp. 23066:213. 24X 

Fiche; 50-220, 84/06/06, 8406200403. 


B406120347 Submits plans to comply w/App H to 10CFR30 re reactor 
vessel matl sample capsule, per 840418 safety evaluation. 

Standby capsule will be reinstalled during 1986 refueling 
& maint outage, 

MANGAN, C, V. Niagara Mohawk Power Corp. 84/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24094: 162. 24X 

Fiche; 30-220, 84/06/08, 8406120347. 


3406120348 Summarizes effect of change on control room habitability 
summary ‘ff'Rt (Rev 1), submitted to NRC on 840319, in response 
to request,. Total dose to thyroid following main steam line 
break remains below SRP control room dose guidelines. 

MANGAN, C„ V„ Niagara Mohawk Power Corp. 04/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24093: 193. 24X 

Fiche: 30-220, 84/06/08, 8406120348. 


3406120406 Forward* reanalysis of potential reactor coolant leak from 
postulatpi 360 degree circumferential through-wall stub tube 
crack, confirming 840311 evaluation of CRD stub tubes, 

MANGAN, C» V* Niagara Mohawk Power Corp, 04/06/08. VASSALLO, D. B, 

Operating Meacto r49 Branch 2. Ip. 24893:003. 24X 

Fiche: 3Q-220, 84/06/08, 8406120406. 


■8406120409 "Max Leak Rate Through CRD Penetration - Nine Mile Point 
Unit i. “ 

MCCURDY, H. W. MPR Associates, Inc. 84/05/17. 9pp. 24893:006. 
24X Fiche: 50-220, 84/06/08, 8406120406. 


8406120418 Forwards response to 840404 ltr re mods to reduce challenges 
& failures of relief va lve s. Op era t i on of valves monitored 
maintained per Tech Spec requirements & good maint 
practices. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 24891:360. 24X 

Fiche: 50-220, 84/06/08, 8406120418. 


8406130084 Responds to Generic Ltr 84-09 re NRC decision that hydrogen 
recombiner capability not required for inerted Mark I 
containments. Purge/repressur i zation sys not primary means 
relied upon for hydrogen control at facility. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24913: 127. 24X 

Fiche: 50-220, 84/06/00, 8406130084. 


8406140019 Forwards revised QA program manual. Rev replaces manual 
submitted on 030610. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/10. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24925:199. 24X 

Fiche: 50-220, 84/06/10, 8406140019. 


— 8406140021 "QA Program. " 

PERRY, J. A. Niagara Mohawk Power Corp. B4/06/10. 63pp. 

24923:200. 24X Fiche : 50-220, 84/06/10, 8406140019. 


Q. Inspection reports, IE Bulletins & correspondence 


8406010135 Requests fee f or review of 800502 application re proposed 
inservice insp program 8c relief from certain ASME Code 
requirements within 13 days of ltr receipt. 

MILLER, W. 0. License Fee Management Branch. 84/05/23. RHODE, 0. K. 

Niagara Mohawk Power Corp. Ip. 24762:314. 24X 
Fiche: 30-220, 84/03/23, 8406010155. 


8403230319 IE Info Notice B4-39, "Inadvertent Isolation of Containment 
Bpray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/03/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 30-000, 84/03/25, 8403230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness (Sc Engineering 
Response (Post 830103). 84/03/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi c he: 30-000, 84/05/23, 8403240317. 


B403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fic h e: 30-000, 84/03/30, B403290383. 


8406040127 Informi that response to requested info re Generic Ltr 84-11 
on imps of BWR stainless steel piping will not be provided 
until 840629. 

MANGAN, C, V. Niagara Mohawk Power Corp. 84/03/31. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 24796:309. 24X 

Fiche: 30-220, 84/03/31, 8406040127. 


8406120286 Responds to IE Bulletin 80-13 re core spray spargers 8c 
associated internal pip ing. Reexam indicates two cracks 
found in sys during 1984 ref ueling/maint outage may be one 
unique crack.No corrective action required. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/03/31. MURLEY, T. E. 
Region 1, Office of Director. Ip. 24894:274. 24X 

Fiche: 30-220,84/03/31, 8406120206. 


B4061 30026 Forward* IE Insp Rept 30-220/84-06 on 840424-27. No 
violations noted. 

MARTIN, T. T. Division of Engineering 8c Technical Programs. 84/03/31. 

RHODE, G. K. , SEIBERT, C. R. Niagara Mohawk Power Corp. 2pp. 

24944-: 296. 24X Fiche: 30-220, 84/03/31, 8406130026. 


— 8406130030 IE Insp Rept 30-220/84-06 on 040424-27. No violations noted. 
Major areas inspected : administrative control of combustibles 
8< ignition sources, fire brigade training & periodic insp of 
QA audits. 

PULLANI , 8. V. , KRASOPOULOB, A. , ANDERSON, C. J. Region 1, Office of 
Director. 84/03/29. 11pp. 24944:298. 24X Fiche: 50-220, 84/03/31, 

8406130026, 


8406010423 IE Info Notice 84~41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 23030:244. 24X Fic he: 30-000, 84/06/01 , 8406010423. 
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8406090012 IE Info Notice 84-42. "Equipment AvaiUhn^ „ „ 

During Outages Not Covered by Tech Bpecs " Svc ?° r Condition5 

JORDAN, E. L. Division of Emergency Preparedness 

On «„on« e ^ p o « f 03 3 84/OA/ns £ ™ a V? 8s > engineering 


Response (Post 830103L 84/06/05 

York. Inc. 


. Engineering 

Consolidated Edison - 


120 pp. aM80:U4. nets: 3 o-oSo:b4/S^oS. 8^500^. 


8406200070 Notification of Significant Licens 
ai/util in Region I ofc to discuss response 
Enforcement Action 83-137. 

COLLINS. 8. J. Region 1. Office of Director. 
Office of Director. 2pp. 29033:173 g4x 
9406200070, 


ob Meeting 84 -S 4 on 840614 
to orders of 

64/06/06. Region 1# 

P i C h e : 30-220 , 64 / 06/06, 


0406030330 IE Info Notice 84-43, "Btorage & HandUnn „ , 

Radiation Applicators." 8vc list end an<Uin ° of Opthalmic Beta 

GRACE, J. N. Division of QA* Qafeguards |< r n . Dill . Hnn D 
030103). 84/06/07. Consolidated Edisol Co. of New^or™* Inc 

72pp. 23030:032. 24X Fi che : 30-000, 04/06 /07 . 84 0 6 0 9^30 


0406060336 IE Info Notice 84-44, "Environ Qualification T « c+ -^n 
Rockbestos Cables. " 8v C list end, unification Testing of 

JORDAN, E. L Division of Emergency Preparedness er~„ 4 „ 

Raspans. <P = .t 830,03,. 84/04/08 "i ’ 

v < it« I, . rnp 120pp 23049 37^ Udv Bi-t" d Edison Co. 


a ■ -iav w •» w w u dais on uo. of New 

23047.273. 24X Fiche: 30-000, B4/Q6/OQ, 8406060336 . 


0406180217 Monthly operating rept for May 1984 W/840608 Itr. 

ROMAN, T. W. i LEMP0E3, T. E. NiagaraMohawk Power Corp 84/03/31. 
16pp. 24964: 064. 


24X Fiche 30-220, 84/03/31 , 8406180217. 


S. Reportable occurrences, LERs & r e 1 a ted or re sp ond enc e 


9406010313 Supplemental Part 21 rept re possible insulation damage tt 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511 Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders 

LITTLEHALES, 0. Rockbestos Co. 84/09/22 Director's Office# 

Office of Inspection and Enforcement 3pp. 24736 349. 24X 


8406140024 LER 04-003-00: on 840309, d ur ing refueling outag e, spurious 
trip of intermediate range monitors occurred on monitors 11 
V 16 . Caused by electromagnetic interference due to welding 
in drywell.No corrective action taken W/840608 ltr 
RANDALL, R. G. . LEMPOES, T. E. Niagara Mohawk Power Corp. 04/06/00. 
3pp. 24923:263. 24X Fic he 30-220, 84/06/08, 8406140024. 
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8406120312 Forwards "Nine Mil. Point Unit 1 Leak-Bef ore-Break Analysis 
of High Energy Piping 0ys," in response to IE Bulletin ^ 

BO-ll.Addl info requested re mods to masonry walls will be 
provided by 040622. y 1 1 bfl 

MAN0AN, C.V. Niagara Mohawk Power Corp. 04/06/00 VABSALLO, D B 
Operating Reactors Branch 2. 2pp. 34Q91 ■ i 32 a* y ’ 

Fiche; 30-220, 04/06/08, 8406120312. 


F. Security, medical, emergency V fir® protection plans 


0406230309 Forwards IE Safeguards Insp Repts 9Q-223/84-01 St 
70-0738/84-01 on 840424-23. No violations observed. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/06, 
BEOHIAN, L. E D Lowell, Univ. of, Lowell, MA. 2pp. 23133:167. S 
Fiche: 30-223, 84/06/04, 8406230309 


8 ^£nergy l Rip ilng^Bys^ " Poir,fc UlUt 1 Leak-D.f or*-Br ea k Analysis of High 

* MPR Associates, Inc. MPR-88G, 84/03/31. 39op 24891-134 
24X Fiche: 30-220, 04/06/00, 0406120312. PP * ' ^ 


0406000176 IE Info Notice 84-43, "Rsvsrs.d Differential Pressure 
Instrument Bensing Lines." 0vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Enoineerino 
Response (Post B30103K 04/06/U. Consolidated Edison Co. of New 

York, Inc. 123pp. 23049:001. 24X Fiche; 30-000, B4/06/1 1# 0406080176, 


840608Q173 IE Info Notice 04-46, "Circuit Breaker Position 
Ver if ication. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response 03010 ^' 0 ^2 6/I3 Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:184. 24X Fiche: 30-000, 04/06/ 13 , 8406080173. 


— 8406230318 IE Safeguards Insp Repts 30-223/04-01 It 70-0738/84-01 i 
840424-23. No noncompliance noted Major areas inspected: 
facility organization & operation, measurement It controls, 
storage It internal control It physical inventory. 

DELLA RATTA, A. , KEIMIQ. R. R. Region 1, Office of Director. 

04/03/31. Sp p. 23133:169. 24X Fic h e 90-223, 84/06/04, 84068303 


P. Operating license stage documents & correspondence 


8406080313 Notifies that AT Chu assigned project manager for fee i H 
THOMAS, C. 0. Standardization l< Special Projects Branch 04/06/01 
WALLACE, T. Lowell, Univ. of, Lowell, MA. 3pp. 24879:107. 24X 

Fiche: 30-223, 84 / 06 / 01 , 8406080313 


Q. Inspection reports, IE Bulletins It correspondence 


8406i303t3 IE Info Notice 84-47, "Environ Qua 1 i f i ca t ion Tests of 
Electrical Terminal Blocks." Bvc list- end. 

JORDAN, E. L. Divisionof Emergency Preparedness St Eng inear ing 
Response (Post 030103). 84/06/13. Consolidated Edi son Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche: 90-000, B4/06/15, 0406130315. 


8406230309 Forwards IE Bafeguards Insp Repts 90-223/04-01 l« 
70-0738/84-01 on 840424-23. No violations observed. 

MARTIN, T. T. Division of Engineering It Technical Programs. 04/01 
BEOHIAN, L- E. D Lowell# Univ. of, Lowell, MA 2pp. 29133:167. 
Fiche: 90-223, 84/06/04, 8406230809 


Teilures of Rockwell Inti Globe 


0406180333 IE Info Notice 04-48, 

Valves. " Svc list end. 

JORDAN, E.L Division of Emergency Preparednee* It Engineering 
Response (Post 030103). 04/06/10. Consolidated Edison Co. of New 

York, Inc. 110pp. 23336:043, 24X Fiche: 30-000, 04/06/18, B4061G0333. 


"IQSCC Leading to Steam Generator Tube 


B4O610O36O IE Info Notice 04-49, 

Failure. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 04/06/10. Consolidated Edison Co. of New 

York# Inc. U8pp. 28333:206. 24X Fic he : 30-000# 84/06/ 18, 8406180360. 


— 0406230318 IE Safeguards Insp Repts 90-223/ ©4-01 It 70- 0738/94-01 
840424-23. No noncompliance noted. Major areas inspected: 
facility organization It operation, measurement It controls, 
storage It internal control It physical inventory. 

DELLA RATTA, A. < KEIMIQ, R. R. Region 1, Office of Director, 
04/09/31. 3pp. 23133:169. 24X Fiche: 90~223, 04/06/04, 04O623Q 


0406230940 Forwards Exam Rept 30-223/84-02, 

STAROSTECKI, R. Division of Project It Resident Programs. 04/06/ 
BEOHIAN, L. E. Lowell, Univ. Of, Lowell, MA, 2pp. 29133:074. $ 

Fiche: 90-223, 84/06/09, 8406230940. 


0406190327 IE Info Notice 04-90# "Clarification of 
for Transport Packages Pursuant to 10CFR30, Add b 

and. rr 


Scope of QA Programs 
M Svc list 


JORDAN, E. L. Division of Emergency Preparedness) It Engineering 

R..#on» (Po.t B30I031. BVOA/ai. Cqn.olidat.d Edi. on Co of N. u 
York, Inc. 63pp. 29939:041. 24X Fiche: 90 - 000 , 84 / 06/21 # 840619Q327. 


r esul ts 


8406260039 I'oru.rd. ,d,L info rt Mia w< u*u r ianal,,li 

LEMPOES, T. E. Niagara Mohawk Power Cere. 84/06/21. VASBALLO, D. B. 
Operating Reactors Branch 2. 3pp. 29141 - 321 24X 

Fiche: 90-220, 04/06/21, 0406260039 


—8406230946 Exam Rept 90-223/04-02 on 840907. Exam results: candt dp 
passed Section H of senior reactor operator exam 
WHITTAKER, L. , KELLER, R. M. Region 1# Office of Director. 84 /% 
10pp. 29133:076. 24X Fi C he: 90-223, 84/06/09# 8406230940. \ 


V. Operator Examinations 


8406230940 Forwards Exam Rept 80-223/04-02. i 

8TAR08TECKI , R. Division of Project It Resident Programs, 04/O6& 
BEOHIAN, L. E. Lowell, Univ. of, Lowell, MA. 2pp. 29133:074. I 
Fiche: 90-223, 84/06/09, 8406230940. f 


R - P * ri0 di c FB pPTtg * related correspondence 


P ° int NgcU * r action 19S3 SP0ES Annual 
S Monitoring Rept." W/040330 itr. 

ROMAN, T. W, Niagara Mohawk Power Corp. 83/12/31. HORN# E. 0- 
8406090103* ° f ' ' ,0PI '' 3«X Fieh.: 80-320.03/12/31. 


—8406230946 Exam Rept 90-223/04-02 on 840507. Exam results; candid 
passed Section H of senior reactor operator exam, 

WHITTAKER, L. , KELLER, R. M. Region l# Office of Director. 04/1 
10pp. 29133:076. 24X Fiche; 90-2333# 84/06/09# 8406230940. \ 
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DOCKET 50-22B AEROTEST RADIOGRAPHY it RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


B406120058 Forwards evaluation of emergency plan submitted 821004. Plan 
unac cep tab 1 e. Revs , inc orp orat i ng addl info identified in end 
plan revi ew, should be submitted by 840723 

THOMAS. C. □. Standardization it Special Projects Branch. 84/05/29. 
NEWACHECK, R. L. Aerotest Operations. Inc. 2pp. 24916:054. 24X 

Fiche: 50-228, 84/05/29, 8406120058. 


— 8405290138 Evaluation of Aerotest Operations emergency preparedness 
plan for radiography it research reactor. 

* Division of Emergency Preparedness & Engineering Response (Post 
830103). 84/05/31. 2pp. 24916:056. 24X F i c h e : 50-228, 84/05/29, 

8406120058. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8406060186 Public version of Rev 4 to generating stations emergency 
p lan. W/840505 ltr. 

* Commonwealth Edison Co. 84/04/30. 197pp. 24660: 086. 24X 

Fiche: 50-000, 84/04/30, B4060601B6. 


8406140119 Forwards IE Insp Repts 50-010/84-01, 50-237/84-06 & 
50-249/84-05 on 840327-0521 . No noncompliance or deviations 
identified. 

SHAFER, W. D. Region 3, Office of Director. 84/05/25. REED, C. 
Commonwealth Edison Co. 2pp. 24927:273. 24X Fiche: 50-010, 84/05/25, 
8406140119. 


—8406140123 IE Insp Repts 50-010/84-01,30-237/84-06 it 50-249/84-05 on 
840327-0521. No noncompliance or deviation i d ent i f ied. Ma j or 
areas inspected: action on previous insp f ind ings, reg i ona 1 
requests, 10CFR21 notifications it fire protection program. 
CHRISSQTIMOS, N. Region 3, Office of Director. 84/05/23. 19pp. 

24927:275. 24X Fiche: 50-010, 84/03/23, 84061401 19. 


8406060283 Responds to 840427 ltr re proposed means for satisfying 
10CFR50, App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns it comments on util 
four-point proposal. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 30-000, 84/06/04, 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR30,App E, 
Paragraph IV. B requirements to annually review emergency 
action level s. Annua 1 meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER , J. Q. 

Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche: 50-000, 84/06/04, 8406060283. 


B406070198 Reconfirms updates access auth or i za t i on lists for 
admitting NRC personnel to f ac il ities. Recommends listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSQN, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24747:009. 24X Fiche: 30-010, 84/06/04, 

8406070198. 


8406140050 Notification of 840614 meeting w/util in Bethesda,MD to 
discuss fire protection issues. 

GILBERT , R. A. Operating Reactors Branch 5. 84/06/06. CRUTCHFIELD, D. 

Operating Reactors Branch 3. 4pp. 24939:224. 24X 

Fiche; 30-010, 84/06/06, 8406140050. 


8406250321 Forwards order confirming licensee commitments on emergency 
response capab i li ty, per Suppl 1 to NUREG-0737, based on util 
830414,0720 it 28,0825,1115 it 1215 Itrs. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/12. FARRAR, D, L. 

Commonwealth Edison Co. 4pp. 25117:329. 24X Fiche: 50-237, 84/06/12, 

8406250321, 


— 8406250325 Order confirming licensee commitments on emergency response 
capability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EIBENHUT, D. G, Division of Licensing. 84/06/12. Commonwealth 
Edison Co. 6pp. 25117:333. 24X Fi che ; 30-237, 84/06/12, 8406230321. 


8406280266 Forwards SER on safety parameter display sys for plants. 
Continued imp 1 ementati on acceptable pending adeqgate 
isolation devices fe data validation provided. Info to perform 
confirmatory r>evi«w requested in 60 days. 

CRUTCHFIELD, P. Operating Reactors Branch 3. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 23178:088. 24X Fiche: 50-000, 04/06/22, 

8406280266. 


— 8406280280 Safety evaluation on safety parameter display sys, per 
Suppl 1 to NUREG— 0737. Cont i nt/ed implementation acceptable 
pending adequate isolation devices it data validation 
provided. 

* Office of Nuclear Reactor Regulation, Director. 84/06/22. 7pp 
23178.091 24X Fiche: 50-000, 84/06/22, 84062B0266. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Record 
Services Branch (Document Control Desk) 2pp. 25209: 0B3. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


—8406280227 Public version of offsite generating station emergency plan 
organization. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


P. Operating license stage documents it correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear reactors, al lowing operation u/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information it Resource Service. 11pp. 24831:003. 24X 

Fiche: 50-000, 84/03/19, 0406070106. 


— 8202120080 Submits status rept on plants involving BWR single loop 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851:218. 24X 

Fiche: 30-000, 84/03/19, 8406070106. 


•8210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851:047. 24X 

Fiche: 30-000, 04/03/19, 8406070106. 


—8406070143 Discusses status of reviews re single loop operation in 
BWRs. Approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch. Incomplete initial NSHC determination & 
noticing action encl. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800428). ZIEMANN, D. Operating Reactors 
Branch 2 (Pro 800428). 3pp. 24852:006. 24X Fiche: 30-000, 

84/03/19, 8406070106. 


■8406070168 Lists approach agreed upon by GE, Analysis Branch it Reactor 
Safety Branch re review of single loop operation in BWRs. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800428). ZIEMANN, D. Operating Reactors 
Branch 2 (Pre 800420). Ip. 24051:183. 24X Fiche: 30-000, 84 / 03 / 19 , 

8406070106. 


— 8406070191 Submits info far project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer valid it must be redone. Comp 1 et ion of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. OOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030). 

Ip. 24832:022. 24X Fi che : 30-000, 84/03/19, B406070106. 


8406060354 Informs that NRC will not act upon application for relief 
from recombiner capability requirements per 10CFR30. 44( c ) ( 3) 

<ii)« since Generic Ltr 84—09 contains required guidance. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/03/22, FARRAR, D. L. 

Commonwealth Edison Co, 2pp. 24669:332. 24X Fiche: 30-000, 04/03/22, 

8406060334. 


8406030418 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events, " 

BARNES, P, L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 27pp. 24804:113. 24X 

Fiche: 30-000, B4/06/01 , 8406030418. 


— 8403090007 Procedure INPO 84-0 10 (NUT AC ) , "Vendor Equipment Technical 
Info Program. " 

■* Nuclear Utility Task Action Committee. 84/03/31, 38pp. 

24004; 140. 24X Fiche; 30-237,84/06/01, 840603041B. 


8406190186 Requests approval of new versions of Tech Specs. Tech Specs 
revised i;w/o changing content, into format having improved 
legibility fc versatility. W/o stated encl. 

RYBAK, B, Commonwealth Edison Co. 84/06/11, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, lp. 24980:263. 24X 

Fiche: 30-237, 84/06/11, 8406190186, 
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94-06210170 Advises that util 91 0707* 82122B & 830118 responses to 
Generic Ltr 31-04 fail to meet NUREG-0313, Rev 1 guidelines. 

Forwards SER t* technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 & 84-11. 

SCHWENCER,A. Licensing Branch 2. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25090:064. 24X Fic he: 50-000, B4/06/1 1 , 

8406210170. 


— 0406210179 SER re IGSCC in RCFB piping sys. 

* Materials Engineering Branch. 84/06/11. 7pp. 25090:066. 24X 

Fiche: 50-000, 04/06/11, 8406210170. 


—8406210193 "Integrity of Dresden Station, Units 2 & 3, Quad Cities 
Station, Units 1 & 2 & LaSalle County Station, Unit 1 RCPB 
Sys, " technical evaluation rept. 

NAGATA, P. K. EG&Q, Inc. FINA-6429. EGG-FM-6250. 83/07/31. 

KQO, W. H. Division of Engineering. 51pp. 25090:073. 24X 

Fiche: 50-000, 84/06/11, 8406210170. 


8406190212 Responds to 840411 questions re implementation of 
NUREG-0737, Item II. K. 3. 16. "Feasibility Study - Challenges 
& Failures of Relief Valves. " Analog transm i tter /trip sys 
will replace reactor vessel level scram monitoring sys, 

RYBAK, B. Commonwealth Edison Co. 84/06/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24980:233. 24X 

Fiche: 50-237, 04 / 06 / 12 , 8406190212. 


0406190340 Provides followup on recent conversations re SEP Topic 
IX 1-4. A, "Tornado Missiles." "Probabilistic Analysis of 
Tornado Missile Hazard for Dresden Nuclear Power Station" 
end. W/three oversize drawing s. Aperture cards in PDR. 

RYBAK, B. Commonwealth Edison Co. 84/06/12. GILBERT, R. Operating 
Reactors Branch 5. 5pp. 25021:245. 24X Fich e: 50-010, 84/06/12, 

8406190340. 


— 8406190371 Addendum 1 to, "Probab il i stic Analysis of Tornado Missile 
Hazard for Dresden Nuclear Power Station." 

a Commonwealth Edison Co. SAD-410 ADD 01. 83/03/18. 40pp. 

25021:253. 24X Fiche: 50-010, 84/06/12, 8406190340. 


Q. Inspection reports, XE Bulletins & correspondence 


B402150210 Responds to IE Bulletin 84-01 re insp of BWR Mark I 
containments currently in shutdown. No cracks found during 
visual insp. Through-wall crack on main vent & vent header 
assembly considered very uni i kely. Insp details end. 

RYBAK, B. Commonwealth Edison Co. 84/02/10. KEPPLER, J. Q. Region 3, 
Office of Director. 3pp. 22244:118. 24X Fiche: 50-237, 04/02/10, 

8402150210. 


8406080177 Forwards transparencies used in 840518 presentation re 
status of regulatory improvement program. 

FARRAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, U. G. Region 
3, Office of Director. 41pp. 24850:239. 24X Fiche: 50-000, 84/05/22, 
9406080177. 


8406070055 Forwards IE Insp Repts 50-010/84-05,50-237/84-07 Ik 
50-249/84-06 on 840415-23 & notice of violation. 

PAPER IELLO, C. J, Region 3, Office of Director. 04/05/24. REED, C. 
Commonwealth Edison Co. 2pp. 24747:145. 24X Fiche: 50-01 0, 84/05/24, 

3406070055. 


— 8406070061 Notice of violation from insp on 840415-23. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/05/24. Ip. 

24747:147. 24X Fich e : 50-010, 84/05/24, 8406070055. 


— B 406070070 IE Insp Repts 50-010/84-05,30-237/84-07 it 50-249/84-06 on 
840415-23. Noncompl iance no t ed : fai 1 ur e to make adequate 
surveys of potentially contaminated rugs Sc transfer of 
radioactive matl to unauthorized recipient, 

PAUL, R. A. , JANUSKA, A. G. , FRANCE, G. M, Region 3, Office of Director. 

04/03/24. 13pp. 24747:148. 24X Fiche: 50-010, 84/03/24, 

8406070053. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Bve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24061:201. 24X Fich e: 50-000, 94/05/25, B405230319. 


8403240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche; 50-000, 84/03/23, 8405240317. 


84061401 19 Forwards IE Insp Repts 50-010/84-01,50-237/84-06 tt 
30-249/84-05 on 040327-0321. No noncompl iance or deviations 
identified. 

SHAFER, W. D. Region 3, Office of Director. 84/05/25. REED, C. 
Commonwealth Edison Co. 2pp. 24927:273. 24X Fiche: 50-010, 84/05/25, 
8406140119. 


— 8406140123 IE Insp Repts 50-010/94-01,50-237/84-06 St 30-249/84-05 on 
840327-0521. No noncompliance or deviation i d ent i f ied . Ma j or 
areas inspec ted : act ion on previous insp find ings. regions 1 
requests, 10CFR21 notifications & fire protection program. 
CHRISSOTIMOS, N. Region 3, Office of Director. 84/05/25. 19pp. 

24927 275. 24X Fiche : 50-010, 84/05/25, 84061401 19. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30 . 8405290383. 


S406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, d e ve 1 op ed in 
response to NRC concerns over recent errors & escalated 
enforcement actions. 

NOREHUS, C. E. Division of Project &t Resident Programs. 84/05/31. 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 50-000, 84/05/31, 8406050378. 


8406010423 IE Info Notice 04-41, "IGSCC in BWR Plants." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of Neui 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


840607019B Reconfirms 8< updates access authorization lists for 
admitting NRC personnel to f ac il i t i es. Rec ommend s listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSGN, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24747:009. 24X Fiche: 50-010, 84/06/04, 

8406070198. 


8406110246 Responds to Generic Ltr 84-11 re reinsp of piping welds 
susceptible to IGSCC. Be 1 e c t i on of welds to be examined will 
be biased to higher temp portions of branch sys it fittings. 

RYBAK, B. Commonwealth Edison Co. 84/06/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 24868:151. 24X 

Fiche: 50-000, 84/06/04, 8406110246. 


8406050012 IE Info Notice 04-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness li Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi ch e : 50-000, 84/06/03, 8406050012. 


8406050350 IE Info Notice 84-43, "Storage 8* Handling of Opthalmic Bsta 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f 1 cation Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 

Instrument Sensing Lines. " Svc list encl. t 
JORDAN, E. L. Division of Emergency Preparedness & Engineering f 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of Neuji 
York, Inc. 123pp. 25049:001. 24X Fiche; 30-000, 84/06/11, 84060801 7^ 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position f 

Ver if ication. " Svc list encl. i 

JORDAN, E. L, Division of Emergency Preparedness it Engineering ! 

Response (Post 830103). 84/06/13, Consolidated Edison Co. of Nei 

York, Inc. 119pp. 23049:134. 24X Fiche : 30-000, 84/06/13, 8406090171 


8406130315 IE Info Notice 04-47, "Environ Qua 1 if i cat ion Tests of | 
Electrical Terminal Block*. " Svc list encl. I 

JORDAN, E. L. Division of Emergency Preparedness & Engineering | 

Response (Post 830103). 84/06/15. Consolidated Edison Co. of Nef 

York, Inc. 122pp. 23049:033. 24X Fiche: 50-000, B4/06/13, 04O613O3lf 

8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe i 
Valves. " Svc list encl. | 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 030103). 84/06/18. Consolidated Edison Co. of N| 

York, Inc. 118pp. 25336:043. 24X Fiche : 30-000, 84/06/ 10, 84061B03| 

I 

8406180360 IE Infs Notlci 84-4?, "I9SCC Litdlng to Stoaoi Oonorator t! 
Failure." Svc list encl. I 

JORDAN, E. L. Division of Emergency Preparedness & Engineering I 
Response (Post 830103). 84/06/10. Consolidated Edison Co. of Nj 

York, Inc. 118pp. 25533:286. 24X Fiche: 30-000, 04/06/18, 94061003^ 
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8406190327 IE Info Notice B4-S0, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50,App B. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York. Inc. 63pp. 25535:041. 24X Fi ch e : 50-000, 84/06/2 1 . 84061 90327 


8406290164 Forwards SER & EG&G technical rept re TGSCC in RCPB piping 
sys as aid in preparing responses to Generic Ltrs 84-07 & 

04-11. Action in reviewing responses to Generic Ltr 01-04 
(NUREG-0313. Rev 1) complete 

CRUTCHFIELD. D. Operating Reactors Branch 5. 84/06/26. FARRAR. D. L. 

Commonwealth Edison Co. 4pp. 25204:146. 24X Fi c he ; 50-237. 84/06/26. 

0406290164. 


— 8406290174 SER re IGSCC in RCPB piping sys. Licensee response to reduce 
IOSCC susceptibility of austenitic stainless piping does not 
meet guidelines of NUREG— 0313. Rev 1. 

* Office of Nuclear Reactor Regulation. Director. 84/06/26. 3pp. 
25204: 150 24X Fiche: 50-237. 84/06/26, 8406290164. 


R, Periodic operating reports it related correspondence 


8406150002 Monthly operating repts for May 1984. W/840604 ltr. 

SCHROEDER, B. A. , SCOTT. D. J. Commonwealth Edison Co. 84/05/31. 22pp. 

24943:052. 24X Fich e : 50-237, 84/05/31 , 84061 50002. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0406250234 Forwards order confirming licensee commitments on emergency 
response capability per Suppl 1 to NUREG-0737 (Generic Ltr 
82-33). Order based on licensee 830413,0803,1128.840406 it 09 
submittals. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/12. KOBER, R. W. 

Rochester Gas it Electric Corp. 5pp. 25130: 172. 24X 

Fiche: 50-244, 84/06/12. 8406250234. 


— 8406250238 Order confirming licensee commitments on emergency repsonse 
capability based on 830415,0803,1128,840406 it 09 submittals 
in response to Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Rochester Gas it 
Electric Corp. 6pp. 25130:177. 24X Fiche: 50-244, 84/06/12, 

B406250234. 


S. Adjudicatory correspondence 


8406060061 Response to ASLB 840330 order that parties file by 840604 
responses to any revised or addl contentions filed by 
intervenor. Contention D should be d ismissed. Contention F 
will be subj to dismissal when 10CFR51 becomes effective. 

WAGNER, M. E. Hearing Branch 4. DSB 467. 84/06/04. 4pp. 24661:277. 

24X Fiche: 50-244, 84/06/04, 8406060061. 


— 8406060063 Affidavit of GF Dick re NPDES Permit NY-0000493 , author i i i ng 
discharge of pollutants in compliance w/Federal Water 
Pollution Control Act, effective 750331. Cert if i cate of Svc 
enc l. 

DICK, G. F. Office of Nuclear Reactor Regulation, Director. 

84/06/04. 34pp. 24661:281. 24X Fi c h e : 50-244, 84/06/04, 840606006 1 . 


B406120222 Requests addition of util to svc list. Related 
corr esp ondence, 

VQIGT, H. H. LeEoeuf , Lamb, Leiby it MacRae. VOIGT, H. H, Rochester Gas 
b Electric Corp. DSB 583. 84/06/07. GROSSMAN, H. Atomic Safety and 

Licensing Board Panel. Ip. 24890:001. 24X Fi c he: 50-244, 84/06/07, 

8406120222. 


P. Operating license stage documents 8. correspondence 


8404230140 Board Notification 84-061 : provi d es info re equipment temp 
response to hydrogen burns in large, dry containments, as 
result of recent EPRI tests at Nevada Test Site. 

EISENHUT, D. G. Division of Licensing, 84/04/26. PALLADINO 
Commissioners. 8pp. 24338:253. 24X Fi c he : 50-000, 84/04/26, 

840423Q 1 40. 


8406080203 Forwards AEOD rept re sys responses of PWRs during natural 
circulation mode of DHR. Study confirms that combination of 
reactor coolant loop temps provides reliable indicator of 
natural circulation flow it can be used for all PWRs. 

HELTEMES, C. J. Director's Office. 84/05/29. THOMPSON, H. L. Division 
of Human Factors Safety. 2pp. 24077:178. 24X Fiche: 50-000, 

84/05/29, 8406080203. 


--8406080214 Forwards "Natural Circulation in PWRs. " engineering 
evaluation rept. Rept indicates that PWR designs respond 
similarly during transition to & establishment of natural 
circulation cooling. 

LANNING, W. D. Reactor Operations Analysis Branch. 84/05/25. 

SEYFR IT, K. V. Reactor Operations Analysis Branch. Ip. 24877:100 

24X Fiche: 50-000,84/05/29,8406080203. 


— 8406000234 "Natural Circulation in PWRs," engineering evaluation rept. 
* Director's Office. 84/05/31. BOpp 24877:181. 24X 

Fiche 50-000, 84/05/29, 8406080203. 


0406050430 Ac k receipt of 040412 addl clarification to NRC questions 
re request for change in Tech Specs to permit use of 
Westinghouse optimized fuel assembly it request for 
withhol d ing . Request for withholding granted in part. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/01. KOBER, R. W. 

Rochester Gas & Electric Corp. 5pp. 24B42: 305. 24X 

Fiche; 50-244, B4/06/01, 8406050450. 


8406070204 Requests addl info & schedule of implementation for 
differential pressure concept to complete review of 
NUREG-0737, Item II. F. 2, "Inadequate Core Cooling 
Instrumentation." Safety evaluation milestone schedule end. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/04. KOBER, R. W. 

Rochester Gas it Electric Corp. 8pp. 24747:001. 24X 

Fiche: 50-244, 84/06/04, 8406070204. 


8406150055 Forwards Rev 9 to QA program to incorporate changes to 
corporate organization chart. 

KOBER, R W. Rochester Gas it Electric Corp. 04/06/00. MURLEY, T. E. 
Region 1, Office of Director. Ip. 24944:145. 24X 

Fiche: 30-244, 84/06/00, 8406130053. 


— 8406130050 Rev 9 to "QA Program for Station Operation. " 

* Rochester Gas 8< Electric Corp. 04/06/30. 60pp. 24944:146. 

24X Fiche: 30-244, 84/06/08, 8406130033. 


8406180221 Forwards response to NRC questions on 040402 application for 
amend to License DPR-18 re spent fuel pool. 

KOBER, R. W. Rochester Gas it Electric Corp. 84/06/12. CRUTCHFIELD, D. 

Operating Reactors Branch 3. 19pp. 24964:119. 24X 

Fiche: 30-244, 04/06/12, 8406180221. 


8406180191 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
Mechanical Rept." Info demonstrates vessel integrity 
maintained. Results based on findings related to Unresolved 
Safety Issues A-49 b A-45. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/13. KOBER, R. W. 

Rochester Gas St Electric Corp. 12pp. 24967:262. 24X 

Fiche: 30-244, 04/06/13, 0406180191. 


8406260135 Submits addl info supporting 031110 proposed Tech Spec 
permitting use of technical support ctr battery in place of 
Class IE battery. Intertie status, sys operability & battery 
monitoring provided, 

KOBER, R. W. Rochester Gas it Electric Corp. 84/06/21. CRUTCHFIELD, D. 

Operating Reactors Branch 3. 2pp. 23142:091, 24X 

Fiche: 30-244, 04/06/21, B406260133. 


8406280218 Forwards SER re completion of generic issue on containment 
purge b vent operation, Mu 1 1 i -P lant Action B-24. 8y g design b 
operating practices acceptable pending resolution of plant 
Tech Specs. 

CRUTCHFIELD, D, Operating Reactors Branch 3. 84/06/21. KOBER, R. W. 

Rochester Gas it Electric Corp. 3pp. 25177:020. 24X 

Fiche: 50-244, 04/06/21, B406280218. 


— B4062B0420 SER re completion of generic issue on containment purge fc 
vent operation. Sys design & operating practices acceptable 
w/exception of interval for performing leak integrity 
tasting on purge/vent isolation valves. 

* Office of Nuclear Reactor Regulation, Director, 84/06/21. 7pp. 
23177:023. 24X Fiche: 30-244, 04/06/21, 8406200210. 


Q. Inspection reports, IE Bulletins it correspondence 


8406000086 Forwards IE Insp Rept 30-244/84-06 on 840301-0420. No 
violations noted. 

BTARQSTECKI , R, Division of Project & Resident Programs. 84/03/23. 
KOBER, R. W, Rochester Gas it Electric Corp. 2pp. 24858: 000. 24X 

Fiche: 30-244, 84/03/23, B4060600B6. 


—8406000008 IE Insp Rept 30-244/84-06 on B40301-0420. No violations 
noted. Major areas inspected : licensee action re previous insp 
f indinge, plant activities during refueling outage, 
surveillance testing b maint,QC b training. 

ZIMMERMAN, R. P, , LAZARUS, W. J. , COOK, W. A. Region 1, Office of 
Director. 84/03/16. 6pp, 24B5B:0?0. 24X Fiche: 30-244, 84/03/23, 

8406080086. 
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8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray 5ys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/05/25. Consolidated Edison Co. of New 

York. Inc. 124pp. 24861:201. 24X Fiche. 50-000, 84/05/25. 8405230319. 


8405240317 IE Info Notice 03-66, Sup pi 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness &: Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


8406140225 Forwards IE Insp Rept 50-244/84-04 on 840320-22. No 
noncompliance noted. Response requested re establishment of 
post-accident sampling sys per NUREG-0737 prior to startup 
from current outage. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/05/29. 

KOBER, R.W. Rochester Gas it Electric Corp. 2pp. 24924:271. 24X 

Fiche: 50-244, 84/05/29, 8406140225. 


— 8406140226 IE Insp Rept 50-244/04-04 on 840320-22. No violations 
noted. Major areas inspected: operability of post-accident 
sampling sys. Areas requiring improvement identified re 
verification of full operability of subj sys. 

WHITE, J. R. , BARR, K. R. , SHANBAKY, M. M, Region 1, Office of Director. 
84/05/23. 4pp. 24924:273. 24X Fi che : 50-244, 84/05/29, 8406140225. 


8405290303 IE Info Notice 04-40, “Emergency Worker Doses." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York# Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


8406140161 Forwards IE Insp Rept 50-244/84-05 on B40319-23 S, 27-30 it 
notice of violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/05/31. 

KOBER, R. W. Rochester Gas it Electric Corp. 2pp, 24926:240. 24X 

Fiche: 50-244, 84/05/31, 8406140161. 


— 8406140163 Notice of violation from insp on 840319-23 & 27-30. 

* Region 1# Office of Director. 84/05/31. Ip. 24926:242. 24X 

Fiche: 50-244, 84/05/31, 0406140161. 


—8406140165 IE Insp Rept 50-244/04-05 on 840319-23 it 27-30. Vi olat i on 
noted: no formal procedure available to assure that required 
changes made to inservice insp program. 

KERCH, H. W, , MCBREARTY, R. A. , DURR,J. Region 1, Office of Director. 
B4/0S/25. 7pp. 24926:243. 24X Fiche: 50-244, 84/05/31, 8406140161. 


8406180318 Forwards Exam Rept 50-244/84-11 on 840320-21. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/05/31. 
KOBER, R.W. Rochester Gas it Electric Corp. 2pp. 24961:279. 24X 

Ficht : 50-244, 84/05/31, 8406180318. 


— 8406180321 Exam Rept 50-244/84-il on 840320-21. Two written it oral 
exams administered. Two candidates passed exam. 

WHirrAKER, L. , KELLEY, R1 M. Region 1, Office of Director. 84/05/14. 
86pp. 24961 : 281. 24X Fiche) 50-244, 84/05/31# 84061 B031 8. 


8406010423 IE Info Notice 84-41, noscc in BWR Plants." Svc list end. 
JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche; 30-000, 84/06/01, 8406010423. 


8406140230 Forwards IE Insp Rept 50-244/84-09 on B40507-ll.No 
violations observed. 

MARTIN, T, T, Division of Engineering 8, Technical Programs. 84/06/01. 

KOBER, R. W. Rochester Gas « Electric Corp. 2pp> 24925:019. 24 X 

Fiche: 50-244, 84/06/01 , 8406140238. 


— 8406140240 IE Insp fKept 50^244/84-09 on 840507-11. No noncompliance 
noted. MajoT area'# ■4;n|fp<e©|eif staffing it training, QC of 
analytical measurtisents; analytical procedures, 

Z2BULSKY# H. , PASCIAK, W f J, Region 1, Office of Director. 84/05/30. 
; 3pp . 24925: 021. 24X FIC 5 he: 50-244' 84/06/01, 8406140238. 


8406050012 If Tnfq Nflfrfee 84-42* "-Equipment Availability for Conditions 
During Outages Not DfcV^riftf by T«ch Specs," Svc list end. 

t^ejr«*##nes;*: « Engineering 

Resjroriwe .ffcaffc •• -Edison Co. of New 

120pp, 25Q30f 24| Ficht: 50-000,84/06/05, 8406050012. 


8406090390 ~m pf Qpthalmic Beta 

Wiffimlm. • Ti# wircl/ • • 

Programs (Post 

830103), 84/06/07, Consolidated Edison Co. of N #ui York, Inc. 

92pp. mamsm •. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat ion Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

York, Inc. 120pp. 25049.273. 24X Fi che : 50-000. 84/06/08, 8406060336 

8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc . 123pp. 25049.001. 24X Fi c h e : 50-000, 84/06/1 1. 8406080176 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of N«w 

York, Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173 


8406130315 IE Info Notice 84-47, "Environ Qual if i cation Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15, Consolidated Edison Co. of Nee 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406130315 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. llBpp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator TuH 
Failure. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/18, 8406180360 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Program 
for Transport packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fich e ; 50-000, 84/06/21 , 8406190327 


R. Periodic operating reports it related correspondence 


8406150233 "Annual Rept of Facility Chang es , Tes ts it Experiments 
Conducted W/o Prior Approval it Challanges to Primary & 

Secondary Sys PQRVs it Safety Valves for 1983. " W/840521 
Itr. 

KOBER, R. W. Rochester Gas it Electric Corp. 83/12/31. MURLEY, T. E. 
Region 1, Office of Director. 37pp. 24950:058. 24X 

Fiche: 50-244, 83/12/31, 8406150233. 


8406070173 Forwards revised monthly operating rept for Mar 1984 & 
monthly operating rept for Apr 1984. 

SNOW, B. A. Rochester Gas it Electric Corp. 84/05/18. Office of 

Resource Management, Director. Ip. 24745:332. 24X 

Fiche: 50-244, 84/05/18, 8406070173. 


— 8406070179 Revised monthly operating rept for Mar 1984. 

DODGE, R.E. Rochester Gas it Electric Corp. 84/03/31. Ip. 
24745:333, 24X Fi c h e: 50-244, 84/05/18, 84060701 73, 


— 8406070182 Monthly operating rept for Apr 1984. 

DODGE, R.E. Rochester Oas it Electric Corp. 84/04/30. 6pp. 
24745:334. 24X Fich e: 50-244, 84/05/18, 8406070173. 


S. Reportable occurrences, LERs & related correspondence 


8406050361 LER 84-004-00: on 840423, rad iat ion protection technician 
found waste gas sys oxygen analyzer inoperab le. Caused by 
personnel error. Personnel reinstructed on importance of 
following procedure requirements. W/840522 ltr. 

FILKINS, D. L. , KOBER, R.W. Rochester Gas it Electric Corp. 84/05/22. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 24843:293. 24X 

Fiche: 50-244, 84/05/22, 8406050361. 


0406190244 LER B4-005-00; on 840514, RHR suction valve MOV-700 failed t< 
stroke to open position when actuated from control room. 

Caused by packing gland flange shifting out of vertical 
p os i t i on. Va 1 ve stroked manual ly. W/840613 ltr. 

SCHULER, T. R. , KOBER, R. W. Rochester Gas it Electric Corp. 84/06/13. 
3pp. 24989.298. 24X Fiche: 50-244, 84/06/13, 8406190244. 


8406290042 LER 84-006-00: on 840522, during RCS heatup to hot shutdown 
from cold shutdown# automati c safety injection actuated due 
to low steam line pressure while primary sys pressure at 
2,000 psig. Caused by operator error. W/840622 ltr. 

LARIZZA, G. F. , KOBER, R. W. Rochester Gas it Electric Corp. 84/06/22 
3pp. 25198:105. 24X Fi c h e : 30-244, 84/06/22, 8406290042. 
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Operator Examinations 


0AO61BO318 Forwards Exam Re p t 50—244/84-11 on 840320-21. 

STAROSTECKI # R. Division of Project & Resident Programs. 84/05/31. 
KQ0ER.R.W. Rochester Oas & Electric Corp. 2pp. 24961:279. 24X 

F" iche: 50-244, 04/05/31- 8406180318. 


Q4061B0321 Exam Rept 50-244/84-11 on 840320-21. Two written & oral 

exams administered. Two candidates passed exam. 

WHITTAKER, L. , KELLEY, R.M. Region 1, Office of Director. 84/05/14 
86pp. 24961:281. 24X Fi c h e 50-244, 84/05/31 , 8406180318 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F- Security, medical, emergency «c fire protection plans 


0 AO 6 140188 Forwards IE Insp Repts 50-245/84-08 & 50-336/84-10 on 
Q -40401— 0505. No violations noted. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/05/29. 
COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:343. 24X Fiche: 50-245, 84/05/29, 8406140i88. 


0-406140195 IE Insp Repts 50 - 245 / 84-08 & 50-336/84-10 on 840401-0505. No 

violations noted. Major areas i nspec ted : eva 1 ua t i ons of plant 
operations, reactor vessel defueling, outage conduct, phy si cal 
security & fire protection. 

SHEDL08KY, U. T. , LIPINSK I , D. R. Region 1, Office of Director. 

EL8A8SER, T. C. Division of Project St Resident Programs. 84/05/22. 
14pp. 24924:345. 24X Fi c he : 50-245, 84/05/29, 84061401 08. 


640611 0225 Forwards revised rept on status of compliance w/Rev 2 to 
Reg Guide 1.97, per 840229 & 0409 ltrs. Implementation plans 
T* e Suppl 1 to NUREG-0737 also end. 

COUNSIL, k, G, Connecticut Yankee Atomic Power Co. COUNSIL, W. 0, 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNB1L, W. 0. Northeast Utilities. 84/05/31. MILLER, J. R. Operating 
R & actors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 
a-7pp, 24071:058. 24X Fi c he: 50-000, 84/05/31, 04061 10225. 


640 4b 1 90603 Responds to 840203 ltr re establishment of consolidated 
alternate location for certain emergency operation facility 
function* in corporate emergency operations ctr in Berlin, 

CT. Proposal acceptable. 

ET ISENHUT, D. 0. Division of Licensing. 84/06/07. COUNSIL, W. 0. 
Connecticut Yankee Atomic Power Co. COUNSIL, W, 0, Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 25027:355. 24X 

F ich»: 50-000, 04/06/07, B406 190605. 


840x6250302 Forwards orders confirming commitments from util 030415, 
0011,1128,1220,840131 & Apr 1984 ltrs on emergency response 
c apability, per Suppl 1 to NURE0-0737 (Generic Ltr 82-33). 
CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/12. COUNSIL, W, G. 

Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 25118:322, 24X 

Fiche; 50-000, 84/06/12, 8406250302. 


— 0 A 06250303 Order confirming licensee commitments on emergency response 
capability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EE ISENHUT, D, 0. Division of Licensing. 84/06/12. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 

S»11B: 328, 24X FHho: 50-Q00, 84/06/12, 8406250302, 


1406*200212 Provides App R evaluation status based on mutual 
understanding between NRC 8 *. nuclear industry. Buff i c lent 
clarity achieved such that documentation currently being 
generstsd can be viewed as final, 

C OUNS I L * W, ©;. Connecticut Yankee Atomic power Co* COUNSIL, W, Q* 

Northeast Nuclear Energy Go, (subs, of Northeast Utilities). 
COUNSIL, W, 0, Npr-th at* t Uti liii tie#-, 04/06/18, VOLLMER, R, H. pivisior 
of eng ineerthg, 2pp, 29179* 252. 34* Fiche* 50-000, 84/ 06/ 18, 

8 A 06*2002 12. 


Gen er* i (?prre«brond;#nce 



*06* i ©0331 ffY to ^carton copy w/snslf 1 ' lifting for generis 

IE correspondence * correspondence originating from regional. 

o Ac * fchettft# for ***44$mb #l*tft#e. 

organ 

CDUNSr^' Northeast Nuclear Energy Co* (subs, of Northeast 
Utilities!* COUNSIL, W, G, Connecticut Yanfcee Atomic Power Co. 
COUNSIL. W*G. Northeast utilities, 84/06/07. DEYOUNG. R, C, 

Ol r ec tor '* Office, Office of Inspection end Enforcement. MURLEY, T * 
Rea ion 1* ©AHt'e OJf 01 rector*. 34963; 07'5« .24 X 

Fiction 90-000 < 84/06/07, 8400180326. 


06100359 Ri|pii$&.f4Y to %Arito cnpy" listing' fRt NRR sor : rs»ip.owdint's 
to T ** M «3h0ofe iO# (etdViss cfbr recipient* 

CquN© il ' w, G. Northeast Nuclear Energy Qo« Ceuta* of Northeast 
C0UN8IL, W. O, Connecticut Yankee Anomie Power Oo. 
COUM^ZU Utilities,: 84/06/07, Operating 

factor* Oranth; §* lOpsTetin't Branct & 

2p p , 24IA9 l 344. 34*. Hthe) STG-OQO, 84/04/07* §40At80a59< 


J. Insurance & indemnity information 


8406280261 Forwards Endorsements 97 0 98 to NELIA Policy NF-173 & 
Endorsements 87 i 88 to MAELU Policy MF-52. 

SINISI , J. M. Marsh i McLennan, Inc. 84/06/21. SALT2MAN, U. D. 
Assistant Director for State Jk Licensee Relations. 5pp. 25178:083. 
24X Fiche: 50-245. 84/06/21 , 8406280261 


P. Operating license stage documents ?< correspondence 


0406010125 Forwards notice of consideration of issuance of amend to 
License DPR-21 8, proposed NSHC determinat ion & opportunity 
for hearing re 840409 request to allow return to full power 
for fuel Cycle 10 following refueling outage. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/05/23. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
24756:338. 24X Fiche: 50-245, 84/05/23, 8406010125. 


— 8406010150 Notice of consideration of issuance of amend to License 
DPR-21 8< proposed NSHC determination & opportunity for 
hearing re return to full power operation for fuel Cycle 10. 
LYONS, J. E. Operating Reactors Branch 5. 04/05/23. 8pp. 

24756:341. 24X Fiche: 50-245, 84/05/23, 8406010125. 


8406110248 Suppl* 821220 response to Generic Ltr 82-16 re need for 
Tech Specs concerning NUREG-0737, Item II. K. 3. 3, "Reporting 
Requirements for Safety & Relief Valve Failures. " No 
additions to Tech Specs warranted. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, W. G. Northeast Utilities. 84/05/30. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 24868: 127. 24X 

Fiche: 50-000, 84/05/30, 84061 10248. 


8406110192 Requests cessation of review of 840409 proposed Tech Specs 
allowing operator to attempt to restart rec irculation pumps 
following trip of both pumps because of relationship w/ 
single loop operation issue & BWR Owners Group work. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W, G. Northeast Utilities. 84/05/31, 
CRUTCHFIELD, D. Operating Reactors Branch 5. ip. 24672:079. 34X 

Fiche: 50-245, 84/05/31, 8406110192. 


8406110103 Forwards safety evaluation of proposed rev to Tech Specs for 
continuous containment leak rate monitoring. Prop osed changes 
acceptable provided util submits alternate Tech Spec 
dependent on trend* of drywell purge frequency 6 duration. 

CRUTCHFIELD, D. Operating Reactor* Branch 5. 84/06/07. COUNSIL, W. 0. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
24872.122. 24X Fiche: 50-245, 84/06/07, 04061 10103. 


— 8406110106 Safety evaluation supporting proposed Tech Spec changes rs 
continuous leak rate monitor ing, provided indicated alternate 
Tech Specs submitted. 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 5pp. 
24072:124. 24X Fiche: 50-245, 84/06/07, 84061 10103. 


8406190258 Forwards draft Rev 6 to GA program topical rapt. 

COUNSIL,. W» G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities), 84/06/08. MURLEY, T, E, Region 1, Office of Director. 
9pp. 24986:201, 24X Fiche; 50-000, 04/06/08, 84061 90258. 


— 8406190260 Draft Rev 6 to OA program topical rept. 

# Northeast Utilities Service Co, (sub*, of Northeast Utilities), 
04/06/08. 133pp. 24986- 210. 24X Fiche: 50-000, 84 / 06 / 00 , 

8406190258. 


8406180129 Re a ponds to 840427 req&t** for schSidule for submitting 
procedures re degraded grid voltage. Unit 2 procedures will 
be submitted by 040629, Unit 1 procedures will be submitted 
in early if35*. •• 

GOUN3|LrW:.0* * F* Northeast Nuclear Energy Co, (subs, of 

Northeast Utilities), COUNSIL, W. G, Northeast Utilities, 84/06/11. 
MILLER, J, R, operating Reactors Branch 3,. CRUTCHFIELD# P. Opera t ing 
Reactor* Branch & 3pp, 34947T 298. 24X F i£he ; 50-245, 84/06/1 1, 

8406180129, 


6406310011 Notifies that absence of formal submittal, requesting Tech 
Specs on limiting overtime policy, cannot be reviewed or 
approved* Commitment to propose suitable Tech Specs should be 
provided Within 15 day* 0 ? ltr receipt, 

MILLER, J. R, Operating Reactors Branch % 34/Q6/11, COUNSIL, W. G, 

Northeast Nuclaar Energy Co. £$£& of Northeast Utilities). 3pp. 
29091 i 317* 34X Fiche [ 50-000, 84/00/ Ui04O631Ogi 1. 


3400190337 Forwards Amend 98 to. License DPR-21 6 safety evaluation. 
Amend approves eight Tech Spec item* identified in 840409 
application. 6 allows return ftp FmU power operation 
following ninth rs fueling outage. . . .. . . . 

CRUTCHFIELD, D, Operating Rteactor* Branch 9. 34/06/14, COUNSIL, W, j®, 

Northeast Nt£CI ■!«,#/ :En#r[g:y of Norite a#t Utilities), 6pp. 

35023; 099, 8*K Fic.het$0H3i9 ^34/06/1^ 8400190337 
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— 3406190349 Amend 98 to License DPR-21, approving eight Tech Spec items 
identified in 840409 application & allowing return to full 
power operation following ninth refueling outage. 

CRUTCHFIELD/ D. Operating Reactors Branch 5. 84/06/14. 36pp. 

35022:105. 24X Fi ch e : 50-245/ 84/06/1 4. 8406190337. 


— 0406190355 Safety evaluation supporting Amend 98 to License DPR-21. 
* Office of Nuclear Reactor Regulation. Director. 84/06/14. 
17pp. 25022:141. 24X Fiche: 50-245, 84/06/14. 8406190337. 


8406220181 Requests NRC respond to 040409 application for amend to 
License DPR-21, al lowing operation during Reload 9/Cycle 10, 
by 840618. Receipt of license amend after 840618 may cause 
delay in criticality. 

COUNSIL. W. G. . FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/14. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 25083:069. 24X 

Fiche: 50-245, 84/06/14, 8406220181. 

8406210376 Requests notification within 45 days if unapproved 
methodology in NUREG-0661 utilized to determine whether 
setpoint logic changes required to reduce thrust loads 
associated w/second safety relief valve actuations. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/15. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
25054:334. 24X Fiche: 50-245, 04/06/15, 8406210376. 


8406230459 Requests submittal of license fees for 831213 & 28 
applications re Tech Spec changes resulting from SEP review, 
within 15 days. 

MILLER, W. 0. License Fee Management Branch. 84/06/18. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Ip, 
25128: 055. 24X Fich e : 50-245, 84/06/18, 8406230459. 


8406280288 Forwards Amend 99 to License DPR-21 & safety evaluation. 
Amend changes Tech Specs to require periodic testing for 
battery capacity & demonstration that batteries will provide 
sufficient power under accident conditions. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/21. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
25179:067. 24X Fiche: 50-245, 84/06/21, 8406280288. 


— 8406280293 Amend 99 to License DPR-21, chang ing Tech Specs to require 
periodic testing for battery capacity & demonstration that 
batteries will provide sufficient power under accident 
condi tions. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/21. 13pp. 

25179:071. 24X Fiche: 50-245, 94/06/21, 8406280288. 


— 8406280296 Safety evaluation supporting Amend 99 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director. 84/06/21. 6pp. 
23179:084. 24X Fiche; 50-245, 84/06/21 , B40628028B. 


Q. Inspection reports, IE Bulletins & correspondence 


8406080143 Forwards IE Insp Repts 50-245/84-06 & 50-336/84-08 on 
840409-18. No violations observed. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/05/22. 

COUNSIL, M. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24855:183. 24X Fich e: 50-245, 84/05/22, 8406080143. 


—8406080147 IE Insp Repts 50-245/84-06 50-336/84-08 on 840409-18. No 

violations noted. Major areas inspected;QC of analytical 
measurements, analytical procedures, staff ing & training. 

ZIBULSKY, H. , PASCIAK.W. J. Region 1, Office of Director. B4/0S/17. 
4pp. 24855:185. 24X Fic he: 50-245, 84/05/22, 8406080143. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24B61:201. 24X Fiche; 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi ch e: 50-000, 84/05/25, 0405240317. 


84061401B8 Forwards IE Insp Repts 50-245/B4-08 Si 50-336/84-10 on 
840401-0505. No violations noted. 

STAROSTECK.I , R, Division of Project Si Resident Programs. 04/05/29. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:343. 24X Fiche: 50-245, 84/05/29, 8406140188. 


—8406140193 IE Insp Repts 50-245/84-08 St 50-336/B4-10 on 840401-0505. No 
violations noted. Major areas inspected: eval uations of plant 
operations, reactor vessel defuel ing, outage c onduc t, ph y s i ca 1 
security in fire protection, 

SHEDLOSKY, J. T. , LIPINSKI, D. R. Region 1, Office of Director. 

ELSASSER, T. C. Division of Project & Resident Programs. 84/03/22. 
14pp. 24924:345. 24X Fi c h e: 50-245, 84/05/29, 0406140188. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
enc 1. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of. New 

York, Inc 122pp. 24879 342. 24X Fi c h e : 50-000, 84/05/30, 8405290383 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84 / 06 / 01 . Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi ch e : 50-000, 84/06/01 , 8406010423. 


8406120155 Responds to Generic Ltr 84-11 re current plans for insps 
for IGSCC & interim leakage detection. Uti 1 has not 
implemented any special surveillance measures for primary 
sys leak detection in response to IGSCC. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/04 
CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24888:348. 24X 

Fiche: 50-245, B 4/06/04, B406120155. 


8406260306 Forwards IE Insp Rept 50-245/84-09 on 840409-10. No 
violations noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/04. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25150:145. 24X Fiche: 50-245, 84/06/04, 8406260306 


—8406260311 IE Insp Rept 50-245/84-09 on 840409-10. No violations noted 
Major areas inspec ted : emer g ency diesel generator operation 
to observe prelube oil seepage from exhaust flanges 
adjacent to turbocharger. 

WOODWARD, C. H. Region 1, Office of Director. ANDERSON, C . J. 
Division of Engineering & Technical Programs. 84/05/17. 3pp. 
23150:147. 24X Fich e : 30-243, 84/06/04, 8406260306. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condition* 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co, of New 

York, Inc. 120 pp. 23050:124. 24X Fi c h e : 50-000, 84/06/03, 8406030012 


8406050350 IE Info Notice 84-43, "Storage in Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of GA« Safeguards 8< Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 30-000, 84/06/07, 8406050330. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness in Engineering 
Response (Post 830103), 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 840606033A. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 30-000, 84/06/1 1, 0406080176. 


8406290463 Forwards IE Insp Repts 50-213/84-08,30-243/84-10, 
30-336/84-11 S< 30-423/84-07 on 840423-26. No violations 
noted. 

MARTIN, T. T. Division of Engineering Si Technical Programs. 84/06/11 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2 pp. 23211:299. 24X Fiche: 30-000 , 04 /06/1 1, 8406290463. 


— 8406290474 IE Insp Repts 50-213/84-08,30-245/84-10,30-336/84-11 «, 
30-423/84-07 on 840423-26, No violations noted. Major areas 
inspected. QA requirements for design, const St operation 
of sys St components, 

PAOLINO, R. J. , ANDERSON, C. J. Region 1, Office of Director. 
04/06/07. 5pp. 23211:301. 24X Fiche: 30-000, 84/06/1 1, 8406290463. 


8406230270 Advises that disassembly Si insp of engine mounted fuel pump 
& fuel shutoff valve unwarranted at present time, per SEP 
Topic VIII-2, "Onsite Emergency Power Sys." Subj components 
will be inspected after 1,200 running hours accumulated. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 04/06/LZ. 
CRUTCHFIELD, D. Operating Reactors Branch 3. 2pp. 23119:173. 24X 

Fiche: 30-243, 84/06/12, 8406230270. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness in Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of Niw 

York, Inc. 119pp. 25049:154. 24X Fi che : 30-000, 84/06/ 13, 84060B0173 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/06/13. Consolidated Edison Co. of N»w 

York, Inc. 122pp. 25049:033. 24X Fi che: 50-000, 04/06/ 13, 8406130315. 
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0406290234 Forwards list of welds inspected for IGSCC during 1984 
refueling outage, per Generic Ltr 84-11 it descriptions 
of welds found flawed. 

COUNSIL, W G. > FEE. W. F. Northeast Nuclear Energy Co (subs, of 
Northeast Utilities). COUNSIL, WG. Northeast Utilities 84/06/15. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 63pp. 25196 271. 24X 

Fiche: 50-245, 84/06/15, 8406290234 


B40618O353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103), 84/06/IB. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi e he : 50-000, 84/06/ 1 8, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarification of Scope of GA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche : 50-000, 84/06/21 , 8406190327. 


8406290007 Discusses review of reinsp , ana 1 y s i s & repairs on 
recircu lation, shutdown cool ing, LPCI, reactor water cleanup, 
core spray & isolation condenser sys piping. Insp performed 
per Generic Ltr 84-11. Safety evaluation forwarded. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/26. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
25197:023. 24 X Fi c h e : 50-245, 84/06/26, 8406290007. 


— 8406290009 Safety evaluation supporting insp of IGSCC susceptible 
welds, per Generic Ltr 84-11. Unit can be returned to 
operation for one 18-month fuel cycle provided leakage 
monitoring frequency increased to once every 4 h. 

* Office of Nuclear Reactor Regulation, Director. 84/06/26. 7pp. 
25197:025. 24X Fi c h e : 50-245, 84/06/26, 8406290007. 


8406290304 Trip rept of 040604 site visit to observe torus entry. 
Portion of vent header nearest 18-inch torus penetration 
reinspected. Visual insp of outside of nitrogen/air purge 
piping revealed no abnormalities. 

SHEA. J. J. Operating Reactors Branch 5. 04/06/26. Operating 

Reactors Branch 5. 4pp. 25204:073. 24X Fich e : 50-245, 84/06/26, 

0406290304, 


R. Periodic operating reports & related correspondence 


8406070197 Monthly operating rept for Apr 1984. W/840514 ltr. 

HARRAN, G, , HERBERT, R. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). HERBERT, R. J. Northeast Utilities. 84/04/30. 
4pp, 24746:358. 24X Fi c h e : 50-245, 84/04/30, 8406070197. 


8406110265 Confirm* that 30-day extension for submittal of semiannual 
matl balance rept covering Oct 1983 - Mar 1984 acceptable to 
NRC, per 840426 d i scus s i on . Ex tens i on necessary due to 
computer problem* at util. 

C0UN8IL, W, G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CQUN8IL, W. G. Northeast Utilities. 84/05/10. 

BURNETT, R.F, Office of Nuclear Material Safety S< 

Safeguards, Director, lp. 24870:362. 24X Fiche: 50-245, 84/05/10, 

8406110265. 


8406180360 Monthly operating rept for May 1984. W/B40612 ltr. 

HARRAN, G. , MROCZKA, E, J, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), MROCZKA, E. J. Northeast Utilities. 84/05/31. 
7pp. 24965: 296„ 24X Fiche: 50-245, 04/05/31 , 8406180368. 


S. Reportable. oc curT«nces, LERs & related correspondence 


8406080130 Responds to question re time delays for degraded grid 
protection For Cliris I'E power sys. New time delays will not 
compromise FSAR accident analysis, S2 time delay of 0.0 « 
less tharf ' generator start time of 10 s. 

C0UN8IL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities).. 04/05/24. CRUTCHFIELD, D. Operating Reactors Branch 5. 
2pp. 2,4855i Ue„ 24X Fiche; 50-245, 84/05/24, 8406080130. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency Si fire protection plans 


8406280340 Provides basis for completion dates for safety parameter 
display sys hardwar e, sof twar e it initial operation training. 

Listed completion dates should be accepted. 

POLK, P. J Operating Reactors Branch 1. 84/04/02. EISENHUT , D. G. 

Division of Licensing. 2pp. 25183:361. 24X Fiche: 50-247, 84/04/02, 

84062B0340. 


8406070098 Further response to F01A request for release of all 1982 
SECY papers. SECY-82-322, SECY-82-341, SECY-82-342, SECY-02-370 
%>. SECY-82-373 withheld in part or in entirety (ref FQIA 
Exemption 5 X: 10CFR9. 15). Appeal may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 24852:147. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


— 8209160036 Recommends that UCS request for shutdown of Indian Point, 
Units 2 & 3 be treated as 10CFR2. 206 petition. 

BICKWIT, L. Office of the General Counsel. SECY-82-341. B2/08/17. 

2pp. 24852:170. 24X Fi c h e : 50-000, 84/04/1 7, 8406070098. 


8404240098 Forwards Central Files version of revised emergency plan 
implementing procedure App A, "Site Emergency Roster. " Enel 
withheld. 

0 "TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/04/18. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 24164:241. 24X 

Fiche: S0-003, 84/04/18, 8404240098. 


8406000150 Ack receipt of 040511 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/04-07. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/05/31. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
24859:084. 24X Fiche: 50-247, 84/05/31, 8406080150. 


— 8406080154 Responds to NRC 840411 ltr re violations noted in IE Insp 
Rept 50-247/84-07. Corrective actions: personnel associated 
w/Health Physics Instruction 2.28 verbally informed of 
changes. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/05/11. 
MARTIN, T, T. Division of Engineering & Technical Programs. 2pp. 
24859:086. 24X Fiche: 50-247, 04/05/31, 8406080150. 


8406140155 Forwards IE Insp Rept 50-247/04-09 on 840409-0 513. No 
violations noted. Cane erns identified. 

8TAR08TECKI, R. Division of Project it Resident Programs, 84/05/31. 
O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
24930:313. 24X Fiche: 50-247, 84/05/31, 8406140155. 


— 8406140158 IE Insp Rept 50-247/84-09. Concerns identified : uti 1 fire 
protection training program had not developed effective fire 
brigade leadership it possible hydraulic lockup problem. 

FOLEY, T. , KDLTAY, P. Region 1, Office of Director. NORRHOLM. L. 
Division of Project & Resident Programs. 84/05/25. 9pp, 
24930:315. 24X Fi c he: 50-247, 84/05/31, 04061401 55. 


8406080200 Ack receipt of 040511 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-247/84-04. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/01. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
24059:023. 24 X Fi ch e ; 50-247 , 84/06/01 , 8406080200, 


— B406080204 Responds to NRC 840411 ltr re noncompliance noted in IE Insp 
Rept 50-247/84-04. Corrective actions: post-order guidelines 
revised to require notifications be made by radio & 
written post-instructions given to guards. 

O'TOQLE.J. D, Consolidated Edison Co. of New York, Inc. 84/03/11. 
MARTIN, T. T. Division of Engineering it Technical Programs. 2pp, 
24859:025. 24X Fiche; 50-247, 84/06/01, 8406080200. 


8406230562 Forwards IE Insp Rept 50-247/84-11 on 840507-10. No 
violations observed. 

MARTIN, T. T. Region 1, Office of Director. 84/06/04. O'TOOLE, J. D. 
Consolidated Edison Co, of New York, Inc. 2pp. 25136:033. 24X 

Fiche: 50-247, 84/06/04, 8406230562. 


— 8406230567 IE Insp Rept 50-247/84-il on 840507-10. No violations 
identified. Major areas inspected : emergency preparedness it 
licensee annual emergency small-scale exercise. 

WALTNER, E, , CROCKER, H. W. Region li Office of Director. 84/05/31. 

5pp. 23136, 033, 24X Fiche: 30-247, 84/06/04, 8406230362. 


8406120292 Ack receipt of 040524 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-247/84-08, 

0TAROBTECKI, R. Division of Project St Resident Programs. 84/06/05. 
O'TDOLE, J. D, Consolidated Edison Co. of New York, Inc, 2pp. 

24B94; 353. 24X Fiche: 30-247> 84/06/05, 8406120292. 
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— 8406120304 Responds to NRC 840424 ltr re violations noted in IE Insp 
Rept 50-247/84-08. Correcti ve ac tions: procedures revised to 
require health physics technicians to provide continuous 
radiation monitoring for parties in high radiation areas. 

O'TOOLE. J. D. Consolidated Edison Co. of New York. Inc. 84/05/24. 
STARQSTECKI, R. Division of Project it Resident Programs. 4pp. 
24894:355. 24X Fiche: 30-247, 84/06/05, 8406120292. 


8406140017 Responds to 840525 memo re New York P1RG 840409 petition 
requesting immediate suspension of OL based on inadequacies 
in planning & preparedness for evacuation of school children 
in emergency. 

KRIMM,R. W, Federal Emergency Management Agency. 84/06/11. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 2pp. 24926:015. 24K Fiche: 50-003, 84/06/11 , 

840614001 7. 


— 8406140025 "Evaluation of Concerns Raised in New York PIRG Petition to 
Suspend Operation of Indian Point Units 2 it 3. " 

* Federal Emergency Management Agency. 84/06/08. 19pp. 

24926:017. 24X Fi c h e: 50-003, 84/06/1 1 . 8406140017. 


8406150042 Clarifies 840314 ltr re estimate of cost for integrally 
designed addl shielding It HEPA filter equipment for 
emergency operations facility. Util does not plan 
implementation of integral shielding S< HEPA design changes. 
O'TOOLE, J. D. Consolidated Edison Co. of New York. Inc. 84/06/11. 
EISENHUT , D. G. Division of Licensing. Ip. 24943:037, 24X 

Fiche: 50-003. 84/06/11, 8406150042. 


B 406270095 Forwards order confirming licensee 830415,0831,1110,840214 it 
0312 commitments to implement requirements of NUREG-0737, 

Buppl 1 re emergency response capability. 

VARGA, S. A. Operating ReactoT* Branch 1. 84/06/12. O'TOOLE, J. 

Consolidated Edison Co. of New York, Inc. 2pp. 25174:333. 24X 

Fiche: 50-247. 84/06/12, 8406270095. 


—8406270103 Order confirming licensee B30415, 0831, 1 i 18, 840214 it 0312 
commitments to implement requirements of NUREC-0737, Supp 1 1 
(Generic Ltr 82-33) re emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Consolidated 
Edison Co. of New York, Inc. 6pp. 25174:335. 24X 

Fiche: 50-247, 84/06/12, 8406270095. 


G. Adjudicatory correspondence 


8406010232 Expresses position that util should not be granted extension 
of time to conduct full-scale emergency preparedness 
exercise until at least 841 130. Request does not meet Public 
Interest Std of 10CFRS0. 12(a ). 

HOLT, J. Public Interest Research Group, New York. POSNER, P. 

Alliance to Close Indian Point. DBG 402. 84/05/31. 

Commissioners. 6pp. 24753:252. 24X Fiche: 50-247, 84/05/31, 

Q4060 10232. 


8406130125 Suppl to joint 840406 petition for immediate suspension of 
operation. 

HOLT, J. Public Interest Research Group, New York. DSD 596, 
84/06/09. 73pp. 24913:201. 24X Fiche: 50-247, 84/06/09, 8406130123. 


8406L50335 Requests staff rept re licensee request for exemption from 
annual full-scale emergency exercise requirement. Commi » s i on 
should note no assurance or commitment made that 
participants will be prepared for Nov exercise. 

HOLT, J. Public Interest Research Group, New York. POSNER, P. 
Alliance to Close Indian Point. DSB 635. 84/06/14. PALLADIND, N. J. , 

0IL1NSKY, V. , ROBERTS, T. M. Commissioners. 2pp. 24935:333. 24X 

Fiche: 50-247, 84/06/14, 0406150335. 


8406270046 Expresses opposition to util 840409 request for exemption 
from regulation requiring annual full-scale emergency 
preparedness exercise. Objections listed, 

HQLT* J. Public Interest Research Group, New York, POSNER, P. 
Alliance to Close Indian Point. DSD 895. 84/06/25. PALLADIND, N. J. , 

GILINSKY, V. , ROBERTS, T. ft Commi s* loners. 6pp. 25160:063. 24X 

Fiche: 50-247, 84/06/25, 8406270046. 


P. Operating license stage documents & correspondence 


8406070098 Further response to F01A request for release of all 1982 
SECY papers. SECY- 82- 322, SECY-02-341, SECY-82-342, SECY-82-370 
it SECY-82-373 withheld in part or in entirety (ref FOIA 
Exemption 5 fc 10CFR9. 15), Appeal may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records, 84/04/17. WEISS, E. R, 
Union of Concerned Scientists. 3pp. 24832:147. 24X 

Fiche: 30-000, 04/04/17, 8406070098. 


8406210403 Forwards request for addl info re external flooding 
conditions, Response requested within 43 days. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/29. O'TOOLE, J. D. 
Consolidated Edison Co, of New York, Inc. 3pp. 25069:175. 24X 
Fiche; 50-247, 04/05/29, 8406210405. 


8406070299 Forwards application for amend to License DPR-26, revising 
Tech Spec to conform closely to model STS on shock 
s oppressors. Fee end. Future application will delete Table 
3,12-1 listing snubbers, per provisions of Generic Ltr 84-13. 
O'TOOLE, J. D. Consolidated Edison Co of New York, Inc. 84/05/30. 
VARGA, B. A. Operating Reactors Branch 1. 2pp. 24746 137. 24X 

Fiche: 50-247, 04/05/30, 8406070299. 


— 8406070301 Application for amend to License DPR-26, revi s in g Tech Bp 
to conform closely to model STS on shock suppressors 
( snub b ers ) . 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/03/3C 
3pp. 24746:159. 24X F i c h e : 30-247, 84/05/30, 8406070299 


— 8406070302 Proposed Tech Spec changes to conform closely to model $ 
on shock suppressors (snubbers). 

* Consolidated Edison Co. of New York, Inc. 84/03/30, 11pp. 

24746:162. 24X F i c h e : 30-247, 84/03/30, 8406070299 


8406280378 Notification of 840626 meeting w/util at site to discuss 
licensee detailed control room design review. 

POLK, P.J. Operating Reactors Branch 1. 84/06/13. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25195:043. 24X 

Fiche; 50-247, 84/06/13, 8406280378. 


8406230328 Forwards addl info on NUREG-0737, Item II D. 1, "Reliabllit 
Engineering," re performance testing of safety St relief 
valves. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/06/19. 
VARGA, S. A. Operating Reactors Branch 1 26pp. 23118:213. 24X 

Fiche: 30-247, 84/06/13, S40625032B. 


8406260532 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A— 49, "Pres eur i z ed Thermal Shock" it A-43, "DHR. " 

VAROA, S. A. Operating Reactors Branch 1. 84/06/13. O'TOOLE, J, D. 

Consolidated Edison Co. of New York, Inc. 11pp. 23158:136. 24X 

Fiche; 50-247, 84/06/13, 8406260532. 


8406260214 Forwards response to 840324 request far addl Info re 840* 
proposed mod to Teactor trip breaker to provide automatic 
actuation of shunt trip attachment. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/06/2£>, 
VAROA, S. A. Operating Reactors Branch 1. 3pp. 23150:273 24X 

Fiche; 30-247, 84/06/22, 8406260214. 


Q. Inspection reports, IE Bulletins it correspondence 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containm 
Spray Sys. ,l Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/03/23. Consolidated Edison Co. of 

York, Inc. 124pp. 24861.201. 24X Fi c h e ; 30-000, 84/05/23, 8405230 


8403240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/29 Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fiche: 30-000, 84/03/23, B4Q324C 


8405290303 IE Info Notice 84-40, "Emergency Worker Doses " Svc lia(| 
end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103), 84/03/30. Consolidated Edison Co of 

York, Inc. 122pp. 24079:342. 24X Fic h e : 30-000, 04/09/30, Q4032«?< 


8406200308 Forwards evaluation of util steam generator inaervice it 
program for 1984 refueling outage, based on review of 840410 
submittal . Program acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/03/30. Q'TOQLE, J D, 

Consolidated Edison Co. of New York, Inc. 2pp. 25033:340. 24X 

Fiche: 30-247, B4/03/30, 8406200308. 


— B406200313 Evaluation of util proposed steam generator insp prog 1 
Program acceptable. 

* Materials Engineering Branch. 84/05/30. 3pp. 23033:342. ‘ 

Fiche: 30-247,84/03/30,8406200308. 


0406080150 Ack receipt of 840311 ltr informing NRC of steps taken * 
correct violations noted in IE Insp Rept 50-247/04-07. 

MARTIN, T. T. Division of Engineering & Technical Programs. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 7 
24839:084. 24X Fiche: 50-247, 84/03/31, 0406080130. 1 

j 

— 8406080134 Responds to NRC 840411 ltr re violations noted in IBS i 
Rept 30-247/84-07. Corrective actions: personnel associated | 
w/Health Physics Instruction 2.28 verbally informed of l 

changes. | 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc 84/0^ 
MARTIN, T. T, Division of Engineering &t Technical Programs 
24859:086. 24X Fiche: 30-247, 84/03/31, 8406080130 T 
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B40614015S Forwards IE Insp Rept 50-247/84-09 on 840409-0513. No 
violations noted. Concerns identified 

STAROSTECKI, R. Division of Project & Resident Programs 84/05/31. 
O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc 2pp. 
24930:313. 24X Fic h e : 50-247. 04/05/31 , 84061401 55. 


— 8406140158 IE Insp Rept 50-247/84-09. Cone er ns i d ent if l e d : u t i 1 fire 
protection training program had not developed effective fire 
brigade leadership fc possible hydraulic lockup problem. 

FOLEY. T. . KOLTAY, P. Region 1. Office of Director NORRHOLM, L. 
Division of Project It Resident Programs 84/05/25. 9pp 
24930:315. 24X Fiche : 50-247. 84/05/31 , 84061 401 55. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants " Svc list end 
JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/01. Consolidated Edison Co. of New 

York. Inc. 100pp. 25050:244. 24X Fi c he 50-000, 84/06/01 , B406010423. 


B4O6O0O2OO Ack receipt of 840511 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-247/84-04. 

MARTIN, T. T. Division of Engineering fc Technical Programs. 84/06/01. 

O'TQOLE, J. D. Consolidated Edison Co. of New York. Inc. 2pp. 
24859:023. 24X Fiche: 50-247, 84/06/01, 8406080200. 


— 8406080204 Responds to NRC 840411 ltr re noncompliance noted in IE Insp 
Rept 50-247/84-04. Corrective actions: post-order guidelines 
revised to require notifications be made by radio & 
written post-instructions given to guards. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/05/11 
MARTIN, T. T. Division of Engineering & Technical Programs. 2pp. 
24859:025. 24X Fi Che: 50-247, 84/06/01, 8406080200. 


8406140175 Forwards IE Insp Rept 50-247/84-10 on 840409-13. No 
violations noted. 

MARTIN, T. T. Division of Engineering fc Technical Programs. 84/06/01. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
24926:260. 24X Fiche: 50-247, 84/06/01, 8406140175. 


— B406140182 IE Insp Rept 50-247/84-10 on 840409-13. No violations noted. 
Major areas inspected : 1 icensee actions in response to IE 
Bulletins 79-02, 79-04, 79-07 & 79-14 St verification of design 
analyses St work. 

VARELA, A. A., RAVAL, J. H. , DURR, J. P. Region 1, Office of Director. 
84/05/31. 5pp. 24926:262. 24X Fiche: 50-247, 84/06/01, 8406140175. 


8406230562 Forwards IE Insp Rept 50-247/84-11 on 840507-10. No 
violations observed. 

MARTIN, T. T. Region 1, Office of Director. 84/06/04. O'TOOLE, J. D. 
Consolidated Edison Co, of New York, Inc. 2pp. 25136:033. 24X 

Fiche: 50-247, 84/06/04, 8406230562. 


—8406230567 IE Insp Rept 50-247/84-11 on 840507-10. No violations 
identified. Major areas ins p acted : emer gene y preparedness St 
licensee annual emergency small-scale exercise. 

WALTNER, E. , CROCKER, H. W. Region 1, Office of Director. 04/05/31. 
5pp. 25136:035. 24X Fiche: 50-247, 84/06/04, 8406230562. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp, 25050:124. 24X Fi c he : 50-000, 84/06/05, 8406050012. 


0406120292 Ack receipt of 840524 ltr informing NRC of steps taken to 
correct violations noted. in IE Insp Rept 50-247/84-08, 

STAROSTECKI , R. Division of Project St Resident Programs. 84/06/05. 
O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 

24B94: 353. 24X Fiche: 50-247, 84/06/05, 8406120292. 


— 8406120304 Responds to NRC 840424 ltr re violations noted in IE Insp 
Rept 50-247/B4-08, CorT'ftt^Y'e. actions: procedures revised to 
require health physic* tf,q<hni,cians to provide continuous 
radiation monitoring; for (p^trfes in high radiation areas. 

O'TOOLE, J. D. Consolidated Edison Co. of Neu» York, Inc. 84/05/24. 
STAROSTECKI, R. Division of Project St Resident Programs. 4pp. 
24894:355. 24X Fiche: 50^247. 84/06/05, 8406120292, 


8406050350 IE Info . Notice "Storage St Handling of Opthalmic Beta 

Radiation Applicators. " Svc list end, 

GRACE. J. N. Division / of .§Rf*g/u. ; ards St Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc, 

92p p , 25050 : 032. ?4X FfcQtMP C 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notl&t •'Environ Qualification Testing of 

Rockbestos Cables." Svc. 1-ift; end, 

JORDAN, E. L. Diyision of Emergency Preparedness St Engineering 
Response (Post 83010.3), 84/06/08, Consolidated Edison Co, of New 

York, Inc. 120pp. 24X Fiche : 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice B4-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc 123pp. 25049 001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification.'' Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. H9pp. 25049 154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi che : 50-000, 04/06/ 1 3, 840613031 5. 


8406180353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 1 18pp. 25336:043. 24X Fiche: 50-000, 84/06/18, B406180333. 


8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25533:286. 24X Fi che. 30-000, 04/06/18, 8406180360. 


8406190327 IE Info Notice 84-30, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFRS0, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25533:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


8406290182 Confirmatory Action Ltr 84-11 re 840619 telcon St 840615 
discussion w/util concerning high radiation controls, 
airborne rad ioactivity sampling it qualification of 
contractor radiation protection personnel. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/06/21. 

□ 'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 3pp. 

25198: 1 19. 24X Fiche: 50-247, 84/06/21, 8406290102. 


8. Reportable occurrences, LERs St related correspondence 


B406190451 Part 21 rept re malfunction of transfer switches. Caused by 
inadequate contact d ef 1 ec tion. Mods scheduled for May 1984 
refueling outage. Next rept will be submitted when work 
comp le ted , 

NAUMANN, H. R. Automatic Switch Co. 83/08/25. Region 4, Office of 
Director. 2pp. 24989:343. 24X Fiche: 50-003, 83/08/25, 8406190451. 


8406010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, 0. Rockbestos Co. 84/05/22. Director's Office, 
Office of Inspection and Enforcement. 5pp. 2475k: 349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 


8406120509 PN8-I-B4-01 1 : on 840524, 1 i c ensee received anonymous phone 
calls to site control room re security records, names of 
workers whose records should be checked & workers banned 
from site presently work ing. Audit performed on all workers, 

DUNLAP, J. , KEIMIG, R. Region 1, Office of Director. 84/06/01. 2pp. 
24892: 033. 24X Fiche: 50-247, B4/06/07, 8406120509. 


B4061B0197 PNS-I-84-Q1 1 A: on 840613, 1 icensee provided update on status 
of investigation re falsified records of employment ltrs. 

Licensee will request unions to conduct background 
investigations per ANSI 18. 17. 

DUNLAP, J. , KEIMIG, R, Region 1, Office of Director. 04/06/14. 2pp. 
2496B: 072. 24X Fiche: 50-247, 84/06/14, 8406180197. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F. Security, medical, emergency & fire protection plans 


8406060186 Public version of Rev 4 to generating stations emergency 
plan. W/840505 ltr. 

* Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 04/04/30, 8406060186. 


B4061401 19 Forwards IE Insp Rept* 50-010/84-01,50-237/84-06 it 
50-249/84-05 on 840327-0521. No noncompliance or deviations 
identified. 

SHAFER, w. D. Regions, Office of Director. 84/05/25. REED, C. 
Commonwealth Edison Co. 2pp. 24927:273, 24X Fiche: 50-010, 84/03/25, 

8406140119. 
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- -8406 140 1 23 IE Insp Repts 50-010/84-01, 50-237/84-06 b 90-249/84-05 on 
840327-0521 . No noncoRtpii ance or deviation ident i f ied. Ma j or 
areas in sp ec t ed : ac tion on previous insp f i nd ing s, reg i ona 1 
requests, 10CFR21 notifications & fire protection program 
CHRISSQTIMOS, N. Region 3, Office of Director. 84/05/25. 19pp. 

24927:275. 24X Fiche: 50-01 0, 84/05/25, 84061401 19. 


8406060283 Responds to 840427 1 tr re proposed means for satisfying 
10CFR50,App E, Paragraph IV. 0 requirement to annually review 
emergency action 1 evels. L.i s t s concerns St comments on util 
four-point proposal. 

PAPER IELLO, C. J. Regions, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. app. 24657:167. 24X Fiche: 50-000, 84/06/04, 

8406060203. 


— 0210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04 

SHERON, B. W. Reactor Systems Branch. 82/09/20 SPEIS.T. P. 
Assistant Director for Reactor Safety 2pp. 66368 077 24X 

Fiche: 50-000, 84/03/19, 0406070106. 


— 8406070145 Discusses status of reviews re single loop operation in 
BWRs Approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch. Incomplete initial NSHC determination & 
noticing action end. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A, Oper^fc) 

Reactors Branch 1 <Pre 800428). ZIEMANN, D. Operating Reactor® 

Branch 2 (Pre 800428). 5pp. 24852:006 24X Fi c he ; 50-000, 

84/03/19,8406070106. 


8406060295 Discusses proposed means for satisfying 10CFR50, App 
Paragraph IV. B requirements to annually review emergency 
action levels. Annual meeting ui/offsite agencies will be 
held at each station 


held at each station. 

FARRAR, D. L, Commonweal th Edison Co. 
Region 3, Office of Director. 2pp. 
Fiche: 50-000, 84/06/04, 8406060283. 


84/04/27. 
24657: 169. 


KEPPLER, 
24 X 


J. G. 


8406070198 Reconfirms & updates access author i lation lists for 
admitting NRC personnel to facil ities. Recommends listed 
individuals be granted unescorted access to vital b 
protected areas. 

AXELSON, W. L. Region 3, Offi ce 0 f Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24747:009. 24X Fiche: 50-010, 04/06/04, 

8406070198. 


0406140050 Notification of 840614 meeting w/util in Eethesda.MD to 
discuss fire protection issues. 

GILBERT, R. A. Operating Reactors Branch 5. 04/06/06. CRUTCHFIELD, D. 

Operating Reactors Branch 5 4pp 24939-224 24X 

Fiche: 50-010, 84/06/06, 8406140050. 


— 8406070168 Lists approach agreed upon by GE, Analysis Branch 8< R«j<ac$ 
Safety Branch re review of single loop operation in BWRs. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operate 
Reactors Branch 1 (Pre 800428). Ip 24851. 1B3 24X 

Fiche, 50-000, 84/03/19, 8406070106. 


—8406070191 Submits info for project managers re status of BWR sing 1 
loop operation review. GE advises that ECCS analysis 
considered no longer valid U must be red one. Comp 1 et i on of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch 77/10/13 GOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030). 

Ip. 24852:022. 24X Fi c h e : 50-000, 84/03/ 19, 8406070106. 


8406060354 Informs that NRC will not act upon application for relief 
from recombiner capability requirements per 10CFR30. 44( c ) ( 3) 

(ii), since Generic Ltr 84-09 contains required guidance. 

VASSALLD, D. B Operating Reactors Branch 2. 84/05/22. FARRAR, D. L 

Commonwealth Edison Co. 2pp. 24669:332. 24X Fi c h e : 50-000, 84/0S/&S 

8406060354. 


8406250321 Forwards order confirming licensee commitments on emergency 
capability, per Suppi j to NUREG-0737, based on util 
830414,0720 St 28,0825,1115 j* 1215 ltrs> 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/12. FARRAR, D. L. 

Commonwealth Edison Co. 4 pp . 25117:329. 24X Fi ch e: 50-237, 84/06/12, 

8406250321 . 


8406050418 Forwards supplemental response to Generic Ltr 83-2B, 
"Required Actions Based an Generic Implications of Salem 
ATWS Events. " 

BARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 27pp 24004:113. 24X 

Fiche: 50-000, 84 / 06 / 01 , 8406050418. 


8406250325 Order confirming licensee commitments on emergency response 
pBr Sup P 1 . 1 t ‘> NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. Q. Division of Licensing. 84/06/12. Commonwealth 
Edison Co. 6pp. 23117:333. 24X Fiche: 30-237, 84/06/12, 8406230321. 


8406280266 Forwards SER on safety parameter display sys for plants. 
Continued implementation acceptable pending adequate 
isolation devices fc data validation provided. Info to perform 
confirmatory review requested in 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 25178:088. 24X Fiche: 50-000, 84/06/22, 

8406280266. 


—8406280280 Safety evaluation on safety parameter display sys 
Suppl 1 to NUREG 0737. Continued implementation acceptable 


pending adequate isolation devices^ data validation* 
provided. 

Nuclear factor Regulation, Director. 84/06/22. 7pp. 
24X Fiche: 30-000, B4/06/22, 8406280266. 


23178: 091. 


B4062B0189 Releases public version of util 
documentation. 

FELTON, J. M. Division of Rules and Record 
Services Branch (Document Control Desk) 
Fiche: 30-000, 84/06/23, B406280189 


emergency plan 

s. 84/06/23. 

2pp. 25209:083. 


Record 
24 X 


8406190186 Requests approval of new versions of Tech Specs. Tech Specs 
revised, w/o changing content, into format having improved 
legibility & versati 1 i ty. W/o stated end. 

RYBAK, B. Commonwealth Edison Co. 84/06/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 24980:263. 24X 

Fiche; 50-237, 84/06/11, 8406190186. 


8406210170 Advises that util 810707,821228 & 830118 responses to 
Generic Ltr 81-04 fail to meet NUREG-0313, Rev 1 guidelines. 

Forwards SER & technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 & 84-11. 

SCHWENCER, A. Licensing Branch 2. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25090:064. 24X Fiche: 30-000, 84/06/1 1» 

840621017 0. 


—8406210179 SER re IGSCC in RCPB piping sys. 

* Materials Engineering Branch. 84/06/11. 7pp. 23090:066. 24X 

Fiche: 30-000, 84/06/1 1 , 8406210170. 


— 8406210193 "Integrity of Dresden Stati on, Units 2 8< 3, Quad Cities 
Station, Units 1 & 2 & LaSalle County Station, Unit 1 RCPB 
Sys," technical evaluation rept. 

NAGATA, P. K. EG&G, Inc. F1NA-6429. EGG-FM-62S0. 83/07/31. 
KOO, W. H. Division of Engineering. 31pp. 23090:073. 24X 

Fiche: 50-000, 84/06/11, 8406210170. 


—8406280227 Public 
organi zatlon. 


version of offsite generating 


station 


* Commonwealth Edison Co. 84/06/30 
Fiche: 30-000, 84/06/25, 8406280189. 


Ip. 25209:085. 


emergency 

24X 


plan 


Sta9e dacu ** n t* * correspondence 


0406190212 Responds to 840411 questions re implementation of 
NUREG-0737, I tern II. K. 3. 16, "Feasibility Study - Challenges 
ii Failures of Relief Valves. “ Analog transmitter/trip sys 
will replace reactor vessel level scram monitoring sys. 

RYBAK, B. Commonwealth Edison Co. 84/06/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24980:233. 24X 

Fiche: 30-237, 84/06/12, 8406190212. 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
V nUcl * aT / eact ‘>^' allowing operation w/one 
™ i J ° f svc - Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information 5c Resource Service lloo 24B31’003 24 X 

Fiche: 30-000, 84/03/19,8406070106 24831.003. Z4X 


8406190340 Provides followup on recent conversations re SEP Topic 
1 1 1-4. A, "Tornado Missiles." "Probabilistic Analysis of 
Tornado Missile Hazard for Dresden Nuclear Power Station" 
end. W/three oversize drawings. Aperture cards in PDR. 

RYBAK, B. Commonwealth Edison Co. 84/06/12. GILBERT, R. Operating 
Reactors Branch 5. 5pp. 23021:245. 24X Fich e: 50-010, 04/06/12, 

8406190340. 


-8202120080 Submits status rept on plants involving BWR single 1 o< 
operation. 

MA Z ETIS,G. Reactor Systems Branch. 82/01/24. SPE 1 S.T.P. 

Director far Reactor Safety, 2 pp. 24831-218. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


—8406190371 Addendum 1 to, "Probabilistic Analysis of Tornado Missilf 
Hazard for Dresden Nuclear Power Station. " 

* Commonwealth Edison Co. SAD-410 ADD 01. 83/03/18. 40pp. 

25021:253. 24X Fiche: 50-010, 84/06/12, 8406190340. 
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Inspection reports* IE Bulletins & correspondence 


1Q21EK)e! 1Q Responds to IE Bulletin 84-01 re insp of BWR Mark I 
containments currently in shutdown. No cracks found during 
visual i nsp. ThroUff h-u/al 1 crack on main vent S< vent header 
assembly considered very unlikely Insp details end. 

RYBAK, B Commonwealth Edison Co 84/02/10. KEPPLER, J. 0. Region 3, 
Office of Director. 3pp. 22244:118. 24X Fiche: 90-237. 84/02/10, 

04OSH9OS1O. 


106000177 Forwards transparencies used in 840318 presentation re 
status of regulatory improvement program. 

FARRAR, D, L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. Region 
3* Office of Director. 41pp. 24838:239. 24 X Fiche: 50-000* 84/05/22, 

04060110 177. 


106070099 Forward® rE Insp Repts 50-010/84-05,50-237/84-07 & 
9Q-a<49/04~C>6 on 040413-23 «< notice of violation. 

PAPERXKLLQi C. J, Region 3, Office of Director. 84/05/24. REED* C. 
Commonwealth Edison Co. 2pp. 24747:145. 24X Fiche: 50-010, 84/05/24, 

8406070099 


-8406070061 Notice of violation from insp on 840415-23. 

PAFERIELLO* C. J. Region 3, Office of Director. 84/05/24. Ip 
24747? 147. 24X Fiche : 90-010, 84/05/24, 8406070055. 


-8406070070 IE lUSp Repts 50-010/84-05, 50-237/84-07 6 50-249/84-06 on 
04041 Non comp 1 ianc e noted: failure to make adequate 

surveys of potentially contaminated rugs 6 transfer of 
radioactlvre matl to unauthoriied recipient. 

PAUL# R A, * JANUSKA, A. 0. » FRANCE. 0. M. Region 3, Office of Director. 

B4/09/S4. 19pp. 24747:148. 24X Fiche: 50-010, 84/05/24, 

©406070099 


105S003IR IE Info Notice 04-39, “Inadvertent Isolation of Containment 
Spray B©«» M Svc list end. 

JORDAN# EL, Division of Emergency Preparedness 6 Engineering 
Response (Rost 030103). 84/05/23. Consolidated Edison Co. of New 

Var Jr » Xft6» 124pp. 24861:201. 24X Fiche: 50-000, 84/05/23, 8405230319. 


1094340317 IE Info Notice 83-66, 8uppl 1, "Fatality at Argentine 
Critical Facility. M Svc list end. 

4000AN* fl L* UDiv^iSion of Emergency Preparedness 6 Engineering 
Response ( Foot 030103). 84/05/25. Consolidated Edison Co. of New 

Yart# Irn? igrpp. 24080: 103. 24X Fiche: 30-000, 84/03/25, 8403240317. 


1&6i40li«? Forwards m Insp Repts 30-010/04-01, 30-237/84-06 6 
9^149/94*08 an 040327-0921. No noncompliance or deviations 
idtnti f ied 

iHAFER# 0 3# Office of Director. 84/03/23. REED, C. 

CMMM»nV»at«t>' Itdisan Co. 2pp. 24927:273. 24X Fiche: 30-010, 84/03/23, 

§4061401 19., 


-140*140180 IK insp Rapts 90-010/84-01,30-237/84-06 6 30-249/04-03 on 
§4O3K7**O0KI.Na wane Ompl ianc e or deviation identified. Maj or 
areas inspaatad? action on previous insp findings, regional 
result fit# 10CFR21 notif ications 6 fire protection program. 

Ration 3# Office of Director. 84/03/25. 19pp. 

34**7i**K, H4K Fiehat 80-010. 84/09/23, 0406140119. 


10^0303 IK lilt# Notice 84-40, “Emergency Worker Doses." Svc list 

ml. 

JSWAN# E, L, tf Emergency Preparedness 6 Engineering 

ON**#' OSI0J/Q#)', 84/09/30, Consolidated Edison Co. of New 

vert* Inc Ifrfifr p #4879? 342. 24 X Fiche: 30-000, 84/03/30, 8403290383. 

10609037© meeting re implementation of util 

r«|tpl**».rK improvement plan, developed in 

response §4 Mtt tftnetrrt* over recent errors 6 escalated 

Dlvitttfl- ff project 6 Resident Programs. 04/03/31. 
Edison Co. 3pp. 24804: 007. 24 X 

rtef* ^0D0*tt4/O8/31* ©406090378. 


404*104©© tm B4^41# "IOBCC in BWR Plants." svc list end, 

mom* K- L ? Division »f Emergency Preparedness 6 Engineering 

mm* ©Jioic^t. 84/o6/°i — - - 

Ytrl* I m ©9000:044, 


Consolidated Edison Co, of New 
24X Fiche: 30-000, 84/06/01, 8406010423, 


<mxn t m #**<*w 0mm * fOT 

im»«m mw tmmmrni) *t> *««*«••. iuco*..*,* n.w 
** *“•»• t0 v1 ** 1 fc 

KSSSy i a, 4MM*m °t Dtr.ctor. 84/06/0#. REED, C. 

«MiW tto. 7RP. 24747,009. 34X Eic#., 80-010. 84/06/04, 


8406110246 Responds to Generic Ltr 84-11 re reinso n ( ,,oirta 

"•"'“i 1 : *® lowc.s.i.cf.n o, „, d . 

be biased to higher temp portions of branch sus 8, fittinos 
RYBAK, E Commonwealth Edison Co. 84/06/04. DENTON H R Offiro 
Nuclear Reactor Regulation, Director 4pp 24868 iki 24 X 
Fiche: 50-000, 84/06/04, 8406110246. 1S1 


■ T — w - «-H'-'4 P mens flvaiiabiiitu for Conditions 

During Outages Not Covered by Tech Specs." Svc list end 
JORDAN, EL. Division of Emergency Preparedness fe Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25030:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 

84 ^H?°r?° ^!° ^ 0tiC ! ® 4 " 43 ' " Stora 9 e * Handling of Opthalmic Beta 

Radiation Applicators. " Svc list end. 

N< Division of QA ' Safeguards * Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 23030:032. 24X F i ch e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). B4/O6/08. Consolidated Edison Co of New 

York, Inc. 120pp. 23049:273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche : 50-000, 84/06/ 1 1, 8406080176. 


0406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 930103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:134. 24X Fiche: 30-000, 84/06/13, 8406080173 . 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25336:043. 24X Fi che: 50-000, 84/06/ 18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. llBpp. 23333:286, 24X Fiche: 30-000, 84/06/18, 8406180360. 


8406190327 IE Info Notice 84-50, “Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. ,l Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness &< Engineering 
Response (Post 830103). 04/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23335:041. 24X Fic he: 50-000, 84/06/21, 8406190327. 


B406290164 Forwards SER U EGfcQ technical rept re IGSCC in RCPB piping 
sys as aid in preparing responses to Generic Ltrs 84-07 & 

84-11. Action in reviewing responses to Generic Ltr 81-04 
(NUREG— 0313, Rev 1) complete. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/26. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 25204:146. 24X Fic he: 50-237, 84/06/26, 

8406290164. 


— 8406290174 SER re IGSCC in RCPB piping sys. Licensee response to reduce 
I08CC susceptibility of austenitic stainless piping does not 
meet guidelines of NUREG-0313, Rev 1. 

* Office of Nuclear Reactor Regulation, Director. 84/06/26. 3pp. 
23204: 150. 24X Fiche: 30-237, 84/06/26, 8406290164. 


R. Periodic operating reports S< related correspondence 


8406130002 Monthly operating repts for May 1984. W/840604 ltr. 

SCHROEOER, B. A. , 8C0TT , D, J. Commonwealth Edison Co. 84/03/31. 22pp. 

24943:032. 24X Fiche: 30-237, 84/03/31 , 34061 30002. 


S. Reportable occurrences, LERs & related correspondence 


8403290238 LER 84-004-00: on 840423, reactor scram occurred on protection 
sys channel A. Caused by misaligned styrofoam block allowing 
contact separation in relay 390-112B, Relay contacts will be 
jumped. W/840522 ltr. 

BERQAN, G. W, , SCOTT, D. J„ Commonwealth Edison Co. 84/05/22. 3pp. 

24 X Fiche: 50-249* 84/03/22, 8403290258. 
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DOCKET 50-250 TURKEY POINT PLANT. UNITJ3 
F Security, medical, emergency fc Tire protection^? Ians 


Q4060602S9 Forwards pre-implementation audit rept of detailed control 
room design review per Suppl 1 to NUREG-0737 Rept identifies 


room design 

resolved open or confirmatory items in draft 
requiring addl info 

VARGA. S A Operating Reactors Branch 1 
Florida Power * Light Co 45pp. 24665 142 . 24X 

Fiche: 50-000.04/05/21. 8406060289 


SER & items 


B4/05/21. WILLIAMS. J. W. 


8406050266 Provide* proposed schedule for 
R. Section III © mods, per request. 
WILLIAMS. J. W. Florid* Power St Light Co. 
Division of Licensing. 2pp 24840:271. 
8406050266. 


implementation of 10CFR50. App 

04/05/31. EISENHUT. D. G. 

24X Fiche: 50-250. 84/05/31. 


J. Insurance & indemnity information 


8406280394 Forwards request for addl info re fuel storage U-235 1 i near 
* ^ i Tnfo reauested within 30 days of ltr 


HJOcOUJ" n r u i wai uj.-t. ... _ _ , 

loading increase. Info requested within 30 days 

VARGA^S. A. Operating Reactors Branch 1 84/06/20. 

Florida Power & Light Co. 3pp. 25195: 034. 24X 


WILLIAMS. J. w. 


8406260280 Forwards "Auxiliary Power Upgrade Summary 8< Design 
Evaluation." per agreement w/IE Proposed mod will be 
implemented pending favorable NRR review & resolution of 
specific questions from 840605 & 06 site visit. 

WILLIAMS. J. W. Florida Power & Light Co. 84/06/26. VARGA. S. A. 
Operating Reactors Branch 1. Ip. 25148:317 24X 

Fiche: 50-230, 04/06/26, 8406260280. 


— 8406260294 Rev 0 to "Auxiliary Power Upgrade Summary L Design 
Evaluation." U/10 oversize figures. Aperture cards available 
in PDR. 

KELLER. G. J. , O'NEILL. J. J. Florida Power & Light Co. JPE-L84-12 
ROO. 84/05/31. 120pp. 25148:318. 24X Fi c h e 50-230. 84/06/26, 

8406260280. 


0406050436 Forwards Endorsements 73 6 72 to NELI A Policy NF- 185 & 
Endorsements 62 & 61 to MAELU Policy MF-55. 

DUCK, JR Marsh & McLennan, Inc 84/06/01. SALTZMAN, J. Assistant 
Director for State h Licensee Relations. 5pp. 24842:291. 24X 

Fiche: 50-250, B4/06/01. 8406050436. 


P Operating license stage documents L correspondence 


8405210638 Submits equipment qual l f ication program status rept for wk 
of 840511 Review meetings for compliance to 10CFR50. 49 for 
five plants held during previous 2 wks. 

KARSCaR. 0 Operating Reactors Assessment Sranch. 84/05/14. 
MIRAGLIA.F. J. Assistant Director for Safety Assessment. 6pp. 
24879: 335 . 24 X Fiche: 50-000. 84 / 05 / 14. 8405210638. 


0. Inspection reports, IE Bulletins S, correspondence 


8405230319 IE Info Notice 84-39. "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Neu 

York. Inc. 124pp. 24861:201. 24X Fi ch e 50-000. 84/05/25, 840523031? 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, B4O5240317 


8406010239 Forwards request for addl info re 830314 request for Tech 
Spec mod expanding spent fuel storage facilities. Info 
requested within 45 days of ltr receipt. 

VARGA. S A. Operating Reactors Branch 1. 84/05/14. WILLIAMS, J. W. 

Florid* Power & Light Co. 3pp. 24762:361. 24X 

Fiche: 50-250. 84/05/14, 8406010239. 


8405290383 IE Info Notice B4-40, "Emergency Worker Doses, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of Neu 

York, Inc. 122pp. 24879:342. 24X Fi che: 50-000, 84/05/30, 8405290383. 


840605023® Forwards modified NSHC for proposed amends to Licenses 
DPR -31 6 DPR -41. "Fuel Storage U-235 Linear Loading 
Increase " 

WILLIAMS, J W Florida Power 6 Light Co. 84/05/25. VARGA, S. A. 
Operating Reactors Branch I 3pp. 24818:265. 24X 

Fiche: 50-250 . 84/05/25. 8406050238. 


8406080173 Responds to 831117 request for integral neutron source data 
for evaluating 6 verifying flu* reduction as part of 
presstrrized thermal shock program. Cycle 10 data end. 

WILLIAMS, J. W. Florida Power fc Light Co. 84/06/04. VARGA, S. A. 
Operating Reactors Branch 1. 11pp. 24850:228. 24X 

Fiche: 30—250, 84/06704, B406080175. 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. Safety evaluation end. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. W. 

Florida Power * Light Co. 11pp. 25094:337. 24X 

Fiche. 50-000, 84/06/06,8406210460. 


8406200205 Forward* response to 840504 request for addl info re 
application to amend Tech Specs concerning U-235 linear 
loading & deletion of reactor cere U-235 enrichment spec. 
Response to 040323 request for addl info also end. 

WILLIAMS, J. W. Florida Power It Light Co. 84/06/15. VARGA. S A 
Operating Reactors Branch j. 7pp. 25046:304. 24X 

Fiche: 30-250.84/06/15.8406200205. 


3406220109 Application for amend to Licenses DPR-31 6 41, changing Tec 
Spec* to incorporate TTO mods scheduled for implementation 
after 81 1231* per Generic Ltr 83-37. 

WILLIAMS. J. W. Florid* Power & Light Co. 84/06/15. EISENHUT, D. G. 
8406220109 ^ Lic# ^ firifl 25003: 231 24 X Fiche: 50-250, 84/06/15 


T«I scheduled for 

imp 1 eaentat i on after 81 1231, per Generic Ltr 83-37 
♦ Fieri** Power It Light Co. 84/06/13. 33 C o 250 S 3 - 23 n djv 

Fiche: 30—230, 84/06/13,0406220109. 25083.233. 24 X 


8406260617 Notification of 840622 meeting w/util in Bethesda MD tn 
* »»thodologies%or prioMtmn 9 
developing schedules for new 6 existing 

R * aCt0r ‘ Br * nc * 1- 84/06/18. VARGA, S A 
Operating Reactors Branch 1. 2pp 25150- oin n, ¥ w s> *• 

Flck.- 10-250. 64/06,10. BS0«60d,^7 ' ° 10 ' *** 


8406010423 IE Info Notice 84-41, " IG9CC in BWR Plants." 8vc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi c he : 30-000, 04/06/01, 8406010421 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condition 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of Nib 

York, Inc. 120pp. 23030:124. 24X Fiche: 30-000, 84/06/03, 84060300J2. 


8406050330 IE Info Notice 84-43, "8torage & Handling of Qpthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of OA, Safeguards 3< Inspection Programs (Poit 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23030:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice B4-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi che. 50-000, 84/06/08, 8406060334. 


8406210526 Ac k receipt of 840521 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rep ts 30-230/84-08 & 
50-251/84-08. 

LEWIS, R. C. Region 2, Office of Director. 04/06/00. WILLIAMS, J. W. 
Florida Power & Light Co. Ip. 23009:215. 24X Fiche: 50-230, 

84/06/08, 8406210326. 


8406210327 Responds to NRC 840420 ltr re violations noted in IE lnsp 
Repts 50-230/84-08 fc 50-251/04-08. Correct ive actions: all 
future chemistry dept personnel will be hired to meet 
requirements of AMSI N-18. 1-1971. No proprietary info end. 
WILLIAMS, J. W. Florida Power & Light Co. 64/03/21. 0 'REILLY, J. P- 

Region 2, Office of Director. 3pp. 23089:216 . 24X 

Fiche: 50-230, 84/06/08, 0406210326. 


30 FoTW * Td * IE I"*P Repts 30-230/84-08 S» 30-251/84-08 on 
840319-23 «c notice of violation. 

hff' 1 , 1 ™!!; 0 '. Divi#lon Project * Resident Programs. 84 /04/20, 
WILLIAMS, J. W. Florida Power l< Light Co. 2pp. 23089:219. 24X 

Fiche: 50-230, 84/06/08, 8406210326. 


-8406210331 Notice of violation from insp on 840319-23. 

* R*S)ion 2, Office of Director. 84/04/20. 2pp. 25089:221. 
Fiche: 50-250, 04/06/08, 8406210326. 
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—0406210532 IE Insp Repts 50-250/84-00 & 30-251/84-00 on 840319-23. 
Noncomp 1 iance noted : fai lure to adhere to Tech Spec 
requirements re procedures & failure of chemistry 
technicians to meet min experience requirements. 

HOSEY,C. M. , JENKINS, G. R. Region 2, Office of Director. 84/04/16 
0pp. 23009:223. 24X Fi ch e : 50-250, 84/06/08, 8406210526. 


8406210537 Ac k receipt of 840329 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-230/84-12 & 

30-231 /84-12. Corrective actions will be examined during 
future insp. 

DANCE, H. C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 

Florida Power it Light Co. Ip. 23089:241. 24X Fiche: 30-230, 

84/06/08, 0406210337. 


— 8406210338 Responds to NRC 840426 ltr re violations noted in IE Insp 
Repta 30-230/84-12 it 30-251/84-12. Corrective ac t i ons : p lant 
Maint Procedure MP 1107.3 revised to reflect correct 
lubricant to be used. 

WILLIAMS, J. W. Florida Power it Light Co. 84/03/29. O 'REILLY, J. P. 
Region 2, Office of Director, 2pp. 23089:242. 24X 

Fiche: 30-230, 84/06/00, 8406210337. 


— 8406210339 Forwards IE Insp Repts 30-230/84-12 & 30-231/84-12 on 
840409-12 fc notice of violation. 

DANCE, H. C. Region 2, Office of Director. 84/04/26. WILLIAMS, J. W. 

Florida Power & Light Co. 2pp. 23089:244. 24X 

Fiche: 30-230, 84/06/08, 8406210337. 


— 8406210341 Notice of violation from insp on 840409-12. 

* Region 2, Office of Director. 84/04/26. Ip. 23089:246. 24X 

Fiche: 30-230, 84/06/08, B406210337. 


— 8406210343 IE Insp Repts 30-230/84-12 & 30-231/84-12 on 840409-12. 
Violation identified: failure to follow maint procedure re 
reactor coolant pump impeller removal It replacement. 

KLEINSORQE, W. P. * BLAKE, J. J. Region 2, Office of Director. 

04/04/20. Bpp. 23089:247. 24X Fiche: 30-230, 84/06/08, 8406210337. 


3406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Bensing Lines. " Sve list sncl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c he: 30-000, 84/06/ 1 1 , B406080 176. 


B40&080173 TE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E* L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:154. 24X Fi che: 50-000, 84/06/ 13, 84060B0173. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 


8406060289 Forwards pre-inp lementation audit rept of detailed control 
room design review per Suppl 1 to NUREG-0737. Rept identifies 
resolved open or confirmatory items in draft 8ER it items 
requiring addl info. 

VARGA, 8. A. Operating Reactors Branch 1, 84/03/21. WILLIAMS, J W 

Florida Power 8< Light Co. 43pp. 24663:142 24X 

Fiche: 30-000, 84/03/21, 8406060289. 


8406030266 Provides proposed schedule for implementation of 10CFR30, App 
R, Section III.Q mods, per request, 

WILLIAMS, J. W. Florida Power & Light Co. 04/03/31 EISENHUT, D 0 
Division of Licensing. 2pp. 24840. 271. 24X Fiche: 30-230, 04/03/31, 


J. Insurance & Indemnity information 


--- - — ■>» m ntuH roucu rvf- 

Endorsements 62 it 61 to MAELU Policy MF-33. 

DUCK, J. R. Marsh it McLennan, Inc. 84/06/01. SALTZMAN, J. 
Director for State & Licensee Relations. 3pp 24842' 291 

Fiche: 30-230. 84/06/01, 8406050436. 


Assistant 

24X 


P. Operating license stage documents it correspondence 


8403210638 Submits equipment qualification program status rept far wk 
of 84031 1. Review meetings for compliance to 10CFR30. 49 for 
five plants held during previous 2 u»ks. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/03/14. 
MIRAQLI A, F . J. Assistant Director for Safety Assessment. 6pp. 
24079:333. 24X Fiche: 30-000, 84/03/14, 8403210638. 


8406010239 Forwards request for addl info re 830314 request for Tech 
Spec mod expanding spent fuel storage facilities. Info 
requested within 43 days of ltr receipt. 

VARGA, 8. A. Operating Reactors Branch 1. 84/03/14. WILLIAMS, J. W. 

Florida Power & Light Co. 3pp. 24762:361. 24X 

Fiche: 30-230, 84/03/14, 8406010239. 


8406030238 Forwards modified NSHC for proposed amends to Licenses 
DPR-31 it DPR-41, "Fuel Storage U-23S Linear Loading 
Increase. " 

WILLIAMS, J. W. Florida Power it Light Co. 84/03/23. VARGA, 8. A. 
Operating Reactors Branch 1. 3pp. 24B1B: 263. 24X 

Fiche: 30-230, 84/03/23, 0406030238. 


8406130313 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L* Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/06/13. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche : 30-000, 84/06/ 1 5, 8406130313. 


B4O6O0O173 Responds to 831117 request for integral neutron source data 
for evaluating it verifying flux reduction as part of 
pressurized thermal shock program. Cycle 10 data end. 

WILLIAMS, J. W. Florida Power 8c Light Co. 04/06/04. VARGA, S. A. 
Operating Reactors Branch 1. llpp, 24038:228. 24X 

Fiche: 30-230, 84/06/04, B406080173. 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (frost 03OiO3). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fiche: 30-000, 04/06/18, 8406100333. 


3406180360 TE ffifo Notice 04—49, "IGSCC Leading to Steam Generator Tube 
Failure, M Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Past fc§$T|>3*. 84/06/18. Consolidated Edison Co. of New 

York, Inc. llSpp. 23333:286. 24X Fiche: 30-000, 84/06/18, 8406180360. 


8406190327 iftift Notice 84-30, "Clarification of Scope of QA Programs 
for frirfrln|ss Pursuant to 10CFR30, App B. " Svc list 

end. 

JORDAN, E* of Emergency Preparedness it Engineering 

Response #ist iiOlOa). 84/06/21. Consolidated Edison Co. of New 
York, Ins?. ■ '2"3S33t 041. 24X Fiche: 30-000, B4/06/21, 6406190327. 


S. Reportable; UERs it related correspondence 


8406180361 i&fr .'iilN&Tfr-’OD: on 840313, isotopic analysis for iodines in RC8 
not performed within required time interval. Caused by poor 
c ommun icqffti ft operations 6 chemistry personnel. Add 1 

training given 6 sampling procedure revised. W/840612 ltr. 

ROACH, fr A, j WILLIAMS, J, W. Florida Power * Light Co. 84/06/12, 3pp. 

249631 268, Elf 36*230, 84/06/12, 8406180361. 


B406 180289 lyffr 6n 840014, tuTb ine runback occurred, Caused by 

instrument" power (*;i£pjf4,y failure on nuclear instrumentation 
*y« that trap signal, Conduit 6 connector 

refastened In (fifing checked. W/840613 ltr. 

ROACH, Ptfr * 4 W* Florida Power it Light Co. 84/06/13. 3pp. 

249frl?.0fr%.-; 24X Fiche: 30-230, 84/06/13, 8406180289. 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. 8afety evaluation end. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. W. 

Florida Power 6 Light Co. llpp. 23094:337. 24X 

Fiche: 30-000, 84/06/06, 840621046 0. 


8406200203 Forwards response to 840304 request for addl info re 
application to amend Tech Specs concerning U-233 linear 
loading 6 deletion of reactor core U-233 enrichment spec. 
Response to 840323 request for addl info also end. 

WILLIAMS, J. W. Florida Power it Light Co. 84/06/13. VARGA, 8. A. 
Operating Reactors Branch 1, 7pp. 23046:304. 24X 

Fiche: 30-230, 84/06/13, 8406200203. 


8406220109 Application for amend to Licenses DPR-31 it 41, changing Tech 
Specs to incorporate TMI mods scheduled for implementation 
after 811231, per Generic Ltr 03-37. 

WILLIAMS, J, W. Florida Power it Light Co. 84/06/13. EISENHUT, D. 0 
Division of Licensing. 4pp. 23083:231, 24X Fiche: 30-230, 84/06/ 

8406220109, 


— -8406220117 Proposed Tech Specs, incorporating TMI mods scheduled f 
implementation after 811231, per Generic Ltr 83-37. 

* Florida Power It Light Co, 84/06/13. 33pp. 23083:233. 2* 

F 1 c he ; 30-230 , #4/06/1 3/6406220109. 


0406260617 Notification of 840622 meeting w/util in Bethesda,MD 1 
discuss considerations 6 methodologies for prioritizing, 
integrating it developing schedules for new fc existing 
requirements. 

MCDONALD, D. 0, Operating Reactors Branch 1. 84/06/18, VARGA, 8, A. 

Operating Reactors Bntttch t, 2pp. • 23138; 010, 24X 

Fiche? 30-230, 84/06/18, 8406260617. 
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DOCKETED ITEMS 


DOCKET 50-250 TURKEY POINT PLANT. UNIT 3 
F’'s^it^"^7i7’eMrs.ncv fc Hr, » T ot«tion (Uw 


resolved open or confirmatory items in dra 

SSSL T i.’S.“S.& «»ct.r. Branch 04/06/a. * «• 

Florida Power & Light Co. 45pp. 24665:142. 24X 

Fiche: 30-000.84/03/21. 8406060289. 


6406030266 Provides proposed schedule for 
R. Section III. C mods, per request. 
WILLIAMS. J. W. Florida Power * Light Co. 
Division of Licensing. 2pp. 24040:271. 
8406050266. 


implementation of 10CFR50»App 

84/05/31. EISENHUT, D. G. 

24X Fiche: 50-250, 84/05/31. 


J. Insurance L indemnity information 


B4062S0394 Forwards request for addl info re fuel storage U-235 line 
loading increase. Inf o requested within 30 days of 1 tr 
receipt. 

VAROA.S. A. Operating Reactors Branch 1 84/06/20. WI LLI AMS, J. w. 

Florida Power & Light Co. 3pp. 25195.034. 24X 

Fiche: 50-250. 84/06/2 0, 8406280394. 


8406260280 Forwards "Auxiliary Power Upgrade Summary & Design 
Evaluation." per agreement w/IE Proposed mod will be 
implemented pending favorable NRR review & resolution of 
specific questions from 840605 & 06 site visit 

WILLIAMS, J, W. Florida Power 8c Light Co. B4/06/26 VARGA, S. A. 
Operating Reactors Branch 1. lp. 25148:317 24X 

Fiche: 50-250, 84/06/26, 8406260280. 


— 8406260294 Rev 0 to "Auxiliary Pou/er Upgrade Summary & Design 
Evaluation." W/10 oversize figures. Aperture cards available 
in PDR. 

KELLER, 0. J. i O'NEILL, J. J. Florida Power 8< Light Co. JPE-L84-12 
ROO. 84/05/31. 120pp. 25148:316. 24X Fiche 50-250, B4/06/26, 

8406260280. 


8406050436 Forwards Endorsements 73 & 72 to NELIA Policy NF-185 «c 
Endorsements 62 6 61 to MAELU Policy MF-55. 

DUCK. 0. R M,r,h 1 HcC.l>n.n, Inc. 84/06/01. SALT2MAN.J. 
Director for State 6 Licensee Relations. 5pp. 24842:291. 

Fiche: 50 - 250 , 84 / 06 / 01 . 8406050436 . 


P. Operating license stage documents 6 correspondence 


0. Inspection reports, IE Bulletins St correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containmw 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of N 

York. Inc. 124pp. 24861:201. S4X Fiche : 30-000, 84/03/25, 04052303 


0405210638 Submits equipment qualification program status rept for wk 
of 840311 Review meetings for compliance to 10CFR50. 49 for 
five plants held during previous 2 wks. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/05/14. 
MIRAGLlA, F. J. Assistant Director for Safety Assessment. 6pp. 

24879: 335. 24X Fiche: 50-000, 84/05/14. 8405210638. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/05/25. Consolidated Edison Co. of N 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/03/23. 84052403 


8406010239 Forwards request for addl info re 830314 request for Tech 
Spec mod expanding spent fuel storage facilities. Info 
requested within 45 days of ltr receipt. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/14. WILLIAMS, J. W. 

Florida Power 8, Light Co. 3pp. 24762:361. 24X 

Fiche: 50-250, 84/05/14, 8406010239. 


8405290383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 04/03/30. Consolidated Edison Co. of (v 

York, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/03/30, 84052903 


8406050238 Forwards modified NSHC for proposed amends to Licenses 
DPR-31 & DPR— 41 . -Fuel Storage U-235 Linear Loading 
Increase. ** 

WILLIAMS, J.W Florida Power U Light Co. 84/05/25. VARGA, S. A. 
Operating Reactors Branch 1. 5pp. 24818:263. 24X 

Fiche; 50-250, 84/03/25, 8406030238. 


8406080173 Responds to 831117 request for integral neutron source data 
for evaluating & verifying flux reduction as part of 
pressuriied thermal shock program. Cycle 10 data end. 

WILLIAMS, J. W. Florida Power 6 Light Co. 84/06/04. VARGA, S. A. 
Operating Reactors Branch 1. llpp- 24858:228. 24X 

Fiche: 50-250, 84/06/04, 8406080175, 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. Safety evaluation end. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. W. 

Florida Power 6 Light Co. ilpp. 25094:337. 24X 

Fiche: 50-000. 84/06/06, 8406210460. 


8406200205 Forwards response to 840504 request for addl info re 
application to amend Tech Specs concerning U-235 linear 
loading 6 deletion of reactor core U-235 enrichment spec. 
Response to 840523 request for addl info also end. 

WILLIAMS, J. W. Florida Power it Light Co. 84/06/15. VARGA, S. A. 
Operating Reactors Branch 1. 7pp. 25046:304. 24X 

Fiche: 50-250, 84/06/15, 8406200205. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list mnc 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01 Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fiche. 50-000, Q4/06/01, 84060104 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi t? J 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of | 

York, Inc. 120pp. 25050:124. 24X Fichu: 50-000, 84/06/03, 8406030 


8406050350 IE Info Notice 84-43/ "Storage & Handling of Opthalmic tj 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (p 0 « 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25030:032. 24X Fi ch a : 50-000, 84/06/07, 8406030350 


8406060336 IE Info Notice 94-44, "Environ Qualification Testing qf 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co of 

York, Inc, 120pp. 25049:273. 24X Fiche; 50-000, 84/06/08, 04O&O4* 


8406210526 Ack receipt of 840521 ltr informing NRC of steps tair*n 
correct violations noted in IE Insp Rep ts 30-250/84-08 fc 
50-231/84-08. 

LEWIS, R, C. Region 2, Office of Director S4/06/08. WILLIAM®, 
Florida Power & Light Co. lp. 25089:215. 24X Fiche: 50-230, 

04/06/08, 8406210526. 


1406220109 Application for amend to Licenses DPR-31 St 41, changing Tech 
Specs to incorporate THI mods scheduled for implementation 
after 811231, per Generic Ltr 83-37. 

WILLIAMS, J. W, Florida Power 6 Light Co. 84/06/15. EISENHUT, D. Q. 
Division of Licensing. 4pp. 25083:231. 24X Fiche: 50-250, 84/06/15, 

6406220109. 


04062201 17 Proposed Tech Specs, incorporating TMI mods scheduled for 
implementation after 011231, per Generic Ltr 03-37 
# Florida Power 6 Light Co. 84/06/15. 33 pp . 25083- 235 24X 

Fiche: 50-230. 84/06/13, 8406220109. ' 


8406260617 Notification of 840622 meeting w/util in Bethesda.MD to 
disco** considerations S, methodologies for pTioritizino, 
integrating * developing schedules for new 6 existino 
requirements, w 

MCDONALD, D. C. Operating Reactors Branch 1. 84/06/18 VARGA S A 

Operating Reactors Branch 1. 2pp. 25150:010 24X ' 

Fiche: 50—250, 84/06/18, 8406260617. 


— 0406210527 Responds to NRC 840420 ltr re violations noted In J m 
Repts 50-250/04-00 & 50-251/84-08. Correc tive actions; all 
future chemistry dept personnel will be hired to meet 
requirements of AMSI N- 18. 1-1971. No proprietary info encl. 
WILLIAMS, J. W. Florida Power & Light Co. 84/05/21, Q 'RElt „i y 
Region 2, Office of Director. 3pp. 23089:216. 24X 

Fiche: 30-230, 04/06/00, 8406210326. 


— 8406210330 Forwards IE Insp Repts 50-230/84-08 3< 30-23 1 /84-OFS i 
040319-23 St notice of violation. J 

LEWIS, R.C, Division of Project S< Resident Programs 84/04x1 
WILLIAMS, J. W. Florida Power 4t Light Co 2pp. 25099 219 1 

Fiche; 30-230, 04/06/08, 0406210526. , 


— 8406210531 Notice of violation from insp on B40319-23. 

* Region 2, Office of Director. 84/04/20. 2pp. 25QB9 • •sts* si 
Fiche: 30-250, 84/06/00, 8406210526. * 


IE Insp Repts 50-250/84-08 it 50-251/84-08 on 840319-23. 

1 1 iance noted : fa i lur e to adhere to Tech Spec 
?n *ents re procedures it failure of chemistry 

: ians to meet min experience requirements. 

: • M. , JENKINS. O R. Region 2. Office of Director. 84/04/16. 

2 5089: 223. 24X Fiche: 50-250. 84/06/08, 8406210526. 


Ac k receipt of 840529 ltr informing NRC of steps taken to 
violations noted in IE Insp Repts 50-250/84—12 & 

^ 12. Corrective actions will be examined during 

nsp. 

-- Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
9 omer & Light Co. Ip. 25089:241. 24X Fiche: 50-250, 

* 9*406210537. 


38 Responds to NRC 840426 ltr re violations noted in IE Insp 
s O— 250/84-12 it 50-251/84-12. Corrective actions : p lant 
F^-r-ocedure MP 1107.3 revised to reflect correct 
&T-it to be used. 

MS, J. «. Florida Power & Light Co. 84/05/29. 0 'REILLY, J. P. 

2, Office of Director. 2pp. 25089:242. 24X 

50-250. 84/06/08, 8406210537. 


3*9 Forwards IE Insp Repts 50-250/84-12 it 50-251/84-12 on 
12 & notice of violation. 

H. C. Region 2, Office of Director. 84/04/26. WILLIAMS, J. W. 

Power & Light Co. 2pp. 25089:244. 24X 

50-250. 84/06/08, 8406210537. 


41 Notice of violation from insp on 040409-12. 

ion 2, Office of Director. 84/04/26. Ip. 25089:246. 24X 

50-250, 84/06/08, 8406210537. 


43 IE Insp Repts 50-250/84-12 it 50-251/84-12 on 840409-12. 
ion identified: failure to follow maint procedure re 
t* coolant pump impeller removal it replacement. 

ORGE, W. P. , BLAKE, J. J. Region 2, Office of Director. 

SO. 0pp. 25089:247. 24X Fiche: 50-250, 84/06/08, 8406210537. 


* IE Info Notice 84-45, "Reversed Differential Pressure 
nt Sensing Lines." Svc list end. 

L. Division of Emergency Preparedness it Engineering 
(Post 830103). 84/06/11. Consolidated Edison Co. of New 

c. 123pp. 25049:001. 24X Fi c h e: 50-000, 84/06/ 1 1 , 8406080176. 


) IE Info Notice 84-46, "Circuit Breaker Position 
i tion. “ Svc list end. 

I. l_. Division of Emergency Preparedness & Engineering 

(Post 830103). 84/06/13. Consolidated Edison Co. of New 

ic. 119pp. 25049:154. 24X Fi c he: 50-000, 84/06/ 13, 8406080173. 


k IE Info Notice 84-47, "Environ Qualification Tests of 
al Terminal Blocks." Svc list end. 

". I_. Division of Emergency Preparedness it Engineering 
f (Post 830103). 84/06/15. Consolidated Edison Co. of New 

IC. 122pp. 25049:033. 24X Fiche : 50-000, 84/06/ 15, 8406130315. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 

F~ _ Security > "medical, emergency * fire protection pl ans 


8406060289 Forwards pre-iop 1« ementat^ 1 »" «J d it r.pt of detailed control 
room design review per Buppl 1 to NUREG-0737. Rept i dent if i es 
resolved open or confirmatory items in draft SER & items 

VARGA^A ^Operating Reactors Branch 1. 84/05/21. WILLI AMS, J. W. 

Florida Power & Light Co. 45pp. 24665: 142. 24X 

Fiche: 50-000, 84/05/21, 8406060209. 


8406050266 Provides proposed schedule for 
R, Section III. 0 mods, per request 
WILLIAMS, J. W. Florida Power i Light Co. 
Division of Licensing. 2pp. 24840:271. 
0406050266. 


implementation of 10CFR50, App 

84/05/31. EISENHUT, D. G. 

24X Fiche: 50-250, 04/03/31, 


Insurance & indemnity information 


8406050436 Forwards Endorsements 73 8t 72 to NELIA Policy NF-185 it 
Endorsements 62 Sc 61 to MAELU Policy MF-55. 

duck; J R Marsh & McLennan, Inc. 84/06/01. SALTZMAN, J. Assistant 
Director for State it Licensee Relations. 5pp. 24842:291. 24X 

Fiche: 50-250,04/06/01, 8406050436. 


P. Operating license stage documents & correspondence 


8403210638 Submits equipment qualification program status rept for 
of 840311 Review meetings for compliance to 10CFR30. 49 for 
five plants held during previous 2 wks. 

KARSCH, R 0 Operating Reactors Assessment Branch. 84/03/14. 

M IRAQLI A, F J Assistant Director for Safety Assessment. 6pp. 
24879' 335 24X Fiche: 50-000, 84/03/14, 8403210638. 


Wk 


1406010239 Forwards request for addi info re 830314 request for Tech 
Spec mod expanding spent fuel storage facilities. Info 
raouested within 45 days of ltr receipt. 

Op.r.Un S Br.nchX 94,05/14. WILLIAMS, J. W. 

Florida Power it Light Co. 3pp. 24762:361. 24X 


8406050230 Forwards modified NSHC for proposed amends 
QPR „31 j* DPR-41, "Fuel Storage U-235 Linear Loading 
Increase. " 

WILLIAMS, J. W. Florida Power ScLight^Co 
Operating Reactors Branch 1. 5PP. 

Fiche: 50-250, 04/05/23, 8406050238. 


84/03/23. 
24818:263. 24X 


to Licenses 

VARGA, S. A. 


KJ608017S Responds to 831117 request for integral neutron source data 
for evaluating & verifying flux reduction as part of 
oressurixed thermal shock program. Cycle 10 data end. 

KumSb. J. M. Florid. F...T * Light Co 84/06/04 VARGA. 9. A. 
Operating Reactors Branch 1. UPP- 24838:228. 24X 

r _ . v tr\A oAA/.nnn t 7!i 


> IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
’ Svc list end. 

Z. I — Division of Emergency Preparedness Sc Engineering 

t (Post 830103). 84/06/18. Consolidated Edison Co. of New 

»c. 118pp. 23336:043. 24X Fiche: 30-000, 84/06/18, 0406180333. 


106210460 Advil*. U.t util .uV.nitt.1. 4d.4U.Clv d.mon.tr.t. 
assurance that vessel integrity maintained for NUREQ-0737, 
r *. rr k 2 13 event. Safety evaluation encl. 

MILLER. JR ' Operating Reactors Branch 3. 84/06/06. WILLI AMS, J. W. 

F?ori2l Power J Light Co. 11 PR. 23094:337. 24X 


> IE Info Notice 84-49, "IGBCC Leading to Steam Generator Tube 
** Svc list end. 

EL L. Division of Emergency Preparedness & Engineering 

> (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ic. 118pp. 23333:286. 24X Fiche: 50-000, 84/06/18, B40618036O. 


r IE Info Notice 04-50, "Clarification of 3cope of QA Programs 
l sport Packages Pursuant to 10CFR50, App B. " Svc list 

ET- L. Division of Emergency Preparedness & Engineering 
» (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ic. 63pp. 25533:041. 24X Fiche: 50-000, 84/06/21 , 0406190327. 


able occurrences, LERs it related correspondence 


36200205 Forwards response to 840304 request for addl info re 
iDDlication to amend Tech Specs concerning U-235 linear 
l oading & deletion of reactor core U-235 enrichment spec. 
iesDonse to 840523 request for addl info also and. 

IMs.J.U. Florid. P 0 T U tl.ht C|L 84,09,15. VARGA . S. A. 
Jperating Reactors Branch 1. 7PP. 25046.304. 24X 


8406220109 Application for amend to Licenses DPR-31 & 41, changing Tech 
Specs to incorporate TMI mods scheduled for implementation 

WILUAMS. 1 J 3 W.' l ’ , Flo"dI l Fd^ fcLiJilt Co. 84,04,15. EISENHVT, D. 0. 
Shilton ot «PP- 25093: 231. 24X FI eh.: 50-250. 94,06,15. 

0406220109. 


L l_ER 84-016-00: on 840513, i sotop ic analysis for iodines in RCS 
Formed within required time interva 1. Caused by poor 
cation between operations & chemistry personnel. Add 1 
I given & sampling procedure revised. W/Q40612 ltr. 

A. , WILLIAMS, J. W. Florida Power & Light Co. 84/06/12. 3pp. 
265. 24X Fiche; 30-250, 84/06/12, 8406180361. 


? LER 84-013-00: on 840514, turbine runback occurred. Caused by 
ant power supply failure on nuclear instr umentat ion 
b resulted in rod drop signal. Conduit & connector 
led & wiring chec ked. W/840613 ltr. 

A., WILLIAMS, J. W. Florida Power it Light Co. 94/06/13. 3pp. 
373. 24 X Fiche: 30-250, 84/06/13, 8406180289. 


1406220117 Proposed Tech Specs, incorporating TMI mods scheduled for 
implementation after 011231, par Generic Ltr 83-37. 
i FlIJidI Power *< Light Co. 04/06/15. 33pp. 25003:235. 24X 


0406260617 Notification of 840622 meeting w/uti in Bethel 
discuss considerations fc methodologies for prioritizing, 
integrating & developing schedules for new & existing 
r equirements. _ 

MCDONALD, D. G. Operating Reactors Branch^L 
Operating Reactors *• 

Fiche: 30-250, 84/06/18, B406260617. 


in Bethesda, MD to 


B4/06/18. 
25138:010. 24X 


VARGA, S. A. 
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DOCKETED ITEMS 


DOCKET 30-250 TURKEY POINT PLANT. UNIT 3 


F. Security, medical, emergency it fire protection plans 


84060602B9 Forwards pre-implementation audit rept of detailed control 
room design review per Suppl 1 to NUREG-0737. Rep t identifies 
resolved open or confirmatory items in draft SER & items 
requiring addl info. 

VARGA, S. A. Operating Reactors Branch 1. 64/05/21. WILLIAMS, J. W. 

Florida Power U Light Co. 45pp. 24665:142. 24X 

Fiche: 30-000. 84/03/21 , 8406060289. 


8406030266 Provides proposed schedule for implementation of 10CFR30, App 
R. Section III.C mods, per request. 

WILLIAMS, J. W. Florida Power * Light Co. 84/05/31. EISENHUT, D. G. 
Division of Licensing. 2pp. 24840:271. 24X Fiche: 50-250, 84/05/31, 

8406030266. 


J. Insurance «c indemnity information 


8406030436 Forwards Endorsements 73 8< 72 to NELIA Policy NF-1S5 & 
Endorsements 62 Sc 61 to MAELU Policy MF-55. 

DUCK, J. R. Marsh & McLennan, Inc. 84/06/01. SALTZMAN, J. Assistant 
Director for State 8c Licensee Relations. 5pp. 24842:291. 24X 

Fiche: 50-250, 84/06/01, 8406050436. 


P. Operating license stage documents L correspondence 


8403210638 Submits equipment qualification program status Tept for wk 
of 840311. Review meetings for compliance to 10CFR50. 49 for 
five plants held during previous 2 wks. 

KAR8CH, R. 0. Operating Reactors Assessment Branch. 84/05/14. 
MIRAOLIA, F. J. Assistant Director for Safety Assessment. 6pp. 
24879: 333. 24X Fiche: 50-000, B4/05/14, 8405210638. 


B4Q6010239 Forwards request for addl info re 830314 request for Tech 
Spec mod expanding spent fuel storage faci lities. Info 
requested within 45 days of ltr receipt. 

VAROA, S. A. Operating Reactors Branch 1. 84/05/14. WILLI AMS, J. W. 

Florida Power 8c Light Co. 3pp. 24762:361. 24X 

Fiche: 50-250, 84/05/14, 8406010239. 


8406050238 Forwards modified NSHC foT proposed amends to Licenses 
DPR— 31 & DPR-4I, "Fuel Storage U-233 Linear Loading 
Increase. " 

WILLIAMS, J. W. Florida Power 8c Light Co. 94/03/23. VAROA, S. A. 
Operating Reactors Branch 1. 3pp. 24818:263. 24X 

Fiche: 30-250, 04/03/23, 8406030238. 


8406080173 Responds to 831117 request for integral neutron source data 
for •valuating 8c verifying flux reduction as part of 
pressurized thermal shock program. Cycle 10 data end. 

WILLIAMS, J. W. Florida Power 8< Light Co. 84/06/04. VARGA, S. A. 
Operating Reactors Branch 1. 11pp. 24858:228. 24X 

Fiche: 30-230, 84/06/04, 8406080175. 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. Safety evaluation end. 

MILLER, J. ft. Operating Reactors Branch 3. 04/06/06. WILLIAMS, J. W. 

Florida Power 8c Light Co. ilpp. 23094:337. 24X 

Fiche: 30-000, 84/06/06, 8406210460. 


8406200205 Forwards response to 840504 request for addl info re 
application to amend Tech Specs concerning U-233 linear 
loading 8e deletion of reactor core U-233 enrichment spec. 
Response to 940323 request for addl info also end. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/06/15. VAROA, S. A. 
Operating Reactors Branch 1. 7pp. 25046:304. 24X 

Fiche: 30-230, 84/06/13, 8406200205. 


8406220109 Application for amend to Licenses DPR-31 8c 41, changing Tech 
Specs to incorporate TMI mods scheduled for implementation 
after 81 1231, per Generic Ltr 83-37. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/15. EISENHUT, D. 0. 
Division of Licensing. 4pp. 25083:231. 24X Fiche: 50-230, 04/06/15, 

8406220109. 


— 8406220117 Proposed Tech Spc cs, incorporating TMI mods scheduled for 
imp lamentation after 811231, per Generic Ltr 83-37, 

* Florida Power S< Light Co. 04/06/13, 33pp. 25003:233, 24X 

Fiche: 30-230, 84/06/13, 0406220109, 


8406260617 Notification of 840622 meeting w/util in Bethesda,MD to 
discuss considerations 8c methodologies for prioritiiing, 
integrating 8c developing schedules for new 8c existing 
requirements, 

MCDONALD, D. 0. Operating Reactors Branch 1. 04/06/18. VARGA, 8. A. 

Operating Reactors Branch 1. 2pp. 23138:010. 24X 

Fiche: 30-230, 84/06/18, 0406260617. 


8406280394 Forwards request for addl info re fuel storage U-233 linea 
loading increase. Info requested within 30 days of ltr 
receipt. 

VARGA, S. A. Operating Reactors Branch 1 84/06/20. WI LLI AM8, J. W. 

Florida Power & Light Co. 3pp. 25195:034 24X 

Fiche: 90-250, 84/06/20, 8406280394. 


8406260280 Forwards "Auxiliary Power Upgrade Summary 8c Design 
Evaluation, " per agreement w/IE Proposed mod will be 
implemented pending favorable NRR review S< resolution of 
specific questions from 840605 & 06 site visit. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/06/26. VARGA, S. A. 
Operating Reactors Branch 1. Ip- 25148.317 24X 

Fiche: 50-230, 84/06/26, S406260280. 


— 8406260294 Rev 0 to "Auxiliary Power Upgrade Summary 8< Design 
Evaluation." W/10 oversize figures. Aperture cards available 
in PDR. 

KELLER, G. J. , O'NEILL, J. J. Florida Power 8c Light Co. JPE-L04-12 
ROO. 84/03/31 . 120pp. 23148:318. 24X Fi che : 30-250, 84/06/26, 

8406260280. 


G. Inspection reports, IE Bulletins Sc correspondence 


0403230319 IE Info Notice 04-39, " Inad ver tent Isolation of Containmer 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co of Ns 

York, Inc. 124pp. 24061:201. 24X Fi c h e : 50-000, 84/03/23, 840323031 


8403240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/03/23. Consolidated Edison Co. of Ni 

York, Inc. 127pp. 24080:103. 24X Fi c h e : 50-000, 84/03/23, 840324031 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of Nfl 

York, Inc. 122pp. 24079:342. 24X Fiche: 30-000, 84/03/30, 840329030 


8406010423 IE Info Notice 84-41, "IOSCC in BWR Plants." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of Ni 

York, Inc. 100pp. 23030:244. 24X Fiche. 30-000, 84/06/01, 840601040 

8406030012 IE Info Notice 04-42, "Equipment Availability for Conditio 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of N< 

York, Inc. 120pp. 23030:124. 24X Fiche: 30-000, 84/06/03, B4060300( 


0406030330 IE Info Notice 84-43, "Storage Sc Handling of Qpthalmic Bt< 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23030:032. 24X Fi che : 30-000, 84/06/07, 8406030330. 


8406060336 IE Info Notice 04-44, "Environ Qualification Tasting of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/Q6/0B. Consolidated Edison Co. of N(j 

York, Inc. 120pp. 23049:273. 24X Fiche: 30-000, 84/06 / 00, 840606032 


0406210326 Ack receipt of 040321 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-230/84-08 8c i 

30-231/84-08. f 

LEWIS, R.C. Region 2, Office of Director. 04/06/08. WILLIAMS# <J, U< 
Florida Power 8c Light Co. ip. 23089:213. 24X Fi che: 30-290, 

04/06/08, 8406210326. 


—8406210327 Responds to NRC 840420 ltr re violations noted in IE Inj 
Repts 30-230/B4-OB 8c 30-231/04-00. Corrective actions:alI 
future chemistry dept personnel will be hired to meet 
requirements of AMSI N-18. 1-1971. No proprietary info encl. [ 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/03/21. 0 'REILLY# J.? 

Region 2, Office of Director. 3pp. 23009:216. 24X 

Fiche: 30-230, 04/06/00, 0406210326. 


—0406210330 Forwards IE Insp Repts 30-230/84-0B L 30-231/84-08 on 
840319-23 U notice of violation. 

LEWIS, R.C. Division of Project 8c Resident Programs. 84/04/20. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 23089:219. 24X 

Fiche : 30-230, 84/06/08, 8406210326. 


—8406210331 Notice of violation from insp on 840319-23. 

* Region 2, Office of Director. 84/04/20. 2pp. 23089:221. 
Fiche: 30-230, 04/06/08, 8406210326. 
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10532 IE Insp Repts 50-250/34-08 50-251/84-08 on 840319-23. 

compliance noted : fai lure to adhere to Tech Spec 
jirements re procedures fc failure of chemistry 
micians to meet min experience requirements. 

IYt C. M. i JENKINS. 0. R. Region 2. Office of Director. 84/04/16. 
25089: 223. 24X Fiche: 50-250. 84/06/0B, 8406210526. 


337 Ack receipt of 840529 ltr informing NRC of steps taken to 
ct violations noted in IE Insp Repts 50-250/84-12 it 
1 / 84 - 12 . Corrective actions will be examined during 
e insp, 

, H. C. Region 2, Office of Director. 84/06/08. WILLIAMS. J. W. 

da Power 8* Light Co. Ip. 25089:241, 24X Fi c he : 50-250, 

/08, 8406210537. 


10538 Responds to NRC 840426 ltr re violations noted in IE Insp 
ts 50-250/84-12 & 50-251/84-12. Correc t ive ac t i ons : p lan t 
nt Procedure MP 1107.3 revised to reflect correct 
ricant to be used. 

LIAMS, J. W. Florida Power fc Light Co. 84/05/29. 0 'REILLY, J. P. 

ion 2, Office of Director. 2pp. 25089:242. 24X 

he: 50-250, 84/06/08, 840621 0537. 


10539 Forwards IE Insp Repts 50-250/84-12 8< 50-251/84-12 on 
409-12 8c notice of violation. 

CE, H. C. Region 2, Office of Director. 84/04/26. WILLIAMS, J. W. 
orida Power 8< Light Co. 2pp. 25089:244. 24X 

he : 50-250, 04/06/08, 8406210537. 


10541 Notice of violation from insp on 840409-12. 

Region 2, Office of Director. 84/04/26. Ip. 25089:246. 24X 

he: 50-250, B4/06/0B, 8406210537. 


10543 IE Insp Repts 50-250/84-12 8c 50-251/84-12 on 840409-12. 
lation identified: failure to follow maint procedure re 
ctor coolant pump impeller removal & replacement. 

INSOROE, W. P. , BLAKE, J. J. Region 2, Office of Director. 

04/20. 8pp. 250B9: 247. 24X Fiche: 50-250, 84/06/00, 8406210537. 


176 IE Info Notice 84-45, "Reversed Differential Pressure 
ument Sensing Lines. " Bvc list end. 

N, E. L. Division of Emergency Preparedness & Engineering 
nse (Post 830103). 84/06/11. Consolidated Edison Co. of Neui 

Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11 , 8406080176. 


173 IE Info Notice 04-46, "Circuit Breaker Position 
ication. " Svc list end. 

N, E. L. Division of Emergency Preparedness & Engineering 
nse (Post 630103). 84/06/13. Consolidated Edison Co. of New 

Inc. 119pp. 23049:154. 24X Fiche: 30-000, 84/06/13, 8406080173. 


313 IE Info Notice 84-47, "Environ Qualification Tests of 
rical Terminal Blocks. " Svc list end. 

>N, E. L. Division of Emergency Preparedness & Engineering 
nse (Post 830103). 04/06/13. Consolidated Edison Co. of New 

Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/ 1 3, 9406130313. 


•353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
■a. " Svc list end, 

>Ni E. L. Division of Emergency Preparedness Sc Engineering 
nse (Post 830103). 84/0&/18, Consolidated Edison Co. of New 

Inc. 1 18pp. 25336: 043, 24X Fiche: 30-000, 84/06/ 18, B406 180333. 


1360 IE Info Notice 84-49, " IGSCC Leading to Steam Generator Tube 

ire. " Svc list encl. 

iN> E. L. Division of Emergency Preparedness 8t Engineering 
mse (Post 830103). 84/06/10. Consolidated Edison Co. of New 

Inc. 110pp. 25335:286. 24* Fiche: 30-000, 84/06/ 18. 8406180360. 


>327 IE Info Notice 84-30, "Clarification of Scope of QA Programs 
'ransport Packages Pursuant to 10CFR30, App B. " Svc list 

tN, E. L. Division of Emergency Preparedness * Engineering 
mse (Post 830103). 04/06/21. Consolidated Edison Co. of New 

Inc. 63pp. 23533: 041, 24* Fitfte: 30-000, 04/06/21, 8406190327. 


irtable occurrences, LERs (k related correspondence 


>361 LER 84-01,4^00? on ; 84Q'0l0f frf analysis for iodines in RC8 
'trformed within rieftiiir’fdi interval. Caused by poor 

inication between operations -Ht chemistry personnel. Add 1 
ling given It sampling procedure rtvised- W/B40612 ltr. 

I, P. A. , WILUAHS 1 ) FXofida Pd«M»Y & Light Co. 84/06/12, 3pp. 

►3: 265. 24# Ftcfhfj, 30-230, 84/$6/i8f 8406100361 . 


>289 LER 84-013-00: on 84031;% toHrln* runbac k occurred. Caused by 
ument power supply failure or) nuclear instrumentation 
hat resulted in rod drop signal, Conduit fc connector 
tened 4 wiring checked, W/840613 ltr. 

I, P. A. , WILLIAMS, J, W, Florida Power * Light Co. 84/06/13. 3pp. 
.1 : 073, 24X nm 4 ; 50-250, 84/06/13, 0406180209. 
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F. Security, medical, emergency & fire protection plans 


6406060289 Forwards pre-implementation audit rept of detailed control 
room design review per Suppl 1 to NUREG-0737. Rept identifies 
resolved open or confirmatory items in draft SER & items 
requiring addl info. 

VARGA, 8. A. Operating Reactors Branch 1. 84/03/21. WILLIAMS, J. W. 

Florida Power & Light Co. 45pp. 24663:142. 24X 

Fiche: 30-000, 84/03/21, 8406060289. 


8406030266 Provides proposed schedule for implementation of 10CFR30, App 
R, Section III.Q mods, per request. 

WILLIAMS, J. W. Florida Power * Light Co. 84/03/31. EISENHUT* D. G. 

Division of Licensing. 2pp. 24840:271. 24X Fiche: 30-230, 04/03/31, 

8406030266. 


J. Insurance & indemnity information 


8406030436 Forwards Endorsements 73 & 72 to NELIA Policy NF-183 & 
Endorsements 62 & 61 to MAELU Policy MF-33. 

DUCK, J. R. Marsh McLennan, Inc. 84/06/01. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 3pp. 24842:291, 24X 

Fiche: 30-250, 84/06/01, 8406050436. 


P. Operating license stage documents fc correspondence 


8403210638 Submits equipment qualif ication program status rept for wk 
of 84051 1. Review meetings for compliance to 10CFR30. 49 for 
five plants held during previous 2 wks. 

KAR8CH, R. 0. Operating Reactors Assessment Branch. 84/03/14. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 6pp. 
24879:333. 24X Fiche: 30-000, 84/03/14, 8403210630. 


8406010239 Forwards request for addl info re B30314 request for Tech 
Spec mod expanding spent fuel storage facilities. Info 
requested within 43 days of ltr receipt. 

VARGA, 8. A. Operating Reactors Branch 1. 84/03/14. WILLI AMS, J. W. 

Florida Power & Light Co. 3pp. 24762:361. 24X 

Fiche: 30-250, 84/03/14, 8406010239. 


8406030238 Forwards modified N8HC for proposed amends to Licenses 
DPR-31 in DPR-41, "Fuel Storage U-23S Linear Loading 
Increase. " 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/23, VARGA, 8. A. 
Operating Reactors Branch 1. 3pp. 24818:263. 24X 

Fiche: 30-230, 04/03/25, 8406030238. 


8406080173 Responds to 831117 request for Integral neutron source data 
for evaluating 8c verifying flux reduction as part of 
pressurized thermal shock program. Cycle 10 data encl. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/06/04. VARGA, fa. A. 
Operating Reactors Branch 1. llpp. 24838:228. 24X 

Fiche: 30-230, 84/06/04, 0406080173. 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. Safety evaluation encl. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. U. 

Florida Power & Light Co. llpp- 23094:337. 24X 

Ficha: 30-000, 84/06/06, 8406210460. 


8406200203 Forwards response to 840304 request for addl info re 
application to amend Tech Specs concerning U-233 linear 
loading 8< deletion of reactor core U-233 enrichment spec. 
Response to 840323 request for addl info also end. 

WILLIAMS, J. W. Florida Power fc Light Co. 04/06/13. VARGA, S. A. 
Operating Reactors Branch 1, 7pp. 23046:304. 24X 

Fiche: 50-230, 84/06/13, 8406200203. 


8406220109 Application for amend to Licenses DPR-31 8» 41, changing Tech 
Specs to incorporate TMI mods scheduled for implementation 
after 011231, per Generic Ltr 83-37. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/06/13. EISENHUT, D. 0. 
Division of Licensing. 4pp. 23083:231. 24X Fiche: 30-230, 84/06/15, 

8406220109. 


— 8406220117 Proposed Tech Specs, incorporating TMI mods scheduled for 
implementation after 811231, per Generic Ltr 83-37. 

« Florida Power & Light Co. 84/06/15. 33pp. 25083:233. 24X 

Fiche: 30-230, 04/06/13, 8406220109. 


8406260617 Notification of 840622 meeting w/utll in Bethesda.MD to 
discuss considerations Ik methodologies for prioritizing, 
integrating & developing schedules for new & existing 
requirements. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/06/18. VARGA, 8. A. 

Operating Reactors Branch 1, 2pp. * 23138:010, 24X 

Fiche: 30-230, 84/06/18, 0406260617. 
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8406280394 Forwards request for addl info re fuel storage U-235 linear 
loading increase. Info requested within 30 days of ltr 
receipt. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/20. WILLI AMS, J. W. 

Florida Power & Light Co. 3pp. 25195:034. 24X 

Fiche: 30-250, 84/06/20, B4062B0394. 


8406260290 Forwards "Auxiliary Power Upgrade Summary Si Design 
Evaluation." per agreement w/IE. Proposed mod will be 
implemented pending favorable NRR review S« resolution of 
specific questions fTom 840605 k 06 site visit. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/26. VAROA, S. A. 
Operating Reactors Branch 1. Ip. 23140:317. 24X 

Fiche: 50-250, 04/06/26, 8406260280. 


— 0406210532 IE Insp Repts 50-250/84-08 Si 50-251/84-08 on 840319-23. 
Noncompliance no t ed : f a i 1 ur e to adhere to Tech Spec 
requirements re procedures b failure of chemistry 
technicians to meet min experience requirements, 

HOSEY.C. M. , JENKINS. G. R. Region 2, Office of Director. 84/04/16. 
0pp. 25089:223. 24X Fiche- 50-250, 84/06/08. 8406210526. 


8406210537 Ack receipt of 840529 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/84-12 b 
50-251 /84-12. Corrective actions will be examined during 
future insp. 

DANCE, H.C. Region 2, Office of Director. 84/06/08. WILLIAMS* J. W. 
Florida Power Sc Light Co. Ip. 25089:241. 24X Fiche : 50-250, 

84/06/08, 8406210537. 


— 8406260294 Rev 0 to "Auxiliary Power Upgrade Summary U Design 
Evaluation. " W/10 oversire figures. Aperture cards available 
in PDR. 

KELLER, 0. J. , O'NEILL, J. J. Florida Power b Light Co. JPE-L84-12 
ROO. 84/05/31. 120pp. 25148:318 . 24X Fiche: 50-250, 84/06/26, 

8406260280. 


Q. Inspection reports, IE Bulletins St correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
SpTay Sys. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche; 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1. "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/03/25. Consolidated Edison Co. of New 

York, Inc. 127pp, 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 04/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. 1 * Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25030:244, 24X Fiche: 30-000, 84/06/01, 8406010423. 


— 8406210538 Responds to NRC 840426 ltr re violations noted in IE Insp 
Repts 50-250/84-12 S< 50-25 1/84-12. Correct ive acti ons: p lant 
Maint Procedure MP 1107.3 revised to reflect correct 
lubricant to be used. 

WILLIAMS. J. W. Florida Power St Light Co. 84/05/29. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 25089:242. 24X 

Fiche : 50-250, 84/06/0B, 8406210537. 


— 8406210539 Forwards IE Insp Repts 50-250/84-12 It 50-251/84-12 on 
840409-12 It notice of violation. 

DANCE, H.C. Region 2, Office of Director. 84/04/26. WILLIAMS, J. H 
Florida Power S« Light Co. 2pp. 25089:244. 24X 

Fiche: 50-250, 04/06/08, 8406210537. 


— 8406210543 IE Insp Repts 50-250/84-12 It 50-251/84-12 on 840409-12. 
Violation i dentif i ed : f a i lure to follow maint procedure re 
reactor coolant pump impeller removal It replacement. 

KLEINSORGE, W. P. , BLAKE, J. J. Region 2, Office of Director. 
84/04/20. 8pp. 25089:247. 24X Fiche: 50-250, B4/06/08, 8406210537. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post B30103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 04/06/1 1 , 8406080176, 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). B4/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406000173 


8406030012 IE Info Notice B4-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of New 

York, Inc. 120pp. 25030:124. 24X Fiche: 30-000, 84/06/05, 8406030012. 


8406130315 IE Info Notice 04-47, “Environ Qual if ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315 


8406030330 IE Info Notice 84-43, "Storage It Handling of Opthalmic Beta 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23050: 032. 24X Fiche: 30-000, 84/06/07, 8406030350. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. *• Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180333. 


8406060336 IE Info Notice 84-44, "Environ Qual if icati on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E, L. Division of Emer>gency Preparedness It Engineering 
Response (Post 830103). 84/06/08, Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24)f Fiche: 50-000, 84/06/08, 8406060336. 


8406210526 Ack receipt of B40S21 ItT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-230/84-08 It 
30-231/84-08. 

LEWIS, R. C, Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
Florida Power It Light Co. Ip. 25089:215. 24X Fiche: 50-230, 

84/06/QB, 8406210526. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure, " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23535:286. 24X Fiche: 50-000, 84/06/18, B4061 90360. 


0406190327 IE Info Notice 84-50, "Clarification of Scope of QA Program* 
for Transport Packages Pursuant to 10CFR50. App B, " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000. 84/06/21, 8406190327. 


-8406210527 Responds to NRC 840420 It? re violations noted in IE Insp 
Repts 50-230/84-08 i» 30-251/84-08. Corrective actions: all 
future chemistry d„ept personnel will be hired to meet 
requirements pf AM8I N^-iBv l -‘1971. No proprietary info encl. 
WILLIAMS, Jy M, ’Ftoiridi Porter * Light Co, 84/05/21. 0 'REILLY. J. P. 

Region 2/ o# 4>ifcr|9ei%to/ 3pp* 25089:216. 24X 

Fiche s 50-250, 04/^/08^^406210926, 

-9406210530 ijgnjfe#S $g I*n#p Rfpts 50-250/84-08 It 50-251/84-08 on 
: Resident Programs, 84/04/20. 

: ■: ^ ;• £p.p, 23089: 219. 24X 


, >• a* violation from insp on 840319-23. 

- 2pp r 23089; 221. 24X 


S. Reportable occurrences, LERs It related correspondence 


8406130089 LER 84-006-00: on 840503, d ur ing scheduled refueling outage, 
actuation of bus stripping relays occurred on 4 kV bus. 

Caused by personnel accidentally jarring or shorting 
electrical auxiliary contact pair. W/840608 ltr. 

ROACH, P. A., WILLIAMS, J. W. Florida Power b Light Co. 84/06/04. 3pp. 
24911:2X5. 24X Fiche: 50-251, 84/06/04, 8406130089. 


8406130146 LER 84-007— OO; on 840509. d ur ing scheduled refueling outage, 
three 480-volt load ctr feeder breakers tripped. Caused by 
procedural deficiency. Power restored to three 480— volt load 
ctr* b procedure revised. W/840608 ltr. 

ROACH, P. A., WILLIAMS. J. W. Florida Power b Light Co. 84/06/08. 3pp. 
24914:344. 24X Fiche: 50-251 , 84/06/08, 840613&146. 



DOCKETED ITEMS 


51 


8406260308 Discusses case study rept (C401) on low temp 
overpre s sur i z at ion events . Re vi eu of low temp 
overpressuri ration protection sys incomp lete. Paper to be 
prepared for prioritization as generic issue. 

DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 
64/06/21. HELTEMES, C. J. Director's Office. 2pp. 25158:028. 24X 

Fiche: 50-251, 84/06/21, 8406260588 


DOCKET 90-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8406290045 Advises that emergency plan submitted on 021024 does not 
satify 1 0CFR50, Ap p £ requ irements, Rev 1 to Reg Guide 2. 6 & 
ANSI/ANS-15. 16-1982 guidance criteria. Rev to plan to include 
addl info in end review requested. 

THOMAS, C. 0. Standard i zat i on & Special Projects Branch. 04/06/22. 
WOODALL, D. M. New Mexico, Univ. of, Albuquerque, NM 3pp. 

25225: 240. 24X Fiche: 50-252, 04/06/22, 0406290045. 


— 8406290049 "Emergency Plan Review, Univ of New Mexico." 

* NRC - No Detailed Affiliation Given. 84/06/22. 4pp. 
25223:231. 24X Fiche: 50-232, 84/06/22, 8406290043. 


DOCKET 30-254 QUAD CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406060186 Public version of Rev 4 to generating stations emergency 
plan. W/840305 ltr. 

# Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 04/04/30, B406060186. 


8406050082 Rev 13 to Emergency Plan Implementing Procedure QEP 110-0, 
"Station Director" & Rev 6 to QEP 110-2, "Acting Station 
Director (Shift Engineer) Implementing Procedure." W/840316 
transmittal ltr. 

GERNER, L. Commonwealth Edison Co. B4/05/16. 9pp. 24839:272. 24X 

Fiche: 50-254, 04/05/16, 8406030082. 


B406120431 Revised emergency plan implementing p r oc ed ur es > c ons i s t ing of 
Rev 19 to QEP 330-0, "Exercise Drills" & Rev 12 to 
QEP 330-2, "Emergency Drills." W/receipt & transmittal form. 

* Commonwealth Edison Co. B4/03/31. 31pp. 24891:26B. 24X 

Fiche: 30-254, 84/03/31, 8406120431. 


B406060283 Responds to 840427 ltr re proposed means for satisfying 
10CFR5O, App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns 8< comments on util 
four-paint proposal. 

PAPERIELLO, C. J, Region 3, Office of Director. 04/06/04. REED, C. 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 30-000, 84/06/04, 

8406060283, 


— 8406060295 Discusses proposed means for satisfying 10CFR30, App E, 
Paragraph IV. B requirements to annually review emergency 
action 1 eve 1 a . Annua 1 meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER , J. G, 
Region 3, Office of Director, 2pp. 24657:169. 24X 

Fiche: 30-000, 84/06/04, 8406060283. 


8406070219 Reconfirms & updates access author i zation lists for 
admitting NRC personnel to fac il it ies. Recommends listed 
individuals be granted unescorted accesslto vital & 
protected areas. 

AXELBON, W, L, Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24744:213. 24X Fiche: 30-234, 84/06/04, 

8406070219. 


B4 06230208 F<JTy»ard» order confirming licensee 830414,0720,0728,0823, 
1115 12i 5 Commitments on emergency response capability. 

VASSALLD, D, 8, Operating Reactors Branch 2. 04/06/12. FARRAR, D. L. 

Commonwealth £<Ji*on Ca. 2pp. 25154:066. 24X Fiche: 50-234, 84/06/12, 

8406230208* 


— 8406250224 Order confirming licensee commitments on emergency 
response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Commonwealth 
Edison Cq. 6pp. 29154:060. 24X Fi c h e : 30-234, 84/06/ 12, 0406230208. 


8406220232 Ac k Receipt of 840612 scope & objectives for 840028 
emergency exercise. Ob jectives acceptable. 

PAPERIELLO, Region 3, Office of Director. 84/06/10. REED, C. 

Commonwealth Edison Co. Ip. 23088:090. 24X Fiche: 30-234, 04/06/18, 

8406220232* 


— 8406220263 Forwards scope & objectives for B40828 emergency 
exercise, per 840403 8c 0514 scenario planning meetings. 

Scenario outline & narrative summary work in progress. Ne x t 
planning meeting scheduled for 840621. 

SCHNELL, B. A. Commonwealth Edison Co 84/06/12. HIND, J. Division 
of Emergency Preparedness & Operational Support. 4pp. 23088:091. 
24X Fiche 50-254, 84/06/18, 8406220252. 


8406280266 Forwards SER on safety parameter display sys for plants. 
Continued implementation acceptable pending adequate 
isolation devices !< data validation provided. Info to perform 
confirmatory review requested in 60 days. 

CRUTCHFIELD, D Operating Reactors Branch 5. 84/06/22. FARRAR, D. L, 

Commonwealth Edison Co. 3pp. 25178:088. 24X Fiche: 50-000, 84/06/22, 

8406280266. 


— 8406280280 Safety evaluation on safety parameter display sys, per 
Sup p 1 1 to NUREG-0737. Continued implementation acceptable 
pending adequate isolation devices & data validation 
provi d ed. 

Office of Nuclear Reactor Regulation, Director. 84/06/22. 7pp. 
25178:091 24X Fi ch e : 30-000, 84/06/22, 8406280266. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Record 
Services Branch (Document Control Desk). 2pp. 23209:083. 24X 

Fiche: 30-000, 84/06/23, 84062B0189. 


— 8406280227 Public version of offsite generating station emergency plan 
organ i zation, 

* Commonwealth Edison Co. 84/06/30. Ip. 23209:003. 24X 

Fiche: 30-000, 84/06/25, 8406280189. 


8406180372 Rev 4a to "Quad Cities Generating Station Emergency Plan 
Annex " W/transmittal & receipt form. 

MOORE, R.D. Commonwealth Edison Co. 84/06/30. 3pp. 2496 3:303. 24X 

Fiche: 30-254, 84/06/30, 0406180372. 


J. Insurance & indemnity information 


8406080180 Forwards Endorsement 81 to NELIA Policy NF-187, En dorsement 
66 to MAELU Policy MF-34, End or sements 136 &< 137 to NELIA 
Policy NF-43, Endorsements 132 8< 133 to MAELU Policy MF-22 & 
Endorsements 67 fc 68 to NELIA Policy NF-201. 

OSTER, J. Commonwealth Edison Co. 04/06/01. BALTZMAN, J. Assistant 
Director for State 8* Licensee Relation*. 11pp. 24838:287. 24X 

Fiche: 50-000, 84/06/01, 8406080180. 


P. Operating license stage documents & correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear reac tors, al lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J.M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information & Resource Service. 11pp. 24831:003. 24X 

Fiche: 30-000, 84/03/19, 8406070106. 


— 8202120080 Submits status rept on plants involving BWR single loop 
operation. 

MAZETI8, G. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24831:210. 24X 

Fiche: 30-000, 04/03/19, 8406070106. 


— 8210070031 Provides statu* of 13 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

BHERON, B.W. Reactor System* Branch. B2/09/2Q. SPEIS, T. P. 
A**istant Director for Reactor Safety. 2pp. 66368:077. 24X 

Fiche: 30-000, 04/03/19, 9406070106. 


— 8406070143 Discusses status of review re single loop operation in 
BWRs. Approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch. Incomplete initial NSHC determination & 
noticing action end. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800428). 5pp. 24032:006. 24X 

Fiche: 30-000, 84/03/19, 8406070106. 


— 8406070168 Lists approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch re review of single loop operation in BWRs, 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800428). Ip. 24831:183. 24X 

Fiche; 30-000, 84/03/19, 8406070106. 


— 8406070191 Submits info for project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer valid & must be redone. Completion of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030). 

Ip. 24032:022. 24X Fiche: 30-000, 04/03/19, 8406070106. 
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8406060078 Requests addl info re environ qualification of electrical 
equipment important to safety to document remaining 
outstanding justifications for continous op eration. Resp onse 
requested within 30 days of ltr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 24849:153. 24X Fiche: 50-254. 84/05/18. 

8406060078. 


8406060354 Informs that NRC will not act upon application for relief 
from recombiner capability requirements per 10CFR50. 44( c) <3) 

(ii)» since Generic Ltr 84-09 contains required guidance. 

VASSALLO, D. B. Operating Reactors Branch 2. B4/05/22. FARRAR* D. L. 

Commonwealth Edison Co. 2pp. 24669:332. 24X Fi c h e: 50— 000* 84/05/22* 

8406060354. 


0406030429 Requests extension of schedular requirements of 
10CFR50. 4?Cg ) for r ep lacement/mod of specific equipment per 
environ qualification rul e. Response to request required by 
040702 to prevent schedule impact. 

RYBAK. B. Commonwealth Edison Co. 84/05/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. 6pp. 24845: 105. 24X 

Fiche: 50-254, 04/05/29, 8406050429. 


8406050418 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATW3 Events. " 

BARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation* Director. 27pp. 24804: 113. 24X 

Fiche: 50-000* 84/06/01 . 8406050418. 


8406210170 Advises that util 810707.821228 & 830118 responses to 
Generic Ltr 81-04 fail to meet NUREG-0313, Rev 1 guidelines. 

Forwards SER & technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 it 84-11, 

SCHWENCER, A. Licensing Branch 2. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25090:064. 24X Fi che: 50-000* 84/06/1 1 , 

8406210170. 


— 8406210179 SER re IGSCC in RCPB piping sys. 

* Materials Engineering Branch. 84/06/il. 7pp. 25090:066. 24X 

Fiche: 50-000, 84/06/11,8406210170. 


— 8406210193 "Integrity of Dresden Station, Units 2 & 3, Quad Cities 
Stati on, Units 1 & 2 & LaSalle County Station, Unit I RCPB 
Sys, " technical evaluation rept. 

NAGATA, P.K. EQ&G, Inc. FIN A-6429. EGG-FM-6250. 83/07/31. 

KOG, W. H. Division of Engineering. 51pp. 25090:073. 24X 

Fiche: 50-000, 84/06/11, 8406210170. 


8406190215 Responds to 840403 questions re NUREG-0737* 1 tern II. K. 3. 16, 
"Feasibility Study - Challenges it Failures of Relief 
Valves. " No further mods needed or planned based on BWR 
Owners Group criteria. 

RYBAK, B. Commonwealth Edison Co. 84/06/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 249B0: 230. 24X 

Fiche: 50-254, 84/06/12, B406190215. 


8406260117 Forwards exemption from requirements of 1 OCFR50. 54 (a > 8* App 
J to 10CFR50. Exemption pertains to test sequence for Type A 
St C tests, exclusion of instrument line St MSIV from Type C 
test requirements St extends Type B test intervals. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25163:312. 24X Fiche: 50-254, 84/06/12* 

8406260117. 


— 8406260121 Exemption from requirements of 10CFR50. 54(a) Sc App J to 
10CFR30. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Commonwealth 
Edison Co. 9pp. 25165:314. 24X Fiche: 50-254, 94/06/12, 84062601 17, 


— 8112170149 "Containment Leakage Rate Testing, Comm Ed, Quad Cities Units 
1 & 2, " technical evaluation rept. 

NOELL, P. Franklin Institute/Franklin Research Center. 

NRC— 03— 79-1 18. TER-C 5257-45/46. 01/12/14. HUANG, Y. S. NRC - No 

Detailed Affiliation Given. 23pp. 25165:328. 24X 

Fiche: 30-234,84/06/12, 8406260117. 


— 8406260124 Safety evaluation supporting exemption from requirements of 
10CFRS0. 34(a) 8* App J to 10CFR50, 

# Office of Nuclear Reactor Regulation, Director. 84/06/12. 5pp. 
23165:323. 24X Fiche: 50-254, 04/06/12, 84062601 17. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8406010181 Discusses IE Insp Rept* 50-254/83-31 St 50-265/83-30 on 
831117-840124 St forwards notice of violation. 

NORELIUS* C. E. Division of Project St Resident Programs. 84/03/17. 
REED. C. Commonwealth Edison Co. 2pp. 24753:287. 24X 

Fiche: 50-234, 94/05/17, 8406010181. 


— 8406010189 Notice of violation from insp on 831 1 17-840124. Viola tionS 
noted: two interlock doors in access opening to reactor bldg 
left open St licensee had no operating procedure to change 
configuration of MSIV room. 

NORELIUS, C. E. Division of Project St Resident Programs. 84/05/17 
2pp. 24753:289. 24X Fiche: 50-254, 84/05/17, 8406010181. 


8406080177 Forwards transparencies used in 840518 presentation re 
status of regulatory improvement program. 

FARRAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. Region 
3, Office of Director. 41pp. 24858:239. 24X Fich e. 50-000, B4/05/22, 

84060BO 1 77. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fic h e : 50-000, 84/05/25, 840523031*?, 


8405240317 IE Info Notice B3-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B3O103). 84/05/25. Consolidated Edison Co. of N«w 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/23, B40524031 7 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/05/30, Consolidated Edison Cd. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


8406150142 Forwards IE Insp Repts 50-254/B4-04 it 50-265/84-03 on 
840402-0519. No noncompliance noted. 

SHAFER. W. D. Region 3, Office of Director. 84/05/30. REED, C. 
Commonwealth Edison Co. 2pp. 24953:141. 24X Fiche: 50-254, 84/05/30, 
8406150142. 


— 84061301 48 IE Insp Repts 50-254/84-04 it 50-265/84-03 on 840402-0319. No 
noncompliance or deviations noted, Major areas inspected: 
previous insp findings, operational saf ety , maint, 
survei 1 lance, LERs, IE bulletin followup & reactor scrams. 

CHRIBSOTIMOS, N. Region 3, Office of Director. 84/03/29. Upp. 
24933:143. 24X Fiche: 50-254, 84/05/30, 8406130142. 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, d evel op ed in 
response to NRC concerns over recent errors & escalated 
enforcement actions. 

NORELIUS, C. E. Division of Project fc Resident Programs. 84/05/31. 
REED, C. Commonwealth Edison Co. 3pp. 24804: 007. 24X 

Fiche: 30-000 , 84/05/31, 8406050378. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end- 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fich e : 50-000, 84/06/01 , 8406010423. 


8406080297 Notification of 840608 meeting w/util in B«thesda,MD to 
to discuss & review ongoing large pipe insp it repair 
program. 

BEVAN, R.B. Operating Reactors Branch 2. 84/06/01. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 24878:300. 24X 

Fiche: 50-254, B4/06/01 , 8406080297. 


8406070219 Reconfirms & updates access auth or i zat i on lists for 
admitting NRC personnel to f 0% i 1 i t i e s, Rec ommend s listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24744:215. 24X Fiche: 50-254, 84/06/04, 

B40607021 9. 


8406110246 Responds to Qeneric Ltr 84-11 re reinsp of piping welds 
susceptible to IGSCC. Sele ct i on of welds to be examined will 
be biased to higher temp portions of branch sys it fittings. 

RYBAK, B. Commonwealth Edison Co. 84/06/04. DENTON, H. R. Office O f* 
Nuclear Reactor Regulation, Director. 4pp. 24868: 151. 24X 

Fiche: 50-000, 84/06/04, 84061 10246. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condition^ 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/06/05, Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/03, 84060300125. 


8406030330 IE Info Notice 84-43, "Storage it Handling of Opthalmic Bet* 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA< Safeguards 8< Inspection Programs (Post 
630103), 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23030:032. 24X Fi ch e : 50-000, 84/06/07, 8406030350. 
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8406260449 Forwards IE Insp Repts 50-234/83-32 St 30-263/83-32 on 
831007-20. No noncompliance noted. 

WALKER) R. D. Region 3, Office of Director 84/06/07. REED, C 
Commonwealth Edison Co. 2pp. 25164:198. 24X Fi ch e 50-234, 84/06/07, 

8406260449. 


—8406260432 IE Insp Repts 30-254/83-32 8, 50-26S/B3-32 on 831007-20. No 
noncompliance noted Major areas in sp e c t e d : ad equac y of 
corrective action in response to receipt & installation of 
nonconf orming mat! discovered by internal surveillance. 

HASBE) R. A. , HAWKINS) F. C. Region 3, Office of Director. 84/06/06 

4pp. 25164. 200 . 24X Fi che: 50-254) 84/06/07, 8406260449. 


8406230096 LER 84-009-00: on 840519, while performing instrument scram 
response test, unp lanned reactor scram oc curred . Caused by 
workers bumping IRM signal cable under reactor vessel. 

Mechanical maint will exercise caution. W/840612 ltr. 

FUHS, A. , KAL I VIANAKIS, N. Commonwealth Edison Co. 84/06/11 
23121:345. 24X Fi ch e : 50-234, 84/06/ 1 1, 8406230096. 


3pp. 


DOCKET 50-235 PALISADES NUCLEAR PLANT 

F _f* CUrity ' medica1, em *rg enc y & fire protection plans 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/08. Consolidated Edison Co of New 

Vork, Inc. 120pp. 25049:273. 24X Fiche: 30-000, 84/06/08, 0406060336 


8406210436 Public version of revised emergency plan implementing 
procedures, inc luding GEN-1 re overview, GEN-2 re emergency 
telephone numbers it GEN-3 re on-shift sys power controller 
W/JM Felton 840614 release memo. 1 T ‘ 

* Consumers Power Co. 84/04/23. 

Fiche: 30-000, 84/04/23, 8406210436. 


130pp. 23094:179. 24X 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/06/11. Consolidated Edison Co of New 

York. Inc. 123pp. 23049:001. 24X Fiche: 30-000, 84/06/1 1, B406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verif ication. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/06/I3. Consolidated Edison Co of New 

York. Inc. 119pp. 23049:134. 24X Fiche: 30-000, 84/06/13, 8406080173. 


8406130313 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co of New 

York. Inc. 152pp. 23049:033. 24X Fiche : 30-000, 84/06/ 15, 8406130313, 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co of New 

York, Inc. 110pp. 23336:043. 24X Fiche: 30-000, 84/06/18, 8406180333. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York. Inc, llBpp. 23333:286. 24X Fiche: 30-000, 84/06/10, 8406180360. 


8406030068 Forwards IE Safeguards Insp Rept 30-233/84-07 on 840327- 
0311. No noncompliance noted. Resp onse re control of access to 
facility requested within 30 days. 

Division of Radiological St Materials Safety Programs. 
84/05/29. DEWITT, R. B. Consumers Power Co. 2pp. 24839*336 24X 

Fiche: 50 - 233 , 84 / 03 / 29 , 8406030068 . m 


8406030072 IE Safeguards Insp Rept 30-233/84-07 on 840327-031 1 . No 
noncompliance noted. Major areas inspec ted : sec ur i ty plan fc 
procedures, security organi zation, security program audit & 
testing. Details withheld (ref 10CFR73. 21). 

M4DEDA, T. J. , STAPLETON, 0. W. , CREED, J. R. Region 3, Office of 
Director. 84/03/29. Ip. 24839:338. 24X Fi che : 30-233, 84/03/29, 


8406070303 Reconfirms & updates access authorization lists for 
admitting Region III personnel to facility. Individuals w/Q 
or L access author i zat i on should be granted unescorted 
access to vital 8< protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04 DEWITT, R B 

Consumers Power Co. 7pp. 24746:238. 24X Fi che: 50-233, 84/06/04^ 

8406070303. 


8406130181 Forwards Rev 3 to "Site Emergency Plan" S< revised site 
emergency implementing procedures, including EI-1 re 
activation of site emergency plan/emergency classification & 
EI-2 re emergency actions/notifications/responsibilities. 
ZIELINSKI , K. Consumers Power Co. 84/06/07. Record Services 
Branch (Document Control Desk). Ip. 24947:158. 24X 

Fiche: 30-233, 84/06/07, 0406130101. 


8406190327 IE Info Notice 04-30, "Clarification of Scope of QA Program 
for Transport Packages Pursuant to 10CFR30, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co of New 

York, Inc, 63pp, 23333:041. 24X Fic h e: 30-000, 84/06/21 , 8406190327. 


R. Periodic operating reports Sc related correspondence 


operating repts for May 1984. W/040601 ltr. 

1 ^LIVIANAKIB, N. Commonwealth Edison Co. 84 / 03/31 23 PP 
23022; 063, J24X Fiche: 30-234, 84/03/31 , 8406190347. PP ‘ 

li,t 0f changes, tests St experiments completed 

i ?LcSL 1 F 4,8w ' ,1Waru of safet Y evaluation being reported 
pCT* lQCr RSO, 39* 

K l L i VI ? NAKW? ' ^ ^Wmonue a 1 th Edison Co. 84/06/03. CASE, E. Office 
of Regulation, Director, 2pp. 23082 ' 033 24X 

Fiche; 30-234, B4/06/03, B406220204. 

** *** opiur r an<r# s , LERs * related correspondence 


04 ?f2iS? 1 ^‘-OCA-OOf on 840301, performance of maint on turbine 
resulted in communication via main 
• team piping reactor bldg & turbine bldg. Caused by 

W/040323 ltr. 

Commonwealth Edison Co. 

24838: 1,08* Fl©he; 30-234, 84/03/12, 8406030141. 


84/03/12. 3pp. 


840507,11 RHR * vc “* t,r V««l* p.n.tr.Upn, 
p i p * vlbr * tlon l°°»ning p.n.tration 
lightened It penetrations tested 

4pp 24891 ^ oaS ALI 3it N 5? I8 ' N ‘ Commonwealth Edison Co. 04/03/30. 

4pp, 240fi|O4d» &4H Ffthet 30-234, 84/03/30, 8406120493. 

jH ft4~<$8-Q9< on 840311, c oncern raised re adequacy of 123- 
r ? to dc load, Analysis reveal ad 
batt^tq, (Mahore fcq il'ftfjjf Units to cold shutdown w/o some 

KAEPPEL n F ial ulr?J? A liJ^ Batt-ry 1<?ad r ® ductd ' W/Q4060s ltr ‘ 

2494^8^ , Commo ? uealth Edison Co. 84/06/08. 4pp. 

«4944; 337 „ $4£ rNli* S’30-23'4, 84/06/08, 84061 3Q212, • 


9406130183 Rev 3 to "Bite Emergency Plan, " One oversize figure end 
Aperture card is available in PDR. 

* Consumers Power Co. 04/05/01. 330pp. 24947- 139 24X 

Fiche: 30-233, 84/06/07, B406130181. 


8406130189 Revised site emergency implementing procedures, including 
EI-1 re activation of site emergency p lan/emergency 
class! fication. EI-2 re emergency actions/notif ications/ 
responsibilities Sc El-3 re communications it notifications. 

* Consumers Power Co, 84/04/24. 300pp. 24948- 101 24X 

Fiche: 30-233, 84/06/07, 8406130101. 


8406230206 Forwards order confirming licensee commitments on emergency 
response capability specified in Suppl 1 to NUREQ-0737 
(Generic Ltr 82-33). 

CRUTCHFIELD, D. Operating Reactors Branch 3. 04/06/12. 

VANDEWALLE, D. J, Consumers Power Co. 6pp. 23130-138 24X 

Fiche: 30-233, 84/06/12, 8406230206. 


8406230209 Order confirming licensee commitments on emergency responsi 
capability, per Suppl 1 to NUREQ-0737 (Generic Ltr 82 - 33 ). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Consumers Power 
Co. 6pp. 23130:164. 24X Fiche: 50-233, 84/06/12, 8406230206. 


1406260346 Forwards Rev 2 to "Palisades Plant Suitability Training it 
Qualification Plan" it Rev 2 to "Big Rock Point Plant 
Suitability Training 6 Qualification Plan." 

VANDEWALLE, D. J, Consumers Power Co. 84/06/14. KEPPLER, D. 0. Region 
3, Office of Director. Ip. 23131:001. 24X Fiche: 30-000, 04/06/14, 

8406260346, 


—8406260348 Rev 2 to "Palisades Plant Suitability Training & 
Qual if ication Plan. " 

a Consumers Power Cq, 84/06/11. 13pp. 23131:017 24X 

Fich a ; 30~Q00) 04/06/ 1 4, 8406260346. 



54 


DOCKETED ITEMS 


J. Insurance & indemnity information 


3406190250 Forwards Endorsements 84 & 72 to NELIA Policy NF-179 & 
MAELU Policy MF-50, respectively. 

FROUNFELKER, R. Consumers Power Co. 84/06/12. SALTZMAN. J. Office 
of Nuclear Reactor Regulation# Director 3pp. 24989:219. 24X 

FiChe; 50-255, 84/06/12, 8406190250. 


P. Operating license stage documents & correspondence 


3406050163 Informs that Tech Spec change, 1 imiting use of containment 
purge i< vent sys to cold shutdown cond i t i on, p er 840301 
commitment, wil 1 be submitted prior to plant startup 
scheduled for mid-June 1984. 

JOHNSON, D. D. Consumers Power Co. 84/03/31. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 24345:068. 24X 

Fiche: 50-255. 84/05/31, 3406050163. 


3406050363 Comments on NUTAC recommended program approach to Oeneric 
Ltr 33-28, outl ined in INPO 84-010, "Vendor Equipment 
Technical Info Program. M NUTAC recommendations & program 
accep table. 

VANDEWALLE, D. J. Consumers Power Co. 84/05/31. EISENHUT, D. G. 
Division of Licensing. 3pp. 24804:201. 24X Fiche: 50-255, 84/05/31 , 

8406050363. 


8406060112 Forwards "Inadequate Core Cooling Instrumentation Sys," 
final description of mod plans & schedule, updating response 
to Generic Ltr 82-28. Comp letion of installation at facility 
expected during next refueling outage scheduled in 1935. 

JOHNSON, B. D. Consumers Power Co. 84/05/31. CRUCHFIELD, D. 
Operating Reactors Branch 5. 2pp. 24658:266. 24X 

Fiche: 50-255, 84/05/31, 3406060112. 


— 8406060116 "Inadequate Core Cooling Instrumentation Sys." 

* Consumers Power Cd. 84/05/31. 19pp. 24658:268. 24X 

Fiche: 50-255, 04/05/31 , 84060601 12. 


B406050279 Forwards six figures inadvertently omitted from 840531 
submittal re inadequate core cooling instrumentation sys. 

Sys description complete. 

JOHNSON, B. D. Consumers Power Co. 84/06/01. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 24839:001. 24X 

Fiche: 50-255, 84/06/01, 8406050279. 


8406130032 Summary of 840523 meeting w/util & C-E in Bethesda,MD re 
auxiliary feedwater line. 

EMCH, R. L, Operating Reactors Branch 5. 84/06/04. Operating 

Reactors Branch 5. 5pp. 24915:173. 24X Fiche: 50-235, 84/06/04, 

B406130032. 


3406120410 Submits schedule for submittal of proposed Tech Spec changes 
it details. Circuitry of main feedwater stop valves will be 
modified during Oct 1985 outage. Tech Spec changes will be 
submitted 30 days prioT to start of refueling outage. 

JOHNSON, B.D. Consumers Power Co. 84/06/07. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 24893:015. 24X 

Fiche: 50-255, 84/06/07, 8406120410. 


8406130094 Forwards Amend 82 to License DPR-20 it safety evaluations. 
Amend modifies basis for thermal margin/low pressure trip 
setting & basis for limit on linear heat rate. 

PAULSON, W. A. Operating Reactors Branch 5. B4/06/07. 

VANDEWALLE, D. J. Consumers Power Co. 3pp. 24912:324. 24X 

Fiche: 30-255, 84/06/07, 8406130094. 


— 8406130103 Amend 82 to License DPR-20, modify ing basis for thermal 
margin/low pressure trip setting based on results of 
reanalysis of control rod withdraw! transient & basis for 
limit on linear heat rate. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/07. 7pp. 

24912: 327. 24X Fiche: 50-255, 84/06/07, 8406130094. 


— 3406130108 Safety evaluation supporting Amend 82 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 4pp. 
24912:334. 24X Fich e: 50-255, B4/06/07, 8406130094. 


— 0406130 115 Safety evaluation supporting justification of XNB critical 
heat flux correlation. 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 3pp. 
24912:338. 24X Fiche : 50-255, 84/06/07, 8406130094. 


8406130129 Forwards safety evaluation of 840427 revised LOCA analysis. 
Info on impact of increased steam generator tube plugging 
on other postulated transients & accidents requested. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 94/06/11. 

VANDEWALLE, D. J. Consumers Power Co, 3pp. 24913:271. 24X 

Fiche: 30-255, 34/06/11, 8406130129. 


— 8406130131 Safety evaluation of 840427 revised LOCA ana 1 y s i s . Analy s i s 
accep tab le, but info on impact of addl tube plugging on other 
postulated accidents & transients requested 
JONES, R. Office of Nuclear Reactor Regulation, Director 

34/06/ 1 1 . 5pp. 24913:274. 24X Fi c h e : 50-255, 04/06/1 1 , 8406130129. 


8406130160 Forwards SER of 840419 summary of 1983/84 steam generator 
evaluation & repair program. Rev to Tech Spec Section 4 14 
requested within 60 days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/11. 

VANDEWALLE, D. J. Consumers Power Co. 4pp 24912:254 24X 

Fiche: 50-255, 84/06/1 1, 8406130160 


— 8406130163 Safety evaluation of 840419 rept, "19a3/B4 Steam Generator 
Evaluation & Repair Program Summary. " 

CONRAD, H. v WU,P. , RAJAN, J. Office of Nuclear Reactor Regulation, 
Director. 84/06/1 1. 34pp. 24912:253. 24X Fi c he: 50-255, 84/06/11 , 

3406130160. 


B4061 80233 Forwards safety evaluation re licensee response to NUREG- 
0737, Item II. K. 2. 13, "Th e rma 1 -Me c han i c a 1 Rept." Info 
demonstrates reasonable assurance that vessel integrity 
maintained. Item closed. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/13. 

VANDEWALLE, D. J. Consumers Power Co. 12pp. 24963:001 24X 

Fiche: 50-255, 84/06/13, B406180233. 


9406210382 Application for amend to License DPR-20, c ons i s t i n g of 
proposed Tech Spec change request re containment purge & 
ventilation sys. Change will limit use of sys to cold 
shutdown condition. License amend fee end. 

JOHNSON, B.D. Consumers Power Co. 84/06/13. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 25054: 356. 24X 

Fiche: 50-255, 84/06/13, 0406210302. 


— 8406210386 Proposed Tech Sp ecs, 1 imi ting use of containment purge & 
ventilation sys to cold shutdown condition. 

* Consumers Power Co. 84/06/13. 3pp. 25054:359. 24X 

Fiche . 50-255, 34/06/13, 8406210382. 


8406210322 Forwards response to 840509 request for addl info re enviroi 
qualification of equipment important to safety. List of 
equipment & refs revised to reflect recently replaced 
equipment & justifications for continued operation encl. 

JOHNSON, B.D. Consumers Power Co. 84/06/15. CRUTCHFIELD, D. 

Operating Reactors Branch 3. 20pp. 25034:143. 24X 

Fiche: 50-255, 84/06/15, 8406210322. 


8406220023 Forwards Amend S3 to provisional License DPR-20 8, safety 
avaluati on. 

PAULSON, W. A. Operating Reactors Branch 3. 34/06/19. 

VANDEWALLE, D. J. Consumers Power Co. 3pp. 23083:222. 24X 

Fiche: 30-255, 84/06/19, 8406220023, 


— 8406220091 Amend 83 to provisional License DPR-20, d e 1 et ing third 
(spare) HPSI pump from Tech Spec 5.3.3. 

CRUTCHFIELD, D. Operating Reactors Branch S. 84/06/19. 4pp. 
23083:225. 24X Fi c h e : 50-235, 04/06/19, 8406220023. 


— 8406220095 Safety evaluation supporting Amend 83 to provisional Lit 
DPR-20. 

* Office of Nuclear ReactoT Regulation, Director. 84/06/19 St] 
25083:229. 24X Fi che: 50-255, 84/06/19, 8406220023. 


B4062802S3 Responds to 831024 request to withhold XN-NF-709, 

" Justif ication of XNB Correlation for Palisades," from 
public disclosure for reasons 1 i s ted . Re quest granted, per 
10CFR2. 790 & Section 103 of Atomic Energy Act of 1954. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/06/22. STOUT, ft. % 

Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ), 4pp. 2517B.074 
24X Fiche: 30-255, 94/06/22, 8406280253. 


8406280050 Forwards addl listed info re auxiliary feed sparger to 
assist in generic Teview of ramifications of failures at 
faci lity. Corrective action documents will be forwarded at 
later date. W/o encl. 

VANDEWALLE, D. J. Consumers Power Co. 84/06/26. PAULSON, W, 
Operating Reactors Branch 5. Ip. 25180:361. 24X 

Fiche: 30-255, 84/06/26, 0406200050. 


8406290006 Forwards request for addl info on Tech Specs re DHR 
capability fMulti-Plant Action B-57), Response requested 
within 45 days of ltr receipt. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/26. 

VANDEWALLE, D. J. Consumers Power Co. 5pp. 25190:124. 24X 

Fiche: 50-253, 84/06/26, 8406290006. 


8406290199 Forwards safety evaluation on util 840514 request for *f 
from hydrostatic test pressure requirements. Request for I 

relief acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 84/06/26, 

VANDEWALLE, D. J. Consumers Power Co. 2pp. 25204:134, 24X 

Fiche: 50-255, 34/06/26, 3406290199. 



290204 Safety evaluation supporting util request for relief from 
esaure test requirements following mod St repair of main &< 
xiliary feedwater piping. 

Office of Nuclear Reactor Regulation! Director. 84/06/26. 4pp. 
9204:136. 24X Fiche : 30-235, 04/06/26, 8406290199. 


pection reports, IE Bulletins St correspondence 


10319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ly Syg " Svc list end. 

>AN. E. L. Division of Emergency Preparedness St Engineering 
lonse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


)031 7 IE Info Notice 83-66iSuppI 1, "Fatality at Argentine 
:ical Facility." Bvc list end. 

JAN, E. L. Division of Emergency Preparedness St Engineering 
lonse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


)QQ6S Forwards IE Safeguards Insp Rept 50-235/84-07 on 840327- 
L. No noncomp 1 ianc* noted. Response re control of access to 
Lllty requested within 30 days. 

}< J. A. Division of Radiological St Materials Safety Programs. 
55/29. DEWITT, R. B. Consumers Power Co. 2pp. 24039:336. 24X 

le: 30-255. 84/05/29, 8406050068. 


b050072 IE Safeguards Insp Rept 50-255/84-07 on 840327-051 1 . No 
ancomp liance noted. Major areas inspected: security plan & 
nocedures, security organization. security program audit & 
eating. Detai Is withheld (ref 10CFR73. 21). 

^DEDA, T. J. , STAPLETON, B. W. . CREED, J. R. Region 3, Office of 
irector. 04/05/29. Ip. 24839:330. 24X Fiche: 50-255, 04/05/29, 

406030068. 


90303 IE Info Notice 04-40. "Emergency Worker Doses.” Svc list 

t. 

DAN, E. L. Division of Emergency Preparedness «< Engineering 

ponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

k, Inc 122pp. 24079:342. 24X Fi c he: 50-000, 84/03/30, 0403290383. 


60192 Forwards "Final Rept 1983-04 Palisades Steam Generator Eddy 
rent Inservice Insp,” per Tech Spec 4. 14, summar i zing eddy 
rent testing# data evaluations & tube plugging. 

N80N, 8.D. Consumers Power Co. 04/03/30. CRUTCHFIELD, D. 
rating Reactors Branch 5. Ip 24810:047. 24X V 

he: 30-235, 04/03/30, 0406060192. 


6060196 "Final Rept 1903-04 Palisades Steam Generator Eddy Current 
nservice Insp on B30 830-840430. " 

EVERANCE, G. E. Consumers Power Co. 84/05/23. 834pp. 24010:048. 

4X Fiche: 30-233, 04/03/30, 8406060192, 


0406130160 Forwards SER of 840419 summary of 1983/84 steam t 
evaluation 8, repair program. Rev to Tech Spec Section 4 14* 
requested within 60 days. 

CRUTCHFIELD, D Operating Reactors Branch 5. 84/06/11. 

VANDEWALLE, D. J. Consumers Power Co 4pp. 24912:254 2' 

Fiche: 50-255. 84/06/11, 8406130160 


8406130163 Safety evaluation of 840419 rept, "1983/84 Ste« 
Evaluation i< Repair Program Summary. " 

CONRAD, H. , WU, P. , RAJAN, J. Office of Nuclear Reactor R< 
Director. 84/06/11. 34pp. 24912:258. 24X Fiche; 50-2! 

8406130160. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Enginee 
Response (Post 830103). 84/06/13. Consolidated Edison 
York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tes 
Electrical Terminal Blocks. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Enginee 
Response (Post 830103). 84/06/15. Consolidated Edison 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Enginee 
Response (Post 830103). 84/06/18. Consolidated Edison 

York, Inc. U8pp. 25536:043. 24X Fiche. 50-000, 84/06/ IE 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Ge 
F ailure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Enginee 
Response (Post 830103). 84/06/18. Consolidated EdisOT 

York, Inc. 118pp. 25535:286. 24X Fic he: 50-000. 84/06 / U 


8406190327 IE Info Notice 84-50, "Clar if ication of Scope O' 
for Transport Packages Pursuant to 10CFR50, App B. " Svc 1: 
enc I. 

JORDAN, E. L. Division of Emergency Preparedness St Engine, 
Response (Post 830103). 84/06/21. Consolidated Edisoi 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21. 


R. Periodic operating reports St related correspondence 


B406120300 Monthly operating rept for May 1984. W/840607 It 
DIENES, A. F. , VANDENBERG, D. Consumers Power Co. 84/05/3 
24893:259. 24X Fich e: 50-255, 84/05/31, 8406120300. 


3. Reportable occurrences, LERs St related correspondence 


10423 IE Info Notice 04-41, "IGSCC in BWR Plants. " Svc list end. 
DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 030103). 84/06/01. Consolidated Edison Co, of New 

k, Inc. 100pp. 23050:244. 24X Fiche: 30-000, 84/06/01, 8406010423. 


70303 Reconfirms & updates access authorization lists for 
iltting Region III personnel to facility. Individuals w/Q 
L access authorization should be granted unescorted 
ess to vital it protected areas, 

L80N, W. L. Region 3, Office of Director. 84/06/04. DEWITT, R. B. 
sumers Power Co. 7pp. 24746:238. 24X Fiche: 50-233, 04/06/04, 

(6070303. 


(30012 IE Info Notice 04-42, "Equipment Availability for Conditions 
ing Outages Not Covered by Tech Specs. " Svc list end. 
iDAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/06/03. Consolidated Edison Co. of New 

■k, Inc. 120pp. 25050:124, 24X Fiche: 30-000, 84/06/03, 8406030012. 


130350 IE Info Notice 84-43, "Storage St Handling of Opthalmic Beta 
Hation Applicators, " Svc list end. 

^CE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
>103). 04/06/07. Consolidated Edison Co. of New York, Inc. 

p. 23030:032, 24X Fi che: 30-000, 84/06/07, 8406030330. 


)60336 IE Info Notice 04-44, "Environ Qualification Testing of 
:kbestos Cables." Svc list end. 

IDAN, E. L. Division of Emergency Preparedness St Engineering 
■ ponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

•k, Inc. 120pp. 23049:273. 24X Fiche: 30-000, 84/06/08, 8406060336. 


8406050439 Updated LER 83-068/03X-1 : on 831003, fire insp of 
safeguards St cable penetration rooms not completed withi 
required hourly period. Caused by personnel error & failu 
to emphasize importance of meeting schedule. W/840529 ltr 
JOHNSON, B. D. Consumers Power Co. 84/05/29. KEPPLER, J. 
Office of Director. 3pp. 24845:076. 24X Fiche: 50— 255, 

8406050439. 


8406130241 LER 84-003-00: on 840512 , operations personnel us 
procedure to replace fuses in safety-related circuitry, 
resulting in actuation of safety injection signal St 
containment isolation St spray signals. W/040611 ltr. 
ROGERS, D W. , JOHNSON, B, D. Consumers Power Co. 84/06/11 
24950:115. 24X Fiche: 30-255# 84/06/1 1, 8406150241. 


V. Operator Examinations 


3406260346 Forwards Rev 2 to "Palisades Plant Suitability 
Qualification Plan” & Rev 2 to "Big Rock Point Plant 
Suitability Training & Qual i f ication Plan. " 

VANDEWALLE, D. J. Consumers Power Co. 84/06/14. KEPPLEI 
3# Office of Director. Ip. 25151:001. 24X Fiche: 50-0' 


— 8406260348 Rev 2 to “Palisades Plant 
Qual i f ication Plan. " 

* Consumers Power Co. 84/06/11. 
Fiche: 50-000, 84/06/14, 8406260346. 


Suitability Traini 
13pp. 23131:017. 


)80176 IE Info Notice 84-43, "Reversed Differential Pressure 
jtrument Sensing Line*. *' Svc list end, 

IDAN, E. L. Division of Emergency Preparedness St Engineering 
tponse (Post 030103). 04/06/11. Consolidated Edison Co. of New 

k, Inc. 123pp. 23049:001. 24X Fiche: 30-000, B4/06/U, 0406080176 . 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION. UNIT I 


F. Security, medical, emergency h fire protection plans 


8406130061 Forwards IE Safeguards Insp Repts 50-259/83-51.50-260/83-51 
& *50-296/03-51 on 931114-18. No noncompliance noted. 

Enforcement action addressed in NRC 840307 Itr. 

LEWIS, R.C. Division of Project t* Resident Programs. B4/03/08. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 24915:109. 24X 

Fiche: 50-259. 84/03/08, 8406130061. 


—8406130067 IE Safeguards Insp Repts 50-259/83-51,50-260/83-51 it 
50-296/83-51 on 831114-18. No noncompliance noted. Major areas 
inspected: physical security event. Details withheld <ref 
10CFR73. 21). 

TILLMAN. A. Region 2, Office of Director. 84/02/29. ip. 
24915:111. 24 X Fiche: 50-259 . 04/03/08. B406130061 . 


9406130159 Ack receipt of 840403 ltr in response to 840307 notice of 
violation & proposed imposition of civil penalty in amount 
of *40.000 in connection w/IE Insp Repts 50-259/83-51. 

50-260/83-51 8c 50-296/83-51. 

AXELRAD. J. A. Enforcement Staff. 84/04/25. PARRIS, H. 0. Tennessee 
Valley Authority. 2pp. 24912:292. 24X Fiche: 50-259, 84/04/25, 

8406130159. 


—8406130166 Responds to NRC 840307 notice of violation 8c proposed 
imposition of civil penalty in amount of *40,000 in 
connection w/IE Insp Repts 50-259/83-51,50-260/83-51 i 
50-296/83-51. Corrective actions withheld (ref 10CFR73. 21). 

MILLS. L. M. Tennessee Valley Authority. 84/04/03. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
24912:294. 24X Fich e: 50-259, 84/04/25, 84061301 59. 


8406190329 Forwards revised pages to 840327 10CFR30, App R ® 
to decision to withdraw request for exemption for offsite 
power. Final rev addressing engineering solution it addl 
exemption requests will be submitted by 841031 
MILLS, L. M. Tennessee Valley Authority 84/06/12. DENTO 
Office of Nuclear Reactor Regulation, Director 14pp. 2 

24X Fiche: 50-259, 84/06/12, 8406190329 


8406250287 Forwards orders confirming licensee 830415,1129 
commitments on emergency response capability. 

VASSALLO. D. B Operating Reactors Branch 2. 84/06/12. P 

Tennessee Valley Authority. 2pP 25133:112 24X 

Fiche: 50-259, 84/06/12, 84062502Q7. 


— 8406250288 Order confirming licensee 830415,1129 & 840206 
on emergency response capab i 1 i t y , p er Suppl 1 to NUREG*-0 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Ten 
Valley Authority. 6pp. 23153: 114. 24X Fi che: 30-259 . 8 

8406250287. 

— B 406250291 Order confirming licensee 830415, 1129 & 0402 06 
on emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Ten 
Valley Authority. 6pp. 25153:120 24X Fiche: 30-259* S 

8406250287. 


— 8406250293 Order confirming licensee 830415,1129 & 040206 
on emergency response capab i li ty , per Suppl 1 to NUREQ— G 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Ten 
Valley Authority. 6pp. 25153:126. 24X Fi che: 30-239* 8 

B406250287. 


8406130172 Discusses IE insp on 841114-18 it forwards notice of 
violation & proposed imposition of civil penalty in amount 
of *40,000 based on licensee failure to control access to 
vital area. Enel withheld (ref 10CFR73. 21). 

□ 'REILLY, J. p. Region 2, Office of Director. 84/03/07. 

PARRIS, H. G. Tennessee Valley Authority. 3pp. 24912*29 5 24X 

Fiche: 50-259, 84/04/25, 8406130159. 


8406200553 Forward* request for addl info verifying qualif ication of 
accumulator on automatic depressuri lation sys valves, per 
NUREG-0737* Item II. K. 3. 28 & Multi-Plant Action F-55. Response 
due in 45 days. 

EISENHUT, D. G. Division of Licensing. 04/05/29. PARRIS, H. G. 
Tennessee Valley Authority. 6pp. 25069- 147 24X 

Fiche: 50-259, 84/05/29, B406200553. 


8406210502 Ack receipt of 840514 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-259/83-60, 

30-260/83-60 St 50-296/83-60. Response to Violation 2 meets 
requirements of 10CFR2. 201. 

LEWIS, R. C. Region 2, Office of Director. 84/05/31. PARRIS, H. G. 
Tennessee Valley Authority. Ip. 25089-019 24X 

Fiche: 50-259, 84/05/31, 8406210502. 


?* PtS 30-259/83-60, 50-260/83-60 * 50-296/83-60 
831226-840125. Violations noted : failure of plant staff to 
inform supervisors of known problems h. QC «c engineering not 

PAULK*JV nV D 1V ? d fieId * ctivitles * control at site. 

R *9 ion 2 ' Office of Director. 84/03/13. 14pp. 

25089:035. 24X Fi che: 50-259, 84/05/31, 8406210502. P 


7 V l °, 840327 ” vi,ed * submittal, correctly 
identifying items for which schedular exemption is 
requested. * s 

L -' T *”n*ss»e Valley Authority. 84/06/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4l)D 349 S'-iat 

24X Fiche: 50-259, 64/06/05, 0406130046. PP ‘ 2491S * 167 * 


P. Operating license stage documents it correspondence 


8406070106 Partial response to FOIA request for documents r 
decision to offer opportunity for prior hearing on propas 
OL amends for 11 nuclear reactors, allowing operation w/on 
rec ircu lation loop out of svc. Forwards App A documents. 
FELTON, J. M. Division of Rules and Records. 04/03/19. B 
Nuclear Information 8< Resource Service. 11pp. 24B31:003 

Fiche: 30-000, 84/03/19, 8406070106. 


— 8106080218 Requests meeting w/BWR licensees to discuss 79 
Ferry single loop operation experience. Experienc e invol 
unexplained core vibrations which occurred at 39% power 
during single loop mode of operation. 

SPEIS, T. P. Reactor Systems Branch. 81/03/19. IPPOLIT 
Operating Reactors Branch 2. 3pp. 24B31: 162. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8209010133 Forwards safety evaluation supporting operatic 
loop w/power limited to 307., comp le ting three actions un 
Multi-Plant Item E-04. 

8PEI9, T. P. Assistant Director for Reactor Safety. 82/ 
LAINAS, G. C. Assistant Director for Licensing. Ip. 24 
24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8210070031 Provides status of 13 plants involving singl* 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. BPEIS, 
Assistant Director for Reactor Safety. 2pp. 66368:077 
Fiche: 30-000, 84/03/19, 8406070106. 


— 8306220162 Discusses branch position re exclusion of faci 
approval of single loop operation at 30% power. 
BERLINGER, C. H. Core Performance Branch. 83/06/13. VA 
□ perating Reactor* Branch 2. 2pp. 24831:094, 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


04 IPD??i 9 r o R * ViS * d • mer 9* nc « P* an implementing procedures, inc lud ing 
IPD-17 re emergency equipment & supp 1 i e S , IP-19 re ooeration 9 
of emergency data info sys * ip-* activation of t!chn cal 
support ctr. W/840612 ltr, f technlcal 

"^Ion L = H M/M/W. O'REILLY. J. P. 

iC * 0f Dlr * c tor. SOpp. 24968.-052 24X 

Fiche. 50-259, 84/06/12. 84D618019B. X 


“HivsSvS s': 


— 8406070123 Safety evaluation supporting single loop opera 
power level of 50% during Cycle 5 only. 

* Office of Nuclear Reactor Regulation, Director. 82/ 
Upp. 24831:023. 24X Fiche: 30-000, 84/03/19, 0406070106 


— 8406070195 Initial NSHC determination it noticing action r 
appl ication, modified 820903 S< 830106, for amend to Lican 
DPR-33, DPR-32 & DPR-68, permitting single loop operation 
to 30% power. 

CLARK, R. J. NRC - No Detailed Affiliation Given. ROWAN 
of the Executive Legal Director. 84/01/10. 3pp. 2483 
Fiche: 30-000, B4/03/19, 8406070106. 


— 8406070200 Draft "Technical Evaluation of Electrical, Inst 
Control Design Aspects of Proposed License Amend Rev 1 
Single Loop Operation of Browns Frrry Nuclear Plants. " 
DQNICH, T. R. Lawrence Livermore Laboratory. FIN A-023G 
CLARK, D, Division of Licensing. 7pp. 24831:242. 24 

Fiche: 30-000, 84/03/19, 0406070106. 


Requests timely completion of Analysis Branch review of 
3 f QE Rev 1 to NEDO-2 0566-2 re LDCA model for 
ap operation. Advi ses that higher priority will be 
approving nine outstanding requests. 

Reactor Safety Branch. 78/10/13. ROSZTOCZY, Z. R. 
Branch. Ip. 24852:023. 24X Fi c h e : 50-000, 84/03/ 19, 


rwards safety evaluation re initial fuel conditions used 
sient analysis. Proposed application of COMETHE 
R transient analysis acceptable. 

B. Operating Reactors Branch 2. 84/05/23. PARRIS, H. 0. 

alley Authority. 3pp. 24B45: 292. 24X 

9, 84/05/23, 84060401 16. 


safety evaluation re initial fuel conditions used in util 
ient analysis. Approach acceptable. 

of Nuclear Reactor Regulation, Director. 84/05/23. 
343:295. 24X Fiche: 50-259, 84/05/23, 84060401 16. 


rwards Amends 99,93 Si 66 to Licenses DPR-33, DPR-52 & 
actively Sc safety evaluation. Amends change 
to modify reporting requirements to incorporate 
k TMI Item II. K. 3. 3. 

Operating Reactors Branch 2. 84/05/30. PARRIS, H. 0. 

illey Authority. 2pp. 25068:001. 24X 

h 84/05/30, 8406200382. 


Amends 99,93 tc 66 to Licenses DPR-33, DPR-52 8 < DPR- 6 B, 

tly, changing Section 6.0 to modify reporting 

its to incorporate 10CFR50. 73 it TM1 Item II. K. 3. 3. 

5. B. Operating Reactors Branch 2. 84/05/30. 36pp. 

24X Fiche: 50-259,84/05/30, 8406200382. 


3afety evaluation supporting Amends 99,93 8 < 66 to Licenses 
1-52 & DPR- 68 , respectively. 

of Nuclear Reactor Regulation, Director. 84/05/30. 2pp. 
?. 24 X Fiche: 50-259, 84/05/30, B406200382. 


iwnary of 840523 meeting w/util & Bechtel re proposed 
submitting license amend request for approval of 
ichedule covering plant mods. List of attendees & 
i for NRC 840516 meeting w/util end. 

Operating Reactors Branch 2 . 84/05/30. Operating 

inch 2. 5pp. 25100:326, 24X Fiche: 50-259, 84/05/30, 


units equipment qualif ication program status rept for 
;s for 2-wk period ending 840525. 

Operating Reactors Assessment Branch. 84/06/04. 

J. Assistant Director for Safety Assessment. 7pp. 
24X Fiche: 50-000, 84/06/04, 8406110209. 


tuests that listed documents referenced in Chapter 12 of 
> analyses rept be provided within 15 days. 

I. Operating Reactors Branch 2. 84/06/05. PARRIS, H. Q. 

illey Authority. 3pp. 25069: 153. 24X 

}, 84/06/05, 8406200548. 


wards post-accident sampling status in response to 
>0501 ltr to HG Parris, per 040509 meeting. NRC 
of walk through of current procedures concluded 
iquate & meets NRC requirements. 

Tennessee Valley Authority. B4/06/06. DENTON, H. R. 
(clear Reactor Regulation, Director. 8 pp. 24893:111. 
>-299, 84/06/06, 8406120325. 


•wards safety evaluation re BWR feedwater & CRD return 
cracking, based on NUREG-0619 & recommendations 
!l-A. Newly installed triple sleeve spargers 
installation of controller not required. 

I. Operating Reactors Branch 2. 04/06/06. PARRIS, H. 0. 

Illey Authority. 2pp, 25053:057. 24X 

', 84/06/06, 8406200093. 


iafety evaluation re BWR feedwater nozzle 8 c CRD return 
e crac k ing. Mods & procedures consistent w/ 
ition of NEDE-21821-A 8c NUREG-0619 8c acceptable, 
lo Detailed Affiliation Given. 84/06/06. 3pp. 

24X Fiche; 50-299,84/06/06,8406200093. 


Wards ‘’Control of Heavy Loads - Phase II, TVA, Browns Ferry 
T Station Units 1,2 8 c 3," draft technical 
apt re licensee response to NUREG-0612 8 < 801222 
Conference call planned within 4-9 wks. 

Operating Reactors Branch 2. 84/06/06. PARRI 8 , H. 0. 

lley Authority., 2pp. 29069; 0B7. 24X 

•« 84/06/06, 8406200406. 


— 8403140281 "Control of Heavy Loads-Phase II, Browns Ferry Nuclear 
Station Units 1,2 & 3," draft technical evaluation rept. 
OVERBECK, G. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5906-483/ 404/48. 84/03/01. NRC - No 

Detailed Affiliation Given. 21pp. 29069:089. 24X 

Fiche 50-259,84/06/06,8406200406. 


8406250398 Advises that inclusion of certain pumps St valves deemed 
important to safety does not require mod of NDE section of 
inservice insp program 8 < will not extend hydrostatic test 
requirements. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. PARRIB, H 

Tennessee Valley Authority. 2pp. 25137:323. 24X 

Fiche: 50-259, 84/06/06, 8406250398. 


8406260077 Forwards safety evaluation re control of heavy loads 
(Phase I). Review based on response to 801222 generic ltr on 
"Control of Heavy Loads" & 840106 8 , 0404 submittals. 

Guidelines of NUREG-0612, Sec t i ons 5.1.1 & 5.3 satisfied. 

VASSALLO, D, 0. Operating Reactors Branch 2. 84/06/06. PARRIS, H 

Tennessee Valley Authority. 2pp. 25157:225. 24X 

Fiche: 50-259, 84/06/06, 8406260077. 


— 8406260084 Safety evaluation supporting Phase I of control of he. 
loads. 

* Office of Nuclear Reactor Regulation, Director. 84/06/06. 
25157:227. 24X Fiche: 50-259, 84/06/06, 8406260077, 


— 8403160371 "Control of Heavy Loads (C-10) , Browns Ferry Nuclear P, 
Station Units 1, 2 & 3," technical evaluation rept. 

BOMBERGER, C. Franklin Znsti tute/Franfclin Research Center. 
NRC-03-81-130. TER— C 5506-337/338/33. 84/03/14. SINGH, A. NR» 

No Detailed Affiliation Given. 25pp. 25157:229. 24X 

Fiche: 50-259, 84/06/06, 84062600 77. 


8406230559 Forwards Amends 100,94 8< 67 to Licenses DPR-33, DPR-52 8c 
DPR- 68 , respectively 8 t safety evaluation. Amends clarify 
definition of "channel" t* requirements for rod block 
instrumentation & add new suppression chamber access hatch. 

CLARK, R. J. Operating Reactors Branch 2. 84/06/11. PARRIS, H. 0. 

Tennessee Valley Authority. 2pp. 25128.020. 24X 

Fiche: 50-259, 84/06/11, 8406230959. 


—8406230572 Amends 100,94 8 c 67 to Licenses DPR-33, DPR-92 4c DPR- 68 , 
respectively, changing definition of "channel," clarifying 
requirements for rod block instrumentation operability 8c 
adding Suppression Chamber Access Hatch X-223. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/11. 24pp. 

25128:022. 24X Fi ch e; 90-259, 84/06/1 1 , 8406230559. 


— 8406230593 Safety evaluation supporting Amends 100,94 8 c 67 to Lit 
DPR-33, DPR-52 8 c DPR- 68 , respectivel y. 

# Office of Nuclear Reactor Regulation, Director. 04/06/11. 
25128: 046. 24X Fiche: 50-239, 04/06/11, 8406230959. 


8406260130 Requests notification of whether any analyses performed 
utilizing methodology not approved in NUREQ-0661 in 
determining if setpoint logic changes needed to reduce 
water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. PARRIS, H. 

Tennessee Valley Authority. 3pp. 23157: 157. 24X 

Fiche: 30-259,84/06/13, 8406260130. 


8406260130 Requests notification of whether any analyses performed 
utilizing methodology not approved in NUREG-0661 in 
determining if setpoint logic changes needed to reduce 
water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. PARRIS, H. 

Tsnnsssee Valley Authority. 3pp. 23197: 197. 24X 

Fiche: 30-299, 84/06/13, 8406260130. 


Q. Inspection reports, IE Bulletins 8 c correspondence 


8406130061 Forwards IE Safeguards Insp Repts 90-299/83-31,90-260/8: 
8 < 30-296/83-51 on 031114-18. No noncompliance noted. 

Enforcement action addressed in NRC 840307 ltr. 

LEWIS, R. C. Division of Project 8 c Resident Programs. 64/03/08. 
PARRIS, H. 0. Tennessee Valley Authority. 2pp. 24919:109. 24X 

Fiche: 30-259, 84/03/00, 8406130061, 


—8406130067 IE Safeguards Insp Repts 30-239/83^31, 30-260/83-31 8 c 
30-296/83-31 on 631144-18, No noncompliance noted. Major areas 
inspected: physical security event, Petal Is withheld (ref 
10CFR73. 21). 

TILLMAN, A. Region 2, Office of Director. MCGUIRE, D. R. Divisi 
of Emergency Preparedness 8 < Materials Safety. 04/02/29. Ip. 
24915:111. 24X Fi chs: 30-299, 84/03/08, 8406130061. 


30159 Ac k receipt of 840403 2tr in response to 840307 notice of 
lation & proposed imposition of civil penalty in amount 
>40; 000 in connection uj/IE Insp Repts 50-259/83-51, 

260/83-51 Si 50-296/83-51. 

.RAO i J. A. Enforcement Staff. 84/04/25. PARRIS, H. G. Tennessee 
Ley Authority. 2pp. 24912:292. 24X Fic he: 50-259, 84/04/25, 

ji30159. 


— 840621051 7 Responds to NRC 840314 ltr re violations noted in II 
Repts 50-259/83-60,50-260/83-60 & 50-296/B3-60. C orr e c t i ve 
actions; clearance procedure revised Response to Violation 2 
will be submitted by 840514. 

KAMMER, D. S. Tennessee Valley Authority. 84/04/16. O'REILL' 
Region 2, Office of Director. 6pp. 25089:024 24X 

Flche: 50-259, 84/05/31 , 8406210502. 


bl30166 Responds to NRC B40307 notice of violation & proposed 
nposition of civil penalty in amount of *40,000 in 
jnnection u/IE Insp Repts 50-259/83-51,50-260/83-51 & 
1-296/83-51. Correct! ve actions withheld (ref 10CFR73. 21 ). 

ILLS, L. M. Tennessee Valley Authority. 84/04/03. DEVOUNO, R.C. 
[rector's Office, Office of Inspection and Enforcement. Ip, 
1912:294. 24X Fiche: 50-259, 84/04/25, 8406130159. 


3130172 Discusses IE insp on 841114-18 forwards notice of 
[□lation St proposed imposition of civil penalty in amount 
P *40,000 based on licensee failure to control access to 
ttal area. Enel withheld (ref 10CFR73. 21). 

'REILLY, J. P. Region 2, Office of Director. 84/03/07. 

>iRR TS, H. G. Tennessee Valley Authority. 3pp. 24912:295. 24X 

iche: 50-259, 84/04/25, 8406130159. 


>0171 Forwards IE Insp Repts 50-259/84-14, 50-260/84-14 Si 
196/84-14 on 840416-19. No violations noted. 

tELLI.D. M. Region 2, Office of Director. 84/05/11. PARRIS, H. 0. 
lessee Valley Authority. 2pp. 25126:244. 24X 

i e : 50-259, 84/05/11, 8406220171. 


.220173 IE Insp Repts 50-259/84-14, 50-260/B4-14 St 50-296/B4-14 on 
10416-19. No violations noted. Major areas inspected: 

Metrical maint activities & quality records & licensee 
lentified items. 

[BBONS, T. D. , CONLON, T. E. Region 2, Office of Director. 84/05/09. 
r pp. 25126:246. 24X Fiche: 50-259, 84/05/1 1 , 8406220171. 


—8406210520 Forwards IE Insp Repts 50-259/83-60, 50-260/83-60 & 
50-296/83-60 on 831226-B40125 & notice of violation. 

LEWIS, R.C. Region 2, Office of Director 84/03/14 PARRIS, 
Tennessee Valley Authority. 2pp. 25089:030. 24X 

Fiche: 50-259. 84/05/31, 8406210502. 


— 8406210525 Notice of violation from insp on 840126-840125. 

# Region 2, Office of Director. 04/03/14. 3pp. 25089:032. 
Fiche: 50-259, 84/05/31, 8406210502. 


--B406210529 IE Insp Repts 50-259/83-60,50-260/83-60 fc 50-296/83- 
831226-840125. Violations noted : fai lure of plant staff to 
inform supervisors of known problems St GC & engineering not 
actively involved in field activities S< mod control at site. 
PAULK, G. L. Region 2, Office of Director. CANTRELL, F B, Di\ 
of Project Si Resident Programs. 84/03/13. 14pp. 25009:033 

Fiche: 50-259, 84/05/31, 8406210502. 


8406010423 IE Info Notice 84-41, "IQSCC in BWR Plants. " Bvc list 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/06/01. Consolidated Edison Co. c 

York, Inc. 100pp. 25050 :244. 24X Fieh e : 50-000, 84/06/01 , 8406C 


8406050012 IE Info Notice 04-42, "Equipment Availability for Cond 
During Outages Not Covered by Tech Specs. " Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. o 

York, Inc, 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406C 


)0377 Forwards IE Insp Repts 50-259/84-13,50-260/84-13 Si 

596/84-13 on 840416-20. No violations or deviations 

id. 

IELLI, D. M. Region 2, Office of Director. 84/05/17. PARRIS, H, 0. 
lessee Valley Authority. 2pp. 25133:283. 24X 

ie: 50-259, 84/05/17, 8406230377. 


,230384 IE Insp Repts 50-259/84-13,50-260/04-13 Si 50-296/84-13 on 
L0416-20.No violations or deviations noted. Major areas 
ispected: plant chemistry Si inservice testing of pumps & 
lives. 

ISS, W, J. , BLAKE, J. J. Region 2, Office of Director. 84/05/15 
>pp. 25133:285. 24X Fiche: 50-259, 84/05/17, 8406230377, 


10319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ly Sys. " Svc list end. 

IAN. E. L. Division of Emergency Preparedness Si Engineering 
onse (Post B30103). 84/05/25. Consolidated Edison Co. of New 

' Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319, 


•0317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ical Facility." Svc list encl. 

IAN, E. L. Division of Emergency Preparedness Si Engineering 
onse (Post 830103). 84/05/25. Consolidated Edison Co of New 

, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


'0383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 


IAN, E. L. Division of Emergency Preparedness & Engineering 
onse (Post 830103). 84/05/30. Consolidated Edison Co of Ne 

, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 840529038 


8406110146 Forwards response to safety evaluation of masonry wall 
design (IE Bulletin 00-11). Set of drawing s, d ep i c t ing fall 
zones af Walls 3,40 8< 75, issued to ensure saf e ty-re la te d 
items not located in zones. 

MILLS, L. M. Tennessee Valley Authority. 84/06/05. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 24874:29 
24X Fiche: 50-259, 84/06/05, 8406110146. 


8406220229 Ac k receipt of ltrs informing NRC of steps taken to co 
violations noted in IE Insp Repts 50-259/03-33,50-260/03-53, 
50-296/83-53, 50-327/83-2 7, 50-328/83-27, 50-390/03-49, 
50-391/83-38, 50-438/B3-3Q, 50-439/83-30. 

O'REILLY, J. P. Region 2, Office of Director. 04/06/06. PARRIS 
Tennessee Valley Authority. 2pp. 25126:116. 24X 

Fiche: 30-000,84/06/06, 8406220229. 


8406220237 Suppls 840425 response r# violations noted in IE Ins 
50-259/B3-S3, 50-260/83-33, 50-296/03-33, 50-327/83-27, 
30-328/03-27, 30-390/B3-49, 50-391/83-38, 50-438/83-30 Jk 
30-439/03-30. Pol icy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/03/31. O'REILLY, 
Region 2, Office of Director. Ip. 25126:118. 24X 

Fiche: 30-000,84/06/06, 8406220229. 


—8406220244 Responds to NRC 840326 ltr re violations noted in IE 
Repts 30-259/83-33, 50-260/83-33, 50-296/83-33, 30-327/03-27, 
30-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/03-30 & 
30-439/83-30. Pol icy statement will be Issued by 840331. 

MILLS, L. M. Tennessee Valley Authority. 84/04/25. O'REILLY, 
Region 2, Office of Director. 17pp. 23126:119 24X 

Fiche: 50-000, 04/06/06, 8406220229. 


0302 Ack receipt of 840514 ltr informing NRC of steps taken 
ect violations noted in IE Insp Rept 50-259/83-60, 

60/83-60 & 30-296/83-60. Response to Violation 2 meets 
irements of 10CFR2. 201. 

S.R.C. Region 2, Office of Director. 84/05/31 PARR i q. h o 
essee Valley Authority. Ip. 25089 019 24X ' ° 

• : 30-239, 84/03/31, 8406210302. 


—8406220249 Ack receipt of 840215 & 22 ltr* informing NRC of st* 
to correct violations noted in IE Insp Repts 30-259/03-33, 
30-260/83-53, 30-296/83-53, 50-327/03-27, 30-328/83-27, 
30-390/83-49,50-391/83-38,50-438/83-30 & 30-439/83-30. 

LEWIS, R.C. Region 2, Office of Director. 84/03/26. PARRIS, 
Tennessee Valley Authority. 2pp. 23126:136. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


viSId * flUlat0ry P * r,ormancB Improvement Plan BF12. 18 

flflER, D. S. Tennessee Valley Authority. 84/03/14 O'REN LV j p 
flien 2, Office of Director. 3pp. 2 5 0 89- 020 2 4 v REILLY,J - P - 

Che: 50-259, 84/03/31, 8406210302 4X 


—8406220251 Forwards page inadvertently omitted from B40215 resp 
IE Insp Repts 30-259/03-53,30-260/83-33,30-296/83-33, 
30-327/83-27, 50-328/83-27, 30-390/03-49, 30-391/03-38, 
30-438/03-30 6 30-439/83-30. 

MILLS, L. M, Tennessee Valley Authority. 84/02/22. O'REILLY, 
Region 2, Office of Director. 2pp. 23126: 138 24X 

Fiche: 30-000, 84/06/06, B406220229. 


• ubmUt^ b/e403 U 8a " 60 R,, ‘“°'' ! * *° = “iH 

Che: 50-259, 84/05/31, 8406210302. 


-8406220257 Responds to NRC 840116 ltr re violations noted IE In 
Repts 50-259/83-33, 50-260/83-53, 30-296/83-53, 30-327/83-27, 
50-328/03-27, 30-390/83-49, 50-391/83-38, 30-436/03-30 *i 
50 439/83-30 Open audit items being evaluated. 

MILLS, L M. Tennessee Valley Authority. 84/02/13. O'REILLY,' 
Regior 2. Office of Director. 14pp, 23126' 140 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


:nsp Repts 50-259/83-53, 50-26O/B3-53 
3-27, 50-328/83-27, 50-390/83-4^ 

!latio n 3 °~ 439/83 " 30 ° n 831 ^ 7J 10.14-ia 

2 ' It Direcfcor 84/01/16. 

! Valley Authority. 3ao ^ 13 ,.,,, 
S406220229 PP ' i36> 154 - 24X 


lation from insp on 831107-10,14-18 & 13ft g 
Director. 84/01/16 4 d d P51PA . ♦ J _ l2 ° 9 

8406220229 PP ' 25126.157. 24 X 


50-259/83-53, 50-260/83-53, 50-296/ 83-sn 
1-27, 50-390/03-49, 50-391 / 83-30, 3 53 ' 

83-30 on 831107-10,14-18 & 1209. 
re to issue timely audits 

KSON, P. , JACKSON, L. H. Region 2, OfPi c * n * 

2 4pp. 25,20:16,. 24X Fi^.^loSo. “'o^/06. 


scr?i. 81 Han,ii ‘ ns ° f n.t. 

04, S.f.ju,rdp *, Insp.ctlon Pro9rams (p 
onso 1 1 dated Edison Co. of New York. Inr 
i Che: 50-000, 84/06/07, 8406050350. 


8 1 S!H % *r“ r -:- rr - 

_ » L Division of Emergency Prepar erfness ju p«. 

Response (Post 630103) S 4 /OA/? y r„ , ! Engineering 

— n C , 22 ., 25049^^^4, ^^5 

S5, , ;::« M sr 84 ' 4B - ' F * iiur " •» *“*«u «»«» ..... 

Vor,. I„ c „ BPP 25536 043 24X F, ch, 50-OM 

84 ' 49 ' ' I9SCC '-“•*»« *» •»« Otn.r.tor Top. 

Voplt, Inc HBPP 25535 206 24X Flch. 50—000. 04/06/ 18, 04O61SQ36O 

8406 i 90327 IE Info Notice 84-50. “Clarification of Scepe ©f ©a Programs 
encl SP ° r PaCkas ” Pursuant to 10CFR50,App fi - stc list 3 

JORDAN, E l. Division of Emergency Preparedness & Er»i 
Response (Post 830103). 84/06/21 SonsoUdlttd ^ .# 6 . 

or . nc 63pp. 25535 041 24 X Fiche 30-000, 84/06/2 1 . 84 Ofcl<f 03?7 


eric Ltr 84-11, "Insps of BWR Stainless steel 
e 8 t schedule of future pipe insps, 
ava i lab i 1 i ty , pr itnary sys leak 
easures Sc compensatory actions. 

Lley Authority. 84/06/07. DENTON, H. R. 
r Regulation, Director. 4pp 24889- 37 s 
/, 8406120185. 75 ‘ 


^Periodic operating reports & related correspondence 


84 RITTMAN 4 f H r th i^M P r ratin9 ™ Pt * f0r A?T 1984 W/S40510 ltr 
PITTMAN. J. R , THOM, T , JONES , 8 T Tennessee Valley Authority 

36j>p 24745.166 24 X Fiche 50-259.84/04/30.6406070244 


B 4/04/30 


34-44, "Environ Qualification Testing of 
List encl. B 

Emergency Preparedness & Engineering 
84/06/08. Consolidated Edison Co. of New 
?\ 273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


14-43, "Reversed Differential Pressure 
" Svc list encl. 

Emergency Preparedness Sc Engineering 
84/06/11. Consolidated Edison Co. of New 
•: 001 . 24X Fiche: 30-000, 84/06/11. 8406080176. 


140324 ltr informing NRC of steps taken to 
in IE Insp Repts 50-259/84-11, 

11. 

ice of Director. 84/06/11. PARR IS, H. G. 

y. 2pp. 24989:324. 24X 

6190439. 


C 840427 ltr re violations noted in IE Insp 
60/84—11 ?< 50-296/84-1 1. Correc tive 
verify limits of Units 1 & 2 will be 
plans. 

alley Authority. 84/05/24. 0 'RE ILLY, J. P. 

ector. 9pp. 24989:326. 24X 

406190439. 


sp Repts 30-259/84-11,50-260/84-11 St 
29 Sc notice of violation. 

ffice of Director. 84/04/27. PARRIS, H. G. 

ity . 2pp. 24989:335. 24X 

406190439. 


ation from insp on 840326-29. 

Director. 84/04/27. 2pp. 24989:337. 24X 

406190439. 


S. Reportable occurrences, LERs Sc related correspondence 


B406040214 LER 84-020-00 on 840505, discovered that paralleling Units 1 
& 2 diesel generators w/Unit 3 generators in presence of 
accident signal not possible. Caused 


, - by error in App R 

analysis review. Mod expected by 840015 . W/B40525 ltr 
SMITH, D , JONES, Q. T Tennessee Valley Authority 84/05/25 
24795:221. 24X Fiche. 50-259, 84/05/25, 8406040214 


3M 


8406040224 Updated LER 83-068/ 01X-1 cm 831210, during refueling outage, 
operator discovered RHR pump 1C sparking & smoking. Caused by 
motor winding failure. Fol lowup rept w/failure analysis will 
be submitted by 840716. W/ 840 525 ltr. 

CHRISTOPHER, W. , JONES, C T Tennessee Valley Authority 84/ 05 / 25 

0 'REILLY, J. P. Region 2, Office of Director 3p p 24796 272. 24X 

Fiche: 50-259, 84/05/25,8406040224. 


8406110319 LER 84— 021— 00: on 840505, cabling for main steam relief valves 
not adequately separated from cabling for nonautomatic 
depressurization sys main relief valves. Caused by design 
error during recovery from 1975 fire W/ 840604 ltr. 

BARTLETT, B. L. , JONES, C. T. Tennessee Valley Authority 84/06/04 
3pp. 24867:149. 24X Fi che : 50-259, 84/06/04, B4061 10319. 


8406150025 LER 84-022-00: on 840512, determined that during DBA & loss ®# 
offsite power, vital electrical board equipment could be 
lost. Caused by design oversi gilt. Operating instructions 
modified to restart equipment w/ jumpers W/B40608 ltr. 

WALKER, J. B. , JObCS, 0. T. Tennessee Valley Authority 84/06/08 3pp. 

24944:345. 24X Fiche: 50-259, 84/06/08, 8406130025 


8406190480 LER 84— 023-00: on 840518, internal panel wire supplying pawer 
to primary containment isolation sys valves cam* loose 
giving intermittent signals. Caused by incorrectly terminated 
wire. Wire re terminated. 14/840614 ltr. 

SMITH, D. L, , JONES, Q. T. Tennessee Valley Authority. 64/06/14 3pp. 
24988:356. 24X Fiche: 50-239, 84/06/14. 8406190480. 


50-239/84-11,50-260/84-11 Sc 50-296/64-11 on 
?d: reactor vessel support skirt weld 
w/applicable code per 10CFR50. 35a. 

Region 2, Office of Director. 04/04/24. 
t c h e : 30-239, 84/06/ 1 1 , 8406190439, 


8406210246 NPDES noncompliance notification: or 840309 & 30, analyses 
of grab samples collected exceeded max permit effluent 
1 imitations. Caused by sewage treatment plant overload. Sewage 
treatment lagoon designed to replace facility im 1984. 

RIVERS, M. E. Tennessee Valley Authority. 84/06/14. MARLAS* J. 
Environmental Protection Agency. 2pp. 25058- 007. 24 X 

Fiche: 50-259. 84/06/14, 8406210246 


, to 840311 proposed Civil Penalty Action 
;ivity control noted in IE Insp 
'84-02 St 50-296/04-02. Fees being 
100-12 revised. 

ey Authority. 84/06/11. DEYOUNG, R. C. 
of Inspection and Enforcement. Spp- 
!59, 84/06/11, 8406200039, 


8406280013 LER 84-024-00: on 840602, increase in conductance of stater 
cooling water Teflon insulating connector tubing caused 
turbine generator trip. Probab ly caused by interior deposits 
of iron 6 copper, Sys flushed. W/840622 ltr. 

SMITH, D. L. , JONES, 0. T. Tennessee Valley Authority. 84/06/22 3pp. 
23180:347. 24X Fiche : 30-239, 84/06/22, 84062B0013. 


-46, "Circuit Breaker Position 
cl. 

mergency Preparedness 6 Engineering 
4/06/13. Consolidated Edison Co. of New 
134. 24X Fiche: 50-000, B4/06/13, 0406000173. 


be Storage of Low Level Waste 


270 Act receipt of 840501 Itr informing of util intentions for 
rartj use of interim low level radwaste storage at 
ities. Temporary storage of resin liners w/o initiating 
□1 liner monitoTing program valid. 

,L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/01. 
B* H. G. Tennessee Valley Authority. Ip. 24878:257. 24X 

: 50-000. 84/06/01. 840^080270. 


50-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


rity, medical, emergency St fire protection plans 


061 Forwards IE Safeguards Insp Repfcs 50-259/83-91.50-260/83-51 
296/83-51 on 831114-18. No noncompliance noted, 
cement action addressed in NRC 840307 ltr. 

,R.C. Division of Project S< Resident Programs. 84/03/08. 

S. H. G. Tennessee Valley Authority. 2pp. 24915:10*?. 24X 

: 50-259. 84/03/08, 8406130061. 


30067 IE Safeguards Insp Repts 50-259/83-51,50-260/83-51 it 
296/83-31 on 831114-18. No noncompliance noted. Major areas 
pected; physical security event. Detai 1 s withheld (ref 
FR73. 21). 

LMAN.A. Region 2, Office of Director. 84/02/29. Ip. 
19:111. 24X Fiche: 30-259,84/03/08, 8406130061. 


139 Act receipt of 840403 ltr in response to 840307 notice of 
tion it proposed imposition of civil penalty in amount 
0.000 in connection u/IE Insp Repts 50-259/83-51, 

0/83-31 it 50-296/83-51. 

AD, J. A. Enforcement Staff. 04/04/23. PARRIS, H. G. Tennessee 
y Authority. 2pp. 24912:292. 24X Fi c h e: 30-259, 84/04/23, 

30159. 


30166 Responds to NRC 840307 notice of violation i>, proposed 
osition of civil penalty in amount of *40,000 in 
nection w/IE Insp Repts 50-259/83-51, 50-260/83-51 it 
296/83-51. Corrective actions withheld (ref 10CFR73. 21). 

LS, L. M. Tennessee Valley Authority. 84/04/03. DEYOUNG, R. C. 
ector's Office, Office of Inspection and Enforcement. Ip. 
12:294. 24X Fiche: 50-259, 84/04/25, 8406130139. 


30172 Discusses IE insp on 841114-18 & forwards notice of 
lation & proposed imposition of civil penalty in amount 
*40,000 based on licensee failure to control access to 
al area. Enel withheld (ref 10CFR73.21). 

EILLY/J.P. Region 2, Office of Director. 84/03/07. 

RIS,H.G. Tennessee Valley Authority. 3pp. 24912:293. 24X 

he: 50-259, 84/04/23, 8406130159. 


533 Forwards request for addl info verifying qualification of 
ulator on automatic depressurization sys valves, per 
-0737, Item II. K. 3. 28 Sc Multi-Plant Action F-55. Respon se 
n 45 days. 

-R/T, D. G. Division of Licensing. 84/05/29. PARRIS, H. G. 
ssee Valley Authority. 6pp. 23069: 147. 24X 

: 30-259, B4/05/29, 8406200553. 


502 Ack receipt of B40514 ltr informing NRC of steps taken to 
ct violations noted in IE Insp Rept 50-259/83-60, 

D/83-60 & 50-296/B3-60. Response to Violation 2 meets 
rements of 10CFR2. 201. 

,R.C. Region 2, Office of Director. 84/03/31. PARRIS, H. G. 
ssee Valley Authority. Ip. 25089:019. 24X 

: 30-259, 84/03/31, 8406210302. 


10329 IE Insp Repts 30-239/83-60,30-260/83-60 *, 50-296/83-60 on 
226-840123. Violations noted: fai lure of plant staff to 
orm supervisors of known problems 4c QC it engineering not 
ively involved in field activities *e mod control at site. 

LK, 0. L. Region 2, Office of Director. 84/03/13. 14pp. 

99:033. 24X Fiche: 50-259, 84/05/31, B406210502. 


046 Forwards rev to 840327 revised App R submi ttal , correctly 

ifying items for which scheduler exemption is 

sted. 

' L- M- Tennessee Valley Authority. 84/06/05. DENTON, H. R. 
e of Nuclear Reactor Regulation, Director. 4pp 24913- 167 
iche: 30-239, 04/06/03, 8406130046. 


198 Revised emergency plan, implementing procedures, inc luding 
7 re emergency equipment & supp lies, IP-19 re operation 
ergency data info B ys & ip-6 re activation of technical 
rt ctr. W/840612 ltr. 

L. M. Tennessee Valley Authority. 84/06/12. Q 'REILLY, J. P. 
n 2, Office of Director. 20pp. 24968:052 24X 

: 30-239, 84/06/12, 8406180198. 


8406180348 Revised emergency implementing procedures, consistir 
4 to CECC-IPD, Rev 3 to CECC - IP-1, Rev 9 to CECC - IP-3 8c 
Rev I to CECC - IP-16. W/840612 Ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. 0'REILL> 
Region 2, Office of Director. 23pp. 24967:199 24X 

Fiche: 50-000, 84/06/12, 8406180340. 


8406190329 Forwards revised pages to 840327 10CFR50, App R subfi 
to decision to withdraw request for exemption for offsite 
power. Final rev addressing engineering solution & addl 
exemption requests will be submitted by 841031. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. DENTON,! 
Office of Nuclear Reactor Regulation, Director. 14pp. 250! 

24 X Fiche: 50-259, 84/06/12, 8406190329. 


8406250287 Forwards orders confirming licensee 830415,1129 8c £ 
commitments on emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. PARf 

Tennessee Valley Authority. 2pp. 25153:112. 24X 

Fiche: 50-259, B4/06/12, 8406250287. 


— 8406250291 Order confirming licensee 830415, 1129 Sc 840206 ci 
on emergency response capability. 

EISENHUT, D, G. Division of Licensing. 84/06/12. Tennei 
Valley Authority. 6pp. 25153:120. 24X Fiche; 50-259, 84 /( 
8406250287. 


P. Operating license stage documents it correspondence 


8406070106 Partial response to FOIA request for documents re \ 
decision to offer opportunity for prior hearing on proposed 
□L amends for 11 nuclear rea c tor s , a 1 lowing operation w/one 
recirculation Loop out of svc. Forwards App A documents. 
FELTON, J. M. Division of Rules and Records. 84/03/19. BELl 
Nuclear Information it Resource Service. 11pp. 24851:003. 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8106080218 Requests meeting w/BWR licensees to discuss 79091 
Ferry single loop operation experience. Experience involvei 
unexplained core vibrations which occurred at 59V. power 
during single loop mode of operation. 

SPErS, T. P. Reactor Systems Branch. 81/05/19. IPPOLITO,' 
Operating Reactors Branch 2, 3pp. 65388:270. 24X 

Fiche: 50-000, 84/03/19, 8406070106 


— 8209010133 Forwards safety evaluation supporting operation i 
loop w/power limited to 507., comp leting three actions undei 
Multi-Plant Item E-04. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/08, 
LAINAS, G. C. Assistant Director for Licensing. Ip. 2485 
24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8210070031 Provides status of 15 plants involving single loi 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. I 
Assistant Director for Reactor Safety. 2pp. 66368:077. 
Piche: 50-000, 84/03/19, 8406070106. 


— 8306220162 Discusses branch position re exclusion of facili 
approval of single loop operation at 507. power. 

BERLINGER, C. H. Core Performance Branch. B3/06/13. VASS, 
Operating Reactors Branch 2. 2pp. 24851:094. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070125 Safety evaluation supporting single loop operati 
power level of 5034 during Cycle 5 only. 

* Office of Nuclear Reactor Regulation, Director. 82/08 
11pp. 24851:023. 24X Fiche: 50-000, 84/03/ 19, 8406070106. 


— 8406070195 Initial NSHC determination it noticing action re 
application, modified 820903 it 830106, for amend to License 
DPR-33, DPR-52 fc DPR-68, p ermi tting single loop operation u 
to 50% power. 

CLARK, R. J. NRC - No Detailed Affiliation Given. ROWAN, R 
of the Executive Legal Director. 84/01/10. 5pp. 24851.*: 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070200 Draft "Technical Evaluation of El ectr ical, Instr u. 
Control Design Aspects of Proposed License Amend Rev 1 fo 
Single Loop Operation of Browns Ferry Nuclear Plants. " 
DQNICH, T. R. Lawrence Livermore Laboratory. FIN A-0250. 

CLARK, D. Division of Licensing. 7pp. 24851:242. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


8406040245 Forwards corrected Page 40 of Unit 2 Tech Specs su 
840425 w/Amends 97-91 & 64 to Licenses DPR-33, DPR-52 & 
DPR-68, respectively, in response to 830407 application. 

CLARK, R. J. Operating Reactors Branch 2. 84/05/21. PARRIS 

Tennessee Valley Authority. 2pp. 24B08:319. 24X 

Fiche: 50-260, 84/05/21 , 8406040245. 


rrata to Amend 91 to License DPR-52, c onsi st ing of corrected 
Page 40 re reactor protection sys (SCRAM) 
calibr for Unit 2. 

ng Reactors Branch 2. 84/05/21. Ip. 24808:321. 24X 

60, 84/05/21, 8406040245. 


wards safety evaluation re initial fuel conditions used 
ient analysis. Proposed application of COMETHE 
transient analysis acceptable. 

Operating Reactors Branch 2 . 84/05/23. PARRIS, H. 0. 

1 ley Authority. 3pp. 24845:292. 24X 

, 04/05/23, 84060401 16. 


afety evaluation re initial fuel conditions used in util 
ent analysis. Approach acceptable. 

of Nuclear Reactor Regulation, Director. 84/03/23. 
43:293. 24X Fi c h e : 50-259, 84/05/23, 84060401 16. 


wards Amends 99,93 & 66 to Licenses DPR-33, DPR-32 & 
ctively & safety evaluation. Amends change 
to modify reporting requirements to incorporate 
TMI Item II. K. 3. 3. 

operating Reactors Branch 2. 84/05/30. PARRIS, H. <3. 

1 ley Authority. 2pp. 25060:001. 24X 

i 84/03/30, 84062003B2. 


sends 99,93 66 to Licenses DPR-33, DPR-32 & DPR-68, 

Ly, changing Section 6.0 to modify reporting 
ts to incorporate 1OCFR30. 73 & TMI Item II. K. 3.3. 

B. Operating Reactors Branch 2. 84/03/30. 36pp. 

24X Fiche: 30-239, 84/05/30, 8406200382. 


ifety evaluation supporting Amends 99,93 & 66 to Licenses 
-32 8< DPR-68, respectively. 

af Nuclear Reactor Regulation, Director. 04/03/30. 2pp. 
24X Fiche: 30-239, 84/05/30, 8406200382. 


nary of 840323 meeting ui/util & Bechtel re proposed 
submitting license amend request for approval of 
:hedule covering plant mods. List of attendees & 
for NRC 840316 meeting w/util end. 

Iperating Reactors Branch 2. 04/03/30. Operating 

ich 2. 3pp. 23100:326. 24X Fic h e : 30-239, 04/03/30, 


nits equipment qualification program status rept for 
i for 2-wk period ending 840325. 

Operating Reactors Assessment Branch. 84/06/04. 

Assistant Director for Safety Assessment. 7pp. 

£4X Fiche: 50-000, 04/06/04, 0406110209. 


tests that listed documents referenced in Chapter 12 of 
analyses rept be provided within 13 days. 

Operating Reactors Branch 2. 84/06/03. PARR IB, H. 0. 

iley Authority. 3pp. 23069:133. 24X 

84/06/03, 8406200348. 


jards post-accident sampling status in response to 
>301 Itr to HO Parris, per 840309 meeting. NRC 
if walk through of current procedures concluded 
tuate & meets NRC requirements. 

p enneasee Valley Authority. 04/06/06. DENTON. H R. 
lear Reactor Regulation, Director. Bpp. 24093:111. 
'239, 84/06/06, B406120323. 


lards safety evaluation re BWR feedwater & CRD return 
rac k ing , based on NUREO-061 9 & recommendations 
—A. Newly installed triple sleeve spargers 
nstallatlon of controller not required. 

Operating Reactors Branch 2. 84/06/06. PARRIS, H. 0. 

ley Authority. 2pp. 23033:037. 24X 

84/06/06, 8406200093. 


ifety evaluation re BWR feedwater nozzle & CRD return 
i cracking, hods & procedures consistent w/ 

Hon of NEDE-21821-A & NURE0-06I9 * acceptable. 
Detailed Affiliation Given. 04/06/06. 3pp. 

24X Fiche: 30-239,04/06/06,0406200093. 


ards "Control of Heavy Loads - Phase 1 1, TVA, Browns Ferry 
Station Units 1,2 k 3, " draft technical 
pt re licensee response to NUREQ-0612 & 801222 
onference call planned within 4-3 wks. 

Operating Reactors Branch 2. 04/06/06. PARRIS, H. 0. 

ley Authority. 2pp. 23069:087. 24X 

04/06/06, 8406200406. 


ofttTol of Heavy Loads-Phase II, Browns Ferry Nuclear Power 
ts 1,2 & 3," draft technical evaluation rept. 

Franklin Insti tute/Frankl in Research Center. 

30. TER-C 5306-483/484/48. 84/03/01. NRC - No 

filiation Given. 21pp. 23069:089. 24X 

9, 04/06/06, 8406200406. 


8406230398 Advises that inclusion of certain pumps & valves de 
Important to safety does not require mod of NDE section of 
lnservice insp program & will not extend hydrostatic test 
requirements. 

VASSALLO, D B. Operating Reactors Branch 2 84/06/06. PARR 

Tennessee Valley Authority. 2pp. 25137:323. 24X 

Fiche-: 50-259, 84/06/06, 8406250398 


8406260077 Forwards safety evaluation re control of heavy load 
(Phase I). Review based on response to 801222 generic Itr on 
"Control of Heavy Loads" &r 840106 & 0404 submittals. 
Guidelines of NUREG-0612, Sec t i ons 5.1.1 & 3.3 satisfied. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. PARR 

Tennessee Valley Authority. 2pp. 25137:223. 24X 

Fiche: 30-259, 84/06/06, 8406260077. 


8406260084 Safety evaluation supporting Phase I of control o 
loads. 

* Office of Nuclear Reactor Regulation, Director. 84/06/ 
23157:227. 24X Fiche: 50-239, 84/06/06, 8406260077. 


— 8403160371 "Control of Heavy Loads (C— 10 ), Browns Ferry Nucle 
Station Units 1,2 & 3," technical evaluation rept. 
BOMBERGER, C. Franklin Ins t i tu te/FTank 1 i n Research Center. 
NRC-03— 81-130. TER— C 5 306-337/330/33. 84/03/14. SINGH, A. 

No Detailed Affiliation Given. 23pp. 23137:229. 24X 

Fiche: 30-259, 84/06/06, 8406260077. 


8406230339 Forwards Amends 100,94 & 67 to Licenses DPR-33, DPR — 
DPR-68, respectively & safety evaluation. Amend s clarify 
definition of "channel" & requirements for rod block 
instrumentation it add new suppression chamber access hatch. 
CLARK, R. J. Operating Reactors Branch 2. 84/06/11. PARRIS, 

Tennessee Valley Authority. 2pp. 25128:020. 24X 

Fiche: 30-259, 84/06/11, 8406230359. 


— 0406230572 Amends 100,94 & 67 to Licenses DPR-33, DPR-32 & DP 
respectively, changing definition of "channel," clarifying 
requirements for rod block i nstr umen tat i on operability & 
adding Suppression Chamber Access Hatch X-223. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/11. 24 

23128:022. 24X Fiche: 50-239, 84/06/1 1 , 0406230359. 


— 8406230393 Safety evaluation supporting Amends 100,94 St 67 t 
DPR-33, DPR-32 8, DPR-60, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/ 
23128:046. 24X Fiche: 30-239, 84/06/ 11, 8406230339. 


8406260130 Requests notification of whether any analyses perfo 
utilizing methodology not approved in NUREG-0661 in 
determining if setpoint logic changes needed to reduce 
water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. PARR 

Tennessee Valley Authority. 3pp. 23137:137. 24X 

Fiche: 30-239, 84/06/13, 8406260130. 


G. Inspection reports, IE Bulletins & correspondence 


8406130061 Forwards IE Safeguards Insp Repts 50-239/83-31, 30—2. 
& 30-296/83-31 on 831114-18. No noncompliance noted. 
Enforcement action addressed in NRC B40307 Itr. 

LEWIS, R. C. Division of Project <k Resident Programs. 84/03/ 1 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 24913:109. 
Fiche-: 30-239, 84/03/00, 8406130061. 


—8406130067 IE Safeguards Insp Repts 30-239/B3-31, 30-260/B3-3 
30-296/83-31 on 831114-18. No noncompliance noted. Major ana. 
inspected: physical security event. De tai 1 s withheld (r»f 
10CFR73. 21). 

TILLMAN, A. Region 2, Office of Director. MCGUIRE, D. R. D 
of Emergency Preparedness 8« Materials Safety. B4/02/29. 
24913:111. 24X Fiche: 30-239, 84/03/08, 8406130061. 


8406130139 Ac k receipt of S4O403 ItT in response to 840307 not 
violation & proposed imposition of civil penalty in amount 
of 440,000 in connection w/IE Insp Repts 30-259/83-31, 
30-260/83-31 fc 30-296/B3-31 . 

AXELRAD, J. A. Enforcement Staff. 04/04/25. PARRIS, H. C. Te 
Valley Authority. 2pp. 24912:292. 24X Fiche: 30 - 239 . 84/04/ 

B406130 1 39. 


— 8406130166 Responds to NRC 840307 notice of violation & prop 
imposition of civil penalty in amount of 440,000 in 
connection w/IE Insp Repts 50-259/83-31,30-260/83-31 & 
30-296/83-31. Corrective actions withheld <ref 10CFR73. 21). 
MILLS, L. M. Tennessee Valley Authority. 84/04/03. DEYOUN 
Director's Office, Office of Inspection and Enforcement. 
24912:294. 24X Fiche: 30-239, 84/04/23, 84061301 39. 


>130172 Discusses IE insp on 041114-18 & forwards notice of 
elation & proposed imposition of civil penalty in amount 
1 *40 , 000 based on licensee failure to control access to 
.tal area. Enel withheld (ref 10CFR73 21). 

’REILLY - * J. P. Region 2, Office of Director. 84/03/07. 

(RRIS, H. G. Tennessee Valley Authority. 3pp. 24912:299. 24X 

.Che: 50-259, 84/04/25, 8406130159. 


>0171 Forwards IE Insp Repts 50-259/84-14, 50-260/84-14 Sc 
196/84—14 on 840416-19. No violations noted. 

(ELL I, 0. M. Region 2, Office of Director. 84/05/11. PARRIS, H. G. 
lessee Valley Authority. 2pp. 25126:244. 24X 

ie: 50-259, 84/05/11, 8406220171. 


>220173 IE Insp Repts 50-259/84-14, 50-260/B4-14 & 50-296/84-14 on 
10416-19. No violations noted. Major areas inspected: 

[ectrical maint activities & quality records Sc licensee 
lentified items. 

[BBONS, T. D. , CQNLON, T. E. Region 2, Office of Director. 84/05/09. 
>pp. 25126:246. 24X Fi c he: 50-259, 84/05/ 1 1 , 84062201 71. 


J0377 Forwards IE Insp Repts 50-259/84-13,50-260/84-13 & 

>96/84-13 on 840416-20. No violations or deviations 

id. 

IELLI.D. M. Region 2, Office of Director. 84/05/17. PARRIS, H. G. 
lessee Valley Authority. 2pp. 25133:283. 24X 

ie: 50-259, B4/05/17, 8406230377. 


>230384 IE Insp Repts 50-259/84-13,50-260/84-13 St 50-296/84-13 on 
10416-20. No violations or deviations noted. Major areas 
ispected: p lant chemistry & inservice testing of pumps & 
lives. 

)SS,W.J., BLAKE, J. J. Region 2, Office of Director. 84/05/15. 

>pp. 25133:285. 24X Fi c he: 50-259, 84/05/17, 8406230377. 


30319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ty Sys. " Svc list end. 

JAN, E. L. Division of Emergency Preparedness St Engineering 

ionse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

t, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


10317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
tical Facility." Svc list end. 

)AN, E. L. Division of Emergency Preparedness St Engineering 

ionse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

t, Inc. 127pp. 248B0: 103. 24X Fiche: 50-000, 84/05/25, 8403240317. 


— B406210525 Notice of violation from insp on 840126-840125 
* Region 2, Office of Director. 84/03/14. 3pp. 2508 
Fiche: 50-259, 84/05/31, 8406210502 


— 8406210529 IE Insp Repts 50-259/83-60,50-260/83-60 8< 50-2 
831226-840125. Violations noted : fai lure of plant staff t 
inform supervisors of known problems & QC St engineering 
actively involved in field activities S< mod control at 
PAULK, G. L. Region 2, Office of Director. CANTRELL, F. S 
of Project St Resident Programs. 84/03/13 14pp. 2508 

Fiche: 50-259, 84/05/31, 8406210502. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc 
JORDAN, E L. Division of Emergency Preparedness & Enginee 
Response (Post B30103). 84/06/01. Consolidated Edison 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01 


8406030012 IE Info Notice 84-42, "Equipment Availability fo 
During Outages Not Covered by Tech Specs." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness & Enginee 
Response (Post 830103), 84/06/05. Consolidated Edison 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05 


8406110146 Forwards response to safety evaluation of masonr 
design CIE Bulletin 80-11). Set of drawings, dep i c t ing fall 
zones of Walls 3,40 & 75, issued to ensure safety-related 
items not located in zones. 

MILLS, L. M. Tennessee Valley Authority. 84/06/03. DENTOI 
Office of Nuclear Reactor Regulation, Director. 2pp. 241 
24X Fiche: 50-259, 84/06/05, 8406110146. 


8406220229 Ack receipt of ltrs informing NRC of steps taken 
violations noted in IE Insp Repts 50-259/83-53, 50-260/83-! 
50-296/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 
50-391/83-38, 50-438/83-30, 50-439/83-30. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/06/06. F 
Tennessee Valley Authority. 2pp. 25126: 116. 24X 

Fiche-: 50-000, 84/06/06, 8406220229. 


— 8406220237 Suppls 840425 response re violations noted in ] 
50-259/83-53, 50-260/83-53, 50-296/B3-53, 50-327/83-27, 
50-328/83-27, 50-390/83-49 , 50-391/83-38, 50-438/83-30 St 
50-439/83-30. Pol icy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. 0 'R£ 

Region 2, Office of Director. Ip, 25126:118. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


P0383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

L. 

JAN, E. L. Division of Emergency Preparedness & Engineering 

ionse (Post 030103). 84/05/30. Consolidated Edison Co. of New 

t, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383. 


L0502 Ack receipt of 840514 ltr informing NRC of steps taken to 
rect violations noted in IE Insp Rept 50-259/83-60, 

260/83-60 8< 50-296/83-60. Response to Violation 2 meets 
jirements of 10CFR2. 201. 

[S, R.C. Region 2, Office of Director. 84/05/31. PARRIS, H. G, 
lessee Valley Authority. Ip. 25089:019. 24X 

ie: 50-259, B4/05/31, 8406210502. 


£>210507 Suppls 840416 reponse to Violation 2 noted in IE Insp Repts 
3-259/83-60, 50-260/83-60 Sc 50-296/83-60. Corrective 
ction: Regulatory Performance Improvement Plan BF12. 18 
evised. 

MINER, D. S. Tennessee Valley Authority. 84/05/14. 0 'REILLY, J. P. 

egion 2, Office of Director. 3pp. 25089:020. 24X 

iche: 50-259, 84/05/31,8406210502. 


6210512 Ack receipt of B40416 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Repts 50-259/83-60, 

0-260/83-60 Sc 30-296/03-60. Res p on se to Violation 2 will 
e submitted by 840514. 

EWIS, R.C. Region 2, Office of Director. 84/04/26. PARRIS. H G 
ennessee Valley Authority. Ip. 25089:023. 24X 

iche: 50-259, 84/05/31,8406210502. 


6210517 Responds to NRC 840314 ltr re violations noted in IE Insp 
epts 50-259/83-60,50-260/83-60 & 50-296/83-60. Correct ive 
ctions: c learance procedure revised. Response to Violation 2 
ill be submitted by 840514. 

AMMER.D. S. Tennessee Valley Authority. 84/04/16. 0 'REILLY, J. P. 

egion 2, Office of Director. 6pp. 25089:024. 24X 

iche: 50-259, 84/05/31, 8406210502. 


« 2 i£ 520 Foru,ards IE Insp Repts 50-259/B3-60, 50-260/83-60 U 
•0-296/83-60 on 831226-840125 & notice of violation. 

.EWIS, R.C. Region 2, Office of Director. 84/03/14. PARRIS, H G 
ennessee Valley Authority. 2pp. 25089:030. 24X 

iche: SO-oso os/os/mi, 0406210302. 


— 8406220244 Responds to NRC 840326 ltr re violations noted 
Repts 50-259/B3-53, 50-260/83-53, 50-296/B3-53, 50-327/83-5 
30-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/83-30 Sc 
50-439/83-30. Policy statement will be issued by 840531. 
MILLS, L. M. Tennessee Valley Authority. 84/04/25. □ 'RE 

Region 2, Office of Director. 17pp. 25126:119. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220249 Ack receipt of 840215 St 22 ltrs informing NRC o 
to correct violations noted in IE Insp Repts 50-239/83-S 
50-260/83-53, 50-296/83-53, 50-327/83-27, 50-328/83-27. 
50-390/83-49,50-391/03-38,50-438/83-30 St 50-439/83-30. 
LEWIS, R.C. Region 2, Office of Director. 84/03/26, PA 
Tennessee Valley Authority. 2pp. 25126: 136. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220251 Forwards page inadvertently omitted from 840215 
IE Insp Repts 50-259/83-53,50-260/83-53,50-296/83-53, 
50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 
50-438/03-30 S< 50-439/83-30. 

MILLS, L. M. Tennessee Valley Authority. 84/02/22. 0 'RE 

Region 2, Office of Director. 2pp. 25126; 138. 24X 

Fiche: 50-000, 84/06/06, B406220229. 


8406220257 Responds to NRC 840116 ltr re violations noted 
Repts 50-259/83-53, 50-260/83-53, 50-296/83-53, 50-327/83-2 
50-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/03-30 Sc 
50-439/03-30. Open audit items being evaluated. 

MILLS, L. M. Tennessee Valley Authority. 84/02/15. O'RE 
Region 2, Office of Director. 14pp. 25126: 140. 24X 

Fiche: 50-000, 04/06/06, 8406220229. 


— 8406220265 Forwards IE Insp Repts 50-259/83-53,50-260/83-5 
50-296/83-53, 50-327/83-27 , 50-320/83-27, 50-390/83-49,’ 
30-391 /83-3B, 50-438/83-30 St 50-439/83-30 on 831107-10,14 
& 1209 St notice of violation. 

O'REILLY, J. P. Region 2, Office of Director. 84/01/16. 
PARRIS, H, G. Tennessee Valley Authority. 3pp. 25126:15 
Fiche: 50-000, 84/06/06, 8406220229. 


8406220272 Notice of violation from insp on 831 107-10, 14-11 
* Region 2, Office of Director. 84/01/16. 4pp. 25126 
Fiche: 30-000, 84/06/06, 8406220229. 


Insp Repts 50-259/83-53,50-260/83-53,30-296/83-53, 

7, 50-328/83-27, 50-390/93-49, 50-391/83-38, 

D b 50-439/83-30 on 831107-10,14-18 b 1209 
Toted : fai lure to issue timely audits 
, FREDERICKSON, P , JACKSON, L. H Region 2. Office of 
34/01/10 24pp. 25126:161. 24X Fi c h e : 50-000, 84/06/06, 


T f o Notice 84-43, "Storage b Handling of Qpthalmic Beta 
Iicators." Svc list end 

ivision of QA, Safeguards & Inspection Programs (Post 
36/07. Consolidated Edison Co. of New York, Inc. 

332. 24X Fi Che: 50-000, 84/06/07, 8406050350. 


3 nds to Generic Ltr 84-11, "Insps of BWR Stainless Steel 
»ssing scope b schedule of future pipe insps, 

Lfication b ava i lab i 1 i ty, p r imary sys leak 
✓ eillance measures b compensatory actions, 
snnessee Valley Authority. 84/06/07. DENTON, H. R. 
lear Reactor Regulation, Director, 4pp. 24889:275. 

259, 84/06/07, 8406120185. 


lfo Notice 84-44, "Environ Qua 1 if i cat i on Testing of 
lies. " Svc list end. 

Jivision of Emergency Preparedness b Engineering 
b 830103). 04/06/08. Consolidated Edison Co. of New 

20pp. 25049 273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


ifa Notice 84-45, "Reversed Differential Pressure 
tsing Lines. " Svc list end. 

livision of Emergency Preparedness b Engineering 
; 030103). 84/06/11. Consolidated Edison Co. of New 

23pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 8406080176 


'eceipt of 840524 ltr informing NRC of steps taken to 
lions noted in IE Insp Repts 50-259/84-11, 

* 50-296/84-11. 

jgion 2, Office of Director. 84/06/11. PARRIS, H. G. 
Ley Authority. 2pp. 24989:324. 24X 

34/06/1 1, 8406190439. 


iponds to NRC 840427 ltr re violations noted in IE Insp 
P/84-11, 50-260/84-11 b 50-296/84-1 1. Corrective 
jal exam to verify limits of Units 1 k 2 will be 
tervice insp plans. 

Tennessee Valley Authority. B4/05/24, C 'RE ILLY, J. P. 
>fice of Director. 9pp. 24989:326. 24X 

}, 84/06/11, 8406190439. 


>wards IE Insp Repts 50-259/84-11,50-260/84-11 b 
. on 840326-29 & notice of violation. 

Region 2, Office of Director. 84/04/27. PARRIS, H. 0. 
il ley Authority. 2pp. 24909:335. 24X 

}, 04/06/11, 8406190439. 


;ice of violation from insp on 040326-29. 

Office of Director. 84/04/27. 2pp. 24909:337. 24X 

), 84/06/11, 8406190439. 


Insp Repts 50-259/84-11,50-260/84-11 b 50-296/84-11 on 
olation noted : reac tor vessel support skirt uield 
i compliance w/applicable code per 10CFR50. 55a, 

BLAKE, J. J, Region 2, Office of Director. 84/04/24. 
339. 24X Fiche: 50-259, 84/06/11, 8406190439. 


irds response to 840511 proposed Civil Penalty Action 
iproper reactivity control noted in IE Insp 
14-02,50-260/84-02 b 50-296/84-02, Fees being 
'rcresjfe GG I 1 CO- 1 2 revised. 

M'r.essee Valley Authority. 84/06/11. DEYOUNG, R, C. 
>ic», Office of Inspection and Enforcement. 8pp. 

► X Fiche: 50-259, 84/06/11, B4062000S9. 


lfo Notice 84-46, "Circuit Breaker Position 
1 Svc list end. 

>ivision of Emergency Preparedness b Engineering 
: 830103). 84/06/13. Consolidated Edison Co. of New 

9pp. 25049:154. 24X Fi c h e ; 50-000, 84/06/ 13, 8406080173. 


ifo Notice 84-47, "Environ Qual if i cati on Tests of 
minal Blocks." Svc list end, 

►ivision of Emergency Preparedness b Engineering 
; 830103). 84/06/15. Consolidated Edison Co. of New 

[2pp. 25049:033. 24X Fiche: 50-000, 84/06/ 15, 8406130315. 


ifo Notice 84-48, "Failures of Rockwell Inti Globe 
ist end, 

►ivision of Emergency Preparedness b Engineering 
; 830103). 84/06/18. Consolidated Edison Co. of New 

8pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generate 
Failure " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc 118pp. 25535 286. 24X Fi c h e : 50-000, 84/06/ 18, B406I 


8406190327 IE Info Notice 84-50, "C 1 ar i f i ca t i on of Scope of QA Pr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 25535:041. 24X Fich e: 50-000, 84/06/21, 840619 


R. Periodic operating reports b related correspondence 


8406070244 Monthly operating repts for Apr 1984. W/840510 ltr. 
PITTMAN, J. R. , THOM, T. , JONES, G. T. Tennessee Valley Authority. 
B4/04/30. 36pp. 24745:166. 24X Fi che : 50-259, 84/04/30, 0406070 


S. Reportable occurrences, LERs b related correspondence 


8406190331 LER 84-005-00: on 840525, RHR pump 2C started inadverten 
while performing Surveillance Instruction 4. 2. B. 45A. Caused 
by operator error b poorly written procedure. Procedure b 
similar instructions will be r evi se d . W/8406 12 ltr. 

WALKER, J. B. , JONES, G. T. Tennessee Valley Authority. 84/06/12. 

25022:053. 24X Fi c h e : 50-260, 84/06/12, 8406190331 . 


8406210246 NPDES noncompliance noti f i cati on: on 040509 b 30, analys 
of grab samples collected exceeded max permit effluent 
1 imi tat ions. Caused by sewage treatment plant over 1 oad. Sewa g e 
treatment lagoon designed to replace facility in 1984. 

RIVERS, M. E. Tennessee Valley Authority. 84/06/14. MARLAR, J. 
Environmental Protection Agency. 2pp. 25058:007, 24X 

Fiche: 50-259, 84/06/14, 8406210246. 


X. Onsite Storage of Low Level Waste 


8406080270 Ac k receipt of 840501 ltr informing of util intentions 
temporary use of interim low level radwaste storage at 
facilities. Temporary storage of resin liners w/o initiating 
control liner monitoring program valid. 

ROUSE, L. C. Advanced Fuel b Spent Fuel Licensing Branch. 84/06 
PARRIS, H. G. Tennessee Valley Authority. Ip, 24878:257. 24X 

Fiche: 50-000, 04/06/01, 8406080270. 


DOCKET 50-261 H. B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency b fire protection plans 


8406010202 Forwards temporary exemption from certain requirements 
10CFR73. 55, relaxing physical security measures during 
shutdown for steam generator r epa i r s . Ex emp t i on terminates 
30 days prior to fuel loading. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/18. UTLEY, E, E. 

Carolina Power b Light Co. 7pp. 24765:349. 24X 

Fiche: 30-261 , 04/05/18, 8406010202. 


8406120302 Forwards responses b c lar i f icat i ons to 840206 submitta 
10CFR50, App R, section III. G, per NRC 840302-03 sit# visit. 
Replacement pages to 840206 submittal end to facilitate NRC 
review. W/one oversize chart, Aperture card is in PDR. 

CUTTER, A. B. Carolina Power b Light Co. 84/06/06. VARGA, 8. A. 
Operating Reactors Branch 1, 34pp. 24091:299. 24X 

Fiche: 30-261, 04/06/06, 8406120302. 


8406130031 Forwards amend to Rev B to industrial security plan. Am 
withheld <ref 10CFR73. 21 b 73.80). 

MCDUFFIE. M A. Carolina Power b Light Co. 84/06/08. O'REILLY, 
Region 2, Office of Director. Ip. 24943:043. 24X 

Fiche: 50-261 . 84/06/0B, 8406130051. 


8406210383 Advises that Rockbestos cable meets 1 h barrier raquir 
discussed in App R to 10CFR50. Cab les will be installed 
prior to completion of ongoing steam generator repair 
outag e. 

CUTTER, A. B. Carolina Power b Light Co. 04/06/13. VARGA, 8. A. 
Operating Reactors Branch 1. 2pp. 23034:006. 24X 

Fiche: 30-261, 84/06/13, 8406210383, 


S406210339 Notifies that plans b schedules submitted on 830413 b 
for implementing emergency response capabilities at 
facility, in response to Generic Ltr 83-33, will remain 
consistent w/840221 order. 

CUTTER, A. B. Carolina Power b Light Co. 84/06/15. VARGA, 8. A, 
Operating Reactors Branch 1. Ip. 23034:346. 24X 

Fiche: 30-261 , 84/06/13, 8406210359. 


Notification of 840618 meeting w/util in Bethesda, MD to 
fire protection issues. 

D. C. Operating Reactors Branch 1. 84/06/15. VARGA* S. A. 

g Reactors Branch i. 2pp. 25194:362. 24X 

-26 1 * 84/06/15* 8406280410. 


Discutses State of SC requests for exemption from annual 
ical emergency preparedness exercise for state & 
vts. FEMA would support NRC exemption from annual 
requirement. 

W. Federal Emergency Management Agency. 84/06/19. 

. L. Division of Emergency Preparedness 8*. Engineering 
(Post 830103). 4pp. 25117:242. 24X Fiche: 50-261 , 84/06/19, 

51. 


Advises that 840430 Rev 8 to physical security plan 8* Amend 
dustrial security plan consistent w/provisions 
50. 54Cp) St acceptable. 

C. Region 2, Office of Director. 84/06/20. UTLEY, E. E. 

Power St Light Co. 3pp. 25152:251. 24X 

-261* 84/06/20* 8406260402. 


ce St indemnity information 


Forwards Endorsement 79 to NELIA Policy NF-180. 

. D. Carolina Power St Light Co. 84/06/06. SALTZMAN* J. 
t Director for State St Licensee Relations. 2pp. 24913: 102. 
e: 50-261* 83/06/06* 8406130152. 


Forwards Endorsement 80 to NELIA Policy NF-180. 

. D. Carolina Power Sc Light Co. 84/06/05. SALTZMAN, J. 
t Director for State Sc Licensee Relations. 3pp. 24888:202. 
e: 50-261* 84/06/03, 8406120100. 


Forwards Endorsement 64 to MAELU Policy MF-49. 

. D. Carolina Power Sc Light Co. 84/06/06. SALTZMAN* J. 
t Director for State Sc Licensee Relations. 3pp. 24895:162. 
e: 30-261* 84/06/06* 8406120303. 


Forwards Endorsement 63 to MAELU Policy MF-49. 

. D. Carolina Power Sc Light Co. 84/06/06. SALTZMAN, J. 
t Director for State Sc Licensee Relations. 2pp. 24911:234. 
e: 30-261* 64/06/06* 8406130222. 


ng license stage documents 8* correspondence 


Forwards initial draft guidance to aid in developing methods 
ining scaling factors for irradiated components, 
to scaling factors accep tab le* but methods 

able. 

, D. B. Operating Reactors Branch 2. B4/05/22. UTLEY* E. E. 

Power Sc Light Co. 9pp. 24807:300. 24X 

-000, 84/05/22* 0406040040. 


Notification of 840329 meeting w/util in Bethesda*MD to 
Cycle 10 core reload. 

Operating Reactors Branch 1. 04/03/29. VARGA, S. A. 

g Reactors Branch 1. 2pp. 24801:213. 24X 

-261, 84/03/29* 8406020460. 


Submite responses to questions re auxiliary feedwater sys 
rissile analysis submitted on B30829. 

M.S. R. Carolina Power 8, Light Co. 84/03/29. VARGA, S. A. 
g Reactors Branch 1. 5pp. 24043:284. 24X 

-261, 84/05/29* 8406030356. 


Informs that review of response to control of heavy loads 
) completed. NUREG-0612 guidelines satisfied St issue 
le. Safety evaluation Sc technical evaluation rept 

4. Operating Reactors Branch 1. 84/03/29. UTLEY* E. E. 

Power Sc Light Co. 2pp. 23093:032. 24X 

-261. 84/03/29* 8406210573. 


78 Safety evaluation of licensee 801222 response to Phase I of 
1612* "Control of Heavy Loads at Nuclear Power 
" Phase I for facility acceptable. 

- No Detailed Affiliation Oiven. 84/03/29. 2pp. 

534. 24 X Fich e ; 50-261 . 84/05/29, 840621 0575. 


29 '’Control of Heavy Loads CC-10) , CPScL* HB Robinson Unit 2," 
:al evaluation rept. 

5ER* C. Franklin Insti tute/Frank 1 in Research Center. 

-81-130. 84/05/07. SINGH* A. NRC - No Detailed Affiliation 

27pp. 25093:036. 24X Fiche: 30-261, 04/03/29, 8406210573. 


8406120361 Provides results of verification of calculations 1 
pressure buildup & max temp addition resulting in pipe 
penetration area after pipe rupture. Info closes out temp 
profiles in SER open item. 

ZIMMERMAN* S. R. Carolina Power & Light Co. 84/05/30. VAR< 
Operating Reactors Branch 1. 55pp, 24893:199. 24X 

Fiche: 50-261*84/05/30* 8406120361. 


8406120332 Submits response to NRC 840507 request for addl ii 
environ qua 1 if i cat i on of sa f ety-re lated equipment. Study re 
submergence in reactor auxiliary bldg scheduled for 
completion by 850331. 

CUTTER* A. B. Carolina Power & Light Co. 84/05/31. VARGA* { 
Operating Reactors Branch 1. 5pp. 24893:121. 24X 

Fiche: 50-261* 84/05/31, B406120332. 


8406140075 Forwards results of review of postulated pressure 
histories for 180 overcooling transient scenarios. Results 
being reviewed as part of Task Action Plan A-49* 

"Pres sur i zed Thermal Shock. " * 

SHOTKIN, L. M. Reactor Systems Research Branch. 84/06/03. 
BAILEY, I. K. Record Services Branch (Document Control Desk 
24937:140. 24X Fi ch e : 50-26 1 * 84/06/05, 8406140075. 


8406210346 Responds to Generic Ltr 83-iOD re automatic trip i 
coolant pumps. Westinghouse Owners Group rept* "Evaluation 
of Alternate Reactor Coolant Pump Trip Criteria, " present*' 
info requested by NRC. 

CUTTER* A. B. Carolina Power & Light Co. 84/06/13. EISENHI 
Division of Licensing. 2pp. 25054:304. 24X Fiche : 30-261 , 

8406210346. 


8406260017 Forwards safety evaluation supporting NUREG-0737, 
II. K. 2. 13* "Thermal-Mechanical Rept." Issues studied as 
subset of Unresolved Safety Issue A-49* "Pressurized 
Thermal Shock." Vessel integrity adequately demonstrated. 
VARGA, S. A. Operating Reactors Branch 1. 84/06/18. UTLEY 

Carolina Power & Light Co. 11pp. 25137:298. 24X 

Fiche: 50-261,84/06/18, 8406260017. 


8406280301 Forwards SER based on review of 830209 & 0617 subi 
response to NRC 021210 request for addl info re NUREG-0737 
Item II. E. 1. 2. Requests meeting be scheduled to resolve 
automatic bus transfer issue. 

VARGA* S. A. Operating Reactors Branch 1. 84/06/20. UTLEY 

Carolina Power & Light Co. 8pp. 25192:335. 24X 

Fiche: 30-261*84/06/20, 8406280301. 


8406270007 Forwards addl info re 840309 request to transfer 
contaminated sediment from Unit 2 settling pond to Unit 1 
ash pond using either hydrovacuum truck method or new dire 
piping sluicing method, per NRC 840303 request. 

ZIMMERMAN, S. R. Carolina Power 8t Light Co. 84/06/22. VAR' 
Operating Reactors Branch 1. 3pp. 23159:343. 24X 

Fiche: 30-261 * 84/06/22* 8406270007. 


8406270140 Discusses implication of Exxon Nuclear Co QA none 
re Cycle 10 reload* identified in QA Program Insp Rept 
99900081 /84-01 . QA findings will not impact safe plant 
operation. 

ZIMMERMAN, 8. R. Carolina Power «< Light Co. 84/06/22. VAR 
Operating Reactors Branch 1. 7pp. 23161:206. 24X 

Fiche: 30-261 , 84/06/22* 8406270140>.^ 


Q. Inspection reports* IE Bulletins & correspondence 


8403230319 IE Info Notice 84-39* "Inadvertent Isolation of C 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineer 
Response (Post 830103). 84/03/23. Consolidated Edison 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/03/23* 


8403240317 IE Info Notice 83-66* Suppl 1, "Fatality at Argent 
Critical Facility." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness St Engineer 
Response (Post 830103). 84/03/23. Consolidated Edison 

York, Inc. 127pp. 24880:103. 24X Fiche: 30-000* 84/05/23* 


8403290303 IE Info Notice 84-40, "Emergency Uorker Doses. " B 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness St Engineer 
Response (Post 830103). 84/03/30. Consolidated Edison 

York* Inc. 122pp. 24879:342. 24X Fi che: 30-000, 84/03/30* 


8406010423 IE Info Notice 84-41* "IGSCC in 0WR Plants." Svc 
JORDAN* E. L. Division of Emergency Preparedness St Engineer 
Response (Post 830103). 84/06/01. Consolidated Edison 

York* Inc. 100pp. 23050:244. 24X Fiche: 30-000, 84/06/01, 


Suppls 640323 response to IE Bulletin 83-07. "Apparently 
t Products Sold by Ray Miller. Inc. " Program will be 
ed to reduce probability of accepting fraudulent or 
ring matls. 

B. Carolina Power St Light Co. 84/06/01. 0 'REILLY. J. P. 

Office of Director. 2pp 25054:352 24X 

OOO, 84/06/01. 8406210320. 


IE Info Notice 84-42, "Equipment Availability for Conditions 
tages Not Covered by Tech Specs." Svc list end. 

L. Division of Emergency Preparedness b Engineering 
(Post 830103). 84/06/05. Consolidated Edison Co. of New 

120pp. 25050:124. 24X Fiche: 50-000. 84/06/05, 8406050012 


IE Info Notice 84-43, "Storage b Handling of Opthalmic Beta 
Applicators." Svc list encl. 

Division of QA, Safeguards & Inspection Programs (Post 
84/06/07. Consolidated Edison Co. of New York, Inc. 
050:032. 24X Fi c h e : 50-000, B4/06/07, 8406050350. 


IE Info Notice 84-44, "Environ Qualification Testing of 
s Cables." Svc list encl. 

Division of Emergency Preparedness b Engineering 
(Post 830103). 84/06/08. Consolidated Edison Co. of New 

120pp. 25049:273. 24X Fi c he : 50-000, 84/06/08, B406060336. 


IE Info Notice 84-45, "Reversed Differential Pressure 
t Sensing Lines. " Svc list encl. 

Division of Emergency Preparedness b Engineering 
(Post 030103 ) . 84/06/11. Consolidated Edison Co. of New 

123pp. 25049:001, 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


IE Info Notice 84-46, "Circuit Breaker Position 
ion. " Svc list encl. 

Division of Emergency Preparedness b Engineering 
(Post 830103). 84/06/13. Consolidated Edison Co. of New 

1 1 9p p . 25049:154. 24X Fi c he : 50-000, 84/06/ 13, 8406080173. 


IE Info Notice 84-47, "Environ Qualification Tests of 
1 Terminal Blocks. " Svc list encl. 

Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/15. Consolidated Edison Co. of New 

122pp. 25049:033, 24X Fiche: 50-000, 84/06/ 15, 8406130315. 


3uppls 840523 response to Region II 840313 notice of 
b proposed imposition of civil penal ty . Training 
initiated immediately after 840219 incident, 
s request that civil penalty be withdrawn. 

Carolina Power b Light Co. 84/06/15. DEYOUNO, R. C. 
i Office, Office of Inspection and Enforcement. 5pp. 
24 X Fiche: 50-261, 84/06/15, 8406210264. 


IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
3vc list encl. 

Division of Emergency Preparedness b Engineering 
(Post 030103). 84/06/18. Consolidated Edison Co. of New 

110pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406100353. 


IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tub# 
Svc list encl. 

Division of Emergency Preparedness b Engineering 
(Post 830103). 84/06/10. Consolidated Edison Co. of New 

118pp. 25535:206, 24X Fi c he : 50-000, 84/06/ 10, 8406180360. 


IE Info Notice 84-50, "Clarification of Scope of QA Programs 
port Packages Pursuant to 10CFR50, App B. " Svc list 

Division of Emergency Preparedness b Engineering 
(Post 830103). 84/06/21. Consolidated Edison Co. of New 

63pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 8406190327. 


operating reports & related correspondence 


lonthly operating rapt for May 1984. W/840606 ltr. 

, MORGAN, RE. Carolina Power & Light Co. 84/05/31. 

C. Director's Office* Office of Inspection and 
it. 4pp. 24808:206. 24X Fiche: 50-261, 84/05/31, 0406120135. 


le occurrences, LERs & related correspondence 


’art 21 rapt t« static load rating on Anker-Holth /McDouel 1 
igineering hydraulic suppressor assemb 1 y. Caused by 
P Torrington self-aligning ball bush ing. Recommend s 
b w/Paul Monroe Hydraulics Part PA-89467. 

R. Baxter Fluidpower Group. 84/06/05. KEPPLER, J. G. 

Office of Director. 2pp. 24891:017. 24X 

300, 84/06/05, 8406120480. 


8406210064 Supplemental LER 83-005/01T-1 : on 830424, svc water be 
pump B declared inoperable due to loss of bearing oil. Caused 
by bearing oil slinger positioned near vent ho 1 es. Stand p ip es 
installed on each vent ho 1 e. W/840614 ltr. 

WRIGHT, C.L., MORGAN, R. E. Carolina Power & Light Co. 84/06/1 
25058:014. 24X Fiche: 50-261 , 84/06/14, 8406210064. 


8406280365 LER 84-003-00: on B40521 * d ur ing functional testing o- 
generator snubbers, rear monoball bearing failed & low fluid 
in snubbers d i scovered . Bear ing failure caused by downward 
rev after mfg. W/840621 ltr. 

WRIGHT, C L . , MORGAN, R. E. Carolina Power b Light Co. 84/06/1 
25193:237. 24X Fiche : 50-261 , 84/06/21 , 8406280365. 


DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


8406290052 Forwards "Emergency Plan Review, Brigham Young Univ, " 
review of proposed emergency plan, Plan does not satisfy 
10CFR50, App E requirements, Rev 1 to Reg Guide 2. 6 & 
ANSI/ANS-15. 16-1982 criteria. Rev to plan requested. 

THOMAS, C. 0. Standardization b Special Projects Branch. 84/C 
THOMAS, R. K. Brigham Young Univ., Provo, UT. 3pp. 25225:245 
Fiche: 50-262, 04/06/22, 8406290052. 


— 8406290055 "Emergency Plan Review, Brigham Young Univ. " 

* NRC - No Detailed Affiliation Given. 84/06/30. 3pp. 
25225:245. 24X Fi ch e : 50-262, 84/06/22, 8406290052. 


Q. Inspection reports, IE Bulletins b correspondence 


8405230319 IE Info Notice 04-39, "Inadvertent Isolation of Cont 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 
York, Inc. 124pp. 24861:201. 24X Fiche: 30-000, 84/05/25, 04C 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Sv c list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 
York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, B4C 


B405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc 
encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103), 84/05/30. Consolidated Edison Co. 
York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 84C 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc lis 
JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. 

York, Inc. 100pp. 23050:244. 24X Fiche: 30-000, 84/06/01, 84C 


0406030012 IE Info Notice 04-42, "Equipment Availability for Cc 
During Outages Not Covered by Tech Specs. " Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineerinj 
Response (Post 830103). 84/06/03. Consolidated Edison Co. 

York, Inc. 120pp. 23030:124. 24X Fiche: 50-000, 84/06/03, 84C 


8406030330 IE Info Notice 04-43, "Storage b Handling of Opthali 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs 
830103). 84/06/07. Consolidatsd Edison Co. of New York, 

92pp, 23030:032. 24X Fi c he : 30-000, 84/06/07, 8406030330. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testinj 
Rockbestos Cables, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineerinj 
Response (Post 830103). 84/06/06. Consolidatsd Edison Co, 
York, Inc, 120pp, 23049:273. 24X Fiche: 30-000, 84/06/08, 84< 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressui 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineerin< 
Response (Post 830103). 04/06/11. Consolidated Edison Co 
York* Inc. 123pp. 23049:001. 24X Fiche: 30-000, 84/06/11, 84< 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Englneerin 
Response (Post 830103). 84/06/13. Consolidated Edison Co 
York, Inc, 119pp. 23049:134. 24X Fiche: 30-000, 04/06/ 13, 84 


8406130313 IE Info Notice 84-47, "Environ Qualification Tasts 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineerin 
Response (Post 830103). 84/06/15. Consolidated Edison Co 
York, Inc. 122pp. 25049:033. 24X Fiche: 30-000, 84/06/13, 84 


"Failures of Rockwell Inti Globe 


180353 IE Info Notice 84-48, 

Ives 11 Svc list end. 

iDAN/ E. L. Division of Emergency Preparedness ^Engineering 
sponse (Post 830103). 84/06/18 

'k, Inc. 118pp. 25536:043 


Consolidated Edison Co. of New 
24X Fiche. 50-000, 84/06/18, 8406180353. 


— 8210070031 Provides status of 15 plants involving singl 1 
operation, per Multi - Plant Action Item E—04 
SHERON, B W Reactor Systems Branch 82/09/20. SPEI! 
Assistant Director for Reactor Safety 2pp. 66368 0 
Fiche: 50-000, 84/03/19, 8406070106 


180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Llure. " Svc list end. 

3DAN, E. L. Division of Emergency Preparedness Engineering 

spans e (Rost 830103). 84/06/18. Consolidated Edison Co. of New 

rk, Inc. 118pp. 25535:286. 24X Fi c h e: 50-000, 84/06/ 18, 8406 1 80360. 


190327 IE Info Notice 84-30, "Clarification of Scope of GA Programs 
r Transport Packages Pursuant to 10CFR50, App B " Svc list 

ROAN, E. L Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/21. 

rk, Inc. 63pp. 25535:041. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/06/21,8406190327. 


— 8406070 121 "Technical Evaluation of El ec tr i ca 1 , 1 ns trumei 
Control Design Aspects of Proposed License Amend Rev 
Single Loop Operation of Monticello Nuclear Generatin : 
Plant, Unit 1 " 

DONICH, T. R. Lawrence Livermore Laboratory. FIN A-02' 
CLARK, D. Division of Licensing. 10pp. 24831:345. 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070130 Safety evaluation supporting single loop ope' 
50% power level during Cycle 10 only. Amend does not ii 
significant hazards consideration. 

* Office of Nuclear Reactor Regulation, Director. 8! 
12pp. 24851:035. 24X Fi c h e : 30-000, 84/03/ 19, 8406070 1 1 


ET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


scurity, medical, emergency it fire protection plans 


110342 Forwards descriptive info re safety parameter display sys 
jlementation plan per Generic Ltr 82-33 (NUREG-0737, Supp 1 

50LF, D. Northern States Power Co. 84/05/31. Office of Nuclear 
actor Regulation, Director. 3pp. 24868:031. 24X 

:he: 50-263, 84/05/31, 8406110342. 


570296 Forwards updated Region III access authorization list for 
nission of NRC personnel to vital areas. Access provisions 
~ NRC inspectors, other employees it contractors discussed, 
it effective upon receipt. 

ILSON, W. L Region 3, Office of Director. 84/06/04. LARSON, C. E. 
'them States Power Co. 7pp. 24746: 218. 24X 

:he: 50-263, 84/06/04, 8406070296. 


580205 Forwards proprietary GE Topical Rept NEDC-30627, "Emergency 
sources Identif ication Equipment Validation it Verification 
in," re 840531 response to Generic Ltr 82-33. Affi davit 
[uesting rept be withheld (ref 10CFR2. 790) also end. 

50LF, D. Northern States Power Co. 84/06/04. Office of Nuclear 
ictor Regulation, Director. 5pp. 24859:027. 24X 

:he: 50-263. B4/06/04, 8406080205. 


J60027 Forwards order confirming licensee commitments on emergency 
iponse capabi lity, per 830415,1111,1228,30 it 840330 ltrs. 

JSALLO, D. B. Operating Reactors Branch 2. 84/06/12. MUSOLF, D. M. 

•them States Power Co. 2pp. 25157:282. 24X 

: he: 50-263, 84/06/12, 8406260027. 


>6260041 Order confirming licensee commitments on emergency response 
:apability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

[ISENHUT, D. G. Division of Licensing. 84/06/12. Northern States 
■outer Co. 6pp. 25157:284. 24X Fiche: 50-263, 84/06/12, 8406260027. 


terating license stage documents & correspondence 


>70106 Partial response to FOIA request for documents re NRC 
:ision to offer opportunity for prior hearing on proposed 
amends for 11 nuclear reactors, a 1 lowing operation w/one 
rirculation loop out of svc. Forwards App A documents. 

.TON, U. M. Division of Rules and Records. 84/03/19. BELL, N. 

: 1 ear Information Sc Resource Service. 11pp. 24851:003. 24X 

:he: 50-000, 84/03/19, 8406070106. 


56240863 Forwards updated "Technical Evaluation of Electrical, 
[nstrumentation Sc Control Design Aspects of Proposed 
.icense Amend for Single-Loop Operation of Monticello 
4uc lear Generating Plant," replacing 791114 SER end. 
iATTERFIELD. R. Instrumentation & Control Systems Branch. 
50/06/09. IPPOLITO, T. A. Operating Reactors Branch 2. Ip. 
24851:317. 24X Fiche 50-000, 84/03/19. 8406070106. 


)6240864 "Technical Evaluation of El ectr ical. Instrumentation & 
Control Design Aspects of Proposed License Amend for Single- 
.oop Operation of Monticello Nuclear Generating Plant. " 

:OOPER, J. H. ECfcC, Inc. EGG-1183-4143. 80/04/30. 14pp. 

24851:319. 24X Fiche: 50-000, 84/03/1 9, 8406070106. 


59240430 Forwards safety evaluation input re Multi-Plant Item E-04 on 
tingle loop operation u/power limited to 50%. Proposed amend 
joes not involve significant hazards cons i derat i on. 

5PEIS, T. P. Assistant Director for Reactor Safety. 82/09/10. 

.AINAS, G. C. Assistant Director for Operating Reactors. Ip. 

24851:034. 24X Fich e: 50-000, 84/03/19, 8406070106. 


— 8406070145 Discusses status of review re single loop op< 
BWRs. Ap pr oac h agreed upon by GE, Analysis Branch it Rea 
Safety Branch. Incomplete initial NSHC determination it 
noticing action end. 

BAER, R, Reactor Safety Branch. 76/11/10. SCHWENCER 
Reactors Branch 1 <Pre 800428). 5pp. 24852:006. 24 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070168 Lists approach agreed upon by GE, Analysis Br. 
Safety Branch re review of single loop operation in Bl 
BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER 

Reactors Branch 1 (Pre 800428). Ip. 24B51: 183. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070191 Submits info for project managers re status ' 
loop operation review. OE advises that ECCB analysis 
considered no longer valid & must be re d one. Comp 1 e t i oi 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, I 
Assistant Director for Operating Reactor Projects (Pr> 
lp. 24852:022. 24X Fi c h e : 50-000, 84/03/ 1 9, 84060701 06 


8404230414 Forwards Amend 23 to License DPR-22 it safety e' 
Amend revises Tech Specs to increase time delay of reac 
protection sys power monitoring sys from 100 millisecon 
4 s. 

ROONEY, V.L. Operating Reactors Branch 2. 84/04/03. M' 

Northern States Power Co. 2pp. 24187:222. 24X 

Fiche: 50-263, 84/04/03, 8404230414. 


— 8404230418 Amend 23 to License DPR-22, revis ing Tech Bpe< 
time delay of reactor protection sys power monitoring 
from 100 milliseconds to 4 s. 

VA5SALL0, D. B. Operating Reactors Branch 2. 84/04/03 

24187:224. 24X Fi ch e: 50-263, 84/04/03, 8404230414. 


— 8404230421 Safety evaluation supporting Amend 23 to Lie 
* Office of Nuclear Reactor Regulation, Director. 8' 
24187:228. 24X Fi ch e : 30-263, 84/04/03, 840423041 4. 


8406070223 Forwards application to amend License DPR-22, c 
Specs to add limiting conditions for operation & 
surveillance requirements for new RHR intertie line. 
MUSOLF, D. Northern States Power Co. 84/03/29. Offi 
Reactor Regulation, Director. lp. 24744:222. 24X 

Fiche: 30-263, 84/05/29, 8406070223. 


— 3406070225 Application for amend to License DPR-22, chan 
to add limiting conditions for operation it surveillan 
requirements for new RHR intertie line, 

MUSOLF, D, Northern States Power Co. 84/05/29. 6pp. 
24X Fiche: 50-263, 84/03/29, 8406070223. 


— 8406070226 Proposed Tech Specs adding limiting conditio: 
& surveillance requirements for new RHR intertie line, 
* Northe — p* " - "4 — ' T~ 31pp. 24744 

Fiche: 50- '• 


0406050472 Forwards util 820723 it 1124 amend requests, per 
requests. NRC action focuses on Tech Specs re reporting 
aquatic monitoring program results it nonrad i o 1 og i ca 1, 
nonaquatic environ events. W/o end. 

PAPER IELLO, C. U. Region 3, Office of Director. 84/05/3' 
FERMAN, J.N. Minnesota, State of. lp. 24841:330. 24X 

Fiche: 50-263. 84/05/30, 8406050472. 


8406080219 Forwards application for amend to License DPR-: 
removal of APRM scram setdown requ i remen ts , c hang ing slo 
of APRM scram it rod block it mod of rod block monitors. Ai 
fee end. 

MUSOLF, D. Northern States Power Co. 84/05/30. Offi 
Reactor Regulation, Director. 2pp, 24856:240. 24X 

Fiche: 50-263, 84/05/30, 8406080219. 


pplication for amend to License DPR-22, al lowing removal of 
setdown re^oirements, changing slope of APRM 
d block & mod of rod block monitors. 

n States Power Co. 84/05/30. 4pp. 24856:242. 24X 

63, 84/05/30/ 8406080219. 


roposed Tech Specs re removal of APRM scram setdown 
ts, changes in slope of APRM scram & rod block trip 
limination of rod block as limiting safety sys 
mods to rod block monitor, 

n States Power Co. 84/05/30. 33pp. 24856:246. 24X 

63, 84/05/30, 8406080219. 


GE BWR Extended Load Line Limit Analysis for Monticello 
neTating Plant Cycle 11." 

L. , GRIDLEY, R.L. General Electric Co. NEDC-3Q515. 

16pp. 24856:280. 24X Fi c h e : 50-263, 84/05/30, 8406080219. 


ponds to 840507 request for addl info re resolution of 
ran qualification of safety-related electrical 
1 deficiencies will be resolved prior to 
ar tup. 

Qrthern States Power Co. 84/05/31. Office of Nuclear 
lat ion, Director. 3pp. 24804:307. 24X 

,84/05/31,8406050341. 


wards proprietary NEDC-30492-P, "GE BWR Licensing Rept: 
ck Monitor & Tech Spec Improvement Program for 
to suppl B40530 application for amend to 
32. Rept withheld (ref 10CFR2. 790). 

orthern States Power Co. 84/05/31. Office of Nuclear 
lation, Director. 6pp. 24855:348. 24X 

r 84/05/31, 8406080216. 


wards exemption re excluding some containment valves from 
ig , permitting testing of MBlVs at 25 psig & 
se B testing interval for air lock doors at 
ssure. Safety evaluation end. 

Division of Licensing. 84/06/03. MUSOLF, D. M. 
tes Power Co. 3pp. 25066:253. 24X 

B4/06/03, 8406200396. 


(emption from requirements for Type C testing of torus 
drywell spray line & torus recirculation line 
i C testing of MSIVs at peak calculated accident 
Type B testing of containment air lock doors. 

G. Division of Licensing. 84/06/03. Northern States 
7pp. 25066:256. 24X Fic h e : 50-263, 84/06/03, 8406200396. 


ifety evaluation supporting exemption from requirements of 
i J, "Primary Reactor Containment Leakage Testing 
:ooled Power Reactors. " 

3 f Nuclear Reactor Regulation, Director. 84/06/03. 9pp. 
24 X Fiche: 50-263, 84/06/03, 8406200396. 


Containment Leakage Rate Testing, " technical evaluation 

J. Franklin Institute/Franklin Research Center. 

118. TER-C 3257-30. 02/04/07. HUANG, Y. S. NRC-No 

'filiation Given. 50pp. 25066:272. 24X 

j3, 84/06/03, 8406200396. 


Jards util 830412 ltr providing addl info re bypass & 

:ur as of containment purge & vent valves, in 
<RC 840423 ltr. 

irthern States Power Co. 84/06/04. Office of Nuclear 
ation, Director. Ip. 24924:359. 24X 

84/06/04, 8406140198. 


Jards "Final Rept on Exam, Testing & Evaluation of 
•ssure Vessel Surveillance Specimens from 
'clear Generating Plant. " 

irthern States Power Co. 84/06/05. Office of Nuclear 
ation, Director. Ip. 24929:290. 24X 

84/06/05, 8406140141. 


’inal Rept on Exam, Testing St Evaluation of Irradiated 
issel Surveillance Specimens from Monticello 
erating Plant. " 

LANDOW, M. P. , PERRIN, J. S. Battelle Memorial Institute, 
iboratories. 84/03/15. 115pp. 24929:292. 24X 

,3. 84/06/03, 8406140141. 


ests remittance of Class III fee re review & approval of 
’29 applications for amend to License DPR-22, 

Specs to allow plant operation w/vent or drain 
m discharge vol inoperable. 

icense Fee Management Branch. 84/06/06. MUSOLF, D. M. 
es Power CO. Ip. 24939:220. 24X Fi che: 50-263, 

140057. 


8406290223 Forwards stress analysis of Fisher Controls Co 18-inch 1 
9200/ 656-60 valve assemblies & Fisher responses to NRC 
811204 & 820409 1 tr s. Or i e n ta t i on of containment vent & purge 
butterfly valves under study. 

MUSOLF, D. Northern States Power Co. 84/06/15. Office of Nucl 

Reactor Regulation. Director. 173pp. 25197:217. 24X 

Fiche: 50-263, 84/06/15, 8406290223. 


8406250025 Forwards fee for payment of 840606 application for amend 
License DPR-22, chang i ng Tech Specs re scram discharge vol. 

MUSOLF, D. Northern States Power Co. 84/06/1B. DIGGS, R. M. Lice 
Fee Management Branch. lp. 25125:342. 24X Fiche: 50-263, 84/06/1 
8406250025. 


8406010316 Forwards IE Insp Rept 50-263/84-08 on 040408-0501 . No 
noncomp 1 iance noted. 

SHAFER. W. D. Region 3, Office of Director. 84/05/17. LARSON, C. E 
Northern 9tates Power Co. 2pp. 24753: 155. 24X 

Fiche: 50-263, 84/05/17, 8406010316. 


— 8406010317 IE Insp Rept 50-263/84-OB on 840408-0501 . No non comp liai 
noted. Major areas inspected : previous insp findings, IE 
circulars, previous enforcement actions, TMI NUREG-0737 items, 
onsite review committee & long-term shutdown. 

BROWN, C. H. , BOYD, D. C. Region 3, Office of Director. 84/05/17. 
6pp. 24753:157. 24X Fiche: 50-263, 04/05/17, 8406010316. 


B4060B0034 Responds to Generic Ltr 84-11 re insps of BWR stainless 
steel piping in RCS pressure boundary & description of 
interim leakage detection measures. Fac i 1 i ty currently 
undergoing replacement of circulation sys piping. 

MUSOLF, D. Northern States Power Co. 84/05/31. Office of Nucle 
Reactor Regulation, Director. 3pp. 24850:042. 24X 

Fiche: 50-263, 84/05/31, 8406080034. 


8406070296 Forwards updated Region III access author i ration list for 
admission of NRC personnel to vital areas. Access provisions 
for NRC ins p ec tors, oth er employees ?< contractors discussed. 

List effective upon receipt. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. LARSON, C. E 
Northern States Power Co. 7pp. 24746:218. 24X 

Fiche: 50-263, 84/06/04, 8406070296. 


8406070227 Monthly operating rept for Apr 1984. W/B40504 ltr. 

MYRABO, A. L. , MUSOLF, D. Northern States Power Co. 84/04/30. 3pp. 
24742: 293. 24X Fiche: 50-263, 84/04/30, 8406070227. 


8406040262 LER B4-018-00: on 040425, d ur ing shutdown, channel B reactor 
bldg vent wide range gas monitor isolated reactor bldg 
ventilation it started standby gas treatment sys when noise 
spike caused registration of high radiation. W/840523 ltr. 

LARSON, D. E. , MUSOLF, D. Northern States Power Co. 84/05/23. 3pp. 
24794:334. 24X Fiche: 30-263, 04/03/23, 0406040262. 


8406030437 LER B4-017-00; on 840423, c ontrol room HVAC transferred to 
emergency mode when ammonia monitor tape cassette ran out 
causing spurious monitor trip. Caused by failure to replace 
cassette as scheduled. Proced ure revi sed. W/840523 ltr. 

HAMMER, M. F. , MUSOLF, D. Northern States Power Co. 04/03/23. 3pp. 
24842:299, 24X Fich e: 50-263, 84/03/25, 8406030457. 


8406030233 LER 84-019-00; on 840427, control room HVAC transferred to 
emergency mode due to tape cassette jam & subsequent 
spurious trip of chlorine monitor. Cause could not be 
determined. Cassette repaired. W/840329 ltr. 

HAMMER, M. F. , MUBOLF, D. Northern States Power Co. B4/03/29. 3pp. 
24841:276. 24X Fiche: 50-263, 84/03/29, 8406030233. 


8406070076 Forwards SER on 840301 emergency plan for compliance 
w/lOCFRSO. 34<q) & (r).Plan meets requirements of regulations 
& guidelines & acceptable. Full implementation should be 
accomplished within 120 days. 

THOMAS. C. 0. Standardi zat ion & Special Projects Branch. 84/03/30. 
KOCHER, C. W. Dow Chemical Co. 3pp. 24830:357. 24X 

Fiche; 50-264, 84/03/30, 8406070076. 


— 8406070079 "Emergency Plan Review Safety Evaluation. " 

* Division of Licensing. 84/05/-31. 3pp. 24830:360. 24X 

Fiche: 30-264, 84/03/30, 8406070076. 


Q. Inspection reports, IE Bulletins &t correspondence 


R. Periodic operating reports in related correspondence 


S. Reportable occurrences, LERs & related correspondence 


DOCKET 30-264 DOW CHEMICAL CO. . 

F. Security, medical, emergency & fire protection plans 


ET 50-265 QUAD CITIES STATION. UNIT 2 


curity* medical* emergency ft fire protection plans 


060186 Public version of Rev 4 to generating stations emergency 
an. W/ 84050 5 ltr. 

Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

che: 50-000, 84/04/30, 8406060186 . 


030082 Rev 13 to Emergency Plan Implementing Procedure QEP 110-0* 
tation Director" ft Rev 6 to QEP 110-2, "Acting Station 
rector (Shift Engineer) Implementing Procedure. " W/840516 

ansmittal ltr. „„„ 

RNER, L. Commonwealth Edison Co. 84/03/16. 9pp. 24839:272. 24X 

che; 50-234, B4/05/16, 8406050082. 


120431 Revised emergency plan implementing procedures* consisting of 
v 19 to QEP 530-0, "Exercise ft Drills" ft Rev 12 to 
P 530-2. "Emergency Drills." W/receipt ft transmittal form. 

Commonwealth Edison Co. 84/05/31. 31pp. 24891:268. 24X 

che: 50-254, 84/05/31, 8406120431. 


060283 Responds to 840427 ltr re proposed means for satisfying 
CFR30, App E* Paragraph I V. B requirement to annually review 
ergency action levels. Lists concerns 8c comments on util 
ur-point proposal. 

PER1ELL0, C J Region 3* Office of Director. 84/06/04. REED, C. 
mmonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 50-000* 84/06/04, 

06060283. 


06060295 Discusses proposed means for satisfying 10CFR30,App E* 
Paragraph IV. B requirements to annually review emergency 
action levels. Annual meeting w/offsite agencies will be 
held at each station. 

FARRAR. D. L. Commonwealth Edison Co. 84/04/27. KEPPLER.U.G. 
Region 3* Office of Director. 2pp, 24657: 169. 24X 

Fiche: 50-000, 84/06/04. 8406060283. 


070219 Reconfirms 8c updates access authorization lists for 
sitting NRC personnel to facil ities. Recommends listed 
dividuals he granted unescorted access to vital 8c 
Dtected areas. 

ELSON.W. L. Region 3, Office of Director. 84/06/04. REED* C. 
nmonwealth Edison Co. 7pp. 24744:215. 24X Fich e: 50-254* 84/06/04. 

36070219. 


230208 Forwards order confirming licensee 830414*0720,0728,0825, 

13 8c 1213 commitments on emergency response capability. 

5SALL0* D. B. Operating Reactors Branch 2. 84/06/12. FARRAR, D. L. 

nmonwealth Edison Co. 2pp. 23134:066. 24X Fiche: 50-254, 84/06/12* 

36250208. 


36230224 Order confirming licensee commitments on emergency 
response capability. 

■ISENHUT, D. 0. Division of Licensing. 84/06/12. Commonwealth 
Edison Co. 6pp. 25154:068. 24X Fiche: 50-254, 84/06/ 12* 8406250208. 


220252 Ack receipt of 840612 scope 8c objectives for 840828 
trgency exercise. Objectives acceptable. 

’ERIELLO, C. J. Region 3* Office of Director. 84/06/18. REED, C. 
Mionwealth Edison Co. Ip. 25068:090. 24X Fiche: 30-254, 84/06/18, 

>6220252. 


— 84062B0227 Public version of offsite generating station 
organ i zat i on. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:083. 
Fiche: 50-000* 84/06/23, 8406280189. 


8406180372 Rev 4a to "Quad Cities Generating Station Emerg* 
Annex. " W/transmittal 8< receipt form. 

MOORE, R. D. Commonwealth Edison Co. 84/06/30. 3pp. 24*i 
Fiche: 50-254, 84/06/30, 84061B0372. 


P. Operating license stage documents ft correspondence 


8406070106 Par.tial response to FOIA request for documents T 
decision to offer opportunity for prior hearing on propoj 
OL amends far 11 nuclear reactors, al lowing operation w/ot 
r ec ircu lat i on loop out of svc. Forwards App A documents. 
FELTON, J. M. Division of Rules and Records. 04/03/19. I 
Nuclear Information & Resource Service. 11pp. 24831:00: 

Fiche: 50-000, 84/03/19. 8406070106. 

— 8202120080 Submits status rept on plants involving BWR si 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24. SPEIS* 1 
Assistant Director for Reactor Safety. 2pp. 24851:211 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8210070031 Provides status of 15 plants involving single 
opera t ion, per Multi— Plant Action Item E-04. 

SHERON, B.W. Reactor Systems Branch. 82/09/20. SPEIS, 
Assistant Director for Reactor Safety. 2pp. 66368:07') 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070145 Discusses status of reviews re single loop opt 
BWRs. Approach agreed upon by GE, Analysis Branch & Read 
Safety Branc h . Incomp I e t e initial NSHC determination ft 
noticing action end. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER* t 
Reactors Branch 1 <Pre 800428). 5pp. 24832:006. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070168 Lists approach agreed upon by GE, Analysis Brai 
Safety Branch re review of single loop operation in BWf 
BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER* ( 
Reactors Branch 1 <Pre 800428). Ip. 24851:183. 24X 

Fiche: 50-000* 04/03/19* 8406070106. 


— 8406070191 Submits info for project managers re status o\ 
loop operation review. OE advises that ECC8 analysis 
considered no longer valid it must be redone. Comp 1 etion 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. 
Assistant Director for Operating Reactor Projects (Pre 
lp. 24832:022. 24X Fi ch e : 30-000, 84/03/19, 8406070106. 


8406060078 Requests addl info re environ qualification of i 
equipment important to safety to document remaining 
outstanding justifications for continous operation. Respor 
requested within 30 days of ltr receipt. 

VASSALLO, D. 0. Operating Reactors Branch 2. 84/05/18. f 

Commonwealth Edison Co. 2pp. 24849:153. 24X Fiche: 50-S 

8406060078. 


>6220263 Forwards scope ft objectives for 840828 emergency 
txercise* per 840403 ft 0314 scenario planning meetings. 

Scenario outline ft narrative summary work in progress. Ne xt 
tlanning meeting scheduled for 840621. 

JCHNELL. 8. A. Commonwealth Edison Co. 84/06/12. HIND. J. Division 
xf Emergency Preparedness ft Operational Support. 4pp. 23088:091. 
24X Fiche: 50-234* 84/06/18. 8406220232. 


280266 Forwards SER on safety parameter display sys for plants, 
itlnued implementation acceptable pending adequate 
ilation devices ft data validation provided. Info to perform 
ifirmatory review requested in 60 days. 

/TCHFIELD, D. Operating Reactors Branch 5. 84/06/22, FARRAR, D L 

monwealth Edison Co. 3pp. 25178:088. 24X Fiche: 50-000, 84/06/22. 


*6200280 safety evaluation on safety parameter display sys* per 
luppl 1 to NURE0-0737. Continued implementation acceptable 
lending adequate isolation devices ft data validation 
irovided. 

f Office of Nuclear Reactor Regulation* Director, 84/06/22. 
25178; 091* 24X Fibber 50-000* 84/06/22* 8406280266. 


7pp. 


!80189 Releasee public version of util emergency plan 
umen tation. 


.TON* H Division of Rules and Record! 
vices Branch (Document Control Desk), 
ho; 50-000* 84/06/25, 8406280189, 


i. 84/06/25. 

2pp. 23209:083. 


Record 

24X 


8406060334 Informs that NRC will not act upon application i 
from recombiner capability requirements per 10CFR30.44(c 
(ii), since Generic Ltr 84-09 contains required guidance. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/03/22. J 

Commonwealth Edison Co. 2pp. 24669:332. 24X Fiche: 30-< 

8406060334. 


8406030418 Forwards supplemental response to Generic Ltr 8) 
"Required Actions Based on Generic Implications of Salem 
ATWS Events. " 

BARNES* P. L. Commonwealth Edison Co. 84/06/01. DENTON* \ 
of Nuclear Reactor Regulation, Director. 27pp. 24804: l: 

Fiche: 30-000, 84/06/01* 8406030418. 


8406210170 Advises that util 810707*821228 ft B30118 responi 
Generic Ltr 81-04 fail to meet NUREQ-0313* Rev 1 guidelim 
Forwards SER ft technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 ft 84-11. 
SCHWENCER, A. Licensing Branch 2. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 23090:064. 24X Fiche: 30-< 

0406210170. 


—8406210179 SER re IGSCC in RCPB piping sys. 

* Materials Engineering Branch. 84/06/11. 7pp. 230* 
Fiche: 50-000, 84/06/11, 0406210170. 


!ntegrity of Dresden Station, Units 2 & 3, Quad Cities 
ts 1 Ss 2 & LaSalle County Station, Unit 1 RCPB 
lical evaluation rept. 

EG&Q, Inc. FIN A-6429. EGG-FM-6250. 83/07/31. 

division of Engineering. 51pp. 25090: 073. 24X 

>0, 84/06/11. B406210170. 


londs to 840403 questions re NUREG-0737, I tem II. K. 3. 16, 
Study - Challenges it Failures of Relief 
’urther mods needed or planned based on BWR 
criteria. 

imonwealth Edison Co. 84/06/12 DENTON, H. R. Office of 
;or Regulation, Director. 3pp. 24980: 230 24X 

84/06/12, 8406190215. 


jards exemption from requirements of 10CFR50 54<a) it App 
Exemption pertains to test sequence for Type A 
:lusion of instrument line it MSIV from Type C 
tents & extends Type B test intervals. 

Operating Reactors Branch 2. 84/06/12. FARRAR, D. L. 

Edison Co. 2pp. 25165:312. 24X Fich e: 50-254, 84/06/12, 


emption from requirements of 10CFR50. 54(a) & App J to 

0. Division of Licensing. 84/06/12. Commonwealth 

9pp. 25165:314. 24X Fi c h e : 50-254, 84/06/ 1 2, 04062601 17. 


lontainment Leakage Rate Testing, Comm Ed, Quad Cities Units 
hnical evaluation rept. 

ranklin Institute/Franklin Research Center. 

18. TER-C5257-45/46. 81/12/14. HUANG, Y. S. NRC - No 

filiation Given. 23pp. 25165:328. 24X 

14, 84/06/12, 8406260117. 


ifety evaluation supporting exemption from requirements of 
a) & App J to 10CFR50. 

f Nuclear Reactor Regulation, Director. 84/06/12. 5pp. 
24X Fiche: 50-254, 04/06/12, 8406260117. 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, developed in 
response to NRC concerns over recent errors & escalated 
enforcement actions- 

NQRELIUS, C. E Division of Project & Resident Programs. 84/05/31 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 50-000. 84/05/31, 8406050378. 


8406010423 IE Info Notice B4-41, "IGSCC in BWR Plants. “ Svc list en 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of J 

York, Inc. 100pp. 25050.244. 24X Fiche: 50-000,84/06/01,8406010- 


8406070219 Reconfirms & updates access authorization lists for 
admitting NRC personnel to f ac i 1 i t i es. Rec ommends listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSCJN, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24744:215. 24X Fiche: 50-254, 84/06, 

8406070219. 


8406110246 Responds to Generic Ltr 84-11 re reinsp of piping welds 
susceptible to IGSCC. Selection of welds to be examined will 
be biased to higher temp portions of branch sys & fittings. 

RYBAK, B. Commonwealth Edison Co. 84/06/04. DENTON, H. R. Office 
Nuclear Reactor Regulation, Director. 4pp. 24868: 151. 24X 

Fiche: 50-000, 84/06/04, 8406110246. 


B406050012 IE Info Notice B4-42, "Equipment Availability for Conditi 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of N 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/05, 84060500 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Be 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


eports, IE Bulletins it correspondence 


usses IE Insp Repts 50-254/83-31 & 50-265/83-30 on 
& forwards notice of violation. 

Division of Project it Resident Programs. 84/05/17. 
lonwealth Edison Co. 2pp. 24753:287. 24X 

84/05/17, 0406010181. 


tice of violation from insp on 831117-840124. Violations 
nterlock doors in access opening to reactor bldg 
licensee had no operating procedure to change 
on of MSIV room. 

E. Division of Project it Resident Programs. 84/05/17. 
1:289. 24X Fi ch e: 50-254 , 04/05/17, 8406010181. 


ards transparencies used in 840518 presentation re 
ulatory improvement program. 

Commonwealth Edison Co. 84/05/22. KEPPLER, J. ©. Region 
Director. 41pp. 24858:239. 24X Fiche; 30-000, 84/05/22, 


nfa Notice 84-39, "Inadvertent Isolation of Containment 
vc list end. 

Division of Emergency Preparedness & Engineering 
t 830103). 84/05/25. Consolidated Edison Co. of New 

24pp. 24861:201. 24X Fiche; 50-000, 84/05/25, 8405230319. 


nfo Notice 83-66, Suppl 1, "Fatality at Argentine 
lity. M Svc list encl. 

Division of Emergency Preparedness & Engineering 
t B30103 ) . 84/05/25. Consolidated Edison Co. of New 

27pp. 24080:103. 24X Fi che: 50-000, 84/05/25, 8405240317. 


nfo Notice 84-40, "Emergency Worker Doses. " Svc list 

Division of Emergency Preparedness & Engineering 
t 830103). 84/05/30. Consolidated Edison Co. of New 

22pp. 24879:342. 24X Fi che: 50-000, 04/05/30. 0405290383. 


ards IE Insp Repts 50-234/84-04 & 30-265/84-03 on 
o noncompliance noted. 

Region 3, Office of Director. 84/03/30. REED, C. 

Edison Co. 2pp. 24953:141. 24X Fiche: 50-234, 84/05/30, 


Insp Repts 30-234/84-04 * 30-265/84-03 on 840402-0319. No 
ce or deviations noted. Major areas inspected: 
sp findings, operational safety, maint. 
e, LERs, IE bulletin followup it reactor scrams. 

9, N. Region 3, Office of Director. 84/03/29. 11pp. 

24X Fiche: 50-254, 84/05/30, 8406130142. 


8406260449 Forwards IE Insp Repts 50-254/83-32 & 50-265/83-32 on 
831007-20. No noncompliance noted. 

WALKER, R. D. Region 3, Office of Director. 84/06/07. REED, C. 
Commonwealth Edison Co. 2pp. 25164:198. 24X Fich e: 50-254, 84/06/ 

8406260449. 


— 8406260452 IE Insp Repts 50-254/83-32 it 50-265/83-32 on 831007-20.1 
noncompliance noted. Major areas inspected : adequacy of 
corrective action in response to receipt & installation of 
nonconforming matl discovered by internal surveillance. 

HAS8E, R. A. , HAWKINS, F. C. Region 3, Office of Director. 84/06/0, 

4pp. 25164:200. 24X Fich e: 50-254. 84/06/07, 8406260449. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness <k Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of N< 

York, Inc. 120pp. 25049:273. 24X Fi che: 50-000, 84/06/08, 84060603: 


8406080176 IE Info Notice 04-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of N< 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/ 11, 84060801: 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of Ni 

York, Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/ 13, 84060001: 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Bvc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/15. Consolidated Edison Co. of N« 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 840613031 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of Ne 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/ 18, B4061803! 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tl 
F ailure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of Ns 

York, Inc. 118pp. 25535:206. 24X Fiche: 50-000, 84/06/18, 840618036 


>32? IE Info Notice 84-50. "Clarification of Scope of QA Programs 
'ransport Packages Pursuant to 10CFR50. App B. " Svc list 

E. L. Division of Emergency Preparedness & Engineering 
jnse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

Inc 63 p p 25535:041. 24X Fich e: 50-000. 84/06/21 , 8406190327. 


iodic operating reports & related correspondence 


0347 Monthly operating repts for May 1984. W/B4O601 ltr. 

ER. D. . KALIVIANAKIS. N. Commonwealth Edison Co. 84/05/31. 23pp. 

22:063. 24X Fiche: 50 -254. 84/05/31. 8406190347. 


:0204 Forwards list of changes, tests & experiments completed 
ng May 1984. Summary of safety evaluation being reported 
10CFR50. 59. 

;VIANAKIS, N. Commonwealth Edison Co. 84/06/05. CASE. E. Office 
luclear Reactor Regulation, Director. 2pp. 25082:035. 24X 

te: 50-254. 84/06/05. 0406220204. 


jortable occurrences, LERs k related correspondence 


20400 LER 84-005-00: on 840508, electromatic relief valve 2-203-3C 
id to have leaking pilot valve. Caused by steam cutting 
valve seat. New pilot valves installed on valves 2-203-3C 
-203-3E. W/040523 ltr. 

NEY, J. , KALIVIANAKIS, N. Commonwealth Edison Co. 84/05/22. 4pp. 
93:001. 24 X Fiche: 50-265, 84/05/22, 8406120400. 


T 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


cuTity, medical, emergency k fire protection plans 


>60207 Forwards addl info on Generic Ltr B2-33, Suppl 1 to 
iEG-0737 re procedure generation package upgraded 
>rgency operating procedures. 

C. W. Wisconsin Electric Power Co. 84/06/01. DENTON, H. R. 
»ice of Nuclear Reactor Regulation. Director. MILLER, J. R. 
•rating Reactors Branch 3. 4pp. 24812: 182. 24X 

:he. 50-266, 84/06/01 , 8406060207. 


56060211 Draft 1 to Emergency Operating Procedure EOP-O. "Reactor 
Trip of Safety Injection. ” 

* Wisconsin Electric Power Co. 84/04/01. 19pp. 24B12: 186. 24X 

r iche: 50-266, 84/06/01, 8406060207. 


06060214 Deviation document, Draft 1 to Emergency Operating Procedure 
EOP-O, "Reactor Trip or Safety Injection. " 

* Wisconsin Electric Power Co. 84/04/01. 0pp. 24812:205. 24X 

Fiche: 50-266, 84/06/01, 8406060207. 


06060220 Rev 1 to Emergency Operating Procedure E-0, "Reactor Trip or 
Safety Injection. " 

# Wisconsin Electric Power Co. 83/09/01. 12pp. 24812:213. 24X 

Fiche: 50-266. 04/06/01, 8406060207. 


06060223 Rev 0 to Emergnecy Operating Procedure PBNP 4.19. "Emergency 
Operating Procedure Writers Guide." 

a Wisconsin Electric Power Co. 84/06/01. 25pp. 24812:225. 24X 

Fiche: 50-266, 84/06/01 , 8406060207. 


06060226 "Emergency Operating Procedure Verification Procedure. " 
FALK, R. V. , HANN. R.K. Wisconsin Electric Power Co. 84/02/21. 
20pp. 24812:250. 24X Fich e: 30-266, 84/06/01, 8406060207. 


06060228 "Emergency Operating Procedure Validation Procedure. " 
FALK, R. J. , HANN, R. K. Wisconsin Electric Power Co. 84/05/23. 
31pp. 24812:270. 24X Fiche: 50-266, 84/06/01, 84060602 07. 


070241 Reconfirms k updates Region III access authorization lists 
r admitting NRC personnel to fac i lities. Recommends listed 
dividuals be granted unlimited access to vital & protected 
•as. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. BURSTEIN, S. 
sconsin Electric Power Co. 7pp. 24745:159. 24X 

che: 50-266, 04/06/04, 8406070241. 


210075 Forwards changes to modified amended security p lan. Chang es 
thheld (ref 10CFR73. 21). 

SSIDY, T.J. Wisconsin Electric Power Co. 04/06/07. KEPPLER, U. G. , 
ELSON, W. L. Region 3, Office of Director. Ip. 25054:002. 24X 

Che: 30-266, 84/06/07, 8406210075. 


150137 Revised pages to emergency p lan. W/B40612 ltr. 

ITT, R, W. Wisconsin Electric Power Co. 84/06/08. DENTON, H. R. 
fice of Nuclear Reactor Regulation, Director. MILLER, J. R, 

rrating Reactors Branch 3. 31pp. 24953:329. 24X 

che: 50-266, 04/06/08, 8406150137. 


8406150210 Revs to emergency plan implementing procedures, incli 
Rev 8 to EPIP 1. 1, "Initial Cl ass i f i ca t i on, " Rev 3 to 
EPIP 1.2, "Plant Status" & Rev 10 to EPIP 1.4, 

"Radiological Dose Evaluation." W/840611 ltr 

BRITT, R W. Wisconsin Electric Power Co 84/06/11 DENTON, > 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3 73pp 24947 084 24X 

Fiche: 50-266, 84/06/11, 8406150210. 


8406290245 Responds to 840615 proposed alternate route for tra 
of spent reactor fuel from West Valley, NY to Point Beach, WI. 
Alternate route ac cep t ab 1 e. Fue 1 route survey end. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 

DANESE, F. L. Nuclear Assurance Corp 11pp. 25225:260. 24 

Fiche: 50-266, 84/06/20, 8406290245 


J. Insurance & indemnity information 


8406190318 Forwards Endorsements 77 8, 78 to NEHA Policy NF-17 
Endorsements 63 k 64 to MAELU Policy MF-53. 

DUNUAS, W. J. Wisconsin Electric Power Co. 84/06/14. NRC 

Detailed Affiliation Given. 5pp. 249B9. 303. 24X 

Fiche: 30-266, 84/06/14, 8406190318. 


P. Operating license stage documents & correspondence 


8406060087 Forwards Class III fee per 340522 request re S1121C 
application for License Amends 84 St 08 to Licenses DPR-24 & 
DPR-27, respectively. 

FAY, C. W. Wisconsin Electric Power Co. 84/05/29. MILLER, W. 
License Fee Management Branch. Ip. 24661:023. 24X 

Fiche: 50-266, 04/05/29, S4060600B7 


8406080172 Forwards all JAER I upper plenum insp data currentli 
staff r evi ew. Enc Is withheld. 

MILLER, J. R. Operating Reactors Branch 3. S4/05/30. FAY, C. 

Wisconsin Electric Power Co. 3pp. 24878:044. 24X 

Fiche: 50-266, 84/05/30, 8406080172. 


8406080188 Forwards response to NRC request for p lant-spec if i 
info required for Westinghouse plants incorporating 
automatic shunt trip mod, per Generic Ltr 83-28. Two oversize 
drawings and . Apertur e cards available in PDR. 

FAYrC. W. Wisconsin Electric Power Co. 84/06/01. DENTON, H 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D 
Division of Licensing. 12pp. 24861:323. 24X Fiche: 50-266 

0406080188. 


8406210486 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Therma 
Mechanical Rept. " Info adequately demonstrates reasonable 
assurance that vessel integrity maintained for II. K. 2. 13 
event. Item complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. FAY, C 

Wisconsin Electric Power Co. llpp. 25093:345. 24X 

Fiche: 50-266, 04/06/06, 0406210486. 


8406140038 Mod to 840229 application for amend to Licenses DP 
DPR-27, consisting of Tech Spec Change Request 96. Mods 
clarify proposed Tech Spec 15. 3.1. A. 7 & correct error in 
sample gas for hydrogen monitor calibr. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/07. DENTON, h 
Office of Nuclear Reactor Regulation, Director. MILLER, V. F 
Operating Reactors Branch 3. 2pp. 24926:001. 24X 

Fiche: 50-266, 84/06/07, 8406140038. 


— 8406140043 Proposed Tech Spec Change Request 96, modifying f 
Specs re accident monitoring instrumentation, including 
reactor coolant gas vent sys k surveillance spec for 
containment hydrogen monitor. 

* Wisconsin Electric Power Co. 84/06/07. 6pp. 24926:* 
Fiche: 30-266, 04/06/07, 8406 1 40030. 


8406200143 Application for amend to Licenses DPR-24 k DPR-27 
of Tech Spec Change Request 99 re control rod insertion 
limits. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/00. DENTON, 
Office of Nuclear Reactor Regulation, Director. MILLER, J. 
Operating Reactors Branch 3. 2pp. 23047:250. 24X 

Fiche: 50-266, 84/06/08, 8406200143. 


— 8406200145 Proposed Tech Spec Change Request 99 re control 
insertion limits allowing greater operational flexibilit 
* Wisconsin Electric Power Co. 84/06/08. 2pp. 25047: 
Fiche: 50-266, 84/06/08, 8406200143. 


Q. Inspection reports, IE Bulletins k correspondence 


8405110038 Forwards IE Insp Rept 50-266/84-05 on 840329-0401 
noncomp 1 iance noted. 

WALKER, R. D. Region 3, Office of Director. 84/04/25. BUR 
Wisconsin Electric Power Co. 2pp. 24441:056. 24X 

Fiche: 30-266, 84/04/25, 8405110038- 


bl IE Insp Rept 50-266/84-09 on 840329-0401 No non c omp 1 ianc e 
iations noted. Major areas inspected : fol lowup of 
js insp findings it containment integrated leak rate 

M. , REYES, L. A. Region 3> Office of Director. 84/04/24. 
24441:058. 24X Fi c h e : 50-266, 84/04/25. 0405 1 10058. 


IE Info Notice 84-39, "Inadvertent Isolation of Containment 
5 . " Svc list enc 1 . 

L. Division of Emergency Preparedness & Engineering 
(Post B30103). 84/05/25. Consolidated Edison Co. of New 

c. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/29, 8405230319. 


IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Facility. “ Svc list end. 

L. Division of Emergency Preparedness it Engineering 
(Post 830103). 84/05/25. Consolidated Edison Co. of New 

127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 8405240317 


IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/05/30. Consolidated Edison Co. of New 

122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383. 


Ack receipt of 840524 ltr informing NRC of steps taken to 
loncomp liance noted in IE Insp Repts 50-266/84-04 it 
1-03. 

C. E. Division of Project it Resident Programs. 84/05/31. 
S. Wisconsin Electric Power Co. Ip. 24841:257. 24X 

-266, 84/05/31, 8406050247. 


18 Responds to NRC 840502 ltr re violations noted in IE Insp 
>0-266/84-04 it 50-301/84-03. Corrective actions : amend 
• te Snubber 2HS-M75 from Tech Specs requested it review 
i since 820101 conducted. 

I. Wisconsin Electric Power Co. 84/05/24. KEPPLER, J. Q. 

3, Office of Director. Ip. 24041:258. 24X 

>0-266, B4/0S/31, 0406050247. 


IE Info Notice 04-41, "IGSCC in BWR Plants." Svc list end. 
L, Division of Emergency Preparedness it Engineering 
(Post 030103). 84/06/01. Consolidated Edison Co. of New 

:. 100pp. 25050:244. 24X Fiche: 50-000. 04/06/01. 8406010423. 


Reconfirms it updates Region III access author i * at i on lists 
:ting NRC personnel to fac i 1 ities. Recommends listed 
ils be granted unlimited access to vital & protected 

i, L. Region 3, Office of Director. 04/06/04. BURBTEIN, 8. 
i Electric Power Co. 7pp. 24745: 159. 24X 

-266, 84/06/04, 8406070241. 


IE Info Notice 04-42, "Equipment Availability for Conditions 
itages Not Covered by Tech Specs." Svc list end. 

L. Division of Emergency Preparedness St Engineering 
(Post 030103). 84/06/05. Consolidated Edison Co. of New 

120pp. 25050:124. 24X Fiche: 90-000, 84/06/05, 8406050012. 


IE Info Notice 04-43, "Storage it Handling of Opthalmic Beta 
t Applicators." Svc list end. 

I. Division of QA, Safeguards & Inspection Programs (Post 
84/06/07. Consolidated Edison Co. of New York, Inc. 
>050:032, 24X Fi che : 50-000, 84/06/07, 8406050350. 


IE Info Notice 84-44, "Environ Qualification Testing of 
is Cables." Svc list end. 

L. Division of Emergency Preparedness it Engineering 
(Post 030103). 04/06/08. Consolidated Edison Co. of New 

120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


IE Info Notice 04-45, "Reversed Differential Preesure 
it Sensing Lines. " Svc list end. 

L. Division of Emergency Preparedness St Engineering 
(Post 830103). 04/06/11. Consolidated Edison Co. of New 

123pp. 25049:001. 24X Fi che : 50-000, 84/06/ 1 1 , 8406080176. 


IE Info Notice 84-46, "Circuit Breaker Position 
:ion. " Svc list end . 

L. Division of Emergency Preparedness it Engineering 
(Post 830103), 84/06/13, Consolidated Edison Co. of New 

1 19pp , 29049:194. 24X Fi che : 90-000, 04/06/ 13/ 8406080173. 


IE Info Notice 84-47, "Environ Qualification Tests of 
il Terminal Blocks." Svc list end. 

L. Division of Emergency Preparedness it Engineering 
(Post 830103), 94/06/19. Consolidated Edison Co. of New 

122pp. 23049:033. 24X Fiche: 50-000, 84/06/19, 8406130315. 


84061B0353 IE Info Notice 04-48. "Failures of Rockwell Inti G1 
Valves. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness i>. Engineerin 
Response (Post 830103). 84/06/18. Consolidated Edison Co 
York, Inc 118pp. 25536 043. 24X Fi c h e : 50-000, 84/06/ 18, 04' 


8406180360 IE Info Notice 84—49, "IGSCC Leading to Steam Gen er. 
Failure " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerin 
Response (Post 830103). 84/06/18. Consolidated Edison Co 
York, Inc 118pp. 25535.286. 24X Fi c h e : 50-000, 84/06/ 18, 84i 


8406260275 Responds to IE Bulletin 84-02. "Failures of GE Type 
Relays in Use in Class IE Safety Sys. " GE relays not used 
in safety -related applications Westinghouse Type NBFD relays 
installed. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/18. KEPPLER , J, 
Region 3, Office of Director. Ip. 25150:040. 24X 

Fiche: 50-266, 84/06/18, 8406260275. 


8406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JDRDAN, E. L. Division of Emergency Preparedness & Engineerim 
Response (Post 830103). 84/06/21. Consolidated Edison Co. 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, B40< 


R. Periodic operating reports & related correspondence 


8406150061 Monthly operating repts for May 1984. W/840608 ltr. 
FAY, C W. Wisconsin Electric Power Co. 84/05/31. 9pp. 249- 
24X Fiche: 50-266, 84/05/31, 8406190061. 


0406110233 Forwards annual environ radioactivity repts for 1 98( 
rept for LACBWR nuclear power plant will be submitted in 
Jul 1984 after comments received from Dairyland Power 
Coop erat i ve. 

MCDONNELL, L. J. Wisconsin, State of. NRC-30-S3-647. 84/06/< 

KEPPLER, J. G. Region 3, Office of Director. Ip. 24671:129. 
Fiche: 50-000, 84/06/05, 8406110233. 


— B406110239 Environ radioactivity survey rept for 1983. 

* Wisconsin, State of. NRC-30-83-647. 83/12/31. 39pp. 

24871:130. 24X Fiche: 50-000, 04/06/05, 84061 10233, 


— 8406110237 Environ radioactivity survey rept for 1983, 

* Wisconsin, State of. NRC-30-83-647. 83/12/31. 36pp. 

24B71: 169. 24 X Fi ch e : 50-000, 84/06/05, 84061 10233. 


S. Reportable occurrences, LERs & related correspondence 


8406120480 Part 21 rept re static load rating on Ank er-Ho 1 th /Mi 
Wellman Engineering hydraulic suppressor as semb ly. Caused by 
failure of Torrington self-aligning ball bush ing. Recommend s 
replacment w/Paul Monroe Hydraulics Part PA-89467, 

NEWHART, M. R. Baxter Fluidpower Group. 84/06/05. KEPPLER, J. 
Region 3, Office of Director. 2pp, 24891:017. 24X 

Fiche: 50-000, 84/06/05, 8406120480. 


8406290237 Part 21 rept re static load rating on Anker-Ho 1th , B 
hydraulic suppressor. Caused by failure of Torrington 
self-aligning ball b ush ing . Rec ommend s replacement w / 
Paul-Monroe Hydraulics Part PA-89492 it PA-89493. 

NEWHART, M. R. Baxter Fluidpower Group. 84/06/21. KEPPLER, J 
Region 3, Office of Director. 3pp. 25196:023. 24X 

Fiche: 50-000, 84/06/21, 8406290257. 


DOCKET 30-267 FORT ST, VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency i>. fire protection plans 


0406010321 Forwards list of correspondence on fire protection, 
840427 request. List identifies ltrs originated from NRC & 
util relevant to fire protection, 10CFR50, Ap p R, Branch 
Technical Position 9. 5-1, cable separation it plant issues. 
BREY, H. L. Public Service Co. of Colorado. 84/05/10. JOHNS 
Region 4, Office of Director. 20pp. 24759:107. 24X 

Fiche: 30-267, 04/05/10, 8406010321. 


8406010244 Forwards summary of fire protection review to deter 
conformance of facility to Section III.© of 10CFR50, App R, 
per 840427 c ommitment. Fire protection provisions adequate. 
BREY, H L. Public Service Co. of Colorado. 84/05/11. JOHNS 
Region 4, Office of Director. 13pp. 24754:304. 24X 

Fiche: 50-267, 84/05/11- 8406010244. 


4pp. 24939: 12* 


Nb.u. f. Region 4, Office of Director. 2ipp. 24732:098. 24X 

: 50-267, 84/05/21. 8406010357. 


511 Requests deletion of general emergency category from plant 
lines & emergency action levels. Matl in support of 
st will be furnished by 840630. 

BOURG, D. W. Public Service Co. of Colorado. B4/05/25. 

OMERY, J. Region 4. Office of Director. 2pp. 24891: 130. 24X 

: 50-267. 84/05/25. 8406120511. 


234 Submits revs to emergency preparedness related documents, 
es affect radiological emergency response plan 
mooting procedures & emergency response plan binders. 

procedures being transmitted for filing. 

IBOURG, D. W, Public Service Co. of Colorado. 84/05/30. 
iON.E. H. Region 4. Office of Director. 2pp. 24B7l:127. 24X 

: 50-267, 84/05/30. 84061 10234. 


i480 Forwards request for addl info re emergency operating 
dure upgrade program to meet provisions of NUREG-0737, 
if ication of TMI Action Plan," Item I. C. 1 & Suppl 1, 

7. 

ON, E. H. Region 4. Office of Director. 84/05/31. LEE, 0. R. 
c Service Co. of Colorado. 6pp. 24842:089. 24X 

: 50-267,84/05/31, B40605048Q. 


'099 Responds to 840302 request for exemption from 10CFR50, App R, 
ons III. 0. III. J, III. L 8< III. 0. Addl analysis & 
fication required for Sections III.G III.J. 

IR.P.C. Region 4, Office of Director. 84/06/04. LEE, Q. R. 
c Service Co. of Colorado. 11pp. 24872:129. 24X 

: 50-267, 84/06/04, 8406110099. 


169 Supports util 840410 request for exemption from 840725 
l offsite radiological emergency preparedness exercise 
rements for state & local govt par tic i pation, per 
30, App E, Section IV. F. 1. 

I, R. W. Federal Emergency Management Agency. 84/06/19. 

iN, E. L. Division of Emergency Preparedness & Engineering 

nse (Post 830103). 3pp. 25130:153. 24X Fiche: 50-267, 84/06/19, 

50169. 


i337 Forwards exercise repts for 820603 it 830610 emergency 
redness exercises u/State of CO it Weld County, CO for 
w. 

;ON,E.H. Region 4, Office of Director. 84/06/21. LEE, 0. R. 
c Service Co. of Colorado. 94pp. 25151:138, 24X 

: 50-267, 84/06/21, 8406260337. 


ranee it indemnity information 


1241 Notifies that util intends to pursue request for exemption 

excess property insurance requirements of 

50. 54(w) ( 1 ) ( ii >, as insurance considered w/o potential 

it & premium burdensome. 

H. L. Public Service Co. of Colorado. 84/05/29. JOHNSON, E. H. 
n 4, Df f ice of Director. 2pp. 24871:088. 24X 

: 30-267, 84/05/29, 8406110241. 


ating license stage documents & correspondence 


>143 Requests that 10-day response deadline re fuel element 
am schedule, per NRC 840511 ltr, be extended to 90 days 
low time for arrangements ui/outside firm. 

IBOURG, D. W. Public Service Co. of Colorado. B4/0S/21. 

(ON, E. H. Region 4, Office of Director. Ip. 24813:362. 24X 

H 50-267, 84/05/21, 8406050143. 


>147 Forwards interim rept re 831215 application to change Tech 
Limiting Condition for Operation 4.1.9, "Core Region 
Rise. " Response to concerns «t proposal contained in 
requested within 30 d^ys of ltr receipt. 

ION, E. H. Region 4, Office of Director. 84/05/23. LEE, 0. R. 
c Service Co. of Colorado. 2pp. 24753:293. 24X 

: 50-267, 04/05/23, 8406010147. 


>10153 "Interim Rept on QRM- Assistance in Evaluating Licensing 
,ue*t - Amend of Fart St Vrain Reactor Tech Spec Limiting 
dition for Operation 4.1.9." 

L, S. J. Oak Ridge National Laboratory. 84/05/09. NRC - No 
ailed Affiliation Given. 5pp. 24753:295. 24X 

he: 50-267, 84/05/23, 8406010147. 


JOHNSON, E. H. Region 4, Office of Director 
Fiche: 50-267, 84/05/25, 84060501 16. 


8406180190 Requests that INPO evaluation rept for 19B3 be con* 
strictly as internal review document & be returned to 
facility when reviews comp 1 e ted, d ue to change in INPO 
release policy. 

WAREMBOURG, D. W. Public Service Co. of Colorado 84/06/01. 

JOHNSON, E. H. Region 4, Office of Director. Ip 24967:261. 

Fiche: 50-267, 84/06/01, 8406180190 


8406120466 Forwards Amend 42 to License DPR-34 & safety evalu. 
Amend revises admin i strat i ve control Tech Specs to 
incorporate reporting requirements of 10CFR50. 72 & 50. 73. 
WAGNER, P.C. Region 4, Office of Director. 04/06/04. LEE, ( 
Public Service Co. of Colorado. 3pp. 24891.075. 24X 

Fiche: 50-267, 84/06/04, 8406120466. 


— 8406120472 Amend 42 to License DPR-34, r evi s ing administrat i' 
Tech Specs to incorporate reporting requirements of 
10CFR50. 72 & 50. 73. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/04. li 
24891:078. 24X Fi ch e : 50-267, 84/06/04, 8406120466. 


— 8406120475 Safety evaluation supporting Amend 42 to License 
* NRC - No Detailed Affiliation Given. 84/06/04. 2pp. 
24891:091. 24X Fi che: 50-267, 84/06/04, 8406120466. 


8406120394 Forwards Amend 43 to License DPR-34 & safety evalu, 
Amend revises Tech Specs by clarifying actions to be taken 
when various instruments inoperable. 

WAGNER, P.C. Region 4, Office of Director. 84/06/05. LEE, I 
Public Service Co. of Colorado. 3pp 24892:337. 24X 

Fiche: 50-267, 84/06/05, 8406120394. 


— 8406120401 Amend 43 to License DPR-34, r evi s ing Tech Specs b 
clarifying actions to be taken when various instruments 
inoperab 1 e. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/05. 1 

24892:340. 24X Fi ch e: 50-267, 84/06/05, 8406120394. 


— 8406120405 Safety evaluation supporting Amend 43 to License 
* Region 4, Office of Director. 84/06/05. 3pp. 24892: 
Fiche: 50-267, 84/06/05, 8406120394. 


8406120197 Requests publication in FR of notice of NSHC deter 
U noticing action re 840510 application for proposed change 
to Tech Specs to modify secondary coolant activity analysis 
requirements. NSHC available in Central Files. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/06. MIL 
Operating Reactors Branch 3. 2pp. 24889:344. 24X 

Fiche: 50-267,84/06/06, 8406120197. 


B406180364 Discusses program for cleanup of reactor bldg keyw 
bldg, access bay fc refueling bay. Program underway on Levels 
1,2 8« 3 of reactor bldg it Level 5 of turbine bldg. Program 
scheduled for completion 841231. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/06/08, 
DENISE, R. P. Region 4, Office of Director. 9pp. 24965:287 
Fiche: 50-267, 84/06/08, 8406180364. 


8406280241 Submits fuel elements program schedule, per 840511 
Evaluation of failure modes of cracked fuel elements 
underway it completed study will be submitted by 840818. Fuel 
element insp program will be submitted by Jul, 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/06/18. 
JOHNSON, E. H. Region 4, Office of Director. Ip. 23193:257 
Fiche: 50-267, 84/06/18, 0406280241. 


8406290530 Requests review of possible issues involving licen 
action re const of new bldg !< continual water ingress 
through c ircul atoT. Meeting should be arranged to discuss 
timely resolution of items. 

EISENHUT, D. G. Division of Licensing. 84/06/25. DENISE, R. 
4, Office of Director. 3pp. 25211:342. 24X Fiche: 30-267, 

8406290530. 


Q. Inspection reports, IE Bulletins & correspondence 


8406030319 Forwards interim licensing contacts for all listens 
activities, per NRC 840109 recommendation in 8ALP rept to 
improve performance in licensing area by centralizing’ 
coordination of licensing issues. 

LEE, 0. R. Public Service Co. of Colorado. 84/05//5. JOHNS 
Region 4, Office of Director. 3pp. 24838:316. '24X 

Fiche: 50-267, 84/05/15, 8406050319. 


> Responds to NRC 840425 ltr re violations noted m IE Insp 
-267/84-01 Corrective actions receiving insp 

;d on purchase orders in nuestion, resulting in 

> of emergency disbursement nonconformance repts 
JRG, D W. Public Service Co of Colorado 84/05/21 

E H. Region 4, Office of Director 6pp 24840 265 24X 

)-267, 84/05/21 , 8406050265. 


1 Forwards IE Insp Rept 50-267/84-13 on 840401-30 No 
>ns or deviations noted 

E. H Region 4, Office of Director 84/03/22 LEE, 0. R. 
Service Co. of Colorado. 2pp 24967.222 24X 

)-267, 84/05/22, 8406180344. 


349 IE Insp Rept 50-267/84-13 on 840401-30 No violations or 
;ions noted. Major areas i nsp ec t ed . op era 1 1 ona 1 safety 
cation. surveillance-refueling/maint, startup from 
.ing & startup testing-refueling. 

•E, G. L. . IRELAND, R.E. Region 4, Office of Director. 

' 17 Upp. 24967:22/1. 24X Fi c h e ; 50-267, 84/05/22, 84061 80344. 

} IE Info Notice 84-39, "Inadvertent Isolation of Containment 
[s. " Svc list end. 

:. L. Division of Emergency Preparedness & Engineering 
! (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ic. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 840523031 9. 


' IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Facility." Svc list end. 

L. Division of Emergency Preparedness & Engineering 
! (Post B30103). 84/05/25. Consolidated Edison Co. of New 

ic 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 84052403 17 


I IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

L. Division of Emergency Preparedness 8< Engineering 
(Post 830103). 84/05/30. Consolidated Edison Co. of New 

ic. 122pp. 24879 342. 24X Fiche : 50-000, 84/03/30, 8405290383 


I IE Info Notice 04-41, "IGSCC in BWR Plants." Svc list end. 

:. L. Division of Emergency Preparedness & Engineering 

(Post 830103). 84/06/01. Consolidated Edison Co. of New 

c. 100pp v 23050:244. 24X Fi c h e : 50-000, 84/06/01 , 8406010423. 

IE Info Notice 84-42, "Equipment Availability for Conditions 
utages Not Covered by Tech Specs." Svc list end. 

. L Division of Emergency Preparedness *< Engineering 
(Post 830103). 84/06/05. Consolidated Edison Co. of New 

c. 120pp. 25050:124. 24X Fi ch e : 50-000, 84/06/05, 8406050012. 


IE Info Notice 84-43, "Storage Handling of Qpthalmic Beta 
n Applicators." Svc list end. 

N. Division of QA, Safeguards & Inspection Programs (Post 
84/06/07. Consolidated Edison Co of New York, Inc. 
5050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


IE Info Notice 84-44, "Environ Qualification Testing of 
os Cables." Svc list end. 

. L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/08. Consolidated Edison Co. of New 

c. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


IE Info Notice 84-45, "Reversed Differential Pressure 
nt Sensing Lines. " Svc list end. 

. L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/11. Consolidated Edison Co. of New 

c. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060801 76, 


IE Info Notice 84-46, "Circuit Breaker Position 
tion. *' Svc list end. 

. L, Division of Emergency Preparedness *< Engineering 
(Post 830103). 84/06/13. Consolidated Edison Co. of New 

c. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


Ack receipt of 840328 ltr informing NRC of steps taken to 
violations noted in IE Insp Rept 50-267/82-04. 
tafcion of corrective actions will be reviewed during 
nsp . 

E. H. Region 4, Office of Director. 84/06/13. LEE, 0. R. 
ervice Co. of Colorado. Ip. 25057:196. 24X 

-267, 04/06/13, 8406210018. 


IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
al Terminal Blocks." Svc list end. 

. L. ’ Division of Emergency Preparedness St Engineering 
(Post 830103). 84/06/15. Consolidated Edison Co. of New 

c. 122pp. 25049:033. 24X Fic he : 50-000, 84/06/ 1 5, 840613031 5. 


8406220205 Responds to 840516 ltr requesting details of propos 
surveillance program Program consists of load cell data St 
visual insps Surveillance started on 840601 . Program 
developed using Reg Guide 1 35 as ref 

WAREMBOURG, D W Public Service Co of Colorado. 84/06/15. 
JOHNSON, E H Region 4, Office of Director. 4pp. 25082:037 
Fiche 50-267. 84/06/15, 8406220205 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti G1 
Valves " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineerir 
Response (Post 830103). 84/06/18 Consolidated Edison Cc 
York, Inc 118pp 25536 043. 24X Fi c h e : 50-000, 84/06/ 1 B, 84 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Gener 
Failure. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineerir 
Response (Post 030103). 84/06/18. Consolidated Edison Co 
York, Inc U8pp 25535:286. 24X Fi c he : 50-000, 84/06/ 18, 84 


8406280241 Submits fuel elements program schedule, per 840511 r 
Evaluation of failure modes of cracked fuel elements 
underway & completed study will be submitted by 840818. Fuel 
element insp program will be submitted by Jul. 

WAREMBOURG, D. W. Public Service Co of Colorado. 04/06/18. 

JOHNSON, E H. Region 4, Office of Director. Ip. 25193:257. 

Fiche: 50-267, 84/06/18, 8406280241 


8406190327 IE Info Notice 84-50, "Clarification of Scope of Q A 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineerir 
Resporse (Post 830103). 84/06/21 Consolidated Edison Co 

York, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/21 , 84C 


8406290022 Forwards SER re steam generator tube insp. No practi 
method exists for examining steam generator tubes. Primary 
coolant moisture monitoring 8< secondary coolant radiation 
monitoring provide adequate leak indication. 

JOHNSON, E H. Region 4, Office of Director. 84/06/22, LEE, 
Public Service Co. of Colorado. 3pp 25211:323. 24X 

Fiche: 50-267, 84/06/22, 8406290022. 


— 8406290028 Safety evaluation re "Superheater Tube Leaks in 
Generators of Fort St Vrain HTGR. " 

* NRC - No Detailed Affiliation Given. 84/06/22. 8pp. 
25211:326. 24X Fiche: 50-267, 04/06/22, 8406290022. 


R. Periodic operating reports & related correspondence 


8406200027 Monthly operating rept for May 1984. W/840615 ltr. 
FULLER, C. , WAREMBOURG, D. Public Service Co. of Colorado. 
9pp. 25047 241. 24X Fi c h e : 50-267, 84/05/31 , 8406200027. 


84062B0465 Forwards rev to "Fort St Vrain Initial Approach to 
Tests ( B-Ser i es ) , " Interim Rept 31 for period ending 840522. 
WAREMBOURG, D. Public Service Co. of Colorado. 84/06/19. 
JOHNSON, E. H Region 4, Office of Director. lp. 25193:057. 
Fiche: 50-267, B4/06/19. 8406280465. 


—8406280468 "Fort St Vrain Initial Approach to Power Tests CE 
Interim Rept 31 for period ending 840522. 

* Public Service Co. of Colorado. 84/06/19. 4pp, 2319S 
24X Fiche: 50-267, 84/06/19, 8406200463. 


S. Reportable occurrences, LERs & related correspondence 


8406110224 Final LER 1 82-048/03X-1 : on 821207, primary coolant tc 
purification cooling water sys leak present in purification 
train B helium purification cooler. Caused by corrosion. 
Cooler rep lac ed. W/B40531 ltr. 

FRYE, D. L. , WAREMBOURG, D. Public Service Co, of Colorado. E 
JOHNSON, E. H. Region 4, Office of Director. 3pp. 24871:03: 
Fiche: 50-267, 84/03/31, 8406110224. 


8406110110 LER 84-006-00: on 840504, high moisture levels detecl 
primary coolant during control rod withdrawal to achieve 
initial Cycle 4 cr i tical i ty. Cause not stated. Dumped steam 
generator lscc recovered w. B40*,C : t- 

NQVACHEK, F. . . UAQL' m 30JR» 5 P.Jbiir Service Co of Coloradc 
84/06/01. .'fc Nl-JN. E. v* Reg i cr &. rf*i?.e t* Director. 6pp. 
24867:092. ?<* ! * i r h e . 50-2n7 04 C6/C) . iJ4061 101 10 


DOCKETED ITEMS 


>-269 OCONEE NUCLEAR STATION, UNIT 1 


Lty, medical, emergency & fire protection plans 


54 Forwards public version of Revs 8 & 9 to crisis mgt plan, 
ssubmitted due to failure to docket initial submittal 
12 release memo. 

, H. B. Duke Power Co. 84/04/16. RecoTd Services Branch 
ent Control Desk). 3pp. 25067:001. 24X Fic he : 50-000, 

16, 8406200354 


0360 Public version of Rev 8 to crisis mgt plan. 

ER.R.M , VAUGHN, T. S. Duke Power Co. 83/03/04. 102pp. 

7:003. 24X Fi c h e : 50-000, 84/04/16, 8406200354 


0370 Public version of Rev 9 to crisis mgt plan. 

ER,R.M. , VAUGHN, T. S. Duke Power Co. 83/06/06. 108pp. 

7:105. 24X Fi ch e : 50-000, 84/04/16, 8406200354. 


57 Forwards public version of Rev B4-1 to emergency plan & 
d plan implementing pr ocedur es, inc 1 ud ing emergency 
one numbers & HP/1 /A/1 009/17 re post-accident 
nment air sampling sys. 

, H. B. Duke Power Co. 84/04/30. 0 'REILLY, J. P. Region 2, 

of Director. 2pp. 25048:034. 24X Fi ch e: 50-269, 84/04/30, 

3557. 


3562 Public version of Rev Q4-1 to emergency plan. 

IAN, M. S. Duke Power Co. 84/03/26. 42pp. 25048:036. 24X 

e: 50-269, 84/04/30, 8406190557. 


3570 Public version of revised emergency plan implementing 
edures, includ ing emergency telephone numbers & 

/A/1009/17, "Operating Procedure for Post-Accident 
ainment Air Sampling Sys." 

MAN, M. S. Duke Power Co. 84/03/23. 101pp. 25048:077. 24X 

e: 50-269, 84/04/30, 8406190557 


74 Rev 12 to "Crisis Mgt Plan." W/840517 ltr. 

, T. S. Duke Power Co 84/04/30. 111pp. 25212:003. 24X 

50-000, 84/04/30, 8406290074. 


3067 Releases public version of util emergency plan 
nentation. 

3N, J. M. Division of Rules and Records. 84/06/25. Document 
gement Branch. 2pp. 25212:001. 24X Fiche: 50-000, 84/04/30, 

290074. 


75 Forwards public version of crisis mgt implementing 
jres, includ ing Rev 8 to 5.3.1 re recovery manager & 
ate staff group plan.W/JM Felton 840612 release memo. 

. H. B. Duke Power Co. 84/05/21. 0 'REILLY, J. P. Region 2, 

of Director. 4pp. 25067:219. 24X Fiche: 50-000, 84/05/21, 

3375. 


3381 Public version of revs to crisis mgt implementing 
edures, incl uding Rev 8 to 5.3.1 re recovery manager & 
Jiate staff group plan. 

jke Power Co. 84/04/30. 133pp. 25067:222. 24X 

e: 50-000, 84/05/21, B406200375. 


f>2 Forwards exercise rept of joint offsite radiological 
icy preparedness exercise conducted on 830406. Sc h e d u 1 e 
'active action unnecessary. 

1. W. Federal Emergency Management Agency. 84/06/19. 

E. L. Division of Emergency Preparedness & Engineering 
se CPost 830103). Ip. 25119:177. 24X Fiche: 50-269, 84/06/19. 

3262. 


3268 "Oconee Nuclear Power Plant Full-Scale Local Exercise 
jcted on 830406," final rept. 

ederal Emergency Management Agency. 83/04/25. 31pp. 

?: 178. 24X Fi c he : 50-269, 84/06/19, 8406250262. 


ial information 


73 Forwards NP Morrow 840614 statement re available sources of 
to satisfy liability per 10CFR140. 21 , annua 1 financial 
ir 1983 it financial forecast for 1984-86. 

H. B. Duke Power Co. 84/06/20. DENTON, H. R. Office of 
' Reactor Regulation, Director. 27pp. 25176:177. 24X 

50-000, 84/06/20, 8406270173. 


P. Operating license stage documents b correspondence 


8406050327 Application to amend Licenses DPR-38, DPR-47 S, DPR 
permit onsite disposal of low level radwaste in 3-ft 
trenches No license fee required 

TUCKER, H B Duke Power Co 84/05/29 DENTON, H R. Of fic 
Nuclear Reactor Regulation, Director STOLZ.J F Licensi 
4. 17pp. 24818 343. 24X F i c he : 50-269, 84/05/29, 840605032 


8406200440 Forwards safety evaluation re util response to NU 
Item II K 2 13, "Th ermal -Mec h ani ca 1 Rept " Info adequately 
demonstrates vessel integrity ma i n ta ined . NUREG-0737 
requirements sa t i s f i ed . 1 1 em complete. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/06/06 T 
Duke Power Co. 11pp. 25068.118. 24X Fi c h e : 50-269, 84/06/ 
84062004 40. 

8406200473 Notification of 840615 meeting w/util & Franklin , 
Ctr in Bethesda,MD to discuss proposed confirmatory testin 
program on arching action of masonry walls. 

NICOLARAS, H. Operating Reactors Branch 4. 84/06/12. STO: 

Operating Reactors Branch 4. 2pp. 25065:359. 24X 

Fiche: 50-269, 84/06/12, 8406200475. 


8406220215 Forwards nonproprietary it proprietary "Rept on Du 
Westinghouse Spent Nuclear Fuel Rod Con so 1 i dat i on 
Demonstration" it Westinghouse 840503 application for 
withholding (ref 10CFR2. 790). 

TUCKER, H. B. Duke Power Co. 04/06/12 DENTON, H. R Of fic 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operati 
Branch 4. 2pp. 25081:007. 24X Fi ch e : 50-269, 84/06/12, 840. 


— 8406220227 Requests withholding of proprietary spent fuel 
rept (ref 10CFR2. 790 ) . Af f i davi t end. 

WIESENANN, R. A. Westinghouse Electric Corp. 84/05/03. 

Office of Nuclear Reactor Regulation, Director. 7pp. 
24X Fiche: 50-269, 84/06/12, 8406220215. 


— 8406220233 Nonpr opr i e tar y "Duke/Westinghouse Spent Nuclear 
Consolidation Demonstration." 

* Duke Power Co. * Westinghouse Electric Corp. 83/09 
25081:018. 24X Fi c he : 50-269, 84/06/ 12, 840622021 5. 


G. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of C 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineer 
Response (Post 830103). 84/05/25. Consolidated Edison 

York, Inc. 124pp. 24861:201. 24X Fi che 50-000, 84/05/25, 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argent 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineer 
Response (Post 830103). 84/05/25. Consolidated Edison 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses " S 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness it Engineer 
Response (Post S30103). 84/05/30. Consolidated Edison 

York, Inc. 122pp. 24879:342. 24X Fi c h e ; 50-000, 84/05/30, 


8406010423 IE Info Notice 84-41, “IGSCC in BWR Plants." Svc 
JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/01. Consolidated Edison 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 

8406050012 IE Info Notice 84-42, "Equipment Availability for 
During Outages Not Covered by Tech Specs." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/05. Consolidated Edison 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 


B406050350 IE Info Notice 84-43, "Stor’age it Handling of Qpth 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Progra 
830103). 84/06/07. Consolidated Edison Co. of New York 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Test 
Rockbestos Cables." Svc list end, 

JORDAN, E L. Division of Emergency Preparedness it Engineer 
Response (Post 830103), 04/06/08. Consolidated Edison. 
York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 


8406080176 IE Info Notice 84-45, "Reversed Differential Pres 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 030103). B4/06/11. Consolidated Edison 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 


DOCKETED ITEMS 


£ Info Notice 84-46- "Circuit Breaker Position 
on " Svc list encl. 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/06/13 Consolidated Edison Co. of New 

119pp. 25049 154. 24X F i c h e : 50-000, 84 /06/ 1 3, 8406080 1 73 


E Info Notice 84-47, "Environ Qua 1 i f i ca t i on Tests of 
Terminal Blocks." Svc list encl. 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/06/15 Consolidated Edison Co. of New 

122pp. 25049.033. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406 1 303 1 3 

E Info Notice 84-40, "Failures of Rockwell Inti ©lobe 
ivc list encl. 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/06/18. Consolidated Edison Co of New 

118pp. 25536:043. 24X Fi c h e 50-000, 84/06/ 1 S, 8406180353 


E Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Svc list encl. 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/06/18. Consolidated Edison Co. of New 

118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 10, 8406180360 


E Info Notice 84-50, "Clarification of Scope of QA Programs 
ort Packages Pursuant to 10CFR50, App B. " Svc list 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/06/21 Consolidated Edison Co. of New 

63pp. 25535:041. 24X Fi C h e : 50-000, 84/06/2 1 , 84061 90327. 


operating reports & related correspondence 


lonthly operating repts for May 1984. W/840615 ltr. 
t, , TUCKER i H. B. Duke Power Co. 84/05/31. 17pp 

24 X Fiche: 50-269, 84/05/31, 8406190157, 


e occurrences, LERs V. related correspondence 


•reliminary draft "Evaluation of Control Sys Failures 
i RCS Overcooling in Oconee 1 Power Plant. " 

1692, "Possible Modes of Steam Generator Overfill 
From Control Sys Malfunctions..." encl. 

F. Science Applications, Inc. FIN B-0467. 84/04/24. 

Nuclear Regulatory Research, Director. 590pp. 25172:001. 

30-269, 84/04/24, 8406270390. 


\ Draft "Oconee-1 AC Electrical Distribution Control k 
on Design Features. " 

t. E. Oak Ridge National Laboratory. 84/03/29. 18pp. 

11, 24X Fiche: 50-269, 84/04/24, 0406270390. 


> "Final Rept:Failure Modes & Effects Analysis of Integrated 
Sys/Non-Nuclear Instrumentation Electric Power 
ition Circuitry, " Vol 1 - Main Rept & Vol 2 - 

ice Applications, Inc. 84/03/31. 250pp. 25172: 169. 24X 

>-269, 84/04/24, 8406270390. 


> "Failure Modes & Effects Analysis for Oconee 1 Nuclear Power 
Makeup 8< Purification Sys. " 

ice Applications, Inc, 1-147-08-492-00. 83/10/20. 162pp. 

,0. 24X Fiche: 50-269, 84/04/24, 0406270390. 


Ipdated R0-269/83-20 submitted on 840111 re two CRD breakers 
ng delay during testing. GE will ship CRD breaker 
te assemblies on 840514. Ins ta 1 la t i on will be 
in all three units by 840731. 

I. Duke Power Co. 04/04/30. 0 'REILLY, J, P, Region 2, 

Director. Ip. 24980:267. 24X Fi c h e : 50-269, 84/04/30, 


ic k receipt of 040529 ltr notifying of QA problems w/HVAC 
mfg by Bahnson Co, Equipment will be reviewed to 
def ic iencies, inc lud ing Catawba & Oconee air 
ini t«, 

Duke Power Co. 84/06/08. DEYOUNG, R. C. Director's Office, 
Inspection and Enforcement. Ip. 24913: 106. 24X 

>00, 84/06/OB, 8406130137. 


.ER 84-002-00: on 840512, reactor trip initiated by reactor 
i sys when high RCS pressure setpoint reached, 
key selector switch fc reactor coolant outlet temp 
ur». Relay rep laced . W/84061 1 ltr. 

, TUCKER, H. B. Duke Power Co. 84/06/11. 4pp. 24985:264. 
50-269, 04/06/11, 8406190412. 


X Onsite Storage of Low Level Waste 


8406050327 Application to amend Licenses DPR-38, DPR-47 & DPR-55 1 
permit onsite disposal of low level radwaste in 3-ft 
trenches No license fee required. 

TUCKER, H S Duke Power Co 84/05/29. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 17pp 24818:343. 24X 

Fiche: 50-269, 84/05/29, B406050327 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & five protection plans 


8406200354 Forwards public version of Revs B & 9 to crisis mgt p] 
Revs resubmitted due to failure to docket initial submittal. 
W/840612 release memo. 

TUCKER, H. B Duke Power Co. 84/04/16. Record Services Branc 
(Document Control Desk). 3pp. 25067:001. 24X Fiche: 50-000, 

84/04/16, 8406200354. 


— 0406200360 Public version of Rev 8 to crisis mgt plan. 

GLOVER, R. M. , VAUGHN, T. S. Duke Power Co. 83/03/04. 102pp. 

25067:003. 24X Fi ch e : 50-000, 84/04/16, 8406200354. 


— 8406200370 Public version of Rev 9 to crisis mgt plan. 

GLOVER, R. M. , VAUGHN, T. S. Duke Power Co. 83/06/06, 108pp. 

25067.105. 24X Fi ch e : 50-000, 84/04/16, 8406200354. 


8406190557 Forwards public version of Rev 84-1 to emergency plan 
revised plan implementing pr oc ed ur es, inc 1 ud i ng emergency 
telephone numbers & HP/l /A/ 1 009/ 17 re post-accident 
containment air sampling sys. 

TUCKER, H. 0. Duke Power Co. 84/04/30. 0 'REILLY, J. P. Region 1 

Office of Director. 2pp. 25048:034. 24X Fi c h e : 50-269, 84/04/i 

8406190557. 


— 8406190562 Public version of Rev 84-1 to emergency plan. 

TUCKMAN, M. S. Duke Power Co. 84/03/26. 42pp. 25048:036. i 

Fiche: 50-269, 84/04/30, B406190557. 


- -0406 190 570 Public version of revised emergency plan implement!! 
procedures, including emergency telephone numbers fc 
HP/ 1 /A/ 1009/ 17, "Operating Procedure for Post-Accident 
Containment Air Sampling Sys. " 

TUCKMAN, M. S. Duke Power Co. 04/03/23. 101pp. 25048:077. 

Fiche: 50-269, 84/04/30, 0406190557. 


8406290074 Rev 12 to "Crisis Mgt Plan. " W/840517 ltr. 

VAUGHN, T. S. Duke Power Co. 84/04/30. 111pp. 25212:003. 24) 

Fiche: 50-000, 84/04/30, 8406290074. 


— 8406290067 Releases public version of util emergency plan 
documentation. 

FELTON, U. M. Division of Rules and Records. 84/06/25. Do< 
Management Branch. 2pp. 25212:001. 24X Fiche: 50-000, 84/04, 
0406290074. 


8406200375 Forwards public version of crisis mgt implementing 
procedures, inc luding Rev 8 to 5.3.1 re recovery manager & 
immediate staff group plan.W/JM Felton 840612 release memo. 
TUCKER, H. B. Duke Power Co. 84/05/21. 0 'REILLY, J. P. Region I 

Office of Director. 4pp. 25067:219. 24X Fiche: 50-000, 84/05/) 

8406200375* 

— 8406200381 Public version of revs to crisis mgt implementing 
procedures, including Rev 8 to 5. 3. 1 re recovery manager & 
immediate staff group plan. 

* Duke Power Co. 84/04/30. 133pp. 25067:222. 24X 

Fiche: 50-000, 84/05/21, 8406200375. 


8406250262 Forwards exercise rept of joint offsite radiological 
emergency preparedness exercise conducted on 830406, Sc h ed u 1 * 
of corrective action unnecessary. 

KRIMM, R.W, Federal Emergency Management Agency. 84/06/19. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), lp. 25119:177. 24X Fiche: 50-269, 84/ 

8406250262, 


— 8406250268 "Oconee Nuclear Power Plant Full-Scale Local Exerci 
Conducted on 830406," final rept. 

* Federal Emergency Management Agency. 83/04/25, 31pp. 

25119:178. 24X Fi che: 50-269, 84/06/19, 8406250262. 


rial information 


73 Forward s NP Morrow 840614 statement re available sources of 
to satisfy liability per 10CFR140. 21, annual financial 
or 1983 & financial forecast for 1984-96 

, H. B. Duke Power Co. 84/06/20. DENTON, H. R. Office of 
r Reactor Regulation, Director. 17pp. 25176 177. 24X 

50-000, 84/06/20, 8406270173. 


ting license stage documents it correspondence 


84060B0 176 IE Info Notice 84-45, “Reversed Differential Pres 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness «< Engineer 
Response (Post 830103). 84/06/11 Consolidated Edison 

York, Inc I23pp 25049 001 24X Fi c h e 50-000, 84/06/ 11 , 


"Circuit Breaker Position 


8406080173 IE Info Notice 84-46, 

Verification " Svc list encl 
JORDAN, E. L. Division of Emergency Preparedness .v Engineer 
Response (Post 830103). 

York, Inc 119pp. 


84/06/13. Consolidated Edison 
25049 154. 24X Fiche 50-000,84/06/13, 


27 Application to amend Licenses DPR-3B, DPR-47 & DPR-55 to 
onsite disposal of low level radwaste in 3-ft 
es. No license fee required. 

, H. B. Duke Power Co. 84/05/29. DENTON, H R. Office of 
r Reactor Regulation, Director STOLZ, J. F. Licensing Branch 
pp. 24818:343. 24X Fi che: 50-269, 84/05/29, B406050327. 


40 Forwards safety evaluation re util response to NUREG-0737, 

I K. 2. 13, "Thermal-Mechanical Rept. " Info adequately 
trates vessel integrity maintained. NUREG-0737 
ements satisfied. Item complete. 

ARK, G. W. Operating Reactors Branch 4. 84/06/06. TUCKER, H. B. 

ower Co. llpp. 25068:118. 24X Fich e: 50-269, 84/06/06, 

0440. 


75 Notification of 840615 meeting w/util & Franklin Research 
3ethesda,M0 to discuss proposed confirmatory testing 
m on arching action of masonry walls. 

RAS, H. Operating Reactors Branch 4. 84/06/12. STOLZ, J, F. 

ing Reactors Branch 4. 2pp. 25065:359. 24X 

50-269, 84/06/12, 8406200475. 


15 Forwards nonproprietary *«. proprietary "Rept on Duke/ 
ghouse Spent Nuclear Fuel Rod Consolidation 
tration" it Westinghouse B40503 application for 
iding (ref 10CFR2. 790). 

, H. B. Duke Power Co. 84/06/12. DENTON, H. R. Office of 
r Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
4. 2pp. 250B1 : 007. 24X Fiche • 50-269, 84/06/12, 8406220215. 


D233 Nonproprietary "Duke/Westinghouse Spent Nuclear Fuel Rod 
olidation Demonstration. " 

uke Power Co. * Westinghouse Electric Corp. 83/09/30. 68pp. 

B1 : 018. 24 X Fiche: 50-269, 84/06/12, 8406220215. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 1 f i cat ion Test 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineer 
Response (Post 830103). 84/06/15. Consolidated Edison 

York. Inc. 122pp. 25049 033. 24X Fi c he 30-000, 84/06/ 15, 

8406180353 IE Info Notice B4-48, “Failure® of Rockwell Inti 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness t». Engineer 
Response (Post 830103). 84/06/18. Consolidated Edison 

York, Inc. 118pp. 25536.043. 24X F i c h e : 30-000, 04/06/ 18, 

8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Gen 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineer 
Response (Post 830103). 84/06/18 Consolidated Edison 

York, Inc. 118pp. 23535.286. 24X Fi c he : 30-000, 84/06/ 1 8, 


B406190327 IE Info Notice 84-50, "Clarification of Scope of 
for Transport Packages Pursuant to 10CFR30, App Q. " Svc lis 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/21. Consolidated Edison 

York, Inc. 63pp. 25535:041. 24X Fic h e 30-000, 84/06/21 , 8 


R. Periodic operating reports & related correspondence 


8406190157 Monthly operating repts for May 1984, W/840613 ltr 
REAVIS, J. A. , TUCKER, H. B. Duke Power Co. 84/03/31. 17pp. 

24979:119. 24X Fi c h e : 50-269, 84/03/31 , 8406 1 901 57. 


S. Reportable occurrences, LERs it related correspondence 


ction reports, IE Bulletins & correspondence 


19 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Bys. " Svc list encl. 

, E. L. Division of Emergency Preparedness St Engineering 
se (Post 830103). 84/05/25. Consolidated Edison Co. of New 

Inc. 124pp. 24861:201. 24X Fi c h e : 30-000, 84/05/25, 0405230319. 


17 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
a) Facility." Svc list encl. 

, E. L. Division of Emergency Preparedness it Engineering 
se (Post 830103). 84/05/25. Consolidated Edison Co. of New 

Inc. 127pp. 24880:103. 24X Fiche : 50-000, 84/05/23, 8403240317. 


B3 IE Info Notice 84-40, "Emergency Worker Doses. 11 Svc list 

, E. L. Division of Emergency Preparedness it Engineering 
se (Post 930103). 84/05/30. Consolidated Edison Co. of New 

Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 8403290383. 


23 IE Info Notice 84-41, "IGSCC m BWR Plants." Svc list encl. 

, E. L. Division of Emergency Preparedness t>. Engineering 
se (Post 830103). 84/06/01. Consolidated Edison Co. of New 

Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


12 IE Info Notice 84-42, "Equipment Availability for Conditions 
Outages Not Covered by Tech Specs." Svc list encl. 

, E. L. Division of Emergency Preparedness it Engineering 
se (Post 030103). 84/06/05. Consolidated Edison Co. of New 

Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/03, 8406050012. 


50 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
ion Applicators. " Svc list encl. 

J, N. Division of OA, Safeguards & Inspection Programs (Post 
>. 84/06/07. Consolidated Edison Co. of New York, Inc, 

25050: 032. 24X Fiche: 50-000, 84/06/07, 0406050330. 


8406130137 Ac k receipt of 840529 ltr notifying of GA problem 
equipment mfg by Bahnson Co. Equipment will be reviewed to 
determine d ef i c i enc i es, in c 1 ud ing Catawba it Oconee air 
handling units. 

LEE, W, S. Duke Power Co. 84/06/08. DEYOUNG, R. C. Directo 
Office of Inspection and Enforcement. Ip 24913: 106 24 

Fiche: 30-000, 84/06/08, 8406130137. 


X. Onsite Storage of Low Level Waste 


8406030327 Application to amend Licenses DPR-38, DPR-47 it DPR 
permit onsite disposal of low level radwaste in 3-ft 
trenches. No license fee required. 

TUCKER, H, B. Duke Power Co. 84/05/29. DENTON, H. R. Of fic 
Nuclear Reactor Regulation, Director. 17pp. 24818:343. 

Fiche: 50-269, 84/05/29, 8406030327. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency it fire protection plans 


8406030420 Requests exemption from 10CFR30,App E requirement 
include participation by state it local govts in annual 
emergency preparedness e x ere i se. State of VT withdrew on 
B40330 but participated in Sept 1983 exercise. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/03/29. 
EISENHUT, D. ©. Division of Licensing. App. 24804:319. 2 

Fiche; 50-271, 84/03/29, 8406050420. 


8406180304 Notifies of extension to schedule for completing 
assessment of Reg Guide 1.97, Suppl 1 to NUREG-0737, re 
emergency response f ac i 1 i t i e s, per 830419 1 tr . Ex tens ion 
reflects need to concentrate on 1984 refueling outage. 
MURPHY, W, P. Vermont Yankee Nuclear Power Corp. 84/06/12. 
VA5BALLD, D. B. Operating Reactors Branch 2. 2pp. 24961:1 
Fiche: 50-271, 84/06/12, 8406180304. 


36 IE Info Notice 84-44, "Environ Qua 1 if i cation Testing of 
stos Cables, " Svc list encl. 

, E. L. Division of Emergency Preparedness Engineering 
se (Post 030103). 84/06/08. Consolidated Edison Co, of New 

Inc. 120pp. 25049:273. 24X Fich e : 50-000, 84/06/08, 8406060336. 


8406260098 Forwards order confirming licensee 030419 commitm 
emergency response capability. 

VAS8ALL0, D. B. Operating Reactors Branch 2. 84/06/12. SI 

Vermont Yankee Nuclear Power Corp. 2pp, 23157: 198. 24X 

Fiche: 50-271 , 84/06/12, 8406260098. 


DOS'S. 


247 Forwards “Joint State & Local Radiological Emergency 
nse Exercise for Vermont Yankee Nuclear Power Plant," 
exercise assessment 

>R.W. j Federal Emergency Management Agency 84/06/19 

N, E. L) Division of Emergency Preparedness Zt Engineering 

nse (Post 030103). 7pp. 25119 290 24X Fiche 50-271,84/06/19, 

30247 


50248 “Joint State & Local Radiological Emergency Response 
rcise for Vermont Yankee Nuclear Power Plant," final 
rcise assessment. 

Federal Emergency Management Agency. 03/09/21 104pp. 

19.297. 24X Fiche. 50-271, B4/06/19, 8406250247. 


dicatory correspondence 


481 Order extending time util 840615 for Commission to act to 
u/ Director's Decision DD-84-10. Served on 840601. 

» S. J. Office of the Secretary of the Commission. DSB 407. 

/3 1 . Commissioners. Ip 24842:088. 24X 

: 50-271, 84/05/31, 0406050481. 


441 Order extending time until 840622 for Commission to act to 
n Director's Decision DD-84-10. Served on B40618. 

, S. J. Office of the Secretary of the Commission. DSB 711. 

/IS. Commissioners. Ip. 24978:170. 24X 

: 50-271, 84/06/15, 8406180441. 


139 Order extending time until 840629 for Commission to act to 
if Director's Decision DD-84-10 Served on 840625. 

1 S. J. Office of the Secretary of the Commission. DSB 867. 

/22. Commissioners. Ip. 25141:263. 24X 

: 50-271, B4/06/22, 8406260139. 


icial information 


JO 7 Forwards “Ohio Edison Annual Rept,1983, " "Toledo Edison Co 
Annual Rept," “Duquesne Light Co Annual Rept, 1983" & 
fland Electric Illuminating Co 1983 Annual Rept. " 

/ER»E. J. Duq,uesne Light Co. 84/05/22. DENTON, H. R. Office of 
ir Reactor Regulation, Director. 2pp. 24710:024. 24X 

50-000, 84/03/22, 8405290307. 


P0310 "Ohio Edison Annual Rept, 1983. " 

:R8, J. T. Ohio Edison Co. 83/12/31. 44pp. 24710:026. 24X 

ie: 30-000, 84/03/22, 8405290307. 


>0320 "Duquesne Light Co Annual Rept, 1983. " 

1UR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710:094. 24X 

ie: 30-000, 04/05/22, 8405290307. 


>0323 "Cleveland Electric Illuminating Co 1983 Annual Rept." 
I, R.M. , WILLIAMS, H L. , MILLER, R. A. Cleveland Electric 
iminating Co. 83/12/31. 43pp. 24710: 134. 24X 

e: 30-000, 84/03/22, 8405290307. 


iting license stage documents & correspondence 


06 Partial response to FOIA request for documents re NRC 
on to offer opportunity for prior hearing on proposed 
nds for 11 nuclear reac tors, a 1 lowing operation w/one 
ulation loop out of svc. Forwards App A documents. 

I, J. M, Division of Rules and Records. 84/03/19. BELL, N. 
r Information & Resource Service. 11pp. 24851:003. 24X 

30-000, 84/03/19. 8406070106. 


0191 Submits info for project managers re status of BWR single 
operation review. GE advises that ECCS analysis 
idered no longer valid St must be redone. Comp 1 et i on of 
ew awaits receipt of corrected ECCS analysis, 

, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. R. 
stant Director for Operating Reactor Projects (Pre 791030). 
24832:022, 24X Fi c h e : 50-000, 84/03/1 9, 8406070106. 


48 Informs that NRC will not act upon application for relief 
•combiner capability requirements per 10CFR50. 44< c ) < 3) 
ince Generic Ltr 84-09 contains required guidance. 

LCD, D, B. Operating Reactors Branch 2, 84/03/22. SINCLAIR, J. B. 

nt Yankee Nuclear Power Corp. 2pp. 24669:343. 24X 

30—271, 04/03/22, 8406060348. 


VASSALLO, D B. Operating Reactors Branch 2. 84/05/22. 

Vermont Yankee Nuclear Power Corp 3pp. 24669*321 
F i c h e : 50-271 , 84/05/22, 8406060360 


8406060365 Safety evaluation re containment vent valve « 
b V lldup ° f c onta inment pressure in event of 
DBA/LOCA Info adequately demonstrates ability of valv< 
close 

* Office of Nuclear Reactor Regulation, Director 
24669.324 24X Fi c h e . 50-271, 84/05/22, 8406060360. 


8406050416 Requests exemption from 10CFR50. 71 re submitta 
update to FSAR. Update due by 840720 but extension to 
841130 needed to include 1984 refueling outage info. 
MURPHY, W P Vermont Yankee Nuclear Power Corp 84/05/: 
DENTON, H. R. Office of Nuclear Reactor Regulation, Direi 
24845:140. 24X Fi ch e : 50-271 , B4/05/30, 840605041 6. 


8406200402 Forwards request for add 1 info re environ qual 
safety-related equipment, per 840418 meeting. Response 
requested by 840630. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/31, 

Vermont Yankee Nuclear Power Corp. 4pp. 25069:110 I 
Fiche: 50-271 , 84/05/31, 8406200402. 


B40612021 1 Application for amend to License DPR-28, revi s i i 
to provide addl clarifications for certain limiting 
conditions for operation Sc definitions. 

HUNTER, D Vermont Yankee Nuclear Power Corp. 84/06/05. 
EISENHUT, D.G Division of Licensing. 4pp. 24889 346 
Fiche: 50-271, 84/06/05, 8406120211. 


■8406120219 Proposed Tech Spec providing add 1 clarificat 
definition of operable, limiting conditions for operat 
& surveillance requirements. 

* Vermont Yankee Nuclear Power Corp. 84/06/05. 2pp. 

24 X Fiche: 50-271, 04/06/05, 8406120211. 


8406250174 Requests no t i f ica t i on, wi th in 45 days of ltr re' 
analyses performed utilizing methodology not previously 
approved in NUREG-0661 in determining setpoint logic ch. 
needed to reduce water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. 

Vermont Yankee Nuclear Power Corp. 3pp. 25138:356. I 
Fiche: 50-271, B4/06/13, 8406250174. 


8406250155 Application for amend License DPR-28, proposing 
changes for surveillance requirements Sc limiting condit 
for operation re standby gas treatment sys. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/ 
EISENHUT, D. G. Division of Licensing. 3pp. 25130:076. 
Fiche: 50-271, 84/06/15, 8406250155. 


— 8406250160 Proposed Tech Spec changes for surveillance ’ 
limiting conditions for operation re standby gas trea 
sys. 

* Vermont Yankee Nuclear Power Corp. 84/06/15. ip. 
24 X Fiche: 50-271 , 84/06/ 15, 8406250155. 


Q. Inspection reports, IE Bulletins it correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation o 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engin 
Response (Post 830103). 84/05/25. Consolidated Edis 
York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/ 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Arg 
Critical Facility.” Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engin 
Response (Post 830103). 84/05/25. Consolidated Edis 
York, Inc. 127pp. 24BB0: 103. 24X Fi ch e: 50-000, 84/05/ 


8405290303 IE Info Notice 84-40, "Emergency Worker Doses, 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engin 
Response (Post 830103). 84/05/30. Consolidated Edis 
York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/03/ 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." S 
JORDAN, E. L. Division of Emergency Preparedness Sc Engin 
Response (Post 830103). 84/06/01. Consolidated Edis 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/ 


)012 IE Info Notice 84-42. "Equipment Availability for Conditions 
ig Outages Nat Covered by Tech Specs." Svc list encl. 

\N, E L. Divisipn of Emergency Preparedness & Engineering 
inse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

Inc. 120pp. 25050.124. 24X Fiche. 50-000, 84/06/05, 8406050012 


1093 Compares existing BWR stainless steel piping reinsp 
ram against NRC r ec onmen da tions in Generic Ltr 84-11. 

"am meets technical cr i ter ia. Add I info in support of NRC 
sw of adequacy of weld overlays for second cycle encl. 

ZRi D. Vermont Yankee Nuclear Power Corp. 84/06/05- 

M-LO. D, B. Operating Reactors Branch 2. 5pp. 24888:192. 24X 

i : 50-271. 84/06/05. 8406120093. 


)375 Forwards IE Insp Rept 50-271/84-09 on 840430-0504. No 
itions observed. 

[N» T. T. Division of Engineering & Technical Programs. 84/06/06. 

’HY, W. P. Vermont Yankee Nuclear Power Corp. 2pp 25152:092 
r iche: 50-271. 84/06/06. 8406260375. 


’60382 IE Insp Rept 50-271/84-09 on 840430-0504. No noncompliance 
>nt i f ied. Ma jor areas inspected : testing program, precrit ical 
.ts t* power ascension tests. 

I. PC., BETTENHAUSEN, L. Region 1. Office of Director. 84/03/31. 
p. 25152:094. 24X Fiche: 50-271. 84/06/06. 8406260375. 


>350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
tion Applicators." Svc list encl. 

J. N. Division of GA, Safeguards & Inspection Programs (Post 
>3). 84/06/07. Consolidated Edison Co. of New York, Inc. 

25030: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


'336 IE Info Notice 84-44, "Environ Goal i f i cat i on Testing of 
estos Cables. " Svc list encl. 

iN, E. L. Division of Emergency Preparedness & Engineering 
nse (Post 830103). 84/06/08 Consolidated Edison Co. of New 

Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


251 Forwards IE Insp Rept 50-271/84-08 on 840403-0507 it notice 
elation. 

STECKI,R. Division of Project & Resident Programs. 84/06/08. 
Y» W. P. Vermont Yankee Nuclear Power Corp. 2pp. 23149:283. 
iche; 30-271 , B4/06/08, B406260251. 


60234 Notice of violation from insp on 840403-0507. 

Region 1, Office of Director. 84/06/0B. 2p p . 25149:285. 24X 

he: 30-271, 84/06/00, 0406260231. 


60261 IE Insp Rept 50-271/B4-08 on 840403-0507. Violat ions noted: 
perability of HPCl sys it 123-volt dc sys distribution 
cults uncontrolled. 

MONO, W. J. , GALLO, R. M. Region 1, Office of Director. 84/06/04. 
p. 23149: 207. 24X Fi c h e : 50-271 , 84/06/09, 8406260231 . 


176 IE Info Notice 84-45, "Reversed Differential Pressure 
ument Sensing Lines. " Svc list encl. 

4, E. L. Division of Emergency Preparedness %>. Engineering 
nse (Post B30103). 84/06/11. Consolidated Edison Co. of New 

Inc. 123pp. 23049:001. 24X Fie he: 50-000, 84/06/1 1, B406080176. 


L73 IE Info Notice 84-46, "Circuit Breaker Position 
Ication. " Svc list encl. 

d, E. L, Division of Emergency Preparedness it Engineering 
nse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

Inc. 119pp. 23049:134. 24X Fiche: 50-000, 84/06/13, 8406080173. 


315 IE Info Notice 84-47, "Environ Qual if i cation Tests of 
rical Terminal Blocks." Svc list end, 

4, E. L. Division of Emergency Preparedness & Engineering 
isa (Post 330103). 04/06/15. Consolidated Edison Co. of New 

Inc. 122pp. 25049:033. 24X Fi che : 50-000, 84/06/ 1 5, 840613031 5. 


329 Ac k receipt of 840501 ltr informing NRC of steps taken to 
:t violations noted in IE Insp Rept 50-271/83-22. 
sd implementation date for Maint Procedure AP 0021 
table. 

4, T. T. Region 1, Office of Director. 84/06/15. MURPHY, W. P. 
it Yankee Nuclear Power Corp. 2pp. 25117:344. 24X 

50-271,84/06/15,8406250329. 


J0331 Responds to NRC 830930 ltr re violations noted in IE Insp 
t 30-271/03-22. Corrective actions; Maint Request Procedure 
5021 revised. Date for implementation extended to 841101 
illow retraining. 

J HY, W. P. Vermont Yankee Nuclear Power Corp. BA/05/01, 
riN, T. T. Division of Engineering Si Technical Programs. 2pp. 

L7: 346. 24X Fiche: 30-271, B4/06/15, 8406250329. 


8406180353 IE Info Notice 84-48. "Failures of Rockwell Inti 
Valves. " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engine© 
Response (Post 030103). 84/06/18 Consolidated Edison 
York, Inc U8pp. 25536 1 043 24X F i c h e 50-000, 84/06/ 1 6 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Ge - 
Failure. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness i>. Engines' 
Response (Post 830103). 84/06/18 Consolidated Edison 
York, Inc. 118pp. 25535:286 24X Fiche - 50-000, 84/06/ 1 8< 


8406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of 
for Transport Packages Pursuant to 10CFR50, App B " Svc li* 
encl. 

JORDAN, E L. Division of Emergency Preparedness S>. EngineeT 
Response (Post 830103). 84/06/21. Consolidated Edison 

York, Inc. 63pp. 25535:041. ?4X Fic h e : 50-000, 84/06/2 1 , E 


R. Periodic operating reports it related correspondence 


8406150004 Monthly operating rept for May 1984. W/S40610 ltr. 
BURGER, F. J. i MURPHY, W. P. Vermont Yankee Nuclear Power Cor 
34/05/31. 7pp. 24943:074. 24X Fiche: 50-271, 84/05/31, 84C 


S. Reportable occurrences, LER s & related correspondence 


8406120177 LER 84-006-00: on 840508, d ur ing normal operation, t 
instruments 16-19-46A It 16-19-46B discovered reading high. 
Caused by hot slug of demineralizer water. Instrument ref 
legs ref i 1 led. W/S40605 ltr. 

PELLETIER, J. P. Vermont Yankee Nu clear Power Corp. 84/06/ 
24889:272. 24X Fiche: 50-271 , 84/06/05, 8406120177. 


8406210071 PNO-I— 84-053: on 840615* drive mechanism for traver 
in-core probe 1 malfunctioned & retracted detector beyond 
shielded position & into drive housing. No radioactive matl 
released. State of VT notified. 

RAYMOND, GALLO, tUSTER Region 1, Office of Director. 84/ 
2pp. 25057:187. 24X Fi c h e : 50-271 , 84/06/ 1 5, 840621007 1 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406040036 Forward* State of DE 840409 request for exemption 
participation in annual radiological emergency preparedness 
exercise in Oct 1904. Request should be granted. 

KRIMM, R. W Federal Emergency Management Agency. 84/03/23. 
JORDAN, E. L. Division of Emergency Preparedness St Engineer! 
Response (Post 830103). 4pp. 24797:296. 24X Fiche- 30-272 

8406040036. 


8406150232 Ack receipt of 040324 ltr informing NRC of steps t 
correct violations noted in IE Insp Repts 30-272/84-13 it 
50-311/84-13. Corrective actions will be examined during 
future insp. 

STAROSTECKI, R. Division of Project it Resident Programs. £ 
UDERITZiR. A Public Service Electric & Gas Co. of New Jers 
24944:348. 24X Fiche: 30-272, 84/06/1 1, 8406150232. 


— 8406130236 Responds to NRC 840424 ltr re violations noted i 
Repts 30-272/84-13 it 30-31 1 /B4-13. Corr ec t i ve actions: stat 
combustible matl control program will be strictly enforce 
Fire protection program revived. 

LIDEN, E A. Public Service Electric Si Gas Co. of New Jers 
84/03/24. STAROSTECKI, R. Division of Project St Resident 
4pp. 24944:330. 24X Fi c h e ; 30-272, 84/06/11 , 8406130232. 


8406280135 Forward# 840612 order confirming licensee commitme 
emergency response capab i 1 i ty. Order based on 830415,0601, 
0818,1219,840403,0406 & 0316 responses to Suppl 1 to 
NUREG-0737. 

VARGA, S. A Operating Reactors Branch l. 04/06/12. UDERIT 
Public Service Electric S< Gas Co. of New Jersey. 5pp. 232' 
24X Fiche: 50-272, 84/06/12, 8406280135. 


— 8406280138 Order confirming licensee commitments on emergen' 
capabil ity, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT , D. G. Division of Licensing. 84/06/12. Publii 
Electric is Gas Co, of New Jersey. 6pp. 23200:336, 24X 

Fiche: 50-272, 84/06/12, 8406280133. 


8406210068 Forwards FEMA post-exercise assessment for 831026 . 
exercise of state it local radiological emergency 
preparedness plans. 

MARTIN, T. T. Division of Engineering it Technical Programs. 
UDERITZiR. A. Public Service Electric it Gas Co. of New Jers 
25058:018. 24X Fi c h e : 30-272, 84/06/ 14, 8406210068. 


License stage documents i correspondence 


'rovides equipment qualification program status rept for 
id ending 840505. 

) Assistant Director for Operating Reactors. 04/05/08. 
‘ J. Assistant Director for Safety Assessment. 8pp. 

24X Fiche: 50-000, 84/05/08, 8405180373. 


’onwards request for addl info re asymmetric LOCA loads 
needed in order to complete safety evaluation of 
:ific LOCA analysis Response requested by 840731. 

Operating Reactors Branch 1. 84/05/21. UDERITZ.R. A. 

•vice Electric & Gas Co. of New Jersey 7pp. 25092:337. 
50-272, 84/05/21 , 8406210580 


Suppls 840404 ltr re TMI Item II. F. 2, "Inadequate Core 
istrumentati on. " Implementation of critical 
itatus trees will be delayed until Nov 1984 - Mar 

Public Service Electric it Gas Co. of New Jersey. 

VARGA, S. A. Operating Reactors Branch 1. 4pp. 24755:017. 
> : 50-272, 84/05/24, 8406010281. 


r "Vessel Level Monitor Sys Scaling Calculations for Salem 

[ P. , BROWN, A. , TERRY, J. R. Westinghouse Electric Corp. 
►-84-07. 84/04/01. 30pp. 24755:021. 24X 

>-272, 84/05/24, 8406010281. 


( r B v 0 to NSID-EIS-84-07, "Reactor Vessel Level 
ntation Sys Calibr Procedure." 

:. P. , TERRY, J. R. Westinghouse Electric Corp. 84/04/16. 
>4755- 051. 24X Fi c h e : 50-272, 84/05/24, 0406010281 . 


onwards four revised oversize drawings indicating mod to 
sign to extinguish red light upon loss of 125-volt 
iperture cards are available in PDR. 

Public Service Electric & Gas Co. of New Jersey. 

VARGA, S. A. Operating Reactors Branch 1. 4pp. 24894:336. 
: 50-272, 84/06/07, 8406120380. 


orwards proposed method of resolution of deficiencies 
echnical evaluation repts re saf ety-related 
equipment, in response to 840424 request. 

Public Service Electric $< Gas Co. of New Jersey. 
VARGA, S. A. Operating Reactors Branch 1. 59pp. 

24X Fiche: 50-272, 84/06/08, 8406250196. 


orwards safety evaluation re NUREQ-0737, Item II. K. 2. 13, 
echanical Rept. " Vessel integrity adequately 
.Item complete. Unresolved Safety Issues A-49 it 
em II. K. 2. 13, nearing resolution. 

Operating Reactors Branch 1. 84/06/18, UDERITZ,R. A. 

vice Electric It Gas Co. of New Jersey. 12pp. 25183:304. 

50-272, 84/06/18, 8406270396. 


n reports, IE Bulletins it correspondence 


orwards IE Insp Repts 50—272/84—03 it 50—311/84—03 on 
2 it notice of violation. 

I,R. Division of Project it Resident Programs. 84/05/24. 
A. Public Service Electric it Gas Co. of New Jersey. 3pp. 
24X Fiche: 50-272, 84/05/24, 8406120464. 


Notice of violation from insp on 840227-0302. 
n 1, Office of Director. 84/05/24. Ip. 24891: 054. 24X 

-272,84/05/24, B406120464. 


IE Insp Repts 50-272/84-03 it 30-311/84-03 on 840227-0302. 
n noted : fai lure to perform review of vendor manuals 
-maint operability testing. 

. D. Region 1, Office of Director. NORRHOLM, L. J. Division 
ct it Resident Programs. 84/04/04. 7pp. 24891:055. 24X 

-272, 34/05/24, 8406120464. 

E Info Notice 84-39, "Inadvertent Isolation of Containment 
" Svc list encl. 

Division of Emergency Preparedness & Engineering 
Post 830103). 84/05/25. Consolidated Edison Co. of New 

124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


E Info Notice 83-66, Suppl 1, "Fatality at Argentine 
acility. " Svc list encl. 

Division of Emergency Preparedness it Engin*®ring 
Post 830103). 84/05/23. Consolidated Edison Co. of New 

127pp. 24800:103. 24X Fi c he : 50-000, B4/05/25, 8403240317. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc li 
encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/05/30. Consolidated Edison Co. a 

York, Inc 122pp. 24879 342. 24X Fi c h e . 50-000, 84/05/30, 84-052 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01 Consolidated Edison Co. o 

York, Inc 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060 


8406050012 IE Info Notice 84-42, “Equipment Availability for Cond 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. o 

York, Inc 120pp. 25050:124. 24X Fi ch e: 50-000, 84/06/05, 84060 


8406120334 Ack receipt of 040427 it 0524 ltrs informing NRC of ste 
taken to correct violations noted in IE Insp Repts 
50-272/84-08 8, 50-311/84-08. 

STAROSTECKI , R. Division of Project it Resident Programs. 84/06 
UDERITZ, R A. Public Service Electric it Gas Co. of New Jersey. 
24094: 183. 24X Fiche: 50-272, 84/06/05, 8406120334. 


— 8406120336 Responds to NRC 840326 ltr re violations noted in IE 
Repts 50-272/84-08 it. 50-31 1/84-08. Corrective actions: 

Operating Instruction III. 6. 3. 2 for RHR revised it evaluation 
planned to improve 10CFR50. 59 reviews. 

UDERITZ.R. A. Public Service Electric & Gas Co. of New Jersey. 
84/04/27. STAROSTECKI, R. Division of Project & Resident Proj 
3pp. 24894:184. 24X Fi c h e : 50-272, 84/06/05, 8406120334. 


— 8406120338 Responds to NRC 840326 ltr re violations noted in IE 
Repts 50-272/B4-08 it 50-31 1/84-00. Corrective actions: 

Operating Instruction 11.6,3.2 for RHR revised & evaluation 
planned to improve 10CFR50 59 reviews. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 
84/05/24. STAROSTECKI, R. Division of Project it Resident Prog 
3pp. 24894:187. 24X Fiche: 50-272, 84/06/05, 8406120334. 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic 
Radiation Applicators " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards i>. Inspection Programs (Po 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050:032. 24X Fi c h e ; 50-000, 84/06/07, 8406050330. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 840606' 


8406080176 IE Info Notice 04-13, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 23049:001. 24X Fi c h e : 50-000, 04/06/ 1 1 , 8406081 


8406130232 Ack receipt of 840324 ltr informing NRC of steps taken 
correct violations noted in IE Insp Repts 30-272/84-13 it 
30-31 1/84-13. Corrective actions will be examined during 
future insp. 

STAROSTECKI, R. Division of Project it Resident Programs. 04/06/: 
UDERITZ, R. A. Public Service Electric it Gas Co. of New Jersey. 1 
24944:348. 24X Fich e : 30-272, 84/06/1 1, 84061 30232. 


— 8406150236 Responds to NRC 840424 ltr re violations noted in IE : 
Repts 50-272/84-13 it 30-31 1 /84-13, Correc tive ac t i ons : sta ti on 
combustible matl control program will be strictly enforced. 

Fire protection program revived. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 
04/03/24. STAROSTECKI, R. Division of Project & Resident Progi 
4pp. 24944:330. 24X Fi c h •: 50-272, 84/06/ 1 1 , 8406130232. 


8406030173 IE Info Notice 84-46, "Circuit Breaker Position 
Ver if ication. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 23049:134. 24X Fiche: 30-000, 84/06/13, 840608C 


8406130313 IE Info Notice 04-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 30-000, 84/06/ 1 3, 840613C 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Po*. • ~ Consolidated Edison Co. of 

York, Inc. • 24X Fiche: 30-000, 84/06/18, 840618C 


360 IE Info Notice 04-49. "IGSCC Leading to Steam Generator Tube 
re. " Svc list enc 1. 

N» E. L. Division of Emergency Preparedness St Engineering 
nse (Post 830103). B4/06/18 Consolidated Edison Co. of Neui 

Inc 118pp. 25535:286. 24X Fi che: 50-000, 84/06/ 18. 8406180360. 


327 IE Info Notice 84—50. "Clar i f i cat i on of Scope of QA Programs 
ransport Packages Pursuant to 10CFR50,App B. " Svc list 

N. E. L. Division of Emergency Preparedness b. Engineering 
nse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327 


384 Forwards IE Mgt Meeting Repts 50-272/84-20 St 50-311/84-20 
0518. 

STECKI.R. Division of Project b. Resident Programs. 84/06/21. 
TZ,R. Public Service Electric & Gas Co. of New Jersey. 2pp. 

: 176. 24X Fi che: 50-272. B4/06/21, 8406260384. 


60391 IE Mgt Meeting Repts 50-272/84-20 St 50-311/84-20 on 840S18. 
or areas d isc usse d : s tat us S< details of util action plan 
improvement of nuclear dept operations, submi tted in 
1983. 

VILLE, J, C. , SUMMERS, R. J. Region 1, Office of Director. 

RHOLM, L. J. Division of Project St Resident Programs. 84/06/13. 

. 25152:178. 24X Fich e: 50-272, 84/06/21, 8406260384. 


60392 Action Plan 2.6.2, "Maint Planning Monitoring & Control." 
LAGHER/J. Public Service Electric St Gas Co. of New Jersey. 
05/18. 33pp. 25132:182. 24X Fi che: 30-272, 84/06/21, B406260384. 


die operating reports St related correspondence 


237 ''Annual Environ Operating Rept, 1983, " W/840613 Itr. 

, E. A, Public Service Electric & Gas Co. of New Jersey. 

/3 1 . MURLEY, T. E. , OORES, R. J. Region 1, Office of Director. 
25196:251. 24X Fi c h e : 50-272, 83/12/31 , 8406290237. 


012 Forwards NPDES discharge monitoring repts for Apr 1984. Info 
nts observed results required by EPA St New Jersey Dept 
✓ iron Protection re samp 1 ing, analysis, monitoring St 
ds of reporting. 

R, L. K. Public Service Electric 8< Gas Co. of New Jersey. 

/2S. RADOW, E. New Jersey. State of. 2pp. 24923:111. 24X 

: 30-272, 84/05/23, 8406140012. 


10014 NPDES discharge monitoring repts for Apr 1984. 

3 ublic Service Electric St Gas Co. of New Jersey. 84/04/30. 
3. 24923:113. 24X Fi c h e : 30-272, 84/05/23, 8406 1400 12. 


134 Monthly operating rept for May 1984. W/840610 ltr. 

L. K. . ZUPKO, J. M. Public Service Electric St Gas Co. of New 
j. 84/03/31. 14pp. 24979:332. 24X Fiche: 30-272. 04/03/31, 

?0154. 


table occurrences, LERs St related correspondence 


352 Part 21 rept re potential undetectable failure of test 
i in Westinghouse solid state protection sys. Minor 
) change finalized St being forwarded to affected 
(. Diagrams St list of affected plants end. 

£. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
bor's Office, Office of Inspection and Enforcement. 5pp. 

307. 24 X Fiche: 50-000, 84/01/17, 8401310332. 


219 PNS-I-B > '-009: on 840526, med i c i ne bottle found belonging to 
along w/cellophane pouch containing cocaine. Ind ividu a 1 
/ed of duty until possession estab 1 ished. Guard must 
t to fitness test or employment will be terminated. 

/, R. , KEIMIG, R. Region 1, Office of Director. 84/05/31. Ip. 
280. 24X Fiche: 50-272, 84/05/31, 8406030219. 


)29 PNS-I-84-009A; on 840605, 1 i c ensee stated that guard found 
:rolled substance refused to take polygraph exam & drug 
lis. Guard terminated from employment on 840531. 

'> R. , KUBHNERiR. Region 1- Office of Director. 84/06/06. Ip. 
001. 24 X Fiche: 30-272, 84/06/06, 8406120429. 


107 LER 84-011-00; on 840303, fir* suppression pump removed from 
it 18-month surveillance requirements S< on 840309, while 
ling pump to svc, pump discharge valve would not open. 

by broken stem. Stem S< disc replaced. W/040600 ltr. 

I. L, i ZUPKO, J. M. Public Service Electric St Gas Co. of New 
84/06/06. 5pp. 24893:269. 24X Fiche: 30-272, 84 / 06/08, 

!0387. 


8406280385 Notification of Significant Licensee Meeting 84-58 
w/util in King of Prussia, PA to discuss bypass of 
containment ventilation isolation & related events 
NORRHOLM, L. J. Division of Project ?, Resident Programs 84 
Division of Project 8c Resident Programs 2pp. 25195:039. 
Fiche: 50-272, 84/06/19, B406280385. 


U. Congressional/Executive Correspondence 


8406210162 Forwards responses to four questions identified ir 
Biden 840601 note re plant rept c ar d , f o 1 1 owup investigatior 
after accident 8< resources to handle problems w/safe plant 
operation. 

DIRCKS, W. J. Office of the Executive Director for Operatioi 
84/06/13. KAMMERER, C. C. Office of Congressional Affairs. 
25069:319. 24X F iche : 50-272, 84/06/ 13, 8406210162 


DOCKET 50-274 U. S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F, Security, medical, emergency 8c fire protection plans 


8406110030 Forwards review of 840505 revised emergency plan.! 
requirements of regulations & gui d elines. Imp lementation 
requested within 120 days of ltr receipt. 

THOMAS, C. 0. Standardi zat ion 8c Special Projects Branch. 8 
MILLARD, H. T. Interior, Dept, of, Geological Survey. 3pp. 
24896:158. 24X Fiche: 50-274, 84/06/01, 84061 10030. 


■8406110033 "Emergency Plan Evaluation Rept." 

* NRC - No Detailed Affiliation Given. 84/06/01. 3pp. 
24896:161. 24X Fi ch e : 50-274, 84/06/01 , 84061 10030. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E. NRC Safety Evaluation Report <SER), suppls 8c corresponden 


8403080085 F01A request for SER 8c SSER 21 (NUREG-0675) re op 
facilities. 

GARDE, B. P. Government Accountability Project. 84/01/09. 
of Administration. 2pp. 22504:074. 24X Fi c h e: 50-275, 84/ 

B403080085. 


8406040115 Requests changes to Tech Spec 3. 4. 9. 3 & Operatinr 
B-2:ll re RHR suction line isolation valves, based on 
Allegation 45 discussed in SSER 22. Response requested wit! 
one wk of ltr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/05/21. SCHUYLER, J. 

Gas 8< Electric Co. 4pp. 24806:324. 24X Fiche: 50-275, 84, 

8406040115. 


B406030090 Forwards status of 18 unresolved SSER 22 items. Ti 
re annulus structure r ever i f i cat i on *< installation of RHR 
low flow alarm identified as resolved or resolution w/o 
impact. 

SCHUYLER, J. D. Pacific Gas fc Electric Co. 84/05/30. KNI' 
Licensing Branch 3. 6pp. 24839:261. 24X Fiche: 50-273, 8 

8406050090. 


8406220183 Board Notification 84-1 19: forwards TA Rehm 84061 
transmitting IT Yin draft rept, "Concern Items on IDVP 
Evaluation of L/B Sc S/B Piping 8c Pipe Support Design." SS 
will address rept. 

EISENHUT , D. G. Division of Licensing. B4/06/20. PALLADI 
GILINBKY, ROBERTS Commissioners. 3pp. 25159:239. 24X 

Fich*: 50-275, 84/06/20, 8406220183. 


— 8406270172 Forwards draft "Concern Items on IDVP Evaluati 
S/B Piping 8c Pipe Support Design," per H Meyers request 
Preparation of SSER based on ongoing rept rept evaluati 
REHM, T. A. Office o-f the Executive Director for Operati 
B4/06/13. KAMMERER, C. Office of Congressional Affairs 
23159:242. 24X Fiche: 50-275, 04/06/20, 8406220183. 


F. Security, medical, emergency 8c fire protection plans 


B406290536 Forwards public version of revised emergency pli 
implementing pr oc edur •« , inc 1 ud ing SOP III. 01 re ofc of 
emergency sves 8c SOP III. 08 r* public info officer. 
SCHUYLER, J. D. Pacific Gas 8c Electric Co. 84/04/11. MAf 
Region 5, Office of Director. Ip. 25212:239. 24X 

Fiche: 50-275, 84/04/11, 8406290536. 


— 0406290539 Public version of revised emergency plan impl 
procedures, includ ing SOP III. 01 re ofc of emergency sv 
SOP III. 08 re public info off icer. W/JM Felton release 1 
* Pacific Gas 8c Electric Co. 84/04/06. 153pp. 2521 

Fiche: 50-275, 84/04/ 1 1 , 8406290536. 


its change of B31104 commitment to reflect recent study 
Ighting levels less than one foot-candle at 
.e for emergency lighting per Section III.J of 
) end. 

Pacific Gas & Electric Co. 84/04/17. EISENHUT, D. G. 
:ensing. 3pp. 24116.102 24X Fi c he : 50-275 , 84/04/ 1 7, 


<ds FEMA rept on offsite emergency preparedness plan 
.020. Correc tive actions satisfactory & plan 
re preparedness. Requests review of rept & 
lination u/State of CA. 

Licensing Branch 3. 84/05/10. SCHUYLER . J. 0. Pacific 

Co. 4pp. 24808:196. 24X Fich e : 50-275, 84/05/10, 


its remittance of addl Class III fee for review of 
t 0816 applications to change security plan, 
ilation valve Tech Specs & relief from 
ng. respectively. 

ense Fee Management Branch. 84/05/21. SCHUYLER. J. 0. 
’lectric Co. 2pp. 24768:131. 24X 

705/21. 840601017S. 


G. Adjudicatory correspondence 


8406 1 20 117 Extends, until 840615. deadline for Commission action in 
response to Mothers for Peace 840503 petition under 
10CFR2. 206. Reasons for extension listed. 

DEVINE. T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. DSB 568 84/05/24. PALLADINO. N. J. , 

G IL INSKY . V , ROBERTS. T. Commissioners. Ip. 24888:234. 24X 

Fiche: 50-275, 84/05/24, 8406120117 


8406050233 Forwards UO Schuyler 840508 1 tr to RG Page requesting 
renewal of License SNM-1667 Request will be acted on by 
840615. Related correspondence. 

CHANDLER, L J Hearing Branch 2. DSB 40?. 84/05/30. MOORE, T. S. , 

BUCK, J. H , JOHNSON, U. R. Atomic Safety and Licensing Board Panel. 
3pp. 24840 351. 24X Fi c h e : 50-275, 84/05/30, 8406050233. 


8406040297 Order extending time until 840615 for Commission to act t 
review Director's Decision DD-84-8. Served on 840406. 

CHILK, 3. J. Office of the Secretary of the Commission. DSB 423. 
84/05/31. Commissioners. Ip. 24002:354. 24X 

Fiche: 50-275, 04/05/31 , 8406040297. 


ds public version of emergency implementing 
uding Rev 6 to EP QP-O, "Reactor Trip W/ 
n" & Rev 4 to EP G-2, "Establishment of 
y Organization. " UI/JM Felton 850625 memo. 

Pacific Gas & Electric Co. 84/05/21. MARTIN, J. B. 
e of Director. 5pp. 25225: 109. 24X 

/OS/21, 8406290127. 


ic version of emergency plan implementing procedures, 
OP-0, "Reactor Trip W/Safety Injection, " Rev 4 
stab 1 ishment of Onsite Emergency Organization" 

RB-14, "Core Damage Assessment Procedure. " 
s & Electric Co. 84/05/21. 94pp. 25225:114. 24X 

84/05/21, B406290127. 


8406130096 Order extending time until 840618 for Commission to act t 
review ALAB-756. Served on 840612. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 590. 
84/06/11. Commissioners. Ip. 24914:354. 24X 

Fiche: 50-275, 84/06/11, 8406130096. 


8406150299 Reply opposing util & NRC responses to motions re design 
const QA & licensee character & competence. Certificate of 
Bvc end. 

REYNOLDS, J. R Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 657. 04/06/11. Ato 

Safety and Licensing Appeal Panel, 19pp. 24956:086. 24X 

Fiche: 50-275, 84/06/11, 8406150299. 


ds IE Insp Rept 50-275/84-05 on 840326-30. No 

d. 

Region 5, Office of Director. 84/06/06. 

Pacific Gas St Electric Co. 2pp. 25175:351. 24X 

/06/06, 8406270069. 


B4061 50337 Motion for protective order for affidavits filed in suppo 
of reply to util S< NRC responses to motions re design QA, 
con*t QA & licensee character St competence. Related 
c orr esp ondence. 

REYNOLDS, J, R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 656. 84/06/11. 6pp. 

24976:201. 24X Fi ch e : 50-275, 84/06/ 1 1, 0406150337. 


nsp Rept 50 - 2 : TT 7“ •• violations or 

ted. Major are 1 »• . *■<*.■.•••, & 

tection dept • j* ‘ ■ ' ,i a • . • ;• itection 

owup on noncompliance St IE info notices. 

YUHAS, G. P. Region 5, Office of Director. 84/06/06. 
353. 24X Fiche: 50-275, 84/06/06, 8406270069. 


— 8406150341 Affidavit of T Devine re investigation of alleged illeg 
QA practices. Certificate of Svc end. 

DEVINE, T. Government Accountability Project. B4/Q6/07. 7pp. 
24976:207. 24X Fich e : 50-275, 84/06/1 1 , 84061 50337. 


d application for amend to License DPR-76, c onsi sting 
t 82-OB, " Emergency Preparedness St Security 
align w/current regulations. Amend Request 
updated u/encl replacement pages. 

Pacific Oas St Electric Co. 84/06/08. DENTON, H. R. 
ar Reactor Regulation, Director. 2pp. 24893: 194. 

5, 84/06/08, 8406120341. 


osed Tech Spec 6. 5. 2. 8 re emergency & security plan 

s St Electric Co. 84/06/08. lp. 24893: 196, 24X 

84/06/08, 8406120341. 


8406150333 Errata to 840611 reply to util & NRC responses to motion 
design 8< const QA 8< licensee character & c omp e tenc e, add ing 
listed corrections. Svc list end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 658. 04/06/12. 12pp. 

24956:001. 24X Fiche: 50-275, 84/06/12, 8406150333. 


8406150150 Order requesting applicant St NRC responses to Joint 
Intervenors 840611 motion for protective order by 840619. 
Responses should address listed questions. Served on 840614. 
TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. D8B 622. 
84/06/13. 3pp. 24930:343. 24X Fi che : 30-273, 84/06/13, 84061 301 50. 


to Emergency Plan Implementing Procedure EP 0-1, 
n. " W/840613 ItT. 

Pacific Oas St Electric Co. 84/06/13. MARTIN, J. B. 
e of Director. 64pp. 24961:005. 24X 

/06/13, 8406180267. 


0406180396 Order extending time until 840622 for Commission to act i 
review ALAB-756. Served on 840618. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 707. 
84/06/13. Commissioners. lp. 24970:110. 24X 

Fiche: 50-275, B4/06/15, 0406180396. 


ds "Status of Offsite Emergency Preparedness OL 
ly status rept for May 1984. No projected 
s resulted from FEMA changes, however, listed 
followed. 

fice of the Executive Director for Operations. 
ADINO Commissioners. 3pp. 25137:290. 24X 

/06/19, 8406260023. 


s that, based on evaluation of sampling locations & 

i appropriate changes to Core Damage 

edure RB-14 will be made in next procedure 

Pacific Gas 8* Electric Co. 84/06/23. KNIGHTON, G. W. 
h 3. lp. 25198:118. 24X Fi che: 50-275, 84/06/23, 


8406180400 Order extending time until 840622 for Commission to act 1 
review Director's Decision DD-84-8, Served on 84061Q. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 709. 
84/06/13. Commissioners. lp. 24978:113. 24X 

Fiche: 30-273, 84/06/13, 8406100400. 


8406190400 Extends deadline for Commission response to Mothers for 
Peace 840303 petition per 10CFR2. 206 until 040629. 

DEVINE, T. Government Accoun tabi 1 i ty Project. DEVINE, T. San Lui; 
Obispo Mothers for Peace. DSB 739. 84/06/13. PALLADINO, N. , 

OILINSKY, V. , ROBERTS, T. Commissioners. lp. 23023:180. 24X 

Fiche: 30-273, B4/06/13, B406190400. 


8406200330 Forwards response to Joint Intervenors motion for protec 
order. Affiant DA Rockwell unavailable to sign affidavit 
prior to transmittal . W/o encl. Related correspondence. 

LUBBOCK, D. G. Pacific Gas St Electric Co. DSB 770. 84/06/18. 

Docketing St Services Branch. lp. 23031:010. 24X 

Fiche: 30-273, 04/06/18, 8406200330. 











izes 840508 meeting w/util,TERA Cor p , Wes tin g h ous e & 

rry & French re revaluation program for 

iases. 

.icensing. Branch 3. 04/05/18. KNIGHTON. 0 W. 

l 3. 8pp, 24848:100. 24X Fiche: 50-275. 84/05/18, 


8406110183 Advises that RHR sys low flow alarm now f unc t i ona 1 . per 
840215 commitment to install alarm prior to Mode 1 
operati on 

SCHUYLER, J 0 Pacific Gas & Electric Co. 84/06/06. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 24872:052 24X Fi ch e : 50-275, 84/06/06, 

8406110183 


jrds discussion of draft elements for license condition, 
fcions for each element & draft of NRC parallel 
ic 1. 

Geosciences Branch. 84/05/07. KNIGHTON, G. 
ic h 3. 23pp. 24848:107. 24X Fi che : 50-275, 84/05/18, 


;s remittance of addl Class III fee for review of 
0816 applications to change security plan, 

Lation valve Tech Specs it relief from 
ig, respectively. 

«nse Fee Management Branch. 84/05/21. SCHUYLER, J. 0. 
ectric Co, 2pp. 24768:131. 24X 

'05/21, B40601 0175. 


Is three NRC memos that clarify & explain positions on 
culations, per 840522 meeting 8t 840524 

► logical Assessment Branch. 84/05/25. CRINIGAN, P. T. 
Electric Co. Ip. 25069:237. 24X 

’05/25, B40621 0299. 


irds list of plants w/Tech Specs requiring reporting of 
for 1982 *< interim guidance on reporting 
ion doses from normal operation, 
issistant Director for Radiation Protection. 

'AK, T. M. Assistant Director for Licensing, 
issistant Director for Operating Reactors. 6pp. 

•X Fiche: 50-000, 84/05/25, 8406210299. 


8406110278 Informs that automatic shunt trip mod i nstal 1 e d< t ested by 
const w/sat isfactory results & currently accepted by 
operations. Seismic qua 1 i f i ca t i on of attachments it circuitry 
c omp lete. Generic program for reactor shunt trip underway. 

SCHUYLER, J. 0. Pacific Gas it Electric Co. 84/06/06. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 24870:252. 24X Fiche: 50-275, 84/06/06, 

8406110278 


8406120420 Forwards replacement pages to License Amend Requests 83-01 
& 84-01 , revi s ing application for amend to License DPR-76, 
changing Tech Specs 6. 2 & 6. 5 re organi zational 
relationships. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/06/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24892:001. 
24X Fiche. 50-275, 84/06/06, B406120420. 


— 8406120427 Replacement pages to License Amend Request 83-0 1, revis ing 
application for amend to License DPR-76, changing Tech Specs 
6. 2 fc 6. 5 re organi zationa 1 relationsh ip s. Attachment III 
deleted in entirety. 

* Pacific Gas it Electric Co. 84/06/06. 4pp. 24892:003. 24X 

Fiche; 50-275, 84/06/06, 0406120420. 


— 8406120432 Replacement pages to License Amend Request 84-0 1 , revis ing 
application for amend to License DPR-76, c hang i ng Tech Specs 
6.2 it 6. 5 re organi zati ona 1 relationships. 

* Pacific Gas & Electric Co. 84/06/06. 4pp. 24892:007. 24X 

Fiche: 50-275, 84/06/06, 0406120420. 


s analysis supporting util conclusion that plant 

t will not affect archeological 

of SLD-2 site 5t State of CA Itr concurring 

n. 

acific Gas S< Electric Co. 84/05/29. KNIGHTON, G. W. 
3. 6p p , 24758:018. 24X Fi c h e : 50-275, 84 /05/29, 


s final rept re reviews of piping & pipe support, 

6 of License Condition 2. C. (11) covering 
supports & pipe support design tolerance 
rogram, 

acific Gas & Electric Co. 84/06/01. E ISENHUT , D. G. 
n s ing . 66pp. 24871:210. 24X Fi c h e: 50-275, 84/06/01 , 


eipt of 840S03 10CFR2. 206 petition requesting that 
ther to permit ascension beyond 57. power be 
ertain actions completed. Request referred 
sideration. 

ice of Nuclear Reactor Regulation, Director. 

E, T. San Luis Obispo Mothers for Peace. DEVINE, T. 
ntability Project. 2pp. 25034:343. 24X 

06/01, 8406190522. 


s NRC 840530,25,09 & 0406 memos describing 
ctivities for plants w/near-term licensing 
ing on integrated schedules expected by 

ice of the Executive Director for Operations. 
DINO, GILINSKY, ROBERTS Commissioners. Ip. 
Fiche: 50-000, 84/06/01, 8406260489. 


--B406120436 Revised proposed Tech Specs changing Sections 6. 2 Sc 6. 5 ri 
organ i zat i ona 1 relationships. 

* Pacific Gas Sc Electric Co. 84/06/06. 2pp. 24892:011. 24X 

Fiche: 50-275, 84/06/06, 8406120420. 


8406120487 Application for amend to License DPR-76, ensur i ng three fan 
coolers operable for post-accident containment cooling after 
postulated single active failure of two cooler group & 
adding reactor trip sys surveillance requirements. 

SCHUYLER, J. 0. Pacific Gas Sc Electric Co. 84/06/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24892:145. 
24X Fiche: 50-275, 84/06/06, 8406120487. 


— 8406120492 Proposed Tech Specs ensuring three fan coolers operable ft 
post-accident containment cooling after postulated single 
active failure of two cooler group it adding reactor trip sys 
surveillance requirements. 

* Pacific Gas it Electric Co. 84/06/06. Bpp. 24892:147. 24X 

Fiche: 50-275, 84/06/06, 8406120487. 


0406150070 Forwards final rept on License Condition 2. C. <11>, Items 
4 & 5. Final rept on Items 1 & 7 scheduled for submittal 
on 840608. 

SCHUYLER, J. 0. Pacific Gas St Electric Co. 04/06/07. E ISENHUT, D. Q. 
Division of Licensing. 200pp. 24943:099. 24X Fiche: 30-275, 

84/06/07, 8406130070. 


8406120141 Requests Commission grant util authority to operate above 
37. power by 840619 based on successful completion of fuel 
load 8« low power testing up to 5% power. 

MANEATIS, G. A. Pacific Gas St Electric Co. DSB 380. 84/06/08. 

PALLADINO, N. U. , ASSELSTINE, J. K. , BERNTHAL, F. M. Commissioners. 2pp. 
24888.169. 24X Fiche: 50-275, 84/06/08, 8406120141. 


ns project managers to develop integrated schedules for 
ts w/near-term licensing ac tivity. Direc tor s 
ssemble list of remaining activities S : 
ontac t , 

ffice of Nuclear Reactor Regulation, Director. 

QUNG, R. C, Director's Office, Office of Inspection 
t. DAVIS, J. G. Office of Nuclear Material Safety 8t 
ector. CUNNINGHAM, G. Office of the Executive Legal 
25157: 32S. 24X Fiche: 50-000, 84/06/01, 8406260489. 


8406120341 Revised application for amend to License DPR-76, c onsisting 
of Amend Request 82-08, " Emergency Preparedness Sc Security 
Plan Audit, 11 to align w/current regulations. Amend Request 
82-08 should be updated w/encl replacement pages. 

SCHUYLER, J. 0. Pacific Gas S< Electric Co. 04/06/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24893:194. 
24X Fiche: 30-273, 84/06/08, 0406120341. 


sses outstanding regulatory issues for near-term OL 
endaticns for assignment of project managers S< 
licensing review effort provided. W/o ends, 
ffice of Nuclear Reactor Regulation, Director. 

CKS, W. J. Office of the Executive Director for 
pp. 25137:330. 24X Fi c h e : 50-000, 84/06/01 , 


es current status of seismically induced sys 
ram. Info re closeout activities required to 
tation to permanent record base summarized, 
acific Gas it Electric Co. 84/06/04. KNIGHTON, G. W. 

3. 2pp, 24B5B: 050. 24X Fich e: 50-275, 84/06/04, 


— 8406120343 Proposed Tech Spec 6. 5. 2. 8 re emergency it security plan 
aud its. 

* Pacific Gas 8* Electric Co. 84/06/00. Ip. 24893: 196. 24X 

Fiche: 50-273, 94/06/08, 8406120341. 


0406120344 Application for amend to License DPR-76, adding Tech Spec 
3/4. 1. 1. 3, "Moderator Temp Coefficient," to full power 
license. 

SCHUYLER, J. □. Pacific Oas it Electric Co. 04/06/00. DENTON, H. R. 
□ffice of Nuclear Reactor Regulation, Director. Ip. 24894: 158. 24X 

Fiche: 30-275, 84/06/08, 8406120344. 


45 Proposed Tech Spec 3/4. 1. 1 3 re moderator temp coefficient, 
ed spec corrects oversight in STS language to alloui 
entry. 

ific Gas U Electric Co. 84/06/08. 3pp. 24894:159. 24X 

50-275* 84/06/08, 8406120344. 


Submits justification for not conducting another loss of 
pouer ui/s imul tane ous loss of turbine generator test, 
nse to NRC 840515 request foT addl initial test, 
conducted meets Reg Guide 1. 68 requirements. 

, J. 0. Pacific Gas 8c Electric Co. 84/06/08. KNIGHTON, G. W. 
g Branch 3. 3pp. 24892:282 24X Fi ch e : 50-273, 84/06/08, 

58. 


63 Forwards info re oversize hole condition in bolted 
tions in saf ety-r e la ted structures it components, in 
se to NRC request during 840514-25 insp. 

ER, J. O. Pacific Gas 8c Electric Co. 84/06/08. MARTIN, J. R. 

5, Office of Director. 9pp. 24892:285. 24X 

50-275, 84/06/08, 8406120458. 


Forwards supplemental fee for processing of 820719,830502 
icense amend appl ications, in response to 840521 

, J. 0. Pacific Gas 8c Electric Co. 84/06/08. DIGGS, R. M. 

~ee Management Branch. Ip. 24913:004. 24X 

-275. 84/06/08. 8406130097. 


Forwards final rept on Item 7 to License Condition 2. C. (11) 
us performed on piping S< pipe supports on 840601. 

- J. 0. Pacific Gas it Electric Co. 84/06/08. EISENHUT, D. G. 

of Licensing. 83pp. 24952:001. 24X Fic he: 50-275, 84/06/08, 

21 . 


Forwards final rept re small bore pipe supports qualified by 
per License Condition 2. C. (11), Item 1. Procedure 

J. 0. Pacific Oas it Electric Co. 84/06/11. EISENHUT, D. G. 
of Licensing. 12pp. 24944:089. 24X Fic h e: 50-275, 84/06/1 1 , 

b4. 


Board Notification 84-1 14: forwards in camera transcript of 
jeting w/Govt Accountability Project re allegations 
sts concerning design it const of piping supports. 

>t withheld (ref 48FR36350). 

D. G. Division of Licensing. 84/06/11. PALLADINO 
iners. 4pp. 25115:038. 24X Fiche: 50-275, 84/06/1 1 , 

? 3 . 


Requests ack of 840608 submittal of earthquake records 
I from supplemental seismic recording sys during 
830502 earthquakes. Records not corrected to reflect 
>ta obtained after 80 0528 event. Info forthcoming. 

J. 0. Pacific Gas it Electric Co. 84/06/12. EISENHUT. D. G. 
of Licensing. Ip. 24963:018. 24X Fiche: 50-275, 84/06/12, 

IB. 


Suppls 031014 response to EG&G technical evaluation rept 
ation 1 re special lifting devices, in response to 
2, Phase I. Six special lifting devices that may be 
from ANSI N14. 6 requirements listed. 

J. □. Pacific Gas St Electric Co. B4/06/1S. KNIGHTON, G. W. 

Branch 3. 36pp. 25046:313. 24X Fiche: 50-275, 84/06/13, 

17. 


Board Notification B4-1 16: forward s T Devine 840331 ltr St 
s submitted by Govt Accountability Project re bolt 
ion practices it seismic qualification of RHR pump 
tion valve 8c hanger. 

D. G. Division of Licensing. 84/06/15. PALLADINO, 
ROBERTS Commissioners. 3pp. 23115:042. 24X 

275, B4/06/1 5, 8406210077. 


6 Forwards affidavits & list of needed ref matls re 
ions on stresses on concrete from Hilti quick bolts & 

P recirculation valve 8c associated hanger. 

T. Government Accountabi 1 i ty Project. 84/05/31. 

ING, H. Office of Nuclear Reactor Regulation, Director. 
25113:045. 24X Fiche: 50-275, 84/06/15, 8406210077. 


Board Notification 84-104: discusses Westinghouse ECCS 
logic review. Current Westinghouse logic of ECCS 
on low pressurizer pressure affords greatest 
n against TMI-2 type events. 

D. ©. Division of Licensing. 84/06/20. PALLADINO 
ners. 6pp. 25159:272. 24X Fich e : 30-000, 84/06/20, 

3. 


8406220183 Board Notification 84-119 forwards TA Rehm B40613 
transmitting IT Yin draft rept, "Concern Items on IDVP 
Evaluation of L/B Z>. S/B Piping it Pipe Support Design " SSER 
will address rept. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINC 
GILINSKY, ROBERTS Commissioners 3pp. 25159:239. 24X 

Fiche; 50-275, 84/06/20, 8406220183 


— 8406270172 Forwards draft "Concern I terns on IDVP Evaluation 
S/B Piping it Pipe Support Design," per H Meyers request. 
Preparation of SSER based on ongoing rept rept evaluation 
REHM, T. A. Office of the Executive Director for Operation 
84/06/13. KAMMERER, C. Office of Cong r es s i ona 1 Affairs. 
25159:242. 24X F i c h e : 50-275, 84/06/20, 8406220183. 


— 8406270177 Draft "Concern Items on IDVP Evaluation of L/B & 
it Pipe Support Design. " 

YIN, I. T. NRC - No Detailed Affiliation Given. 84/04/25. 
25159:243. 24X Fiche; 30-273, B4/06/20, 8406220183. 


8406290008 Informs that seismically induced sys interaction p 
(SISIP) mods, insp it documentation completed as of 840605. 
Minor additions to documentation will be completed by 
840731. 

SCHUYLER, J.O Pacific Gas «< Electric Co. 04/06/25, KNIGH 
Licensing Branch 3. Ip. 25197:001. 24X Fiche: 30-275, 84/0 

8406290008. 


8406290330 Advises that vendor documentation for environ qua 1 
of Target Rock solenoid valves & Barton 763 & 764 pressure 
transmitters accep tab 1 e. Environ qua 1 i f i ca t i on of 
safety-related electrical equipment complete. 

SCHUYLER, J. 0. Pacific Oas & Electric Co. 84/06/23. DENTO 
Office of Nuclear Reactor Regulation, Director. Ip. 25206 
Fiche: 50-275. 84/06/25, 8406290330. 


8406290309 Forwards addl info on License Condition 2. C. Cll) t 
issues re large Sc small bore piping supports Sc IDVP review 
of piping work, per NRC 840620 request. 

SCHUYLER, J. 0. Pacific Cas *t Electric Co. S4/06/26. El SEN 
Division of Licensing. 20pp. 25199:310. 24X Fiche: 30-273 
8406290309. 


G. Inspection reports, IE Bulletins S< correspondence 


8405230319 IE Info Notice 84-39» "Inadvertent Isolation of Co 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ScEngineeri 
Response (Post 830103). 84/03/25. Consolidated Edison C 
York, Inc. 124pp. 24061:201. 24X Fiche : 50-000, 84/05/25, 8 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argenti 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineer! 
Response (Post 830103). 84/03/25. Consolidated Edison C 

York, Inc. 127pp. 248B0: 103. 24X Fi ch e : 50-000, 94/05/25, 8 


8406260513 Forwards Exam Rept 50-27S/0L-84-02 on 840409-11,24 
BISHOP, T. W. Division of Res i d en t , Reac tor Project & Enginee 
Programs. 84/05/25. SCHUYLER, J. O. Pacific Gas & Electric 
25164:270. 24X Fiche: 50-275, 84/05/25, 8406260513. 


— 8406260516 Exam Rept 50-275/0L-84-02 on 840409-11,24 fc 25. E 
program of training it certification for shift advisors 
adequate it in conformance w/criteria for shift advisors. 
BECKHAM, D. H. Operator Licensing Branch. CROCKER, L. D. , B 1 
Licensee Qualifications Branch. 84/05/23. 6pp. 25164:2 
Fiche: 50-275, 04/03/25, 8406260513. 


8405290303 IE Info Notice 84-40, "Emergency Worker Doses, " Sv 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineer! 
Response (Post 030103). 84/03/30. Consolidated Edison C 

York, Inc. 122pp. 24879:342. 24X Fi c he : 30-000, 84/03/30, 8 


8406030288 Forwards IE Insp Repts 30-273/84-16 8c 30-323/84-06 
040402-04. No noncompliance noted. 

BISHOP, T. W. Region 3, Office of Director. 84/03/30. SCHU 
Pacific Gas it Electric Co. Ip. 24838:330. 24X 

Fiche: 30-273, 84/03/30, 8406050288. 


—8406030293 IE Insp Repts 30-273/84-16 it 30-323/84-06 on 840 
noncompliance or deviations noted. Major areas inspected: 
repts of Pullman Power welding activities during Aug 1971 
Dec 1973. 

WAGNER, W. J. , KIRSCH, D. F. Region 3, Office of Director. 
6pp. 24838:331. 24X Fiche: 50-275, 84/03/30, 8406030288. 


rds IE Enforcement Conference Rept 50-275/S4-14 on 
s & circumstances associated w/840406 event 
abling of boron injection tank inlet 8*. outlet 
g flow path of ECCS 

eg i on 5, Office of Director 84/05/30. SCHUYLER* J. 0 
Electric Co lp. 24838 304. 24X 

4/05/30* 8406050302. 


Enforcement Conference Rept 50-275/04-14 on 840501. Items 
suits of special insp re operational event 
lving-out of flow path for both centrifugal 
ps in ECCS. 

H. * BISHOP* T. W. Region 5, Office of Director 

pp. 24838:305. 24X Fiche: 50-275* 84/05/30, 8406050302 


fo Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
ivision of Emergency Preparedness i>. Engineering 
830103). 84/06/01. Consolidated Edison Co. of New 

Qpp. 25050:244. 24X Fi c h e : 50-000, 84/06/01 , 8406010423. 


fo Notice 04-42* "Equipment Availability for Conditions 
Not Covered by Tech Specs. " Svc list end. 
ivision of Emergency Preparedness it Engineering 
830103). 84/06/05. Consolidated Edison Co. of New 

?pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of I 

York. Inc 122pp 25049:033 24X Fiche 50-000, 84/06/15, 8406130: 


8406200056 Responds to NRC 840517 ltr re violations & proposed 
imposition of civil penalty noted in IE Insp Rept 
50-275/84-42 Corrective ac t i ons : Admi n i s tra t i ve Procedure 
E-4 revised on 840611 to require technical review. Fee end. 
flANEATIS, G. A Pacific Gas & Electric Co. 84/06/15. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 6pp. 
25046:013 24X Fiche; 50-275, 84/06/1 5, 8406200056. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). B4/06/18 Consolidated Edison Co. of I* 

York, Inc. 118pp. 25536:043. 24X Fi c he : 50-000, 84/06/ 18, 8406180: 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 1 
Failure." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of h 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, B4061S02 


-ds IE Insp Rept 50-275/84-05 on 840326-30. No 
ed. 

Region 5, Office of Director. 84/06/06. 

Pacific Gas it Electric Co. 2pp. 25175:351. 24X 

4/06/06, 8406270069, 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Progr 
far Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JDRDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of N 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 840619032 


Insp Rept 50-275/84-05 on 840326-30. No violations or 
ated. Major areas insp ected : new chemistry St 
atection dept organization, radiation protection 
Lowup on noncompliance Sc IE info notices. 

YUHAS, G. P. Region 5, Office of Director. 84/06/06. 
353. 24X Fiche: 50-275, 84/06/06, 8406270069. 


R. Periodic operating reports 8< related correspondence 


8406070030 Monthly operating rept for Apr 1984, W/840304 ltr. 

KELLY, W. J. , THORNBERRY, R. C. Pacific Gas St Electric Co. B4/04/30. 
3pp. 24747:133. 24X Fi c h e : 30-273, 84/04/30, 8406070030. 


Fo Notice 84-43, "Storage S< Handling of Opthalmic Beta 
Lcators. " Svc list end. 

dttion of QA, Safeguards Sc Inspection Programs (Post 
i/Q7. Consolidated Edison Co. of New York, Inc. 

32. 24 X Fiche: 50-000, 84/06/07, 8406050350. 


J o Notice 84-44, "Environ Qualification Testing of 
L es. " Svc list end. 

.vision of Emergency Preparedness Sc Engineering 
830103). 84/06/08. Consolidated Edison Co. of New 

)pp. 23049:273. 24X Fi c h e ; 50-000, 84/06/08, 8406060336. 


;s justification for not conducting another loss of 
j/s imul taneous loss of turbine generator test, 

NRC 840515 request for addl initial test. 

;ed meets Reg Guide 1. 68 requirements. 

Pacific Gas 8< Electric Co. 04/06/08. KNIGHTON, G. W. 
:h 3. 3pp. 24892:202. 24X Fi c h e : 50-275, 04/06/08, 


8406250140 NPDES noncompliance repts for May 1984. On 840517, daily ma 
of nonf i 1 terab 1 e residue Sc grease Sc oil exceeded. All 
regenerant solutions routed to temporary settling pond. 

THORNBERRY, R. C. Pacific Gas 8< Electric Co. 84/06/19. JONES, K. R. 
California, State of. 11pp. 25125:348. 24X Fiche: 50-275, 84/06/1 

B406250140. 


8406260023 Forwards "Status of Offsite Emergency Preparedness OL 
Reviews," monthly status rept for May 19B4. No projected 
licensing delays resulted from FEMA changes, however, listed 
dockets closely followed. 

DIRCKB, W. J. Office of the Executive Director for Operations. 
B4/06/19. PALLADINO Commissioners. 3pp. 25157:290. 24X 

Fiche: 50-000, 04/06/19, 8406260023. 


8. Reportable occurrences, LERs Sc related correspondence 


lards info re oversize hole condition in bolted 
,r> safety-related structures & components, in 
IRC request during 840514-25 insp. 

Pacific Gas 8c Electric Co. 84/06/08. MARTIN, J. R. 
’ice of Director. 9pp. 24892:285. 24X 

84/06/08, 0406120438. 


8401310332 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams 8< list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNO, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24 X Fiche: 30-000, 84/01/17, 8401310332. 


'o Notice 84-43, "Reversed Differential Pressure 
ing Lines, " Svc list end. 

vision of Emergency Preparedness it Engineering 
830103). 84/06/11. Consolidated Edison Co. of New 

Ipp, 23049:001. 24X Fich e : 30-000, 84/06/ 1 1 , 8406000176. 


8406110277 LER 04-014-00: on B40306, while in Mode 2, spurious reactor 
protection sys signal resulted in reactor trip. Caused by 
faulty temp modifier in Protection Set II control cabinet. 

Component rep laced . W/040605 ltr. 

KELLY, W. J. , SHIFFER,J. D. Pacific Gas it Electric Co. 84/06/03. 3| 

24871:028, 24X Fi c h e : 50-275, 84/06/05, 8406 1 10277. 


ds IE Insp Repts 30-273/84-20 8< 30-323/04-17 on 
mcompliance noted. 

vision of Res ident, Reactor Project 8< Engineering 
>6/12. SCHUYLER, J. 0. Pacific Gas 8< Electric Co. 2pp. 
>X Fiche: 50-273, 84/06/12, 8406180208. 


nsp Repts 30-273/84-20 it 30-323/84-17 on 840314-23. No 
■ or deviations identified. Major areas 
eg e d hardware deficiencies identified 'by three 
ng NRC plant tour on 840411. 

I. , KIRSCH, D. F, Region 3, Office of Director, 
p. 24964:141. 24X Fiche: 30-275, 84/06/12, 8406180208. 


o Notice 84-46, "Circuit Breaker Position 
Svc list end. 

vision of Emergency Preparedness it Engineering 
030103). 84/06/13, Consolidated Edison Co. of New 

>pp, 23049:134. 24X Fi che : 50-000, 04/06/ 13, 8406080173. 


8406120003 LER 84-013-00: on 840308, high steam flow coincident w/low-i 
Tavg reactor trip it safety injection initiated due to opened 
steam dump valves. Caused by steam dump control sys 
malfunction. Pressure control module rep laced. W/B40607 ltr. 

KELLY, W. J. , SHIFFER, J. D. Pacific Gas fc Electric Co. 84/06/07. 3f 
24888:127. 24X Fi che: 30-273, 84/06/07, 8406120003. 


8406220230 Part 21 rept re thermal nonrep eatab i 1 i t y it other calibr 
errors in Barton Lot 1 transmitters. Initial ly reported on 
840613. Transmi tter defects identified & expected error 
deviations calculated. Utils notified. 

RAHE, E. P, Westinghouse Electric Corp. 84/06/15. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 4pp, 
25001:298. 24X Fiche: 50-000, 84/06/15, 8406220230. 


0406270381 LER 84-016-00: on 840321, const electrician inadvertently 
opened power supply breaker for several plant radiation 
monitors, initiating actuation of containment ventilation 
isolation. Breaker c losed. W/840620 ltr. 

KELLY, W. J. , 8HIFFER, J. D. Pacific Gas 8< Electric Co. 84/06/20. 3f 
23173:077. 24X Fiche: 30-273, 84/06/20, 8406270381. 


5 Informs that util conducting thorough search of records to 
ne if Bahnson Co of Winston-Sa I em, NC svcs used by 
r 84052? ltr re Bahnson Co HVAC equipment. 

F. W. Pacific Gas b Electric Co 84/06/25. DEYOUNG, R. C. 
r's Office, Office of Inspection and Enforcement. Ip. 

62. 24X Fiche: 50-275. 84/06/25, 8406280065. 


g transcripts on non-anti trust matters 


B Transcript of ACRS Subcommittee on Extreme External 
na b Diablo Canyon 840524 meeting in Los Angeles, CA. 

6. Supporting doc umentat ion end. 

- Advisory Committee on Reactor Safeguards. B4/05/24. 
24753:310. 24X Fich e: 50-275, 84/05/24, 840601023B. 


0 Board Notification 84-118: forwards transcript of ACRS 
ittee on Extreme External Phenomena & Diablo Canyon 
ittee 840524 meeting in Los Angeles, CA. 

T, D. G. Division of Licensing 84/06/18. PALLADINO, 

Y, ROBERTS Commissioners. 3pp. 25116:103. 24X 

0-275, 84/06/18, 8406210080. 


ssional/Executive Correspondence 


7 Forwards responses to 840222 questions re function of 
regulatory process. 

MO, N. J. Commissioners. DSB 644. 84/06/13. UDALL, M. K. 

f Rep., Interior b Insular Affairs. 96pp. 24954:131. 24X 

0-275, 84/06/13, 8406150127. 


9 Forwards responses to 10 questions re functioning of nuclear 
Dry process at facilities. 

MO, N. J. Commissioners. 84/06/13. UDALL, M. K. House of Rep., 
r & Insular Affairs. 20pp. 25158:224. 24X 

0-275, 84/06/13, 8406260469. 


8406120508 Forwards revs to physical security plan Revs with 
10CFR73 21 b 2. 790). 

BRADBY, E J Philadelphia Electric Co. 84/06/04 Regia 

of Director 3pp. 24092: 013. 24X Fi c h e : 50-277, 84/06/04, 


8406260443 Forwards order confirming util commitments to imp 
requirements of Suppi 1 to NUREG— 0737 Order based on 
commitments contained in util 830415 S< 0914 responses to 
821217 Generic Ltr 82-33 re emergency response 
STOLZ, J. F. Operating Reactors Branch 4. 84/06/14. BAUER 

Philadelphia Electric Co. 4pp. 25154:336. 24X 

Fiche: 50-277, 84/06/14, 8406260443. 


— 8406260444 Order confirming licensee commitments on emerge 
capability, per Generic Ltr 82—33, Suppi 1 to NUREG—0737. 
EISENHUT, D. G. Division of Licensing. 84/06/14. Phil 

Electric Co. 6pp. 67376:297. 24X Fich e ; 50— 277, 04/06/1 

8406260443. 


8406260501 Forwards Amends 98 b 100 to Licenses DPR-44 b DPR 
respectively b safety evaluation. Amends permit hourly fire 
watch where operable fire detectors exist, in event of 
nonfunctional fire barrier penetrations. 

GEARS, G. E Operating Reactors Branch 4. 84/06/20. BAUER 

Philadelphia Electric Co. 3pp. 25158:209. 24X 

Fiche: 50-277, 84/06/20, 8406260501. 


— 8406260507 Amends 98 b 100 to Licenses DPR-44 b DPR-56, res 
permitting hourly watch where operable fire detectors ex 
in event of nonfunctional fire barrier penetrations. 
RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/20. 

25153:212. 24X Fiche: 50-277, 84/06/20, 8406260501 . 


— 8406260511 Safety evaluation supporting Amends 98 & 100 to 
DPR-44 b DPR-56, respect ive 1 y. 

* Office of Nuclear Reactor Regulation, Director. 84/0 
25158:220. 24X Fiche: 50-277. 84/06/20, 8406260501 . 


2 Responds to 840208 ltr 
ng decision by ASLAB, NRC 
ions on priority basis & 
margins. 

MO, !M. J. Commissioners. 

F Rep. 4pp. 25158: 336. 
332. 


re Commission consideration of 
guidelines for resolving 
NRC staff implementation of 

DSB 749. 84/06/19. PANETTA, L. 

24X Fiche: 50-275,84/06/19, 


or Examinations 


P. Operating license stage documents b correspondence 


8406070106 Partial response to FOIA request for documents re 
decision to offer opportunity for prior hearing on propose 
OL amends for 11 nuclear r ea c t ors, a 1 1 oui ing operation w/one 
recirculation loop out of svc. Forwards App A documents. 
FELTON, J. M. Division of Rules and Records. 84/03/19. BE: 
Nuclear Information b Resource Service. Upp. 24051:003. 
Fiche: 50-000, 84/03/19, 8406070106. 


3 Forwards Exam Rept 50-275/0L-84-02 on 840409-11,24 b 25. 

1. W. Division of Res ident, Reac tor Project b Engineering 
s. 84/05/25. SCHUYLER, J. 0. Pacific Gas b Electric Co. 2pp. 
270. 24X Fiche; 50-275, 84/05/25, 8406260513. 


516 Exam Rept 50-275/0L-B4-02 on 840409-11,24 b 25. Exam results: 
sm of training & certification for shift advisors 
ate & in conformance w/criteria for shift advisors. 

M“1, D. H. Operator Licensing Branch. CROCKER, L. D. , BUZY, J. J. 
see Qualifications Branch. 84/05/23. 6pp. 25164:272. 24X 

: 50-275, 84/05/25, 8406260513. 


-276 GEORGIA TECH RESEARCH REACTOR 


— 8106080218 Requests meeting w/BWR licensees to discuss 790 
Ferry single loop operation experience, Experience involv 
unexplained core vibrations which occurred at 597. power 
during single loop mode of operation. 

SPEI5, T. P. Reactor Systems Branch. 81/05/19. IPPOLITO 
Operating Reactors Branch 2. 3pp. 65388:270. 24X 

Fiche: 50-000, 04/03/1?, 0406070106. 


— 8202120080 Submits status rept on plants involving EUR sin 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24. EPEIS, T. 
Assistant Director for Reactor Safety. 2pp. 24051:218. 
Fiche: 50-000, B4/03/19, 8406070106. 


ing license stage documents b correspondence 


1 Forwards dismantling b disposal plan for AGN-201 training 
Fuel will be removed per plan procedures, 
d in approved containers & moved to storage vault, 
ensive radiation survey performed. 

A. Georgia Institute of Technology, Atlanta, GA. 84/05/25. 
0. Standardization b Special Projects Branch. 10pp. 

98. 24 X Fiche: 50-276, B4/05/25, 8406010061. 


-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


ty, medical, emergency b fire protection plans 


2 Act receipt of 831003 ltr informing NRC of steps taken to 
violations noted in IE Insp Repts 50-277/83-20 b 
33— 20. Corrective actions for Violation A. 1 will be 
d during future insp. 

ECKI , R. Division of Project b Resident Programs. 84/05/29. 
-, S. L, Philadelphia Electric Co. 2pp. 24796:263. 24X 

3-277, 84/05/29, 8406040222. 


225 Responds to NRC 830902 ltr re violations noted in IE Insp 
50-277/83-20 b 50-278/83-20. Correc t i ve actions : Valves 
21 b HV-2-11-32 locked b valve check off lists 
sted twice. Safeguards info deleted. 

DFF, S. L. Philadelphia Electric Co. 83/10/03. MARTIN, T. T. 
ton of Engineering b Technical Programs. 7pp. 24796:265. 
Lche; 50-277, 84/05/29, 8406040222. 


— 0210070031 Provides status of 15 plants involving single 1 
operation, per Multi-Plant Action Item E-04. 

6HER0N, B. W. Reactor Systems Branch. 82/09/2 0. BPEIS, T 
Assistant Director for Reactor Safety. 2pp. 66368:077. 
Fiche: 50-000, 84/03/19, 8406070106. 


8404230299 Forwards notice of consideration re amends to Lie 
DPR-44 b DPR-56 b opportunity for prior hearing re drywell 
air monitoring sys. 

GEARS, G. Operating Reactors Branch 4. 84/03/28. BAUER, E 

Philadelphia Electric Co. 3pp. 24230: 141. 24X 

Fiche: 50-277, 84/03/28, 0404230299. 


— 8404230301 Notice of consideration of issuance of amend to 
DPR-44 b DPR-56 b proposed NSHC determination b opportun 
for hearing. 

STOLZ, J. F. Operating Reactors Branch 4. 84/03/28. Spp 

24230:144. 24X Fi c h e : 50-277, 84/03/28, 8404230299. 


8406050485 Forwards application for amend to Licenses DPR-44 
reflecting changes to organization b personnel re 
operational & review responsibilities. 

BRADLEY, E. J. Philadelphia Electric Co. 84/05/29. DENTON 
Office of Nuclear Reactor Regulation, Director. Ip. 2484 
Fiche: 50-277,84/05/29, 8406050405. 


ition for amend to Licenses DPR-44 & DPR-56, ref 1 ec ting 
illation & personnel re operational & review 

Philadelphia Electric Co. 04/05/29. 11pp. 

Fiche: 50-277. 84/05/29, 8406050485. 


— 8406210302 Rev 2 to Special Instruction 8, “Mock-Up Demonstration St 
Training Instruction." 

# Chicago Bridge it Iron Co. 84/05/09. 23pp. 25056:323. 24X 

Fiche: 50-277, 84/06/15, 8406210270. 


>d Tech Specs reflecting organi zationa 1 & personnel 
itional & review responsibilities. 

Electric Co. 84/05/29. 12pp. 24842:027. 24X 

r 05/29, 8406050485. 


8406220274 Confirms that small break LOCA analyses performed as 
described in NEDQ-20566. Fac i 1 ity met requirements of 
NURE0-0737, Items XI. K. 3.30 & II. K. 3. 31. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/19. sTOLZ,J.F. 
Operating Reactors Branch 4. 2pp. 25088:019. 24X 

Fiche: 50-277, 84/06/19, 8406220274. 


amend to 790731 application for amend to Licenses 

lend revises application re use of 8406220276 Responds to 840306 ltr re post-implementation audit review 


< purge valves to reflect NRC guidance. 

.adelphia Electric Co. 84/06/04. DENTON, H. R. 
Reactor Regulation, Director. Ip. 24748:038. 24X 

)/04« 8406070025. 


of Mark I containment long-term program. Addl license amend 
requests unnecessary for listed reasons. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/19. STOLZ, J. F. 
Assistant Director for Operating Reactors. 2pp, 25088:017. 24X 

Fiche: 50-277, 84/06/19, 8406220276. 


;o 790731 application for amend to Licenses DPR-44 St 
Tech Specs re use of containment vent 8< 

)LEY, E. J. , DALTROFF, S. L. Philadelphia Electric Co. 
24748: 039, 24 X Fiche: 50-277, 84/06/04, 8406070025. 


>d Tech Spec changes re use of containment vent St 

Electric Co. 84/05/29. 4pp. 24748:053. 24X 

06/04, 8406070025. 


hat, based on 830715 commitment to modify automatic 
ys logic by eliminating high drywell 
'e & adding manual inhibit switch, 

. K. 3. 18 considered closed. 

erating Reactors Branch 4. 84/06/05. BAUER, E. G. 

;ric Co. 2pp. 24882:349. 24X 

>/05, 8406110429. 


"Radiation Protection Program for Recirculation & 
ment, " in response to Generic Ltr 84-07. 

1 adelphia Electric Co. 04/06/15. STOLZ, J. F. 

Branch 4. Ip. 25056:001. 24X 

>/15, B406210270. 


ion Protection Program for Recirculation & RHR Sys 
nt. " 

Electric Co. 84/12/31. 23pp. 25056:002, 24X 

06/15, 8406210270. 


o ALARA Program Instruction 1, "General Program 
Maintaining Occupational Exposure to 

e St Iron Co. 84/06/08. 8pp. 25056:023. 24X 

06/15, 8406210270. 


o ALARA Program Instruction 2, “Specific Program 
Maintaining Occupational Exposure to 

e Sc Iron Co. 84/06/08. 38pp. 25056:033. 24X 

06/15, 8406210270. 


8406250229 Supports BWR Owners Group task to develop methodology for 
justifying changes in testing frequencies for reactor 
protection sys !c ECCS initiation components, in response to 
840423 request for info re NUREG-0737, Item II. K. 3. 16. 

DALTROFF, S. L. Ph i lad e 1 p h i a El ec tr i c Co. 84/06/19. STOLZ, J. F. 
Operating Reactors Branch 4. 6pp. 25120:041. 24X 

Fiche: 50-277, B4/06/19, 8406250229. 


8406260501 Forwards Amends 98 & 100 to Licenses DPR-44 & DPR-S6, 
respectively Sc safety eva 1 ua t i on. Amends permit hourly fire 
watch where operable fire detectors exist, in • event of 
nonfunctional fire barrier penetrations. 

GEARS, G. E. Operating Reactors Branch 4. 84/06/20. BAUER, E.G. 

Philadelphia Electric Co. 3pp. 2515B:209. 24X 

Fiche: 50-277, 84/06/20, 8406260501. 


— 8406260507 Amends 98 & 100 to Licenses DPR-44 Sc DPR-56, respectively, 
permitting hourly watch where operable fire detectors exist, 
in event of nonfunctional fire barrier penetrations. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/20. 8pp. 

25138:212. 24X Fiche: 30-277, 84/06/20, 8406260301. 


— 8406260311 Safety evaluation supporting Amends 98 Sc 100 to Licenses 
DPR-44 Sc DPR-36, respectively. 

* Office of Nuclear Reactor Regulation, Director. 04/06/20. 2pp. 
23138:220. 24 X F i c h e : 30-277, 84/06/20, 8406260501 . 


8406290341 Forwards revised Page 71B to 771222 application for amend 
to Licenses DPR-44 Sc DPR-36, c orrecting typographical error 
re setpoint of CV-6 relay as stated. 

DALTROFF, S. L. Ph i ladel ph ia El ectr ic Co. 84/06/25. STOLZ, J. F. 
Operating Reactors Branch 4. 3pp. 23205:281. 24X 

Fiche: 30-277, 84/06/23, 0406290341. 


— 8406290346 Revised Page 71B to application for amend to License: 
DPR-44 fc DPR-36, correcting typographical error re setpoint 
of CV-6 relay. 

* Philadelphia Electric Co. 04/06/23. Ip. 25203:283. 24X 

Fiche: 30-277, 84/06/23, 8406290341. 


Q. Inspe-ction reports, IE Bulletins & correspondence 


ure for Evaluating & Documenting Potential ALARA 
ns for Peach Bottom Atomic Power Station - 
tion S< RHR Piping Replacement Program. " 
ric Co. 84/06/21. 4pp. 25056:071. 24X 

06/15, 8406210270. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 30-000, 84/03/23, 8403230319. 


o Operating Procedure 001, "Peach Bottom 
ne Can-Decon Operating Procedures. " 
r. 84/06/03. 143pp. 23036:073. 24X 

06/15, 8406210270. 


o ALARA Program Instruction 4, "Specific Instruction 
'se of CBScI Solid Radwaste Staging Facility." 
e it Iron Co. 84/06/21. 10pp. 25056:220. 24X 

06/13, 8406210270. 


Bottom Nuclear Power Station Temporary Waste Handling 
1 Specs/Evaluations. " 

ric Co, 84/04/30. 21pp. 23036:230. 24X 

06/13, 8406210270. 


8403240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of New 

York, Inc. 127pp. 248B0: 103. 24X Fi che: 30-000, 84/03/23, 8403240317. 


8406040222 Ac k receipt of 831003 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-277/83-20 St 
30-278/83-20. Corrective actions for Violation A. 1 will be 
examined during future insp. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/03/29. 
DALTROFF, 8. L. Ph i lade lp h ia El ec tr i c Co. 2pp. 24796:263. 24X 

Fiche: 30-277, 84/03/29, 8406040222. 


rogram Instruction 3, "Specific Program Instruction 
fied Health Physics Equipment. " 

e it Iron Co. 84/06/21. 28pp. 23036:231, 24X 

06/13, 8406210270. 


Job Specific Safety Plan' Rec ircu lat i on & RHR Piping 
II Dry wei 1, Peach Bottom Atomic Power 
B it 1367. " 

Chicago Bridge it Iron Co. 84/03/29, 46pp. 

Fiche: 30-277, 84/06/15, 8406210270. 


— 8406040223 Responds to NRC 830902 ltr re violations noted in IE Insp 
Repts 30-277/83-20 it 30-27B/83-20. Correc t i ve ac t i ons : Va I ves 
HV-0421 it HV-2-11-32 locked & valve check off lists 
completed twi ce, Safeguards info deleted. 

DALTROFF, S. L. Ph i lade 1 ph i a El ec tr ic Co. 83/10/03. MARTIN, T. T. 
Division of Engineering Sc Technical Programs. 7pp. 24796:265. 

24 X Fiche: 30-277, 04/05/29, 8406040222. 


3 IE Info Notice 84-40- "Emergency Worker Doses. " Svc list 

I. L. Division of Emergency Preparedness & Engineering 
i (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ic. 122pp. 24879:342. 24X Fiche 50-000.84/05/30-8405290383. 


3 IE Info Notice 84-41. "IGSCC in BWR Plants. " Svc list end. 

I. I_. Division of Emergency Preparedness & Engineering 
f (Post 830103). 84/06/01. Consolidated Edison Co. of New 

)c. 100pp. 25050:244. 24X Fiche: 50-000- 84/06/01- 8406010423. 


I Advises that proposed schedule to examine 1/6 of total ECCS 
components during current inservice insp interval 
»le. Due to delay in start of current outage. some 
»y be delayed past 840705. 

!K.» G. W. Operating Reactors Branch 4. 84/06/01. BAUER, E. G. 

Lphia Electric Co. 2pp. 24097:167. 24X 

>-277, 84/06/01, 8406110012. 


. Responds to Generic Ltr 84-11 re addl insp it leakage 
ng requirements resulting from IGSCC in large 
■ recirculation it RHR sys piping. 

S. L. Philadelphia Electric Co. 84/06/04. ElSENHUT- D. C. 
i of Licensing. 11pp. 24855:231. 24X Fich e: 50-277, 84/06/04, 

11 . 


! IE Info Notice 84-42, "Equipment Availability for Conditions 
lutages Not Covered by Tech Specs. " Svc list end. 

:. L. Division of Emergency Preparedness St Engineering 
(Post 830103). 84/06/05. Consolidated Edison Co. of New 

c. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05- 8406050012. 


Forwards IE Insp Rept 50-277/84-13 on 840416-19. No 
ns noted. 

. T. Division of Engineering it Technical Programs. 84/06/06. 
F, S. L. Philadelphia Electric Co. 2pp. 25150:057. 24X 

-277, 84/06/06, 8406260283. 


86 IE Insp Rept 50-277/84-13 on 840416-19. No violations noted, 
areas insp ec ted : 1 i c ensee program for recirculating & 
pe replacement. 

DS, S. D. , DURR, J. Region 1, Office of Director. 84/05/31. 
25150:059. 24X Fiche: 50-277, 84/06/06, 8406260283. 


IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
rs Applicators. " Svc list end. 

4. Division of QA, Safeguards & Inspection Programs (Post 
84/06/07. Consolidated Edison Co. of New York, Inc. 
5050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


IE Info Notice 84-44, "Environ Qua 1 i f i cati on Testing of 
35 Cables." Svc list encl. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). B4/06/0S. Consolidated Edison Co. of New 

:. 120pp. 25049:273. 24X Fi che: 50-000, 84/06/08, 8406060336. 


IE Info Notice 84-45, "Reversed Differential Pressure 
it Sensing Lines. " Svc list end. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/11. Consolidated Edison Co. of New 

123pp. 25049:001. 24X Fi c he: 50-000, 84/06/ 1 1 , B4060801 76. 


IE Info Notice 84-46, "Circuit Breaker Position 
:ion, " Svc list encl. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103), 04/06/13. Consolidated Edison Co. of New 

119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, B406080173. 


Forwards response to 840514 request for addl info re IE 
79-0 IB environ qual if ication of equipment important 
(.Encl specifically addresses each item requested & 
justification for continued operation. 

S. L. Philadelphia Electric Co. 84/06/13. STOLZ-J. F. 
Reactors Branch 4. 14pp. 249 64:020. 24X 

•277,84/06/13, 8406180204. 


IE Info Notice 84-47, "Environ Qualification Tests of 
1 Terminal Blocks. " Svc list end. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/15. Consolidated Edison Co. of New 

122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 1 3, 8406130315. 


IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Svc list encl. 

L. Division of Emergency Preparedness St Engineering 
(Post 830103), 84/06/10. Consolidated Edison Co. of New 

118pp. 25536:043. 24X Fi che: 50-000, 84/06/IB, 0406180353. 


8406180360 IE Info Notice B4-49, "IGSCC Leading to Steam Genera 
Failure . " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, B40t 


8406230313 Discusses IE insps on B40105-20 & 0113-0229 it foruari 
order modifying license it notice of violation it proposed 
imposition of civil penalty. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement 84/06/18. BOYER, V. Philadelphia Electric Co. 
25129:260. 24X Fi che : 50-277, 84/06/18, 8406230313. 


— 8406230319 Order directing licensee to subm it , wi th i n 60 days,p 
appraisal of licensee process for performing safety 
evaluations, for verifying plant & sys operating procedures & 
for ensuring personnel awareness. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/10. Philadelphia Electric Co. 6pp. 

25129:264. 24X Fi ch e : 50-277, 84/06/18, 8406230313. 


— B406230323 Notice of violation & proposed imposition of civil 
in amount of *30, 000. Vi o 1 a t i ons noted : average rate change of 
reactor coolant temp exceeded 100 F & reactor vessel 
pressurized above atmospheric pressure. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/18. 4pp. 25129:270. 24X 

Fiche: 50-277, 84/06/IB, Q406230313. 


S406260362 Ack receipt of 840530 ltr informing NRC of steps taker 
correct violations noted in IE Insp Repts 50-277/84-09 *« 
50-278/B4-09. 

MARTIN, T. T. Division of Engineering St Technical Programs, 84/ 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25151:120. 2 4 

Fiche: 50-277, 84/06/18, 8406260362. 


— 8406260369 Responds to NRC 840430 ltr re violations noted in IE 
Repts 50-277/84-09 St 50-278/84-09. Correc tive actions: 
individual responsible for mislabeling waste packages 
counseled an importance of classification process. 

DALTROFF, S. L. Philadelphia Electric Co. 84/05/30. MARTIN, T 
Division of Engineering it Technical Programs. 4pp. 25151:12; 
24X Fiche: 50-277, 84/06/ IB, B406260362. 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Prt 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o( 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 04/06/21, 840619C 


B406290239 Notifies that operations assessment team (OAT) insp uil 
conducted during 840716-27. Insp will focus on mgt control 
of pipe replacement activities in recirculation & RfFl sys. 

OAT will consist of listed members. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/0 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25204:144. 24X 

Fiche: 50-277, 84/06/25, 8406290239. 


R. Periodic operating reports it related correspondence 


8406200183 Monthly operating repts for May 1984. W/840614 ltr. 
ALDEN, W. M. , ULLRICH, W. T. Philadelphia Electric Co. 84/03/31. 
25047:170. 24X Fi c he : 50-277, 04/05/31 , 84062001 83. 


8406150073 Forwards "Annual Plant Mod Rept, 1983, " per 10CFR50. 59 
requirements. 

ALDEN, W. M. Philadelphia Electric Co. 84/06/08. MURLEY, T. E. Ri 
1, Office of Director. Ip. 24952:314. 24X Fiche: 50-277, 84/06/( 

8406150073. 


— 8406150076 "Annual Plant Mod Rept, 1983, " 

* Philadelphia Electric Co. 83/12/31. 32pp. 24952:313. 24) 

Fiche: 50-277, B4/06/08, 8406150073. 


S. Reportable occurrences, LER s it related correspondence 


8406050475 LER 84-008-00: on 840427, solenoid valve SV-00009 of stand 
gas treatment sys f a i 1 ed. Cau s ed by measurement error of 
differential pressure swi tch . Defective solenoid replaced & 
switches will be replaced it tested. W/840529 ltr. 

CLARK, B.L., LOGUE, R. H. Ph iladelph ia Electric Co. 84/03/29. 4pp 
24842: 084. 24X Fiche: 50-277, 84/05/29, 8406050475. 


8406200201 EN-84-033: on 840618, not i ce of violation & proposed 
imposition of civil penalties in amount of *13,000 issued. 

Action based upon three violations re reactor heatup rates, 
pressurization temp 8< scram time requirements. 

FARRON. P. , AXELRAD, J. Director's Office, Office of Inspection ant 
Enforcement. 84/06/13. 2pp. 25046:355 24X Fi che: 50-277, 84/06, 

8406200201 . 


34-009-00: on 940516* during refueling outage* false lo-lo 
initiation signal caused HPCI & RCIC to 
art when both power supplies for ECCS channel A 
emoved- Supp 1 y feeds r es tar ed . W/8406 1 5 ltr. 

LLRICH*W.T. Philadelphia Electric Co. 84/06/15. 4pp. 
4X Fiche: 50-277* 84/06/15. 8406210317. 


EACH BOTTOM ATOMIC POWER STATION* UNIT 3 


dical* emergency & fire protection plans 


receipt of 831003 ltr informing NRC of steps taken to 
tions noted in IE Insp Repts 50-277/83-20 S< 

Corrective actions for Violation A. 1 will be 
ng future insp. 

Division of Project & Resident Programs. 84/05/29. 

Philadelphia Electric Co. 2pp. 24796:263. 24X 

34/05/29* 8406040222. 


sponds to NRC 830902 ltr re violations noted in IE Insp 
7/83-20 & 50-278/83-20. Correc tive ac t i ons : Va 1 ve s 
/-2-11-32 locked valve check off lists 
dice. Safeguards info deleted. 

.. Philadelphia Electric Co. 83/10/03. MARTIN* T. T. 
Engineering St Technical Programs. 7pp. 24796:265. 
D-277, 84/05/29* 8406040222. 


srds tbvs to physical security plan. Revs withheld (ref 
2. 790). 

Philadelphia Electric Co. 84/06/04. Region 1, Office 
3pp. 24892:013. 24X Fiche: 50-277* 84/06/04* 8406120508. 


irds order confirming util commitments to implement 
3 f Suppl 1 to NUREG-0737. Order based on 
jntained in util 830415 «< 0914 responses to 
: Ltr 82-33 re emergency response. 

jeratirg Reactors Branch 4. 84/06/14. BAUER* E.G. 

Electric Co. 4pp. 25154:336. 24X 

34/06/14, 8406260443. 


ler confirming licensee commitments on emergency response 
>er Generic Ltr 82-33* Suppl 1 to NUREG-0737. 

Division of Licensing. 84/06/14. Philadelphia 
6pp. 67376:297- 24X Fiche: 50-277* 84/06/1 4* 


>rds Amends 98 &t 100 to Licenses DPR-44 & DPR-56* 
t safety eva luation. Amends permit hourly fire 
lerable fire detectors exist, in event of 
fire barrier penetrations. 

lerating Reactors Branch 4. 84/06/20. BAUER, E.G. 

■lectric Co. 3pp. 25138:209, 24X 

J4/06/20, 8406260501. 


nds 98 & 100 to Licenses DPR-44 & DPR-56, respectively* 
sourly watch where operable fire detectors exist* 
nonf unc ti onal fire barrier penetrations. 

W. Operating Reactors Branch 4, 84/06/20. 8pp. 

24X Fiche: 50-277* B4/06/20, 8406260501 . 


ety evaluation supporting Amends 98 & 100 to Licenses 
-56, respectively. 

Nuclear Reactor Regulation, Director. 84/06/20. 2pp. 
24 X Fiche: 50-277, 84/06/20* 8406260501. 


ense stage documents & correspondence 


al response to F01A request for documents re NRC 
fer opportunity for prior hearing on proposed 
11 nuclear reactors* allowing operation w/one 
loop out of svc. Forwards App A documents, 
livision of Rules and Records, 84/03/19. BELL. N. 
iation !< Resource Service. 11pp. 24851:003. 24X 

[4/03/19* 8406070106. 


uests meeting w/BWR licensees to discuss 790926 Browns 
loop operation experience. Experience involved 
core vibrations which occurred at 59X power 
e loop mode of operation. 

Reactor Systems Branch. 81/03/19. IPPOLITO* T. 
actors Branch 2. 3pp. 65388:270. 24X 

* 84/03/19* 8406070106. 


rds notice of consideration re amends to Licenses 
6 & opportunity for prior hearing re drywell 
sys, 

ating Reactors Branch 4. 84/03/20. BAUER* E. G. 

lectric Co. 3pp. 24230:141. 24X 

4/03/28* 8404230299. 


— 8404230301 Notice of consideration of issuance of amend to Licens 
DPR-44 & DPR-56 & proposed NSHC determinat ion & opportunity 
for hearing 

ST0L2, J F Operating Reactors Branch 4. 84/03/28. 5pp. 

24230:144 24X Fiche 50-277*84/03/28,8404230299. 


8406050485 Forwards application for amend to Licenses DPR-44 & DPR- 
reflecting changes to organization & personnel re 
operational %>. review responsibilities 

BRADLEY, E. J. Philadelphia Electric Co 84/03/29. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. Ip 24B42:015. 
Fiche: 50-277. 84/05/29, 8406050485. 


— 8406050489 Application for amend to Licenses DPR-44 & DPR-56, ref 1 
changes to organization & personnel re operational 8* review 
responsibilities. 

DALTROFF* S L. Philadelphia Electric Co. 84/05/29. 11pp. 

24842:016. 24X Fi c h e ; 50-277, 84/05/29, 8406050485. 


--8406050493 Proposed Tech Specs reflecting organi zationa 1 & person 
changes re operational & review responsibilities, 

* Philadelphia Electric Co. 84/05/29. 12pp. 24842:027. 24X 

Fiche: 50-277, 84/05/29, 8406050485. 


8406040273 Forwards application for amend to License DPR-56, revisin 
Tech Specs by permitting operation w/increased core flows. 

Fee end. 

BRADLEY, E. J. Philadelphia Electric Co. 84/05/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24794:260. 
Fiche: 50-278, 84/05/30, 8406040273. 


— 8406040274 Application for amend to License DPR-56. Amend revises 
Specs by permitting operation w/increased core flows. 

DALTROFF* S. L. Philadelphia Electric Co. 84/05/30. 6pp. 
24794:261. 24X Fi ch e: 50-278* 84/05/30, 8406040273. 


— 8406040275 Proposed Tech Spec changes permitting operation w/incr 
core flows. 

* Philadelphia Electric Co. 84/05/30. 3pp. 24794:267. 24X 

Fiche: 50-278* 84/05/30, 8406040273. 


8406060258 Forwards NEDC-30S19, "Safety Review of Peach Bottom Unit 
at Core Flow Conditions Above Rated Flow Throughout Cycle 
6 . " 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24661:108. 
Fiche: 50-278* 84/06/01, 840 60602 50. 


— 8406060260 "Safety Review of Peach Bottom Unit 3 at Core Flow 
Conditions Above Rated Flow Throughout Cycle 6." 

FISCHER* D. L. , GRIDLEY, R.L. General Electric Co. NEDC-30519. 
84/03/31. 27pp. 24661:109. 24X Fi c h e : 50-278* 84/06/01 * 840606C 


8406070025 Forwards amend to 790731 application for amend to Licens 
DPR-44 & DPR-56. Amend revises application re use of 
containment vent t* purge valves to reflect NRC guidance. 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/04. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. Ip. 24748.038. 
Fiche; 50-277* 84/06/04. 8406070025. 


—8406070032 Amend to 790731 application for amend to Licenses DPR- 
DPR-36, revising Tech Specs re use of containment vent & 
purge valves. 

BAUER* E. G. , BRADLEY* E. J. . DALTROFF* S. L. Ph i lade lph ia El ec tr i c 
84/05/29. 13pp. 24748:039. 24X Fi c he: 50-277* 84/06/04* 840607C 


• — 8406070038 Proposed Tech Spec changes re use of Containment vent 
purge valves. 

# Philadelphia Electric Co. 84/03/29. 4pp. 24748:033. 24X 

Fiche; 30-277, 84/06/04, 8406070023. 


9406110429 Advises that* based on 830715 commitment to modify automz 
depressurization sys logic by eliminating high drywell 
pressure permissive & adding manual inhibit switch* 

NUREG-0737, Item II. K. 3. 18 considered closed. 

RIVENBARK, Q. W. Operating Reactors Branch 4. 84/06/05. BAUER, E. 

Philadelphia Electric Co. 2pp. 24882:349. 24X 

Fiche: 50-277, 84/06/05, Q4061 10429. 


8406220274 Confirms that small break LDCA analyses performed as 
described in NED0-20566. Fac i 1 i ty met requirements of 
NUREG-0737, Items II. K. 3. 30 8< II. K. 3. 31. 

DALTROFF* S. L. Philadelphia Electric Co. 84/06/19. STOLZ, J. F. 
Operating Reactors Branch 4. 2pp. 25088:019, 24X 

Fiche; 50-277, 84/06/19* 8406220274. 


B406220276 Responds to 840306 ltr re post-implementation audit rev 
of Mark I containment long-term program. Addl license amend 
requests unnecessary for listed reasons, 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/19. STOLZ, J. F. 
Assistant Director for Operating Reactors. 2pp. 25080:017. 24 

Fiche: 50-277, 84/06/19, 8406220276 


5239 Supports BWR Owners Group task to develop methodology for 
Lfying changes in testing frequencies for reactor 
iction sys it ECC5 initiation c omponents . i n response to 
23 request for info re NUREG-0737, I tem II. 3. 16. 

(OFF, S. U. Philadelphia Electric Co. 84/06/19. STOLZ, J.F. 
iting Reactors Branch 4. 6pp. 25120:041. 24X 

s: 50-277, 84/06/19, B406250229. 


5110 Forwards info re repair of reactor pressure vessel jet pump 
'ument nozzle, Seals N0-A 8e N8-B. Info includes results of 
isonic test & fracture mechanics it nozzle seal safety 
nations. Drawings will be submitted in 30 days. 

(OFF, S. L. Philadelphia Electric Co. 84/06/20. EISENHUT, D. G. 

iion of Licensing. 4pp. 25081:086. 24X Fi che: 50-278, 04/06/20, 

220110. 


120114 “Ultrasonic Indications in Jet Pump Instrumentation 
letrations of Peach Bottom Atomic Power Station, Unit 3. " 
General Electric Co. 84/06/20. 89pp. 25081; 090. 24X 

he: 50-278, 84/06/20, 84062201 10. 


120118 “Evaluation of Indications in Peach Bottom 3 Jet Pump 
trumentation Nozzle Safe End Reducer Weld. " 

IGANATH, S. General Electric Co. MAR 84-19. 84/06/30. 9pp. 

81:177. 24X Fiche : 50-278, 84/06/20, 84062201 10. 


20120 "Weld Overlay Design for Indications in Peach Bottom, Unit 3 
nch Jet Pump Instrumentation Nozzle. “ 

NLUND, B. J. General Electric Co. MAR 84-20. 84/06/30. 12pp. 

81:186. 24X Fiche: 50-278, 84/06/20, 8406220110, 


20121 "Safety Evaluation for Operation of Peach Bottom Atomic 
er Station, Unit 3. •• 

Philadelphia Electric Co. 84/06/20. 5pp. 25081:198. 24X 

he: 50-278, 84/06/20, 8406220110. 


501 Forwards Amends 98 it 100 to Licenses DPR-44 k DPR-56, 
ctively it safety eva 1 ua ti on. Amend s permit hourly fire 
where operable fire detectors exist, in event of 
nctional fire barrier p enetrati ons. 

, G. E. Operating Reactors Branch 4. 84/06/20. BAUER, E.G. 

ielphia Electric Co. 3pp. 25158.209. 24X 

50-277, 04/06/20. 8406260501. 


b0507 Amends 98 8t 100 to Licenses DPR-44 & DpR-56, respectively, 
Hitting hourly watch where operable fire detectors exist, 
svent of nonfunctional fire barrier penetrations. 

INBARK, G. W. Operating Reactors Branch 4 . 04/06/20. 8pp. 

58:212. 24X Fiche; 50-277, 84/06/20,8406260501. 


>0511 Safety evaluation supporting Amends 98 & 100 to Licenses 
•44 it DPR-56, respectively. 

Iffice of Nuclear Reactor Regulation, Director. 84/06/2 0. 2pp. 
.58:220. 24X Fiche: 50-277, 84/06/20, 8406260501. 


141 Forwards revised Page 71B to 771222 application for amend 
enset DPR-44 !< DPR-56, correcting typographical error 
point of CV-6 relay as stated. 

IFF, S. L. Philadelphia Electric Co. 84/06/25, STOLZ, J. F. 
ing Reactors Branch 4. 3pp. 25205:281. 24X 

30-277, 04/06/25, 8406290341. 


0346 Revised Page 71B to application for amend to Licenses 
44 & DPR-56, correc t ing typ ograph ical error re setpoint 
V-6 relay. 

hiladelphia Electric Co. 84/06/23. Ip. 25203:203. 24X 

• : 50-277, 84/06/23, 0406290341. 


ction reports, IE Bulletins 8* correspondence 


19 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Jys. “ Svc list end, 

E. L. Division of Emergency Preparedness it Engineering 
>e (Post 830103). 84/05/23. Consolidated Edison Co. of New 

nc. 124pp. 24061: 201. 24X Fi c he : 50-000, 84/05/23, 0405230319. 


7 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
1 Facility." Svc list end. 

E, L. Division of Emergency Preparedness it Engineering 
* (Post 830103), 84/05/25. Consolidated Edison Co. of New 

nc. 127pp. 24080:103, 24X Fiche: 50-000, 84/05/25, 9405240317. 


2 Ack receipt of 031003 ltr informing NRC of steps taken to 
violations noted in IE Insp Repts 50-277/83-20 it 
S3-20- Corrective actions for Violation A. 1 will be 
1 during future insp. 

:CKI«R. Division of Project it Resident Programs. 04/05/29. 
r *S.L. Philadelphia Electric Co. 2pp. 24796:263. 24X 

>-277. 84/03/29. 8406040222. 


—8406040225 Responds to NRC 830902 ltr re violations noted 
Repts 50-277/83-20 & 50-278/83-20. Corre c t ive actions: Va 
HV-0421 it HV— 2-11-32 locked U valve check off lists 
completed twice Safeguards info deleted 

DALTROFF, S L. Philadelphia Electric Co. 03/10/03. MA 
Division of Engineering & Technical Programs. 7pp. 24 
24X Fiche 50-277,84/05/29,8406040222 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " ! 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineei 
Response (Post 830103). 84/05/30. Consolidated Edison 

York, Inc. 122pp. 24879 342 24X Fi che: 50-000, 84/05/30, 


B406010423 IE rnfo Notice B4-41, "IGSCC in BWR Plants." Svc 
JORDAN, E. L. Division of Emergency Preparedness & Engineer 
Response (post 830103). 84/06/01. Consolidated Edison 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 


8406080111 Responds to Generic Ltr 84-11 re addl insp & leak 
monitoring requirements resulting from IGSCC in large 
diameter rec i rcula ti on & RHR sys piping. 

DALTRQFF, S. L. Philadelphia Electric Co. 84/06/04. El SEN 
Division of Licensing. 11pp. 24835:231. 24X Fiche: 50-27 

84060BQ1 1 1. 


8406050012 IE Info Notice 84-42, "Equipment Availability for 
During Outages Not Covered by Tech Specs." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness & Engineer. 
Response (Post 830103). 84/06/05. Consolidated Edison ( 

York, Inc. 120pp. 25030:124. 24X Fiche; 30-000, 04/06/05, E 


8406050350 IE Info Notice 84-43, "Storage & Handling of Qptha 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of GA, Safeguards & Inspection Program 
830103). 84/06/07. Consolidated Edison Co. of New York, 
92pp. 25030:032. 24X Fi c h e : 30-000, 84/06/07, 8406050330. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testi 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineeri 
Response (Post 830103). 84/06/08. Consolidated Edison C 
York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressi 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineerir 
Response (Post 830103). 84/06/11. Consolidated Edison Ct 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1 , 8' 


8406000173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 < Engineerir 
Response (Post 830103). 84/06/13. Consolidated Edison Co 
York, Inc. 119pp. 23049:154. 24X Fiche: 50-000, 84/06/13, 84 


8406180204 Forwards response to 840514 request for addl info r 
Bulletin 79-01B environ qua 1 i f ica t i on of equipment important 
to safety. End specifically addresses each item requested & 
includes justification for continued operation. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/13. STOLZ, J 
Operating Reactors Branch 4. 14pp. 24964:028. 24X 

Fiche: 50-277, 84/06/13, 8406180204. 


8406130315 IE Info Notice 84-47, "Environ Qual i f i cati on Tests ( 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerir* 
Response (Post 830103). 84/06/13. Consolidated Edison Co. 

York, Inc. 122pp. 25049:033. 24X Fi c h e: 50-000, 84/06/ 1 5, S4C 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Glc 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ IS, 840 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Genera 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York# Inc. 118pp. 25535:286. 24X Fiche: 30-000, 84/06/18, 840, 


8406230313 Discusses IE insps on 840103-20 it 0113-0229 & forwari 
order modifying license, & notice of violation it proposed 
imposition of civil penalty, 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/18. BOYER, V. Philadelphia Electric Co. 
25129:260. 24 X Fiche: 50-277, 84/06/18, 8406230313. 


er directing licensee to submi t, wi th in 60 days, plan for 
licensee process for performing safety 
for verifying plant it sys operating procedures & 
personnel awareness. 

Director's Office. Office of Inspection and 
84/06/18. Philadelphia Electric Co. 6pp. 

24X Fiche: 50-277.84/06/18, 8406230313. 


ice of violation & proposed imposition of civil penalty 
*30, 000. Violations noted : averag e rate change of 
ant temp exceeded 100 F St reactor vessel 
above atmospheric pressure. 

Director's Office, Office of Inspection and 
84/06/18. 4pp. 25129:270. 24X 

, 84/06/18, 8406230313. 


eceipt of 840530 ltr informing NRC of steps taken to 
ions noted in IE Insp Repts 50-277/84-09 & 

ivision of Engineering St Technical Programs. 84/06/18. 

Philadelphia Electric Co. 2pp. 25151: 120. 24X 

4/06/ IB, 8406260362. 


ponds tD NRC 840430 ltr re violations noted in IE Insp 
/04-O9 it 50-278/84-09. Corrective actions: 
espansible for mislabeling waste packages 
importance of classification process. 

Philadelphia Electric Co. 04/05/30. MARTIN, T. T. 
Engineering St Technical Programs. 4pp. 25151:122. 
-277, 84/06/18, 8406260362. 


8406270379 Forwards safety evaluation of corrective action to repair 
cracked jet pump instrument nozzle seals caused by IQSCC. 

Repairs a cc ep tab 1 e. Res tar t authorized 

RIVENBARK, G. W Operating Reactors Branch 4 84/06/20. BAUER, E.G 

Philadelphia Electric Co. 3pp. 25173:350. 24X 

Fiche; 50-278, 84/06/20, 8406270379. 


— 8406270383 Safety evaluation supporting repair of jet pump 
instrumentation penetration nozzle. 

* Materials Engineering Branch 84/06/20. 3pp. 25173:353. 2 

Fiche 50-278, 84/06/20,8406270379 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8406210126 Forwards order confirming util commitments to requirement 
of Suppl 1 to NUREG-0737 re emergency response capability. 
Recommends schedular date be accepted for operability. 

W/o end, 

NEIGHBORS, J. D. Operating Reactors Branch 1. 83/08/25. 

EISENHUT, D. G. Division of Licensing. 3pp. 25090:032. 24X 

Fiche: 50-280, 83/08/25, 8406210126. 


8406220172 Rev 2 to "Corporate Emergency Response Plan. " W/840613 It 
STEWART, W. L. Virginia Electric Pouer Co, 04/05/15. O'REILLY, J 
Region 2, Office of Director. 96pp. 25083:075. 24X 

Fiche: 50-000, 84/05/15, 8406220172. 


fo Notice 84-50, "Clarif ication of Scope of QA Programs 
Packages Pursuant to 10CFR50, App B. " Svc list 

ivisian of Emergency Preparedness it Engineering 
8301031. 84/06/21. Consolidated Edison Co. of New 

pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 8406190327. 


ating reports & related correspondence 


ly operating repts for May 1984. W/840614 ltr. 

_R ICH, W. T. Philadelphia Electric Co. 84/05/31. 10pp. 

4X Fiche: 50-277, 84/05/31, 84062001B3. 


B406140211 Forwards changes to security personnel training & 
qua 1 i f i ca t i on program. Changes withheld (ref 10CFR73.21). 

STEWART, W. L. Virginia Electric it Power Co. 84/05/31. O'REILLY, J 
Region 2, Office of Director. Ip 24924: 148. 24X 

Fiche: 50-280, 84/05/31, 84O61402H. 


8406120257 Responds to Generic Ltr 83-10D re compliance w/criteria f, 
resolution of TMI Action Item 1 1 . K. 3. 5. Wes t ing h ouse Owners 
Group emergency response guidelines based procedures will be 
developed in conjunction w/control room design review. 

STEWART, W. L. Virginia Electric fc Power Co. 84/06/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 3pp. 24892:081. 24X Fiche: 50-000, 84/06/0- 

8406120257. 


rds "Annual Plant Mod Rept, 1983, " per 10CFR50. 59 

iladelphia Electric Co. 84/06/08. MURLEY, T. E. Region 
irector. ip. 24952:314. 24X Fiche: 50-277, B4/06/08, 


lual Plant Mod Rept, 1903, " 

hi ia Electric Co. 83/12/31. 32pp. 24952:315. 24X 

, 84/06/08, 8406150073. 


rurrences, LERs & related correspondence 


*-006-00: on 840426, inc ons i stenc y in temp indications 
line tunnel exhaust duct noted. Investigation 
^ it TE-5931B pulled out of exhaust duct. Caused 
jffolding installation. W/840525 ltr. 

5UE.R.H. Philadelphia Electric Co. 84/05/25. 4pp. 

( Fiche: 50-278, 84/05/25, 8406050395. 


8406120301 Rev 1 to Emergency Plan Implementing Procedure EPIP-4. 24, 
"Gaseous Effluent Sampling During Emergency." W/B40604 
ltr. 

SALYERS, E. M. Virginia Electric * Power Co. 84/06/04. 18pp. 

24894:165 24X Fi che: 50-280, 84/06/04, 8406120301. 


— 8406270254 Order confirming licensee commitment to implement emerfli 
response capability items of Suppl 1 to NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Virginia 
Electric it Power Co. 6pp. 25174:293. 24X Fiche: 50-280, 84/06/1: 

8406270252. 


8406270252 Forwards order confirming licensee commitment to implemeni 
emergency response capability items in Suppl 1 to 
NUREG-0737. 

VARGA, S. A. Operating Reactors Branch 1. 04/06/12. STEWART, W. L, 

Virginia Electric & Power Co. 2pp. 25174:291. 24X 

Fiche. 50-280, 84/06/12- 8406270252. 


»d LER 84-001-02: on 840106, turb ine exhaust rupture 
n annunicated following startup of HPCI 
by rupture of inner rupture disc. Inner 
jplaced. W/S40601 ltr. 

.RICH, W T. Philadelphia Electric Co. 84/06/01. 5pp. 
< Fiche: 50-278, 84/06/01, 8406050178. 


6406180120 Advises that 840217 & 0531 Rev 7 to physical security plai 
consistent w/provisions of 10CFRS0. 54< p ) & acceptable. 

LEWIS, R. C. Division of Project fc Resident Programs, 84/06/13. 
STEWART, W. L. Virginia Electric & Power Co. 2pp. 24967:303. 34M 

Fiche: 50-280, 84/06/13, 8406180120. 


-84-051: on 840610, while in 10-day maint outage, 
ting revealed crack indications in both 
jet pump instrument noz z les. Crac k ing 
IGSCC. Repa i rs will extend outage by 1 wk, 

5H» A. Region 1, Office of Director. 84/06/12. Ip. 
< Fiche: 50-278, 84/06/12, 8406150123. 


-033: on 040618 , notice of violation it proposed 
:ivil penalties in amount of *13,000 issued, 
ion three violations re reactor heatup rates, 
temp t« scram time requirements. 

.RAD, J. Director's Office, Office of Inspection and 
34 / 06/13. 2pp. 25046:355. 24X Fiche: 50-277, 84/06/13, 


-84-051 A: on 840613, three weeping pin hole tracks 
ir vessel jet pump nozzle B following 
ting. Repairs will involve peening, manual weld 
Pull circumference machine weld overlay. 

Region 1, Office of Director. 84/06/15. Ip. 

< Fiche: 50-278, 84/06/15, 8406210356. 


8406220166 Forwards IE Insp Repts 50-280/84-19 it 50-281/84-17 on 
840603-07. No violations or deviations noted. 

DANCE, H. C. Division of Project it Resident Programs. 84/06/19. 
STEWART, W. L. Virginia Electric St Power Co. 2pp. 25088:178. 24X 

Fiche: 50-280, 04/06/19, 8406220166. 


- -8406220 169 IE Insp Repts 50-280/84-19 Sc 50-281/84-17 on 840603-17.1 
violations or deviations noted. Major areas inspected: 
security organization - personnel & physical barriers - 
protected areas. Detai Is withheld (ref 10CFR2. 790 & 73.21>, 

HALL, B. L. , MCGUIRE, D, R. Region 2, Office of Director. 84/06/19 
Ip. 25088:180. 24X Fiche: 50-280, 84/06/19, 8406220166. 


8406250292 Rev 1 to Emergency Plan Implementing Procedure EPIP-4. 24, 
"Gaseous Effluent Sampling During Emergency." W/840620 ltr. 
WAGAMAN, D. E. , STEWART, W. L. Virginia Electric it Power Co. 84/06/2 
0 'REILLY, J. P. Region 2, Office of Director. 19pp. 25118:241. 2 

Fiche: 50-280, 84/06/20, 8406250292. 


ting license stage documents & correspondence 


24 Provides equipment qual if icati on program status rept, for 
eriod ending 840323. Lists of attendees at 840319 
g for Surry & North Anna & 840323 meeting for Fort 
n end. 

, R. 0 Operating Reactors Assessment Branch. 84/03/30. 

IA, F J Assistant Director for Safety Assessment. 6pp. 

041. 24 X Fiche: 50-000. 84/03/30, 8404180424. 


79 Advises that proprietary version of VEPCD Topical Rept 
E-2. "VEPCO Evaluation of Control Rod Ejection 
ent. " delivered to DH Moran at 840522 meeting in 
dflj MD for review. 

T, W. L. Virginia Electric It Power Co. 84/05/31. DENTON, H. R. 

of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
on of Licensing. Ip. 24838:245. 24X Fiche: 50-000, 84/05/31, 

0079. 


03 Comments on draft NRR memo Te regulatory effectiveness 
(RER), per 840510 request. Potential sabotage 
abilities should be corrected per backfit procedures. 

RER repts held pending resolution of RER issues. 

G. Office of Nuclear Reactor Regulation, Director. 84/06/08. 
TT, R.F. Division of Safeguards. 3pp 25225:212. 24X 

50-000, 84/06/08, B406290103. 


0109 Forwards draft NRR memo re regulatory effectiveness review 
). Comments requested. 

ETT , R. F. Division of Safeguards. 84/05/10. CASE, E. G. Office 

uc 1 ear Reactor Regulation, Director. 4pp. 25225:215. 24X 

b; 50-000, 84/06/08, 8406290103. 


0287 Requests approval of end proposed plan to manage 
t-specific backfitting of operating power reactors 
jal Chapter 0514). 

^S, W. J. Office of the Executive Director for Operations. 
-03-321. 83/0B/05. 25pp. 25225:219. 24X 

e: 50-000, 84/06/08, 8406290103. 


14 Forwards ''Control of Heavy Loads - Phase II, Surry Power 
i. Units 1 *c 2, " draft technical evaluation rept, 

/iew. Site visit expected in 30 days to resolve open 

3. A. Operating Reactors Branch 1. 84/06/14. STEWART, W. L. 

a Electric & Power Co. 2pp. 25158:056. 24X 

50-2B0, 84/06/14, 8406260544. 


)2B6 “Control of Heavy Loads-Phase II, Surry Power Station Units 
!, " draft technical evaluation rept. 

■R,R.J. Franklin Institute/Franklin Research Center. 

>3-81-130. TER-C5506-508/509 DR. 84/05/14. SINGH. A. NRC - 

bailed Affiliation Given. 30pp. 25130:058. 24X 

>: 50-280, 04/06/14, 8406260544. 


►5 Forwards safety evaluation based on review of licensee 
als re NUREG-0737, I tern II. K. 2. 13, "Th erma 1-Mechanic a 1 
Info adequately demonstrates reasonable assurance 
ssel integrity maintained. 

I. A. Operating Reactors Branch 1. 84/06/15. STEWART, W. L. 

a Electric it Power Co. Upp. 25195:345. 24X 

0-280, 84/06/15, 84062B0265. 


5 Forwards Amends 97 Sc 96 to Licenses DPR-32 it DPR-37, 
ively, safety evaluation it technical evaluation rept. 
incorporate requirements of App I to 10CFR50 as 
gical effluent Tech Specs. 

RS, J. D. Operating Reactors Branch 1. 84/06/19, STEWART, W. L. 

ia Electric 8 t Power Co. 3pp. 25192: 1!J1. 24X 

0-280,84/06/19,0406280345. 


350 Amends 97 & 96 to Licenses DPR-32 it DPR-37, resp ectivel y, 
porating requirements of App I to 10CFR50 as 
logical effluent Tech Specs. 

, S. A. Operating Reactors Branch 1. 84/06/19. 84pp. 

: 154. 24X Fiche: 50-280, 84/06/19, 8406280345. 


352 Safety evaluation supporting Amends 97 St 96 to Licenses 
2 it DPR-37, resp ec t ive 1 y. 

fice of Nuclear Reactor Regulation, Director. 84/06/19. 8pp 
2:239. 24X Fiche: 50-280, 84/06/19, 8406280345. 


9 Discusses Amends 97 it 96 to Licenses DPR-32 It DPR-37, 
ively, issued on 84061 9. Of f si te dose calculation 
submitted w/830304 application reviewed & is 
ble Tech Spec ref w/listed changes. 

A. Operating Reactors Branch 1. 84/06/20. STEWART, W. L. 

a Electric It Power Co. 2pp. 25193:041. 24X 

0-280, 84/06/20, 8406290379 


Q Inspection reports, IE Bulletins 8> correspondence 


8405230319 IE Info Notice 84-39, " Inad vertent Isolation of C 

Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineer 
Response (Post 830103). 84/05/25. Consolidated Edison 

York, Inc. 124pp. 24861 201. 24X Fi che • 50-000, 84/05/25, 


8405240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argent 
Critical Facility. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineer 
Response (Post 830103). 84/05/25. Consolidated Edison 

York, Inc 127pp. 24880 103. 24X Fi c h e : 50-000, 84/05/25, 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " S 
enc 1. 

JORDAN, E L. Division of Emergency Preparedness i>. Engineer 
Response (Post 830103). 84/05/30. Consolidated Edison 

York, Inc. 122pp. 24879:342. 24X Fi che : 50-000, 84/05/30, 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc 
JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/01. Consolidated Edison 

York, Inc. 100pp. 25050:244. 24X Fi che: 50-000, 84/06/01, 


0406050012 IE Info Notice 84—42, "Equipment Availability for 
During Outages Not Covered by Tech Specs. " Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103), 84/06/05. Consolidated Edison 

York, Inc. 120pp. 25050:124. 24X Fi che: 50-000, 84/06/05, 


8406210402 Forwards request for addl info re ASME Section XI 
requests, based on review of 831209 ltr. Info requested with 
30 days of receipt of ltr. 

VARGA, S. A. Operating Reactors Branch 1. B4/06/06. STEWA 

Virginia Electric it Power Co. 3pp. 25069: 178. 24X 

Fiche: 50-280, 84/06/06, 8406210402. 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opth 
Radiation App 1 i cator s. •' Svc list end. 

GRACE, J N. Division of Q A, Safeguards It Inspection Progra 
830103). 84/06/07. Consolidated Edison Co. of New York 

92pp. 25050:032. 24X Fi c h e : 50-000, 04/06/07, 8406050350. 


8406060336 IE Info Notice 04-44, "Environ Qualification Test 
Rockbestos Cables.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/08. Consolidated Edison 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 


8406080176 IE Info Notice 84-45, "Reversed Differential pres 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/11. Consolidated Edison 

York, Inc. I23pp. 25049:001. 24X Fi che: 50-000, 84/06/11, 


8406000173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineer 
Response (Post 830103). 84/06/13, Consolidated Edison 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, B4/06/ 13, 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if i cation Test 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineer 
Response (Post 830103). 84/06/15. Consolidated Edison 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness l< Engineer 
Response (Post 830103). 84/06/18. Consolidated Edison 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/IB, 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Gen 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineer 
Response (Post 830103). 84/06/18. Consolidated Edison 

York, Inc. 118pp. 25335:286. 24X Fiche: 50-000, 04/06/18. 


8406220166 Forwards IE Insp Repts 50-280/84-19 & 50-281/84-1 
840603-07. No violations or deviations noted. 

DANCE, H. C. Division of Project Si Resident Programs. 84/0 
STEWART, W. L. Virginia Electric S' Power Co. 2pp. 23088:1 
Fiche: 30-280, 04/06/19, B406220166. 
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•3406320169 IE Insp Repts 50-280/84-19 & 50-281/84-17 on 840603-17. No 
violations or deviations noted. Major areas inspected, 
security organization — personnel & physical barriers — 
protected areas. Details withheld (ref 10CFR2. 790 & 73 21 ) 

HALL. B. L. - MCGUIRE, D. R Region 2, Office of Director 84/06/19. 
Ip. 25088:180. 24X Fi che: 50-280, 84/06/19, 8406220166. 


8406190 3 27 IE Info Notice 84-50, "C 1 ar i f ica t i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S>. Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 8406190327. 


S Reportable occurrences, LERs & related correspondence 


8406200341 PNO-1 1-84-036: on 840613, fai led shaft seal on main feedwater 
pump A resulted in reactor turbine trip. Caused by 
interruption of lubricating oil to pump shaft bearings, 
causing b ind ing . Inves t i ga tion will be conducted. 

JENISON, K. , ELROD, S. Region 2, Office of Director. 84/06/14. 2pp. 
25047:182 24X Fiche: 50-280, 84/06/14, 8406200241. 


S4062BO431 Submits addl info re 840616 possible oil spill previously 
reported by telephone. Uti 1 unable to confirm or deny 
original rept of spill. Level control sys for Unit 1 turbine 
jump tested & found operating satisfactorily. 

TAYLOR, J. A. Virginia Electric St Power Co. 04/06/20. RICHUINE, D. 8. 
Virginia, Commonwealth of,. 2pp. 25193:107. 24X 

Fiche: 30-280, 84/06/20, 8406280431. 


B4Q62B0194 Forwards LERs B4-012-00 St 84-014-00. 

WILSON, J. L. Virginia Electric «< Power Co. 84/06/22. Record 
Bervices Branch (Document Control Desk). Ip. 25180:321. 24X 

Fiche: 50-280, 84/06/22, 8406280194. 


--B4OA20O198 LER 84-012-00. on 840526, spec if ic activity sample of reactor 
coolant showed peak dose equivalent 1-131 level of 1. 57 uC i 
which exceeded Tech Spec limit. Caused by fuel element 
defects in reactor core. Dose equivalent monitored every 4 h. 

HILSON, J. L Virginia Electric St Power Co. 84/06/22. 3pp. 

25180:322. 24X Fich e : 50-280, 84/06/22, 8406280194. 


—8406200207 LER 84-014-00: on 840613, spec if i c activity sample of reactor 
coolant showed peak dose equivalent 1-131 level of 1.99 uCi 
which exceeded Tech Spec limit. Caused by fuel element 
defects in reac tor core. Monitoring performed every 4 h. 

HILSON, J. L. Virginia Electric & Power Co. 84/06/22. 3pp. 

23180:325. 24X Fi c h e : 50-280, 84/06/22, 84062801 94. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


B4Q6Q20Q95 Requests meeting on 840523 to discuss fuel temp for dry cask 
ISFBI. Proposed agenda end. 

STEWART, W. L. Virginia Electric & Power Co. 84/05/22. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Safeguards, Director. 2pp. 24802:061. 24X Fiche: 50-280, 04/05/22, 

B406020055. 


B404QB0072 Summarizes 840308,0411 St 0523 meetings W/util St listed 
attendees in Silver Spring, MD, Richmond, VA St, Silver Spring, 

HD, respec ti vely, re safety review of ISFSI application. 

DAVISON, N. H. Advanced Fuel St Spent Fiitl Licensing Branch. 84/06/01. 
ROUSE* L. C. Advanced Fuel St Spent Fuel Licensing Branch. 3pp. 
24873:342. 24X Fiche: 50-280, 84/06/01, 040^080072. 


H062I0020 Responds to 840605 request for presence of J Roberts at 
8406 2 5 public hearing at Burry Country C;ojyr'thpV : f* re. util 
application for dry cask storage. J Roberts, uii U attend* 
make brief statement. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/14, 

JONES, M E. Surry County, VA. Ip. " $£$$$*%&. 24X 
Fiche: 50-200, 84/06/14, 84 06210020. 


1406280031 Notifies of 840625 public heir ing in flurry# VA re util 
application for conditional use permit irsiy Ciilt: storage 
at site. 

CUNNINGHAM, R. E. Division of Fuel Cycle, ife.fctalttrfAl Safety. 84/06/15. 
Q'REILLV, sJ. P, Region 2, Office of Dir*c%tL P. L. Office of 

Public Affairs. Ip. 23100:358. 24* 84/06/13, 

8406220031. 


DOCKET 50-2B1 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency St fire protection plans 


8406210126 Forwards order confirming util commitments to requirements 
of Suppl 1 to NUREC-0737 re emergency response capability. 
Recommends schedular date be accepted for operability. 

W/o encl 

NEIGHBORS, U D. Operating Reactors Branch 1 83/08/25 

E ISENHUT , D G Division of Licensing 3pp. 25090:032 24X 

Fiche- 50-200, 83/08/25, 8406210126 


8406220172 Rev 2 to "Corporate Emergency Response Plan. " W/840613 Itr. 
STEWART, W. L Virginia Electric & Power Co. 84/05/15. 0 ' REILLY, J. P. 

Region 2, Office of Director. 96pp. 25083:075. 24X 

Fiche: 50-000, 84/05/15, 8406220172. 


8406140211 Forwards changes to security personnel training * 
qual if i cati on program. Changes withheld (ref 10CFR73.21). 

STEWART, W. L Virginia Electric & Power Co. 84/05/31. 0 ' REILLY, J. P. 

Region 2, Office of Director. Ip. 24924: 148. 24X 

Fiche: 50-280, 84/05/31, 8406140211. 


8406120257 Responds to Generic Ltr 83-10D re compliance w/criteria for 
resolution of TMI Action Item 1 1. K. 3. 5. West inghouse Owners 
Group emergency response guidelines based procedures will be 
developed in conjunction w/control room design review. 

STEWART, W L. Virginia Electric * Power Co. 84/06/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. E ISENHUT, D. G. 
Division of Licensing. 3pp. 24892:081. 24X Fi ch e : 50-000, 84/06/04, 

8406120257. 


0406120301 Rev 1 to Emergency Plan Implementing Procedure EPIP-4. 24, 
"Gaseous Effluent Sampling During Emergency. " W/840604 
1 tr. 

SALYERS, E. M. Virginia Electric St Power Co. 84/06/04. 18pp. 

24894:165. 24X Fiche: 50-280. 84/06/04, 8406120301. 


8406270252 Forwards order confirming licensee commitment to implement 
emergency response capability items in Suppl 1 to 
NUREQ-0737. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/12. STEWART, W. L. 

Virginia Electric * Power Co. 2pp. 25174:291. 24X 

Fiche: 50-280, 84/06/12, 0406270252. 


— 8406270254 Order confirming licensee commitment to implement emergency 
response capability items of Suppl 1 to NUREG-0737. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Virginia 
Electric * Power Co. 6pp. 25174:293. 24X Fiche: 50-280, 84/06/12, 

8406270252. 


8406180120 Advises that 840217 St 0531 Rev 7 to physical security plan 
consistent w/provisions of 10CFR50. 54( p ) * acceptable. 

LEWIS, R. C. Division of Project St Resident Programs. 84/06/13. 
STEWART, W. L. Virginia Electric St Power Co. 2pp. 24967:303. 24X 

Fiche: 50-280, 84/06/13, 0406180120. 


8406220166 Forwards IE Insp Repts 50-280/84-19 St 50-281/04-17 on 
840603-07. No violations or deviations noted. 

DANCE, H. C. Division of Project & Resident Programs. 04/06/19. 
STEWART, W. L. Virginia Electric St Power Co. 2pp. 25088:178. 24X 

Fich*: 50-280, 84/06/19, 8406220166. 


—0406220169 IE Insp Repts 5O-2BO/04-19 St 50-281/84-17 on 840603-17. No 
violations or deviations noted. Major areas inspected: 
security organization - personnel St physical barriers - 
protected areas. Detai Is withheld (ref 10CFR2. 790 St 73.21). 

HALL, B.L. Region 2, Office of Director. 04/06/19. Ip. 

25088:180. 24X Fi c h e : 50-200, 04/06/19, 8406220166. 


8406230292 Rev l to Emergency Plan Implementing Procedure EPIP-4, 24, 
"Gaseous Effluent Sampling During Emergency." W/840620 ltr. 

WAGAMAN, D. E. , 8TEWART , W. L. Virginia Electric * Power Co. 84/06/20. 
O'REILLY, J. P. Region 2, Office of Director. 19pp. 25118:241. 24X 

Fiche: 30-280, B4/06/2 0, 8406230292. 


P. Operating license stage documents * correspondence 


8404180424 Provides equipment qualification program status rept, for 
1-wk period ending 840323. Lists of attendees at 840319 
meeting for Surry St North Anna * 840323 meeting for Fort 
Calhoun encl. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/03/30, 
MIRAGLIA, F. J, Assistant Director for Safety Assessment. 6pp. 
23139:041. 24X Fiche: 30-000, 84/03/30, 0^04 180424. 
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8406050079 Advises that proprietary version of VEPCO Topical Rept 
VEP— NFE-2, "VEPCO Evaluation of Control Rod Ejection 
Transienti" delivered to DH Moran at 840522 meeting in 
Bethesda,MD for review. 

STEWART , W. L. Virginia Electric St Power Co. 84/05/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT , D. G. 

Division of Licensing. Ip 24838 245. 24X Fi c h e : 50-000, 84/05/31 . 

8406050079. 


8406290103 Comments on draft NRR memo re regulatory effectiveness 
review <RER),per 840510 request. Potential sabotage 
vulnerabilities should be corrected per backfit procedures. 

Plant RER repts held pending resolution of RER issues. 

CASE, E. G. Office of Nuclear Reactor Regulation. Director. 04/06/08. 

BURNETT, R. F Division of Safeguards. 3pp. 25225:212. 24X 

Fiche: 50-000, 84/06/08, 8406290103. 


8406260544 Forwards "Control of Heavy Loads - Phase II, Surry Power 
Station, Units 1 8< 2, " draft technical evaluation rept, 
for review. Site visit expected in 30 days to resolve open 
items. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/14. STEWART, W. L. 

Virginia Electric & Power Co. 2pp. 25158:056. 24X 

Fiche: 50-280, 84/06/14, 8406260544. 


— 8406140286 "Control of Heavy Loads-Phase II, Surry Power Station Units 
1 it 2, " draft technical evaluation rept. 

WALTER, R. J. Franklin Inst i tute/Fran k 1 in Research Center. 

NRC— 03-81- 130. TER-C5506-508/509 DR. 84/05/14. SINGH, A. NRC - 

No Detailed Affiliation Given. 30pp. 25158:058. 24X 

Fiche: 50-280, 84/06/14, 8406260544. 


8406280265 Forwards safety evaluation based on review of licensee 
submittals re NUREG-0737, Item II. K. 2. 13, "Thermal-Mechanical 
Rept." Info adequately demonstrates reasonable assurance 
that vessel integrity maintained. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/15. STEWART, W. L. 

Virginia Electric St Power Co. 11pp. 25195:345. 24X 

Fich*: 50-280,84/06/15, 8406280265. 


8406280345 Forwards Amends 97 St 96 to Licenses DPR-32 it DPR-37, 
respectively, safety evaluation $< technical evaluation rept. 

Amends incorporate requirements of App I to 10CFR50 as 
radiological effluent Tech Specs. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 84/06/19. STEWART, W. L. 

Virginia Electric & Power Co. 3pp. 25192:151. 24X 

Fiche: 50-280, 84/06/19, 8406280345. 


— 8406280350 Amends 97 Sc 96 to Licenses DPR-32 S. DPR-37, resp ec ti vel y , 
incorporating requirements of App I to 10CFR50 as 
radiological effluent Tech Specs. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/19. B4pp. 

25192:154 24X Fich e : 50-280, 84/06/19, 8406280345. 


— B406280332 Safety evaluation supporting Amends 97 & 96 to Licenses 
DPR-32 DPR-37, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 8pp, 
25192:239. 24X Fic he: 50-280, 84/06/19, 8406280345. 


8406280379 Discusses Amends 97 St 96 to Licenses DPR-32 S< DPR-37, 
respectively, issued on 84061 9. Of f si te dose calculation 
manual submitted w/830504 application reviewed t>. is 
acceptable Tech Spec ref w/listed changes. 

VAROA, S. A. Operating Reactors Branch 1. 84/06/20. STEWART, W. L. 

Virginia Electric it Power Co. 2pp. 25195:041. 24X 

Fiche: 50-280, 84/06/20, B406280379. 


Q. Inspection reports, IE Bulletins &< correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. 1 ' Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fic h e : 50-000, 34/05/25, 8405240317. 


8405290303 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e ; 50-000, 84/05/30, 8405290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditiair 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness 5. Eng i neer i ng 
Response (Post 830103). 84/06/05 Consolidated Edison Co. of New 

York, Inc. 120pp. 25050 124 24X Fi c h e : 50-000, 84/06/05, 8406050012 


8406210402 Forwards request for addl info re ASME Section XI relief 
requests, based on review of 831209 1 tr Info requested within 
30 days of receipt of Itr 

VARGA, S A. Operating Reactors Branch 1 84/06/06. STEWART, W. L. 

Virginia Electric V. Power Co. 3pp 25069: 178. 24X 

Fiche: 50-280, 84/06/06, 8406210402 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators " Svc list encl 

GRACE, J N. Division of Q A, Safeguards S Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25030:032. 24X F i c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/OB, B4O6 060336 


B406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1, 8406080176 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, B4060B0173 


8406130315 IE Info Notice 84-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049. 033. 24X Fiche: 50-000, 84/06/15, 8406130315 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche : 50-000, 84/06/ IB, 84061B0353 


8406180360 IE Info Notice B4-49, "IGSCC Leading to Steam Gen erator Tube 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of Nw 

York, Inc. 118pp. 23535.286. 24X Fi ch e : 50-000, 84/06/ 18, 84061B0360 


B406220166 Forwards IE Insp Repts 50-280/84-19 St 50-281/04-17 on 
840603-07. No violations or deviations noted. 

DANCE, H. C. Division of Project it Resident Programs. 84/06/19. 
STEWART, W. L. Virginia Electric St Power Co. 2pp. 25080:170. 2« 

Fiche: 50-200, 84/06/19. 8406220166. 


— 8406220169 IE Insp Repts 50-280/84-19 It 50-281/84-17 on 040603-1? No 
violations or deviations noted. Major areas inspected: 
security organization - personnel S< physical barriers - 
protected areas. Deta i 1 s withheld (ref 10CFR2. 790 it 73.21). 

HALL, B.L. , MCGUIRE, D. R. Region 2, Office of Director. 84/06/19. 
Ip. 25088:180. 24X Fi c h e : 50-280, 84/06/ 1 9, 8406220166. 


8406190327 IE Info Notice 84-50, "C 1 ar i f ica t i on of Scope of GA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/21. Consolidated Edison Co. of Nw 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327 


S. Reportable occurrences, LERs it related correspondence 


0406190181 LER B4-011-01:on 840417, dur ing review of 10CFR50, App R. util 
informed of potentially significant deficiency in emergency 
diesel generator 3 louver control sys. Louvers mechanically 
blocked open. Mods under review. W/840608 ltr. 

WILSON, J. L. Virginia Electric St Power Co. 84/05/08. 4pp. 
24980:343. 24X Fich e: 30-281 , 84/05/08, 8406190181. 


8406280431 Submits addl info re 840616 possible oil spill previously 
reported by telephone. Uti 1 unable to confirm or deny 
original rept of spill. Level control sys for Unit 1 turbine 
sump tested St found operating satisfactorily. 

TAYLOR, J. A. Virginia Electric S< Power Co. 84/06/20. RICHWINE, D, fl 
Virginia, Commonwealth of, . 2pp. 25193: 107. 24X 

Fiche: 50-280, 84/06/20, 8406280431. 
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Dry Cask Independent Spent Fuel Storage Instal lati ons 


06020055 Requests meeting on 840523 to discuss fuel temp for dry cask 
ISFSI Proposed agenda encl. 

STEWART i W. L. Virginia Electric & Power Co. 84/05/22. 

CUNNINGHAM, R. £. Office of Nuclear Material Safety & 

3af eg uar d s , Di r ec t or . 2pp. 24802.' 061. 24X Fiche: 50—280, 84/05/22, 

3406020055. 


36080072 Summarizes 840308,0411 & 0523 meetings w/util & listed 
attendees in Silver Sp r ing > MD, Ri c hmond , VA & Silver Spring, 

IB, respectively , re safety review of ISFSI application. 

3AVISON* N. H. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/01 
ROUSE* L C. Advanced Fuel & Spent Fuel Licensing Branch. 5pp. 
24875:342. 24X Fi ch e : 50-280, 84/06/01 , 8406080072. 


16210020 Responds to 840605 request for presence of J Roberts at 
140625 public hearing at Surry County Courthouse re util 
ipplieaticn for dry cask storage. J Roberts will attend & 
lake brief statement. 

OUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/14. 

'ONES, M. E. Surry County, VA. Ip. 25091:299. 24X 

iche: 50-280,84/06/14, B406210020. 


6220051 Notifies of 840625 public hearing in Surry, VA re util 
pplicafcion for conditional use permit for dry cask storage 
t site 

UNN INGHAM, R. E. Division of Fuel Cycle it Material Safety. 84/06/15. 
O'REILLY, J P. Region 2, Office of Director. INGRAM, F. L. Office of 
ublic Affairs. Ip. 25100:358. 24X Fiche: 50-280, 84/06/15, 

406220051. 


KET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


Security, medical, emergency it fire protection plans 


6050424 Ack receipt of 840504 ltr informing NRC of steps taken to 
jrrect noncompliance identified in IE Insp Repts 
3-282 / 84-05 it 50-306/84-05. 

V’ERIELLO, C. J. Region 3, Office of Director. 84/05/30. 

4RB0N, C. E. Northern States Power Co. Ip. 24842:296. 24X 

iche: 50-282, B4/05/30, 8406050424. 


106050430 Responds to NRC 840405 ltr re violations noted in IE Insp 
R*pts 50-282/84-05 & 50-306/84-05. Correct! ve actions: changes 
to EPIP F3-9 re emergency evacuation will be incorporated 
into emergency plan training lesson plans. 

LARSON, C. E. Northern States Power Co. 84/05/04. KEPPLER, J. G. 
Rggion 3, Office of Director. 2pp. 24842:297. 24X 

Fiche: 50-282, 84/05/30, 8406050424. 


,070247 Reconfirms it updates Region III access authorization lists 
r admitting NRC personnel to facilities. Recommends that 
dividuals w/Q or L access authorization be granted 
escorted access to vital it protected areas. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. LARSON, C. E. 
rthern States Power Co. 7pp. 24745:202. 24X 

che: 50-282, 84/06/04. 8406070247. 


190138 Revised emergency plan implementing pr oc ed ure s , in c 1 ud ing 
-9 re emergency evacuat ion, F3-4 re responsibilities during 
te area alert or general emergency St F3-5 re emergency 
tifications. W/B40614 ltr. 

YiF. L. Northern States Power Co. 84/06/14. 136pp. 24979:137. 

X Fiche: 50-282, 84/06/14, 8406190158. 


270306 Forwards order confirming licensee commitment to implement 
erjency response capability schedule for item identified 
Generic Ltr 02-33 < NUREG-0737, Supp 1 1). 

-LER, J. R. Operating Reactors Branch 3. 84/06/14, MUSOLF, D. M. 

’them States Power Co. 4pp. 25173:340. 24X 

:he: 50-282, 84/06/14, 8406270386. 


36270388 Order confirming licensee commitment to implement emergency 
•Bsponse capability items identified in Generic Ltr 82-33 
NUREG-0737, Sup pi 1). 

ilSENHUT, D. G. Division of Licensing. 04/06/14. Northern States 
'oner Co. 6pp. 25173:344. 24X Fich e: 50-282, 84/06/14, 8406270386. 


160137 Forwards response to 840511 request for addl info re 840531 
iratiart package for emergency procedures. 

OLF# D. Northern States Power Co. 84/06/18. Office of Nuclear 
ctor Regulation, Director. 5pp, 25142:293. 24X 

he: S0-2B2, B4/06/18, 8406260137. 


P. Operating license stage documents it correspondence 


8406080203 Forwards AEOD rept re sys responses of PWRs during natural 
circulation mode of DHR Study confirms that combination of 
reactor coolant loop temps provides reliable indicator of 
natural circulation flow it can be used for all PWRs. 

HELTEMES, C. J. Director's Office 84/05/29. THOMPSON, H. L. Division 
of Human Factors Safety 2pp. 24877: 178. 24X Fiche; 50-000, 

84/05/29, 8406080203. 


— 8406080214 Forwards "Natural Circulation in PWRs," engineering 
evaluation rept. Rept indicates that PWR designs respond 
similarly during transition to it establishment of natural 
circulation cooling. 

LANNING, W D. Reactor Operations Analysis Branch. 84/05/25. 

SEYFRIT/K. V. Reactor Operations Analysis Branch. Ip. 24877:180. 

24X Fiche: 30-000, 84/05/29, 8406080203. 


— 8406080234 "Natural Circulation in PWRs," engineering evaluation rept. 
* Director's Office. 84/05/31. 80pp. 24877:181. 24X 

Fiche: 30-000, 84/03/29, 8406080203, 


8406070365 Forwards listed JAERI upper plenum insp data currently under 
NRC review. Data must be withheld from public d i s c 1 osure, p er 
JAERI request, W/o ends. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/30. MUSOLF, D. M. 

Northern States Power Co. 3pp. 24854; 183. 24X 

Fiche: 30-282, 84/05/30, 8406070365. 


8406150087 Forwards "Control of Heavy Loads - Phase II, Northern States 
Power Co, Prairie Island Nuclear Generating Plant Units 1 & 

2," draft technical evaluation rept. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/31. MUSOLF, D. M. 

Northern States Power Co. 2pp. 24960:261. 24X 

Fiche: 50-2B2, 84/05/31 , 04061 50087. 


— 8405210405 Draft technical evaluation rept, "Control of Heavy loads 
Phase II, Northern States Power Co, Prairie Island Nuclear 
Generating Plant, Units 1 & 2. 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-01-130. TER— CSS 06—469/470 DR. 84/03/08. SINGH, A. NRC - 
No Detailed Affiliation Given. 24pp. 24960:263. 24X 

Fiche: 50-282, 84/03/31, 8406130087. 


8406200466 Forwards SER on NUREG-0737, Item II. K 2. 13, "Th erma 1- 
Mechanical Rept" on effects of high pressure injection on 
vessel integrity for small-break LOCA w/no auxiliary 
feedwater. Item complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/11. MUSOLF, D. M. 

Northern States Power Co. Upp. 23066:329. 24X 

Fiche: 30-282, 84/06/11, 0406200466, 


8406290249 Submits plans for resolution of asymmetric LOCA loads issue, 
per Generic Ltr 04-04. Westinghouse mechanistic fracture 
evaluation & exemption request from GDC 4 requirements will 
be submitted by 840913. 

MUSOLF, D. Northern States Power Co. 84/06/15. Office of Nuclear 
Reactor Regulation, Director. 2pp. 23196:231. 24X 

Fiche: 50-282, 84/06/13, 8406290249. 


G. Inspection reports, IE Bulletins & correspondence 


0403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24B61:201. 24X Fiche; 30-000, 84/03/23, 8405230319. 


8403240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/23. Consolidated Edison Co. of New 

York, Inc. 127pp. 24080:103. 24X Fiche: 30-000, 84/03/23, 8405240317. 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c he : 50-000, 84/03/30, 8405290383. 


8406030424 Ack receipt of 840304 ltr informing NRC of steps taken to 
correct noncompliance identified in IE Insp Repts 
30-282/84-03 it 50-306/B4-03, 

PAPERIELLO, C. J. Region 3, Office of Director. 84/03/30. 

LARSON, C.E. Northern States Power Co. Ip. 24842:296. 24X 

Fiche: 30-282, 84/03/30, 8406030424. 



96 


DOCKETED ITEMS 


-84060504^0 Responds to NRC 840405 ltr re violations noted in IE Insp 
50-282/S4-O5 t 50-306/84-03 Ccrr.ctive « t ion. . ch.ng.. 
to EPIP F3-9 re emergency evacuation will be mcorpor 
into emergency pi*" training lesson p !ans^ upPPLER J G 

LARSON, C E Northern States Power Co_ 

Region 3. Office of Director 2pp 24842 297 24X 

Fiche 50-282. B4/05/30. 8406050424 


8406180390 ftck receipt of 840529 ltr ln*or„,in 0 & ak ' n “ 

correct none onp 1 ianc e noted in IE Insp Reptt 30 282/04 03 & 
50-306/84-03. Severity level Par violation should be Severity 
Level V Corrected notice of violation encl. 

SHAFER* W. D Region 3, Office of Dir.ctor 84/06/00. LARSON, C.£ 
Northern States Power Co. 2pp „496S: 259. 24X 

Fiche- 50-282* 84/06/08, 8406180390 


8406150199 Forwards IE Insp R.pts 30-282/83-22 » 50-306/83-22 on 
nnt 1 07 *, to & 840319 & 20 & notice of violation 

SPESSARD. R L Rejion 3. Office of Director 84/03/31 LARSON, 
Northern States Power Co. 2pp. 24945 336 24X 

Fiche 50-282* 84/05/31* 8406150199 


8406180397 Corrected notice of violation from 

Violation noted’ returned radiation monitor 
sve w/o being logged in reactor log. 

* Region 3, Office of Director. 84/06/08. 
Fiche: 50-282* 84/06/08, 8406180390 


insp on 840211-0410. 
2R50 returned to 

lp. 24965:261, 24* 


—8406150202 Notice 
SPESSAFD, P L 
24945 338 24X 


of violation from insp on 831107 & 10 h. 840319 & 20. 
Region 3. Office of Director. 84/05/31. lp. 

Fiche: 50-282* 84/05/31 * 8406150199. 


— 8406150204 IE Insp Repts 50-282/83-22 & 50-306/83-22 on 831107 St 10 
840319 & 20 Violation noted during 1983* plant operated at 
bus voltage between 342 kV S* 345 kV w/o prior safety 
evaluation _ _ 

STREETER. J F * SPESSARD, R. L. Region 3* Office of Director. 
84/05/31 5pp 24945:339 24X Fiche: 50-282, 84/05/31* 8406150199 


8406010423 IE Info Notice 84-41* “IOSCC in BWR Plants. " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01 

York* Inc lOOpp 25050.244. 


Consolidated Edison Co. of New 
24X Fiche: 50-000,84/06/01. 8406010423. 


8406050520 Forwards "Inservice Insp - Exam Summary* Prairi e Island 
Nuclear Generating Plant - Unit 1,840327-30.” Safety 
injection sys cireumferentia 1 pipe welds containing stagnant 
oxygenated berated water examined. 

KUSOLF, D Northern States Power Co. 84/06/01. Office of Nuclear 
Reactor Regulation, Director. lp- 24840:108. 24X 

Fiche; 50-282* 84/06/01, 8406050520. 


— 8406050524 “Inservice Insp - Exam Summary Prairie Island Nuclear 
Generating Plant - Unit 1,840327-30.” Rept summarizes 
circumferential pipe welds containing stagnant oxygenated 
borated water. 

DAHLMAN, L. C. Northern States Power Co. 84/05/09. 29pp. 

24840 109. 24X Fiche: 50-282, 84/06/01 , 8406050520. 


—8406180402 Responds to NRC 840430 ltr re violations noted in IE Inif 
Repts 50-282/84-03 S- 50-306/84-03 Corrective ac t i on* : Sec t i on 
Work Instruction SWI-0-4 will be revised by 840720. Re sponse 
to noncompliance identified in App B withheld. 

LARSON, C. E. Northern States Power Co. 84/05/29. SHAFER, W. D 
Region 3* Office of Director. 2pp 24965:262. 24X 

Fiche: 50-282, 04/06/08* 0406180390. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co of New 

York* Inc. 123pp. 25049:001. 24X Fi c h e . 50-000* 84/06/ 11 , 84O6O0Q176 


8406190426 Forwards suppl to 840309 response to NRC request for info 
on second 10-yr inservice insp program request for relief. 

MUSOLF, D. Northern States Power Co. 84/06/11. Office of Nuclear 
Reactor Regulation* Director. 7pp. 25022.001. 24X 

Fiche: 50-2B2, 84/06/11* 8406190426. 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of tow 

York, Inc U9pp 25049:154. 24X Fi che: 50-000, 84/06/13, S406080173 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i ca 1 1 on Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/06/15. Consolidated Edison Co. of tow 

York* Inc. 122pp. 25049:033. 24X Fi c h e : 90-000* 84/06/ 1 5, 0406130315 


8406070247 Reconfirms Sc updates Region III access authoriiat ion lists 
for admitting NRC personnel to faci 1 ities. Recommends that 
individuals w/Q or L access authori zati on be granted 
unescorted access to vital it protected areas. 

AXELSON.W. L. Region 3, Office of Director. 84/06/04. LARSON. C. E. 
Northern States Power Co. 7pp. 24745:202. 24X 

Fiche: 50-282, 84/06/04* 8406070247. 


8406180353 IE Info Notice 84-48* "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of tow 

York, Inc. 110pp. 25536:043. 24X Fiche: 50-000, 84/06/18* S4061 60353 


8406260457 Forwards IE Insp Rept 50-282/84-07 on 840521-23 St notice 
of violation Advises of increase in number of procedure Sc 
personnel-related violations since Sept 1983. 

KEPPLER. J. G. Region 3, Office of Director. 84/06/04. LARSON, C. E. 
Northern States Power Co. 2pp. 25164.223. 24X 

Fiche. 50-282. 84/06/04, 8406260457. 


— 8406260461 Notice of violation from insp on 840521-23. 

KEPPLER, J G. Region 3, Office of Director. 84/06/04. 2pp. 
25164 225 24X Fi c h e : 50-282, 84/06/04, 8406260457. 


— 8406260462 IE Insp Rept 50-282/84-07 on 840521— 23. Noncomp 1 iance noted: 
failure to keep one shield bldg maint airlock door closed 
w/reactor at full power. 

HARD, j. E. * JACK I W, I- N. Regions, Office of Director. 84/06/04. 

4pp. 25164:227. 24X Fiche; 50-282. 84/06/04, 8406260457. 


8406030012 IE Info Notice 84—42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. ” Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/06/05. Consolidated Edison Co. of New 

York, Inc 12Qpp. 25050:124. 24X Fiche: 50-000, 84/06/05, B406050012. 


8406050350 IE Info Notice 84-43, “Storage St Handling of Opthalmic Beta 
Radiation Applicators. " Svc list encl. 

GRACE. J. N Division of QA* Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350, 


8406060336 IE Info Notice 84-44, “Environ Qualification Testing of 
Rockbestos Cables." Sv c list encl. 

JORDAN, E L. Division of Emergency Preparedness Sc Engineering 
Response (Post 8301031. 84/06/08. Consolidated Edison Co. of New 

York» Inc. t20pp. 23049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


B4O610Q36O IE Info Notice 04-49, "IQSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 110pp. 25533:286. 24X Fiche: 50-000, 84/06/18, B406L8Q34Q, 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Progr*®* 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

Yot k, Inc. 63pp. 25535:041. 24X Fiche: 30-000* 04/06/21 , 0406190327 


R. Periodic operating reports & related correspondence 


8406210257 Forwards revs to "Effluent it Waste Disposal Semiannual R»J>* 
for Jul-Dec 1983. " Rept revised to incorporate. Sr-8? St Sr-90 
analysis tbsuI ts. Fe-53 results below lower level of 
detection. 

FEY, F. L. Northern States Power Co. 84/06/11. Region 3* Office of 
Director. lp. 25058:145. 24X Fi c h e : 50-282, 84/06/1 1. 8406210257, 


— 8406210261 Revs to "Effluent St Waste Disposal Semiannual Repfc for 
Jul-Dec 1983. " 

* Northern States Power Co. 83/12/31. 2pp, 25058:146. 24X 

Fiche: 50-282, 84/06/11, 8406210257. 


8406280448 Forwards revised Pages 6-7 to s 4t Waste Disposal 

Semiannual Rept*" for Jul-Dec 1983. Rep lacemen't . fMkflf* 
incorporate Si — 89 St Sr-90 analysis results. 

FEY, F. L. Northern States Power Co. 84/06/f t. Region 3* Office 

Director. lp. 25193:122. 24 X Fiche: 50-2B2* B4/Q6/1 i , 8406280448. 


— 8406280451 Replacement Pages 6-7 to "Effl lif-n't- Jt ,Wa.».te Disposal 
Semiannual Rept, " for Jul-Dec 1983, incgrpiirait:^ Sr-89 l< 

Sr-90 analysis results. 

* Northern States Power Co. 84/06/1, L .’ 2,pp, • 123. 24X 

Fiche: 50-282, 84/06/11, 8406280448. 
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Reportable occurrences; LER& & related correspondence 


(06010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg bg Rockbestos Co. Initially reported on 
840311. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22 Director's Office, 

Office of Inspection and Enforcement. 5pp. 24756: 349. 24X 

Fiche; 50-000, 84/05/22, 0406010313. 


06250240 LER 84-002-00: on 840521, air hose routed through shield bldg 
doors causing breach of integrity. Caused by procedure error 
Airlock leakage test procedure revised to emphasize 
integrity requirements. W/B40620 ltr. 

HUNSTAD, A. A. > MUSOLF, D. Northern States Power Co B4/06/20. 3pp. 
25130:183. 24X Fi c h e : 50-202, 84/06/20, 8406250240. 


0629025 7 Part 21 rept re static load rating on Ank er-Ho 1 th , Bax ter 
hydraulic suppressor. Caused by failure of Torrington 
sel f -a 1 i gn i ng ball b ush ing . Recommends replacement w/ 

Paul-Konr oe Hydraulics Part PA-89492 & PA-89493. 

NEWHART.M. R. Baxter Fluidpower Group. 84/06/21. KEPPLER , J. G. 
Region 3, Office of Director. 3pp. 25196:025. 24X 

Fiche: 50-000, 84/06/21, 8406290257. 


CKET 50-284 IDAHO STATE UN IV. RESEARCH REACTOR 


Periodic operating reports It related correspondence 


06280193 "Annual Operating Rept for 1983. “ W/840620 ltr. 

SMITH, T. W. Idaho State Univ. , Pocatello, ID. 83/12/31. THOMAS, C. 0. 

Standardization It Special Projects Branch. 4pp. 25180:328. 24X 

Fiche: 30-204, 83/12/31, 8406280193. 


CKET 50-285 FORT CALHOUN STATION, UNIT 1 


Operating license stage documents it correspondence 


06180030 Partial response to FOIA request for documents re IE Info 
Notices 81-29,82-52,83-57 it 83-72 fc Board Notifications 
B3-12B 8< 83-128A. Forwards App A documents. Documents also 
available in PDR. App B documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/20. JORDAN, W. S. 
Harmon & Weiss. 18pp. 25070:115. 24X Fiche: 50-000, 84/03/20, 

B4061800 30. 


B208270641 Provides confirmation of two apparent inconsistencies in 
documentation re ASCQ solenoid valves used in air supply 
lines to auxiliary feedwater sys discharge valves HCV-1107A 
& B !« HCV-UOSA it B, 

KENDALL, R Instrumentation it Control Systems Branch. B2/08/20. 
TOUR I ON Y, E. Operating Reactors Branch 3. 2pp. 23076:017. 24X 
Fiche: 50-000, 84/03/20, 8406180030. 


341B0424 Provides equipment qual i f i cat i on program status rept, for 
1— (uJc period ending 840323. Lists of attendees at 840319 
nesting for Surry it North Anna & 840323 meeting for Fort 
lalhoun end. 

(ARSCH»R.O. Operating Reactors Assessment Branch. 04/03/30, 
1IRAGLIA, F J. Assistant Director for Safety Assessment. 6pp. 
15139- 041. 24X Fiche: 30-000, 84/03/30, 8404180424. 


15070481 Advises that current description of yearly QA program change 
update submitted by util 830610 ltr reviewed & found 
icceptab le, per requirements of 10CFR50, App B. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/27. JONES, W. C. 
Imaha Public Power District. 2pp. 24340:267. 24X 

r iche: 50-285, 84/04/27, B40SO7O4B1. 


) 60801 81 Forwards Amend 7B to License DPR-40 it safety evaluation. 
\mend incorporate* admini strative changes re 1 i' censed 
iperator staffing. 

fOURIGNY, E. G. Operating Reactors Branch 3. 84/03/16. JONES, W. C. 

Jmaha Public Power District, 3pp. 24878:031, 24X 

•iche; 50-283, 84/05/16, 8406080181. 


1406080163 Amend /w ^o License DPR-40, changing tfeb Specs re licensed 
operator staffing. 

MILLER/ J. R. Operating Reactors Branch 3 S 84/03/16. 6pp. 

24878 : 034 . 24X Fiche: 50-283, 84/05/16, 8406080181. 


1406080 1 84 Safety evaluation supporting Amend 78 to License DPR-40. 

* Office df Nuclear Reactor Regulation, Director, 84/05/16. 2pp. 
24878:040. 24X Fiche: 50-205, 04/05/16, 8406080181. 


8406080187 Approves request to withhold CEN-257 (0 ) -P, "Statistical 
Combination of Uncertaint i es, Parts 1,2 & 3" it Document 
LIC— 84-057 Attachment A "Statistical Combination of 
Uncertainties Rep t , Pr opr i e tary Version" (ref 10CFR2. 790). 

MILLER, J R Operating Reactors Branch 3. 84/05/16. JONES, W. C. 

Omaha Public Power District. 5pp. 24878:026. 24X 

Fiche 50-205, 84/05/16, 0406080187 


8406070370 Responds to B40403 request for extension of deadline for 
final environ qua 1 i f i ca t i on of electrical equipment. 

Extension granted until 040930. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director. 

84/05/18 JONES, W C. Omaha Public Power District. 7pp. 24854:174. 
24X Fiche. 50-285, 84/03/18, 0406070370. 


8406080253 Forwards safety evaluation on control of heavy loads. 
Guidelines of NUREG-0612, Secti on 5. 1 1 «< 5. 3 satisfied. 

Franklin Research Ctr technical evaluation rept also end. 
MILLER, J. R Operating Reactors Branch 3. 04/05/22. JONES, W.C. 

Omaha Public Power District. 2pp. 24897:247. 24X 

Fiche: 50-285, 84/03/22, 8406080253. 


— 8406080256 Safety evaluation re control of heavy loads, Phase I. Phase I 
accep tab 1 e. 

* NRC - No Detailed Affiliation Given. 84/03/22. 2pp. 

24897 :249. 24X Fi c h e : 50-285, 84/05/22, 8406080253. 


— 8406080266 Revised "Control of Heavy Loads <C-10),Fort Calhoun 
Station, " technical evaluation rept. 

VOSBURY, F. , BOMBERGER,C. Franklin Institute/Franklin Research 
Center. NRC-03-81-130. TER-C 3506-356. 84/03/01. SINGH, A. NRC - 

No Detailed Affiliation Given. 30pp. 24897:231. 24X 

Fiche: 50-283, 84/03/22, 8406080253. 


8406080035 Forwards Amend 79 to License DPR-40 & safety evaluation. 
Amend provides up-to-date identification of accessibility of 
saf ety-related sys hydraulic snubbers. 

TOURIGNY, E. G. Operating Reactors Branch 3. 84/05/23. JONES, W. C. 

Omaha Public Power District. 2pp. 24877:260. 24X 

Fiche: 30-285, 84/03/23, 8406080033. 


— 8406080039 Amend 79 to License DPR-40, provid ing up-to-date 
identification of accessibility of safety-related sys 
hydraulic snubbers. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/23. 9pp. 

24877:262. 24X Fiche: 50-285, 84/05/23, 8406080035. 


— 8406080042 Safety evaluation supporting Amend 79 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director. 84/03/23. 2pp. 
24877:271. 24X Fiche: 30-283, 84/03/23, 8406080035. 


8406030071 Forwards summary of preliminary evaluation of pressurized 
thermal shock risks per JR Miller 831123 request. Util 
continuing to discuss possibility of sampling reactor vessel 
welds w/manuf ac tur er . 

JONES, W.C. Omaha Public Power District. 84/03/30. MILLER, J. R. 
Operating Reactors Branch 3. 12pp. 24839:201. 24X 

Fiche: 50-285, 84/03/30, B4060S0071. 


8406120311 Forwards documentation of discussions held at 840323 meeting 
re environ qualification of safety-related electrical 
equipment. Documentation includes proposed resolutions to 
deficiencies noted in 830111 draft SER. 

JONES, W. C. Omaha Public Power District. 84/03/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 60pp. 24889:001. 

24X Fiche: 30-283, 84/05/31, 8406120311. 


8406140266 Approves 830926 request that listed documents re reload core 
analysis it neutronics design methods 8< verification be 
withheld from public disclosure (ref 10CFR2. 790). 

MILLER, J. R. Operating Reactors Branch 3. 84/03/31. JONES, W.C. 

Omaha Public Power District. 4pp. 24955:066. 24X 

Fiche: 30-283, 84/03/31, 8406140266. 


8406180006 Forwards safety evaluation re NUREG-0737, I tem II. K. 2. 13, 
"Thermal-Mechanical Rept. " Info adequately demonstrates that 
vessel integrity maintained. Item it Unresolved Safety Issues 
A-49 & A-43 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/03. JONES, W.C. 

Omaha Public Power District. 11pp. 23023:300. 24X 

Fiche: 30-283, B4/06/03, 8406180006. 


8406120469 Forwards application for amend to License DPR-40, revising 
Tech Specs to provide administrative changes, inc lud ing 
updated organization charts. Fee end. 

* LeBoeuf, Lamb, Leiby & MacRae. 84/06/08. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24891:002. 24X 

Fiche: 30-2B5, 84/06/08, 8406120469. 
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-'-8406120473 Application for amend to License DPR-40, revi sin g Tech Specs 
to provide administrative changes, inc luding updated 
organization charts 

JONES, W. C Omaha Public Power District. 84/06/07. 2pp. 

24891:005 24X Fi c h e : 50-285, 84/06/08, 8406120469. 


— 8406120474 Proposed Tech Specs providing administrative changes, 
including updated organization changes. 

* Omaha Public Power District. 84/06/07. 10pp. 24891 ; 007. 24X 

Fiche: 50-285, 84/06/08, 8406120469. 


B406190310 Provides update on status of post-accident sampling sys 
it new completion date, per 040306 telcon. Tech Specs required 
by NUREG-0737, Item II. Q. 3 will be submitted 30 days after 
reaching 100*4 power for sys operability. 

JONES, W. C. Omaha Public Power District. 84/06/13. MILLER, J. R. 
Operating Reactors Branch 3. 5pp. 24999:313. 24X 

Fiche: 50-285, 84/06/13, 8406190310. 


Q. Inspection reports, IE Bulletins it correspondence 


8406250369 Forwards IE Insp Rept 50-285/82-30 on 821129-1203 it notice 
of violation. 

SEIDLE. W. C. Region 4, Office of Director. 83/03/17. JONES, W. C. 
Omaha Public Power District. 3pp. 25141:044. 24X 

Fiche: 50-285, 83/03/17, 8406250369. 


— 8406230372 Notice of violation from insp on 821129-1203. 

* Region 4, Office of Director. 83/03/17. Ip. 25141:047. 24X 

Fiche: 50-285, 83/03/17, 8406250369. 


— 8406250375 IE Insp Rept 50-285/82-30 on 821129-1203. Noncompl iance 
noted : proper weekly review of 18 standing radiation work 
permits not performed between 821112-30. 

CHANEY, H. D. , MURRAY, B. , JOHNSON, W. D. Region 4, Office of Director. 

83/03/14. 21pp. 25141:048. 24X Fiche: 50-285, 03/03/17, 

8406250369. 


8406230589 Ack receipt of 830415 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-285/82-30. Insp 
rept adequately reflects progress made on open items & 
timeliness of actions. 

SEIDLE. W.C. Region 4, Office of Director. 83/06/01. JONES, W. C. 
Omaha Public Power District. 2pp. 25136:014. 24X 

Fiche: 50-285, 83/06/01, 8406230589. 


— 8406230617 Responds to NRC B30317 ltr re violations noted in IE Insp 
Rept 50-2B5/82— 30. Corrective ac ti ons ; revi eui of radiation 
work permits increased. Response to open items enc 1. Pr agr ess 
on resolution of open items not reflected in rept. 

JONES, W. C. Omaha Public Power District. 83/04/15. SEIDLE, W.C. 
Region 4, Office of Director. 17pp. 25136:016. 24X 

Fiche: 50-285, 83/06/01, 8406230589. 


8406250128 Forwards IE Insp Rept 50-285/84-08 on 840526-30. No 
violations or deviation noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/24. JONES, W. C. 
Omaha Public Power District. 2pp. 25140:279. 24X 

Fiche: 50-285, 84/04/24, 8406250128. 


— 8406250136 IE Insp Rept 50-2B5/B4-08 on 840526-30. No violations or 
deviation noted. Major areas insp ec ted: ad vanced planning, 
external it internal exposure c ontr ol , pos t ing it control, 
surveys & radioactive It contaminated matl control. 

HOLLEY, W. , MURRAY, B., JOHNSON, W. D. Region 4, Office of Director. 
84/04/23, 8pp. 25140:281. 24X Fic h e: 50-285, 84/04/24, 8406250128. 


8406010335 Forwards IE Insp Rept 50-2B5/84-07 on 840301-31 It notice of 
violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/27. JONES, W. C. 
Omaha Public Power District. 2pp. 24753:076. 24X 

Fiche: 50-285, 84/04/27, 8406010335. 


— 8406010337 Notice of violation from insp on 840301-31. 

* Region 4, Office of Director. 84/04/27. Ip. 24753:078. 24X 

Fiche: 50-205, 04/04/27, 8406010335. 


—8406010339 IE Insp Rept 50-285/84-07 on 840301-31. Viola tion noted: 
failure to terminate containment purge when X/Q reading 
exceeded established flow rate. 

YANDELL, L. A. , JOHNSON, W. D. Region 4, Office of Director. 

84/04/18. 9pp. 24753:079. 24X Fiche: 50-285, 84/04/27, 8406010335. 


>406250096 Forwards IE Insp Rept 50-285/84-09 on 840416-19. No 
violations or deviations noted, 

JOHNSON, E. H. Region 4, Office of Director. 84/05/15. JONES, 
Omaha Public Power District. 2pp. 25140: 2B9. 24X 

Fiche: 50-285, 84/05/15, 8406250086. 


— 8406250091 IE Insp Rept 50-285/84-09 on 840416-19 No violations or 
deviation noted. Major areas inspected licensee QA 
administration program, records mgt program & licensee 
actions on previously identified insp findings 
NICHOLAS, J. B. , MURRAY, B. , JOHNSON, W. D. Region 4, Office of 
Director. 84/05/15. 8pp 25140:291. 24X Fi c h e : 50-285, 84/05/15, 
8406250086 


8406220062 Forwards IE Insp Rept 50-285/84-11 on 840401-30. No 
violations or deviations noted. 

JOHNSON, E H Region 4, Office of Director. 84/05/22. JONES, W C. 
Omaha Public Power District. 2pp. 25127:025. 24X 

Fiche: 50-285, 84/05/22, 8406220062. 


— 8406220065 IE Insp Rept 50-285/84-11 on 840401-30.No violations or 
deviations noted. Major areas i nsp ec ted : op era t i ona 1 safety 
ver i f i c at i on, surve i 1 lan c e t e st i ng , ma i n t ac ti vi ti es, ou tag e 
activities It LER followup. 

YANDELL, L. A. , JOHNSON, W. D. Region 4, Office of Director. 
84/05/21. 12pp. 25127:027. 24X Fi c h e : 50-285, 84/05/22, 8406220062. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Nw 

York, Inc. 124pp. 24861.201. 24X Fi c h e : 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Net: 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000 , 84/05 / 25 , 8405240317 


B405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Past 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 0405290303 


8406210557 Forwards IE Insp Rept 50-285/84-10 on 840430-0504 i> notice 
of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. JONES, W. C 
Omaha Public Power District. 2pp. 23089:162. 24X 

Fiche: 50-285, 04/05/30, 8406210557. 


--8406210559 Notice of violation from insp on 840430-0504. 

* Region 4, Office of Director. 84/05/30. Ip. 25089; 164. 24X 

Fiche: 50-205, 84/05/30, 8406210357. 


— 8406210561 IE Insp Rept 50-285/84-10 on 840430-0504. Vio lation noted 
failure to provide procedures to assure that QC personnel 
provided w/saf ety-related equipment. 

BOARDMAN, J. R. , JOHNSON, W. D. , JAUDON, J. P. Region 4, Office of 
Director. 84/05/25. 5pp. 25089:163. 24X Fi ch e ; 50-2B 5 . 84/05/30, 

8406210557. 


8406110363 Forwards info re commitments it plans presented at Commission 
040529 meeting on steam generator tube failure incident on 
840516 it insps. 

JONES, W. C. Omaha Public Power District. 84/05/31. MILLER, J. R. 
Operating Reactors Branch 3. 18pp. 24866:297. 24X 

Fiche: 50-285, 84/05/31, 8406110365. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06 / 01 , 8406010423 


8406120440 Ack receipt of 840525 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-285/84-07. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/04. JONES, W. C. 
Omaha Public Power District. ip. 24892:258. 24X 

Fiche: 50-285, 84/06/04, 0406120440. 


— 8406120445 Responds to NRC 840427 ltr re violations noted in IE Insp 
Rept 50-285/84-07. Corrective act ions : procedure change 
submitted to revise operators checklist for X/Q log for 
containment purge. 

JONES, W.C. Omaha Public Power District. 84/05/25. DENISE, R. P. 
Region 4, Office of Director. 2pp. 24892:259. 24X 

Fiche: 50-2B5, 84/06/04, 8406120440. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

Yot k » Inc. 120pp. 25050:124. 24X Fiche: 50 - 000 , 84/06/05, 8406050012. 
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M06050350 IE Info Notice 04-43, "Storage 8, Handling of Opthalmic Beta 
Radiation Applicators " Svc list end 

GRACE. J N. Division of QA. Safeguards ?*. Inspection Programs (Post 
B30103 ) . 84/06/07. Consolidated Edison Co. of New York. Inc. 

72 pp. 25050:032. 24X Pi c he . 50-000. 84/06/07. 8406050350. 


1406060336 IE Info Notice 84-44. "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables. " Svc list enc 1 

JORDAN. E. L Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York. Inc. 120pp. 25049:273. 24X Fi c he : 50-000, 84/06/08, 8406060336 


1406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 123pp. 25049:001. 24X Fi ch e : 50-000, 84/06/ 1 1 , 84060801 76. 


406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche : 50-000, 84/06/13. 8406080173. 


406250009 Summary of 840529 meeting w/util in Bethesda, MD re 840516 
steam generator tube failure event. Meeting agenda.list of 
attendees, uti 1 840531 1 tr documenting inf o, c ommi tments & 
plans reached at meeting end. 

TOURIGNY, E G Operating Reactors Branch 3. 84/06/13. Operating 

Reactors Branch 3. 3pp. 25153:338. 24X F ich e : 50-285, 84/06/13, 

B406250009. 


406220047 Advises that on 840605, confirmatory action ltr sent to util 
delineating requirements for plant restart. Requests 
assistance in reviewing licensee submittals St info presented 
in meetings re restart. 

EI9ENHUT, D. G Division of Licensing. 84/06/14. VOLLMER, R. 

Division of Engineering. 5pp. 25127:094. 24X Fi c he : 50-2B5, 

04/06/14, 0406220047. 


-9406220053 Forwards info re commitments & plans presented at Commission 
840529 meeting on steam generator tube failure incident on 
840516 & insps. 

JONES, W. C Omaha Public Power District. 84/05/31. COLLINS, J. T. 
Region 4, Office of Director. 20pp. 25127: 102. 24X 

Fiche: 50-2B5, 84/06/14. 8406220047. 


■8205070187 Requests that responsibility for handling problems w/PWR 
steam generators be transferred to NRR. 

DIRCKS, W. J Office of the Executive Director for Operations. 
82/04/13 HAYNES. R. C. Region 1, Office of Director. 

O'REILLY. J. P. Region 2, Office of Director. KEPPLER.J. G. Region 
3, Office of Director. Ip. 25127:122. 24X Fiche: 50-2B5, 84/06/14, 

8406220047. 


-8406220064 Submits daily h i g h 1 ig h ts. Ma j or steam generator tube leak 
occurred when returning reactor to svc after refueling 
outage. Flax leakage approx 112 gpm based on steam generator 
level measurements 8t charging flow, 

TOURIGNY, E G. Operating Reactors Branch 3. 84/05/17. DENTON, H. , 

CASE. E. , EDISON, D. NRC - No Detailed Affiliation Given. 2pp. 
25127:123 24X Fiche: 50-285, 84/06/14, 8406220047. 


■8406220070 Submits daily h ighl ight. Meeting scheduled on B40S29 w/util 
in Bethesda, MD re recent steam generator tube failure event. 

Items to be discussed include, cause of tube failure & 
adequacy of surveillance program. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/24, DENTON, H. , 

CASE, E. , EDISON, G. NRC - No Detailed Affiliation Given. Ip. 
25127:125. 24X Fi c h e : 50-285, 84/06/14, 8406220047. 


W613Q315 IE Info Notice 84-47, "Environ Qualification Tests of 
Eltctrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049 033. 24X Fi c he: 30-000, 84/06/ 1 3, 8406130315. 


406100353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


*06100360 IE Info Notice 84-49, "IQSCC Leading to Steam Generator Tube 
Failure. " 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50 -nnn. qa/^.io 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1 . 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/21. Consolidated Edison Co. of New 

York, Inc 63pp 25535:041. 24X Fi c h e . 50-000, 84/06/21 , 84061 90327. 


R. Periodic operating reports S. related correspondence 


8406190115 Monthly operating rept for May 1984. W/840612 ltr. 

MATTHEWS, T P , JONES, W. C. Omaha Public Power District. 84/05/31. 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement I5pp 24980:241 24X Fiche. 50-285, 84/05/31 , 

0406190115 


8406210325 Forwards revised monthly operating repts for Jan-Oct, 1903, 
due to high pressure turbine blading removal St subsequent 
reduction in max dependable capacity. 

MATTHEWS, T P. , JONES- W. C. Omaha Public Power District. 84/06/14. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. Ip. 25054:165 24X Fiche . 50-285, 84/06/14, B406210325. 


— 8406210328 Revised monthly operating rept for Jan 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/01/31. Ip. 
25054:166 24X Fic h e : 50-285, 84/06/14, 8406210325. 


— 8406210330 Revised monthly operating rept for Feb 1983. 

MATTHEWS, T P. Omaha Public Power District. 83/02/28. Ip. 
23054- 167 24X Fich e : 50-285, 84/06/14, 8406210325. 


— 8406210332 Revised monthly operating rept for Mar 1983. 

MATTHEWS, T. P. Omaha Public Power District. 84/03/31. Ip. 
25054.168. 24X Fiche: 50-285, 94/06/14, 8406210325. 


— 6406210333 Revised monthly operating rept for Apr 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/04/30. Ip. 
25054:169. 24X Fi c h e : 50-285, 84/06/ 14, 84062 10325. 


— 8406210334 Revised monthly operating rept for May 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/05/31. Ip. 
25054:170. 24X Fiche; 50-285, 84/06/14, 8406210325. 


— 8406210336 Revised monthly operating rept for June 1983. 

MATTHEWS, T P. Omaha Public Power District. 83/06/30. Ip. 
25054:171. 24X Fi C h e : 50-285, B4/06/14, 840621 0325 


— 8406210337 Revised monthly operating rept for Jul 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/07/31. Ip. 
25054:172. 24X Fiche: 50-285, 84/06/14, 8406210325. 


— 8406210339 Revised monthly operating rept for Aug 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/08/31, lp. 
25054:173. 24X Fi c h e : 50-285, 84/06/ 14, 8406210325. 


— 8406210341 Revised monthly operating rept for Sept 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/09/30. lp. 
23054:174. 24X Fi c h e : 50-285, 84/06/ 1 4, 040621 0325. 


— 8406210342 Revised monthly operating rept for Oct 1983. 

MATTHEWS, T. P. Omaha Public Power District. 83/10/31. lp. 
25054:175. 24X Fiche : 50-285, 84/06/14, 8406210325. 


B. Reportable occurrences, LERs St related correspondence 


0406210283 Forwards technical review rept of multiple failures of Bell 
& Howell dual potentiometer modules. Modules should be 
monitored for future failures. 

ASHE, F. Reactor Operations Analysis Branch. 84/05/10. SEYFRIT, K. V. 

Reactor Operations Analysis Branch. 2pp. 25069:230. 24X 

Fiche: 30-285, 84/03/10, 8406210283. 


— 8406210293 "Multiple Failures of Bell St Howell Dual Potentimeter 
Modules, " technical review rept. 

ASHE, F. Reactor Operation* Analysis Branch. 84/03/10. 4pp. 
23069:232. 24X Fich e: 30-285, 04/05/10, 8406210283. 


8406040213 RO: on 840316, d iscovered unant ic i pa ted increase in water 
level in steam generator B. Caused by steam generator tube 
fai lure. Efforts initiated to determine corrective actions. 

JONES, W.C. Omaha Public Power District. 84/03/22. MILLER, J. R. 
Operating Reactors Branch 3, 2pp. 24795:243. 24X 

Fiche: 30-285, 84/05/22, 9406040213. 
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8406110365 Forwards info re commitments 8t plans presented at Commission 
840529 meeting on steam generator tube failure incident on 
840516 insps. 

JONES, W. C. Omaha Public Power District. 84/05/31. MILLER. J. R. 
Operating Reactors Branch 3. I6pp 24366:297. 24X 

Fiche: 50-285. 84/05/31 . 84061 1 0365. 


8406050175 LER 84-005-00: on 840502. d iscovered that 14 unplanned 
actuations of ventilation isolation actuation signal which 
occurred between 840101-0502 reportab le. Causes listed. No 
apparent equipment malfunctions identi f ied . W/840601 ltr. 

RICHARD. A. W. . JONES. W. C. Omaha Public Power District. 84/06/01. 
5pp. 24038:156. 24X Fic h e: 50-285. 84/06/01 . 8406050175. 


8406110339 Confirms actions & conditions required re steam generator 
tube exams & conditions for restart of plant, per NRC 040601 
meeting w/util. Other conditions & commitments set forth in 
840531 ltr remain in effect. 

COLLINS. J. T. Region 4, Office of Director. B4/06/05. JONES, W. C. 
Omaha Public Power District. 3pp. 24866:327. 24X 

Fiche-: 50—285. 84/06/05. 8406110339. 


8406250009 Summary of 840529 meeting w/util in Bethesda. MD re 840516 
steam generator tube failure event. Meeting agenda. list of 
attendees. ut il 840531 ltr documenting inf o. commi tments & 
plans reached at meeting end. 

TOURIGNY, E. G. Operating Reactors Branch 3. B4/06/13. Operating 

Reactors Branch 3. 3pp. 25153:338. 24X Fiche: 50-285, 84/06/13. 

8406250009. 


0406220047 Advises that on 840605, conf irmatory action ltr sent to util 
delineating requirements for plant restart. Requests 
assistance in reviewing licensee submittals & info presented 
in meetings re restart. 

EISENHUT , D. G. Division of Licensing. 84/06/14. VDLLMER, R. 

Division of Engineering. 5pp. 25127:094. 24X Fiche: 50-285. 

84/06/14, 0406220047. 


— 8406220053 Forwards info re commitments & plans presented at Commission 
640529 meeting on steam generator tube failure incident on 
840516 fc insps. 

JONES, W.C. Omaha Public Potuer District. 84/05/31. COLLINS, J. T. 
Region 4, Office of Director. 20pp. 25127:102. 24X 

Fiche: 50-285. 84/06/14, 8406220047. 


— 6205070187 Requests that responsibility for handling problems ui/PWR 
steam generators be transferred to NRR. 

DIRCKB, W. J. Office of the Executive Director for Operations. 
82/04/13. HAYNES, R. C. Region 1. Office of Director. 

O'REILLY, J. P. Region 2, Off ice of Director. KEPPLER. J. G. Region 
3, Office of Director. Ip. 25127:122. 24X Fiche: 50-285, 84/06/14, 

8406220047. 


— 8406220064 Submits daily h i gh lights. Major steam generator tube leak 
occurred when returning reactor to svc after refueling 
outage. Max leakage approx 112 gpm based on steam generator 
level measurements charging flow. 

TOURIGNY. E.G. Operating Reactors Branch 3. 84/05/17. DENTON, H. , 

CASE, E. » EDISON, D. NRC - No Detai led Affiliation Given. 2pp. 
25127: 123. 24X Fiche: 50-285. 84/06/14, 0406220047. 


— 8406220070 Submits daily h ig h 1 ig.ht. Meeting scheduled on 840529 w/util 
in Bethesda, MD re recent steam generator tube failure event. 

Items to be discussed include, cause of tube failure & 
adequacy of surveillance program. 

MILLER, J. R. Operating Reactors Branch 3. 04/05/24. DENTON, H. , 

CASE. E. , EDISON. NRC - No Detailed Affiliation Given. Ip. 
25127:125. 24X Fiche: 50-285, 84/06/14, 8406220047. 


8406 190 164 LER 84-007-00: on 840516, during heatup b pressurization, 
unplanned actuation of venti latipn isolation actuation sys 
occurred. Caused by NfMi airbetr# activity in containment. 

Procedure change tubjgji fcted, fel/IBHK>615 ltr. 

KUSEK, L, T. , JONES, W.C. Omaha Public Power District. 84/06/13. 4pp, 
24981? 066, 24X FiCh»: 30-283, 84/06/15^ 8406190164. 


8406210389 LER B4rQ0i-O0( on 84031,6, «p$ start'l/p from refueling 
outage, ft appro* 1.800 pf {*« J?fS approached 110 gpm 

W/ indication of tube rupture in RC-2B. Caused by ICSCC, Tube 

i v trc ; tib;ri: . 

Kli8EK>,L. 1^;, ■; • d^|Rgi!feP ' Distr let, 84/06/15. 3pp. 

250361^ M f|^|ro^g8^/84/Q6mi 940621Q389. 


406280418 |Jg fo.Dptoo^ actuation qf ventilation 
isolation #t?ti/afeion occurred. VT(48 actuation 

epuriouf , Alarm rfee^red h W IMM on c« filter 

Omahf PS?tli'ic Power District, 84/06/21. 4pp. 

2311931 tot, pi Fiche: § MtyySM • 840628041 8, 


B406260012 Forwards input to SER re steam generator tube rupture. util 
responsive to .fjRC requirements & conditions of restart, per 
840605 confirmatory action ltr 

DENISE, R Region 4, Office of Director 84/06/22 EISENHUT, D. 
Division of Licensing 6pp 25141 278 24X Fic h e : 50-285, 84/06/22, 

8406260012 


8406280329 Forwards SER re steam generator tube failure. Licensee has 
committed to provide final rept on tube failure mechanism by 
840630. Review scheduled for completion by 040731. 

EISENHUT, D. G. Division of Licensing. 84/06/22. DENISE, R. M. 
Division of Resident, Reactor Project & Engineering Programs 7pp 
25191:321. 24X Fi ch e : 50-285, 84/06/22. 8406280329. 


— 8406280331 "Safety Evaluation re Restart of Ft Calhoun Sta ti on, Unit 1 
* Office of Nuclear Reactor Regulation, Director. 84/06/22. 

28pp. 25191:328. 24X Fi c h e : 50-285, 84/06/22, 8406280329. 
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F. Security, medical, emergency & fire protection plans 


B40607009B Further response to FOIA request for release of all 1982 
SECY papers. SECY-82-322, SECY-82-341, SECY-82-342, SECY-82-370 
& SECY-B2-373 withheld in part or in entirety (ref FOIA 
Exemption 5 Sc 10CFR9. 1 5 ) . Ap p ea 1 may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, E. R 
Union of Concerned Scientists. 3pp. 24852:147. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


— 8209160036 Recommends that UCS request for shutdown of Indian Point, 
Units 2 S< 3 be treated as 10CFR2. 206 petition. 

BICKWIT, L. Office of the General Counsel. SECY-82-341. 82/00/17 

2pp, 66313:348. 24X Fi c he : 50-000, 84/04/17, 8406070098. 


8406200415 Forwards Amend 49 to License DPR-64 Sf safety evaluation. 
Amend modifies license to reflect revised facility security 
plan. 

POLK, P. J. Operating Reactors Branch 1. 84/05/25. BAYNE, J. P. Pouer 

Authority of the State of New York. 3pp. 25069:079. 24X 

Fiche: 50-286, 84/05/25, 8406200415. 


— 8406200419 Amend 49 to License DPR-64, mod i fy ing license to reflect 
revised facility security plan. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/25. 2pp. 

25069: 0B2. 24X Fi c h e : 50-2B6, 84/05/25, 840620041 5. 


— 8406200420 Safety evaluation supporting Amend 49 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director. 84/05/25. 3pp 
25069:004. 24X Fi c h e : 50-2B6, 84/05/25, 84062004 1 5. 


8406140017 Responds to B40525 memo re New York PIRG 840409 petition 
requesting immediate suspension of OL based on inadequacies 
in planning L preparedness far evacuation of school children 
in emergency. 

KRIMM, R. W. Federal Emergency Management Agency. 84/06/11. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 2pp. 24926:015. 24X Fi che: 50-003, 84/06/11, 

B4061 40017. 


-8406140025 "Evaluation of Concerns Raised in New York PIRG Petition t 
Suspend Operation of Indian Point Units 2 it 3. " 

* Federal Emergency Management Agency. 84/06/08. 19pp. 

24926:017. 24X Fi c h e : 30-003, 84/06/1 1 , 8406140017. 


8406210256 Suppls util 830520 it 1213 submittals re provision of 
alternate power supply to specified safe shutdown equipment 
per requirements of 10CFR50, App R, Section III. G. One oversize 
drawing enc 1. Aperture card available in PDR. 

BAYNE, J. P. Power Authority of the State of New York. B4/06/15. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 25054:0 03 . 24X 
Fiche: 50-286, 84/06/15, 8406210256. 


G. Adjudicatory correspondence 


8406010232 Expresses position that util should not be granted extender 
of time to conduct full-scale emergency preparedness 
exercise until at least 841 130. Request does not meet Public 
Interest Std of 10CFR50. 12(a). 

HOLT, J. Public Interest Research Group, New York. POSNER, P. 
Alliance to Close Indian Point. DSB 402. 84/05/31. 

Commissioners. 6pp. 24753:252. 24X Fi che: 50-247, 84/05/31, 

B4060 10232. 


8406130125 Suppl to joint 840406 petition for immediate suspension of 

nn«rat( nn 

c Interest Research Group, New York. DSB 596. 
84/06/09, 75pp. 24913:281. 24X Fich e: 50-247, 84/06/09 , 8406130123. 



DOCKETED ITEMS 


101 


150335 Requests staff rept re licensee request for exemption from 
ruial full-scale emergency exercise requirement Commission 
aultf note no assurance or commitment made that 
rticipants will be prepared for Nov exercise. 

I_T, J. Public Interest Research Groups New York. POSNER. P 
liance to Close Indian Point. DSB 655. 84/06/14. PALLADINO. N. J , 

L INSKY. V . ROBERTS. T. M. Commissioners 2pp. 24955:355. 24X 

che SO-247. 84/06/ 14, 8406150335. 


270046 Expresses opposition to util 840409 request for exemption 
om regulation requiring annual full-scale emergency 
eparedness e x ere i s e. Ob j ec t ions listed. 

LT. J. Public Interest Research Group. New York. POSNER. P. 
liance to Close Indian Point. DSD 895. 84/06/25. PALLADINO. N. J. < 

LINSKY. V. , ROBERTS. T. M. Commissioners. 6pp. 25160 065. 24X 

che: 30-247.84/06/25,3406270046. 


perating license stage documents it correspondence 


D7O09B Further response to FOIA request for release of all 1982 
CY papers. SECY-82-322, SECY-82-341, SECY-82-342, SECY-82-370 
SECY-82-373 withheld in part or in entirety (ref FOIA 
emption 3 & 10CFR9. 15). Appeal may be filed within 30 days. 

LTON, J. ft Division of Rules and Records. 84/04/17. WEISS, E. R. 
■ ion of Concerned Scientists. 3pp. 24852:147. 24X 

che: 50-000. 84/04/17, 8406070098. 


il80373 Provides equipment qualification program status rept for 
•uk period ending 840505. 

tRSCH, R 0 Assistant Director for Operating Reactors. 84/05/08. 
RAGLIA, F. J. Assistant Director for Safety Assessment. 8pp. 
1897:284. 24X Fiche: 50-000, 84/05/08, 0405180373. 


s20G4i5 Forwards Amend 49 to License DPR-64 St safety evaluation, 
send modifies license to reflect revised facility security 
lan. 

3LK* P. J. Operating Reactors Branch 1. 84/05/25. BAYNE, J. P. Power 

jfchority of the State of New York. 3pp. 25069:079. 24X 

iche : 50-286. 84/05/25, 84 0 6200415. 


$062004 19 Amend 49 to License DPR-64, mod if y ing license to reflect 
revised facility security plan. 

VAROA.S A. Operating Reactors Branch 1. 84/05/25. 2pp. 

25069:082. 24X Fiche: 50-286, 84/05/23, 0406200415. 


$06200420 Safety evaluation supporting Amend 49 tD License DPR-64. 

* Office of Nuclear Reactor Regulation, Director. 84/05/25. 3pp. 
25069-084 24X Fi c he : 50-2B6, 84/05/25, 840620041 5. 


6210074 Forwards safety evaluation of licensee 030315 response to 
eneric Ltr 82-2B, "Inadequate Core Cooling Instrumentation 
ys. M Use of Westinghouse reactor vessel level 
instrumentation sys,7300 ser i es, acc eptab le. SALP input end. 
ARGA.S.A. Operating Reactors Branch 1. 84/05/29. BAYNE, J. P. 

ower Authority of the State of New York. 4pp. 25114:343. 24X 

iche: 50-286, 84/05/29, 8406210074. 


406210091 Safety evaluation supporting licensee 830315 response to 
Generic Ltr 02-28, "Inadequate Core Cooling Instrumentation 
Sys. " Request for addl info & implementation milestones 
enc 1 . 

* NRC - No Detailed Affiliation Given. 02/12/10. 7pp. 

25114 347. 24X Fi c b e : 50-286, 84/05/29, 840621 0074. 


6210434 Advises that NRC B4032B ltr, transmitting SER re asymmetric 
lowdoun loads, forwarded in error, as util not member of 
'tt/ners group. Ltr canceled. Draft step-wise approach to leak- 
efore-break analysis end. 

'ARGA.S.A, Operating Reactors Branch 1. 84/06/05. BAYNE. J, P. 

ower Authority of the State of New York, 9pp. 25100:317. 24X 

iche: 50-286,84/06/05, 840621043* 


>6280143 Forwards safety evaluation T*» util response to NUREG-0737, 
item II. K. 2. 13, "Thermal-Mechanical Rept;*" Vessel integrity 
issured. Review underway re Unresolved Safety Issues A-49, 
'Pressurized Thermal Shock" & A~45, "DHR. " 

?ARGA, S A. Operating Reactors Branch 84/06/15. BAYNE, J. P. 
'ower Authority of the State of New York:. 13dp. 25208:338. 24X 

'iche: 50-206, 04/06/15, B40628C' 


Inspection reports, IE Bulletins St correspondence 


>6090165 Forwards IE Insp Rept 50-286/84-00 on 840416-051 5. No 
delations noted. 

3TAR0STECKI, R. Division of Project: & Resident Programs. 84/05/23. 
3R0NS, J. C. Power Authority of the State of New York. 2pp. 
24959:130. 24 X Fi ch e : 50-286, 84/05/23, 8406080165. 


— 8406080167 IE Insp Rept 50-286/84-08 on 840416-051 5. No violations 
noted Major areas insp e c te d : sh if t logs i>. record s, op erat i onal 
safety ver i f i ca t i on, mai n t, surve i 1 lane e, re vi ew of monthly 
rept 8, ESF sys walkdown. 

KENNY, T J. . ROSSBACH, L W Region 1, Office of Director. 
NQRRHOLM, L Division of Project & Resident Programs. 84/05/22. 
8pp 24859:132 24X F i c h e : 50-286, 84/05/23, 8406080 165. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 124pp 24861:201. 24X Fiche : 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility " Svc list enc 1 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 127pp. 24880:103 24X Fi che : 50-000, 84/05/25, 8405240317. 


8405290383 IE Info Notice 84—40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 8405290303. 


8406140252 Forwards IE Insp Rept 50-286/84-05 on 840402-06. No 
violations observed. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/05/31. 

BRONS, J. C. Power Authority of the State of New York. 2pp. 
24925:003. 24X Fiche: 50-286, 84/05/31, 8406140252. 


— 8406140254 IE Insp Rept 50-286/84-05 on B40402-06. No noncompliance 
noted. Major areas in sp e c t e d : tes t ing program, precritical 
tests, zero power physics test St power ascension tests. 

WEN, PC. BETFENHAUSEN, L. Region 1, Office of Director. 84/05/16. 
Bpp. 24925:005. 24X Fi c he : 50-286, 84/05/31 , 8406140252. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25030:244. 24X Fi c h e : 50-000, 04/06/01 , 8406010423. 


8406070251 Submits addl info in support of requested exemptions from 
revised inservice insp program for specific insp of stagnant 
boric acid water sys. Exams performed per IE Bulletin 79-17 
justify 10-yr insp interval. 

BAYNE. J P. Power Authority of the State of New York. 84/06/01. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 24745:219. 24X 
Fiche: 50-286, 84/06/01, 8406070251. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, B406050012. 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032.- 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 04/06/08, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Responee (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fic h e : 50-000, 84/06/ 1 1 > 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification, '• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 030103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f icat i on Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi ch e: 50-000, 84/06/ 18, 8406180353. 


102 


DOCKETED ITEMS 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure " Svc list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/18. Consolidated Edison Co. of New 

York, Inc. UBpp. 25535 286. 24X Fiche: 50-000, 84/06/18, 8406180360 


9406190327 IE Info Notice 84-50, "Clarification of Scope of GA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co of New 

York, Inc 63pp. 25535:041. 24X Fiche- 50-000, 84/06/21- 8406190327. 


R. Periodic operating reports & related correspondence 


8406150013 Monthly operating rept for May 1984. W/B40608 ltr. 

KELLY, L. , BRONS, J. C. Power Authority of the State of New York. 
84/05/31. 7pp. 24943:089. 24X F i c he : 50-286, 84/05/31 , 8406 1 50013. 


8406200180 Annual rept on c hang es, te s ts & experiments for Indian Point 
3 for 1983, per 10CFR50. 59, 

BRONS, J. C. Pou/er Authority of the State of New York. 84/06/08. 
MURLEY, T. E. Region 1, Office of Director. llpp. 25047:159. 24X 

Fiche: 50-286. 04/06/08, 8406200180. 


S. Reportable occurrences, LERs & related correspondence 


8406190451 Part 21 rept re malfunction of transfer switches. Caused by 
inadequate contact def 1 ec ti o n. Mod s scheduled for May 1984 
refueling outage. Next rept will be submitted when work 
c omp leted. 

NAUMANN, H. R. Automatic Switch Co. 83/08/25. Region 4, Office of 
Director. 2pp. 249B9: 343. 24X Fiche : 50-003, 83/08/25, 8406190451. 


8406010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
Office of Inspection and Enforcement. 5pp. 24756:349 24X 

Fiche: 50-000, B4/05/22, 8406010313. 


8406130027 LER 84-007-00: on 84050B, while at 1007. power, month ly 
Surveillance Test 3PT-M1 results indicated failure in 
Channel 41. Caused by out of range setpoints due to 
instrument drift. Instrumentation readjusted. W/B40606 ltr. 

GUMBLE, F. W. , BRONS, J. C. Power Authority of the State of New York. 
84/06/06. 3pp. 24915:112. 24X Fi che: 50-286, 84/06/06, 8406130027. 
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F. Security, medical, emergency & fire protection plans 


8406200354 Forwards public version of Revs 0 & 9 to crisis mgt plan. 
Revs resubmitted due to failure to docket initial submittal. 
W/840612 release memo. 

TUCKER. H. B. Duke Power Co. 34/04/16. Record Services Branch 
(Document Control Desk). 3pp. 25067:001. 24X Fiche: 50-000, 

04/04/16, 8406200354. 


— 8406200360 Public version of Rev B to crisis mgt plan. 

GLOVER, R.M., VAUGHN, T. S. Duke Power Co. 83/03/04. 102pp. 

25067:003. 24X Fic h e : 50-000, 84/04/16, 8406200354. 


— 8406200370 Public version of Rev 9 to crisis mgt plan. 

GLOVER, R.M., VAUGHN, T. S. Duke Power Co. B3/06/06. 108pp. 

25067:105. 24X Fich e: 50-000, 84/04/16, 8406200354. 


0406190557 Forwards public version of Rev 84-1 to emergency plan St 
revised plan implementing procedures, inc lud ing emergency 
telephone numbers Si HP/ l/A/1009/17 re pos t-acc i d ent 
containment air sampling sys. 

TUCKER, H. B. Duke Power Co. 84/04/30. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25048 . 034. 24X Fiche: 50-269, 84/04/30, 

B406190557. 


— 8406190562 Public version of Rev 84-1 to emergency plan. 

TUCKMAN, M. S. Duke Power Co. 84/03/26. 42pp. 25048:036. 24X 

Fiche: 50-269, 04/04/30, 8406190557. 


— 8406190570 Public version of revised emergency plan implementing 
procedures, incl uding emergency telephone numbers St 
HP/ 1 /A/ 1009/17, "Operating Procedure for Post-Accident 
Containment Air Sampling Sys." 

TUCKMAN, M. S. Duke Power Co. 84/03/23. 101pp. 25046:077. 24X 

Fiche: 50-269, 84/04/30, 8406190557. 


8406290074 Rev 12 to "Crisis Mgt Plan " W/8405I7 ltr. 

VA'JGHN, T S Duke Power Co. 84/04/30 lllpp 25212 003. 24X 

Fiche: 50-000, 84/04/30, 8406290074 


— 8406290067 Releases public version of util emergency plan 
documentation. 

FELTON, J M Division of Rules and Records 84/06/25. Document 

Management Branch 2pp. 25212 001 24X Fi c h e 50-000, 84/04/30, 

8406290074. 


8406200375 Forwards public version of crisis mgt implementing 
procedures, including Rev 8 to 5. 3 1 re recovery manager & 
immediate staff group plan.W/JM Felton 840612 release memo. 
TUCKER, H B Duke Power Co 84/05/21 Q 'REILLY, J. P. Region 2, 
Office of Director. 4pp. 25067:219. 24X Fi c h e : 50-000, 84 /OS/21 , 

0406200375 


— 8406200381 Public version of revs to crisis mgt implementing 
procedures, including Rev 8 to 5. 3. 1 re recovery manager St 
immediate staff group plan. 

* Duke Power Co. 84/04/30. 133pp. 25067:222. 24X 

Fiche 50-000, 84/05/21, B406200375. 


8406250262 Forwards exercise rept of joint offsite radiological 
emergency preparedness exercise conducted on 830406. Sc h edu 1 e 
of corrective action unnecessary. 

KRIMM, R.W. Federal Emergency Management Agency. B4/06/19. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 25119:177. 24X Fic h e : 50-269, 84/06/19, 

0406250262. 


— 8406250268 "Oconee Nuclear Power Plant Full-Scale Local Exercise 
Conducted on 830406, " final rept. 

* Federal Emergency Management Agency. 83/04/25. 31pp. 

25119:178. 24X Fi c h e : 50-269, 84/06/ 19, 8406250262. 


I. Financial information 


8406270173 Forwards NP Morrow 840614 statement re available sources of 
funds to satisfy liability per 10CFR 140. 21 , annua 1 financial 
rept for 1983 & financial forecast for 19B4-86. 

TUCKER, H. B. Duke Power Co. 84/06/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 17pp. 25176:177. 24X 

Fiche: 50-000, 84/06/20, 8406270173. 


P. Operating license stage documents %>. correspondence 


0406050327 Application to amend Licenses DPR-38, DPR-47 DPR-55 to 
permit onsite disposal of low level radwaste in 3-ft 
trenches. No license fee required. 

TUCKER, H. a. Duke Power Co. 84/05/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STQLZ, J. F. Licensing Branch 
4. 17pp. 24818:343. 24X F i c h e : 50-269, 84/05/29, 8406050327. 


8406200440 Forwards safety evaluation re util response to NUREQ-0737, 
Item ri.K. 2. 13, "Thermal-Mec hanica 1 Rept." Info adequately 
demonstrates vessel integrity ma in ta ine d . NUREQ-0737 
requirements sati sf led . 1 1 em complete. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/06/06. TUCKER, H. B 

Duke Power Co. llpp. 25068:118. 24X Fi ch e : 50-269, 84/06/06, 

8406200440. 


8406180251 Submits results of ultrasonic testing & visual insps 
performed on upper core barrel bolts St flow distributor St 
thermal shield during recently completed refueling outage, 
per request. 

TUCKER, H. B. Duke Power Co. 04/06/07. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactor 
Branch 4. 2pp. 24962:361. 24X Fi c h e : 50-287, 84/06/07, 84 0 6180251 


8406200475 Notification of 840615 meeting w/util t* Franklin Research 
Ctr in Beth esda, MD to discuss proposed confirmatory testing 
program on arching action of masonry walls. 

N1C0LAR AS, H. Operating Reactors Branch 4. 84/06/12. STQLZ, J. F. 

Operating Reactors Branch 4. 2pp. 25063:359. 24X 

Fiche: 50-269, 04/06/12, 8406200475. 


0406220215 Forwards nonpropr ietary S>. proprietary "Rept on Duke/ 
Westinghouse Spent Nuclear Fuel Rod Consolidation 
Demonstration" & Westinghouse 840503 application for 
withholding (ref 10CFR2. 790). 

TUCKER, H. B. Duke Power Co. 34/06/12. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactgi 
Branch 4. 2pp. 25081:007 24X Fiche: 50-269, 84/06/12, 8406220215. 


— 8406220233 Nonproprietary "Duke/Westinghouse Spent Nuclear Fuel Rod 
Consolidation Demon s tra t i on. " 

# Duke Power Co. * Westinghouse Electric Corp, 83 / 09 /30. 60p 

23081:010. 24X F i c h e : 50-269, 84/06/ 12, 840622021 3. 
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Inspection reports* IE Bulletins & correspondence 


505230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list end 

JORDAN* E L Division of Emergency Preparedness i>. Engineering 
Response (Post 830103) 84/05/25. Consolidated Edison Co of New 

York- Inc 124pp. 24861:201 24X810116:50-000,84/05/25,8405230319. 


505240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN* E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of New 

York* Inc. 127pp. 24030-103 24X Fi che : 50-000, 84/05/25, 8405240317 


505290383 IE Info Notice 64-40, "Emergency Worker Doses " Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342 24X Fi ch e : 50-000, 84/05/30, 8405290383. 


53 tO 10423 IE Info Notice B4-41* "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/06/01. Consolidated Edison Co. of New 

York, Inc 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


506050012 IE Info Notice B4-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. 11 Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 04/06/05, 8406050012. 


4060S0350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
Radiation App 1 icator s . 11 Svc list end. 

GRACE, J. N Division of QA, Safeguards it Inspection Programs (Post 
030103) . 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp 25050:032 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


406130251 Submits results of ultrasonic testing & visual insps 
performed on upper core barrel bolts it flow distributor & 
thermal shield during recently completed refueling outage, 
per request. 

TUCKER, H. B. Duke Power Co. 84/06/07. DENTON, H. R. Office of 
lluclear Reactor Regulation, Director. STOLZ, J. F, Operating Reactors* 
Branch 4. 2pp. 24962 361, 24X Fi c h e : 50-287, 84/06/07, 8406180251 . 


1406060 3 3 6 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


R Periodic operating reports & related correspondence 


8406190157 Monthly operating repts for May 1984. W/840615 ltr. 
REAVIS, J A , TUCKER, H Q Duke Power Co 84/05/31. 17pp. 

24979- 119 24 X Fi ch e 50-269, 84/05/31 , 84061 901 57. 


S Reportable occurrences, LERs & related correspondence 


8406190205 Special rept on 840419, during fuel reshuffling for Cycle 8, 
fuel assembly FA 0297 became stuck in fuel location E-10 
during insertion it fuel assembly FA 029Q damaged. Caused by 
inadequate procedure change W/840606 ltr. 

TUCKER, H B. Duke Power Co. 84/06/06 0 'REILLY, U. P. Region 2, 

Office of Director. 5pp. 24981:017. 24X Fi c h e : 50-287, 84/06/06, 

8406190205 


8406130137 Ac k receipt of 840529 ltr notifying of QA problems w/HVAC 
equipment mfg by Bahnson Co Equipment will be reviewed to 
determine def icienc ies, indud ing Catawba & Oconee air 
handling units. 

LEE, W. S. Duke Power Co. 84/06/08. DEYOUNG, R. C. Director's Office, 
Office of Inspection and Enforcement. lp. 24913:106 24X 

Fiche; 50-000* 84/06/0 8, 8406130137 


X. Onsite Storage of Low Level Waste 


8406050327 Application to amend Licenses DPR-3B, DPR-47 & DPR-55 to 
permit onsite disposal of low level radwaste in 3-ft 
trenches. No license fee required. 

TUCKER, H B. Duke Power Co. 84/05/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 17pp. 24818:343. 24X 

Fiche: 50-269* 84/05/29, 8406050327 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency S*. fire protection plans 


8406290085 Forwards "Emergency Plan Review, Reed College," per review 
of proposed emergency plan. Plan does not satisfy 10CFR50, 

App E requirements, Rev 1 to Reg Guide 2. 6 it ANSI/ANS-15. 16- 
1982 guidance criteria. Rev to plan requested. 

THOMAS, C. 0. Stand ar d i rat i on it Special Projects Branch. 84/06/22. 

KAY, M. A. Reed College, Portland, OR. 3pp. 25225:237, 24X 

Fiche: 50-280, 84/06/22, 8406290085. 


— 8406290092 "Emergency Plan Review, Reed College." 

# NRC - No Detailed Affiliation Given. 84/06/30. 2pp. 
25225:240. 24X Fi c h e : 50-288, 84/06/22, 84062900B5. 


I4Q6QB0176 IE Info Notice B4-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/06/11. Consolidated Edison Co. of New 

York, Inc 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060801 76. 


406000 1 73 IE Info Notice 84-46, "Circuit Breaker Position 
Verification " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103), 84/06/13. Consolidated Edison Co. of New 

York, Inc. U9pp. 25049.154. 24X Fi ch e : 50-000, 84/06/ 13, 84060801 73. 


40613031 S IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York. Inc 122pp. 25049:033. 24X Fi ch e : 50*000, 84/06/ 1 5, 840613031 5. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406050372 Revised Revs 3 & 4 to Emergency Plan Implementing Procedure 
1004.32, "Activation of Annex to Emergency Operations 
Facility (Crawford Station). " 

* General Public Utilities - GPU Service Corp. 84/05/14. 14pp. 

24845:199. 24X Fiche: 50-289, 84/05/14, 8406050372, 


8406040218 Temporary change notices for revised emergency plan 
implementing procedure®, including 1004.1, "Unusual Event," 

1004.2, "Alert" it 1004.3, "Site Emergency." W/transmitta 1 it 
receipt form. 

BROWN, N. General Public Utilities - GPU Service Corp. 84/05/23. 
78pp. 24796:056. 24X Fi c h e : 50-289, 04/05/23, 8406040218. 


406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Rfsponse (Post 830103). 04/06/18. Consolidated Edison Co. of New 

York, Inc 1 18pp. 25536:043. 24X Eiehe; 50-rQOO, 84/06/ 18, 0406100353. 


B406080098 Rev 10 to Emergency Plan Implementing Procedure 1053, 
"Emergency Equipment Readiness," W/B40604 transmittal ltr. 

* General Public Utilities - GPU Service Corp. 84/05/29. 40pp. 

24856:036. 24X Fi che: 50-2B9, 84/05/29, 8406080098. 


KO610O36O IE Info Notice 84-49, "IGSCC Leading tb Stream Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Eng ineer ing 
Response (Post 830103). 84/06/10, adnsMldated Edison Co. of New 

York, Inc. UBpp. 25535:286. 24 X Fi che ; 50-^000, 84/06 / IB* 8406 1 80360 . 


8406040232 Forwards Tech Spec Change Request 97 corrections, Tech Specs 
3.18.7 S< 4.18,7 apply only to fire barrier penetration seals 
in rated fire boundaries. Change does not affect previously 
submitted safety evaluation. 

HUKILL* H. D. General Public Utilities - GPU Service Corp. 84/03/30. 
STOLZ, J. F. Operating Reactors Branch 4, 2pp, 24793:239. 24X 

Fiche: 30-289, 84/05/30, 8406040232. 


406190327 IE Info Notice 84-50, "Clarififea: ttoin ff ; Stope of QA Programs 
for Transport Packages Pursuant to 10CFR<30/^W B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Prep'i(».r^#'|;ft. $e EJrifti neer ing 
Response (Post 830103). 84/06/21, Edison Co. of New 

York, Inc 63pp. 25335:041. 24X Fiche: 30^000, 84/06/2 1 , 0406190327. 


8406060027 Forwards Rev 4 to safeguards contingency plan. Rev developed 
to reflect organi rati onal changes 8< improve legibility. Rev 
withheld (ref 10CFR73. 21). 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/05/31. 
DENTON, H. Office of Nuclear Reactor Regulation, Director. lp. 
24661: 053. 24X Fiche: 50-289, 94/03/31, 8406060027, 
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8406140139 Ack receipt of 840131 1 tr informing NRC of steps taken to 
correct violations noted in IE Enforcement Conference Repts 
50-289/83-104 & 50-320/83-104. 

MARTIN, T. T Division of Engineering & Technical Programs 84/06/01 
CLARK, P R General Public Utilities - GPU Service Corp. 2pp 
24926:267. 24X Fich e : 50-289, 84/06/01 , 8406140139 


— 8406140144 1 Responds to NRC 831214 ltr re violations noted in IE 
Enforcement Conference Repts 50-289/83-104 S>. 50-320/83-104. 
Corrective actions: corporate procedure on protection of 
safeguards info will be issued V. training amended 

CLARK, P R General Public Utilities - GPU Service Corp. 84/01/31. 

MURLEY i T E. Region 1, Office of Director. 2pp 24926:269. 24X 

Fiche : 50-289, 84/06/01, 8406140139 


8406200136 Rev 9 to Emergency Plan Implementing Procedure 1004.31, 
“Post-Accident Atmospheric Sampling . " W/840614 transmittal 
1 tr. 

■* General Public Utilities - GPU Service Corp. 84/06/01. 7pp. 
25047:262. 24X Fi che: 50-299, 84/06/01, 8406200136. 


8406200304 Grants exemptions from requirements of 10CFR50,App R, Section 
III.G.2 re fire protection for equipment important to safe 
shutdown. Mods h alternate capability for achieving safe 
shutdown acceptable. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/04. HUKILL, H D. 

General Public Utilities - GPU Service Carp 5pp. 25051: 145. 24X 

Fiche: 50-289, 84/06/04, 8406200304. 


— 8406200306 Exemption from requirements of App R to 10CFR50, Sec tion 
III.G.2 re fire protection requirements for equipment 
important to safe shutdown. 

EISENHUT, D. G. Division of Licensing. 84/06/04. General Public 
Utilities - GPU Service Corp. 4pp. 25051:150. 24X 

Fiche: 50-289, 84/06/04, 8406200304. 


— 8406200308 Safety evaluation supporting exemption from requirements of 
App R to 10CFR50, Section III.G.2 re fire protection. 

* Office of Nuclear Reactor Regulation, Director. 84/06/04. 

27pp. 25051:154. 24X Fich e. 50-209, 84/06/04, B406200304. 


— 8406200309 Safety evaluation re alternate shutdown capability 
requirements of App R to 10CFR50. 

* Office of Nuclear Reactor Regulation, Director. 84/06/04. 
14pp. 25051:181. 24X Fich e: 50-289, 84/06/04, B406200304. 


8406140174 Forwards UL "Rept on Fire Resistant Cables" & VTEC Lab test 
rept on Rackbestos cables. Util sponsored development & 
testing of fireproof cable as alternative to installation of 
1 h fire barriers to meet 10CFR50, App R requirements. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. B4/06/09. 

STOLZ, J. F. Operating Reactors Branch 4. 6pp. 24930:324. 24X 

Fiche: 50-289, 84/06/09, 8406140174. 


— B406140177 "Rept on Fire Resistant Cables. " 

* Underwriters Laboratory. 84/04/10. 78pp. 24930:330. 24X 

Fiche: 50-289, 84/06/09. 8406140174. 


— 8406140178 "Fire Resistance Testing of Fire Resistant Cables." 

* VTEC Laboratories, Inc. 84/02/17. 20pp. 24931:046. 24X 

Fiche: 50-289, 84/06/09, 8406140174. 


8406270146 Rev 8 to Emergency Plan Implementing Procedure 1004.7, 
"Offsite/Onsite Dose Projections. " W/840621 transmittal ltr. 

STANQE, G. J. General Public Utilities - GPU Service Corp. 84/06/14. 
76pp. 25163:062. 24X Fi ch e : 50-289, 84/06/1 4, 8406270146. 


8406270297 Forwards order confirming licensee commitment to NUREG-0737, 
Suppl 1, “Requirements for Emergency Response Capability." 

, STOLZ. J. F. Operating Reactors Branch 4. 84/06/14. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 6pp. 23183:325. 24X 

Fiche: 50-289, 84/06/14, B406270297. 


— 8406270299 Order confirming licensee commitment to requirements for 
emergency response capability outlined in NUREG-0737, Sup p 1 1 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/14. General Public 
Utilities - GPU Service Corp. 6pp. 25183:331. 24X 

Fiche: 50-289, 84/06/14, 8406270297. 


8406280471 Notification of 940702 meeting w/util in Bethesda.MD to 
discuss fire area vs fire zone exemption requests & use of 
Rockbestos cable, per attached agenda. 

SILVER, H. Operating Reactors Assessment Branch. 84/06/22. 

STOLZ, J. F. Operating Reactors Branch 4. 4pp. 25194:339. 24X 

Fiche: SO-289, 84/06/22, 0406280471. 


G. Adjudicatory correspondence 


8406210425 Order CLI-84-7. d eny l ng 831018 motion to require completion 
of all long-term items before restart Commissioner Gilinsky 
dissented from decision. Certificate of Svc encl. Served on 
840507. 

CHILK, S. J Office of the Secretary of the Commission 84/03/04. 

Union of Concerned Scientists 7pp 25106 126 24X 

Fiche: 50-289, 84/05/04, 8406210425. 


8406050377 Petition per 10CFR2 206 to suspend indefinitely util liter 
to operate f ac i 1 i t i e s . No reasonable assurance exists that 
adequate protective measures can or will be taken in event 
of radiological emergency 

PERKINS, J., BROWN, G , 5TILP, E. P Harrisburg, PA. 84/05/30. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director 6pp 
24842:125 24X Fi ch e 50-289, 84/05/30, 8406050377. 


8406040386 Amended response to UCS petition for show cause re emerger 
feedwater sys.Encl revised technical response clarifies 
schedule for completing environ qualification of sys 
Certificate of Svc encl. 

BAXTER, T A General Public Utilities - GPU Service Corp. 

BAXTER, T. A. Shaw, Pittman, Potts 8/ Trowbridge. DSB 429. 84/05/31 

Office of Nuclear Reactor Regulation, Director. 24pp. 24802:197 

24X Fiche 50-289, 84/05/31, 8406040386. 


8406040333 Order requesting party comments on whether mgt concerns 
which led to 1979 shutdoun orders sufficiently resolved so 
Commission could lift orders prior to completion of review 
of ALAB-772 by 84061 5. Served on 840604. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 424. 
84/06/01. 3pp. 24802:341. 24X Fi c h e : 30-289, 84/06/01 , 8406040333 


8406050522 Memorandum & order ruling on motions for summary 
disposition. Motion for summary disposition on Joint 
Intervenor Contentions 1(2), 1(3) Z> 1(5) grante d, c on tent i on s 
dismissed ?s Joint Intervenors d i smi s sed . Served on 840605. 
HETRICK, D. L. , LAMB , J. C . , WOLFE, S. J. Atomic Safety and Licensing 
Board Panel. DSB 452. 84/06/01 92pp. 24809:070. 24X 

Fiche: 50-289, 84/06/01 , 8406050522. 


8406060352 Notice to ASLB, ASLAB & Commission forwarding W make-up 
training test taken in May 1979 in which last page of 
response appears to be product of someone else.W/svc list. 
Related correspondence. 

BLAKE, E. L. Metropolitan Edison Co DSB 496. 84/06/01. 27pp. 

24666:251. 24X Fi che : 50-289, 84/06/01, 8406060352. 


B4060501BB Motion for extension of time until 840716 to comment on 
whether, in view of ALAB-772 & other relevant info, mgt 
concerns sufficiently resolved for Commission to lift 
orders. Certi ficate of Svc encl. 

DOROSHOW, J. Three Mile Island Alert. DSB 448. 84/06/04. 5pp. 

24838:140. 24X Fi ch e : 50-289, 84/06/04, 8406030188. 


B40606012Q Order correcting date on Page 92 of B40601 memorandum & 
order re rulings on motions for summary disposition from 
840610 to 11. Served on B40605. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 481. 
84/06/04. Ip. 24658:212. 24X Fi c h e ; 50-289, 84/06/04, 0406060129. 


8406060407 Answer opposing TMI Alert 840523 motion to reopen record 
on training program irregularities & reportability of BETA 
It RHR consultant repts. Motion not based on new info. 

BLAKE, E. L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Pott 
& Trowbridge DSB 492. 84/06/04. Atomic Safety and Licensing 

Board Panel. 20pp. 24666:321. 24X Fi c h e: 50-289, 84/06/04, 

8406060407. 


— 8406060411 Interim comments on B&W trial record. Certi f icate of Svc 
encl. 

DOROSHOW, J. , BRADFORD, L. Three Mile Island Alert. 03/07/01. 
10pp. 24666:341. 24X Fi c h e : 50-289, 84/06/04, 8406060407. 


8406060349 Suppl to 840601 notice to Commi ss i on, ASLB S< ASLAB re 0-W 
incident of Jul 1979. Corrected first page encl. Related 
correspondence. 

BLAKE, E. L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Pott: 
& Trowbridge. DSB 495. 84/06/05. 4pp. 24666:247. 24X 

Fiche: 50-289, 84/06/03, 8406060349. 


8406060 139 Answer supporting TMI Alert 840604 motion for extension of 
time until 840622 to respond to Commission 840601 order. 

Staff extension to file comments until 940627 requested. 
Certificate of Svc encl. 

GOLDBERG, J. R. Hearing Branch 2. DSB 530. 04/06/07. 9pp. 

24853: 189. 24X Fiche: 50-289, 84/06/07, 8406080139. 
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0406110017 Response opposing TMI Alert 840523 motion to reopen record 
on training program irregularities & r ep or tab i 1 1 ty of BETA & 

RHft consultant repts TMI Alert has not met burden of 
demonstration. Certificate of Svc end 

WAGNER , M. E. Hearing Branch 4. DSB 551 84/06/07 Atomic Safety 

and Licensing Appeal Panel. 12pp. 24874:242 24X 

Fiche; 50-289* B4/06/07, 8406110017. 


0406120224 Advises of appointment of F Standerfer as director of TMI-2, 
replacing B Kanga in Aug 1984 W/svc list Related 
correspondenc e. 

BAUSER* D. B. Shaw. Pittman. Potts & Trowbridge BAUSER. D. B General 
Public Utilities — GPU Service Carp DSB 577. 84/06/08. 

EDLES. G J . KOHL. C. N. . BUCK, J. H. Atomic Safety and Licensing Appeal 
Panel. 5pp. 24890:002. 24X Fiche: 50-289, 84/06/08, 8406120224. 


0406150156 Discusses factual omissions in IE 840518 investigation rept 
re allegations by former employees King , G is che 1 & Parks. 

Omissions crucial to developing informed judgment on 
issues. 

ARNOLD. R.C. Affiliation Not Assigned. DSB 643. 84/06/00. 

PALLADINO, N. J. Commissioners. 10pp. 24930:333. 24X 

Fiche: 50-289. 84/06 /08 , 8406150156. 


0406150300 Notifies of intent to neither offer direct testimony nor 
call witnesses due to limited financial resources. ACRS 
should be called to make independent analysis re steam 
generator. W/Certificate of Svc. Related correspondence. 

DOROSHOW, J. , BRADFORD, L. Three Mile Island Alert. DSB 673. 

04/06/10. WOLFE, S. . HETR ICK, D. L. , LAMB.J.C, Atomic Safety and 
Licensing Board Panel. 2pp. 24956:084. 24X Fiche: 50— 289, 84/06/10, 

8406150300. 


0406120112 Forwards exhibits to Ofc of Investigations Rept H-83-002. 
"Allegations re Discrimination for Raising Safety-Related 
Concerns. " Served on 840611. 

CLEMENTS, W. L Docketing & Services Branch. DSB 386. 84/06/11. 

GRAY.U. Hearing Branch 3. WOELFLING, M. M. Pennsylvania, 
Commonwealth of,. AAMODT , M. M. Aamodts. 1,566. 24B84:001. 24X 

Fiche: 50-289, 84/06/11, 8406120112. 


6406130091 Provides licensee position on matters specified in Paragraph 
3, Page 92 of A5LB 840601 memorandum St order ruling on 
motions for summary d i sp o s i t i on. Lie ensee will submit direct 
testimony on 840629. Svc list end. Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts &: Trowbridge. CHURCH ILL, B. W. 
Metropolitan Edison Co. DSB 595. 84/06/11. WOLFE, S. J. , 

HETRICK, D. L , LAMB, J. C. Atomic Safety and Licensing Board Panel. 

4pp. 24911:219. 24X Fi c h e : 30-289, 84/06/ 1 1 , 8406130091 . 


6406130109 Request for stay of ALAB-772 re reopening St remanding mg t 
phase of proceeding for further hearings by ASLA0 on 
training, Diec kamp mailgram & leak rate tes t ing . Certif i c ate 
of 8vc end 

TROWBRIDGE, G. F. Metropolitan Edison Co. TROWBRIDGE, G. F. Shaui, 
Pittman, Potts & Trowbridge. DSB 600. 84/06/11. Atomic Safety 

and Licensing Appeal Panel. 10pp. 24915:007. 24X 

Fiche: 50-289, 84/06/11, 8406130109. 


0406130134 Motion for extension of time until 840628 to file petition 
for review of ALAB-772. Immediate effectiveness 
considerations should take priority over merits review 
considerations. Certif i cate of Svc end. 

BLAKE, E L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Potts 
k Trowbridge. DSB 601 84/06/11. Commissioners. 3pp. 

24914:357. 24X F i ch e : 50-289, 84/06/11, 8406130134. 


3406130234 Response to suppl to UCS petition for show cause order re 
emergency feedwater ays. UCS supplemental petition should be 
denied as unnecessary & u/o basis. Certif icate of Svc end. 

BAXTER, T. A. General Public Utilities - GPU Service Corp. 

BAXTER, T. A. Shaw, Pittman, Potts & Trowbridge. DSB 610. B4/06/11. 

Office of Nuclear Reactor Regulation, Director. 37pp. 24919:190. 

24X Fiche: 30-289, 84/06/1 1 , B406130234. 


8406130101 Responds to Paragraph 3 of ASLB 840601 order. Part i es agree 
that no need exists for further prehearing conference in 
case & hearings on TMI Alert Contentions 1. a & 1 . b should 
commence on 840716. Related correspondence. 

WAGNER, M. E. Hearing Branch 4. DSB 632. 84/06/11. WOLFE, S. J. , 

LAMB, J. C. i HETRICK, D. L. Atomic Safety and Licensing Board Panel. 

7pp. 24942:280, 24X Fiche: 30-289, 84/06/1 1, 8406150101. 


04O613O12B Order scheduling hearing on B40716 re amend request to 
revise kinetic expansion steam generator tube repair 
technique. Served on 840612, 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 594. 
84/06/ 1 2. Office of the Executive Legal Director. 2pp. 

24913: 038. 24X Fiche: 30-289, 04/06/12, 0406130128. 


8406130314 Order granting in part, TMI Alert 840604 request for 1 month 
extension to comment on whether Commission should lift 
immediate effectiveness of shutdown orders. Three-wk 
extension granted. Served on 840613 

CHILK, S J Office of the Secretary of the Commission. DSB 611. 
84/06/12 Three Mile Island Alert. 2pp. 24919 196. 24X 

Fiche: 50-2Q9, 84/06/12, 8406130314 


8406140115 Request for delay in scheduled prehearing conference on 
issues remanded by ALAB-772 Conference should be delayed 
until decision on applicant 840611 request for stay issued. 
Certificate of Svc encl. 

BLAKE, E L Metropolitan Edison Co DSB 624. 84/06/12. Atomic 

Safety and Licensing Board Panel 5pp. 24927:260. 24X 

Fiche: 50-289, 84/06/12, 8406140115 


8406150332 Protests any early restart decision until federal grand 
juries conclude inves t i gat ions . Art i c 1 es opposing restart 
encl. 

SMITH, B. Pennsylvania, Commonwealth of,. DSB 659. 84/06/12. 

PALLADINO, N. Commissioners. 4pp. 24956:013. 24X 

Fiche: 50-289, 84/06/12, 8406150332. 


8406140160 Request for stay of ASLB B40613 order dismissing licensee 
840611 request for review of ALAB-772 re tra ining , Diec k amp 
mailgram Z>. leak rate testing. 

TROWBRIDGE, G F. Metropolitan Edison Co TROWBRIDGE, G. F. Shaw, 
Pittman, Potts & Trowbridge. DSB 630. 84/06/13. 7pp. 24926:205. 
24X Fiche. 50-289, 84/06/13, 8406140160. 


— 8406140168 Order dismissing licensee 840611 request for stay of 
ALAB-772 Request for stay more properly addressed to 
Commi ss ion. Certif icate of Svc encl. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. 84/06/13. 

Metropolitan Edison Co. 6pp. 24926:212. 24X 

Fiche 50-289, 84/06/13, 8406140160 


8406130304 Supplemental Certificate of Svc for licensee 840612 request 
for delay in scheduled prehearing conference. 

BLAKE, E. L Metropolitan Edison Co. DSB 667. 84/06/13. 2pp. 

24976:214 24X Fich e: 50-289, 84/06/13, 8406150304. 


8406150166 Order extending time until 040622 for parties to file 
petition for review of ALAB-772. Served on S40614. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 640. 
04/06/14. Commissioners. Ip. 24954:286. 24X 

Fiche: 30-289, 84/06/14, 8406150166. 


B4Q6190150 Notice to Commi ss ion, ASLAB, ASLB & parties of RC Arnold 
840600 ltr re Ofc of Investigation investigation of former 
TMI-2 employees King.Gishel 8< Parks. Svc list encl. Related 
c orresp ondence. 

BLAKE, E. L Metropolitan Edison Co. DSB 720. 84/06/14. 3pp. 

24979:319. 24X Fi ch e : 50-289, 84/06/ 14, B4061 901 50 


0406180034 Forwards Ofc of Investigations Rept 1-03-012, i nc 1 ud ing 
exhibits re alleged improper influence by util upper mgt 
structure causing changes to be made to internal accident 
review repts to reflect more favorable viewpoint. 

CLEMENTS, W. L. Docketing k Services Branch. DSB 681. 84/06/13. 

GRAY, J. Office of the Executive Legal Director. WOELFLING, M. M. 
Pennsylvania, Commonwealth of,. AAMODT, M. M. Aamodts. 3,201pp. 
24968:098. ' 24X Fiche: 50-289, 84/06/15, 8406180034. 


8406190189 Forwards D Thornburgh B40614 ltr to N«J Palladino & 
Commonwealth of PA 840601 initial comments on 840601 
order. 

WOELFLING, M. Pennsylvania, Commonwealth of,. DSB 717. 84/06/13. 

CHILK, S. J. Office of the Secretary of the Commission. Ip. 
24981:147. 24X Fiche: 50-209, 84/06/15, 0406190189. 


— 8406190192 Responds to NRC B40601 inquiry re proposed restart. Vote 
on restart would be inappropriate at pres ent. Safety concerns 
re staffing, training & mon i tor i ng , op era tor competence Si 
integrity expressed. 

THORNBURGH, D. Pennsylvania, Commonwealth of,. 84/06/14. 
PALLADINO, N. J. Commissioners. 4pp. 24981:148. 24X 

Fiche: 50-289, 84/06/15, 8406190189. 


— 8406190195 Initial comments on NRC 840601 order requesting comments on 
whether immediate effectiveness of 1979 shutdown order 
should be lifted. Lifting of order opposed due to safety 
concerns. Certif icate of Svc encl. 

WOELFLING, M. , AU, T, Y. Pennsylvania, Commonwealth of,. 84/06/13. 
Upp. 24931:152. 24X Fi c h e: 50-289, 04/06/1 5, 8406190189. 


8406200363 Notice of transmittal of waiver of confidentiality by 
counsel on behalf of UR Floyd & documents re recent 
indictment of JR Floyd. Svc list encl. Related correspondence. 
BLAKE, E, L. Metropolitan Edison Co. DSB 761, 94/06/19. 

Commissioners. 3pp. 25051:071. 24X Fiche: 30-299, 84/06/19, 

8406200363. 
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, is Fioy^ * n 

_ a ,fhpr ronf ldentiality ^ 

-8406200365 ictnent- ConfidentxaUty of indWxdua 

^ssa*s.rs 

3406200363 

. TKI Alert (notion to reopen recor 

B4 r^«n:;r»aU^ DSB 768 . 

%i - w 24X 

^.-50-289, eA/06/19. 8406200383. 

8406220210 Me»oranion 1 "M/^BSOSEl- dSB 7S0 . 

saws --1S •« 

?to“ ■ “-2B9. ^4/06/20. 8406220210. 

. , an5 re cleanup project of TM 
8406250370 Provides ""'"‘‘“-“pion B40530 .eatlJS- Co.M»t 
Purifying transcript^P “^Misunderstood. «0 Kuhns 

840522 statement to Congress encl. _ Service Corp. OSB B56. 

Commissioners. 9 PP 

8406250370. 

■^sKr.rsinsSasS"- 

Commissioners. 

8406250156. 

aim620 ltr to Commissioners & 840522 
8406270041 Notice of f cleanup project. Related 

statement to Congress re „a ip . 

correspondence OQlitan Edison Co. DSB 904^ 84/06/21- 

2W FiChiiK-2^. 84/06/21. 8406270041. 

. . n licensee 840613 request for stay of 
8406250019 An * we Vh^SIaB- 772. Commission should act ° n ld 

;n r .i"r. ^s:i» u «**.- ^-772 ^0- ■>»««• . 

Certificate of Svc encl_ 2 DSB 822. 84/06/22. 12pp. 

£"•* R 24X H " T ci"e? ^84/06/22, 8406250014. 

. AL AB-772 re reopening & remanding mg* 
8406250377 Petition for revie * perfection sought by 

-V 72 t c. t^at. ,nci P0tts 
B^E L. "etrepcUtan Hdisen^e ^ 25 136:347. 24X 

Fiche?50-289, 84/06/22. 8406250377. 

i EH Stier 840613 rept, "TMI — 1 

a4 Reactor 3 C oolant ^^BaUnce Testing. • C.rtiPicate of 

gvc end. Related correspondence-^ 84/06/25. 1.696pp. 

S5S Im. "r/pidi 5 n 0- E 289. 84/06/25. 8406260073. 

... „ to util request for stay of ALAB-772. 
8406260258 f or stay/ therefore request must be 

denled*Certlf icate ° f -!M™ed' Scientists. WEISS. E. R. Harmon !< 
W"*'-* S£“ ^^^" lOpp 25149.331. 24X 

“Veil 50^9^/06/25. 8406260258. 

1406260313 Notion to on reopening Record re 

tr^' ^r^est for stap of AUAB-772. 

Certificate^ of Svc encl. Alert. DSB 865, 84/06/25, 

DOROSHOWp J. Three "lie^Island^ 24X Fiche; go _ 289i 34 / 06 / 25 , 

Commission*- *>PP- 25151 

8406260313 

, . tn commission, ASLAB & ASLB that C Husted reassigned 

8406290095 Notice „ os ition of engineering assistant 

in wasupwvifjrj fW Appeal Board 840524 decision. Svc list 
1 1 1-nuc 1 ear saf ety , P er ap p *<* 

end. Related co TT* 5P °" *” C p disoTV Co. BAUSER, D. B. Shaw, Pittman, 
^fL D T E o-hdSr l ^"“0 l5O Bd06/25. 4PP. =5197:148. =4X 

Fiche: 50-289* 84/06/25, 8406290095. 

a. OttbcMBa ittee on Steam Generator Repair rept re 
tube, Svc list encl. Related 

ccrT »,pnndence. pitt man, Potts Sc Trowbridge. CHURCH I UU 13. W. 

CHURCHILL/B- »- :"£?Co DOT 919. 84/06/25. WOLFE, S. J. , 

Metropolitan E ***° Atomic Safety and Licensing Board Panel. 

3^ 24X FUh. 50-289, 84/06/25. 8406290102. 


. _ ina f hat Commission will not rule on licensee 
8406270289 Order landed hearings directed in 

8406213 pr * '" 9 

Conference. Served on 840626 ^ of the Commission 

CHIU Ma J °o«lca of the E«ecuttve Lepal Director. 

%T£c** 50-289.84/06/26, 8406270289. 


DSB 912. 
lp. 25169:0 


recently detected 
encl. Related 


, e licensee 840627 ltr to NRC 
84 steam^penerator^ lcakap^Cert if icate of Svc a 

3 --/ it rB n 93 P 7° tt a/;oI r /r7 Bri rPE, C B T? HILUB ; H ' 

Metropolitan Edi*™ C ° Atomic Safety and Licensing Board Panel. 
HETRICK, D. L. , c - J* 50-2B9, 04/06/27, 8406290379. 

5pp. 25205: cw23. «• 

H. General correspondence 

. n406 1 2 telcon w/CA Davis, util stockholder, 
B406140151 Discusses licensing delays for TMI-1. 

expressing concern ve l*cens ing^ ^ B4/06/13. Commissioners 

AUSTIN, J. H. Commissioners. B4/06/13, 8406140151. 

Ip. 24926:331. 24* ricne. 

J Philadelphia Inquirer report of recently 

84 ?tS t^-Kipr^rciocad^-iahiun^etinps on 

d e liberations ^on matter Served on B^O. ^ ROBERTS, 0. 

PALLADINO. N. 3. «.«»« - « e °f a , pft . 2pp , 85051(015. 24X 

Fichdl'sS"^® 3, 84/06/19. 8406200333. 

p. Operating 1 ic.nee^tag^dpcuh.ant^^cprreepondence 

to transfer of on® TMI Unit £ 
8406260526 RaUee no j ae proposed ln 830307 ltr. 

condeneate storag tankage provided by one 

No near-term need for tannage H 


e ed f o 

condensate storage tank. . 

SNYDER, B.J. TM I / rQ = ” m astss 167. 24X Fi ch e : 50-289, 83/03/23. 


83/03/23. STOLZ.U. F. Dperat 


Reactors Branch 4. 
8406260526. 


1Iot( . for extension until 840229 to 
8406070115 Approves B40 U4 opinion re safety sys.Addi 

resolve Licciardo d 1 f J 9 D l op0 se resolution appropriate, 
time to 0 val u ate concern PP Regulation, Director^ 

DENTON.H.R. Office of ^^^ r R Qgram GffiC e, lp. 24850:350. 

84/02/03. BARRETT, L. H, 

Fich.: 50-289, 84/02/03, 84060/0115. 

4 -n pniA request for release of all V 
8406070098 Further ^-82-341, SECY-82-342, 8ECV-82-370 

SECY papers. SECY-82 322 • y qt ip entire ty (ref FOIA 
& SECY-02-373 Nxthheid in par fi i e d within 30 days. 

E„. mP «dn 5 V°f (In cf' Rule' and Record,. 34/04/17. WE, 88. 
rj E ien N of 'Sonc“in ‘sci^t utl. 3pp. =4852: 147. 24X 

FUM: M-SSS'sV04/17, 8406070098 

, o, analyzes comments fc replies to ASL0 p» 
-^8406070119 Summarizes ^ incidents re TMI-1 restart. 

r Of 33 -S 1 C 82 /S^ 08 . R A T p Q UN 24 032 : 1 ^ 

Ficha^ 50-000?84/04/17. 8406070098 

, . ..linn of issuance of amend to Lie# 
8406210416 Ndtlce n hso' d£t. Aminat ton 6 opportunity for 

DPR-50 ^ proposed NH ®° ” present limits on 
heering on B401 ? 6 TuH of bj^uct, source or SNM. 

^^sstawssr- - 

vJ>N VLIET.O. °FJ r,t ! 4 “ . R ”'5°65.325 n ' :h a4X FUhe*50-289, 84/0 
Reactors Branch 4. 14pp. *4/6o,o 

8406010220. 

4 . v. *ridl info re environ qualifici 
e 40 ^°t° 4 *mergency d f ssduie ter SI.W"** ^spons. within 30 
days of ltr receipt. 84/05/25. HUKILL, H I 

EISENHUT, 0. 2. P.M l it 1 OPU Service Oorp. UpP- 34936:1 

Fiche? 50-289^84/05/251 8406060435. 

*. e n v» add 1 info re environ g,ualif 
-- 84 r.?^?tT.:rw^.;*^: U" r Pm :n d t. 

^S&S.i^SmJ^F Nuc^er Reactor ^.guletien^ir. 
Co^ /2 ?OPP =4936:351. S^X Fiche: 50-289,84/05/25,84061 
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Oil 40295 Forwards Amend 95 to License DPR-50 Amend deletes Tech Spec 
Section 4 11 2 & revises Spec 4 S 2 to specify closure time 
of MSIVs as less than 120 s. 

STOLZ, J. F Operating Reactors Branch 4. 84/05/25. HUKILL, H. D. 

Ceneral Public Utilities - GPU Service Corp 3pp 24939:342. 24X 

Fxc he : 50-289, 04/05/25, 0406140293 


0406140290 Amend 95 to License DPR-50, d e 1 et ing Tech Spec Section 4 11 2 
& revising Spec 4.8.2 to specify closure time of MSIVs as 
less than 120 s. Page 4-54 deleted. 

STOLZ, J. F. Operating Reactors Branch 4 04/05/25. 10pp. 

24939 345. 24X Pic he; 50-289,94/05/25, 3406140295 


06210299 Forwards three NRC memos that clarify & explain positions on 

gaseous dose calculations, per 840522 meeting St 840524 

telcon. 

MEINKE, W. Radiological Assessment Branch. 84/05/25 CR I NIGAN, P . T. 
Baltimore Gas & Electric Co. Ip. 25069:237. 24X 

Fiche: 50-000, 04/05/25, 8406210299. 


0406210311 Forwards list of plants w/Tech Specs requiring reporting of 
offsite doses for 1982 ?< interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D R Assistant Director for Radiation Protection. 

83/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 
25069:247. 24X Fi c h e : 50-000, 84/05/25, 84062 10299. 


1060Q0045 Requests response in writing under oath or affirmation that 
addresses Items 1 & 2 of suppl to UCS petition re environ 
qualification of emergency feedwater sys. Response by 
840609 requested. 

EISENHUT, D. G Division of Licensing. 84/05/29. HUK ILL, H. D. 

Oeneral Public Utilities - GPU Service Corp. 4pp. 24876:332. 24X 

•Fiche: 50-289, 84/05/29, 8406090045. 


4061 90139 Summary of 840515 meeting w/util in Bethesda,MD re inservice 
testing of pumps h valves. Attendance list & transcript end. 

THOMPSON, 0. 0. Operating Reactors Branch 4. 84/05/29. Operating 

Reactors Branch 4. 3pp, 25031:141. 24X Fi c h e : 50-289, 84/05/29, 

8406190139. 


-8406190 141 Transcript of 840505 conference in Bethesda, MD re inservice 
testing of pumps & valves. Viewgraphs end. 

* NRC - No Detailed Affiliation Given. 84/05/05. 234pp. 

25031:144. 24X Fiche: 50-209, B4/05/29, 8406190139. 


-0204190126 Lists results of review of pump & valve inservice testing 
Telief requests. 

B05NAK, R J Mechanical Engineering Branch. 82/04/0B. STOLZ, J. F. 
Operating Reactors Branch 4. Ip. 25032:016. 24X 

Fiche: 50-289, 84/05/29, 8406190139. 


—3405160615 Transmits Mechanical Engineering Branch positions re 
proposed resolution of open items from pump & valve 
inservice testing SER. Requests submission schedule for 
inservice testing program for upcoming 120-month interval. 

KNIGHT, J. P Assistant Director for Comp. & Structures Engineering 
(Post 830201). 84/05/02. LAINAS, G. C. Assistant Director for 

Operating Reactors. 12pp. 25032:017. 24X Fiche: 50-289, 84/05/29, 

0406190139 


B406 0402 32 Forwards Tech Spec Change Request 97 corrections. Tech Specs 
3. IB 7 b 4. IS. 7 apply only to fire barrier penetration seals 
in rated fire boundaries. Change does not affect previously 
submitted safety evaluation. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/05/30. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 24795:239. 24X 

Fiche- 50-289, 84/05/30, 8406040232. 


8406080279 Ac k receipt of 840509 suppl to UCS 10CFR2. 206 petition re 
emergency feedwater sys. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
04/05/30. WEISS, E. R. Harmon it Weiss, WEISS, E. R. Union of 

Concerned Scientists. 4pp. 24079:090. 24X Fiche: 50-289, 84/05/30, 

0406080279. 


8406050104 Forwards response to B40425, 0507 & 08 comments resulting 
from 840320-21 file audit. Listed corrective actions taken 
to improve documentation of environ qualification of 
electrical equipment for auxiliary feedwater sys. 

WILSON, R. F. General Public Utilities - GPU Service Corp. 84/05/31. 
STOLZ, J. F. Operating Reactors Branch 4, 16pp. 24839:106. 24X 

Fiche: 50-289, 04/05/31, 9406050104, 


B406050278 Forwards responses to NRC 840425 comments op seismic 
capability of backup thermocouple read ing & display sys. 

Responses address five listed concerns. Response also 
satisfies concerns of restart certi f icaton Item 113, 

HUKILL, H. D. General Public Utilities — GPU Service Corp. 84/05/31. 
STOLZ, J. F. Operating Reactqrs Branch 4. 17pp. 24839:073. 24X 

Fiche: 50-289, 94/05/31, B406Q50278. 


8406130018 Recommends that Commission approve TMI-1 restart proceeding 
license c ond i t i ons . Li c ens e conditions end 

DIRCKS, W J Office of the Executive Director for Operations. 

SECY- 64-221 84/05/31. 17pp 24936 329, 24X Fi c he : 50-289, 

84/05/31, 8406130018 


0406080243 Forwards application for amend to License DPR-50 (Tech Spec 
Change Request 135 ), spec i fy ing appropriate limits of 
hydrogen oxygen in waste gas holdup sys for expected plant 
conditions & evolutions. Fee end 

HUKILL, H D General Public Utilities - GPU Service Corp. 84/06/01. 

STOLZ, J. F Operating Reactors Branch 4. Ip. 24855:325. 24X 

Fiche: 50-289, 04/06/01, 0406080243. 


— 8406000244 Application for amend to License DPR-50 (Tech Spec Change 
Request 1 35 ) , sp e c i f y i ng appropriate limits of hydrogen & 
oxygen in waste gas holdup sys for expected plant conditions 
& evolutions. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

B4/06/0 1 . 4pp. 24855:326. 24X Fiche : 50-289, 84/06/01, 0406080243. 


— 8406080246 Proposed Tech Specs specifying appropriate limits of 
hydrogen & oxygen in waste gas holdup sys for expected plant 
conditions Zt evolutions. 

* General Public Utilities - GPU Service Corp. 84/06/01. 5pp. 
24855:330 24X Fi c h e : 50-289, 84/06/01 , 8406080243. 


8406260489 Forwards NRC 840530,25,09 & 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities. Brief ing on integrated schedules expected by 
040618. 

DIRCKS, W J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, 84/06/01 , 8406260489. 


— 0406260505 Assigns project managers to develop integrated schedules for 
action on plants w/near-term licensing ac t ivi ty. Dir ec tor s 
requested to assemble list of remaining activities & 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/05/30. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DAVIS, J. G. Office of Nuclear Material Safety S< 

Saf eg uards, Director. CUNNINGHAM, G. Office of the Executive Legal 
Director. 2pp. 25157:325. 24X Fiche: 50-000, 84/06/01, 8406260489. 


— 8406020439 Outlines course of action decided upon re plants w/near-term 
licensing activity, per 840517-18 mgt meet ing s, inc lud i ng 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J Office of the Executive Director for Operations. 

84/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DAVIS, J. G. Office of Nuclear Material Safety & 
Safeguards, Director. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 

8406260489. 


— 8406260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


8406070222 Forwards tabulation of stresses for main feedwater line B 
in intermediate bldg, per B40510 telcon. Table shows 
nonseismic portion of line in intermediate bldg has seismic 
r es istanc e. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/04. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 24742:285. 24X 

Fiche: 50-289, 84/06/04, 8406070222. 


B406120392 Forwards application for amend to License DPR-50, consisting 
of Tech Spec Change Request 115 to replace Tech Spec Pages 
3-41,4-3 & 6-22 re containment integrity of reactor bldg. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/04. 
STOLZ, J. F. Operating Reactors Branch 4. Ip. 24892:305. 24X 

Fiche: 50-289, 84/06/04, 0406120392. 


— 0406120396 Application for amend to License DPR-50, cons i st ing of 
Tech Spec Change Request 115 to replace Tech Spec Pages 
3-41,4-3 V. 6-22 re containment integrity of reactor bldg. 

HUKILL, H. D. Genera 1 Public Utilities - GPU Service Corp. 

04/06/04. 4pp. 24892:306. 24X Fiche: 50-209, 84/06/04, 8406120392. 


— B406120403 Proposed Tech Spec Pages 3-41,4-3 & 6-22 re containment 
integrity of reactor bldg & post-accident sampling 
programs (TMI Item II. B. 3). 

# General Public Utilities - GPU Service Corp. 84/06/04. 3pp. 
24892:310. 24X Fiche : 50-289, 84/06/04, 8406120392. 
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8406110127 Suppl to Tech Spec Change Request 116. Rev 1 to License 
DPR-50 re safety-related reasons for which containment 
purging permitted 

HUKILL, H D. General Public Utilities - GPU Service Corp. 84/06/05 
STOLZ, J.F. Operating Reactors Branch 4 2pp 24872:109 24X 

Fiche: 50-289, 94/06/05, 8406110127. 


— 8406110129 Proposed changes to Tech Specs revising containment purge 
time & safety operations. 

* General Public Utilities - GPU Service Corp. 84/06/05 4pp. 
24872:111. 24X Fi c h e : 50-289, 84/06/05, S4061 10127 


8406110276 Notifies that operator training on basic principles trainer 
began on 840402, per ASLB 810827 partial initial decision. Mgt 
control assures that each operator receives 40 h basic 
principles simulator training annually. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/05 
STOLZ, U. F. Operating Reactors Branch 4. Ip. 24871.026. 24X 

Fiche: 50-289, 84/06/05, 8406110276. 


8406140084 Forwards SER demonstrating that requirements set forth in 
NUREG-0737, Item II. K. 2. 13, " Th erma 1-Mec hani c a 1 Rept" 

satisfied. Conclusions based on findings re Unresolved Safety 
Issue A— 49, "Pressurized Thermal Shock. " 

STOLZ, vJ.F. Operating Reactors Branch 4. 84/06/05. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 13pp. 24939:329, 24X 

Fiche: 50-289, 84/06/05, 8406140084. 


8406150278 Forwards SER re Generic Ltr 81-21, "Natural Circulation 
Cooldown. " Safety concerns re reactor vessel upper head 
voiding during natural circulation cooldown adequately 
addressed. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/05. HUKILL, H. P. 

General Public Utilities - GPU Service Corp. Ip. 24978:01 7. 24X 

Fiche: 50-289, 84/06/05, 8406150278. 


— 8406150281 SER re Generic Ltr 81-21, "Natural Circulation Cooldown. " 
Safety concerns adequately addressed. 

* NRC - No Detailed Affiliation Given. 84/06/05. 7pp. 

24978:018. 24X Fiche : 50-289, 84/06/05, 8406150278. 


8406110123 Forwards revised analysis of min emergency feedwater flow 
for seismic event w/loss of feedwater transient 
d etermination. Rev indicates that 350 gpm feedwater flow 
will safely shut down unit. Extrapolation calculations end. 

HUKILL, H. D General Public Utilities - GPU Service Corp- 84/06/06. 
STOLZ, J. F. Operating Reactors Branch 4. 5pp. 24872:115. 24X 

Fiche: 50-289, 84/06/06, B406110123. 


8406120205 Staff requirements memo re Commission 840604 briefing in 
Washing ton, DC on status of NRC certification of completion 
of items re r es tar t. Pa 1 la d ino requested NRC to consider 
impact of FEMA 840523 rept on restart decision. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/06. 
D1RCKS, S. U. Office of the Executive Director for Operations. 
PLAINE, H. H. Office of the General Counsel. Ip. 24910:361. 24X 
Fiche: 50-289, 34/06/06, 8406120205. 


8406200107 Advises that util 830722 response to NUREG-0737, I tern 
II. K. 3. 18 re automatic depressurization sys mod acceptable. 

Issue closed. 

.VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. PILANT, J. M. 

Nebraska Public Power District. 2pp. 25053:010. 24X 

Fiche: 50-289, 84/06/06, 8406200107. 


B406130155 Forwards corrected Page 2 discussing shunt trip 
classification it separation concerns of util B40509 response 
to Generic Ltr 83-28 re Salem ATWS events. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/07. 
EISENHUT , D. G. Division of Licensing. 2pp. 24914:341. 24X 

Fiche: 50-289, 84/06/07, 8406130155. 


8406250046 Forwards safety evaluation supporting util 821112 St 830307 
requests to transfer TMI-2 condensate storage tank to TMI-1. 

Tank will be used only for purposes of backup radwaste 
storage. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/11. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 25153:317. 24X 

Fiche: 50-289, 84/06/11, 8406250046. 


-—8406250048 Safety evaluation supporting util 821112 *< 830307 requests 
to transfer ThI-2 condensate storage tank to TMI-1 for 
backup radwaste storage. 

BAUNACK, W, Division of Project & Resident Programs. 84/06/11, 

2pp. 25153:321. 24X F i c h e : 50-2B9, 84/06/ 1 1 , 8406250046. 


8406230367 Forwards Amend 96 to License DPR-50 & safety evaluation. 
Amend permits r ece i p t , pos se s sion & use of byproduct, source 
or SNM as required for sample analys is, instrument calibr & 
testing, per 840126 request. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/12. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 25128:142. 24X 

Fiche: 50-289, 84/06/12, 8406230367. 


— 8406230378 Amend 96 to License DPR-50, p ermi tt in g rece ip t, p ossession V 
use of byproduct, source or SNM as required for sample 
ana 1 y s i s, instrumen t calibr, testing uses associated w/ 
radioactive ap p ara tus, p er 840126 request 

STOLZ, J. F Operating Reactors Branch 4 84/06/12 2pp. 

25128146 24X Fiche 50-289.84/06/12,8406230367 


— 8406230386 Safety evaluation supporting Amend 96 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director 94/06/12. 2pp 
25128 148 24 X Fi c h e 50- 289, 84/06/ 1 2, 8406230367 


8406190169 Forwards application fOT amend to License DPR-50, c onsisting 
of Rev 1 to Tech Spec Change Request 114, revising accident 
monitoring instruments 6 post-accident monitoring 
instrumentation tables. Certificate of Svc fee encl 
HUKILL, H D. General Public Utilities - GPU Service Corp. 84/06/13 
STOLZ, J. F. Operating Reactors Branch 4 2pp 24981:085. 24X 

Fiche: 50-289, 84/06/13, 8406190169 


— 84061901-70 Application for amend to License DPR-50, cons i st ing of Rev l 
to Tech Spec Change Request 114, revising accident monitoring 
instruments & post-accident monitoring instrumentation 
tab les 

HUKILL, HD. General Public Utilities - GPU Service Corp. 

84/06/13 3pp 24981:087. 24X Fic h e : 50-289, 84/06/ 1 3, 8406190169 


— 8406190173 Proposed Tech Specs revising accident monitoring instruments 
& post-accident monitoring instrumentation tables. 

* General Public Utilities - GPU Service Corp. 84/06/13. 8pp 
249B1 090. 24X Fiche: 50-289,84/06/13, 8406190169. 


8406230407 Concludes that steam generator tube rupture procedures k 
guidelines adequately define alternative actions employed 
to minimize offsite releases during steam generator tube 
rupture, per NUREG-1019, Supp 1 1. 

STOLZ, U. F Operating Reactors Branch 4. 04/06/15. HUKILL, H D. 

General Public Utilities - GPU Service Corp 4pp 25128:064 24X 

Fiche: 50-289, 84/06/15, 8406230407 


8406250211 Forwards back-up calculations indicating that hot leg 
restraint adequate under asymmetric LOCA load conditions. 

Info resolves listed items from 840327 ltr & suppls 820625 
1 tr. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/15 

STOLZ, J. F Operating Reactors Branch 4. 17pp. 25130:231. 24X 

Fiche. 50-289, 84/06/15, 8406250211. 


8406270391 Forwards safety evaluation re independent veri f ication of 
valve & breaker position, per NUREQ-0680, Sup p 1 4, "TMI-1 
Restart." Response acceptable. 

STOLZ, J F. Operating Reactors Branch 4 84/06/19. HUKILL, H. D. 

General Public Utilities - GPU Service Corp 4pp 25171:357 24* 

Fiche: 50-289, 84/06/19, 8406270391. 


--8406270393 Safety evaluation supporting licensee provisions for 
independent verification of valve S< breaker position, per 
NUREG-0680, Supp 1 4, "TMI-1 Restart." 

* NRC - No Detailed Affiliation Given 84/06/19. 2pp. 

25171 361. 24X Fi c h e : 50-289, 84/06/ 19, 8406270391 . 


8406200269 Board Notification 84-121 : forwards NUREG-1020 LD, "GPU vs 
B8*U Lawsuit Review & Effect on TMI-1" 6 H Denton 831107 
memo re mgt integrity issue. 

EISENHUT, D. G. Division of Licensing. 84/06/20 PALLADIND, 
GILINSKY, ROBERTS Commissioners. Ip 25084: 1B2. 24X 

Fiche: 50-289, 84/06/20, 0406200269. 


— 8406220241 Forwards summary of addl info on NUREG-1020, Cat egory 10 re 
mgt compatence/integrity. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
83/11/07. HAYES, B, B. Office of Investigation 37pp. 25084:184 

24X Fiche. 50-289, 84/06/20, 8406200269. 


—8406220242 Releases NUREG- 1 020LD, Uol s 1 *>. 2, "GPU vs B&W Lawsuit Rev: 
Effect on TMI~1 " & H Denton 831107 memo to B Hayes re 
investigation into matters discussed in NUREG. 

HAYES, B. B. Office of Investigation. 84/06/19. DIRCKS, W. J. 
Office of the Executive Director for Operations. 9B4pp 
250B4: 226. 24X Fich •; 50-289, 04/06/20, 8406200269 


Q. Inspection reports, IE Bulletins & correspondence 


8406210415 Investigation Rept Q-1-S4-004. Major areas investigated 
possible operator training irregularities. 

* Office of Investigation. 84/03/22. 160pp 25101:317. 24X 

Fiche: 50-289, B4/03/22, 8406210415. 


8406210409 Investigation Rept 1-83-013 on 830901-840229. Ma jor area* 
investigated : al 1 eged failure to provide BETA it RHR 
consultant repts to NRC in timely fash ion. Status closed. 

LETTS, B.R., CHRISTOPHERS., HAYES, 8. B Office of Investigation 
84/04/16. 6B0pp. 25102:114. 24X Fi c h e: 50-209, 84/04/ 1 6, 84O62104C 
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06210410 Rept of Investigation 1-83-028 on 831029-840315 Major 
areas i nves 1 1 ga ted : po s si b 1 e falsi f i cat ion of RCS inventory 
leak rate tests Status closed. 

CONNOLLY. P J Office of Investigation. 84/04/16 769pp 

25104 074 24X Fi c h e : 50-289, 84/04/ 1 6. 84062 1 04 1 0. 


1062104 35 Forwards Investigation Rept 1-83-028 re possible 
falsification of RCS inventory leak rate test. No 
systematic pattern of falsification i d ent if i ed . Served on 
840426. 

HAYES. B 0 Office of Inves t i ga t ion 84/04/16. MURLEY, T E Region 
l. Office of Director 3pp. 25106:145 24X Fi c h e . 50-289 , 84/04/ 16, 

8406210435. 


-8406210436 Investigation Rept 1-83-028 on 831020-840315. Ma jor area 
investigated: possible f a 1 s i f icat i on of RCS inventory leak 
rate tests 

CONNOLLY, P J. , CHRISTOPHER, R. , HAYES, B. B. Office of Investigation 
84/04/16. 3,030pp. 25106:148. 24X Fi c he : 50-289, 84/04 / 16, 

8406210435. 


10621041 1 Investigation Rept G-l-04-006 on 840504. Ma jor areas 
investigated util possible improper influence exerted on 
contractor to change rept critical of licensee. 

CHRISTOPHER, R. Office of Investigation. RUSSELL, W. T. Division of 
Human Factors Safety. B4/05/04. 196pp. 25101:012. 24X 

Fiche; 50-289, 84/05/04, 8406210411. 


B4052903B3 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/05/3J Consolidated Edison Co. of New 

York, Inc 122pp 24879 342. 24X Fi c h e . 50-000, 84/05/30, 8405290383. 


B406150151 Forwards IE Insp Rept 50-289/84-11 on 840410-0508 notice 
of violation 

STAROSTECKI , R. Division of Project 5, Resident Programs. 84/05/31. 
HUKILL, H. D General Public Utilities - GPU Service Corp. 2pp. 
24954 287 24X Fi c h e 50-289, 84/05/31 , 8406 1 501 51 . 


— 8406150 155 Notice of violation from insp on 840410-0508. 

■» Region 1, Office of Director 84/05/31. 3pp. 24954:289. 24X 

Fiche 50-289, 84/03/31, 9406 1 50151. 


— 8406130177 IE Insp Rept 30-209/84-11 on 840410. Violation n oted : f ai 1 ure 
to properly implement uritten mod instructions re vent cap 
insta 1 lat ion. 

YOUNG, F. , BAUNACK, W , CONTE, R. Region 1, Office of Director. 
84/05/23. 15pp. 24954:292. 24X Fi c h e : 50-289, 84/05/31 , 84061501 51 . 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01 Consolidated Edison Co. of New 

York, Inc. 100pp. 25050-244. 24X Fi c h e : 50-000, 84/06/01 , 8406010423. 


106260307 Forwards Exam Rept 50-289/84-09. 

STARdSfECKr, R. Division of Project & Resident Programs. 84/05/06. 
HUKILL, H D General Public Utilities - GPU Service Corp, 2pp. 
25150:150. 24X Fi c h e . 50-289, 84/05/06, 8406260307. 


-84062603 1 0 Exam Rept 30-289/84-09 on 840306-08. Exam results: three 
senior reactor operator (SRQ) candidates & one instructor 
cert i f i cat i on candidate passed t>. one 3RD candidate & two 
instructor certification candidates failed. 

DUDLEY, N . KELLY, R M. Region 1, Office of Director. 84/05/03. 
87pp 23150:152. 24X Fiche: 30-209, 84/03/06, 8406260307. 


1106210423 Forwards Ofc of Investigations Investigative Repts 1-83-028, 
1-83-013 fc 01-84-004. W/o enc 1 s. Cer t i f ic a t e of Svc end. 

Served on B40507. 

CHILK, 5. J. Office of the Secretary of the Commission. 84/05/07. 
Office of the Executive Legal Director. 3pp. 25106: 123. 24X 

Fiche: 50-289, 84/05/07, 8406210423. 


8406210412 Forwards Investigation Rept H-83-002 on allegations re 
discrimination for raising saf ety-re lated concerns. 

HAYES, B. B. Office of Investigation, 84/03/10. PALLADINO, GILINSKY , 
ROBERTS Commissioners. 89pp. 25101:208. 24X Fi c he : 50-289, 

84/05/18. 8406210412. 


84062104 1 3 Transcript of 040523 staff briefing in Wash ing ton , DC on 
impact of remaining investigation repts & position on mgt. 

Pp 1-17 

# Commissioners. 84/05/23. 1°"" Mini. 397 S4X 

Fiche: 50-289, 84/05/23, 840621041: 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. ” Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post B3Q103). 84/05/25, Consolidated Edison Co. of New 

York, Inc 124pp. 24061:201. 24X Fiche: 50-000, 84/05/25, 8403230319. 


840524 03 1 7 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 4t Engineering 
Response (Post 830103). 84/05/25, Cpnsolidated Edison Co. of New 

York, Inc. 127pp. 248B0.103, 24X Fiche; 50-000, 84/05/25, 8405240317. 


8406040038 Forwards *40,000 in payment of civil monetary penalty for 
violations noted in IE Insp Repts 50-289/83-23 8t 
50-289/ 83-26 & Enforcement Conference Rept $0-289/83-33, per 
Order EA 83-140. 

HUKILL, H. D. General Public Utilities — GPU Service Corp. 84/03/23. 
DEYOUNG, R. Director's Office, Office of Inspection and Enforcement. 
Ip. 24797 290. 24X F i c h e : 50-289, 04/05/23, 8406040038. 


8406040 0 36 Ack receipt or , taken to 

correct violations noted in IE Insp Rept 30-209/84-02. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/03/29. 
HUKILL, H. D. General Public Utilities -r GPU Service Corp. 3pp. 
24797: 057 24X Fiche: 50-289, 94/03/29, §40604.0036, 


--B406Q40Q46 Responds to NRC 840416 It? re Viplations noted in IE Insp 
Rept 50-289/84-02. Corrective action*; teg ting of reactor 
bldg purge valves deleted from. § prv^i 1 la n C e Procedure 
1300-3R t, added to 1300-30, 

HUKILL, H. D. General Public ytiii ties t GPU Service Corp. 

84/05/16. MURLEY, T. E. Region 1* Qf'fice of Director. 3pp. 

24797 : 060. 24X Fiche: 30-209, 84/03/29, 8406040036. 


8406140139 Ack receipt of 840131 ltr informing NRC of steps taken to 
correct violations noted in IE Enforcement Conference Repts 
50-209/83-104 S< 50-320/83-104. 

MARTIN, T. T. Division of Engineering S< Technical Programs. S4/06/01. 

CLARK, P R General Public Utilities - GPU Service Corp. 2pp. 
24926:267. 24X Fi chs : 50-289, 84/06/01, 8406140139. 


-8406140144 Responds to NRC 831214 ltr re violations noted in IE 
Enforcement Conference Repts 30-289/03-104 8, 50-320/83-104. 
Corrective ac t i ons : c or p ora t e procedure on protection of 
safeguards info will be issued & training amended. 

CLARK, P.R. General Public Utilities - GPU Service Corp. 84/01/31. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 24926:269. 24X 

Fiche: 30-289, 84/06/01, 8406140139. 


8406110025 Staff requirements memo re B40323 briefing in Was h ing ton, DC 
on impact of remaining TMI i n ves t i ga ti on repts «< position on 
mg t. 

HOYLE, J. C. Office of the Secretary of the Commission. 84/06/04. 
DIRCKS, W. J. Office of the Executive Director for Operations. 

BLAINE, H. E. Office of the General Counsel. Ip. 24896:170. 24X 

Fiche: 30-289, 84/06/04, 84061 10023. 


B406260330 Forwards IE Insp Rept 30-289/84-10 on 840411-19. No 
violations noted. 

MARTIN, T. T Division of Engineering & Technical Programs. 84/06/04. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 4pp, 
23131: 036. 24X Fiche: 50-299, 84/06/04, B406260330. 


— 8406260333 IE Insp Rept 30-209/84-10 on 840411-19. No none omp 1 ianc as 
noted. Major areas inspected: reactor bldg integrated leak 
rate testing. 

VITO, D. J. , CHUNG, J. W. , BETTENHAUSEN, L. Region 1, Office of 
Director. 84/05/18. 13pp. 25131:040. 24X Fiche: 30-209, 84/06/04, 

8406260350. 


B406Q30012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 23030:124. 24X Fic he: 50-000, 84/06/05, 8406030012. 


8406260372 Forwards IE Insp Rept 30-289/84-13 on 040301-04. No 
violations noted. 

MARTIN, T. T. Division of Engineering 8, Technical Programs. 04/06/06. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 4pp. 
23131: 053. 24X Fiche: 30-289, 84/06/06, B406260372. 


— 0406260376 IE Insp Rept 50-289/B4-13 on 840301-04. No violations noted. 
Major areas insp *c ted : snub bar survei 1 lane e, testing & maint 
procedures & ins ta 1 la ti ons & testing equipment. 

GREGG, H. I., ANDERSON, C. J. Region 1, Office of Director. 84/03/23. 
4pp. 23131:037. 24X Fiche: 30-289, 84/06/06, 8406260372. 


8406030330 IE rnfo Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators, 11 Svc list encl. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 23050:032. 24X Fi c h e : 30-000, 84/06/07, 8406050350. 


S4061 10190 Ack receipt of 840525 ltr S, check for *40,000 in payment of 
civil penalty imposed in NRC 840307 ltr, 

AXELRAD, J. A. Enforcement Staff. DSB 337. 84/06/07. CLARK, P.R, 

General Public Utilities - GPU Service Corp. Ip. 24872:078. 24X 

Fiche: 30-289, 84/06/07, 8406110190. 
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8406140275 Ac k receipt of 840525 ltr •!< check in amount of *40,000 in 
payment of civil penalty imposed by NRC on B40507 Corrective 
actions will be examined during future insps 
AXELRAD, J.A. Director's Office, Office of Inspection and 
Enforcement. 84/06/07. CLARK, P. R General Public Utilities - GPU 
Service Carp 2pp. 24955:054 24X Fi c h e : 50-289, 84/06 /07, 

8406140275 


8406060336 IE Tnfo Notice 84-44, "Environ Qual i ficat ion Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

York, Inc 120pp. 25049 273 24X Fiche: 50-000, B4/06/08. 8406060336. 


8406260015 Ac k receipt of 840511 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-289/84-03. 

Post-accident sampling sys V analysis will be examined 
during 840604-08 radiation protection program insp. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/08. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 2pp. 

25165:001. 24X Fi ch e : 50-289 , 84/06/08, 84062600 1 5. 


— 8406260019 Responds to NRC 840214 ltr re violations noted in IE Insp 
Rept 50-289/84-03. Corrective actions EP 1004.31 revised to 
delete 30 psig sampling limitation & insulation added to 
tubing at sample station to minimize heat loss. 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 

64/05/ 1 1 STAROSTECKI, R. Division of Project & Resident Programs. 

14pp. 25165:003. 24X Fi che: 50-289, 84/06/08, 8406260015. 


— 8406260021 Rev 2 to Procedure TDR 494, "TMI-1 , Pos t-Ac c i d en t Sampling 
Radiological Analysis. " 

* General Public Utilities - GPU Service Corp. 84/05/10. 44pp. 

25165:017. 24X Fi ch e : 50-289, 84/06/08, 840626001 5. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 3t Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. H9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


84061303 1 5 IE Info Notice B4-47, "Environ Qua 1 i f i ca t i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15 Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536.043. 24X Fich e: 50-000, 84/06/18, 8406180353, 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8s Engineering 
Response (Post 830103). 84/06/IB. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche 50-000, 84/06/21, 8406190327. 


R. Periodic operating reports & related correspondence 


8406250154 Forwards "TMI Aquatic Study, “ monthly rept for May 1984. 
RESSLER, W. C. General Public Utilities - GPU Service Corp. 84/05/16. 

HICKEY, C. NRC - No Detailed Affiliation Given. Ip 25130:061. 

24X Fiche: 30-289, 84/05/16, 8406250154. 


— B40623Q 1 59 “TMI Aquatic Study, " monthly rept for May 1984. 

* EA Engineering, Science & Technology, Inc. 04/05/31. 14pp, 

25130:063. 24X Fich e : 50-289, 84/05/16, 84062501 54. 


S Reportable occurrences, L.ERs ?» related correspondence 


8406120358 LER 84-001-00. on 840427, relay room floor fire barrier 
penetration seal 735 identified to be in deficient 
condition. Fire seals m new conduits installed between Apr 
1979 & 831107 will be inspected & repaired W/840525 ltr 
OT TA« S. M , HUKILL. H D Ceneral Public Utilities - GPU Service Corp 

84/05/25 MURLEY, T E. Region 1, Office of Director. 5pp. 
24393:357 24X F i ch e 50-289, 84/05/25, 8406 120358 


8406290357 PN0-I-84-054 on 840623, boron identified in secondary side 
of once-through steam generator B. Primary sys drained to 
perform leak test Six tubes showed indication of leakage 
Leakage not confined to specific area of tube sheet 

CONNER, E. Region 1, Office of Director 84/06/25. Ip. 25206:044 
24X Fiche 50-289, 84/06/25, 8406290357 


T. Hearing transcripts on non-anti trust matters 


8406010178 Transcript of 840523 meeting in Wa sh i ng ton, DC re staff 
briefing on impact of remaining TMI investigation rept & 
position on mgt.Pp 1 — 17 Supporting documentation encl. 

* Commissioners. 84/05/23. 107pp. 24767. 100. 24X 

Fiche: 50-289, 04/05/23, 8406010178. 


8406210413 Transcript of 840523 staff briefing in Was h i ng ton , DC on 
impact of remaining investigation repts & position on mgt. 

Pp 1-17. 

■» Commissioners 84/05/23. 19pp. 25101:297. 24X 

Fiche: 50-289. 84/05/23, 8406210413. 


8406190139 Summary of 840515 meeting w/util in Bethesda.MD re inservic 
testing of pumps S < valves, Attendance list it transcript encl. 
THOMPSON, 0. 0. Operating Reactors Branch 4. 84/05/29. Operating 

Reactors Branch 4. 3pp. 25031:141 24X F i c h e : 50-289, 84/05/29, 

8406190139. 


— 8406190141 Transcript of 840505 conference in Bethesda,MO re inservi 
testing of pumps & valves. Vi ewgraphs encl. 

* NRC - No Detailed Affiliation Given. 84/05/05. 234pp. 

23031 144 24X Fi c h e ; 50-289, 84/05/29, 8406 1 901 39. 


8406110020 Transcript of 840601 public meeting in Wash i ng ton , DC re 
discussion of ASLAB decision on TMI-1 (ALAB-772). 

* Commissioners. 84/06/01. 20pp. 24897:086. 24X 

Fiche: 50-289, 84/06/01, 84061 10020 


8406130015 Transcript of open 840604 meeting in Wa sh ing ton, DC on 
TMI-1 certification update, Pp 1-40. Sup p or t i ng documentation 
encl. 

* Commissioners 84/06/04. 50pp. 24937:036. 24X 

Fiche. 50-289, 84/06/04, 8406130015. 


U. Congres s tona 1/Ex ecut ive Correspondence 


8406180428 Responds to 840531 ltr re Commission intentions to pursue 
tentative TMI-1 restart schedule announced in Apr 1984 
Decision by June 1984 no longer possible due to need for 
addl comments by interested part i e s . Serve d on 840618. 

PALLADINO, N. J. , Commissioners. DSB 697. 84/06/15. BEVILL, T. Hou: 

of Rep. 3pp 24978:136. 24X Fiche: 50-289, 84/06/13, 8406180428. 


8406230326 Responds to 840331 ltr asking if Commission intends to 
pursue TMI-1 restart tentative schedule announced in Apr. 

Parties comments required for restart d ec is i on. June 
decision no longer possible. 

PALLADINO, N. J. Commissioners. 84/06/15. BEVILL, T. House of Rep. 
Appropriations. 2pp. 25129:312. 24X Fi c h e : 30-289, 84/06/ 1 5, 

8406230326. 


— B406230331 Requests notification of whether Commission intends to 
pursue immediate effectiveness d etermi nat i on re TMI-1 
restart & related steam generator issue on tentative 
schedule announced in Apr. 

BEVILL, T. House of Rep., Ap pr opr iat i on s. 84/05/31. 

PALLADINO, N. J. Commissioners. Ip- 25129:314. 24X 

Fiche: 30-289, 04/06/15, 8406230326. 


V. Operator Examinations 


8406260307 Forwards Exam Rept 50-2B9/84-09. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/05/06. 
HUKILL, H. D. General Public Utilities - GPU Service Corp. 2pp. 
25150:150. 24X Fi ch e : 50-289, 84/05/06, 8406260307. 



DOCKETED ITEMS 


in 


.0404260310 Evan Rept 50-289/84-09 on 840306-08. Exam results: three 
senior reactor operator (SRO) candidates & one instructor 
certification candidate passed & one SRO candidate it two 
instructor certification candidates failed 

DUDLEY. N. i KELLY, R. M. Region 1, Office of Di-rector. B4/05/03. 
07 pp. 25150:132. 24X Fi c h e : 50-289. 84/05/06, B 4062603 07. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION. UNIT 1 
P security, medical, emergency is fire protection plans 


g4Qfil40203 Forwards IE Safeguards Insp Rept 50—293/84-09 on 840403-05. 

No violations noted. 

MARTIN, T T Division of Engineering it Technical Programs. 84/05/29. 
MACCDRMACK, E. R. Boston Edison Co. 2pp. 24924-: 152 24X 

piche. 50-293, 84/05/29, 8406140203. 


.0406140205 IE Safeguards Insp Rept 50-293/84-09 on 840403-05. No 
noncamp liance noted Major areas inspected : se c uri ty 
organization training it qualification program & review of 
recent change to physical security plan. 

MADDEN, W. J. , JOYNER, J. H. Region 1, Office of Director 84/05/11. 
2pp. 24924:154. 24X Fiche: 50-293, 84/05/29, Q406140203. 


0406200 5 58 Forwards request for addl info verifying qualification of 
accumulator an automatic dep r essuri zation sys valves, per 
NUREG-0737, Item II. K. 3. 28 it Multi-Plant Action F-55. Re s p on se 
due in 45 days. 

EISENHUT, D. 0. Division of Licensing. 84/05/29. HARR I NGTON, W D. 

Boston Edison Co- 6 pp. 25069:141. 24X Fi ch e : 50-293, 84/05/29, 

8406200538 


8406120437 Advises that portions of B31031 it 840130 Revs 13 & 14 to 
modified amended security plan it Rev 3 to safeguards 
contingency plan consistent w/provisions of 1OCFR50. S4( p ) it 
acceptable Certain portions of revs require mod. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/05/31 
HARRINGTON, W. D Boston Edison Co. 3pp. 24891:026. 24X 

Fiche: 50-293, 84/05/31 , 8406120437. 


6406180140 Forwards corrected App A index it addl Tech Spec pages re 
fire protection improperly identified in 84032 7 change 

request 

HARRINGTON. W. D. Boston Edison Co. 84/06/11. VASSALLO, D. B. 
Operating Reactors Branch 2. 5pp. 24967:280. 24X 

Fiche; 50-293, 84/06/11. 8406100140. 


8406290542 Responds to 840327 ltr re safeguards info protection 
program No quality problems exist w/locks being supplied to 
nuclear industry. 

VASSALLO, D. B. Operating Reactors Branch 2. 84 /06/22, 

HARRINGTON, W D. Boston Edison Co. 2pp. 25273:001. 24X 

Fiche 30-293, 84/06/22, B406290342. 


P. Operating license stage documents it correspondence 


8406070106 Partial response to FC1IA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OLamends for 11 nuclear reactors, al lowing operation w/one 
recirculation loop out of svc. Forwards App A documents, 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information & Resource Service. 11pp. 24851:003. 24X 

Fiche 50-000, 84/03/19, 8406070106 . 


-8201260331 Forwards safety evaluation supporting single loop operation 
u/307. power. 

SPEIS.T.P. Division of Systems Integration (post 811005). 

01/12/15. NOVAK, T. M. Assistant Director for Operating Reactors. 

Ip. 24052:035. 24X Fi che: 50-000, 84/03/19, 0406070106. 


-8202120080 Submits status rept on plants involving BWR single loop 
operation. 

MAZETIS, 0. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851: 21B. 24X 

Fiche: 30-000, 84/03/19, 8406070106. 


"8210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, D.W. Reactor Systems Branch. 82/09/20. SPEIS, T. P, 
Assistant Director for Reactor Safety. 2pp. 66368:077, 24X 

Fiche: 50-000, 04/03/19, 8406070106. 


"0311080317 Forwards util 810512 application for amend to License 
DPR-35 re single loop operation, in response to 831011 
request. 

VA3BALLO, D. B. Operating Reactors Branch 2. B3/10/24. 

DOHERTY, d, F. Affiliation Not Assigned. Ip. 24852:035. 24X 

Fiche: 30-000, 84/03/19, 8406070106. 


--8406070127 Forwards Reactor Safety Branch safety evaluation of 
non-ECCS portions of util request for single loop operation. 
Analysis Branch reviewed ECCS analysis i> Plant Sys Branch 
reviewed single failures in one loop operation. 

EISENHUT, D G. Division of Operating Reactors. 76/01/22 

GOLLER, K R Division of Operating Reactors. Ip. 24851:355. 24X 

Fiche 50-000, 84/03/19, 8406070106. 


--8406070133 Safety evaluation supporting single loop op erat i on. Present 
idle loop startup analysis acceptable for single loop 
operation up to 707. power Related info end. 

* Office of Nuclear Reactor Regulation, Director 76/01/22. 7pp 
24851:356 24X F i c h e : 50-000, 84/03/ 19, B406070106. 


— 8406070136 Forwards request for addl info re proposed single loop 
operation Info needed to complete subj review. 

NORIAN, P.E. Analysis Branch. 76/05/27. Z1EMANN, D. L. Division of 
Project Management. 2pp. 24852:001. 24X Fi c h e : 50-000, 84/03/19, 

8406070106. 


— 8406070141 Advises that further review work re GE ECCS evaluation 
model for single loop operation terminated due to GE failure 
to submit evaluation model supp 1 . App 1 icants should be 
informed of decision. 

ROSZTDCZY, Z. R. Analysis Branch. 76/11/01. BAER, R. L. Reactor 
Safety Branch. ZIEMANN, D. L. Division of Operating Reactors. Ip. 
24852:005. 24X Fi c h e : 50-000, 84/03/19, 84060701 06. 


— 8406070145 Discusses status of reviews re single loop operation in 
BWRs. Approach agreed upon by GE, Analysis Branch 84 Reactor 
Safety Branch . Incomp 1 ete initial NSHC determination 
noticing action end. 

BAER. R Reactor Safety Branch 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800420). 5pp. 24852:006. 24X 

Fiche 50-000, 84/03/19, Q406070106. 


— 8406070 1 59 Forwards request for addl info on non-ECCS aspect of single 
loop operation. 

EISENHUT, D G. Division of Operating Reactors. 76/11/15. 

GOLLER, A. Assistant Director for Operating Reactor Projects (Pre 
791030). 2pp. 24852: Oil. 24X Fi che: 50-000, 84/03/19, 8406070106. 


— 8406070164 Advises that proposed mods to rod block monitor & APRM 
sys scram trip settings, as presented by util in submittal 
for single loop operati on, satisfy requirements of SRP. SER 
end. 

EISENHUT, D. G. Division of Operating Reactors. 77/05/24. 

GOLLER, K. R. Assistant Director for Operating Reactor Projects (Pre 
791030). 2pp. 24852:013. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 0406070168 Lists approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch re review of single loop operation in BWRs. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800420). ZIEMANN, D. Operating Reactors 
Branch 2 (Pre 800428). Ip. 24851:183. 24X Fi c h e: 50-000, 84/03/19, 

8406070106. 


— 8406070169 Safety evaluation supporting licensee proposed mods to 
plant for single loop operation. 

# Office of Nuclear Reactor Regulation, Director. 77/05/24. 3pp. 
24832:015 24X Fi c h e : 30-000, 84/03/ 1 9, 8406070 1 06. 


— 8406070172 Informs that review of single loop operation at facility 
completed Suggests that Tech Specs require equalizer 
valve be dosed it locked out so that spurious operation 
of valve will not result in valve being opened. 

BURDQIN, J F. NRC - No Detailed Affiliation Given. 77/07/19. 
O'CONNOR, P. NRC - No Detailed Affiliation Given. Ip. 24852:020. 
24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070191 Submits info for project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer valid it must be red one. Comp let ion of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13, GOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030). 

Ip. 24832:022. 24X Fi che : 30-000, 84/03/19, 0406070106. 

— 8406070211 Forwards draft safety evaluation supporting potential 
emergency Tech Spec change permitting single loop 
opera t i on. 

WILLIAMS, M. Operating Reactors Branch 2. 00/11/28. PANCIERA, V. 

Reactor Systems Branch. 5pp. 24852:026. 24X 

Fiche: 50-000, B4/03/19, 8406070106. 


— 8406070236 Safety evaluation supporting single loop operation up to 
power level of SOX during Cycle 6 only, 

* Office of Nuclear Reactor Regulation, Director. 81/12/15. 9pp. 
24832:036. 24X Fiche: 50-000, 04/03/19, 0406070106. 
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DOCKETED ITEMS 


— 8406070240 Forwards annotated draft contractor technical evaluation 
rept on single loop op erat i on/ instrumentation St control 
sgs review. 

DONCHEW, J. NRC - No Detailed Affiliation Given. 83/09/15. NRC 
- No Detailed Affiliation Given 0pp 24852:047. 24X 

Fiche : 50-000, 84/03/19, 8406070106 


— 8406070246 "Electrical, Instrumentation & Control Design Aspects of 
Proposed License Amend Rev 1 for Single Loop Operation of 
Pilgrim Nuclear Power StatiomUnit 1," technical evaluation 
rept. 

DONICH, T. R. Lawrence Livermore Laboratory. FIN A-0230 

UC ID— 19724 . 03/12/14. Division of Licensing. 9pp 24832:094 

24X Fiche: 50-000, 84/03/19, 8406070106. 


— 0406070255 Requests copy of 810512 application for amend to License 
DPR-35, as mentioned in 830B31 FR, in connection w/request for 
hearing on proposed amend. Info deleted. 

DOHERTY, J. F. Af fi li a ti on No t As s i gn ed . 83/10/11. HERMANN, R 

Operating Reactors Branch 2. Ip. 24852: 146. 24X 

Fiche: 50-000, B4/Q3/19, 8406070106. 


8406060039 Forwards draft Rev 3 to NURE0-0473, "Std Radiological 
Effluent Tech Specs (RETS) for BWRs" & comparison of plant 
RETS w/NUREG specs. Reques ts meeting at site. 

VASSALLO, D. B. Operating Reactors Branch 2. 04/05/09. 

HARRINOTON, W. D. Boston Edison Co. 2pp. 24849:218. 24X 

Fiche; 50-293, 84/05/09, 840606 0039. 


— B406060043 "Franklin Research Ctr Comments on Pilgrim Radiological 
Effluent Tech Specs Submittal (Dtd B30415). " 

* Franklin Institute/Franklin Research Center. 84/04/09. NRC - 
No Detailed Affiliation Given, 64pp. 24849:221. 24X 

Fiche: 30-293, 84/05/09, 8406060039. 


0406200238 Forwards safety evaluation re licensee 830726 response to 
NUREG-0619, "BWR Feedwater Nozzle fc CRD Return Line Nozzle 
Cracking." Mods appropriate. Rerouting of reactor water 
cleanup sys unnecessary. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/05/29. 

HARRINGTON, W. D. Boston Ed ison Co. 2pp. 25051:241. 24X 

Fiche: 50-293, 84/03/29, 0406200258. 


— 0406200264 Safety evaluation supporting BWR feedwater It CRD return line 
mods, per licensee 830726 response to NUREG-0619. Potentia 1 
cracking in CRD nozzle eliminated. 

* Office of Nuclear Reactor Regulation, Director. 84/05/29. 3pp 
25051:243. 24X Fi c h e: 50-293, B4/03/29, B406200258. 


8406110209 Submits equipment qualification program status rept for 
listed plants for 2-wk period ending 840525. 

KARSCH, R. 0. Operating Reactors Assessment Branch, 84/06/04. 
MIRAOLIA, F. J. Assistant Director for Safety Assessment. 7pp. 
24882: 133. 24X Fiche: 50-000, 84/06/04, 8406110209. 


8406250386 Summary of S40522 meeting w/util,Wyl* Labs & INEL in 
Bethesda, MD re resolution of safety evaluation items 
concerning environ qualification of safety-related 
electrical equipment. 

LEECH, P. H. Operating Reactors Branch 2, 84/06/08, Operating 

Reactors Branch 2. 24pp. 23139:206. 24X Fiche: 50-293, 84/06/00, 

8406230386. 


8406180140 Forwards corrected App A index 8c addl Tech Spec pages re 
fire protection improperly identified in 840327 change 
request, 

HARRINGTON, W. D. Boston Edison Co, 84/06/11. VASSALLO, D. B. 
Operating Reactors Branch 2, 3pp. 24967:200. 24X 

Fiche: 50-293, 04/06/11, 0406100140. 


8406200113 Notification of 040613; meeting W/uti 1 in Bethesda, MD to 
discuss repair of cracks found in Incpn#! weld matl between 
life ends & nozzles of reoiTc?u;lati*dn sy*. 

LEECH, R. H. Operat ing Reactors Branch 2, 84/06/12. VASSALLO, D. B. 

Operating Reactors Br*ncih 2. lp< 25052: 313. 24 X. 

Fich*: 50-293, 84/06/12, 8406200113, 


J406250 165 Requests *45 tilt Of itr receipt, of any 

analyses performed ,y#il hot previously 
approved in NUREG-0661 in d iter mi n i ng * f t p a i n t logic changes 
needed to reduce wtofcfr >.ql e p r infl' 'thjWf *.fr lo qd ** 

VASSALLO, D, B. Operating Raactors Branch 2, 04/06/13. 

HARRINGTON, W.Ov Boston Edison Co, 29139:313. 24X 

Fiche: 30-293, B4/06/13, 0406230163. 


3406 250002 Forwards ' V • quest for iidl inf.o re NUREO-0737, Item I. c. a, 
"Verifying Correct Per f orman cr* of Operating Activities, ’’ for 
r e y i e w o f 03021 3 te .6902'' Tnf 0 t'eqUe sted within 30 

day e of ltr racei.pt,: 

VAS8A4U0, D. B, □pfrating Rf.a.ci'.oT's Branch 2. 04/06/14. 

HARRINGTON, W, D* Boston ECiaon Co, 3pp. 25139:350. 24X 

Fiichai 30-293, S4/06/14, 0406250082. 


8406260353 Application for amend to License DPR-35, consisting of 
Proposed Change 84-04, revi s i ng Tech Specs to require two 
licensed senior reactor operators when plant operating S, 
addressing NRC change request dtd 831230. 

HARRINGTON, W D Boston Edison Co. 84/06/20. VASSALLO, D. B. 
Operating Reactors Branch 3. 4p p 25149 321 24X 

Fiche. 50-293.04/06/20, 8406260253 


— 0406260256 Proposed Tech Spec 6 0 re administrative control & Table 
6 2-1 re min operating shift crew composition. 

* Boston Edison Co 84/06/20. 2pp. 25149 325 24X 

Fiche 50-293,84/06/20,8406260253. 


8406260396 Responds to NRC 840403 request for actions to reduce safety 
relief valve challenges or failures (NUREG-0737, Item 
II. K. 3. 16). Util has implemented preventive maint program 
designed to enhance safety relief valve performance. 

HARRINGTON, W. D. Boston Edison Co 84/06/20. VASSALLO, D. B . 
Operating Reactors Branch 2. 3pp 25152:240 24X 

Fiche: 50-293, 84/06/30, 8406260396. 


G. Inspection reports, IE Bulletins & correspondence 


8406080040 Forwards IE Insp Rept 50-293/84-07 an 840313-0423. No 
violations noted. 

STAROSTECKI , R. Division of Project & Resident Programs. 84/05/23. 
HARRINGTON, W. D. Boston Edison Co. 2pp. 24858:109. 24X 

Fiche: 50-293, 84/05/23, 0406080040. 


— 0406000058 IE Insp Rept 50-293/04-07 on 840313-0423. No violations 
noted Major areas in s p e c t e d : f o 1 1 owup of previous findings, 
operational safety ver i f i cat ion, fo 1 1 owup on plant events 8t 
LERs & review of surveillance & maint activities. 

JOHNSON, J. R. , MCBRIDE, M. , BORCHARDT, R Region 1, Office of 
Director. 84/05/17. 17pp. 24850:111 24X Fiche: 50-293, 04/05/23, 

0406080040. 


0405230319 IE Info Notice 04-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/05/25. Consolidated Edison Co. of New 

York, Inc. 134pp. 24061:3 01. 24X Fiche: 50-000, 84/05/25, 8405230319 


8405240317 IE Info Notice 03-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880: 103. 24X Fiche: 50-000, 84/03/25, 0405240317. 


0406140203 Forwards IE Safeguards Insp Rept 50-293/84-09 on 040403-05- 
No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/05/29 
MACCORMACK, E. R. Boston Edison Co. 2pp. 24924:152. 24X 

Fiche: 50-293, 04/05/29, 0406140203. 


—8406140205 IE Safeguards Insp Rept 50-293/84-09 on 040403-03. No 
noncompliance noted. Major areas inspected: security 
organization training & qualification program l>. review of 
recent change to physical security plan. 

MADDEN, W. J. , JOYNER, J. H. Region 1, Office of Director. B4/05/U 
2pp. 24924:154. 24X Fi ch e : 50-293, 84/05/29, 8406140203. 


8405290383 IE Info Notice 04-40, "Emergency Worker Doses." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24B79: 342. 24X Fiche: 50-000, 84/05/30, 8405290303 


8406010423 IE Info Notice 04-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423 


8406070270 Responds to Generic Ltr 84-11 re insp of BWR stainless st«i 
piping, Util currently performing insp per IE Bulletins 
02-03, Rev 1 & 83-02 during Refueling Outage 6 & replacing 
portions of IGSCC Type 304 stainless steel pipe. 

HARRINGTON, W. D. Boston Edison Co. 84/06/04. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 24742:355, 24X 

Fiche: 50-293, 04/06/04, 8406070270. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditio! 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/06/05. Consolidated Edison Co. of N«> 

York, Inc 120pp. 25050:124. 24X Fiche: 50-000, 94/06/05, 040605001: 


8406260400 Forwards IE Insp Rept 50-293/84-11 on 840423-27 $< notice a 
violation. 

MARTIN, T. T. Division of Engineering ftt Technical Programs. 94/06/0 
HARR INGTON, W. D. Boston Edison Co. 2pp. 25152:270. 24X 

Fiche: 50-293, 04/06/06, 8406260408. 
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lotice of violation from insp on 840423-27. 

1, Office of Director. 84/06/06. Ip. 25152.272 24X 

>9 3, 84/06/06. 8406260408. 


[ E Insp Rept 30-293/84-11 on 840423-27. Vio 1 a t i on noted 
:tivities for rigging lugs conducted w/o 
i ng measures to contain falling slag. 

, PRELL. J. A. , GODY, A. T Region 1. Office of Director 
10pp. 23152:273. 24X Fi che . 30-293, B4/06/06, 8406260408 


Info Notice 84-43, “Storage & Handling of Opthalmic Beta 
i plicators. •• Svc list encl. 

Division of GA, Safeguards & Inspection Programs (Post 
4/06/07. Consolidated Edison Co. of New York, Inc 

D : 032. 24 X Fi ch e : 50-000, 84/06/07, 8406050350. 


k receipt of full payment of civil penalties proposed on 
ons taken to correct violations St prevent 
jjill be examined during subsequent insp of 
ogram. 

Enforcement Staff. 84/06/07. HARRINGTON, W. D. Boston 
lp. 24960.360. 24X Fi c h e : 50-293, 84/06/07, 84061 50353. 


Info Notice 84-44, “Environ Qualification Testing of 
Cables.” Svc list end. 

Division of Emergency Preparedness $t Engineering 
ost 830103). 84/06/08. Consolidated Edison Co. of New 

120pp. 25049:273. 24X Fi ch e : 50-000, 84/06/08, 8406060336. 


rwards IE Insp Rept 50-293/84-13 on 840424-27 & notices 
n St deviation. 

Division of Engineering S< Technical Programs. 04/06/00 
, W. D. Boston Edison Co. 2pp. 23131:086. 24X 

3, 84/06/08, 8406260336. 


— 8406210321 "1984 Remote Visual Exam of Core Spray Sprarger Sys of 
Pilgrim Nuclear Power Station, Unit 1,” final rept. 

DWIGANS. J L , FLACH, W. T. Southwest Research Institute. 84/05/31. 
75pp. 25057:198. 24X Fiche : 50-293, 84/06/18, 8406210318. 


8406260317 Ack receipt of 840516 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/84-06. 

MARTIN. T T Division of Engineering & Technical Programs. 84/06/18. 

HARRINGTON, W. D Boston Edison Co. lp. 25148:184. 24X 

Fiche. 50-293, 84/06/18, 8406260317 


8406260321 Responds to NRC 840427 ltr re violations noted in IE Insp 
Rept 50-293/84-06. Correc tive actions, supervisor reprimanded 
& admitted error in allowing workers to enter high radiation 
area on 84021 5. Inc id ent described at meeting w/Bechtel. 

HARRINGTON, W. D. Boston Edison Co. 84/05/16. MARTIN, T. T. 

Division of Engineering & Technical Programs. 2pp. 25148:185. 

24 X F i c h e : 50-293, 84/06/ 1 8, 84062603 1 7 


8406190327 IE Info Notice 04-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. ” Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 8406190327. 


R. Periodic operating reports 8t related correspondence 


8406190339 Monthly operating rept for May 1984. UI/840615 ltr. 

HAMILTON, W. D. , HARR INGTON, W. D. Boston Edison Co. 84 / 05/31. 7pp. 

23022:092. 24X Fi c h e : 50-293, 84/05/31 , 84061 90339. 


S. Reportable occurrences, LERs & Telated correspondence 


Notice of violation from insp on 840424-27. 

1, Office of Director. 84/06/08. 2pp 25151:088. 24X 

293, 04/06/08, 8406260356. 


Notice of deviation from insp on B40424-27. 

1, Office of Director. B4/06/0B. lp. 25151:090. 24X 

293, 84/06/00, B406260356. 


IE Insp Rept 50-293/84-13 on 840424-27. Violat i ons noted: 
s not reviewed & approved, fai lure to follow 
te of compliance conditions & failure to identify 
packages as part of QA program. 

., PASCIAK, Ul. Region 1, Office of Director. 84/0S/1B. 
31:091. 24 X Fiche: 30-293, B4/06/0Q, 8406260356. 


: Info Notice 04-45, "Reversed Differential Pressure 
Sensing Lines. " Svc list encl. 

Division of Emergency Preparedness 8< Engineering 
ost 830103). B4/06/11. Consolidated Edison Co, of New 

123pp. 25049:001. 24X Fic h e: 50-000, 84/06/ 1 1 , 8406080176. 


: Info Notice 84-46, "Circuit Breaker Position 
n. " Svc list encl. 

Division of Emergency Preparedness & Engineering 
ost 830103). 84/06/13, Consolidated Edison Co. of New 

119pp. 25049:154. 24X Fic he: 30-000, 84/06/13, 8406080173. 


8406210258 Forwards technical review rept on failure of injection valve 
for HPC I sys Cause determined to be common omission of 
bypass circuit around torque switch. 

BROWN, E. J. Reactor Operations Analysis Branch. 84/05/10. 

SEYFRIT, K. V Reactor Operations Analysis Branch. 2pp. 25069:284. 
24X Fiche. 50-293,84/05/10,8406210258. 


— 8406210262 “Injection Valve HPCI Sys Failure to Open During 
Surveillance Test," technical review rept. 

BROWN, E. J. Reactor Operations Analysis Branch. 84/05/10. 6pp. 
25069: 286. 24X Fiche: 50-293, 84/05/10, 8406210258. 


8406140236 Summarizes regulatory response group 840605 meeting re 
Inconel 182 weld buffer crack indications identified at 
Pilgrim Remedial program will be develop ed. Sign i fi can t 
results of safety implication evaluation listed. 

DENTE, T. J. BWR Owners Group. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24925:026. 24X 

Fiche: 50-293, 84/06/08, 8406140236. 


8406190165 LER 84-007-00: on 040515, breach of 3 h fire barrier 
identified. Continuous fire patrol estab 1 ished. Total of 38 
penetration seals not meeting acceptance criteria 
discovered. W/840615 ltr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/06/15. 3pp. 
24981:070. 24X Fi ch e : 50-293, 84/06/ 1 5, 84061 90165. 


: Info Notice B4-47, "Environ Qualification Tests of 
Terminal Blocks." Svc list end, 

Division of Emergency Preparedness Si Engineering 
•ost 830103). 84/06/15. Consolidated Edison Co. of New 

122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130313. 


8406280341 LER 84-008-00: on 840521, HFA relay in reactor protection sys 
found hot & smoking. Caused by generic HFA relay problem. 

Relay de-energized Sc replaced w/GE Century series relay. 

W/840621 ltr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. B4/06/21. 3pp. 
25193:193. 24 X Fiche: 30-293, 84/06/21, 8406280341. 


: Info Notice 84-48, “Failures of Rockwell Inti Globe 
fc list encl. 

Division of Emergency Preparedness h. Engineering 
* o s t 830103). 84/06/18. Consolidated Edison Co. of New 

118pp. 23536: 043. 24 X Fiche 30-000, 84/06/ 18, 8406180333. 


' Info Notice 84-49, "IGSCC leading to Steam Generator Tube 
Svc list encl. 

Division of Emergency Preparedness & Engineering 
3 ost 830103). 84/06/18. Consolidated Edison Co. of New 

118pp, 23539:286. 24 X Fic he : 30-000, 84/06/18, 8406180360. 


oruiards final, rept, . *'1984 Repipti Visual Exam of Core Spray 
s of Pilgrim Nuclfar Power Station, Unit I," per IE 
0-13 & util 830804 ltr. Exam reyfiied no change in 
reported during 1981 exams. 

1 W. D. Boston Edison Go. 84/06/18. VASSALLO, D. B, 

Reactors Branch 2v ip. 23057: 197. 24X 

93, 84/06/18, 8406210318. 


DOCKET 50-294 MICHIGAN STATE UN IV. RESEARCH REACTOR 


F. Security, medical, emergency h fire protection plans 


8406030432 Forwards Rev 5 to physical security p lan, submi tted as 
10CFR30, 54(p ) plan change. Notes corrected clerical error on 
on Page 5 of IE Insp Rept 50-295/84-01 , per B Stapleton 
840306 telcon.W/o encl. 

MITCHELL, M. Michigan Sta te Univ. , East Lansing, MI. 84/03/23. 
KERB, D. Region 3, Office of Director. lp. 24843:343. 24X 

Fiche; 30-294, 84/03/23, B406030432. 


8406030115 Advises that 840523 rev to physical security plan consistent 
w/provisions of 10CFR50. 54(p ) 8< acceptable. 

AXELSQN, W. L. Region 3, Office of Director. B4/03/31. TERRY, S. H. 
Michigan State Univ., East Lansing, MI. 2pp. 24039:129. 24X 

Fiche: 50-294, 84/05/31, 84060501 15. 
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P. Operating license stage documents b correspondence 


8406150178 Forwards replies to questions re relicensing of Michigan 
State Univ reactor* License R-114 

TERRY, S. H Michigan State Univ., East Lansing- MI. 84/06/11. 
THOMAS, C. 0. Standardization it Special Projects Branch 49pp. 
24953:009. 24X Fic h e : 50-294 , 84/06/ 1 1 , 84061 50178 


8406150188 Application for renewal of License R-l 14. Proposed Rev 1 to 
Tech Specs end. 

TERRY, S. H. Michigan State Univ , East Lansing, MI. 84/06/11. 

Office of Nuclear Reactor Regulation, Director. Ip. 24953:098. 24X 

Fiche: 50-294,84/06/11, 8406150108. 


--840615G193 Proposed Rev 1 to Tech Specs re License R-114 renewal 
application. 

* Michigan State Univ. , East Lansing. MI. 84/05/31. 41pp. 

24953:099 24X Fi c h e : 50-294, 84/06/1 1 , 84061 501 88. 


V. Operator Examinations 


8406120134 Forwards Rev 3 to "Requalification Program for Licensed 
Operators. " 

TERRY, S. H. Michigan State Univ., East Lansing, MI. 84/06/04. 

Office of Nuclear Reactor Regulation, Director. Ip. 24888:210. 24X 

Fiche: 50-294, 84/06/04, 8406120134. 


— 8406120139 Rev 3 to "Requa I i f i ca t i on Program for Licensed Operators." 
* Michigan State Univ. , East Lansing, MI. 84/05/09. 3pp. 
24888:211. 24X Fi C h e : 50-294, 84/06/04, 8406120 134. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406280358 Provides basis for accepting commitment dates extending 
beyond acceptable dates in 830601 memo re emergency response 
capability schedules. Commitment date for summary rept on 
detailed control room design review is 860501. 

NORRIS, J. A. Operating Reactors Branch 1. 83/0B/25. EISENHUT. D. G. 

Division of Licensing. 3pp 25183:354. 24X Fi c h e: 50-293, 83/08/25, 

8406280358. 


8406010151 Revised Page 1 to emergency plan implementing procedures 
index. W/transmittal it receipt form. 

PLIML.G. Commonwealth Edison Co. 84/03/20. 3pp. 24753:304. 24X 

Fiche: 50-293, 84/03/20, 8406010151. 


8406060186 Public version of Rev 4 to generating stations emergency 
plan. W/840505 ltr. 

* Commonwealth Edison Co. 84/04/3 0. 197pp. 24660:086. 24X 

Fiche: 50-000, 84/04/30, 8406060186. 


8406140142 Forwards IE Insp Repts 50-295/84-03 & 50-304/84-03 on 
840321-051 1 . No none Dmp 1 iance noted. 

SHAFER, W. D. Region 3, Office of Director. 84/05/22. REED, C. 
Commonwealth Edison Co. 2pp. 24926:183. 24X Fich e: 50-295, 84/05/22, 
8406140142. 


— 8406140145 IE Insp Repts 50-295/84-03 & 50-304/84-03 on B40321-051 1 . No 
noncomp 1 ianc e or deviations noted. Major areas inspected: 
emergency preparedness exercise, Part 21 rept, ref uel ing 
activities & IE bulletin it LER followup. 

DUNAWAY, F. R. , HOLZMER, M. M. , WRIGHT. 0. Region 3, Office of 
Director. 84/05/21. 12pp. 24926:185. 24X Fiche; 50-295, 84/05/22, 

B406140 142. 


8406150067 Revised emergency plan implementing procedures » in c lud ing 
EPIP Attachment 1 re spill prevention control, EPIP 330-1 
re typos i>. EPIP 350-1 re calculation of main steam line 
releases. W/840525 transmittal form. 

PLIML.G. Commonwealth Edison Co. 84/05/25. 20pp. 24943:338. 24X 

Fiche: 50-295, 84/05/25, 8406150067. 


8406060261 Discusses plans for 1985 emergency exerc ise. State s of IL b 
WI & local govt agencies will participate in exercise. Plan 
is in accordance w/840416 exemption request & applicable 
regulations. 

CABCARANO, R. N. Commonwealth Edison Co. 84/06/01, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 24657:155. 
24X Ficha: 50-295, 84/06/01 , B406060261. 


8406060283 Responds to 840427 ltr re proposed means for satisfying 
10CFR50, App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns Jk comments on util 
four-point proposal. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/04. REED, C, 
Commonwealth Edison Co. 2pp. 24637:167. 24X Fi c h e: 50 - 000 , 84/06/04, 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50,App E< 
Paragraph IV. B requirements to annually review emergency 
action 1 eve 1 s. Annua 1 meeting w/offsite agencies will be 
held at each station 

FARRAR, D. L. Commonwealth Edison Co 84/04/27. KEPPLER , J. G. 
Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche. 50-000. 84/06/04, 8406060283 


8406070214 Reconfirms it updates Region III access authorization lists 
for admitting NRC personnel to facilities. Recommends that 
individuals w/Q or L access auth or i zation be granted 
unescorted access to vital S> protected areas 

AXELSQN, W L. Region 3, Office of Director. 84/06/04. REED. C. 
Commonweal th Edison Co. 7pp. 24746 351. 24X Fi ch e: 50-295, 84/06/04 

8406070214. 


8406110282 Corrected Pages 2 b. 8 for Rev 2 to Emergency Plan 
Implementing Procedure EPIP 320-1, "Activation of Generating 
Station Emergency Plan Station Group." W/840604 transmittal 
St receipt form. 

PLIML.G. Commonwealth Edison Co. 84/06/04. 4pp 24871:031. 24X 

Fiche: 50-295. 84/06/04, 8406110282. 


8406200029 Notification of 840603 meeting w/util in Bethesda,MO to 
discuss content, requirements it format of formal request in 
June 1984 on exemptions from certain requirements of 
10CFR50. 48 it App R re fire protection. 

NORRIS, J. A. Operating Reactors Branch 1. 84/06/06. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25053:208. 24X 

Fiche: 50-295, 84/06/06, 8406200029. 


8406270246 Forwards order confirming licensee commitment to implement 
emergency response capability requirements of NUREG-0737, 

Suppl 1. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/12. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25174:299. 24X Fiche: 50-295, 84/06/13 

8406270246. 


— 8406270249 Order confirming licensee commitment to implement emergen 
response capability requirements of NUREG-0737, Sup p 1 1. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Commonwealth 
Edison Co. 6pp. 25174:301. 24X Fi ch e : 50-295, 84/06/ 12, 8406270246 


8406250059 Responds to 840608 request for approval of route to be used 
for transport of spent reactor fue 1 . Proposed route judged 
to meet regulatory requirements, per 10CFR73. 37. Approved 
route end. 

SHERR. T. S. Material Transfer Safeguards Licensing Branch. B4/06/19 
DANESE, F. L. Nuclear Assurance Corp. 10pp. 25153:203. 24X 

Fiche: 50-295, 84/06/19, 8406250059. 


8406280191 Clarifies 8< completes record re order confirming licensee 
commitments on emergency response capab i 1 i t y , p er 840612 ltr. 

Lists noteworthy clarifications of schedule commitments in 
addition to submittals responding to Generic Ltr 82-33. 

CASCARANO, R. N. Commonwealth Edison Co. 84/06/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25tBO:319. 
24X Fiche: 50-295, 84/06/22, 8406280191. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Record 

Services Branch (Document Control Desk). 2pp. 25209:083. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


— 8406280227 Public version of offsite generating station emergency pi 
organi zation. 

•* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


G. Adjudicatory correspondence 


8406150158 Petition for emergency relief filed under 10CFR2. 206. 
Scienti f ical ly valid containment leak rate test not 
performed since 1981 . Af f i da vi t of ZV Reyblatt end. 

GOGOL, E. Citizens Against Nuclear Power. DSB 650. 84/06/05. 

Commissioners. 2pp. 24953:059. 24X Fiche : 50-295, 84/06/05, 

8406150158. 


— 8406150160 Affidavit of ZV Reyblatt stating that 1981 containm*. 

rate test sc ienti f i ca 1 1 y invalid. 

REYBLATT, Z. V. Citizens Against Nuclear Power. 84/06/05. 6pp. 
24953:061. 24X Fi C h e : 50-295, 84/06/05, 84061 50 1 58. 
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j Insurance & indemnity information 


34060B0180 Forwards Endorsement 81 to NELIA Policy NF-187, En d or s emen t 
66 to MAELU Policy MF-54, End or sements 156 & 157 to NELIA 
Policy NF-43. Endorsements 132 & 133 to MAELU Policy MF-22 S, 
Endorsements 67 & 68 to NELIA Policy NF-201. 

05TER.J Commonwealth Edison Co. 84/06/01. SALTZMAN, J. Assistant 
Director for State & Licensee Relations 11pp. 24858:287. 24X 

Fiche: 50-000. 84/06/01 , B4060801 80. 


s Operating license stage documents St correspondence 


3406120423 Rev 0 to Radiation Protection Procedure RP-1520-5, 
"Preparation Shipment of Samples for Special Analysis." 
W/S40525 transmittal ltr. 

* Commonwealth Edison Co. 84/05/25. 7pp. 24892:092. 24X 

fiche: 50-295, 84/05/25, 0406120423. 


8406200 5 22 Forwards request for addl info to complete review of util 
830310 response to Generic Ltr 82-28, "Inadequate Core 
Cooling Instrumentation Sys. " Info should be provided within 
30 days. 

VARGA. S. A Operating Reactors Branch 1. 84/05/30. FARRAR, D. L. 

Commonwealth Edison Co. 8pp. 25053:351. 24X Fi che: 50-295, 84/05/30, 

0406200522. 


8406050418 Forwards supplemental response to Generic Ltr B3-28. 

"Required Actions Based on Generic Implications of Salem 
ATW6 Events " 

BARNES. PL. Commonwealth Edison Co, 84/06/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 27pp. 24804:113. 24X 

fiche: 50-000, 84/06/01 , 8406050418. 


8406120217 Submits further clarifications of items contained in util 
040423 ltr re p os t~a cc i dent sampling sys (PASS). Table 
providing requested info on me th od o 1 og y , rang e St accuracy for 
parameters to be measured using PASS end. 

CASCARANO, R. N. Commonwealth Edison Co. 84/06/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24890:129. 
24X Fiche: 50-295, 84/06/05, 8406120217. 


8406260536 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Therma 1 -Mec han i ca 1 Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A-49, "Pressurized Thermal Shock" !< A-45, " DHR. " 

VARGA, B. A. Operating Reactors Branch 1. 04/06/10, FARRAR, D. L. 

Conmonwealth Edison Co. Upp. 25158:140. 24X Fiche • 50-295, 

94/06/18, B406260536. 


B4062 G0206 Forwards response to 840511 request re equipment requiring 
environ qual if ication. Justification for continued operation 
ifemonstrates failure of equipment subj to 10CFR50. 49 will 
not prevent sys from performing safety functions. 

CASCARANO, R. N. Commonwealth Edison Co. B4/06/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 22pp. 25179: 100 

24X Fiche: 50-295, S4/06/20, 84062B0206, 


Q Inspection reports, IE Bulletins &< correspondence 


8406080177 Forwards tran sp ar enc i es used in 84031B presentation re 
status of regulatory improvement program. 

FARRAR, D. L. Commonwealth Edison Co. 04/05/22. KEPPLER, J. G. Region 
3, Office of Director. 41pp. 24858:239. 24X F i c h e; 50-000, 84/05/22, 

8406080 1 77. 


0406140142 Forwards IE Insp Repts 50-295/84-03 St 30-304/84-03 on 
040321-05 1 1. No noncompliance noted. 

SHAFER, W D Region 3, Office of Director, 84/05/22. REED, C. 
Comnonwealth Edison Co. 2 pp. 24926:183,. 24X Fiche: 50-295, 84/05/22, 
8406 1 40 1 42. 


-9406140 1 45 IE Insp Repts 30-295/84-03 St 50-304/84-03 on 840321-051 1 . No 
noncompliance or deviations noted. Major areas inspected; 
emergency preparedness e xerc ise, Part 21 rept, f*f uel ing 
activities St IE bulletin S, LER followup,, 

DUNAWAY, F. R. , HOLZMER, M. M. , WRIGHT, G. Region 3, Office of 
Director. B4/05/21. 12po, 24926: 105. 24X Fiche: 50-295, 84/05/22, 

B406140142. 


B4D 52303 1 9 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end, 

JORDAN, E. L. Division of Emergency Prep!aredne»«' * Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 2486 1 : 201 . 24X Fi chej 50-000, 84/05/25, 8405230319. 


B40524O 31 7 IE Info Notice 83-66, Suppl 1., "Fatality at Argentine 
Critical Facility." Svc list end, 

JORDAN, E. L. Division of Emergency prep^d^esf St Engineer ing 
Response (Post 830103). 84/05/25, Gon^oilidated Edison Co. of New 

York, Inc. 127pp. 248B0: 103. 24X . Fifcb/p£ 30-000, 84/03/25, 8405240317. 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end, 

JORDAN, E. L Division of Emergency Prepared., ess St Engineering 
Response (Post 830103) 84/05/30 Consolidated Edison Co. of New 

York, Inc 122pp. 24879:342. 24X Fiche: 50-000. B4/05/30, 8405290383. 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, developed in 
response to NRC concerns over recent errors St escalated 
enforcement actions. 

NORELTUS, C E Division of Project «< Resident Programs. 84/05/31. 
REED, C Commonwealth Edison Co 3pp. 24804:007. 24X 

Fiche: 50-000, 84/05/31, 8406050378 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness St Eng ineer ing 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406070214 Reconfirms *< updates Region III access author i zat i on lists 
for admitting NRC personnel to fac i 1 ities. Recommends that 
individuals w/Q or L access authorization be granted 
unescorted access to vital St protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24746:351. 24X Fiche: 50-295, 84/06/04, 

8406070214. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/05, 8406050012. 


8406030330 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE, J. N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 8406060336 


8406080176 IE Info Notice 04-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/06/11. Consolidated Edison Co. of New 

York, Inc 123pp. 25049:001. 24X Fiche. 50-000, 84/06/H, 8406080176 . 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 30-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Past 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fic h e : 30-000, 84/06/ 1 5, 8406130315. 


8406180353 IE Info Notice B4-48, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. USpp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:206, 24X Fi che: 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFRS0, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fich •: 50-000, 84/06/21 , 8406190327. 


R, Periodic operating reports 8< related correspondence 


8406110252 Monthly operating repts for May 1984. W/840605 ltr. 

AUSTIN, G. , GRAESSER, K. L. Commonwealth Edison Co. 84/05/31. 12pp. 

24868:137. 24X Fiche: 50-295, 84/05/31, 84061 10252. 
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S. Reportable occurrences, LERs & related correspondence 


8406050501 LER 84-013-00: on 840402, fire sump discharge radiation 
monitor quarterly surveillance conducted 11 days past 
critical date of 840322 Late insp due to misunderstanding 
of operational status Scheduling sys improved. tJ/840601 ltr. 

PRYMULA, C. £. . GRAESSER, K. L. Commonwealth Edison Co 84/06/01 3pp 
24842:061. 24X Fic h e . 50-295, 84/06/01 , 8406050501 . 


8406190116 LER 84-014-00: on 840516, dur ing operation & venting of U-l 
c ontainment, mi see 1 laneous vent stack particulate radiation 
monitor 0RT-PR18A failed low. Caused by failed transistor. 

Transistor replaced & fail signal c leared . W/840615 ltr 

KASSNER, G. , GRAESSER, K. L. Commonwealth Edison Co. 84/06/15. 3pp. 

24980:256. 24X Fi c h e : 50-295, 84/06/ 1 5, 84061 901 1 6. 


V. Operator Examinations 


8406050241 Notifies that written it oral exams for operator it 
senior operators scheduled for 840723 St 30-31, respectively. 
Approved ref matl listed in Enel 1 should be furnished by 
840615. 

WALKER, R. D. Region 3, Office of Director. 84/05/24. SCHOLAND, J. 
Westinghouse Electric Corp. 5pp. 24841:211. 24X 

Fiche: 50-295, 84/05/24, 8406050241. 


8406050469 Requests listed ref matl for operator & senior operator 
licensing exams on 840723-27. Delay in receiving matl will 
result in delay in administering e xams. Requ irements for 
conducting exams end. 

WALKER, R. D. Region 3, Office of Director. 84/05/24. REED, C. 
Commonwealth Edison Co. 5pp. 24841:357. 24X Fiche: 50-295, 84/05/24, 

8406050469. 
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F. Security, medical, emergency St fire protection plans 


8406130061 Forwards IE Safeguards Insp Repts 50-259/83-51,50-260/83-51 
it 50-296/83-51 on 831114-18. No noncomp 1 ianc e noted. 

Enforcement action addressed in NRC 840307 ltr. 

LEWIS, R.C. Division of Project & Resident Programs. 84/03/08. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 24913.109. 24X 

Fiche: 50-259, 04/03/08, 0406130061. 


— 8406130067 IE Safeguards Insp Repts 50-259/83-31,30-260/83-51 it 
50-296/83-51 on 831114-18. No noncomp 1 ianc e noted. Major areas 
inspected: physical security event. Detai Is withheld (ref 
10CFR73. 21). 

TILLMAN, A. Region 2, Office of Director. 84/02/29. Ip. 
24915:111. 24X Fiche; 50-259, 84/03/08, 8406130061. 


8406130159 Ac k receipt of 840403 ltr in response to 840307 notice of 
violation it proposed imposition of civil penalty in amount 
of *40,000 in connection w/IE Insp Repts 50-259/83-51, 

50-260/83-51 it 50-296/83-51. 

AXELRADi J. A. Enforcement Staff. 84/04/25. PARRIS, H. G. Tennessee 
Valley Authority. 2pp. 24912:292. 24X Fi ch e : 30-259, 84/04/25, 

8406130199. 


— 8406130166 Responds to NRC 840307 notice of violation S>. proposed 
imposition of civil penalty in amount of *40,000 in 
connection w/IE Insp Repts 50-259/83-51,50-260/83-51 it 
50-296/83-51. Corrective actions withheld <ref 10CFR73. 21). 

MILLS, L. M. Tennessee Valley Authority. 84/04/03, DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
24912:294. 24X Fi ch e : 50-259, 84/04/25, 8406 1301 59. 


— 8406130172 Discusses IE insp on 841114-18 St forwards notice of 
violation & proposed imposition of civil penalty in amount 
of *40,000 based on licensee failure to control access to 
vital area, Enel withheld (ref 10CFR73. 21). 

0 'REILLY, J. P. Region 2, Office of Director. 84/03/07. 

PARRIS, H. G. Tennessee Valley Authority. 3pp. 24912:295. 24X 

Fiche: 50-259, 84/04/25, 8406130139. 


0406200553 Forwards request for addl info verifying qual i f ica tion of 
accumulator on automatic dep r essur i *at i on sys valves, per 
NURE0-0737, Item II. K. 3. 28 St Multi-Plant Action F-55. Res pan s e 
due in 45 days. 

EISENHUT, D, G. Division of Licensing. 84/05/29. PARRIS, H. G. 
Tennessee Valley Authority, 6pp. 25069: 147, 24X 

Fiche: 50-259, 84/05/29, B406200553. 


8406210502 Ack receipt of 840514 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-259/83-60, 

50-260/83-6 0 t, 50-296/03-60. Response to Violation 2 meets 
requirements of 10CFR2. 201. 

LEWIS, R. C. Region 2, Office of Director. 84/05/31. PARR IS, H. G. 
T -nn»»*Be Valley Authority. Ip. 25089,019. 24X 

ch*; 50-259, 84/05/31, 8406210502. 


— 8406210529 IE Insp Repts 50 -259/83-60,50-260/83-60 8- 30-296/83-60 on 
83 1226-840 1 25. Vi o 1 at i on s noted failure of plant staff to 
inform supervisors of known problems 8- QC it engineering not 
actively involved in field activities ?, mod control at site 
PAULK, G. L Region 2, Office of Director 84/03/13 14pp 
25089 035 24X Fi ch e 50-259. 84/05/31 , 8406210502 


8406130046 Forwards rev to 840327 revised App R submi ttal , correctly 
identifying items for which scheduler exemption is 
requested 

MILLS, L M Tennessee Valley Authority. 84/06/05 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 4pp 24915:167 
24X Fiche. 50-259, 84/06/05, 8406130046 


8406180198 Revised emergency plan implementing procedures, including 
IPD-17 re emergency equipment 8, sup p 1 1 e s, IP- 1 9 re operation 
of emergency data info sys S> IP-6 re activation of technical 
support ctr W/840612 ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. O'REILLY, J p 
Region 2, Office of Director. 20p p 24968.052 24X 

Fiche: 50-259, 84/06/12, 8406180198. 


8406100348 Revised emergency implementing procedures, consisting of Rev 
4 to CECC-IPD, Rev 3 to CECC - IP-l,Rev 9 to CECC - IP-3 & 

Rev 1 to CECC - IP-16. W/8406 12 ltr. 

MILLS, L M Tennessee Valley Authority. 84/06/12. O'REILLY, J.P 
Region 2, Office of Director. 23pp. 24967:199. 24X 

Fiche: 50-000, 84/06/12, 8406180348. 


8406190329 Forwards revised pages to 840327 10CFR50, App R submittal dui 
to decision to withdraw request for exemption for offsite 
power. Final rev addressing engineering solution it addl 
exemption requests will be submitted by 841031. 

MILLS, L. M. Tennessee Valley Authority 84/06/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 14pp. 23022-039 

24X Fiche: 30-259, B4/06/12, 8406190329. 


8406250207 Forwards orders confirming licensee 830415,1129 it 840206 
commitments on emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. FARRIS, H. G 

Tennessee Valley Authority. 2pp 25153:112. 24X 

Fiche: 50-259, 84/06/12, 8406250287. 


— B406250293 Order confirming licensee 830415,1129 it 840206 commitffl*nt 
on emergency response c ap a b i 1 i t y , p er SuppI 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D, G. Division of Licensing. 84/06/12. Tennessee 
Valley Authority. 6pp. 25153.126. 24X Fi che: 30-259, 84 /06/12, 

8406250287. 


P. Operating license stage documents & correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear r ea c tors , a 1 lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M, Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information 5c Resource Service. 11pp. 24851:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8106080218 Requests meeting w/BWR licensees to discuss 790926 Browdi 
Ferry single loop operation »xperience. Experience involved 
unexplained core vibrations which occurred at 59% power 
during single loop mode of operation. 

SPEIS, T. P, Reactor Systems Branch. 81/05/19. IPP0LIT0,T. 
Operating Reactors Branch 2. 3pp. 65388:270. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


--8207010133 Forwards safety evaluation supporting operation on tingl 
loop w/power limited to 50*4, completing three actions under 
Multi-Plant Item E-04. 

SPEIS, T. P. Assistant Director for Reactor Safety. 02/08/16. 
LAINAS, G. C. Assistant Director for Licensing. Ip. 66290:120. 
24X Fiche: 50-000, 84/03/19, B406070106. 


— 8210070031 Provides status of 15 plants involving single loop 
operat i on, p er Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20, SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 66368:077. 24X 

Fiche; 50-000, 04/03/19, 8406070106. 


— 8306220162 Discusses branch position re exclusion of facilities fro 
approval of single loop operation at 507. power. 

BERLINGER, C. H. Core Performance Branch. 83/06/13. VASSALLO, D.B 
Operating Reactors Branch 2. 2pp. 66838:303, 24X 

Fiche: 50-000. 84/03/19, 8406070106. 


— 8406070125 Safety evaluation supporting single loop operation up tc 
power level of 507 during Cycle 5 only. 

-* Office of Nuclear Reactor Regulation, Director. B2/0B/16, 
11pp. 24851:023. 24 X Fi c h e: 50-000, 84/03/19, 84060701 06. 
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406070195 Initial NSBC determination noticing action re util 820304 
app 1 ica t i on. mod i f l ed 820903 St 830106. for amend to Licenses 
DPR-33, DPR-52 St DPR-68, permi tting single loop operation up 
to 507. power. 

CLARK, R J. NRC - No Detailed Affiliation Given. 84/01/10 5pp 
24851:221. 24X Fi ch e : 50-000, 84/03/19, 8406070106. 


1406070 2 00 Draft "Technical Evaluation of Electrical. Instrumentation & 
Control Design Aspects of Proposed License Amend Rev 1 for 
Single Loop Operation of Browns Ferry Nuclear Plants. " 

DONICH, T. R. Lawrence Livermore Laboratory FIN A-0250. 83/08/31 

CLARK. D. Division of Licensing 7pp. 24851:242. 24X 

Fiche. 50-000, 84/03/19, 0406070106 


14040116 Forwards safety evaluation re initial fuel conditions used 
n BWR transient ana ly si s. Proposed application of COMETHE 
:II~J in BUR transient analysis acceptable. 

/ASSALLQ. D B. Operating Reactors Branch 2. 84/05/23. PARRIS, H. G. 

ennessee Valley Authority. 3pp. 24845.292. 24X 

•iche 50-259. 84/05/23, 8406040116 


H06040120 Safety evaluation re initial fuel conditions used in util 
BUR transient anal ys is. Approach acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/05/23. 

17pp. 24845:295. 24X Fic he: 50-259, 84/05/23, 84060401 16. 


16200302 Forwards Amends 99,93 & 66 to Licenses DPR-33, DPR-52 it 
1PR-68, r espeeti vel y & safety eval uat ion. Amend s change 
Jection 6.0 to modify reporting requirements to incorporate 
fOCFR50. 73 & TMI Item II.K.3. 3. 

:LARK, R J. Operating Reactors Branch 2. 84/05/30. PARRIS, H. G. 

Tennessee Valley Authority. 2pp 25068:001. 24X 

-iche: 50-259. 84/05/30, 8406200382. 


B4062003B4 Amends 99,93 Jt, 66 to Licenses DPR-33, DPR-52 St DPR-68, 
respective ly, chang ing Section 6.0 to modify reporting 
requirements to incorporate 10CFR50. 73 & TMI Item II.K.3. 3. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/05/30. 36pp. 

25068:003. 24X Fi c h e : 50-259, 84/05/30, 8406200302. 


8406200387 Safety evaluation supporting Amends 99,93 S>. 66 to Licenses 
DPR-33, DPR-52 & DPR-68, re s pect i ve 1 y. 

♦ Office of Nuclear Reactor Regulation, Director. 84/05/30. 2pp. 
25068.039 24X F i c h e : 50-259, 84/05/30, 8406200382. 


062104 24 Summary of B40523 meeting w/util St Bechtel re proposed 
program for submitting license amend request for approval of 
integrated schedule covering plant mods. List of attendees 8c 
draft agenda for NRC 840516 meeting w/util encl. 

CLARK, R. J Operating Reactors Branch 2. B4/03/30. Operating 

Reactors Branch 2 5pp. 25100:326. 24X Fiche: 50-259, 84/05/30, 

B4Q6210424. 


106110209 Submits equipment qualification program status rept for 
listed plants for 2~wk period ending 840525. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/06/04. 
MIRAGLIA.F J. Assistant Director for Safety Assessment. 7pp. 
24882:133. 24X Fi c h e : 50-000, 84/06/04, 84061 10209. 


IG6U0189 Advises that 840419 request for exemption from 2-yr test 
requirement of 10CFR50,App J no longer needed due to 
decision to retest valves 8 < electrical penetrations. 

MILLS, L. M. Tennessee Valley Authority. 84/06/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24872:076. 
24X Fiche: 50-296, 84/06/05, 0406110189. 


KJ620054B Requests that listed documents referenced in Chapter 12 of 
plant-unique analyses rept be provided within 15 days. 

VASSALLO, D. 8 Operating Reactors Branch 2. 84/06/05. PARRIS, H. G. 

Tennessee Valley Authority. 3pp. 25069:153. 24X 

Fiche: 50-259. 84/06/05, 8406200348. 


106120325 Forwards post-accident sampling status in response to 
CC Lainas 840501 ltr to HQ Parris, per 040509 meeting. NRC 
evaluations of walk through of current procedures concluded 
facility adequate & meets NRC requirements. 

MILL3, L. M. Tennessee Valley Authority. 84/06/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 8pp. 24893:111. 
24X Fiche - 50-259, 84/06/06, 8406120325. 


106140206 Application for amend to. License DPR-68, wi thdrawing certain 
revs to Tech Specs submitted by 840123 ltr due to changes in 
ucrk scope for current refueling outage. 

M1LL9, L. M. Tennessee Valley Authority. 84/06/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 24924:323. 

24X Fiche: 50-296, 84/06/06, 84Q6140206. 


-0406140208 Proposed changes to Tech Specs withdrawing certain revs 
submitted by 840123 ltr due to changes in work scope for 
current refueling outage. 

* Tennessee Valley Authority. 84/06/06. 13pp. 24924:325. 24X 

Fiche. 50-296, 84/06/06, 8406140206. 


8406200093 Forwards safety evaluation re BWR feedwater & CRD return 
line nonle c r a c k i ng , b a s e d on NUREG-0619 & recommendations 
of NEDE-21821-A. Newly installed triple sleeve spargers 
effective S> installation of controller not required. 

VASSALLO. D E Operating Reactors Branch 2. 84/06/06. PARRIS, H. G. 

Tennessee Valley Authority. 2pp 25053:057. 24X 

Fiche; 50-259, 84/06/06, 8406200093 


8406200098 Safety evaluation re BWR feedwater nozzle 8 < CRD return 
line nozzle cracking hods 8- procedures consistent w/ 
recommendation of NEDE-21821-A & NUREG-0619 St acceptable. 

* NRC - No Detailed Affiliation Given. 84/06/06. 3pp. 

25053 059. 24X Fi c h e : 50-259, 84/06/06, 8406200093. 


8406200406 Forwards "Control of Heavy Loads - Phase 1 1, TVA, Browns Ferry 
Nuclear Power Station Units 1,2 & 3," draft technical 
evaluation rept re licensee response to NUREG-0612 S< 801222 
generic ltr Conference call planned within 4-5 wks. 

VASSALLO, D. B Operating Reactors Branch 2. 84/06/06. PARRIS, H. G. 

Tennessee Valley Authority 2pp 25069:087, 24X 

Fiche: 50-259, 84/06/06, 8406200406. 


— B403140281 "Control of Heavy Loads-Phase II, Browns Ferry Nuclear Power 
Station Units 1,2 S>. 3," draft technical evaluation rept. 

OVERBECK, G. Franklin Institute/Franklin Research Center. 

NRC -03-81 - 1 30. TER— C5506-4B3/ 484/ 48. 04/03/01. NRC - No 

Detailed Affiliation Given. 21pp. 25069:009. 24X 

Fiche: 50-259, 84/06/06, B406200406. 


8406250398 Advises that inclusion of certain pumps & valves deemed 
important to safety does not require mod of NDE section of 
inservice insp program It will not extend hydrostatic test 
requirements. 

VASSALLO, D. B Operating Reactors Branch 2. 84/06/06. PARRIS, H. G. 

Tennessee Valley Authority. 2pp. 25137:323. 24X 

Fiche: 50-259, 04/06/06, 8406250398. 


8406260077 Forwards safety evaluation re control of heavy loads 
(Phase I). Review based on response to 801222 generic ltr on 
"Control of Heavy Loads" & 840106 St 0404 submittals. 

Guidelines of NUREG-0612, Sec ti ons 5. 1. 1 & 5. 3 satisfied. 

VASSALLO, D B Operating Reactors Branch 2 84/06/06. PARRIS, H. G. 

Tennessee Valley Authority. 2pp. 25157:225. 24X 

Fiche: 30-259, 84/06/06, 8406260077. 


— B4062600B4 Safety evaluation supporting Phase I of control of heavy 
loads. 

* Office of Nuclear Reactor Regulation, Director. 84/06/06. 2pp. 
25157.227. 24X Fiche: 50-259, 84/06/06, 0406260077. 


—8403160371 "Control of Heavy Loads ( C-10) , Browns Ferry Nuclear Power 
Station Units 1,2 St 3," technical evaluation rept. 

BOMBERGER, C. Franklin Ins ti tute/Franklin Research Center. 

NRC -03-8 1 — 130. TER -C 5 306- 337/338/ 33. 84/03/14. SINGH, A. NRC - 
No Detailed Affiliation Given. 23pp. 23137:229. 24X 
Fiche: 50-259, 84/06/06, 0406260077. 


8406230539 Forwards Amends 100,94 & 67 to Licenses DPR-33, DPR-52 St 
DPR-68, resp ective 1 y & safety evaluation. Amends clarify 
definition of "channel" & requirements for rod block 
instrumentation & add new suppression chamber access hatch. 
CLARK, R.J. Operating Reactors Branch 2. 04/06/11. PARRIS, H. G. 

Tennessee Valley Authority. 2pp. 23128:020. 24X 

Fiche: 50-259, 84/06/11, 8406230559. 


--8406230572 Amends 100,94 St 67 to Licenses DPR-33, DPR-52 St DPR-68, 
respectively, changing definition of "channel," clarifying 
requirements for rod block instrumentation operability St 
adding Suppression Chamber Access Hatch X-223. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/11. 24pp. 

25128:022. 24 X Fi ch e : 50-239, 84/06/1 1 , 8406230559. 


— 8406230393 Safety evaluation supporting Amends 100,94 Si 67 to Licenses 
DPR-33, DPR-52 St DPR-68, res p ective 1 y. 

* Office of Nuclear Reactor Regulation, Director. 04/06/11. 3pp. 
23128:046. 24X Fic he : 30-239, 84/06/ 1 1 , 8406230559. 


8406260130 Requests notification of whether any analyses performed 
utilizing methodology not approved in NUREG-0661 in 
determining if setpoint logic changes needed to reduce 
water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. PARRIS, H. G. 

Tennessee Valley Authority. 3pp. 23137:157. 24X 

Fiche: 30-239, 84/06/13- 0406260130. 


Q. Inspection reports- IE Bulletins S< correspondence 


8406130061 Forwards IE Safeguards Insp Repts 30-259/83-51-30-260/83-31 
St 30-296/83-31 on 831114-1B, No noncompliance noted. 

Enforcement action addressed in NRC 840307 ltr. 

LEWIS, R.C. Division of Project St Resident Programs. 84/03/08. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 24913:109. 24X 

Fiche: 50-259, 04/03/08, 8406130061. 
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— 0406130067 IE Safeguards Insp Repts 50-259/83-51,50-260/03-51 & 
50-296/83-51 on 831114-18 No noncompliance noted. Major areas 
inspected : physical security event. Detai 1 s withheld (ref 
10CFR73. 21). 

TILLMAN, A. Region 2, Office of Director. MCGUIRE. D R Division 
of Emergency Preparedness & Materials Safety. 84/02/29. Ip. 
24915:111. 24X Fi c h e : 50-259, 84/03/08, 0406130061 


8406130159 Ack receipt of 840403 ltr in response to 840307 notice of 
violation & proposed imposition of civil penalty in amount 
of *40.000 in connection w/IE Insp Repts 50-259/83-51, 

50-260/83-51 & 50-296/83-51 

AXELRAD, J. A Enforcement Staff 84/04/25. PARRIS, H. G. Tennessee 
Valley Authority. 2pp 24912:292. 24X Fi c he ; 50-259, 84/04/25, 

8406130159. 


— 8406130166 Responds to NRC 840307 notice of violation & proposed 
imposition of civil penalty in amount of *40,000 in 
connection ui/IE Insp Repts 50-259/83-51, 50-260/83-51 & 
50-296/83-51. Corrective actions withheld (ref 10CFR73.21). 

MILLS, L. M. Tennessee Valley Authority. 84/04/03. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
24912:294. 24X Fi c h e : 50-259, 84/04/25, 84061301 59. 


— B406130172 Discusses IE insp on 841114-18 & forwards notice of 
violation proposed imposition of civil penalty in amount 
of *40,000 based on licensee failure to control access to 
vital area. Enel withheld (ref 10CFR73. 21), 

O'REILLY, J. P. Region 2, Office of Director. 84/03/07. 

PARRIS, H. G. Tennessee Valley Authority. 3pp. 24912:295. 24X 

Fiche: 50-259, 84/04/25, 8406130159. 


B406220171 Forwards IE Insp Repts 50-259/84-14,50-260/84-14 fc 
50-296/84-14 on 040416-19. No violations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/11. PARRIS, H. G 
Tennessee Valley Authority. 2pp. 25126:244. 24X 

Fiche: 50-259, 04/05/11, 8406220171. 


— B 406220 1 73 IE Insp Repts 50-259/84-14,50-260/84-14 50-296/84-14 on 

840416-19. No violations noted. Major areas inspected: 
electrical maint activities & quality records & licensee 
identified items. 

GIBBONS, T. D. , CONLON, T. E Region 2, Office of Director. 84/05/09. 
7pp. 25126:246. 24X Fi c h e : 50-259, 84/05/ 1 1 , 84062201 71 . 


0406230377 Forwards IE Insp Repts 50-259/84-13,50-260/84-13 & 
50-296/84-13 on 840416-20. No violations or deviations 
noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/05/17. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25133: 2B3. 24X 

Fiche; 50-259, 84/05/17, 8406230377. 


—8406230384 IE Insp Repts 50-259/84-13,50-260/84-13 8c 50-296/84-13 on 
840416-20. No violations or deviations noted. Major areas 
inspected : p lant chemistry 8< inservice testing of pump* 8c 
valves. 

ROSS, U. J. , BLAKE, J. J. Region 2, Office of Director. 84/05/15. 
10pp. 25133:205. 24X Fiche; 50-259, 84/05/17, 8406230377. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys.“ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche : 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66. Sup pi 1, "Fatality at Argentine 
Critical Facility. " Svc list end., 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25, Consolidated Edison Co. of New 

York, Inc. 127pp. 84880:103. 24X Fiche; 50-000, 84/05/25, 840524031 7. 


8405290383 IE Info Notice 84-40* "Emergency Worker Doses." Svc list 
end. 

JORDAN, E. L. Division of Emergency Pre^par ed,ness Sc Engineering 
Response (Post 830103)., 84/05/30. f '.Cp0''Cq^ idafced Edison Co. of New 

York, Inc, 122pp. 24070; 342. 24X Fiche; 50-000, 84/05/30, 8405290383. 


8406810502 Ac k receipt pf 8409Af,ltr informing NFC of steps taken to 
correct violation*: noted in £E I-n*p: iftep t 50-259/03-60, 

50-260/83-60 it 50-296/03—60, Respons'e to Violation 2 meets 
r e quire o f 1 0CFR : 2, ,201 , 

LEWIS, R,C. Region ft/ Office 0,f Director. 84/05/31. PARRIS, H. G. 

• Tenne-s-sfe. Va.ll,eg> AM^hori-t^, ' ft|(|00i:0i9. ft**. ‘ 

Fiche; 50-259, 04/03/31 , 840621050ft. 


'-§406210 507 S up p 1 s §4.04(1$ rep ojnse Vip lotion 2 noted in IE Insp Repts 
50-259/83-60, 30-260/03^0 U 50-296/83-.$p. Corrective 
*.0!%:l0.irie:g<uiatPT$, firfpifmaW)::* lPi,p:p,o,ypm|n\t P Ian • BF1,2, 1 8 
peyls.e.d, 

<mm., D. s. rennlfwfcea tffcUf fcufhpritg, 84 / 03 / 14 , O'Reilly, j. p. 

Region 2* of DirecfcqT. 3pp- 25089; 020. 24 X 


•8406210512 Ac k receipt of 840416 ltr informing NRC of steps taken t: 
correct violations noted in IE Insp Repts 50-259/83-60, 
50-260/83-60 b 50-296/83-60. Re s p onse to Violation 2 will 
be submitted by 840514. 

LEWIS, R C. Region 2, Office of Director 84/04/26. PARRIS.H C 
Tennessee Valley Authority lp 25089 023. 24X 

Fiche: 50-259, 84/05/31, 8406210502 


— 8406210517 Responds to NRC 840314 ltr re violations noted in IE Ins; 
Repts 50-259/83 -60,50-260/83-60 i- 50-296/83-60 Corr e c t ive 
actions clearance procedure revised Response to Violation 2 
will be submitted by 840514 

KAMMER.D . S Tennessee Valley Authority. 84/04/16 O'REILLY, JP 

Region 2, Office of Director 6pp 25089 024 24X 

Fiche 50-259,84/05/31,8406210502 


— 8406210520 Forwards IE Insp Repts 50-259/83-60, 50-260/83-60 & 
50-296/83-60 on 831226-840125 & notice of violation. 

LEWIS, R. C Region 2, Office of Director. 84/03/14. PARRIS, HO 
Tennessee Valley Authority. 2pp 25089:030 24X 

Fiche: 50-259, 84/05/31, 8406210502. 


— 8406210523 Notice of violation from insp on 840126-840125. 

* Region 2, Office of Director 84/03/14 3pp 25089:032. 
Fiche: 50-259, 84/05/31, 8406210502 


—8406210529 IE Insp Repts 30-259/83-60,50-260/83-60 50-296/83-60 on 

831226-840125. Violations no t ed : f a i lur e of plant staff to 
inform supervisors of known problems & QC & engineering not 
actively involved in field activities & mod control at site 
PAULK, G. L. Region 2, Office of Director. CANTRELL, F. S Division 
of Project & Resident Programs, 84/03/13. 14pp. 25089:035 24) 

Fiche: 50-259, 84/05/31, 8406210302 


B4060 10423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). B4/06/01 Consolidated Edison Co. of Nid 

York, Inc 100pp. 25030: 244. 24X Fi c he : 50-000, 84/06/01 , 8406010423 


9406050012 IE Info Notice 84-42, "Equipment Availability for Condition 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/03, Consolidated Edison Co. of Key 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, B4060500!? 


8406110146 Forwards response to safety evaluation of masonry uall 
design (IE Bulletin 00-11). Set of drawi ng s , d ep i c ting fall 
zones of Walls 3,40 3< 75, issued to ensure saf ety-related 
items not located in zones. 

MILLS, L. M. Tennessee Valley Authority. 84/06/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24B74294 
24X Fiche: 30-259, 84/06/03, 8406110146. 


B4Q6220229 Ac k receipt of ltrs informing NRC of steps taken to correct 
violations noted in IE Insp Repts 30-259/83-53,50-260/83-53, 
50-296/83-53, 50-327/83-27, 50-328/03-27, 50-390/83-49, 

30-391/83-38, 50-438/83-30, 30-439/83-30 

O'REILLY, J. P. Region 2, Office of Director, 84/06/06. PARRIS, H G 
Tennessee Valley Authority. 2pp. 25126: 116. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


— 8406220237 Suppls 040423 response re violations noted in IE Insp Rep'- 
50-239/83-33, 30-260/83-53, 50-296/83-33, 50-327/03-27, 

30-320/83-27, 30-390/83-49, 30-391/83-38, 50-438/83-30 & 
30-439/83-30. Policy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. O'REILLY, JP 
Region 2, Office of Director. ip. 25126:118. 24X 

Fiche: 50-000, B4/06/06, 8406220229. 


— 8406220244 Responds to NRC 840326 ltr re violations noted in IE In*p 
Repts 90-259/83-53, 50-2 60/83-53, 50-296/83-53, 50-327/83-27, 
50-328/83-27, 50-390/83-49, 30-391/83-38, 50-438/83-30 h 
50-439/83-30. Pol icy statement will be issued by 840331. 

MILLS, L. M. Tennessee Valley Authority. B4/04/25 O'REILLY, JP 
Region 2, Office of Director. 17pp. 25126:119. 24X 

Fiche: 50-000, 84/06/06,8406220229. 


— 8406220249 Ac k receipt of 840215 &. 22 ltrs informing NRC of step* tait 
to correct violations noted in IE Insp Repts 50-259/83-53, 
50-260/83-53, 50-296/B3-53, 30-327/83-27, 50-328/83-27, 
50-370/83-49,30-391/83-38,30-438/83-30 k 50-439/83-30. 

LEWIS, R. C. Region 2, Office of Director. 84/03/26. PARRIS, K 0 
Tennessee Valley Authority. 2pp. 25126:136 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220231 Forwards page inadvertently omitted from 840213 response t< 
IE Insp Repts 50-239/83-53,50-260/83-53,50-296/83-53, 

50-327/83-27, 50-328/83-27, 30-390/83-49, 50-391/83-38, 

90-438/83-30 & 50-439/83-30. 

MILLS, L. M. Tennessee Valley Authority. 84/02/22. O'REILLY, J P 
Region 2, Office of Director. 2pp. 23126:138. 24X 

Fiche: 50-000, 84/06/06, 8406220229 
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--8406320257 Responds to NRC 840116 1 tr re violations noted IE Insp 
Repts 50-259/03-53. 50-260/83-53, 50-296/83-53, 50-327/83-27, 
50-328/83-27, 50-390/B3-49, 50-391/83-38, 50-438/83-30 & 
50-439/03-30. Open audit items being evaluated 

HILLS, L M. Tennessee Valley Authority 04/02/15 0 'RE ILLY, J. P . 

Region 2, Office of Director. 14pp 25126: 140 24X 

Fiche 50-000, 84/06/06, 8406220229 


-3406220265 Forwards IE Insp Repts 50-259/83-53,50-260/83-53, 
50-296/83-53, 50-327/83-27, 50-328/83-27. 50-390/B3-49, 
50-391/83-30,50-438/83-30 it 50-439/83-30 on 831107-10,14-18 
1209 t. notice of violation 

O'REILLY, J. P. Region 2, Office of Director 84/01/16. 

PARRIS. H. G. Tennessee Valley Authority 3pp 25126:154. 24X 

Fiche: 50-000, 84/06/06, 8406220229 


-B406220272 Notice of violation from insp on 831107-10,14-18 & 120? 

* Region 2, Office of Director. 84/01/16. 4pp. 25126: 157. 24X 

Fiche 50-000,84/06/06,8406220229 


-0406220283 IE Insp Repts 50-259/83-53,50-260/83-53,50-296/83-53, 
50-327/83-27, 50-32B/83-27, 50-390/83-49, 50-391/83-38, 

50-438/83-30 -5. 50-439/83-30 on 831107-10,14-18 & 1209. 

Violations noted : fa i 1 ure to issue timely audits 

BELISLE, G A. , FREDERICKSON, P. , JACKSON, L. H. Region 2, Office of 
Director. B4/01/10. 24pp. 25126.161. 24X Fi che: 50-000, 84/06/06, 

8406220229 


8406050350 IE Info Notice 84-43, “Storage & Handling of Qpthalmic Beta 
adiation Applicators. " Svc list end. 

RACE, J N. Division of QA, Safeguards & Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp 25030:032. 24 X Fi eh e : 50-000, B4/06/07, 8406050350. 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification " Svc list end 

JORDAN, E L Division of Emergency F reparedness & Engineering 
Response (Post 830103) 84/06/13 Consolidated Edison Co. of New 

York, Inc 119pp 25049 154 24X Fi c h e . 50-000, 84/06/ 13, 8406080173. 


8406130315 IF 
Electrical 
JORDAN, E L 
Response (P 
Yor k , Inc 


Info Notice 84-47, "Environ Qualification Tests of 
Terminal Blocks " Svc list end 

Division of Emergency Preparedness t>. Engineering 
ost 830103) 84/06/15 Consolidated Edison Co. of New 

I22pp 25049 :033 24X Fi c h e . 50-000, 84/06/ 1 5, 8406 13031 5. 


8406100353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, '* Svc list encl 

JORDAN, E. L Division 0 f Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/18 Consolidated Edison Co. of New 

York, Inc 118pp. 25536 043. 24X Fiche . 50-000, 84/06/18, 8406180353 


8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
Failure " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535.286. 24X Fi c h e : 50-000, 84/06/ 18, 84061 80360. 


8406190327 IE Info Notice 84-50, “C lar i f i ca t i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E L Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/21 . 840 190327. 


R. Periodic operating reports it related correspondence 


6120185 Responds to Generic Ltr 84-11, "Insps of BWR Stainless Steel 
iping," addressing scope it schedule of future pipe insps, 

Kaminer qual i f ication it ava i 1 ab i 1 i ty, pr imary sys leak 

etection surveillance measures it compensatory actions 

ILLS, L. M Tennessee Valley Authority. 84/06/07. DENTON, H. R. 

ffice of Nuclear Reactor Regulation, Director. 4pp. 24809:275. 

4X Fiche 50-259, 84/06/07, 8406120185. 


B406070244 Monthly operating repts for Apr 1984. W/B40510 ltr. 

P I TTMAN, J. R , THOM, T , , JONES »G.T. Tennessee Va lley Authority. 
84/04/30. 36pp. 24745:166. 24X Fi ch e : 50-259, 84/04/30, 8406070244 . 


8. Reportable occurrences, LERs related correspondence 


6D60336 IE Info Notice B4-44, "Environ Qua 1 i f i cat i on Testing of 
ockbestos Cables.*' Svc list end. 

'ORDAN, E L Division of Emergency Preparedness it Engineering 
esponse (Post 030103). 84/06/08. Consolidated Edison Co. of New 

ork, Tnc 120pp. 25049 273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


'6080176 IE Tnfo Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines." Svc list encl. 

(ORDAN, EL. Division of Emergency Preparedness it Engineering 
lesponse (Post 830103). 84/06/11 Consolidated Edison Co* of New 

ork, Inc. 123pp 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , B4060801 76. 


)6190fl 39 Ack receipt of B40524 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Repts 50-259/84-11, 

>0-260/84-1 1 it 50-296/84-11. 

.EWIS. R. C Region 2, Office of Director. 84/06/11. PARRIS, H. G. 
ennessee Valley Authority. 2pp. 24989:324. 24X 

: iche: 50-259, 84/06/ 1 1 , 8406190439. 


1406190446 Responds to NRC 840427 ltr re violations noted in IE Insp 
Repts 50-259/B4-1 1 , 50-260/84-1 1 it 30-296/84-1 1 . Correc tive 
actions . vi sua 1 exam to verify limits of Units 1 Sc 2 will be 
added to inservice insp plans. 

KILLS, L M. Tennessee Valley Authority. B4/05/24. 0 'REILLY, J. P. 

Region 2, Office of Director. 9pp 24989:326. 24X 

Fiche 50-259, 84/06/11, 8406190439. 


3406190453 Forwards IE Insp Repts 50-259/84-11,50-260/84-11 it 
50-296/04-11 on B40326-29 & notice of violation. 

LEWIS, R. C Region 2, Office of Director. 84/04/2 7. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 24989:335. 24X 

Fiche: 50-259, 84/06/11, 8406190439. 


3406190457 Notice of violation from insp on 840326-29. 

* Region 2, Office of Director. 84/04/27. 2pp. 24989:337. 24X 

Fiche: 50-259, 04/06/11, 8406190439. 


3406190466 IE Insp Repts 50-239/84-11,50-260/84-11 it. 50-296/B4-11 on 
840326-29. Vi o lati on noted ; reactor vessel support skirt weld 
exams not in compliance w/applicable code per 10CFR50. 55 a, 

GIRARD, E. H. , BLAKE, J. J. Region 2, Office of Director. 84/04/24. 
4pp. 24989:339. 24X Fich e: 50-259, 04/06/11, 8406190439. 


16200059 Forwards response to B40511 proposed civil Penalty Action 
:A 84-32 re improper reactivity control noted in IE Insp 
3epts 50-259/B4-02, 50-260/84-02 it 50-296/84-02. Fe e s being 
uired to NRC. Procedure GDI 100-12 revised. 

1ILLS, L. M. Tennessee Valley Authority. 04/06/11. DEYOUNG, R, C, 
Krector's Office, Office of Inspection and Enforcement. Bpp. 
23047:229. 24X Fi ch e: 50-239, 84/06/1 1, 8406200059. 


8406190207 Updated LER 79-005/01T-2: on 790506, RHR svc water supply to 
RHR HX 2 B isolated standby coolant supp ly. Caused by lack of 
admin i s trat ive control over sys cross connect valves. 

Controls improved. W/840427 ltr. 

HOLDER, E. T , JONES, G. T. Tennessee Valley Authority. 84/04/27. 

0 'REILLY, J. P. Region 2, Office of Director. 3pp. 24901:003. 24X 

Fiche. 50-296, B4/04/27, 8406190207. 


8406110356 Updated LER 80-032/03L-1 : on 800825, lead wires accidentally 
pulled out of RCIC speed feedback magnetic pickup connector. 

Caused by personnel accidentally stepping on lead wires to 
connectors. Wiring to connector repaired . W/840530 ltr. 

CARTER, S. D. , JONES, G. T. Tennessee Valley Authority. 84/05/30. 

0 'REILLY, J. P. Region 2, Office of Director. 3pp. 24867:246. 24X 

Fiche: 50-296, 84/05/30, 8406110356. 


8406190216 LER 04-006-00: on 840517, two welds on jet pump instrument 
nozzles determined to need r epair. Caused by high carbon 
content, leading to more susceptibility for sensitization 
areas. Weld will be repaired prior to startup . W/840608 ltr. 

SMITH, D. L. , JONES, G. T. Tennessee Valley Authority. 84/06/08. 3pp. 
24980:226 24X F i c h e r 50-296, 84/06/08, 84061 90216. 


0406210246 NPDES noncompliance noti f icat ion: on 840509 it 30, analyses 
of grab samples collected exceeded max permit effluent 
1 imi tat ions. Caused by sewage treatment plant overload. Sewage 
treatment lagoon designed to replace facility in 1984. 

RIVERS, M. E. Tennessee Valley Authority. 84/06/14. MARLAR. J. 
Envir onmenta 1 Protection Agency. 2pp. 25058:007. 24X 

Fiche: 50-259, 84/06/14, 8406210246 


8406220281 Followup LER 84-004-01: on 840228, RHR outboard loop II 
isolation valve CFV-74-67 stem found broken upon 
d i sassemb ly. Caused by overloading. Va Ive stem replaced 
w/stronger it mare durable ma t 1 . W/84061 5 ltr. 

WALKER, J, B. Tennessee Valley Authority. 84/06/15. 6pp. 25087:318. 
24 X Fiche: 50-296, 84/06/15, 8406220281. 


X. Onsite Storage of Low Level Waste 


04060802 70 Ack receipt of 840501 ltr informing of util intentions for 
temporary use of interim low level radwaste storage at 
f ac i 1 i t i es. Temp orar y storage of resin liners w/o initiating 
control liner monitoring program valid. 

ROUSE, L. C Advanced Fuel it Spent Fuel Licensing Branch. 84/06/01. 
PARRIS, H. G. Tennessee Valley Authority. Ip. 24878:257. 24X 

Fiche: 50-000, 84/06/01, 8406080270. 
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DOCKET 50-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 


F. Security, medical, emergency ?• fire protection plans 


8406130193 Advises of completion of emergency plan review & evaluation 
& forwards safety evaluation Emergency plan meets 
requirements of 10CFR50. App E. Rev 1 to Reg Guide 2 6 !< 

ANSI/ANS- 15 16-1982 

THOMAS. C. 0 Standardization Special Projects Branch 84/05/29 
PDULTON, 8 R North Carolina State Umv , Raleigh. NC 2pp 
24936:324 24X Fi che 50-297. 84/05/29, 84061301 93. 


— 8406130194 “Emergency Plan Review of North Carolina State Univ Pulstar 
Reactor " 

* NRC - No Detailed Affiliation Given. 84/05/31. 3pp. 

24936 326 24X Fi ch e 50-297, 84/05/29, 8406 1 30193. 


8406210223 Requests delay of implementation of PULSTAR emergency 
plan to allow completion of revised version of emergency 
plan. Submittal of revised plan expected within 
60 days. 

MILLER. G. D North Carolina State Umv. , Raleigh, NC. 84/06/15. 
THOMAS, C 0. Standard i zat i on & Special Projects Branch. 2pp. 
25057:170. 24X Fiche 50-297, 84/06/15, 8406210223. 


DOCKET 50-290 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 


8404190343 Forwards IE Insp Rept 50-298/B4-03 on 840221-24. No 
violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/19. PILANT, J. M. 
Nebraska Public Power District. 2pp. 24097:140. 24X 

Fiche: 50-298, 84/03/19, 8404190343 


— 8404190353 IE Insp Rept 50-298/84-23 on 840221-24. No violations or 
deviations noted. Major areas i nsp e cted : secur i ty plan & 
implementing proced ures . s e curi ty program audit & physical 
barriers. Details withheld <ref 10CFR73.21). 

EVANS, C. A , KELLY. J. A. , HUNNICUTT, D. Region 4, Office of Director, 
84/03/19. ip. 24097:142 24X Fiche. 50-298, 84/03/19, 8404190343. 


8406200563 Forwards request for addl info verifying qualification of 
accumulator on automatic depressurization sys valves, per 
NUREG-0737, Item II. K. 3. 28 b Multi-Plant Action F-55. Re spon se 
due in 45 days. 

EISENHUT, 0. G. Division of Licensing 84/05/29. PILANT, J. M. 
Nebraska Public Power District. 8pp. 25069- 164 24X 

Fiche: 50-298, 84/05/29, 8406200563 


8406200390 Forwards review of licensee program plan foT conduct of 
detailed control room design review in accordance 
ui/NUREO-0737, Sup p 1 1 Requirements adequately ad dres sed . NRC 
concerns identified in review. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/04 PILANT, J. M 

Nebraska Public Power District. 2pp. 25068:146. 24X 

Fiche: 50-298, 84/06/04, 8406200390. 


— B406200392 “NRC Comments on Cooper Nuclear Station Detailed Control 
Room Design Review Program Plan. " 

# NRC - No Detailed Affiliation Given. 84/06/04. 12pp. 

25068:148. 24X Fi c h e : 50-298. B4/06/04, 8406200390. 


8406190133 Requests addl info on 840330 changes to emergency plan re 
emergency director & means for contacting general ofc 
personnel during off-duty hours. Proposed changes acceptable. 
JOHNSON, E. H. Region 4, Office of Director. 84/06/14. PILANT, J. M. 
Nebraska Public Power District. 2pp. 24900:038. 24X 

Fiche: 50-298, 84/06/14, 8406190133 


8406260270 Rev 1 to Emergency Implementing Procedure EPIP 5. 7. 17. 1, 
"Dose Assessment Pocket Computer Dose-Cooper Nuclear Station 
Operating Instructions. " W/B4062Q ltr. 

GOEBEL, C , PILANT, J. M. Nebraska Public Power District 84/06/20. 
COLLINS, J. T. Region 4, Office of Director. 15pp. 25149:080. 24X 

Fiche: 50-298, 84/06/20, 840626 0270. 


H. General correspondence 


8406120413 Forwards organization charts for fac i lity. Comp lete staffing 
will be accomplished by end of 1904. 

KUNCL, L. G. Nebraska Public Power District. 84/03/06. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24892:313. 24X 

Fiche: 30-298, 84/03/06, 0406120413. 


P. Operating license stage documents correspondence 


8406070106 Partial response to TOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
□L amends for 11 nuclear reactors, allowing operation ui/ane 
recirculation loop out of svt Forwards App A documents. 

FELTON, J M Division of Rules and Records B4/03/19 BELL, N 
Nuclear Information S- Resource Service 1 1 p p 24851 003. 24X 

Fiche: 50-0C0. B4/03/19. 8406070106 


— 8010230484 Forwards questions re GE single-loop operation rept, 
NED0-2425S 

RUBENSTE I N, L S Assistant Director for Core & Containment Systems 
80/0 Q /30 NOVAK, T. M Assistant Director for Operating Reactors 
2pp. 24851 249 24X Fiche 50-000,94/03/19,8406070106 


— S106CB021S Requests meeting w/BWR licensees to discuss 790926 Browns 
Ferry single loop operation experience. Experience involved 
unexplained core vibrations which occurred at 59*/ power 
during single loop mode of operation 

SPETS. T. P Reactor Systems Branch 81/05/19 1PP0LIT0, T. 
Operating Rea.ctors Branch 2 3pp. 65388:270. 24X 

Fiche. 50-000, 84/03/19, 8406070106 


— 8112300246 Forwards safety evaluation re plant operation on single 
loop w/power limited to 507.. Eva 1 ut i on completes one 
action under Multi Plant Item E-04 

SPEIS, T P. Assistant Director for Reactor Safety. 81/12/10. 

NOVAK, T. M. Assistant Director for Operating Reactors. Ip 
24051:255. 24X F i ch e : 50-000, 84/03/1 9, 8406070 106. 


— 8202120080 Submits status rept on plants involving BWR single loop 
op erat ion. 

MAZETIS, G. Reactor Systems Branch. 82/01/24 SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851:218. 24X 

Fiche 50-000, 84/03/19, 8406070106 


— 8206170023 Discusses licensee 820211 telcon requesting relief from 
57. margin imposed for average power range monitor flux 
noise & core plate delta noise Proposed method acceptable. 

SPEIS, T P. Assistant Director for Reactor Safety. 82/O6/0B. 
NOVAK, T. M. Assistant Director for Operating Reactors. 2pp. 
24851:020. 24X F i c h e : 50-000, 84/03/ 19, 84060701 06. 


— 8210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp 66368:077. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070111 "Technical Evaluation of El ec tr i ca 1 , Ins trumenta t i on & 
Control Design Aspects of Proposed License Amend for Single 
Loop Operation of Cooper Nuclear Station. " 

LAUDENBACH, D. H. , KOUNFANIS, B. , RADQSEVIC, J. R. EG&G, Inc. SRO-324 
83/05/31. NRC - No Detailed Affiliation Given. 7pp. 

24851:296. 24X Fic h e : 50-000, 84/03/ 19, 84060701 06. 


— 8406070203 Draft application for amend to License DPFl-46, r e vi sing Tf 
Spec 3. 6. F. 3 re single loop operation 

PILANT, J. M. Nebraska Public Power District. 81/06/0B. 

IPPOLITO, T. A. Operating Reactors Branch 2. 2pp 24 851:253. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070206 Safety evaluation supporting single loop operation up to 
power level of SOX during Cycle 7 only. 

* Office of Nuclear Reactor Regulation, Director. 81/12/10. 9pj> 
24851 256. 24X Fi che: 50-000, 84/03/19, 8406070106. 


-8406070208 Forwards list of questions on (N-l) cooling loop protecti' 
sys for faci 1 ity , for approval. Quick response would be 
obtained if questions telecopied to licensee by project 
manag er. Related info end.. 

KQUNTANIS, B. EGS<G, Inc. 82/02/03. DONQHEW, J. Operating Reactor 
Assessment Branch. 17pp. 24851:267 24X Fi c h e : 50-000, 04/03/19. 

B4060701 06. 


— 8406070212 Forward draft "Technical Evaluation of Electrical, 
Instrumentation & Control Design Aspects of Proposed 
License Amend for Single Loop Operation Nuclear Station" for 
review. Comments or suggestions requested. 

LAUDENBACH, D. H. EG*0, Inc. 82/08/17. CLARK, R, Operating 
Reactors Assessment Briiicli, lp 24851:284. 24X 

Fiche: 50-000, 84/03/19. 8406070106. 


— 8406070213 Draft " i e&npicai cvamdtiun of El e c tr i ca 1 , I n str umentation 
& Control Design Aspects' of Proposed License Amend for 
Single Loop Operation pf Cooper Nuclear Station." 

LAUDENBACH, D. H, EG«cO, Ind 82/08/31. NRC - No Detailed 
Affiliation Given, 7 : PP 24851: 285. 24X Fi che: 50-000, 84/03/19, 

84060 701 06 
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B404230272 Forwards SER re BWR Owners Group 810331 response to NUREG- 
0737 . Item II K 3 16. "Reduction of Challenges &c Failures of 
Relief Valves - Feasibility Study & Sys Mod " Update to 
previous response requested within 60 days of ltr receipt 
VASSALLO, D D Operating Reactors Branch 2. 84/04/03 PILANT, J M 

Nebraska Public Power District I3pp 24187 031 24X 

Fidhe: 50-298, B4/04/03. 8404230272 


0404040032 Advises that if relief from recombiner capability 
requirements still desired. util should resubmit request 
under guidance provided in Generic Ltr 84-09 

VASSALLO, D. Q. Operating Reactors Branch 2. 84/05/18 PILANT. J M. 

Nebraska Public Power District. 2pp 24807.311 24X 

Fiche; 50-298, 84/05/18. 8406040032 


0404060174 Forwards safety evaluation re radiological consequences of 
LOCA during containment purging ?< resolution of containment 
purge I< vent op erab i 1 i ty . Pur g e St vent operability aspect of 
Multi-Plant Action Item B-24 closed. 

VASSALLO, D. B Operating Reactors Branch 2. 84/05/18, PILANT, J. M. 

Nebraska Public Power District. 2pp. 24748:354. 24X 

Fiche: 50-298, 84/05/18, 8406060174 


•0406060180 Safety evaluation re Multi-Plant Action Item B-24, 
"Radiological Consequences of LOCA during Containment 
Purging." Radiological conseqeunces of LOCA during purging 
acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/05/18. 2pp 
24748:356. 24X Fic h e : 50-298, 84/05/ 1 8, 8406060174. 


8406130228 Responds to request for info re NUREG-0737, Item II.K. 3. 16, 
"Reduction of Challenges ?< Failures of Relief Valves" & 
addresses questions on recommended mods. All Target Rock 
three-stage safety relief valves replaced. 

PILANT, J. M. Nebraska Public Power District. 84/05/29 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 24911:239. 24X 

Fiche: 50-298, 84/05/29, 8406130228. 


8406200397 Informs that work on inservice testing program St relief 
requests terminated due to expiration of first 10-yr 
interval on B40701 . Revi s ed program plan submitted on 840403 
too general for review. New program requested for June 1984. 

VASSALLO, D. B Operating Reactors Branch 2. 84/06/01. PILANT, J. M. 

Nebraska Public Power District. 2pp. 25069:114. 24X 

Fiche 50-298, 84/06/01 , 8406200397. 


0406200549 Forwards Amend 06 to License DPR-46 St safety evaluation. 
Amend ensures compliance w/new regulations re LER reporting 
sys. 

SIEGEL, B. L. Operating Reactors Branch 2. 84/06/01. PILANT, J. M. 

Nebraska Public Power District. 2pp. 25059:001. 24X 

Fiche: 50-298, 84/06/01, 8406200549. 


-0406200 9 52 Amend 86 to License DPR-46, ensur ing compliance w/new 
regulations re LER reporting sys. 

VASSALLO, D B. Operating Reactors Branch 2. 84/06/01. 14pp. 

25059 003, 24X Fiche: 50-298, 84/06/01, 8406200549. 


-8406200554 Safety evaluation supporting Amend 86 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director. 84/06/01. 2pp. 
23059:01 7 . 24X Fi ch e : 50-298, 84/06/01 , 8406200549. 


Q Inspection reports, IE Bulletins 4k correspondence 


0406230329 Forwards IE Insp Rept 50-290782-32 on 821129-1203 & notices 
of violation St deviation. 

MADSEN, G. L. Region 4, Dffice of Director, 83/03/07. PILANT, J. M. 
Nebraska Public Power District. 2pp, 2513,3:102. 24X 

Fiche- 30-298, 03/03/07, 8406230529. 


-6406230534 Notice of violation from irisp on 821129-1203. 

* Region 4, Office of Director, 83/03/07. 2pp. 25133: 104. 24X 

Fiche: 50-298, 03/03/07, 8406230529. 


—8406230 541 Notice of deviation from insp on B21 129-1203. 

* Region 4, office of Director, 83/03/07. Ip. 25133: 106. 24X 

Fiche: 50-298, 83/03/07, 8406230529. 


*8406230 5 48 IE Insp Rep t 50-298/82-32 on 821 129-1203. Vio lat i ons St 
deviation identTf Ted; sh ipment of 1 ieensed matl exceeded dose 
rate *< training records not available for individuals in 
transfer of radioactive matl. 

BAER, R, E. , WILBORN, L, , HOLLEY, W. Region 4, Office of Director. 
83/02/28. 35pp. 25133: L07. 24X Fiche; 50-298, 83/03/07, 8406230529. 


6404 190343 Forwards IE Insp; Rept 50-298/84-03 on 840221-24. No 
violations or deviations noted, 

JOHNSON, E. H. Region 4, Office of Pi.Tfctdf. 84/03/19. PILANT, J. M. 
Nebraska Py£ lie Power District. 2,pp. 34097:140. 24X 

Fiche: 50-298, 84/03/19, 0404190343, 


— 8404190353 IE Insp Rept 50-298/84-23 on 840221-24. No violations ot 
deviations noted. Major areas inspected , security plan & 
implementing procedures, security program audit & physical 
barriers Details withheld (ref 10CFR73. 21 ) 

EVANS, C A , KELLY, J A , HUNNICUTT, D Region 4, Office of Director 
84/03/19 lp 24097 142 24X F i c h e : 50-298, 84/03/1 9, 84041 90343. 


8406180371 Forwards IE Insp Rept 50-298/84-02 on 840227-0302. No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director. 84/04/16. PILANT, J. M. 
Nebraska Public Power District. 2pp 24967:103. 24X 

Fiche: 50-298. 84/04/16, 8406180371 


— 84061S0374 IE Insp Rept 50-298/84-02 on 040227-0302. No violations or 
deviations noted Major areas inspected maint program, QA 
program organization V. administrat ion & GA records storage. 

MURPHY, M E. , SKOW, M. E , JAUDON, J P Region 4, Office of Director. 
84/04/11 7pp. 24967 :105 24X F ic h e : 50-298, 84/04/ 1 6, 84061 8037 1. 


8406250146 Forwards IE Insp Rept 50-298/84-07 on 840416-20. No 
violations or deviations noted. 

JOHNSON, E H. Region 4, Office of Director. 84/05/04. PILANT, J. M. 
Nebraska Public Power District. 2pp 25140:346. 24X 

Fiche: 50-298, 84/05/04, 8406250146 


— 8406250153 IE Insp Rept 50-29B/84-07 on 840416-20. No violations or 
deviation noted. Major areas insp ec ted : matl controls, 
train ing, aud i t program, QA, procurement & selection of 
packages & delivery of completed packages to carrier. 

HOLLEY, W. L. , MURRAY, 0. , JAUDON, J P. Region 4, Office of Director. 
84/05/04. 8pp 25140:348 24X Fiche: 50-29B, 84/05/04, 8406250146. 


8406250173 Forwards IE Insp Rept 50-290/84-06 on 840402-06 & notice 
of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/04. PILANT, J. M 
Nebraska Public Power District. 2pp. 25140:031. 24X 

Fiche: 50-298, 84/05/04, 8406250173. 


— 8406250177 Notice of violation from insp on 040402-06. 

* Region 4, Office of Director. 84/05/04. 2pp. 25140:033. 24X 

Fiche: 50-298, 84/05/04, 8406250173. 


— 8406250188 IE Insp Rept 50-298/84-06 on 840402-06. Violation noted: 
routine work operations conducted on 840404, in high 
radiation area, w/o issuance of special work permit. 

CHANEY, H D , MURRAY, B. , JAUDON, J. P. Region 4, Office of Director. 
84/05/03 14pp. 25140:035. 24X Fi c h e : 50-298, 04/05/04, 84062501 73. 


8406180212 Forwards IE Insp Rept 50-298/84-10 on 840401-30. No 
violations or deviations identified, 

JOHNSON, E. H Region 4, Office of Director. 84/05/24. PILANT, J. M. 
Nebraska Public Power District. 2pp. 24964:042. 24X 

Fiche: 50-298, 84/05/24, 8406180212, 


—8406180216 IE Insp Rept 50-298/84-10 on 840401-30. No violations or 
deviations i d en t i f i ed . Ma j or areas inspected : operati onal 
safety ver i f i cat i ons, month 1 y surveillance !< maint 
observati ons, LER followup & plant trips. 

DUBOIS, D. L. , CARPENTER, D. R. , JAUDON, J. P. Region 4, Office of 
Director. 84/05/24. 14pp. 24964:044. 24X Fi c h #: 50-290, 84/05/24, 

8406180212. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche ; 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentina 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 04/05/25, 8405240317. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness &t Engineering 

830103). 84/05/30. Consolidated Edison Co. of New 

__2p p . 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290303. 


B4060 10423 IE Info Notice B4-41, "IG8CC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, B406010423. 


8406120356 Ack receipt of 840518 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-298/84-04, 

JOHNSON, E. H. Region 4, Office of Director. 04/06/04. PILANT, J. M. 
Nebraska Public Power District. 2pp. 24894:344. 24X 

Fiche: 50-298, 84/06 / 04, 840 6120 356. 
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— 8406120359 Responds to NRC 840425 ltr re violations noted in IE Insp 
Rept 50—298/84—04. Corrective actions: incorrect data entry & 
lack of adequate supervisory review d i scussed. Emp has l s given 
to correct logging & review of logs 

PILANT, J. M. Nebraska Public Power District 84/05/18. JOHNSON, E. 

Region 4, Office of Director 2pp. 24894 346. 24X 

Fiche 50-298, 84/06/04. 8406120356 


8406130161 Responds to 840419 Generic Ltr 84-11 re insps for IGSCC & 
interim leakage d et ec t i on . Re qu irements imposed by B30901 
confirmatory order meet intent of leak detection & leakage 
limits. Lists components to be replaced. 

KUNCL, L. G. Nebraska Public Power District. 84/06/04 EISENHUT, D. G 
Division of Licensing. 4pp 24913 066 24X Fic h e : 50-298, 84/06/04, 

8406130161 


8406220123 PNO-I V-84-013 on 
sea level Flood procedure 
declared if river reaches 
JAUDDN, J P . JOHNSON, E H 
Ip. 25083 221. 24X Fich 


840614, Mi ssour 1 RiveT level exceeded msan 
implemented Unusual event will be 
897 ft above mean sea level. 

Region 4, Office of Director 04/06/14 
e: 50-298, 84/06/14, 8406220123 


8406220124 PNG- I V-84— 01 3A on 840614, level of river increased appro) 
0.35 ft during daylight Second senior resident onsite. North 
access road to site closed due to flooding 2 miles from 
plant. Licensee sandbagging access areas 

JAUDON.J P , JOHNSON, E H Region 4, Office of Director. 84/06/14 
lp. 25088 111 24X Fich e 50-298, 84/06/14, 8406220124 
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8406050012 IE Info Notice 84-42, “Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05 Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice 84-43, “Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of GA, Safeguards %>. Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Gual i f ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/06/08. Consolidated Edison Co. of New 

York, Inc 120pp. 25049:273. 24X Fi c he: 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060801 76. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

Y qt k i Inc. 119pp. 25049.154. 24X Fiche : 50-000, 84/06/13, 8406080173. 


F. Security, medical, emergency t. fire protection plans 


8406060207 Forwards addl info on Generic Ltr 82-33,Suppl 1 to 
NUREG-0737 re procedure generation package upgraded 
emergency operating procedures 

FAY, C. W. Wisconsin Electric Power Co 84/06/01. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3 4pp. 24812: 182. 24X 

Fiche: 50-266, 04/06/01, 8406060207 


— 8406060211 Draft 1 to Emergency Operating Procedure EOP-O, "Reactor 
Trip of Safety Injection." 

* Wisconsin Electric Power Co 84/04/01. 19pp. 24812:106. 

Fiche: 30-266, 84/06/01, 8406060207. 


— 8406060214 Deviation document, Draft 1 to Emergency Operating Prcceduri 
EOP-O, "Reactor Trip or Safety Injection." 

* Wisconsin Electric Power Co. 84/04/01. 8pp. 24812:205. 24J 

Fiche: 50-266, 04/06/01, 8406060207. 


— 8406060220 Rev 1 to Emergency Operating Procedure E-0. "Reactor Trip i 
Safety In jec tion. " 

* Wisconsin Electric Power Co. 83/09/01. 12pp 24812:213. 241 
Fiche; 50-266. 84/06/01, 8406060207. 


— 8406060223 Rev 0 to Emergnecy Operating Procedure PBNP 4. 19, "Emergen 
Operating Procedure Writers Guide " 

* Wisconsin Electric Power Co 84/06/01. 25pp. 24812:225. 241 

Fiche; 50-266, 84/06/01, 8406060207 


8406130315 IE Info Notice 84-47, "Environ Qua I i f i cati on Tests of 
Electrical Terminal Blocks." Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fic he : 30-000, 84/06/ 1 3, 840613031 5. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche; 50-000, 84/06/18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of New 

York, Inc. 118pp. 25335: 2B6. 24X Fic h e : 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fich e: 50-000, 84/06/21 , 8406190327. 


R. Periodic operating reports St related correspondence 


8406070096 Monthly operating rept for Apr 1 984. W/840503 ltr. 
SALISBURY, J. K. , THOMASON, P . V. Nebraska Public Power District. 
04/04/30 5pp, 24747:259. 24X Fi che 50-298, 84/04/30, 8406070096. 


S. Reportable occurrences, LERs St related correspondence 


8406220106 RO: on 840419, standb y gas treatment trains inop erab 1 e. Caused 
by const bulldozer shearing off fire hy drant, caus ing fire 
protection sys to lose press ure. Ch arcoa 1 adsorbers replaced. 
Procedures controlling const activities implemented. 

THOMPSON, P, V. Nebraska Public Power District. 84/04/20. 

COLLINS, J. T. Region 4, Office of Director. 2pp. 250B3: 302. 24X 

Fiche: 50-298, B4/04/20, 8406220106. 


— 8406060226 "Emergency Operating Procedure Verification Procedure.’ 1 
FALK, R. J. , HANN, R. K. Wisconsin Electric Power Co. 84/02/21. 
20pp. 24812:250. 24X Fi c h e : 50-266, 84/06/0 1 , 8406060207. 


— 8406060228 “Emergency Operating Procedure Validation Procedure." 
FALK, R. J. , HANN, R. K. Wisconsin Electric Power Co. 84/05/23 
31pp. 24812:270. 24X Fi c h e : 50-266, 84/06/01 , 8406060207. 


8406070241 Reconfirms & updates Region III access authori zat ion list! 
for admitting NRC personnel to f ac i 1 i t i es . Rec ommend s listed 
individuals be granted unlimited access to vita] & protected 
areas. 

AXELSON, W L Region 3, Office of Director. 84/06/04. BURSTERS 
Wisconsin Electric Power Co 7pp. 24745:159. 24X 

Fiche: 30-266, 84/06/04, 8406070241 


8406210073 Forwards changes to modified amended security plan. Change* 
withheld (ref 10CFR73. 21) 

CASSIDY, T. J. Wisconsin Electric Power Co. 34/06/07. KEPPLER.JG, 
AXELSON, W. L. Region 3, Office of Director. lp. 25054:002. 24X 

Fiche: 50-266, 84/06/07, 8406210075. 


8406130137 Revised pages to emergency plan. W/840612 ltr. 

BRITT, R.W. Wisconsin Electric Power Co. 84/06/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 

Operating Reactors Branch 3. 31pp. 24953:329. 24X 

Fiche; 50-266, 84/06/08, 8406150137. 


8406130210 Revs to emergency plan implementing procedures, including 
Rev 8 to EPIP 1. 1, "Initial Classification," Rev 3 to 
EPIP 1.2, “Plant Status" «< Rev 10 to EPIP 1.4, 

"Radiological Dose Evaluation." W/640611 ltr. 

BRITT, R.W. Wisconsin Electric Power Co. 84/06/11. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 73pp. 24947:084. 24X 

Fiche: 50-266, 84/06/11, 0406150210. 


J. Insurance & indemnity information 


8406190318 Forwards Endorsements 77 & 78 to NELIA Policy NF-17B i 
Endorsements 63 & 64 to MAELU Policy MF-53. 

DUNDAS, W. J. Wisconsin Electric Power Co, 84/06/14. NRC - No 
Detailed Affiliation Given. 5pp. 24989:303. 24X 

Fiche: 50-266, 84/06/14, 8406190318. 
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Operating license stage documents & correspondence 


Forwards Class III fee per 840522 request re 811210 
application for License Amends 84 & 88 to Licenses DPR-24 & 
DPR-27 i respectively. 

FHy,C H Wisconsin Electric Power Co. 84/05/29. MILLER, W O. 
License Fee Management Branch. Ip. 24661 023 24X 

Fiche 50-266 , 84 /03/29, 8406 0 6 0087 


340605 0173 Forwards all JAERI upper plenum insp data currently under 
staff review Ends withheld 

MILLER, J. R Operating Reactors Branch 3 84/05/30 FAY, C. W. 

Wisconsin Electric Power Co 3p p 24878:044 24X 

Fiche: 50-266, 84/05/30, 8406080172 


3406000188 Forwards response to NRC request for plant-specific design 
info required for Westinghouse plants incorporating 
automatic shunt trip mod, per Generic Ltr 83-28. Two oversire 
draw ings enc 1. Aperture cards available in PDR. 

FAY, c .W. Wisconsin Electric Power Co. 84/06/01. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 

Division of Licensing. 12pp. 24861:323. 24X Fi c h e: SO-266, 34/06/01 , 

B40608Q 188. 


3406210486 Forwards BER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
Mecfianical Rept. '' Info adequately demonstrates reasonable 
assurance that vessel integrity maintained for II. K. 2. 13 
event. Item complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. FAY, C. W. 

Wisconsin Electric Power Co. Upp. 25093:345. 24X 

Fiche. 50-266, 84/06/06, 8406210486. 


0406140038 Mod to 840229 application for amend to Licenses DPR-24 &>. 
DPR-27. cons is ting of Tech Spec Change Request 96. Mods 
clarify proposed Tech Spec 15. 3.1. A. 7 St correct error in 
sample gas for hydrogen monitor calibr. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/07. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Qparating Reactors Branch 3. 2pp. 24926:001. 24X 

Fiche: 50-266, 84/06/07, 840614 0038. 


-0404140043 Proposed Tech Spec Change Request 96, modifying 840229 Tech 
Specs re accident monitoring i ns tr umen ta t i on, i nc 1 ud i ng 
reactor coolant gas vent sys it surveillance spec for 
containment hydrogen monitor. 

* Wisconsin Electric Power Co. 84/06/07. 6pp. 24926: 003. 24X 

Fiche: 50-266, B4/06/07, 8406140038. 


8406200 1 43 Application for amend to Licenses DPR-24 it DPR-27 consisting 
of Tech Spec Change Request 99 re control rod insertion 
limits. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/0B. DENTON, K. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25047:258. 24X 

Fiche: 30-266, 84/06/00, 8406200143. 


•8406200 1 45 Proposed Tech Spec Charge Request 99 re control rod 
insertion limits allowing greater operational flexibility. 

* Wisconsin Electric Power Co. B4/06/08. 2pp. 25047:260. 24X 

Fiche- 50-266, 84/06/OB, 0406200143. 


0 Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/03/25. Consolidated Edison Co. of New 

YcrJt, Inc 124pp. 24861 201. 24X Fiche: 50-000, 84/03/23, 8403230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." 3v c list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co, of New 

York, Inc. 127pp. 24880:103. 24X Fi che : 30-000, 84/03/23, B403240317. 


040529030 3 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 30-000, 84/03/30, 8403290383. 


8406050247 Ac k receipt of 840324 ltr informing NRC of step* taken to 
correct noncompliance noted in IE Insp Repts 50-266/84-04 S< 
50-301/84-03. 

2 UUS * C ‘ E ' Division of Project i-, Resident programs, 84/03/31. 
HURSTEIN. S. Wisconsin Electric Power Co. lp, 24841-237. 24X 

riche: 30-266, 04/05/31, 8406030247. 


—8406050248 Responds to NRC 840502 ltr re violations noted in IE Tnsp 
Repts 50-266/84-04 S< 50-301/84-03 Corrective actions : amend 
to delete Snubber 2HS-M75 from Tech Specs requested & review 
of mods since 820101 conducted 

FAY,C W Wisconsin Electric Power Co 84/05/24. KEPPLER, J. Q. 
Region 3, Office of Director lp. 24841:258. 24X 

Fiche 50-266, B4/05/31, 8406050247 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E L Division of Emergency Preparedness l>. Engineering 
Response (Post 830103). 84/06/01 Consolidated Edison Co. of New 

York, Inc lOOpp 25050 244 24X F i c he 50-000, 84/06/01 , 8406010423. 


8406070241 Reconfirms Z> updates Region III access author i lat i on lists 
for admitting NRC personnel to fac i 1 ities. Recommends listed 
individuals be granted unlimited access to vital it protected 
areas. 

AXELSON, W L Region 3, Office of Director. 84/06/04. BURSTEIN, S. 
Wisconsin Electric Power Co. 7pp 24743:139. 24x 

Fiche: 50-266, 84/06/04, 8406070241 


B40603001 2 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124 24X Fiche. 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice 84-43, "Storage it Handling of Qpthalmic Beta 
Radiation Applicators." Svc list end 

GRACE, J N Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07 Consolidated Edison Co. of New York, Inc 

92pp. 25050 032. 24X Fi c h e : 30-000, 84/06/07, 8406050330. 


0406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

York, Inc 120pp 23049: 273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


8406090176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/06/11 Consolidated Edison Co. of New 

York, Inc 123pp. 25049: 001. 24X Fiche: 30-000, 84/06/1 1, 8406080176. 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:134. 24X Fi che : 30-000, B4/06/ 13, 84060*0173. 


8406 1 3031 5 IE Info Notice 84-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406130315 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. UBpp. 25536:043. 24X Fi ch e : 30-000, 84/06/ 10, 8406100333. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18, Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 30-000, 84/06/18, 84061 S0360. 


8406260273 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. 11 GE relays not used 
in saf e ty-re lated app 1 i cations. Westinghouse Type NDFD relays 
installed. 

FAY, C, W. Wisconsin Electric Power Co. 84/06/18. KEPPLER, J. G. 
Region 3, Office of Director. lp. 23130:040. 24X 

Fiche: 50-266, 84/06/18, 8406260273. 


8406190327 IE Info Notice 84-30, "C lar if i cat ion of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR30,App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 23333:041. Q4X Fiche: 30-000, 84/06/21, 8406190327. 


R. Periodic operating reports it related correspondence 


8406130061 Monthly operating repts for May 1984. W/840608 ltr. 

FAY, C, W. Wisconsin Electric Power Co, 84/05/31. 9pp. 24944:123. 
24X Fiche: 50-266, 84/03/31 , 8406150061. 
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8406110233 Forwards annual environ ra d loac t i vi ty repts for 1983 Environ 
rept far LACBUIR nuclear power plant will be submitted in 
Jul 1904 after comments received from Dairyland Power 
Coop era 1 1 vs. 

MCDONNELL, L. J. Wisconsin, State of NRC-30-83-647 84/06/05. 

KEPPLER, J. G. Region 3, Office of Director. lp 24871:129 24X 

Fiche: 50-000, B4/06/05, 84061 10233 


8406230404 IE Insp Rept 50-302/84-06 on 84013 1-0224. Devi a t i on noted 
failure to complete corrective actions described in 830616 & 

0729 responses to violation noted in IE Insp Rept 
50-302/83-09 

STETKA, T F , ROGGE, J F Region 2. Office of Director. PANCIEHA.V 
Division of Project & Resident Programs. 84/04/04 iOpp 
25133:301 24X Fi c h e : 50-302, 84/05/25, 8406230372 


— B406110235 Environ radioactivity survey rept for 1983. 

* Wisconsin, State of NRC-30-83-647. 83/12/3 1. 39pp. 
24071:130. 24X Fi c h e 50-000. 84/06/05, 8406 1 1 0233 


S. Reportable occurrences, LERs 5< related correspondence 


8406040231 Forwards IE Safeguards Insp Rept 50-302/84-15 on 840507-11 
No violations or deviations noted 

DANCE, H C Region 2, Office of Director 84/05/29 WILGUS, U S 
Florida Power Corp 2pp 24795 037 24X Fi c h e : 50-302, 84/05/29, 


8406140228 Revised LER 83-002/01 X— 1 . on 830412, eddy current data 
verified that 16 tubes in steam generator A 8? two in steam 
generator B had indications greater than repair limit of 
407. Caused by intergranular attac k. W/840330 ltr. 

FAY, C W Wisconsin Electric Power Co 83/04/26. KEPPLER , J. G, 
Region 3, Office of Director. 7 pp 24924:199 24X 

Fiche: 50-301, 83/04/26, 840614022B. 


8406050431 LER B4-002/03L-0. on 840424, op era ti on w/control rods at 225 
steps considered violation by NRC resident i nsp ec tor. Ca use d 
by preventive actions re wall loss. Tech Spec change request 
will be submitted. W/840524 ltr. 

FAY, C. W. Wisconsin Electric Power Co. 84/05/24 KEPPLER, J, G. 
Region 3, Office of Director. 4pp. 24845:165. 24X 

Fiche: 50-301, 84/05/24, B406050431. 


8406120480 Part 21 rept re static load rating on An k er-Ho 1 th /McDowe 1 1 
Wellman Engineering hydraulic suppressor as semb 1 y. Caused by 
failure of Torrington self-aligning ball bush ing. Recommend s 
replacment w/Paul Monroe Hydraulics Part PA-89467. 

NEWHART, M.R. Baxter Fluidpower Group. 84/06/05. KEPPLER, J. G. 
Region 3, Office of Director. 2pp. 24891:017. 24X 

Fiche; 30-000, 84/06/05, 8406120480. 


0406040238 IE Safeguards Insp Rept 50-302/84-15 on 840507-11 No 
noncompliance noted. Major areas insp ec ted : imp 1 ementi ng 
procedures, security organ i zati on, mgt, per s onne 1 & security 
program a ud i t. De tai 1 s withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A. , MCGUIRE, D. R. Region 2, Office of Director. 84/05/25 
lp. 24795:039. 24X Fi c h e : 50-302, 84/05/29, 8406040231 . 


8406110201 Ack receipt of 840406 & 0524 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-302/84-05. Fai lure to control access to protected area on 
830422 constitutes Severity Level III violation. 

0 "REILLY, J. P. Region 2, Office of Director. 84/06/06 WILGUS, WS 
Florida Power Corp. lp. 24872:097. 24X Fi ch e : 50-302, 84/06/06, 

0406110201. 


--84061)0205 Forwards supplemental response to NRC 84030B ltr re 
violations noted in IE Insp Rept 50-302/B4-05. W/o end. 

BAYNARD, P. Y. Florida Power Corp. 84/05/24. 0 'REILLY, J. P. Region 

2, Office of Director. lp. 24872: 09B. 24X Fiche: 50-302, 84/06/06, 

8406110201. 


I. Financial information 


0406290257 Part 21 rept re static load rating on An k er-Ho 1th , Bax ter 
hydraulic sup pressor . Caus ed by failure of Torrington 
self-al igning ball bush ing. Recommends replacement w/ 

Paul-Monroe Hydraulics Part PA-89492 & PA-89493. 

NEWHART, M R Baxter Fluidpower Group. 84/06/21. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 25196:025. 24X 

Fiche: 50-000, 04/06/21, 0406290257. 


8406290270 LER 84-003-00: on 840519, i nadver tent safety injection 
actuation occurred while decreasing RCS pressure. Caused by 
operator failure to block safety injection prior to 
actuation setpoint. Reactor shut d o wn. W/840621 ltr. 

FAY, C. W. Wisconsin Electric Power Co. 84/06/21. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 25199:345. 24X 

Fiche. 50-301, 04/06/21, B406290270. 


8405290307 Forwards "Ohio Edison Annual Rept, 1983, " "Toledo Edison Co 
1983 Annual Rept, " "Duquesne Light Co Annual Rept, 1983" & 
"Cleveland Electric Illuminating Co 1983 Annual Rept. " 

WOOLEVER, E. J. Duquesne Light Co. 84/05/22. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 2pp. 24710:024 24X 

Fiche: 50-000, 84/05/22, 0405290307. 


— 8405290310 "Ohio Edison Annual Rept, 1983. " 

ROGERS, J. T. Ohio Edison Co. 83/12/31. 44pp. 24710:026 24X 

Fiche: 50-000, 04/05/22, 0405290307. 


8405290320 "Duquesne Light Co Annual Rept, 1983. " 

ARTHUR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710 094 24X 

Fiche: 50-000, 84/03/22, 0405290307. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8406110293 Ack receipt of 840406 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/84-05. 

Response to violation re security access control failures on 
830422 requested within 30 days of ltr receipt. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/04/24. WILGUS, W. S. 
Florida Power Corp. 3pp. 24870:231. 24X Fi c h e; 50-302, 84/04/24, 

0406110293. 


— B4061 10295 Responds to NRC 840308 ltr re violations noted in IE Insp 
Rept 50-302/84-05. Correc t ive actions withheld (ref 
10CFR73. 21 8, 10CFR2. 790 < d > ) . 

WESTAFER, G. R. Florida Power Corp. 84/04/06. D 'REILLY, J. P. 

Region 2, Office of Director. lp. 24870:234. 24X 

Fiche: 50-302, 84/04/24, 8406110293. 


8405290323 "Cleveland Electric Illuminating Co 1983 Annual Rept." 
GINN, R. M. Cleveland Electric Illuminating Co. 83/12/31, 43pp. 

24710:134, 24X Fi c h e : 50-000, 84/05/22, 8405290307. 


8406100427 Forwards 1904 internal cash flow pro j ecti on, per 10CFR140. 21 
GREENE, G. E. Florida Power Corp. 84/06/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24965:203 24X 

Fiche: 50-302, 04/06/13, 0406180427. 


P. Operating license stage documents & correspondence 


8406060372 Forwards Amend 68 to License DPR-72 fc safety evaluation. 
Amend raises Tech Spec l^mit on max steam generator 
secondary water leVel from §60 inches to approx 300 inches 
in operating Modes 1 -3. 

R I YENS ARK, QvM. .0,pf,r#fc.|ng, Rif, actors Branch 4. 84/05/25. WILGUS, W. S 

Florida Power CoTjp, 2f p . §4748: 279, 24X Fiche: 50-302, 84/05/25, 

0406060372. 


— 0406110296 Confirms that 030503 ltr forwarding security event rept re 
incident involving threat made by terminated contract worker 
was never received. 

WESTAFER, 0. R. Florida Power Corp. 04/01/10. 0 'REILLY, J. P. 

Region 2, Office of Director. lp. 24070:235. • 24X 
Fiche: 30-302, B4/04/24, 8406110293. 


0406230372 Ack receipt of 840503 ltr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-302/84—06. 

DANCE, H. C. Region 2, Office of Director. 84/05/25. WILGUS, W. S. 
Florida Power Corp. lp. 25133:295, 24X Fiche: 50-302, 84/05/23, 

B406230372. 


8406060374 i. , . ig Tech Spec limit on max 

steam generator s^cpndart water level from 360 inches to 
approx 380 inches in operating Modes 1-3. 

RIVENBARK, G* W» Operating Reactors Branch 4. 84/05/25. 0pp. 

24740:281, 24X Fiche: £'0-002, 84/05/25, 8406060372. 


--w4U6V6w*y.tt- .. " mp p'ortin g Amend to License uPR-72. 

* Office of Nuclear Reactor Regulation, Director. 84/05/25. 3pp 
24748 : 28?, 2,4 X fJ 04/05/25, 8406060372. 


B4Q6wgy»y^ ap« e jy..,a»s> responses of PWRs during natural 

circulation mope of £HR*Study confirms that combination of 
reactor coolant looTp temps reliable indicator of 

natural .c ircui#ti,on * ££yv he used for all PWRs, 

HELTEMES, C. J. Director's Office, 84/05/29. THOMPSON, H. L. Division 
of Human Factors .jSafet^ 24877,170. 24X Fiche: 50 - 000 , 

84 / 05 / 2 ?,; ;• ; ; 
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56060214 Forwards "Natural Circulation in PWRs, " engineering 
evaluation rept Rept indicates that PWR designs respond 
similarly during transition to & establishment of natural 
circulation cooling. 

LANNING, W. D, Reactor Operations Analysis Branch 84/05/25 

SEYFRIT.K. V Reactor Operations Analysis Branch. lp 24877:190 

24X Fiche 50-000,84/05/29,8406080203. 


06000234 "Natural Circulation in PWRs," engineering evaluation rept 
* Director's Office. 84/05/31. 80pp 24877: 181 24X 

Fiche: 50-000, 84/05/29, 8406080203 


040041 Forwards response to eight plant-specific items identified 
830912 SER re Arkansas Power & Light response to Generic 
r 83-28, "Automatic Actuation of Shunt Trip Attachments. " 

STAFER, G. R Florida Power Corp. 84/05/30. STOLZ, J F. Operating 
actors Branch 4. 6pp 24793:354 24X Fi c h e : 50-302, 84/05/30, 

06040041. 


050190 Forwards Request 120 for amend to License DPR-72 in form of 
ch Spec Change Request 82. Amend requests exemption from 
ec 3.0.4 for Tech Spec re high point vents, purge Z>. 
haust sys & fuel storage pool. 

STAFER , G. R. Florida Power Corp. 84 /05/3 1 . DENTON, H.R. Office of 

clear Reactor Regulation, Director. 3pp. 24838: 132. 24X 

che: 50-302, 84/05/31, 8406050190. 


06050198 Application for amend to License DPR-72 in form of Request 
120, requesting exemption from RCS vent, purge & exhaust sys 
& storage pool requirements. 

* Florida Power Corp. 84/05/31 lp. 24838:135 24X 

Fiche: 50-302, 84/03/31, 8406050190. 


06050204 Proposed Tech Spec Change Request 82 re RCS vents, 
containment purge & exhaust isolation sys & storage pool. 

* Florida Power Corp. 84/05/31. 4pp. 24838: 136. 24X 

Fiche: 50-302, 84/05/31, 0406050190. 


030412 Forwards response to NRC 840502 questions re environ 

alification of installed electrical equipment. 

iYNARD, P. Y. Florida Power Corp. B4/05/31. RIVENBARK. G. W. 

eratlng Reactors Branch 4. 3pp. 24804:359. 24X 

che: 50-302, 84/05/31. 8406050412. 


,200483 Forwards safety evaluation re licensee response to 
lREG-0737, Item II. K 2. 13, "Th erma 1 -Mec han i c a 1 Rept." Info 
imonstra tes reasonable assurance that vessel integrity 
lintained. Item closed. 

VENBARK, G. W Operating Reactors Branch 4. 84/06/05. WILGUS.W. S. 

orida Power Corp. 10pp. 25065:317. 24X Fi c he : 50-302, 84/06/03, 

106200483. 


,200476 Informs of review of 820326 Tech Spec Change Request 96, 
ivising criteria requiring periodic dredging of intake 
mal which serves as UHS. Change ac c ep tab le. Mar ked-up Tech 
lees end. 

IVENBARK, G W. Operating Reactors Branch 4. 84/06/07. WILGUS.W. S. 

orida Power Corp. 10pp. 25068:041. 24X Fiche: 50-302, 84/06/07, 

106200476. 


,140130 Responds to 830519 ltr re NUREG-0612 issue of longitudinal 
;iffner & trolley bumper def ic i end es, Des ign of intake 
iructure crane verif i ed. Trol ley bumpers wi ll be added & 
iservice tests p r op os ed . Des i gn analysis eincrl. 

:STAFER, G. R. Florida Power Corp. 84/06/11. DENTON, H. R. Office of 
iclsar Reactor Regulation, Director. 194pp, 24932: 131. 24X 

che: 50-302, 84/06/11, 8406140130. 


,220245 Forwards B40613 ltr to EPA re uemovai of bathythermographs 

ip 3 lb study. All units will be remove^ frpMPi study site by 

10615. 

■STAFER, G. R. Florida Power Corp. 84/06/1 B. DENTON, H. R. Office of 
idear Reactor Regulation, Director 3-n-m 3SORi - 24X 

iche; 50-302, 04/06/18, 8406220243. 


,220200 Responds to Generic Ltr 83-28, ,J Bi|iq:Oire<i Actions Bated on 

ineric Implications of Salem ATWS Event:?. ft Util expects to 

implete engineering effort fc *uppiy adi|l £nfo by 840731, 

iSTAFER, G. R. Florida Power Corp. 84/06/19. STOLZ, J. F. Operating 

uctors Branch 4. 2pp. 25082: 007. 24* fiche l 30-302, 84/06/19, 

106220200. 


,290238 Clarifies 831118 commitment t-$ install redundant safety- 

ade level indications on emerg^n&y Fesedwater tank by 

(fuel VI instead of condensate storage by Raf uel V. 

urgency feedwater Valves 3 & 4 will not be installed. 

iSTAFER, G. R. Florida Power Corp. 84/06/26. Operating Reactors 

arch 4. 2pp. 25199:334. 24* Fichai 30~&P2, 84/06/26, 8406290288, 


Q Inspection reports, IE Bulletins h correspondence 


8406110293 Ac k receipt of 840406 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/84-05. 

Response to violation re security access control failures on 
830422 requested within 30 days of ltr receipt 

0 'REILLY, J P Region 2. Office of Director 84/04/24. WILGUS.W. S. 
Florida Rower Corp 3pp. 24870 231 24X Fiche: 50-302, 84/04/24, 

8406110293 


— 8406110295 Responds to NRC 840308 ltr re violations noted in IE Insp 
Rept 50-302/84-05 Corrective actions withheld (ref 
10CFR73 21 & 10CFR2. 790(d) ). 

WESTAFER.GR. Florida Power Corp 84/04/06. 0 'REILLY, J. P. 

Region 2, Office of Director lp 24870:234. 24X 

Fiche 50-302, 84/04/24, 8406110293. 


— 8406110296 Confirms that 830303 ltr forwarding security event rept re 
incident involving threat made by terminated contract worker 
was never received. 

WESTAFER, G R. Florida Power Corp. 84/01/10. 0 'REILLY, J. P. 

Region 2, Office of Director. lp. 24870:235. 24X 

Fiche: 50-302. 84/04/24, 8406110293. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi c he : 50-000, 84/03/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24080:103. 24X Fi c h e : 50-000, 84/03/25, 8405240317. 


8406230372 Ack receipt of 840503 ltr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-302/84-06. 

DANCE, H. C Region 2, Office of Director 84/03/25. WILGUS.W.S. 
Florida Power Carp. lp. 25133:293. 24X Fiche: 30-302, 84/05/25, 

8406230372. 


— 8406230382 Responds to NRC 840405 ltr re violations noted in IE Insp 
Rept 50-302/83-09 Corrective ac t i ons : in s trument calibr 
program restructured to establish single point of 
accountab i 1 ity within maint dept. 

WESTAFER, G. R. Florida Power Corp 04/05/03. O 'REILLY, J. P. 

Region 2, Office of Director 2pp. 25133:296. 24X 

Fiche: 30-302, B4/05/23, 8406230372 


—8406230390 Forwards IE Insp Rept 50-302/B4-06 on 840131-0224 & notice 
of deviation. 

DANCE, H. C. Division of Project & Resident Programs. 84/04/03. 
WILGUS, W. 5 Florida Power Corp. 2pp 25133:298. 24X 

Fiche: 50-302, 84/05/25, 0406230372 


— 8406230395 Notice of deviation from insp on 840131-0224. 

* Region 2, Office of Director. 84/04/05. lp. 25133:300. 24X 

Fiche: 30-302, B4/05/25, 8406230372. 


— 0406230404 IE Insp Rept 50-302/64-06 on 840131-0224. Deviat i on noted: 
failure to complete corrective actions described in B30616 & 

0729 responses to violation noted in IE Insp Rept 
30-302/83-09. 

8TETKA, T. F. , ROGGE, J. F. Region 2, Office of Director. PANCIERA, V. 

Division of Project & Resident Programs. 84/04/04. 10pp. 

25133:301. 24X Fi c h e : 50-302, 04/05/25, 0406230372. 


640604023 1 Forwards IE Safeguards Insp Rept 30-302/84-15 on B40307-U. 
No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 04/03/29. WILGUS, W. B. 
Florida Power Corp. 2pp. 24793:037. 24X Fiche: 30-302, 84/05/29. 
8406040231. 


— 0406040238 IE Safeguards Insp Rept 30-302/84-13 on 840307-11. No 
noncompliance noted. Major areas inspected : imp lementing 
procedures, security org ani xation, mg t, p er sonne 1 & security 
program aud i t , Deta i 1 s withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A, , MCGUIRE, D. R. Region 2, Office of Director. 84/03/23. 
lp. 24793:039. 24X Fi c h e : 30-302, 84/03/29, 8406040231 . 


0403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of New 

York, Inc 122pp. 24879:342. 24X Fi c he : 30-000, 84/03/30, 8403290383. 


">06010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103), 04/06/01. Consolidated Edison Co. of New 

York, Inc. IOOdp. 23050:244, 24X Fiche: 30-000, 04/06/01, 0406010423. 
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8406050012 IE Info Notice 84-42. "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/05 Consolidated Edison Co of New 

York. Inc 120pp 25050 124 24X Fi c h e 50-000, 84/06/05, 8406050012 


8406110201 Ack receipt of 840406 b 0524 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-302/84-05. Fa i lure to control access to protected area on 
830422 constitutes Severity Level III violation. 

O'REILLY. J P. Region 2. Office of Director 84/06/06 WILGUS, W. S. 
Florida Power Corp. Ip 24872: 097 24X Fiche 50—302. 84/06/06. 

8406110201 


--8406110205 Forwards supplemental response to NRC 840308 ltr re 
violations noted in IE Insp Rept 50-302/84-05. W/o encl 
BAYNARD, P.Y. Florida Power Corp. 84/05/24 O'REILLY. J.P Region 
2, Office of Director lp. 24872 098 24X Fi c h e: 50-302. 84/06/06, 

8406110201 


8406050350 IE Info Notice 84-43, "Storage k Handling of Gpthalmic Beta 
Radiation Applicators. " Svc list encl. 

GRACE, J N. Division of QA, Safeguards b Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050 032 24X Fi c h e 50-000. 84/06/07, 8406050350. 


8406120283 Forwards response to IE Bulletin 84-02, "Failure of GE Type 
HFA Relays in Use in Class IE Safety Sys. " Two mod approval 
records written to replace 50 saf ety-related relays. 

WESTAFER, G. R. Florida Power Corp. 84/06/07. 0 'REILLY, J. P. Region 

2, Office of Director. 4pp. 24B88: 344. 24X Fi ch e : 50-302, 84/06/07, 

8406120283. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c he 1 50-000, 84/06/08, 8406060336. 


8406190193 Forwards response to IE Bulletin 82-02, Action Items 1,2 M 
re threaded fastener prac t i c es. FI ang e at Location P-6 showed 
definite signs of leakage during Refuel III insp. 

WESTAFER. G.R Florida Power Corp 84/Q6/08. 0 'REILLY, J. P. Region 

2, Office of Director. 5pp 24980:350. 24X Fi che: 50-302, 84/06/08, 

8406190193 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list enci. 

JORDAN, E. L. Division of Emergency Preparedness X». Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049.001. 24X Fi c h e : 50-000, 84/06 / 1 1 , 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/13 Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 84060901 73. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f ica t ion Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049 033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5. 


84061B0353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 030103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. llBpp. 25536:043. 24X Fiche : 50-000, 84/06/ 18, 8406100353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406100360. 


8406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fi ch e: 50-000, 84/06/21 , 84061 90327. 


R. Periodic operating reports b related correspondence 


8406110216 Monthly operating rept for May 1984. W/84Q606 ltr. 

GRAHAM, D. , WESTAFER, G. R. Florida Power Corp. 84/05/31. 

DEYOUNG, R. C. Director's Office, Office^of Inspection and 
Enforcement. 5pp. 24871:036. 24X Fiche: 50-302, 84/05/31, 84061 10216. 


8406150032 Forwards util 840604 b 07 ltrs to EPA forwarding notes 
of conference from 840503 third quarterly progress meeting 
re EPA 316 study. 

WESTAFER, GR Florida Power Corp 84/06/11. DENTON, . H R. Office 
of Nuclear Reactor Regulation, Director 36p p 24944:309 . 24X 

Fiche: 50-302, 84/06/11, 8406150032 


S Reportable occurrences, LERs b related correspondence 


8406010330 LER 84-010-00: on 840426, non-nuc 1 ear instrumentation Y power 
supply f a 1 1 ed , cau s ing erroneous signals to be sent to 
integrated control sys Caused by failure of capacitor 
w/wrong ratings installed W/840529 ltr 

BANDHAUER, W K , WESTAFER, G R. Florida Power Corp 84/05/26. 6pp 
24753:149 24X Fi c h e : 50-302 , 84/05/26, 84060 1 0330. 


8406050366 Forwards updated LERs 80-036/03X-1 , 80-058/03X- 1. 
82-041/03X-1, B2-051/03X-1 % 82-059/03X-1 

WESTAFER, G R Florida Power Corp. 84/06/01. Record Services 

Branch (Document Control Desk). lp 24843:303. 24X 

Fiche: 50-302, 84/06/01, 8406050366. 


— 8406050374 Updated LER 80-036/03X- 1 : on 800B27, while performing 
Surveillance Procedure SP-320, decay heat pump discharge 
throttle valve DHV-1 1 1 would not control flow in automatic. 
Caused by water in sensing line. 

THOMPSON, R H. Florida Power Corp. 84/06/01. 2pp. 24843 304 
24X Fiche: 50-302. 84/06/01, 8406050366. 


— 8406050381 Updated LER 80-058/03X-1 : on 800806, while performing 
surveillance re ECCS pump o p erab 1 1 i ty , d ec ay heat pump 
discharge throttle valve DHV-110A would not control flow in 
automatic. Caused by air in sensing line. 

THOMPSON, R. H, Florida Power Corp. 84/06/01. 2pp 24843:306. 
24X Fiche. 50-302, 84/06/01, 8406050366 


— 8406050385 Updated LER 82-04 1 /03X-1 • on 820608, while verifying 
operability of boron injection sources b p ump s , DHV-1 1 1 
failed to control flau, contrary to Tech Specs. Caused by 
stuck high flow switch. 

THOMPSON, R. H. Florida Power Corp. 84/06/01. 2pp. 24843:300 
24X Fiche: 50-302, 84/06/01, 8406050366. 


— B406Q5039 1 Updated LER 82-051 /03X-1 . on 820728, while recirculating 
borated water storage tank w/decay heat pump 1A, DHV-110 
determined inoperable, contrary to Tech Specs. Caused by air 
in DH-43-FIS sensing lines. 

THOMPSON, R. H. Florida Power Corp. 84/06/01. 2pp. 24B43:310. 
24X Fiche: 50-302, 84/06/01. 8406050366. 


— 8406050394 Updated LER 82-059/03X-1 : on 820915, while performing 
surveillance on decay heat line 8,DHV-111 failed to control 
flow as intended, c ontrary to Tech Specs. Caused by inoperable 
flow switch. 

THOMPSON, R. H. Florida Power Corp. 84/06/01. 2pp. 24843 312 
24X Fiche: 50-302, 84/06/01, 8406050366. 


S406150100 LER 84-011-00: on 840509, d i scharg e check valve RWV-30 on svcs 
seawater pump RWP-2A found stuck open due to corrosion. Los s 
of independence not recogniied by personnel until 840517. 

Review of other safety sys und erway . W/84061 1 ltr. 

BANDHAUER. W. K. , WESTAFER , G. R . Florida Power Corp. 84/06/11. 4pp. 
24943:001. 24X Fi ch e : 50-302, 84/06/ 1 1 , 84061 50100. 


8406280409 Special Rept B4-02: on 840312, engineered safeguards high 
pressure injection in i t i a t e d . Cau sed by spurious actuation of 
Channel 2 train B. Equipment replaced b borated water 
injected. 

WESTAFER, G. R. Florida Power Corp. 84/06/13. 0 'REILLY, J. P. Region 

2, Office of Director. 3pp. 25193:096. 24X Fi c h e: 50-302 , 84/06/13, 

8406280409. 


8406250273 Ack receipt of 840529 ltr re deficiencies in HVAC equipment 
mfg by Bahnson Co. Investigation revealed that util has never 
done business w/Bahnson Co nor w/Flakt. In-depth review of 
purchase orders initiated. 

SCOTT, L. H. Florida Power Corp. 84/06/19. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. lp. 25117 : 362. 24X 

Fiche, 50-302, 84/06/19, B406250273. 
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S. Reportable occurrences, LERs & related correspondence 


8406010313 Supplemental Part 21 rept re possible insulation damage to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511 . Cer tai n reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 
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KET 50-304 2 ION NUCLEAR POWER STATION. UNIT 2 


Security, medical, emergency & fire protection plans 


6230358 Provides basis for accepting commitment dates extending 
eyond acceptable dates in 830601 memo re emergency response 
apability schedules Comm i tment date for summary rept on 
stalled control room design review is 860501. 

ORRIS, U A Operating Reactors Branch 1 83/08/25 EISENHUT, D. G 

jvision of Licensing 3pp 25103: 354. 24X Fiche 50—295, 83/08/25. 

406200359 


6010151 Revised Page 1 to emergency plan implementing procedures 
ndex, tJ/transmi fcta 1 h receipt form 

UML.C Commonwealth Edison Co 84/03/20 3pp. 24753 304. 24X 

iche. 50-295. 84/03/20, 8406010151. 


6060186 Public version of Rev 4 to generating stations emergency 
lan.W/840505 itr 

Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

iche: 50-000, 84/04/30, 8406060186. 


6140142 Forwards IE Insp Repts 50-295/84-03 & 50-304/84-03 on 
40321-0511 No noncompliance noted. 

HAFER, W D Region 3, Office of Director 84/05/22 REED, C. 
omrtonwea l th Edison Co. 2pp 24926:183. 24X Fiche: 50-293, 84/05/22, 

406140142 


406140145 IE Insp Repts 30-295/84-03 fc 30-304/84-03 on 840321-031 1 . No 
noncompliance or deviations noted. Major areas inspected: 
emergency preparedness exerc ise, Part 21 r ep t, ref uel ing 
activities & IE bulletin & LEF followup. 

DUNAWAY. FR. Region 3. Office of Director. 84/05/21. 12pp. 

24926 185. 24X Fi c h e : 50-295. 84/05/22, 84061 40 1 42. 


6150067 Revised emergency plan implementing p r oc ed ur es , in c 1 ud ing 
a IP Attachment 1 re spill prevention control, EPIP 330-1 
b typos S. EPIP 350-1 re calculation of main steam line 
eleases. W/840525 transmittal form. 

LIML.G. Commonwealth Edison Co. 84/05/25. 20pp. 24943:338. 24X 

iche. 50-295, 64/05/25, 8406150067. 


6060261 Discusses plans for 1985 emergency e x ere i s e. State s of IL & 
I Sc local govt agencies will participate in e x ere i se. P lan 
5 in accordance ui/840416 exemption request & applicable 
sgulati ons 

4SCARANQ, R . N. Commonuea 1 th Edison Co. 84/06/01. DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. 2pp. 24637:133. 

IX Fiche 50-295, 84/06/01, B406060261. 


6060283 Responds to B40427 ltr re proposed means for satisfying 
3CFR50.App E, Paragraph IV. B requirement to annually review 
jergency action levels. Lists concerns & comments on util 
jur-point proposal. 

*P£RIELLO, C J. Region 3, Office of Director. 84/06/04. REED, C. 
jnnonwea 1 th Edison Co. 2pp. 24657:167. 24X Fiche: 50-000, 84/06/04, 

106060283 


106060295 Discusses proposed means for satisfying 10CFR50, App E, 
Paragraph IV B requirements to annually review emergency 
action levels Annual meeting w/offsite agencies will be 
held at each station. 

FARRAR, D L. Commonwealth Edison Co. 84/04/27. KEPPLER , J. 0. 
Region 3, Office of Director. 2pp. 24657: 169. 24X 

Fiche. 50-000 , 84/06/04, 8406060283. 


>070214 Reconfirms & updates Region III access author i zat i on lists 
>r admitting NRC personnel to facil ities. Recommends that 
idividuals w/Q or L access authorization be granted 
lescorted access to vital & protected areas. 

IELS0N, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
immontuea 1 1 h Edison Co. 7pp. 24746:331. 24X Fiche: 30-293, 84/06/04, 

1060702 1 4. 


illO202 Corrected Pages 2 & 8 for Rev 2 to Emergency Plan 
iplementing Procedure EPIP 320-1, "Activation of Generating 
ation Emergency Plan Station Group, “ W/840604 transmittal 
receipt form 

■IML. 0. Commonwealth Edison Co. 04/66/04. 4pp. 24871:031. 24X 

che: 50-295, 04/06/04, 84061 1 0282. 


200029 Notification of 840608 meeting w/util in Bethesda,MD to 
scuss content, requirements &< format of formal request in 
ne 1904 on exemptions from certain requirements of 
CFR50. 48 ii App R re fire protection, 

RRIS, J. A. Operating Reactors Branch 1, 84/06/06, VARGA, S. A. 

erating Reactors Branch 1. 2pp. 2.5053: 288, 24X 

Che: 50-295 , 84/06/06, 840 6200029. 


8406270246 Forwards order confirming licensee commitment to implement 
emergency response capability requirements of NUREG-0737, 

Sup p I 1 

VARGA, S A Operating Reactors Branch 1 84/06/12. FARRAR, D. L. 

Commonwealth Edison Co 2pp 25174 299 24X Fiche: 50-295, 84/06/12, 

8406270246 


— 8406270249 Order confirming licensee commitment to implement emergency 
response capability requirements of NUREG-0737. Supp 1 1. 

EISENHUT.D G Division of Licensing 84/06/12 Commonwealth 

Edison Co 6pp 25174 301 24X Fi c h e : 50-295, 84/06/ 1 2, 8406270246. 


8406280191 Clarifies & completes record re order confirming licensee 
commitments on emergency response capab i 1 i ty , per 840612 ltr. 

Lists noteworthy clarifications of schedule commitments in 
addition to submittals responding to Generic Ltr 82-33. 

CASCARANO, R N Commonwealth Edison Co. 84/06/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25180:319. 
24X Fiche: 50-293, 84/06/22, 8406280191. 


8406280189 Releases public version of util emergency plan 
documentation 

FELTON, J M Division of Rules and Records. 84/06/25. Record 
Services Branch (Document Control Desk). 2pp. 25209:083. 24X 

Fiche: 30-000, 84/06/25, 8406280189 


— 8406280227 Public version of offsite generating station emergency plan 
or gan i zat i on. 

* Commonwealth Edison Co 84/06/30. Ip. 25209:005. 24X 

Fiche: 50-000, 84/06/25, B406280189. 


P. Operating license stage documents & correspondence 


8406120423 Rev 3 to Radiation Protection Procedure RP-1520-5. 
"Preparation & Shipment of Samples for Special Analysis.' 1 
W/840525 transmittal ltr. 

* Commonwealth Edison Co 84/03/23. 7pp. 24092:092. 24X 

Fiche: 50-293, 84/03/23, 8406120423. 


8406200522 Forwards request for addl info to complete review of util 
830310 response to Generic Ltr 82-28, "Inadequate Core 
Cooling Instrumentation Sys " Info should be provided within 
30 days 

VARGA, S A Operating Reactors Branch 1. 84/05/30. FARRAR, D, L. 

Commonwealth Edison Co. 8pp. 25053:351. 24X Fiche: 50-295, 84/03/30, 

8406200522. 


8406030418 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events. " 

BARNES, P.L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 27pp. 24804:113, 24X 

Fiche: 30-000, 84/06/01, 8406030418. 


8406210340 Discusses extension of deadline for environ qua 1 i f i cation of 
electrical equipment important to safety, per 10CFR50. 49 ( q ) . 

Required implementation date for hydraulic operators no 
later than startup from next refueling outage. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/06/04. FARRAR, D. L. Commonwealth Edison Co. 4pp. 23069:201. 

24X Fiche: 50-304, 84/06/04, 8406210340. 


8406120217 Submits further clarifications of items contained in util 
840423 ltr re post-accident sampling sys (PASS). Table 
providing requested info on me th od ol og y , rang e & accuracy for 
parameters to be measured using PASS end. 

CASCARANO, R. N. Commonwealth Edison Co. B4/06/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24890:129. 
24X Fiche: 50-293, 84/06/03, 8406120217. 


8406260336 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A— 49, "Pressurized Thermal Shock" & A-43, "DHR. " 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. FARRAR, D. L. 

Commonwealth Edison Co. 11pp. 23138:140. 24X Fiche: 30-293, 

04/06/10, 8406260336. 


8406280206 Forwards response to 840311 request re equipment requiring 
environ qua 1 i f i ca t i on. Jus t i f i cati on for continued operation 
demonstrates failure of equipment subj to 10CFR50. 49 will 
not prevent sys from performing safety functions. 

CASCARANO, R, N. Commonwealth Edison Co. 04/06/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 22pp. 23179:100. 

24X Fiche: 50-293, 04/06/20, 8406280206. 


128 


DOCKETED ITEMS 


G. Inspection reports, IE Bulletins S- correspondence 


8406080177 Forwards transparencies used in 840518 presentation re 
status of regulatory improvement program 

FARRAR- D. L Commonwea 1 th Edison Co. 84/05/22 KEPPLER- J. G Region 
3, Office of Director 4lpp 24858:239 24X Fiche 50-000,04/05/22, 
84060B0177 


8406140142 Forwards IE Insp Repts 50-295/84-03 k 50-304/B4-03 on 
840321-0511 No noncompliance noted 

SHAFER, W.D Region 3, Office of Director 84/05/22. REED, C 
Commonwealth Edison Co 2pp 24926 183. 24X Fi ch e 50-295, 84/05/22, 

8406140142 


—8406140145 IE Insp Repts 50-295/84-03 l> 50-304/84-03 on 840321-0511 No 
noncompliance or deviations noted Major areas inspected: 
emergency preparedness exercise, Part 21 rept, refuel ing 
activities l IE bulletin ?« LER followup 

DUNAWAY, F R. , HOLZMER, M. M. , WRIGHT, G Region 3, Office of 

Director. 84/05/21. 12pp 24926:185 24X Fic he: 50-295, 84/05/22, 

8406140142 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation of Containment 
Spray Sys " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of New 

York, Inc 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 8405230319 


8405240317 IE Info Notice 83-66, SuppI 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25 Consolidated Edison Co. of New 

York- Inc. 127pp. 24330.103. 24X Fi c he ; 50-000, 84/05/25, 8405240317. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc 122pp. 24879:342. 24X Fiche; 50-000, 84/05/30, 8405290383. 


840605037B Discusses 840518 meeting re implementation of util 
regulatory performance inprovement p lan, d eve 1 op ed in 
response to NRC concerns over recent errors & escalated 
enforcement actions. 

NORELIUS, C. E. Division of Project & Resident Programs. 84/05/31. 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 50-000,84/05/31, 840605037S. 


B406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list end. 
JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 9406010423. 


8406070214 Reconfirms 8t updates Region III access author i zat i on lists 
for admitting NRC personnel to f ac i 1 i ti es. Recommend s that 
individuals w/G or L access author i ration be granted 
unescorted access to vital & protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp 24746:351. 24X Fiche: 50-295, 84/06/04, 

0406070214. 


8406050012 IE Info Notice 04-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice B4-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103 ) 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44. "Environ Oualif i cat ion Testing of 
Rockbestos Cables." Sv c list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post B3Q103). 84/06/09. Consolidated Edison Co. of New 

York- Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08- 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/13, Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/ 13, 8406080173. 


8406130.315 IE Info Notice 84-47. "Environ Qualification Tests of 
Electrical Terminal Blocks " Svc list encl 

JORDAN, E L Division of Emergency Preparedness S- Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of Ne_ 

York, Inc 122pp 25049 033 24X F l c h e 50-000, 84/06/ 1 5, 8406 130315 


8406180353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
Valves." Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/06/18 Consolidated Edison Co. of Neu 

York, Inc 118pp 25536 043 24X F i c h e 50-000, 84 /06/ 1 B, 84061 80353 

8406180360 IE Info Notice 84-49, "IG5CC Leading to Steam Generator Tube 
Failure " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84 / 06/18 Consolidated Edison Co. of N«u 

York, Inc 118pp. 25535 286 24X Fi c h e 30-000, 84/06/ 18, 8406180360 


8406190327 IE Info Notice 84-50, " C lar i f a c a t i on of Scope of QA Programs 

for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 030103). 84/06/21. Consolidated Edison Co. of New 

York, Inc 63pp. 25535:041. 24X F i c h e 50-000, 84/06/2 1 , 8 4061 90327 


R. Periodic operating reports & related correspondence 


8406110252 Monthly operating repts for May 19B4 W/B40605 ltr. 

AUSTIN, G. , GRAESSER, K. L. Commonwealth Edison Co. 04/05/31. 12pp 
24868:137 24X F i c h e ; 50-295 , 84/05/31 , B406 11 0252 


S. Reportable occurrences, LERs & related correspondence 


8406110253 LER 84-012-00: on B40420, d ur in g break in refuel i ng , sh if t mgt 
noted that testing of containment purge 5. vent sys had not 
been done prior to fuel noves. Personnel counseled to verify 
prerequisites to subsequent operat ions. W/840606 ltr 

HOLDEN, L. C. , GRAESSER- K. L Commonwealth Edison Co. 84/06/06 3pp. 
24870:273. 24X Fi ch e : 50-304 , 84/06/06, 8406 1 1 0253. 


8406180330 Advises that LER 84-012-00, submi t ted on B40606- forwarded 
outside 30-day reporting requirement since subj LER 
reclassified from nonreportable to r ep or ta b 1 e. LER end. 

W/o encl. 

GRAESSER. K. L. Commonwealth Edison Co. 84/06/08. Record Services 
Branch (Document Control Desk). Ip 24962:070 24X 

Fiche: 50-304, 84/06/08- 8406180330. 


V. Operator Examinations 


840605024 1 Notifies that uritten & oral exams for operator Z< 
senior operators scheduled for 840723 & 30-3 1 , reap ec t i ve 1 y . 
Approved ref matl listed in End 1 should be furnished by 
840615. 

WALKER, R. D. Region 3- Office of Director. 84/05/24 SCHOLAND, J. 
Westinghouse Electric Corp. 5pp. 24841:211. 24X 

Fiche: 50-295- 84/05/24, 8406050241. 


8406050469 Requests listed ref matl for operator & senior operator 
licensing exams on 840723-27 Delay in receiving matl will 
result in delay in administering e xams . Re qu ir ements for 
conducting exams encl. 

WALKER, R. D Region 3- Office of Director. 84/05/24. REED, C. 
Commonwealth Edison Co. 5pp. 24841:357. 24X Fich e: 50-295, 84/05/24, 

8406050469. 
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F. Security, medical, emergency St fire protection plans 


B406050268 Advises that 840416 Rev 3 to emergency plan meets planning 
stds of 10CFR50.47 & requirements of App E to 10CFR50. 

PAPERIELLO, C. J. Region 3-' Office of Director. 84/06/01. 

G1ESLER , C. W. Wisconsin Public Service Corp. Ip. 24840:275. 24X 

Fiche: 50-305- 84/06/01- 8406050268. 


84060702B6 Reconfirms Si updates access author iiation lists for 
admitting NRC personnel to facilities. Recommends listed 
individuals be granted unescorted access to vital 8< 
protected areas. 

AXELSON, W. L. Region 3. Office of Director. 84/06/04. GIE9LER,C.W 
Wisconsin Public Service Corp. 7pp. 24744:208. 24X 

Fiche: 50-305, 84/06/04, 8406070286. 


8406120190 Informs that facility has been selected for emergency 
response facilities appraisal per NUREG-0737, Supp 1 1. 

Appraisal scheduled for Uk of 840709-13, 

PAPERIELLO, C. J, Region 3- Office of Director. 84/06/00, 

GIESLER, C. W. Wisconsin public Service Corp, lp. 24889:285. 24X 

Fi ch e : 50-305, 84/06/08, 8406120 1 90. 
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'29 Forwards order confirming licensee commitments in 830415,21, 
i 840203 ltrs in response to Generic Ltr 82-33 re 
MI related items in N‘JREG-0737, Supp 1 1. 

S A Operating Reactors Branch 1 84/06/12 GIESLER, C.W 

s in Public Service Corp 3pp 25183 316 24X 

50-305, 84/06/12, 8406270029 


0035 Order confirming licensee 830415,21,0804 & B40203 
itments on emergency response capab i 1 i ty , p er 
0-0737, Supp 1 1 (Generic Ltr 82-33). 

NHIIT, D G. Division of Licensing 84/06/12. Wisconsin 
ic Service Corp. 6pp 25183 319 24X Fi c h e : 50-305 , 84/06/ 12, 

270029 


66 Forwards IE Safeguards Insp Rept 50-305/84-06 on 840507-11 
ce of vi o lati on. Rep t details & notice of violation 
Id (ref 10CFR73. 21 ) . 

Mi W L. Region 3, Office of Director. B4/06/22. GIESLER,C.W 
sin Public Service Corp. 2pp. 25205:262. 24X 

30-305, 84/06/22, 8406290366. 


0374 IE Safeguards Insp Rept 50-305/84-06 on 840507-11. 
ompliance no t ed : por t i on of vital area barrier inadequate 
ckages inadequately searched. Details withheld 
10CFR73. 21). 

DA. T. J. • STAPLETON, B. W , CREED, J. R. Region 3, Office of 

ctor 84/06/21. 2pp. 25205:264. 24X Fi c h e : 50-305, 84/06/22, 

290366. 


ting license stage documents t>. correspondence 


-8406210407 Proposed Tech Specs adding 4. 5. a. 3 to require testing of 
containment fan coil emergency discharge & backdraft dampers 
at each refueling outage 

* Wisconsin Public Service Corp. 84/06/18. 3pp. 25057:329. 24X 

Fiche 50-305, 84/06/18, 8406210406 


8406220199 Advises that evaluation of Unresolved Safety Issue A-2, 
"Assymetric Blowdown Loads on Reactor Primary Coolant Sys, " 
will be completed by 840901. Util will notify NRC on or by 
840915 of preferred method of resolution 

G IESLER , C W. Wisconsin Public Service Corp. 84/06/18. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25087:315. 24X 

Fiche: 50-305, 84/06/18, B406220199 


B406280338 Forwards Amend 54 to License DPR-43 it safety evaluation. 
Amend changes burnup dependent total peaking factor from 
37 GWD/MT to 43 GWD/MT (peak rod) 

NEIGHBORS, J D, Operating Reactors Branch 1. 84/06/19. GIESLER, C. W. 

Wisconsin Public Service Corp. 2pp. 25192-352. 24X 

Fiche: 50-305, 84/06/19, 8406280338 


•8406280343 Amend 54 to License DPR-43, c hang i ng burnup dependent total 
peaking factor from 37 GWD/MT to 43 GWD/MT (peak rod). 

VARGA, S A. Operating Reactors Branch 1. 84/06/19, 4pp. 

25192:354. 24X Fi c h e : 50-305, 84/06/19, 8406280338. 


•8406280348 Safety evaluation supporting Amend 54 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 6pp. 
25192:358. 24X Fich e: 50-305, 84/06/19, 8406280330. 


D4 Forwards listed JAER I upper plenum injection data currently 
staff review. Enc Is withheld. 

3 A. Operating Reactors Branch 1. 84/06/01. GIESLER, C. W. 

sin Public Service Corp. 2pp. 24077:360. 24X 

50-305, 84/06/01, 8406080004 


32 App 1 i ca t i on for proposed Amend 60 to License DPR-43, 
king administrative errors due to ambiguous wording. 

H amend fee end. 

?,C W. Wisconsin Public Service Corp. 84/06/04. DENTON, H. R. 
of Nuclear Reactor Regulation, Director. 8pp. 24892:108. 

:he 50-305, 04/06/04, 8406120482. 


8406250055 Responds to Generic Ltrs 83-10C & D, "Automatic Trip of 
Reactor Coolant Pumps. " Implementation of Rev 1 to emergency 
response guidelines specifying appropriate reactor coolant 
pump trip setpoint resolves issues 

GIESLER, C W. Wisconsin Public Service Corp. 84/06/20. 

EISENHUT , D. G Division of Licensing. 3pp. 25130:016. 24X 

Fiche: 50-305, 84/06/20, 8406250055. 


8406260025 Forwards requested info re reactor inventory tracking sys & 
core exit thermocouple sys. 

GIESLER, C. W. Wisconsin Public Service Corp. 84/06/2 0. VARGA, S. A. 
Operating Reactors Branch 1. 11pp. 25141:288. 24X 

Fiche: 50-305, 84/06/20, 8406260025. 


)484 Proposed Tech Specs correcting administrative errors due to 
I u ous wording. 

Isconsin Public Service Corp. 84/06/04. 14pp. 24892:116. 

•iche 50-305, 84/06/04, 8406120402. 


Requests remittance of Class III fee for review of 840517 
evaluation of RHR sys autoclosure feature. 

I.M License Fee Management Branch. 04/06/06. GIESLER, C. W. 
i in Public Service Corp. 1 p . 24937:139. 24X 

iO-305, 84/06/06, 8406140076. 


)9 Forwards Rev 4 to operational QA program d escr i p t i on. Rev 
es commitments It reflects organ i za t i ona 1 changes. 

I,C W. Wisconsin Public Service Corp. 84/06/11. KEPPLER, J. G. 
i 3, Office of Director. Ip. 25152:286. 24X 

SO-303, 04/06/11, 8406260199. 


8406260269 Ac k receipt of request for 840611 proposed QA program 
changes. Based on current schedule for review of subj 
submittals, anticipates that more than 60 days required to 
complete review & evaluation. 

NORELIUS, C. E. Division of Project i>. Resident Programs. 04/06/21. 
GIESLER, C W. Wisconsin Public Service Corp. Ip. 25150:036. 24X 

Fiche: 50-305, 84/06/21, 8406260269. 


8406280351 Forwards "Cycle 10 Startup Rept, June 1984." 

GIESLER, C. W. Wisconsin Public Service Corp. 94/06/21. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 25193:196. 24X 

Fiche: 30-305, 84/06/21, B406280351. 


— 84062B0355 "Cycle 10 Startup Rept, June 1984. " 

* Wisconsin Public Service Corp 84/06/30. 36pp. 25193:197. 

24X Fiche: 30-305, 84/06/21, 0406280351. 


1202 Rev 4 to operational QA program description. 

sconsin Public Service Corp. 84/06/11. 24pp. 25152:287. 

■iche: 50-305, 84/06/11, 8406260199. 


5 Forward* draft technical evaluation rept, "Control of 
.oads-Phas® 1 1 , 6 * * * * 11 for review w/particular attention to 
:ed open items. Comments it resolution of open items 
' discussed via conference teleon, 

LA. Operating Reactors Branch 1. 04/06/13. GIESLER, C. W. 

in Public Service Corp. 2pp. 23138: 180, 24X 

10-305,84/06/13,8406260515. 


064 "Control of Heavy Loads-Phas* lii Kewaunee Nuclear Power 
, " draft technical evaluation rept*. 

R,R. J. Franklin Inst i tut e /Fran (Clin Research Center* 

3-81-130. TER-C 5506-4 97 DRFT. 84/03/S>l, NRC - No Detailed 

iation Given. 24pp. 23138:182* 24X Fiche: 30-303, 84/06/13, 

60515. 


6 Application for proposed Amend 64 to; License DPR-4.3- ad d ing 

ec 4. 5. a. 3 to require testing of confainment fan coil 

;y discharge & backdraft damper® at each refueling 
Class III license amend fee end, 

, C:, W. Wisconsin Public Service Off^p, 84/06/18. DENTON, H. R. 

of Nuclear Reactor Regulation, Director . 2pp. 25057:327. 

he: 50-305, 84/06/18, 8406210406. 


Q. Inspection reports, IE Bulletins & correspondence 


8406030478 Submits addl response to IE Bulletin 83-07 re apparently 
fraudulent products sold by Ray Mi 1 1 er, Inc. Enc 1 updates 
840524 ltr adding footnote to Line 9 to identify sys as 
■af ety-r elated U info to remarks section. 

GIESLER, C. W. Wisconsin Public Service Corp. 84/03/24. KEPPLER, J. G. 

Region 3, Office of Director. 3pp. 24842: 182. 24X 

Fiche: 30-305, 84/03/24, B406030478. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Bye." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co, of New 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/03/23, 8403230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/05/25. Consolidated Edison Co. of New 

York, Inc, 127pp. 24880:103. 24X Fiche: 30-000, 84/03/23, 8403240317. 


8406030343 Ack receipt of 840518 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-303/84-03. Base d 
on 840323 telcon> interim measures to ensure respiratory 
protection training adequate until program modified. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/05/29. 

GIESLER, C., £. Wisconsin Publ ic Service Corp. Ip. 24804:304. 24X 

Fiche; 30-303, 84/03/29, 8406030343. 
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— 8406050347 Responds to NRC B40419 ltr re violations noted in IE Insp 
Rept 50-305/84-03 Corrective actions: training dept 
performing upgrade of respiratory protection training given 
to contractors who require use of respirators 
GIESLER, C. W. Wisconsin Public Service Corp. B4/05/1B. 

PAPER IELLOiC J Region 3. Office of Director 2pp. 24804 305 
24 X Fiche: 50-305. 04/05/29. 8406050343 


8405290383 IE Info Notice 64-40. “Emergency Worker Doses 11 Svc list 


end. 
JORDAN. E. 
Response 
York. Inc 


L. Division of Emergency Preparedness & Engineering 
(Post 830103) 84/05/30 Consolidated Edison Co. of New 

122p p 24B79 342 24X Fiche 50-000.84/05/30,8405290383 


8406150147 Forwards exam rept on 840417 b 18 

WALKER, R D Region 3, Office of Director 84/05/31. 
Wisconsin Public Service Corp 2pp 24954:042. 24X 
Fiche: 50-305, 84/05/31, 8406150147. 


GIESLER, C. W 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i ca t i on Tests of 
Electrical Terminal Blocks " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co of 

York, Inc. 122pp 25049 033 24X Fiche 50-000.84/06/15,8406130315 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/06/18 Consolidated Edison Co. of fi ev , 

York, Inc llBpp 25536 043 24X Fi c h e 50-000, 84/06/ 18, 8406100353 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tut* 
Failure " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness S' Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co of Nsa 

York, Inc 118pp. 25535 2B6. 24X Fi c h e : 50-000, 84/06/ 1 8, 8406100360 


— B406150152 Exam rept on 840417 t 18 Exam results: two reactor operators 
& one senior reactor operator passed exams. 

REIDINGER, T. , PICKER, B. , HIGGINS, R. Region 3, Office of Director. 
84/05/29 61pp. 24954:044. 24X Fi c h e : 50-305, 84/05/31 , 9406 1 501 47 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to lOCFRSO.App B. " Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Past 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63pp. 25533:041 24X Fiche. 50-000, 84/06/21, 8406190327 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. lOOpp 25050:244. 24X Fi c h e: 50-000, 84/06/01 . 8406010423 


8406070286 Reconfirms & updates access author i zat ion 1 i st s for 
admitting NRC personnel to f ac il i t les. Rec ornmends listed 
individuals be granted unescorted access to vital 8? 
protected areas. 

AXELSON, W. L Region 3, Office of Director. 84/06/04. GIESLER, C, W 
Wisconsin Public Service Cotp 7pp. 24744:208. 24X 

Fiche: 50-305, 84/06/04, 8406070286 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc 120pp 25050 124 24 X Fiche : 50-000. 84/06/05, 8406050012 


3406260024 Forwards IE Insp Rept 50-305/84-05 on 840507-10 b. notice of 
violation. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/06. 

GIESLER, C. W. Wisconsin Public Service Corp. 2pp. 25165:300. 24X 

Fiche: 50-305, 84/06/06, 8406260024. 


— 8406260026 Notice of violation from insp on 840507-10. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/06. Ip. 
25165:302. 24X Fi c h e : 50-305, 84/06/06, 8406260024- 


— B406260031 IE Insp Rept 50-305/04-05 on 840507-1 0. Vio I a t io n noted: 
gamma calibr not calibrated since Jul 1982, per TMI Item 
II. F. 1. 2. 

PAUL, R. A., NICHOLSON, N. A. , GREGER, L. R. Region 3- Office of 
Director. 84/06/06. 9pp. 25165:303. 24X Fiche: 50-305, 84/06/06, 

0406260024. 


3406050350 IE Info Notice 84-43, "Storage b Handling of Opthalmic Beta 
Radiation Applicators " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards b Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


8406290366 Forwards IE Safeguards Insp Rept 50-305/84-06 on 84 0507-n 
& notice of violation Rept details ?< notice of violation 
withheld (ref 10CFR73.21). 

AXELSON, W. L. Region 3, Office of Director. 84/06/22. GIESLER, C W 
Wisconsin Public Service Corp. 2pp. 25205.262. 24X 

Fiche: 50-305, 84/06/22, 8406290366. 


— 8406290374 IE Safeguards Insp Rept 50-305/84-06 on 840507-11. 
Noncompliance noted . p or ti on of vital area barrier inadequate 
& packages inadequately searched Details withheld 
(ref 10CFR73. 21). 

MADEDA, T. J. , STAPLETON, B. W. , CREED, J. R. Region 3, Office of 
Director. 84/06/21. 2pp 25205:264. 24X Fi ch e : 50-305, 34/06/22. 

8406290366. 


B406290001 Forwards addendum to IE Insp Rept 50-305/84-01 < p e r B4Q3QB 
ltr. Addendum consists of analyses of beta emitters in 
liquid sample. 

PAPERIELLO, C. J Region 3, Office of Director. 04/06/25 
GIESLER, CW. Wisconsin Public Service Corp. Ip. 25198:335. 241 

Fiche: 50-305, 84/06/25, 8406290001. 


— 8406290002 Addendum to IE Insp Rept 50-305/B4-01 , cons isting of analyses 
of beta emitters in liquid sample. 

* Region 3, Office of Director 84/06/25. Ip. 25198:336. 24X 

Fiche: 50-305, 84/06/25, 8406290001 


R. Periodic operating reports b related correspondence 


8406250172 Monthly operating rept for May 1984. W/840608 ltr. 

RUITER, G. H. , GIESLER, C. W. Wisconsin Public Service Corp. SA/OS/ai 
5pp. 25130:134. 24X Fi c h e : 50-303, 84/05/31 , 8406250172. 


8406110233 Forwards annual environ r a d i oa e t i vi ty repts for 1983, Envim 
rept for LACBWR nuclear power plant will be submitted in 
Jul 1984 after comments received from Dairyland Power 
Coopera tive. 

MCDONNELL, L. J. Wisconsin, State of. NRC-30-83-647. 84/06/05. 

KEPPLER, J. G. Region 3, Office of Director. Ip. 24871:129. 24X 

Fiche: 50-000, B4/06/0S, 8406110233. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f icat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, B406060336. 


8406080176 IE Info Notice 04-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche : 50-000, 84/06/11 , 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi ch e: 50-000, 84/06/ 1 3, 84060801 73. 


8406210220 Forwards fee for review of 840330 inservice insp plan, 
in response to 840523 request. 

GIESLER, C. W. Wisconsin Public Service Corp. 84/06/14. MILLER, W. 0 
License Fee Management Branch. 2pp 25057: 172., ' 24X 
Fiche: 50-305, 84/06/14, 8406210220. 


— 8406110237 Environ rad i oa c ti vi ty survey rept for 1983. 

* Wisconsin, State of. NRC-30-83-647. 83/12/31. 36pp. 

24871:169 24X Fich e : 50-000, 84/06/05, 84061 10233 


8. Reportable occurrences, LERs b related correspondence 


8406050220 LER 84-002-01: on 840316, reactor tripped due to steam 
generator IB swelling to hi-hi setpoint coincident w/P-7 
enab 1 ing. Caused by low e 1 e c tr ohy drauli c oil pressure due to 
oil leak on turbine valves 3 b 4. W/840601 ltr. 

SMOKER, C. 5., GIESLER, C, W. Wisconsin Public Service Corp. 84/06/01 
3pp. 24840:300 . 24X F i c h e : 50-305, B4/06/01 , B406050220. 


8406070248 LER 84-008-00: on B40505, intermed la te range hi flux reactor 
trip received on Channel N35. Caused by faulty detector. 
Engineering study in progress. W/840604 ltr. 

BERNHQFT , S. , GIESLER, C. W. Wisconsin Public Service Corp. 84/06/04 
3pp. 247451209. 24X F i c h e : 50-305, 84/06/04, 8406070248. 


8406130031 LER 84-009-00; on 840507, while at 257. power following 
refueling outag e> tur b ine & reactor trip received while 
performing turbine mechanism test. Caused by miswired 
pressure swi t c h . Tec hn i c i an cautioned, W/840606 ltr, 

VUKOVICH, T. J. , GIESLER, C. W. Wisconsin Public Service Corp. 
84/06/06. 3pp. 24915:138. 24X Fiche: 50-305, 84/06/06, 8406130031. 
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106130076 LER 84-010-00 or, 340507. dor , ng poorer opcplat ,on. I 0 - 1 0 level 
setpomt reached in steam generator 1B< initiating reactor 
trip Caused by operator attempting to stab i 1 1 ze level 
oscillation No corrective actions necessar y . W/B40606 1 • 

KILTUNEN, E. , GIESLERiC.W. Wisconsin Public Service Corp. 

3pp. 24915:129 2 4X Fi c h e 50-305, 84/06/06. 8406130076. 


84/06/06 


36130145 Confirms 840607 


..icon re malfunction of 00-30 undervoltage 
rip attachment. Util & Westinghouse evaluations determined 
ubs tan t i a 1 safety hazard does not exist Incident was 

IESUER ! 'c°u C " r u enCe ' P ' r 8,0504 g4/06/07 DEYOUNG. R C 

itbLER,C w Wisconsin Public Service Corp syuo/w- 

Director's Office, Office of Inspection and Enforcement. -PP- 

4912-322. 24X Fi ch e 50-305, 84/06/07, 84061301 45 

6170333 Def ic l ency vept re malfunction of DB-50 undorvoltas. trio 
ktachment, Initially reported on 840607 Evaluation indie 
frect not generic 

iHE, E. P. Westinghouse Electric Corp. 94 / 06 / 08 . DEYOUNG, R^C. 
rector's Office, Office of Inspection and Enforcement. 2pp. 

>022:360. 24X Fi ch e ; 50-305, 84/06/08, 84061 90223. 

130225 LER 84-011-00; or 840510 * 11 , shield bldg recirculation fan 
found operating w/associated dampers open. No apparent 
use evident. Auxiliary contact on fan motor starter 
placed. W/84060B Itr. 

-ECiR.P., GIESLER, J. P. , GIESLER. C. W. Wi sconsin Pub lie Service 
16130225 06/10 3PP ‘ 2491 i : 231- 24X Fi che: 50-305. 84/06/10, 

erator Examinations 

KFR 4 r „ 0 rw f r<is e * am rept on 840417 & 18. OIESLER, C W 

KtR, R. D. Region 3, Office of Director. 84/03/31- 
consin Public Service Corp. 2pp. 24954 042. 24X 

he. 50-305, 84/03/31, 0406150147. 

5.150152 Exam r ep t o n Q40417 & 18. Exam results: two reactor operators 

To’ N r^° T , Dicker ; p,P 2M"" %Zn o, office of Dir.«t.r, 
V0«/». 6.00 . 84^4'o« F l ct:?50-30 5 .e4/0 5 /31, 8406130,47. 


-fZ~ 306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
urity, medical, emergency 6 fire protection plans 

3424 Ack receipt of 840504 ltr informing NRC of steps taken to 
set noncompliance identified in IE Insp Repts 
32/84-05 U 30-306/94-05. 

c J - Reflion 3, Office of Director. 84/03/3 , 


3N 1 0 '!L Morthern States Power Co 
. . 30-282, 84/05/30, 8406050424. 


24842' 296. 24X 


'30430 Responds to NRC 840405 ltr re violations not ®^ lnSP 

**®°: 282/84 ~ 05 * 50-306/84-05. Corrective actions: changes 

EPIP F3-9 re emergency evacuation will be incorporated 

Qnw m r r £ ency plan draining lesson plans. UFPPLER J o 

SON/C.E. Northern States Power Co. 84/05/04. KEPPLER, J. 0. 
ion 3, Office of ?A 842:297. 24X 


.— . ...wrn Stages 

t of Director. 2pp 

he 50-282, 94/05/30, 8406050424. 

247 Reconfirms * updates Region III access authorization lists 

Emitting NRC personnel to f ac i 1 i t i a*. Rec ommend s that 

;duals m/Q or L access author i zati on be granted 

jrted access to vital & protected areas LARSON, C E 

JN, w, L. Region 3, Office of Director. 84 / 06 / 04 . LARSON, C. E. 

rn States Power Co. 7 pp. 24745:202. 24X 

50-282, 84/06/04, 8406070247. 

SB Revised . m erg. nC g plan impi.menting P ^ f = ' ^ “I ” 5 ' ^ i “ d ‘ ” 9 
e emergency e vac uat i on, F3-4 re responsibi llties dur g 
rea alert or general emergency S< F3-5 re emergency 
cations, W/840614 ltr 

;• Northern State* Power Co. 84/06/14. 136pp. 24979:137. 

:he: 50-282, 84/06/J4, 8406190158 

16 Forward. order confirming licensee commitment to implement 
icy response capability schedule for item identified 

Vo S2 ~ 33 CNUREO-0737, Suppl 1>. . MUSOLF, D M 

J Operating Reactors Branch 3. 84/06/14. MUSOLF, D. M. 

n States Pow^r Co, 4pp. 25173:340. 24X 

0-282, 84/06/ 14, 8406270386. 

368 Clrdeiv oonf laming licensee commitment to implement emergency 
" S ™ apability items Identified in Generic Ltr 82 33 

3-0737, Sup p 1 1 ) 

fOT.D.S. Divieiop 0 p Licensing. 84/06/14. Northern State. 

Co - 6pp, 25, 73; 344, 24X Fide 50-282. 04/06/14. 0406270386 


8406260137 For...,. 

,.n.r.t, on "«IJ* *» 840511 re4,Je5t 'O’- 4401 info re 840531 

MUSOLF, d m2 39 f emergency procedures. 

Reactor ReguU^on" d?!*"! PO,,,e I C ° 84/0i/la Office of Nuclear 

Riche. ■»o- a ! a . , SJ;S2>iS. l ^oi 3 ? ,p - 35142:293 24 * 


correspondence 


P. Operat ino 1 , „ 

y 1 1 c en s e stage documents 

S4 ctrcu?a?ian r mode S o? E DSRird re Sy " respoT1 * es af p WRs during natural 
reactor coolant In! T' 9 confirms that combination of 
natural c iJ V °° P bemp 5 Provides reliable indicator of 

HELTEMEs, C j * a “ 10n & can be used for all PWRs. 

of Human Eactone 1 S e k t ? r 5 S fflC4 S4/05/29. THOMPSON, H. L. Division 
64/05/29, BaoloSMo? “ 3PP 24877:178 24X F, c he : 50-000. 

— 8406080214 

evaluation ! eo t Lr> ***" aV 1 Circulafcion in PWRs," engineering 
similarly hT Pt ! P indicstes tha * PWR designs respond 
circulation uring transition to * estab 1 ishment of natural 
LANNING, Ul n □ *1' 

SEYFRir,K v eac tor Operations Analysis Branch. 84/05/25 

2 «* -ieh.. 3 b-^5s:si?s S i?£;:n5:sSoSss ly ‘ 1 ’ a ~ nch - ip - 2 ^*°- 

* Director®s U Office rCU S^nS/'iV " en 9 ine *ring evaluation rept. 

hm,.. a. __ s Office. 84/05/31. 80oo. 24877:181. 24X 


Flcha ■ tjllk. 84/05/31. 80pp 

Fi c h e . 50-000, 84/05/29, 8406080203. 


nsp data currently under 
disclosure, per 

MUSOLF, D. M. 


NRC rev?ew°Dat rdS JAERI u PP er Plenum in 

JAER I reouest f* Wlthheld from Public d 

MILLER. Vr S D 

Northern Sfc A f° P o a9 . ReaCt0rS 0ranch 3 84/05/30 

Fiche- 5 S- 2 r?^ I* Row * r Co 3 PP' 24854:183. 24X 

30 282 ' 84/05/30, 8406070365. 

^Poie^cI.PrairiVlslanVrV V H ^ Vy L ° adS " PhaSe ^'Northern States 
2," draft till V Nuclear Generating Plant Units 1 & 

MILLER j 15 technica l evaluation rept 

Northern Stat» Pe p atin9 F. ReaCtQrS 0ranCh 3 ‘ Q4/0S/3 1- MUSOLF, D. M. 

Fiche-SoJoV® 5 P ° Uer C0 ‘ 2pp 24960:261. 24X 

- 30 282, 84/05/31, 84061.50087. 

84 ph« 04 n,^4ft technical evaluation rept, "Control of Heavy load, 

6°r CD ' Prai ' ie I5l4 "‘ ( N -I.ar 

NRC-03-81 ' Fr f.2V ln Ins * i tute/Fran k 1 in Research Center. 

No Det*?! ! 30 ' TER—C 5506-469/470 DR. 84/03/08. SINGH. A NRC - 
FichI*Si If Affiliation Given. 24pp. 24960:263 24X 

F^cha: 50-202, 84/05/31, 8406150087. 

84 M^?cal"eo;S S ofefr « URe ®' 0737 - 1 1. K 2. 13. "Therm, 1- 
vessel lnte P ° n effects pressure injection on 

™ tsr - ^= 4 0 i.?r n ' break L0CA u/n ° 4u,uur ’ 

F°c^ e ;s bt js 5L 3 329 84 ^^ 1 musdlf ' d - m - 

Che. 50 282,84/06/11,8406200466. 

B4 ptrG^neric b LiVaV^ S V 0 V re ! 0lUti0n ° f asymmetT * ic L-OCA loads issue, 
ivaluaHn r Lt 84-04. Westinghouse mechanistic fracture 

be nubmitted by reqUe St fr ° m °° C 4 ret l u ir eme ^s will 

Refcto; D R eQ u?It?! rn m at V P ° W ^ C ° 84/ °6/13. Office of Nuclear 
Fiche-gJ ati on> Director. 2pp. 25196:231. 24X 

riche. 50-202, 84/06/15, 8406290249. 

?-VV P !fVZ!L rep0T ' fcs ‘ IE Bulle ^ ins «« correspondence 

e4 Sp?ay 3 Sy s I " SvVl i s 1 1 e!c l' " Ina<jverfcent Isolation o* Containment 
ReBDon^!' Vn Division of Emergency Preparedness & Engineering 
y”k, •l!V P °?L 83010 ^- S4 ' 05/25 - Consolidated Edison Co. 9 of New 

124pp. «.4861:201. 24X Fiche: 50-000, 84/05/25, 0405230319. 


"Fatality at Argentine 


8403240317 XE I nfo Notice 

83-66, Supp 1 1, 

5aRMN a E r* CU “ V ' " Svc ll!t ,ncl 

Resoonl- 7 d Division of Emergency Preparedness S< Engineering 
York in fP °® fc 830 1 03 ) . 84/05/25. Consolidated Edison Co. of New 

Xnc ' i27pp. 248B0: 103. 24X Fiche: 50-000, 84/03/25, 8405240317. 

84 anci° 303 Info Notice 84-40, "Emergency Worker Doses. 11 Svc list 

RSsBnnlfVo Division of Emergency Preparedness *< Engineering 
Response ( P°st 830103). 04/03/30. Consolidated Edison Co. of New 

nc. 122pp. 24879:342, 24X Fi c h e : 50-000, 84/05/30, 8405290303. 

04 ctrrec? 4 n^ k re f eipt of 040504 ltr informing NRC of steps taken to 
50-^o,nVZ COmpllance id »ntified in IE Insp Repts 
pap 05 «* 50-30^/84-05. 

LARSON Tr C ' J ' Region 3, Office of Director. 04/05/30, 

Northern States Power Co. Ip. 24842:296. 24X 

n iche. 50-282, 84/05/30, 8406050424, 
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— 8406050430 Responds to NRC 840405 ltr re violations noted in IE Insp 
Repts 50-282/84-05 & 50-306/84-05 Corrective actions: changes 
to EPIP F3-9 re emergency evacuation will be incorporated 
into emergency plan training lesson plans. 

LARSON, C. E Northern States Power Co 84/05/04 KEPPLER, J. G 
Region 3, Office of Director 2pp. 24B42: 297. 24X 

Fiche: 50-282, 84/05/30, 8406050424. 


8406150199 Forwards IE Insp Repts 50-282/83-22 & 50-306/83-22 on 
331107 it 10 & 840319 it 20 & notice of violation 

SPESSARD, R. L. Region 3, Office of Director. 84/05/31. LARSON, C. E 
Northern States Power Co. 2pp. 24945:336. 24X 

-iche: 50-282, 84/05/31, 8406150199 


3406150202 Notice of violation from insp on 831107 & 10 & 840319 & 20 
SPESSARD, R. L. Region 3, Office of Director. 84/05/31. Ip. 
24945.338. 24X Fiche: 50-282, 84/05/31 , 8406150199. 


8406150204 IE Insp Repts 50-282/83-22 it 50-306/83-22 on 831107 & 10 b 
840319 & 20. Violation noted; during 1983, plant operated at 
bus voltage between 342 kV 345 kV ui/o prior safety 
evaluation. 

STREETER, J. F. , SPESSARD, R. L. Region 3, Office of Director. 

84/05/31. 5pp. 24945:339. 24X Fic h e : 50-282, 84/05/31 , 84061 50 199. 


06010423 IE Info Notice 84-41, "IGSCC in BWR Plants. 11 Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/0 1 , 8406010423. 


06050520 Forwards "Inservice Insp - Exam Summary , Prai ri e Island 
Nuclear Generating Plant - Unit 1,840327—30." Safety 
injection sys circumferential pipe welds containing stagnant 
oxygenated borated water examined. 

MUSOLF, D. Northern States Power Co. 84/06/01. Office of Nuclear 
Reactor Regulation, Director. Ip. 24840: 108. 24X 

Fiche: 50-282. 84/06/01, 8406050520. 


•8406050524 "Inservice Insp - Exam Summary Prairie Island Nuclear 
Generating Plant - Unit 1,840327-30. " Rept summarizes 
circumferential pipe welds containing stagnant oxygenated 
borated water. 

DAHLMAN, L. C. Northern States Power Co. 84/03/09. 29pp. 

24B40: 109. 24X Fiche: 50-282, 84/06/01, 8406050520. 


106070247 Reconfirms & updates Region III access authorization lists 
for admitting NRC personnel to fac i li ti es. Rec ommend s that 
individuals w/Q or L access authorization be granted 
unescorted access to vital it protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. LARSON, C. E. 
Northern States Power Co. 7pp. 24745:202. 24X 

Fiche: 50-282, 84/06/04. 8406070247. 


406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi c h e. 50-000, 84/06/05, B406050012. 


406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


406060336 IE Info Notice 84-44, "Environ Qua 1 if i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness V, Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


406180390 Ack receipt of 840529 ltr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-282/84-03 it 
50-306/84-03. Sever ity level for violation should be Severity 
Level V. Corrected notice of violation end. 

SHAFER, W. D. Region 3, Office of Director. 84/06/08, LARSON, C. E. 
Northern States Power Co. 2pp. 24965: 259. 24X 

Fiche: 50-282, 84/06/08, 8406180390. 


—8406180397 Corrected notice of violation from insp on 840211-0410. 
Violation noted: returned radiation monitor 2R50 returned to 
svc w/o being logged in reactor log. 

* Region 3, Office of Director. 84/06/08. Ip. 24965:261. 24X 

Fiche: 50-282, 84/06/00, 8406180390. 


-8406180402 Responds to NRC 840430 ltr re violations noted in IE Insp 
Repts 50-282/84-03 & 50-306/84-03. Corrective ac t i ons : Sec t i on 
Work Instruction SWI-O-4 will be revised by 840720. Response 
to noncomp liance identified in App B withheld. 

LARSON, C. E. Northern States Power Co. 84/05/29. SHAFER, W. D. 
Region 3, Office of Director. 2pp. 24965:262, 24X 

Fiche: 50-282, 84/06/08, 8406180390. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines " Svc list end 

JORDAN, E L Division of Emergency Preparedness i>. Engineering 
Response (Post 830103) 84/06/11 Consolidated Edison Co. of 

York, Inc 123pp. 25049 001 24X Fiche 50-000,84/06/11,9406080176 


8406190426 Forwards suppl to 840309 response to NRC request for info 
on second 10-yr inservice insp program request for relief 
MUSOLF, D Northern States Power Co 84/06/11 Office of Nuclear 

Reactor Regulation, Director 7pp 25022:001 24X 

Fiche: 50-282, 84/06/11, 8406190426 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification ** Svc list end. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/13 Consolidated Edison Co. of N«u 

York, Inc U9pp 25049 154 24X Fiche : 50-000, 84/06/13, 8406080173 


0406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/15 Consolidated Edison Co. of Net/ 

York, Inc 122pp. 25049.033. 24X Fi c h e • 50-000 , 84 /06/ 1 5 , 8 406130315 


8406180353 IE Info Notice 84-4B, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of Nea 

York, Inc. 118pp 25536: 043. 24X Fi c h e : 50-000, 04/06/ 18, 84061BQ353 


8406180360 IE Info Notice 84-49, "IOSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/06/18 Consolidated Edison Co. of New 

York, Inc. 118pp. 25535.286. 24X Fi c h e : 50-000, 84/06/ 18, B4061B0360 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50,App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of Neu 

York, Inc. 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/21 , 8406190327. 


R. Periodic operating reports & related correspondence 


8406210257 Forwards revs to "Effluent & Waste Disposal Semiannual Reft 
for Jul-Dec 1903." Rept revised to incorporate Sr-B9 i>. Sr-90 
analysis results Fe-55 results below lower level of 
detection. 

FEY, F. L. Northern States Power Co 04/06/11. Region 3, Office of 
Director. Ip. 25058:145. 24X Fi ch e ; 50-282, 84/06/1 1 , 8406210257 


— 8406210261 Revs to "Effluent it Waste Disposal Semiannual Rept for 
Jul-Dec 1983. " 

* Northern States Power Co. 83/12/31, 2pp. 2 5 0 58: 146 . 24X 

Fiche: 50-282, 84/06/11, 8406210257. 


8406280448 Forwards revised Pages 6-7 to "Effluent & Waste Disposal 
Semiannual Rept," for Jul-Dec 1983. Rep lac ement pages 
incorporate Si — 89 it Sr-90 analysis results. 

FEY, F. L. Northern States Power Co 84/06/11. Region 3, Office of 
Director. Ip. 25193:122. 24X Fi c h e • 50-282, 84/06/ 1 1 , B40628044B. 


— 8406280451 Replacement Pages 6-7 to "Effluent it Waste Disposal 
Semiannual Rept, " for Jul-Dec 1983, incorporating Sr-89 Ik 
Sr-90 analysis results. 

* Northern States Power Co. 84/06/11 2pp. 25193:123. 24X 

Fiche: 50-202, 04/06/11, 0406200448 


8. Reportable occurrences, LERs it related correspondence 


8406010313 Supplemental Part 21 rept re possible insulation damag* to 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 04/05/22. Director's Office, 
Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313, 


8406290257 Part 21 rept re static load rating on Anker-Holth, Baxter 
hydraulic suppressor. Caus ed by failure of Torrington 
self-aligning ball bushing. Recommends replacement w/ 

Paul-lionroe Hydraulics Part PA-89492 it PA-89493. 

NEWHART , M. R. Baxter Fluidpower Group. 84/06/21. KEPPLER , J. 0. 
Region 3, Office of Director. 3pp. 25196:025. 24X 

•Fiche. 50-000, 84/06/21, 8406290257. 
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3-309 MAINE YANKEE ATOMIC POWER PLANT 


ity. medicali emergency & fire protection plans 


31 Forwards IE Insp Rept 50-309/84-05 on 840319-23 b. notice 
lat ion 

, T T Division of Engineering h Technical Programs. 84/05/23 
ZZAi J B, Maine Yankee Atomic Power Co 3pp 24B92016. 24X 
50-309,84/05/23,8406120501 


3505 Notice of violation from insp on 840319-23. 

eg i an 1, Office of Director Q4/05/23. Ip 24092:019 24X 

e 50-309, 84/05/23, 8406120501 


3510 IE Insp Rept 50-309/84-05 on 840319-23 Violations noted 
jre to review emergency action levels u/state annually & 
ure to distribute public info as specified in emergency 

3N, C Z. , COHEN,!., HAWXHURST, J J Region 1, Office of 

:tor 84/05/10 7pp 24892 020 24X Fi che : 50-309, 84/05/23, 

120501 


37 Forwards results of in-progress audit of detailed control 
ssign review. Some mods necessary to comply w/Suppl 1 
EG-0737. 

i J R. Operating Reactors Branch 3. 84/06/04. RANDAZZA, J. B. 

fankee Atomic Power Co 2pp 24939:281. 24X 

50-309, 84/06/04, 8406140087. 


3089 "NRC In-Progress Audit of Detailed Control Room Design 
ew for Maine Yankee Atomic Power Station. " 

1C - No Detailed Affiliation Given. 84/06/04. 46pp. 

? 283 24X Fi che: 50-309, 84/06/04, 8406140087. 


73 Informs that special announced team safe shutdown insp 
"R50,App R, Section III. G, III. J. III. 0 & III. L, 
usly scheduled to be conducted on 840625-29 
-28, temp orar i 1 y postponed 

i T T. Division of Engineering h Technical Programs. 84/06/12. 
IZA, J B. Maine Yankee Atomic Power Co. 2pp. 25046:350. 24X 

50-309, 04/06/12, 8406200193 


b2 Forwards request far addl info re procedures generation 
i for emergency operating procedures. Info re technical 
ines, writer guide & validation/verification & training 
as needed. Response due within 30 days of ltr receipt. 

J. R. Operating Reactors Branch 3. 84/06/14. RANDAZZA, J. B. 

fankee Atomic Power Co. 9pp 25157:337. 24X 

50-309, 84/06/14, 8406260662 


12 Forwards order confirming licensee commitments to implement 
1I-related items set forth in NUREG-0737 re emergency 
se capabilities. 

J. R. Operating Reactors Branch 3 84/06/14. RANDAZZA, J. B. 

r'ankee Atomic Power Co. 3pp. 25194:311. 24X 

50-309, 84/06/14, 8406280042 


3045 Order confirming licensee commitments to NUREQ-0737, Sup p 1 1 
nergency response capabilities. 

*JHUT» D. G. Division of Licensing. 84/06/14. Maine Yankee 
Lc Power Co. 7pp. 25194:314 24X Fi c h e: 50-309, 84/06/1 4, 

280042 


LB Informs that analyses demonstrating ability to reach cold 
Jn within 130 h, using solid water steam generator mode 
'ation comp lete. Fire protection alternate shutdown 
Lity acceptable 

:R, G D Maine Yankee Atomic Power Co. 84/06/15. MILLER, J. R 
Lng Reactors Branch 3. 2pp. 25022:036, 24X 

50-309, B4/06/1 5, 8406190418. 


55 Forwards revs to physical security plan. Revs withheld 
3CFR73. 21 ). 

•R, G. D. Maine Yankee Atomic Power Co. 84/06/15. Office of 
» Reactor Regulation, Director. 2pp. 24909:345. 24X 

50-309, 84/06/15, 8406190455. 


;ing license stage documents & correspondence 


10 Partial response to FOIA request for documents re IE Info 
i 81-29,82-52,83-57 & 83-72 & Board Notifications 
Jr 83- 128A. Forwards Ap p A documents. Doc uments also 
tie in PDR.App B documents available in PDR. 

J. M. Division of Rules and Records. 84/03/20. JORDAN, H c 
Weiss. 18pp. 25070:115. 24X Fic h e : 50-000, 84/03/20, 

>030. 


— 8107140098 Discusses info transmitted to licensee on B10610 re 
operational deficiencies noted during EPRI steam tests of 
dresser safety valve Post-test exam disclosed galling as 
possible cause of valve failure 

CLARK, R A Operating Reactors Branch 3 81/06/12. NOVAK, T. 

Assistant Director for Operating Reactors 2pp. 25071:214.- 24X 

Fiche 50-000,84/03/20,8406180030 


8406070362 Responds to request for addl info re NRC seismic hazard 
characterization program. Comp uter listing of geographic 
coordinates of seismic source zones end. 

MILLER, J R Operating Reactors Branch 3. 84/05/22. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 3pp 24854. 186. 24X 

Fiche 50-309, 84/05/22, 8406070362 


8406070068 Forwards Amend 76 to License DPR-36 & safety evaluation. 
Amend reflects changes made to auxiliary feedwater isolation 
sys. 

HEITNER, K L Operating Reactors Branch 3. 04/05/23. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 2pp. 24852:353. 24X 

Fiche: 50-309, 84/05/23, 8406070068. 


— 8406070073 Amend 76 to License DPR-36, i ncor p ora fci ng changes to Tech 
Specs re auxiliary feedwater isolation sys. 

MILLER, J R Operating Reactors Branch 3. 84/05/23. 7pp. 

24852:355 24X Fic h e : 50-309, 84/03/23, B406070068. 


— 8406070075 Safety evaluation supporting Amend 76 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director. 84/05/23. 2pp. 
24852 362. 24X Fi c h e : 50-309, 84/05/23. 8406070068. 


8406180200 Forwards revised reactor trip breaker testing U maint 
program for Cycle 8 operation, per 840504 comments. 

WHITTIER, G.D Maine Yankee Atomic Power Co. 84/05/23. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 24968:083. 24X 

Fiche: 50-309, 84/05/23- 8406180200. 


8406010156 Forwards payment of licensing fees re Amend 72 to License 
DPR-36, cons i sting of Tech Spec change concerning containment 
venting *< purging procedures. 

WHITTIER, G.D Maine Yankee Atomic Power Co. 84/05/25. DIGGS, R. M. 
License Fee Management Branch. Ip. 24753:303. 24X 

Fiche: 50-309, 84/03/25, 8406010156. 


8406040138 Forwards “Use of Past Earthquake Experience Data to Show 
Seismic Ruggedness of Certain Classes of Equipment in 
Nuclear Power Plants," as part of seismic review program. 

WHITTIER, G. D. Niagara Mohawk Power Corp. 84/05/25. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 24795:300. 24X 

Fiche: 50-309, 84/05/25, 8406040138. 


— 8406040145 "Use of Past Earthquake Experience Data to Show Seismic 
Ruggedness of Certain Classes of Equipment in Nuclear 
Power Plants. " 

KENNEDY, R. P. , VON RIESEMANN Senior Seismic Review Advisory Panel. 
84/02/29. Office of Nuclear Reactor Regulation, Director. 34pp. 
24795:301. 24X Fich e: 50-309, 84/05/25, 8406040138. 


9406080009 Forwards questions re 831219 auxiliary power sys voltage 
study. Response requested within 30 days of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 04/05/25. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 4pp. 24877:348. 24X 

Fiche: 50-309, 84/05/25, 8406080009. 


8406140120 Forwards Amend 77 to License DPR-36, safety evaluation & 
notice of denial of amend. Amend modifies Section 5 of Tech 
Specs & adds new spec re safety 1 imi ts. Ex tens i on of audit 
intervals denied. 

HEITNER, K. L. Operating Reactors Branch 3. 84/05/30. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 2pp. 24955: 157. 24X 

Fiche: 50-309, 84/03/30, 8406140120. 


— 8406140121 Notice denying in part, request for amend to License DPR-36 
Request to allow extension of audit intervals inconsistent 
w/STS. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/30. 5pp. 

24955:159. 24X Fiche : 50-309, 84/05/30, 8406140120. 


— 0406140122 Amend 77 to License DPR-36, modify ing Section 5 of Tech Specs 
& adding new spec re safety limits. 

MILLER/ J. R- Operating Reactors Branch 3. 84/03/30. 35pp. 

24935:164. 24X Fich e: 50-309, 84/03/30, 8406140120. 


— 8406140124 Safety evaluation supporting Amend 77 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director. 84/05/30. 4pp. 
24955; 199, 24X Fiche: 50-309/ 84/05/30, 8406140120. 
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84060504-83 Provides preliminary comments on "Seismic Hazard 
Characterization of Eastern US: Me thodo 1 ogy & Preliminary 
Results for Ten Sites* " in response to NRC request 

WHITTIER* 0 D Maine Yankee Atomic Power Co 84/05/31 MILLER. JR 
Operating Reactors Branch 3 2pp 34841:208 24X 

Fiche; 50-309. 84/05/31. B406050483 


8406080073 Forwards documen ta t i on- re environ qualification (EG) of 
saf ety-re lated electrical equipment requested at 840404 
meeting. Responses to SER S. technical evaluation rep t items 
St EQ master list included 

WHITTIER* G D Maine Yankee Atomic Power Co 84/05/31 MILLER. JR 
Operating Reactors Branch 3 I52pp 24856 088 24X 

Fiche: 50-309, B4/05/31. 8406080073 


8406110393 Forwards request for addl info re facility ability to 
withstand asymmetric loadings from postulated LOCA. Resp ons e 
requested by 840731 to complete safety evaluation as 
scheduled, per Generic Ltr 84-04. 

MILLER, J R Operating Reactors Branch 3. 84/05/31. RANDAZZA, J B 

Maine Yankee Atomic Power Co 8pp. 24880:324. 24X 

Fiche: 50-309, 84/05/31, B4061 10393. 


8406260433 Informs that listed administrative controls will be 
implemented w/RCS temp less than 400 F RHR relief valves 
isolated from RCS until proposed low temp overpressure 
protection Tech Specs <P C 106) approved Diagram end 
WHITTIER* G D Maine Yankee Atomic Power Co 84/06/14 MURLEY, T E 
Region 1. Office of Director 2pp 25154 188 24X 

Fiche 50-309, 84/06/14. 8406260433 


8406190218 Responds to NRC 840525 request for addl info re auxiliary 
power sys voltage (AP5V) study Computer facilities used to 
generate APSV study retired Addl 90 days will be required 
to locate alternate facilities Response expected by 841003 
WHITTIER, G D Maine Yankee Atomic Power Co 84/06/15 MILLER, J. R 
Operating Reactors Branch 3 lp 24980 229 24X 

Fiche. 50-309. 84/06/ 1 5, 8406190218 


8406190354 Forwards untten confirmation in response to NRC SER open 
item re feedwater trip sys One item re sys conformance to 
single failure criterion remains open. W/10 oversize 
drawings Aperture cards are available m PDR 

WHITTIER, G. D Maine Yankee Atomic Power Co. B4/06/13. MILLER, JR 
Operating Reactors Branch 3 3pp. 25022:022. 24X 

Fiche: 50-309, 84/06/15, 8406190354 


8406140125 Forwards Amend 78 to License DPR-36 8t safety evaluation 
Amend modifies Tech Specs to reflect Cycle 8 power 
distributions it provides alternate methods of measuring 
quadrant tilt. 

HEITNER , K.. L. Operating Reactors Branch 3. 84/05/31 RANDAZZA, J. B 

Maine Yankee Atomic Power Co. 2pp. 24955: 103. 24X 

Fiche: 50-309* 84/05/31, 8406140125. 


8406220178 Requests documentation of NRC findings that installation of 
redundant level instrumentation & low level alarms in 
control room for auxiliary feedwater primary water source 
required provide add] protection 

WHITTIER, G D Maine Yankee Atomic Power Co 84/06/13 MILLER, JR 
Operating Reactors Branch 3 2pp 25083 067. 24X 

Fiche: 50-309, 84/06/15, 84 06220178 


— 8406140127 Amend 78 to License DPR-36, modify ing Tech Specs to reflect 
Cycle 8 power distributions 4t providing alternate methods 
of measuring quadrant tilt. 

MILLER* J. R. Operating Reactors Branch 3. 84/05/31. 26pp. 

24955:105. 24X Fi c h e : 50-309, 84/05/3 1 , 84061 40125 


— 8406140129 Safety evaluation supporting Amend 78 to License DPR-36. 
* Office of Nuclear Reactor Regulation, Director. 84/05/31. 
26pp. 24955:132. 24X Fiche: 50-309, 84/05/31 . 8406140125 


8406050231 Responds to NRC requests for addl info re reactor vessel 
pressurized thermal sh oc k. Ap p 1 icat i on of improved 
normalization factor produced lower estimated fluence !*. 
critical weld shift values. Revised measurements end. 

WHITTIER* G. D. Maine Yankee Atomic Power Co. 84/06/01. MILLER* J. R. 
Operating Reactors Branch 3. 16pp. 24841:001. 24X 

Fiche: 50-309, 84/06/01 * 8406050231, 


8406150268 Forwards SSER re TM I Action Item II. E. 1.1, "Auxiliary 
Feedwater Sys." Recommends licensee submit limiting 
condition for turbine-driven auxiliary feedwater pump. 

Response requested within 30 days of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 4. 84/06/04. RANDAZZA, J. B 

Maine Yankee Atomic Pouer Co. 18pp. 24976:276 24X 

Fiche: 50-309. 84/06/04, 8406150268. 


8406190576 Summary of 840424 meeting w/utils it EGE, Inc re update of 
seismic design review project. 

HEITNER, K. L. Operating Reactors Branch 3. 84/06/04 Operating 

Reactors Branch 3. 5pp. 25029:301. 24X Fiche; 50-309, 84/06/04, 

8406190576. 


8406210326 Forwards safety evaluation supporting NUREG-0737, 

Item II. K. 2. 13* "Thermal-Mechani ca 1 Rept. " Issues studied as 
sub— set of Unresolved Safety Issue A-49. ''Pressurized 
Thermal Shock, " Vessel integrity adequately demonstrated. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co, 9pp. 25069:205. 24X 

Fiche: 50-309* 84/06/06, 8406210326. 


8406190300 Notifies that revised inservice testing program will be 
subpitted by 840701 due to schedule overrun of current 
refcMsXing. „ 

WHITTIER, : Sv D. MatneVantee Atdpit Pqwer. Co. 84/06/08 MILLER, J. R 
pfftrtcfc -3, ip* 24983:361. 24X 

Fich e i 50-309, ;S406I ?0300. 


thft proposed Tech Specs for auxiliary feedwater 
sy> automatic initiation function will be submitted by 
B40B3 jL ip mm®*# MRC 840329 Ifcr. 

iH £o, .84/06/11. M ILLER, J. r 

. '&**&*&* 8rm*ch Si’ • 3^989: 28^ " 24X 


v„ -. 5I - iliilb; ijyf proposed Change 106 to 

p9aeTf:‘nfe:^.p'r.e .p.r^te^ ti p n sys (LTOPS) . 

DlFu re LTQP^ « alignment pf HPSI pump at 375 psig 

RCS iuKlfMW io 4*y-s tf ltr receipt. 

mmmmz & 84/06/ 13. RANDAZZA* J. 

ti$#s , pm 0mm < wm . : 35 s . 24 x 


8406260932 Forwards revised pages to inservice testing programmer 
040202 te Leon. Diesel generator fuel oil transfer sys will be 
added to program by 840901 

WHITTIER, G. D. Maine Yankee Atomic Power Co 04/06/15 MILLER, JR 
Operating Reactors Branch 3. 22pp 25141 299 24X 

Fiche: 50-309, 84/06/15, 8406260032 


8406220168 Discusses ongoing studies by Canadians of 1982 New Brunswid 
earthquake Earthquake constrained to central New Brunswick 
due to correlation to tectonic structure. Summary of 
scheduled work it responsible agency listed 

WHITTIER, G D. Maine Yankee Atomic Power Co 04/06/18 MILLER, J R 
Operating Reactors Branch 3. 2pp. 25083; 277. 24X 

Fiche: 50-309, 84/06/18, 8406220168 


B40625030 1 Application to amend License DPR-36, c h an g i ng Tech Specs to 
conform to NRC rule changes re mi s c e 1 lane o u s definitions, 
release of liquid & gaseous radwa s t e, or gan i za t i on, r evi ew it 
audit, reporting requirements & special repts 

RANDAZZA, J. B Maine Yankee Atomic Power Co 04/06/19. MILLER, J R 
Operating Reactors Branch 3. 3pp. 25118 064. 24X 

Fiche: 50-309, 84/06/19, 8406250301 


— 8406250305 Proposed Tech Spec changes to conform to NRC rule changes 
re miscellaneous d e f i n i t i on s , r e 1 ease of liquid & gaseous 
raduaste, organization! review a ud i t, r ep or t in g requirements, 

special repts 8* records retention. 

* Maine Yankee Atomic Power Co. 84/06/19. 15pp. 25110:067. 24X 

Fiche: 50-309, 84/06/19, 8406250301 


8406260340 Responds to 840524 Generic Ltr 84—14, “Replacement it 
Requalif ication Training Program. " Util chooses not to 
include specific rev numbers or dates in FSAR description of 
program. 

WHITTIER, G. D Maine Yankee Atomic Power Co. 04/06/19. 

EISENHUT* D G. Division of Licensing 2pp. 25150:333. 24X 

Fiche: 50-309, 84/06/19, 8406260340. 


8406260159 Notifies of 840622 meeting to respond to NRC 840511 
questions it agree upon schedule to provide add! info re 
RELAP5YA. Schedule will be made available to NRC by 840722. 

WHITTIER, G. D. Maine Yankee Atomic Power Co 84/06/20. MILLER, J. R. 
Operating Reactors Branch 3. lp. 25142. 105. 24X 

Fiche: 90-309, 84/06/20, 8406260159. 


8406260380 Advises that end to 790604 ltr re C-E SHAKE code utilized 
in Maine Yankee seismic analysis no longer contains 
proprietary info should be redesigned "downgraded: 
nonpropr ietary . " 

SCHERER, A. E Combustion Engineering, Inc. 84/06/20. EISENHUT, D. G 
Division of Licensing. lp 25151 361. 24X Fi c h e : 30-309, 84/06/20, 

8406260380. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8406120501 Forwards IE Insp Rept 50-309/84-05 on 040319-23 it notice 
of violation. 

MARTIN, T. T. Division of Engineering & Technical Program*. 84/05/23. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 3pp. 24892:016. 24X 

Fiche: 50-309, 84/05/23, 8406120501. 



DOCKETED ITEMS 


.3406120505 Notice of violation from 
* Region i. Office of Director 
Fiche 50-309, 84/05/23, 8406120501 


insp on 840319 23. 

04/05/23 IP 24892:019. 


24X 


. e4 06l30510 IE 
failure to 
failure to 
plan. 

COROON. C Z , COHEN, I 
Director 84/05/38 
S406120501 


50-309/84-05 on 840319 
action levels w/ 
info as spec i f i 

HAWXHURST, J J Regio 
7pp 24892 020. 24X 


Insp Rept 
review emergency 
distribute public 


-23 
sta 
e d 


n 1 
Fic: 


Violations noted: 
te annually & 
in emergency 

, OFF ice of 

he; 50-309,04/05/23, 


3405230319 

Spray Sys 
JORDAN, E 
Response 

York* Inc 


IE Info Notice 84-39, "Inadvertent Isola 
" Svc list end 

L Division of Emergency Preparedness « 
(Post 830103). 84/05/25 Consolidate 

124pp 24861 201. 24X Fiche 50-000. 


•t i on of C 

Eng i n eer 
d Ed i s on 
84/05/25, 


ontai nmen t 
ing 

Co. of New 
8405230319 


340524031 7 
Crjtica 1 
JORDAN, E 
Response 
York, Inc 


IE Info Notice 83-66, Suppl 1, "Fatality 
Facility " Sve list end 

L Division of Emergency Preparedness « 
(Post B30103) 84/05/25. Consolidate 

127pp 24830.103. 24X Fiche: 50-000* 


e» t Ar g ent 

Eng in eer 
d Ed i s on 
84/05/25, 


ine 

ing 

Co. of New 
8405240317 


B4052903B3 

end- 

JORDAN, E. 
Response 
York* Inc 


IE Info Notice 84-40, "Emergency Worker 


Do se s . 


Svc list 


L. Division of Emergency Preparedness 
(Post 830103). 84/05/30. Consolidate' 

122pp. 24879 342. 24X Fi che : 50-000, 


Eng ineer ing 
d Edison Co. of New 
84/05/30, 8405290383. 


B406110369 Summary of 840515 meeting w/util,C-E & ©' T ' 

Bureau & SRI re insp & repair of thermal shieid stj 

:h 3 04/05/ 

24X Fiche. 50—309,84/05/31, 


Or iff in-Larrabee Ne 

Bureau & SRI re insp & repair of thermal smen* --PP 07 '* sys. 

HEITNER, K L Operating Reactors Branch 3. 04/05/31. Operating 

Reactors Branch 3 5pp. 24880:284. 

34061103 69 


8406010423 IE 
JORDAN, E L. 
Response (Po 
York, Inc. 


Info Notice 84-41, "IGSCC in BWR 
Division of Emergency Preparedne 
st 830103). 84/06/11. Consoli 

100pp. 25050 244 24X Fiche: 50- 


plants. " Svc list end. 
s« St Engineering 
dated Edison Co. of New 
OOO, Q<4/O6/0l, 8406010423 


8406140215 Forwards IE Insp Rept 80-309/84-02 on 840305-09 & notice of 

STAROSTECKI, R. Division of Project & Resident Programs. 84/0&/01 - 
RANDAZZA, J B Maine Yankee Atomic Power Co. 2p P • 24-924: 162. 24X 

Fiche: 50-309, 04/06/01, 8406140215. 


— S40614O216 Notice of violation from insp on 040305 09>. 

•» Region 1, Office of Director. 84/06/01. 3pp. 24-924: 164. 24X 

Fiche 50-309, 84/06/01,8406140215. 

-B40614O217 IE Insp Rept 50-309/84-02 on 84030S--O9. Violations noted: 
Diesel Generator 1A removed from svc w/o verification of 
equipment operability ?< documents Identified did not comply 
w/Class A document control. 

KENNY, T , ARCHITZEL, R. , HOLDEN, C. Region 1/ OF-Face of Director. 
94/05/17 . 29pp. 24924:167. 24X Fi c h e : 50-309 , 8-4 /06/0 1 , 8406 1 4021 5 

B4G605Q012 IE Info Notice B4-42, "Equipment Availability For Conditions 
During Outages Not Covered by Tech Specs, " Svc 1 i encl.. 

JORDAN, E. L Division of Emergency Preparedness *« Eng ineering 
Response (Post 830103). 84/06/05. Consolidated Ed i eon Co. oF New 

York , Inc 120pp. 25050:124, 24X Piche: 50-000* e^i/06/03, 8406050012. 


B4061203 5 2 Submits understanding Of actions taken ot* p^l^nned re reactor 
trip breakers for Cycle* 8 op eration*. Notif i c»ti ° !l, 7 i r'»'«t-d%»-te d 

within 24 h if understanding ndtin aecOrdande 'Uf/*»G:t'u.«l 
plans t, actions being imp lementfrf.- 

STAROSTECKI, R Division : of Project Resident 04/06/05. 

RANDAZZA, J.B Maine Yankee Atomie Polder C‘o. ®P P - 9 

Piche: 50-309, 84/06/05, 84061203! 


24893) 257. 24X 


06050350 IE Info Notice B ! 4-43, storage *** O-pthalmic Beta 

Radiation Applicators. SVt itst . 

grace, J.N. Division of QA, Safeguards $ •*** TPost 

830103). 84 /06/07. "Cons<ol£daifeftd' :©t£* : on; fcifc ■ York, Inc. 

’2pp. 25050:032. 24X Fiche; 50-OQO, 04/06/07, 04QNfe«>SX>a»Q,, 

06060336 IE Info Not i c e B4-4*/ ^ErvYirbTl: Tiffing- of 

Rockbestos Cables. " 9vc list dfnfT, 

JORDAN, E. L. Division of Emergency iPtu'p.are'dffie^s . 

Response (Post 830 1Q3). 04/O6'/(|8V «,s'diidw* of New 

y ork, Inc 120pp. 25049:273, • &4W-iPMiei 3©*©'©$* E^#06/!08, ©406060336. 


8^06240260 Forwards IE Insp Rept 50-309/84-07 on No 

violations noted. : _ 

MARTIN, T T. Division of Eng-inesriftt ©4/06/08. 

RANDAZZA. J. B, Maine 4ft- ■ W?**" 50s '001 . 24* 

p iche: 50-309, 84/06/08, 


-8406260264 IE Insp Rept 50-3O<? 
noted Major areas inspected: ^ 
implemented during 1984 ref u 
previously identified items, 
BICEHOUSE, H J , SHANQAKY.M ’ " 
84/06/01 lOpP 25150 003 


8406080176 IE Info Notice 84-4 5 , 
Instrument Sensing Lines " Sv c 
JORDAN, E L Division of Emerg 
Response (Post 830103). B4/C>6 

York, Inc 123pp 25049 OOl . 


8406200193 Informs that special 
of 10CFR50, App R, Section III Q: ' 
previously scheduled to be cc»r» 

& 0924-28, temporar il y postpone. 
MARTIN, T T. Division of Engirt 
RANDAZZA, J B Maine Yankee ^ 
Fiche. 50-309,84/06/12, S4062OO1. 


8406080173 IE Info Notice 04-46, 
Verification " Svc list encl. 
JORDAN, E L. Division of Emerg 
Response (Post 830103). 84/06* 

York, Inc 119pp. 25049 154 .. 


8406130315 IE Info Notice 84-47, 
Electrical Terminal Blocks." 
JORDAN, E L Division of Emerg 
Response (Post Q30103) 94/06* 

York, Inc 122pp 25049. 033. 


8406180353 IE Info Notice 84-4Q, 
Valves. " Svc list encl. 

JORDAN, E L. Division of Emei-g* 
Response (Post 830103). 84/06*. 

York, Inc 118pp 25536: 043. ^ 


8406180360 IE Info Notice 84-49, 
Failure." Svc list encl. 

JORDAN, E L. Division of Emer a 
Response (Post 830103). 84 / 0 , 

York, Inc 118pp. 25535: 2B«S 


0406190327 IE Info Notice 84-50, 
for Transport Packages Pursue 
end. 

JORDAN, E. L. Division of Emer 
Response (Post 830103). 84/0 

York, Inc. 63pp. 25535:041. 


Periodic operating reports 


8406050108 "Annual Rept of Fa c i 
Failures 8, Challenges. " W/840 
WHITTIER, G. D. Maine Yankee * 
Region 1, Office of Director 
Fiche: 50-309, 83/12/31, 8406050 


8406070190 Monthly operating re 
B IEMILLER, S. , MCCUMBER, J. T. 

HARTFIELD, R . A. Management 1 
24X Fiche: 50-309, 84/04/30, 840 


S. Reportable occurrences, LER 4 


8406050458 LER 84-003-01; on 840 


inoperable. Caused by personne 
TIER, O. D. 

84/05/29. 3pp. 24842: 335. 


8406200236 PN0-I-84-052: on 040 6 -. 
inadvertently drained due to IT 
filling it venting operations 
indication irregularities. Le a j 
EICHENHOLZ, H. , FERLIC, K. Reg 
2 pp. 23039:359. 24X Fiche: 3 .*. 




> /84-07 on 840430-0504. No violatio 
radiation protection programs 
*eling outage, includ ing 
audits, training & ALARA. 

Region 1, Office of Director. 

24X Fiche 50-309,84/06/08,84062 


"Reversed Differential Pressure 
list encl. 

ency Preparedness & Engineering 
/II Consolidated Edison Co. o 

24X Fiche. 50-000, 84/06/11, 84060 


announced team safe shutdown insp 
-III J, II I. 0 &t III. L, 
ducted on 840625-29 
d 

eering it Technical Programs. 84/ 
tomic Power Co. 2pp. 25046:350. 
93. 


“Circuit Breaker Position 

ency Preparedness it Engineering 
/13 Consolidated Edison Co. o 

24X Fiche: 50-000, 84/06/ 13, 84060 


“Environ Qualification Tests of 
J vc list encl. 

: ency Preparedness St Engineering 
fc/15. Consolidated Edison Co. o 

24X Fiche: 50-000, 84/06/15, 84061 


"Failures of Rockwell Inti Globe 

ency Preparedness & Engineering 
*/18. Consolidated Edison Co. o 

24X Fiche: 50-000, 84/06/18, 84061 


“IGSCC Leading to Steam Generato 

ency Preparedness i>. Engineering 
/18. Consolidated Edison Co. o 

24X Fiche: 50-000, 84/06/18, 84061 


“Clarification of Scope of GA Pr 
■fc to 1OCFR50, App B. " Svc list 

ency Preparedness St Engineering 
/21. Consolidated Edison Co. o 

24X Fiche: 50-000, 84/06 /21, 8 4 06 1 9 




related correspondence 


ity Changes St Relief St Safety Val 
IO Itr. 

omic Power Co. 83/12/31. MURLEY 
27pp. 24839:162. 24X 

^ oa. 


■fc For Apr 1984. W/840504 ltr. 
laine Yankee Atomic Power Co. 84/ 
Formation Branch. 5pp. 24746:27 
■070190. 


related correspondence 



-4- 2, while in cold shutdown, pressi* 
inadequate reactor coolant 
^ ompounded by pressuriier leve 
isolated. 

i on 1, Office of Director. 8 
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0406030483 Provides preliminary comments on "Seismic Hazard 
C harac ter i zat i on of Eastern US: Methodology b Preliminary 
Results for Ten Sites* “ in response to NRC request 

WHITTIER.G D Maine Yankee Atomic Power Co 84/05/31 MILLER* J. R 
Operating Reactors Branch 3 2pp 24841 288 24X 

Fiche; 50-309, 84/05/31 , 8406050483. 


8406080073 Forwards documentation re environ qua 1 if ication (EQ) of 
saf ety-r e lated electrical equipment requested at 840404 
meeting . Responses to SER b technical evaluation rept items 
b EQ master list included. 

WHITTIER. GO Maine Yankee Atomic Power Co 84/05/31 MILLER, JR 
Operating Reactors Branch 3 I52pp 24856 08B 24X 

Fiche: 50-309. 84/05/31. 8406080073 


B406110393 Forwards request for addl info re facility ability to 
withstand asymmetric loadings from postulated LOCA Response 
requested by 840731 to complete safety evaluation as 
s c h ed ul ed , p er Generic Ltr 84-04. 

MILLER, J R. Operating Reactors Branch 3. 84/05/31. RANDAZZA, J. B 

Maine Yankee Atomic Power Co 8pp 24880:324. 24X 

Fiche: 50-309, 84/05/31, 84061 10393. 


8406140125 Forwards Amend 78 to License DPR-36 b. safety evaluation. 
Amend modifies Tech Specs to reflect Cycle 8 power 
distributions & provides alternate methods of measuring 
quadrant tilt. 

HEITNER, K. L Operating Reactors Branch 3. 84/05/31 RANDAZZA, J. B 

Maine Yankee Atomic Power Co. 2pp. 24955 103. 24X 

Fiche: 50-309, 84/05/31. 8406140125 


— 8406140127 Amend 78 to License DPR-36, mod if y ing Tech Specs to reflect 
Cycle 8 power distributions b providing alternate methods 
Df measuring quadrant tilt. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/31. 26pp. 

24955 105. 24X Fi c h e : 50-309. 84/05/3 1 , 8406 1 40125. 


— 8406140129 Safety evaluation supporting Amend 78 to License DPR-36. 
* Office of Nuclear Reactor Regulation. Director. 84/05/31. 
26pp. 24955:132. 24X Fi c h e : 50-309, 84/05/3 1 . 84061401 25 


B406050231 Responds to NRC requests for addl info re reactor vessel 
pressurized thermal s h oc k. Ap p 1 ica t ion of improved 
normalization factor produced lower estimated fluence & 
critical weld shift va lues. Revised measurements end. 

WHITTIER, G. D. Maine Yankee Atomic PoweT Co. 04/06/01. MILLER, J. R. 
Operating Reactors Branch 3. 16pp. 24841.001. 24X 

Fiche: 50-309, 84/06/01 * 8406050231 . 


8406150268 Forwards SSER re TMI Action Item II. E. 1.1, "Auxiliary 
Feedwater Sys. " Recommends licensee submit limiting 
condition for turbine-driven auxiliary feedwater pump. 

Response requested within 30 days of ltr receipt. 

MILLER* J. R. Operating Reactors Branch 4 84/06/04. RANDAZZA* J. B. 

Maine Yankee Atomic Power Co. 18pp 24976:276 24X 

Fiche: 50-309, 84/06/04, 8406150268. 


B406190576 Summary of 040424 meeting w/utils St EQE, Inc re update of 
seismic design review project. 

HEITNER, K. L. Operating Reactors Branch 3. 84/06/04. Operating 

Reactors Branch 3. 5pp. 23029:301. 24X Fiche: 50-309, 84/06/04* 

8406190576. 


8406210326 Forwards safety evaluation supporting NUREG-0737, 

Item II K. 2. 13, "Th erma 1-Mec h am cal Rept." Issues studied as 
sub-set of Unresolved Safety Issue A-49, "Pressurized 
Thermal Shock. " Vessel integrity adequately demonstrated. 

MILLER* J. R. Operating Reactors Branch 3. B4/06/06. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 9pp. 25069:205. 24X 

Fiche: 50-309, 84/06/06, 0406210326 


8406190300 Notifies that revised inservice testing program will be 
submitted by B40701 due to schedule overrun of current 
refueling. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/06/08 MILLER, J. R. 
Operating Reactors Branch 3. Ip. 24983:361, 24X 

Fiche: 50-309, 84/06/0B* B406190300. 


8406190251 Notifies that proposed Tech Specs for auxiliary feedwater 
sys automatic initiation function will be submitted by 
B40831 * in response to NRC 840329 ltr. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/06/11. MILLER, J. R. 
Operating Reactors Branch 3 lp. 24989:285. 24X 

Fiche: 50-309, 84/06/11 , 8406190251. 


B406270395 Requests addl info for review of Proposed Change 106 to 
Tech Specs re low temp overpressure protection sys (LTQPS) . 

Info re LTOPS design b. alignment of HPSI pump at 375 psig 
RC5 pressure requested within 30 days of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/13. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 2pp. 25171:355. 24X 

Fiche: 50-309, 84/06/13, 8406270395. 


8406260433 Informs that listed administrative controls will be 
implemented w/RCS temp less than 400 F b RHR relief valves 
isolated fi om RCS until proposed low temp overpressure 
protection Tech Specs (P C 106) approved Diagram encl 
WHITTIER, G D Maine Yankee Atomic Power Co 84/06/14 MURLEY, T E 
Region 1, Office of Director 2pp 25154 180 24X 

Fiche: 50-309, 84/06/14. B406260433 


8406190218 Responds to NRC 840525 request for addl info re auxiliary 
power sys voltage (APSV) study Computer facilities used to 
generate APSV study retired Addl 90 days will be required 
to locate alternate facilities Response expected by B41003. 
WHITTIER, G D Maine Yankee Atomic Power Co 04/06/15 MlLLER.J R 

Operating Reactors Branch 3 lp 24980 229 24X 

Fiche: 50-309, 84/06/15, 8406190218 

8406190354 Forwards uritten confirmation in response to NRC SER open 
item re feedwater trip sys. One item re sys conformance to 
single failure criterion remains open. W/10 oversize 
drawing s. Aperture cards are available in PDR 

WHITTIER, GD. Maine Yankee Atomic Power Co. 84/06/15. MILLER, JR 

Operating Reactors Branch 3. 3pp 25022 022 24X 

Fiche: 50-309, 84/06/15, 8406190354 


8406220178 Requests doc umen ta t i on of NRC findings that installation of 
redundant level instrumentation & low level alarms in 
control room for auxiliary feedwater primary water source 
required b. provide addl protection 

WHITTIER.G D Maine Yankee Atomic Power Co. 84/06/15 MlLLER.J. R 
Operating Reactors Branch 3 2p p 25083: 067 24X 

Fiche: 50-309, 84/06/15, 840622017S 


8406260032 Forwards revised pages to mservue testing program.per 
840202 telcon. Diesel generator fuel oil transfer sys will be 
added to program by 840901 

WHITTIER.G. D Maine Yankee Atomic Power Co 84/06/15 MlLLER.J, R 
Operating Reactors Branch 3. 22pp. 23141 299 24X 

Fiche: 50-309, 84/06/15, 8406260032 


8406220168 Discusses ongoing studies by Canadians Df 1982 New Brunswick 
earthquake Earthquake constrained to central New Brunswick 
due to correlation to tectonic structure Summary of 
scheduled work 8t responsible agency listed 

WHrTTIER, G D. Maine Yankee Atomic Power Co 84/06/10. MlLLER.J R 
Operating Reactors Branch 3. 2pp. 25083:277. 24X 

Fiche: 50-309, 84/06/18, 8406220168 


8406250301 Application to amend License DPR-36, c hang ing Tech Specs to 
conform to NRC rule changes re miscellaneous definitions, 
release of liquid & gaseous raduaste, organization, revieu & 
aud i t, reporting requirements b special repts 

RANDAZZA, J.B Maine Yankee Atomic Power Co. 84/06/19. MlLLER.J R 
Operating Reactors Branch 3. 3pp. 25118 064. 24X 

Fiche: 50-309, 84/06/19, 8406250301 


■8406250305 Proposed Tech Spec changes to conform to NRC rule changes 
re miscellaneous d e f i n i t i ons , r e 1 ea se of liquid & gaseous 
rad wa s te, organi z a t i on, r evi ew & aud i t , rep or t ing requirements, 
special repts & records retention. 

* Maine Yankee Atomic Power Co 84/06/19. 15pp. 25118:067 . 24X 

Fiche: 50-309, 84/06/19, 8406250301 


0406260340 Responds to 840324 Generic Ltr 84-14, "Replacement 8c 
Requa 1 i f i cat i on Training Program. " Util chooses not to 
include specific rev numbers or dates in FSAR description of 
program. 

WHITTIER, G.D Maine Yankee Atomic Power Co 84/06/19. 
ErSENHUT, D G Division of Licensing 2pp. 25150:333. 24X 

Fiche: 50-309, 84/06/19* 8406260340. 


8406260159 Notifies of 040622 meeting to respond to NRC 840511 
questions & agree upon schedule to provide addl info re 
RELAP5YA. Schedule will be made available to NRC by 840722. 
WHITTIER.G D Maine Yankee Atomic Power Co. 94/06/20. MlLLER.J. R 
Operating Reactors Branch 3. lp. 25142: 105. 24X 

Fiche; 50-309, 84/06/20, 8406260159. 


0406260380 Advises that encl to 790604 ltr re C-E SHAKE code utilized 
in Maine Yankee seismic analysis no longer contains 
proprietary info b. should be redesigned "downgraded: 
nonpropr ietary. " 

SCHERER, A. E Combustion Engineering, Inc. 84/06/20. EISENHUT, D. G 
Division of Licensing. lp 25151:361. 24X Fi ch e . 50-309, 84/06/20* 

0406260380. 


Q. Inspection reports, IE Bulletins 8*. correspondence 


040612090 1 Forwards IE Insp Rept 50-309/B4-05 on 840319-23 b notice 
of violation. 

MARTIN, T. T. Division of Engineering b Technical Programs. 04/05/23. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 3pp. 24892:016. 24X 

Fiche: 50-309,84/05/23, 8406120501. 



DOCKETED ITEMS 


&120ti09 Notice of Violation from insp on 840319-23 
; Metnoii 1, Office of Director 84/05/23 Ip 24092 019 24X 

i c. fi g SO- 309, 84/05/23, 8406120501 


>£»i«?05ia ii 
ailui v to 

a i l ui e to 

tan. 

>ORDON, c 7 
> i t 0 c t ti r 
1^06120 501 


i Insp Rept 50-309/04-05 on 040319-23 Violations noted 
revieu emergency action levels w/state annually S< 
distribute public info as specified in emergency 

, COHEN, I , HAWXHURSr, J J Region 1, Office of 
04/03/10 7 PP 24092 020 24X Fiche 50-309,04/09/23. 


130319 It? Info Notice 04-39, "Inadvertent Isolation of Containment 
ay Sy$ " Svc list end 

DAN# E L Division of Emergency Preparedness i: Engineering 
ponse (Post 830103) 04/03/25 Consolidated Edison Co of New 

k * I ric 1 24p p 24061 201 24X F l c h e 50-000, 84/05/25, 8405230319 


•4031 7 IE Info Notice 83-66, Suppl 1. "Fatality at Argentine 
tied Facility " Svc list end 

DAN# E L Division of Emergency Preparedness & Engineering 
pons© (Post 030103) 84/09/25 Consolidated Edison Co, of New 

•* * 127pp 24080.103. 24X Fi c he : 30-000, 84/05/25, 3405240317 


S»O3©0 IE 
1 

DAN, E L 
ponne (Po 
V # Inc 


Info Notice 04-40, "Emergency Worker Doses " Svc list 

Division of Emergency Preparedness & Engineering 
st 830103) 84/05/30 Consolidated Edison Co. of New 

122pp 24079 342 24X Fiche 90-000,84/03/30,0403290303 


10369 Nummary of 940515 meeting w/util,C-E & Griff in-Larrabee News 
® au & ^RI re insp & repair of thermal shield support sys. 

TNER, K L Operating Reactors Branch 3 84/03/31 Operating 

e tors Branch 3 Spp 24000 294 24X Fi ch e: 90-309, 04/05/31 , 

61 10369 


10423 IE Info Notice 04-41, "IOBCC xn BWR Plants." Bvc list end 
DAN# E L. Division of Emergency Preparedness & Engineering 
ponst? (Post 030103). 84/06/11 Consolidated Edison Co of New 

k, Inc 100pp. 23050 244 24X Fi c h e 30-000, 84/06/01 , 0406010423 


4021S Forwards IE Insp Rept 30-309/B4-02 on 840303-09 & notice of 
Z 4» fe 1 o n 

R08TECK J , R. Division of Project S< Resident Programs, 84/06/01. 
DAZZA, J B Main# Yankee Atomic Power Co. 2pp. 24924:162. 24X 

he; 30-309, 04/06/01, 8406140213 


6140216 Notice of violation from insp on 040303-09. 

Region 1, Office of Director 04/06/01. 3pp. 24924:164. 24X 

iehe 30-309, 04/06/01, 9406140213. 


6140217 IE Insp Rept 50-309/04-02 on 840303-09. Violati ons noted: 
i#0©l Generator 1A removed from svc w/o verification of 
quipmanfc operability & documents identified did not comply 
/Class A document control. 

ENNY, T , ARCHITZEL, R. , HOLDEN, C. Region 1# Office of Director. 
4/09/17 29pp. 24924:167. 24X Fi c h e : 50-309, 04/06/01 , 840614021 3 


9001 a IE Info Notice 84-42, "Equipment Availability for Conditions 
ing Outages Not Covered by Tech Specs." Svc list end. 

DAN, fit. L Division of Emergency Preparedness & Engineering 
pons© (Post 830103), 84/06/09. Consolidated Edison Co, of New 

k t Inc. 120pp. 25030:124, 24X Flch e : 30-000, 84/06/05, 0406050012. 


20352 Submits understanding of actions taken or planned re reactor 
p breakara for Cycle" 8 op erati ons, Nati f i cation requested 
hln 24 h tf understanding not in accordance w/actual 
ns e< actions being implemented 

90S TECKI , R. Division of Project fc Resident Programs. 84/06/09, 
DAZZA, J. B, Main* Yankee Atomic Power Co. 2pp. 24893:297. 24X 

he: 50-309# 04/06/05, 8406120352. 


90390 IE Info Notice 84-43# "Storage V nancu mg or Beta 

iatlon Applicators. " 0ve list end. 

J. N. Division of QAr Safeguards & Inspection Programs (Post 
103). @4/0 6/0*7, Consolidated Edison Co. of New York, Inc. 

j. 25090:032; @4X Fiche. 90-000, 04/06/07, 8406050350. 


b0336 IE Info Notice 04-44, "Environ uual i fieation Testing of 
< b es tsos Cable®. 1 * Svc list fn'cil. 

DAN, E, L. Division of Emergency Preparedness b Engineering 
>ens© (Post 9301Q3). 04/06/00. Consolidated Edison Co. of New 

t, Inc. i20pp. 23Q.49 . St'3. @4X Fiche: 5O-000 j B4/06/08, 8406060336. 


■>0260 Forwards IE Insp Rept 50-309/84-u/ on ohuhat^wt, 

La felons no fe:ad« 

riNft T. Divif ion of Engineering S; Technical Programs. 84/06/08. 
4DAZZA# JV •&/ Ha in* k e a 'At'O'm i c P out er Co. 2pp. 25150:001. 24-X 

i © : 50**309# @4/06/0^, 0406260260. 


04O6;§ 

n 0 t e cf i or In5P RePt 50 ~ 30e?/8 4-07 on 840430-0304 No vio 


io lati ons 


pr* v , n auring 1904 refueling outag 

Blc :eHOuJr y 1 -| ld l entlf Ied 1 tems< audits, training 
° Ubi: ' H J ‘ SHANBAKY, M ~ S 


lOpp 


251 50 003 


B *'’06/Ql 

B 406 °a Ol7 IE 

Ins tr , lm : O'# 

-JORDAN Sensin 9 Dines " Svc list end 
ResoJ t L Division of £ 


ng 

a «< ALARA. 

Region l, Office of Director. 

& 4X Fiche 50-309,84/06/08, 8406260260 


Info Notice 84-45, 


Reversed Differential Pressure 


Res Pan L Division 
York Se (Post 830103) 

' Inc 123pp 


Pre P ared "* s * * Engineering 

•3049 om Lv c C ° nsoUdate d Edison Co. of New 
5049.001 24X Fi c h e 50-000, 84/06/ 1 1 , 8406080 1 76 


of lOrpDoI n !° rmS that 5 P ecial announced 
P re Vi n hR ?°' APP R' Section III G. HI J, I I r 


& . sc tedul ed to be conducted 


P r e v i 

& 7 uc tona 

MARt^m !; 8 ' tem P° rari iy postponed 

RAN ^AZZAJ B DiV M Sian v f En 9 ineerin S & Technical Programs 
' e Maine Vankee Atomic Power - " 9 

• 90-309, B4/06/12, 9406200193 


team safe shutdown insp 

. a & 1 1 r. l, 

on 840625-29 


Riche 


Co. 2pp. 


84/06/12. 
23046:350. 24X 


"Circuit Breaker Position 


v «?if! 73 IE InfD Nc5tic * 84-46, 

JOR 0 ^“ tio " " Svc list . ncl . 

vpp 25049 1 54, 24X Fiche: 50-000, 04/06/13, 04O6OBO173. 

N ?‘i; e a4 ‘ a7 ' “ Env ‘ r< ’ n Qual i f i cat ion Tests of 
Jordan I ,* Term,nal Sl=sks.“ Svc list end 

o'*. 

*d PP 25O49.033. =-4X Fiche: 50-000, 04/06/15, 0406130315. 

Svc'u^t^d' S4 ^ 8 ’ Rettcell , n tl Ole, 

8pp. 25336.043. 24X Fi c h e - 50-000, 84/06/ 1 8, 8406 1 80353. 

a, p*U^°, I a V c In fut°e t nd 84 ' 49 ' " I0SCC LeSd ‘ nS l ° Steam ® a "etator Tebe 

- 

ll8pp 23335:286. 24X Fi c he; 50-000, 84/06/ 18, 8406X80360. 

M fw 9 ??? 7 Notice 84-SO, “Clarification of Scope of OA Programs 

encl P Packa 9 es Pursuant to 10CFR30, App B. •• Svc list 9 

Rs sponl E 0f Emer 9® n cy Preparedness & Engineerina 

Yort®"!* (P °I! 0301 ^ 84/06/21 . Consolidated Edison Co® of New 

nc. 63pp. 23535:041. 24X Fiche: 50-000, 84/06/21, 0406190327. 

®^°dic operating reports & related 

Pfilur 08 r A S nual Rept of pacil i t y Changes h. Reli 


correspondence 


WHlTvr® 9 ** Challenges." W/840510 Ur 
R# n < rER ' °* D ' Naine Yankee Atomic P 
Firi° n 1( °^ fice of Director. 2 _ 
* c "e: go-309, 83/12/31 , 8406030100 


ef ?< Safety Valve 

Power Co. 83/12/31. MURLEY, T. E. 
ector. 27pp. 24039:162. 24X 


4 SlEM?| 1 , <7 2 Q M ^ nfch ly °P eratir ig rept for Apr 1984. W/840304 1 tr. 

RARTFIELD R Maine ^ anl<e e Atomic Power Co. 84/04/30. 

24X ELDi R ' A ' Management Information Branch. Spp 24746-272 
Fiche: 30-309, 84/04/30, 84060701 90. 


8 ' R# Urtable 


occurrences, LERs &- related correspondence 


S4 °t°r S ;^,V^ B4 : 003 - 01 ^'' 840327,^11. operating at £m p D ., r prior 
moto! U 8 °utage, power supply breaker for safeguards 
iho r '‘ 0 P era ^ ed valve found open, render i ng valve 
LAj?f! rab la> CaUfied by personnel error. W/840529 ltr 
04/o5#t! E ' 8> J ' ' WHITTIER, o. D. Maine Yankee Atomic' Power Co 

“3/29. 3pp. 24842:333. 24X Fi c he : 30-309, 84/03/29, B406030438. 

84 iSS? 3 ? p Na-I : 84-032:on 840612, while in cold shutd own, pre ssur i zer 
fill! rt#nt y drained due to inadequate reactor coolant 
inHi & ventin 8 operations compounded by pressurizer level 
^regularities. Leak isolated. 

JJJHBNHOLZ, H. , FERLIC, K. Region 1, Office of Director 
23039:339. — “ “■ 


24X Fiche; 30-309, 84/06/14, 8406200236. 


04/06/14. 
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DOCKET 50-311 SALEM NUCLEAR GENERATING STATION. UNIT 2 


F. Security, medical, emergency b fire protection plans 


8406040056 Forwards State of DE 340409 request for exemption from 
participation in annual radiological emergency preparedness 
exercise in Oct 1984 Request should be granted 
KRIMM, R.kJ. Federal Emergency Management Agency. 84/05/25. 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response (Post 330103} 4pp 24797 296 24X Fi c h e 50-272. 04/03/25. 

8406040056 


8406150232 Ac k receipt of 840524 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50— 272/Q4— 13 & 
50-311/84-13. Corrective actions will be examined during 
future insp 

STAROSTECKI. R. Division of Project b Resident Programs 84/06/11. 
UDERITZ.R A Public Service Electric b Gas Cd. of New Jersey 2pp 
24944:348 24X Fi ch e : 50-272. 84/06/ 1 1 , 84061 50232. 


— 8406150236 Responds to NRC 840424 ltr re violations noted in IE Insp 
Repts 50-272/04-13 b 50-311/84-13 Corrective actions: station 
combustible mat! control program will be strictly enforced. 

Fire protection program revived. 

LIDEN. E. A Public Service Electric b Gas Co. of New Jersey 
84/05/24 STAROSTECKI, R. Division of Project & Resident Programs. 
4pp. 24944:350. 24X Fi c he : 50-272. 84/06/ 1 1 . 8406 150232. 


8406270396 Forwards safety evaluation ro NUREG-0737, Item II K 2 13, 
"Thermal -Mechanical Rept " Vessel integrity adequately 
maintained Iten conpl ete Unre s ol ed Safety Issues A-49 & 

A-45. re I tern II. K 2 13. nearing resolution 

VARGA. S A. Operating Reactors Dranch 1 84/06/18 UDERITZ.R A. 

Public Service Electric ?, Gas Co of New Jersey I2pp 25183:304 
24X Fiche 50-272.84/06/18,8406270396 


Q Inspection reports, IE Bulletins ? correspondence 


B406 1 20464 Forwards IE Insp Repts 50-272/84-03 ?. 50-311/84-03 an 
840227-0302 b notice of violation 

STAROSTECKI, R Division of Project. ! Resident Programs 84/05/24 
UDERITZ.R A Public Service Electric ? Gas Co of New Jersey. 3pp 
24891.051 24X F l c h e 50-272, 84/05/24, 8406 1 20464 


— 8406120470 Notice of violation from insp on 840227-0302. 

* Region 1. Office of Director 84/05/24 ]p 24891 054 24X 

Fiche: 50-272. 84/05/24, 8406120464 


— B40612Q477 IE Insp Repts 50-272/84-03 b 50-311/84-03 on 840227-0302. 
Violation noted failure to perform review of vendor manuals 
for post-maint operability testing 

HUDSON, S D Region 1, Office of Director NORRHOLM. L. J. Division 

of Project 8, Resident Programs 84/04/04 7pp 24891 055. 24X 

Fiche 50-272, 84/05/24, B406120464 


8406280135 Forwards 840612 order confirming licensee commitments re 
emergency response capab i 1 ity Ord er based on B30415.0601, 

0B18, 1219, 840405. 0406 b 0516 responses to Suppl 1 to 
NUREG-0737 

VARGA, S. A Operating Reactors Branch 1. 84/06/12. UDERITZ.R. A- 

Public Service Electric & Gas Co of New Jersey 5pp. 2520B:351. 
24X Fiche: 50-272.84/06/12,8406280135. 


— 8406200138 Order confirming licensee commitments on emergency response 
capab ility, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT. D G. Division of Licensing. 84/06/12. Public Service 
Electric & Gas Co of New Jersey 6pp 25208: 356. 24X 

Fiche. 50-272, 84/06/12, 8406280135. 


P. Operating license stage documents it c orresp ond enc e 


8405180373 Provides equipment qual if icat i on program status rept for 
2-wk period ending 840505. 

KARSCH, R Q. Assistant Director for Operating Reactors 84/05/0B. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 8pp. 
24897:284 24X Fiche: 50-000, 84/05/08, 8405180373. 


8406280321 "5alem Nuclear Generating Station Unit 2, Cycle 2 Startup 
Test Rept. " W/840613 ltr 

JACKSON, J G. , LIDEN. E. A. Public Service Electric it Gas Co. of New 
Jersey. 84/05/15 MURLEY, T. E Region 1, Office of Director. 40pp 
25193-137. 24X Fiche; 50-311, 84/05/15, 8406280321 


8406010281 Suppls 840404 ltr re TMI Item II. F. 2, "Inadequate Core 
Cooling Instrumentation." Implementation of critical 
function status trees uill be delayed until Nov 1984 - Mar 
1985. 

LIDEN, E A Public Service Electric & Gas Co. of New Jersey. 

84/05/24 VARGA. S. A. Operating Reactors Branch 1. 4pp. 24755:017 
24X Fiche: 50-272. 84/05/24, 8406010281. 


B405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys '* Svc list end 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). S4/G5/25 Consolidated Edison Co of New 

York, Inc 124pp. 24861:201 24X Fi c h e 50-000, 84/05/25, 8405230319 


B405240317 IE Info Notice 83-66, Suppl 1. "Fatality at Argentine 
Critical Facility " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of New 

York, Inc 127pp. 24880 103 24X Fiche 50-000,84/05/25.8405240317 


B4Q52903B3 IE Info Notice 84-40, "Emergency Worker Doses " Svc list 
enc 1. 

JORDAN, E L Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/05/30 Consolidated Edison Co. of New 

York, Inc 122pp 24879 342 24X Fi c h e : 50-000, 84/05/30, 8405290383 


8406010423 IE Info Notice 84-41, “IGSCC in BWR Plants " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/11 Consolidated Edison Co of New 

York, Inc lOOpp 25050 244 24X Fi c h e : 50-000, 84/06/01 , 8406010423 


8406050012 IE Info Notice 84-42, “Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc 120pp. 25050:124 24X Fi c h e . 50-000, 84/06/05, 8406050012 


8406120334 Ac k receipt of 840427 b 0524 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-272/84-0B b 50-311/84-08 

STAROSTECKI , R. Division of Project Resident Programs. 84/06/05. 
UDER ITZ , R. A. Public Service Electric b Gas Co. of New Jersey. Ip. 
24894:183. 24X Fich e: 50-272. 84/06/05, B406120334 


8406010287 "Vessel Level Monitor Sys Scaling Calculations for Salem 
Unit 2" 

LI5C 10. E. P , BROWN. A , TERRY , J. R Westinghouse Electric Corp. 

NS I D-E I S-84-07. B4/04/01. 30pp. 24755:021. 24X 

Fiche: 50-272, 84/05/24, 8406010281 


8406010295 Rev 0 to NSID-EIS-84-07, "Reactor Vessel Level 
Instrumentation Sys Calibr Procedure " 

LISCIO, E P. , TERRY, J. R. Westinghouse Electric Corp. 84/04/16 
45pp. 24755:051. 24X Fiche: 50-272, 84/05/24, 8406010281. 


8406120380 Forwards four revised oversize drawings indicating mod to 
circuit design to extinguish red light upon loss of 125-volt 
dc power. Aperture cards are available in PDR. 

, Public ^vice Electric b. Gas Co. of New Jersey. 

VA RGA, S. A. Operating Reactors Branch 1. 4pp. 24894- 33 

24X Fiche: 50-272, 64/06/07, 8406120380. 


0406250196 Forwards proposed method of resolution of deficiencies 
noted in technical evaluation repts re saf ety-r e la ted 
ical et luipment, in response to 840424 request. 

, Public Se rvice Electric b Gas Co. of New Jersey. 
VARGA, S. A. Operating Reactors Branch 1. 59pp. 

«J5119,226. 24X Fiche: 50-272, 84/06/08, 8406250196. 


— B406120336 Responds to NRC 840326 ltr re violations noted in IE Insp 
Repts 50-272/84-08 b 50-311/84-08 Corrective actions. 

Operating Instruction 1 1 I 6. 3 2 for RHR revised ?• evaluation 
planned to improve 10CFR50 59 reviews 

UDERITZ.R A Public Service Electric b Gas Co. of New Jersey 
84/04/27, STAROSTECKI, R. Division of Project b. Resident Programs. 
3pp. 24894: 1B4. 24X F l c he 50-272, 84/06/05, 8406120334. 


8406120338 Responds to NRC 840326 ltr re violations noted in IE Insp 
Repts 50-272/84-08 & 50-311/84-08 Corrective actions. 

Operating Instruction II. 6.3.2 for RHR revised b. evaluation 
planned to improve 10CFR50. 59 reviews. 

LIDEN, E A Public Service Electric b. Gas Co. of New Jersey. 
84/05/24. STAROSTECKI , R. Division of Project b Resident Program 
3pp. 24894:187. 24X Fi c h e : 50-272, 84 /O6/05, 8406 120334 


8406050350 IE Info Notice 84-43, "Storage b. Handling of Qpthalmic Bet 
Radiation Applicators " Svc list end. 

CRACE, J. N, Division of GA, Safeguards b Inspection Programs (Post 
930103). S4/06/07. Consolidated Edison Co of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 94/06/08. Consolidated Edison Co. of Ne 

York, Inc 120pp. 25049. 273. 24X Fi c h e . 50-000, 84/06/08, 840606033 
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8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/11 Consolidated Edison Co. of New 

YorJu Inc 1 23p p 2*5049 001 24X Fiche 50-000,84/06/11,8406000176 


8406150232 Ac k receipt of 840524 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/84-13 & 
50-311/B4-13 Corrective actions will be examined during 
future insp 

STAROSTECKI , R. Division of Project 8, Resident Programs. 84/06/11 
UDERITZ, R A. Public Service Electric & Gas Co of New Jersey. 2pp 
24944:348 24X F i ch e 50-272, 84/06/ 1 1 , 8406 1 50232 


8406150236 Responds to NRC 840424 ltr re violations noted in IE Insp 

Repts 50-272/84-13 & 50-31 1 /84-13 Correc t ive ac t i ons : s ta t i on 
combustible matl control program will be strictly enforced. 

Fire protection program revived 

LIDEN, E A Public Service Electric & Gas Co. of New Jersey. 
84/05/24. STAROSTECKI, R Division of Project it Resident Programs. 
4pp. 24944 350 24X F i c h e 50-272, 84/06/ 1 1 . 8406150232. 


04O6OBO173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13 Consolidated Edison Co. of New 

York, Inc. U9pp 25049:154 24X Fi che : 50-000, 84/06/ 13, 84060301 73 


9406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of New 

York, Inc 122pp. 25049:033 24X Fi c h e : 50-000, 84/06/ 1 5, 8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of New 

York, Inc 118pp. 25536:043. 24X Fi c he : 30-000, 84/06/ 10, 8406100353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535 286. 24X Fiche : 50-000, B4/06/ 18, 8406180360. 


9406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of New 

York, Inc. 63pp. 25535 041. 24X Fiche: 50-000. 84/06/21 , 8406190327. 


8406260384 Forwards IE Mgt Meeting Repts 50-272/84-20 it 50-3U/S4-20 
on 840518. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/06/21. 
UDERITZ, R Public Service Electric & Gas Co. of New Jersey. 2pp. 
25152:176 . 24X Fi ch e 50-272, 84/06/21, 8406260384 


— 0406260391 IE Mgt Meeting Repts 50-272/B4-20 it 50-311/84-20 on 840518 
Major areas discussed: status it details of util action plan 
for improvement of nuclear dept op era t i ons, submi tted in 
Aug 1983. 

LINVILLE, J. C. , 8UMMER8, R. J. Region 1, Office of Director, 

NORRHQLM, L. J, Division of Project i. Resident Programs. 84/06/13. 
4pp. 25152:170. 24X Fiche: 50-272, 84/06/21, 8406260304. 


— 0406260392 Action Plan 2.6.2, "Maint Planning Monitoring a, Control." 
GALLAGHER, J. Public Service Electric & Gas Co. of New Jersey. 
84/05/18. 53pp. 25152:182. 24X Fiche: 30-272, 84/06/21, 8406260384. 


R. Periodic operating reports 4, related correspondence 


0406290237 "Annual Environ Operating Rept, 1983. " W/840613 ltr. 
LIDENtE.A, Public Service Electric it Gas Co. of New Jersey. 
33/12/31. MURLEY, T, E. , BORES, R. J. Region 1, Office of Director. 

18pp. 23196:251, 24* Fi che ; 30-272, 83/12/31 , 8406290237. 


8406140012 Forwards NPDES d ischarge monitoring repts for Apr 1904. Info 
presents observed results required by EPA it New Jersey Dept 
of Environ Protection re sampling, analysis, monitoring it 
methods of reporting, 

MILLER, L, K, Public Service Electric & Gas Co. of New Jersey. 
04/05/25. RADQW, E. NeU Jersey, State of. 2pp. 24925:111. 24X 

Fiche: 50-272, 84/63/25, 8406140012, 


— B40614Q014 NPDES discharge monitoring repts for Apr 1984. 

* Public Service Electric 8t Gas Co. of New Jersey. 04/04/30, 
21pp. 24925 1 113, 24X Fiche: 50-272, 84/05/25, 8406140012, 


8406190267 Monthly operating rept for May 1 984. W/B40610 ltr. 

MILLER. L. K. , ZUPKO, J M Public Ser/ice Electric & Gas Co. of New 
Jersey 84/05/31 13pp 25023 104 24X Fic he : 50-31 1 < 84/05/31 , 

8406190267 


S Reportable occurrences, LERs i. related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized it being forwarded to affected 
plants Diagrams it list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fich e 50-000, 84/01/17, 8401310352. 


8406030291 Corrected LER 84-010-00. on B40423, duv ing startup operations, 
turbine trip & reactor trip occurred. Caused by hi-hi level 
in steam generator 23 Feedwater flow nozzle replaced & all 
sys performed as des i gned . W/840525 ltr. 

RUPP, J L. , ZUPKO, J. M. Public Service Electric It Gas Co. of New 
Jersey. 84/05/23 9pp. 24838:328. 24X F i ch e : 30-31 1 , 84/ 03/23, 

8406050291 


8406050210 PNO-I -04-049 : on B40530, two ECCS subsys declared inoperable 
based on X-ray on high head safety injection throttle 
valves, which showed disk back partially off stem. Shutdown 
begun. Qne-wk outage planned to make repairs. 

LINVIL.LE, J , KISTER, H. , BRENNEMAN, F. Region 1, Office of Director. 
04/05/30. Ip. 24838 258. 24X Fi c h e : 50-3 1 1 , B4/05/30, 8406 05021 0. 


8406120097 LER 04-013-00: on 84031 1, reac tor trip occurred while 
troubleshooting it calibr steam generator narrow-range level 
recorder 22. Caused by personnel error. Tro ub 1 esho ot ing/c al i br 
check off sheets provided to reduce ac c id en ts. W/840608 ltr. 

RUPP, J. L > ZUPKO, J. M. Public Service Electric it Gas Co. of New 
Jersey. 84/06/08 5pp. 248B8: 197. 24X F i c h e : 50-31 1 , 84/06/03, 

8406120097. 


8406220230 Part 21 rept re thermal nonrepeatability it other calibr 
errors in Barton Lot 1 transmitters. Initial 1 y reported on 
B40615. Transmi tter defects identified & expected error 
deviations cal culated. Uti 1 s notified. 

RAHE, E. P. Westinghouse Electric Corp. 04/06/15. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 4pp. 
25081:298. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406220230. 


0406280305 Notification of Significant Licensee Meeting S4-58 on 840627 
w/util in King of Prussia, PA to discuss bypass of 
containment ventilation isolation it related events. 

NORRHOLM, L. J. Division of Project it Resident Programs. 84/06/19. 
Division of Project it Resident Programs. 2pp. 23195:039. 24X 

Fiche: 50-272, 84/06/19. 0406280385. 


U. Congressional/Executive Correspondence 


8406210162 Forwards responses to four questions identified in Senator 
Biden 040601 note re plant rept card, f ol lowup investigations 
after accident Ik resources to handle problems u/safe plant 
operation. 

DIRCK8, W. J. Office of the Executive Director for Operations. 
84/06/13. KAMMERER, C. C, Office of Congressional Affairs. 24pp. 
25069:319. 24X Fich e: 50-272, 04/06/13, 8406210162. 


DOCKET 50-312 RANCHD SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency it fire protection plans 


8406080055 Informs of IAEA 840315 notice that facility deleted from 
subsidiary arrangement listing for Article 39(A)(1) of 
US/IAEA agreement. License Condition 2, C(10> re IAEA 
safeguards should be deleted. 

RIVENBARK, Q. W, Operating Reactors Branch 4. 84/06/01. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 2pp. 

24873: 338. 24X Fiche: 50-312, 84/06/01, 8406080033. 


8406230215 Forwards IE Mgt Meeting Rept 50-312/84-12 on 840423 it SALP 
rept for Oct 1982 - Nov 1903, 

MARTIN,. J, B. Region 3, Office of Director. 84/06/20. MATTIMOE, J. J. 
Sacramento Municipal Utility District. 2pp. 23130:189. 24X 

Fiche: 30-312, 84/06/20, B406250215. 


— 8406230219 IE Mgt Meeting Rept 50-312/84-12 on 840423. No new 
enforcement actions identified. Areas addressed : plant 
operations, r a 4 1 0 1 o g leal controls, maint, survei 1 lance, f ire 
protection, fOfeUrity & safeguards ^ refueling. 

JOHNSON, P, H. , Y0UNO, % Region 5, Office, of Director. 84/06/06. 
2pp. 23100’ 191. 24* FiCb e{ 50-312, 84/06/20, 84062302 1 3. 
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— 8406250223 SALP rept for Oct 1932 

areas of radiological controls. ma 
housek eep mg 

* Region 5. Office of Director 
Fiche 50-312. 84/06/20. 8406250215 


Nov 1983 Category 2 assigned 
nt h fire protection & 

B4/06/20 34pp 25130 193. 


in 

24 X 


0406150163 Provides listinq of PQRV capacities for 530 psig low temp 
overpressure protection setpoint (per 770317 submittal) & ' 

calculated capacities for 500 psig setpoint 

RODRIGUEZ, 9 J Sacramento Municipal Utility District. 84/06/og 
STOLZ. J F Operating Reactors Branch 4 2pp 24951 Oil, 24x 
Fiehe. 50-312 04 -'06/Oe. 84061 ■'0163 


P. Operating license etege dpcu*ent S ’■> c orre, p end enc e 


8406230208 Notification of 840409 meeting »/otil in Bethesda.MD to 
discuss integrated living schedule 
MINER. S Operating Reactors Branch 
Operating Reactors Branch 4 2pp 
Fiche: 50-312. 04/03/28. 8406230208 


84/03/28 STOLZ. 
25128 358. 24X 


B40602025B Forwards requests for addl info needed for ° f 830606 
application for rev to Tech Specs re calibr requirements for 
power range nuclear instrumentation. Response due within 45 

days of ltr receipt. Q A/ns/i7 

RIVENBARK.G W Operating Reactors Branch 4 84/05/17. 

RODRIGUEZ, R J. Sacramento Municipal utlll *y °** trlct PP ‘ 

24799 117 24 X Fiche 50-312. 84/05/17. 8406020258. 


8406040068 Requests addl info for review of Cycle 7 reload rept Vol 
1. Desired info listed in end. Response schedule requested 

within 14 days. Q ., n ,„. 

RIVENBARK. G. W Operating Reactors Branch 4. 84/05/24. 

RODRIGUEZ, R. J Sacramento Municipal Utility District 
24805:342 24X Fiche: 50-312. 84/05/24. 8406040068. 


5pp. 


8406040146 Advises that schedule for response to Generic Ltr 81 21. 
natural circulation cooldown will be provided at B&W Owners 
Group Analysis Committee 840612 meeting. 

RODRIGUEZ. R J. Sacramento Municipal Utility District. 84/0 ^ v 
STOLZ. J. F Operating Reactors Branch 4. Ip. 24795:299. 24X 

Fiche: 50-312. 84/05/25. 8406040146 


8406040150 Forwards summary of NRC concerns St util replies re control 
room design review program plan .... 

RODRIGUEZ. R J. Sacramento Municipal Utility District. 84/05/23. 
STOLZ. J. F Operating Reactors Branch 4 10pp. 24796:295. 24X 
Fiche: 50-312. 84/05/25. 8406040150 


8406050250 Forwards response to NRC questions re proposed Tech Spec 
Amend 74 concerning reactor coolant loop operab i 1 ity, per 
840509 request for addl info. 

RODRIGUEZ. R J. Sacramento Municipal Utility District. 84/05/30. 
STOLZ, J. F Operating Reactors Branch 4. 4pp. 24841:262. 24X 

Fiche: 50-312. 84/05/30. 8406050250. 


B 406080107 Application for Amend 106 to License DPR-54. ad opt ing living 
schedule concept to effectively manage plant mods consistent 
(.{/resources & assure NRC proposed mods incorporated 
w/full consideration of plant safety 8. performance. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/05/31. 
EISENHUT, D. G. Division of Licensing. 2pp. 24858:063. 24X 

Fiche: 50-312, 84/05/31, 84060B0107 


— B40608010B “Living Schedule Plan for Rancho Seco Nuclear Generating 
Station " 

* Sacramento Municipal Utility District. 84/05/25. 22pp. 

24858 066 24X Fiche: 50-312, 84/05/31, 8406080107. 


— 8004070682 Responds to NRC 761210 request for info re r eac tor vessel 
susceptibility to overpreiiuri ration Evaluation revising 
util 761014 analysis oversize drawings end 

MATT1M0E, J J Sacramento Municipal Utility District. 77/03/17 
REID, R W Operating Reactors Branch 4 (Pre 790625) 20pp. 

24951 013 24 X Fiche 50-312.84/06/08.8406130163. 


8406210106 Grants 830922, 1209 h 840120 requests for extension until 
840601 for full implementation of licensed operator staffing 
requirements per 10CFR50 54(mJi2) SER encl. 

EISENHUT, D G Division of Licensing 84/06/08. RODR IGUEZ, R. J 
Sacramento Municipal Utility District 4pp. 25091:061. 24X 

Fiche- 50-312, 84/06/00, 8406210106 


— 8406210109 Safety evaluation supporting extension until 840601 for 
full implementation of licensed operator staffing 
* NRC - No Detailed Affiliation Given. 84/06/08 llpp. 

25091 065. 24X Fich e 50-312, 84/06/08, 0406210106. 


8406180305 Advises that answers to majority of questions re Vol 1 of 
Cycle 7 reload rept will be available early in Jul 1984, in 
response to 840524 request Answers to any remaining 
questions will be submitted by 840731. 

RODRIGUEZ, R J. Sacramento Municipal Utility District. 84/06/12 
STOLZ, J. F Operating Reactors Branch 4 Ip. 24 961:170. 24X 

Fiche: 50-312, 84/06/12, 8406180305 


8406220170 Informs that final approved repair procedures for hot S, cold 
shutdown, per Generic Ltr 81-12, will not be available until 
1 month after restart from 1984 refueling outage. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District, 84/06/19 
STOLZ, J F Operating Reactors Branch 4 ip 23088 199. 24X 

Fiche. 50-312, 04/06/19, 8406220170 


8406220279 Forwards info requested at 840316 meeting re pressure & tw 
profile for Room 052 (west penetration room) in auxiliary 
bldg. Temp profile during high energy line break also end. 
RODRIGUEZ, R J, Sacramento Municipal Utility District. 84/06/19. 
STOLZ, J. F Operating Reactors Branch 4 5pp. 25088:012. 24X 

Fiche: 30-312, 84/06/19, 8406220279. 


8406260355 Application for proposed Amend 109 to License DPR-54, 
changing max closure times of safety features containment 
isolation valves in Table 3 6-1 Refund of amend fee 
submitted on 840531 requested. 

RODRIGUEZ, R J Sacramento Municipal Utility District 84/06/20 
EISENHUT, D.G Division of Licensing. 3pp. 25150:327. 24X 

Fiche: 50-312, 84/06/20, 8406260355 


— 0406260367 Proposed Tech Spec, changing max closure times of safety 
features containment isolation valves in Table 3.6-1. 

* Sacramento Municipal Utility District. 04/06/20 3pp. 
25150 330 24X Fi c h e ■ 50-3 12, 84/06/20, B406260355. 


G. Inspection reports, IE Bulletins & correspondence 


8406110209 Submits equipment qualification program status rept for 
listed plants for 2-wk period ending 840525. 

KARSCH. R. 0 Operating Reactors Assessment Branch. 84/06/04. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 7pp. 
24882:133. 24X Fi che : 50-000, 84/06/04, 84061 10209. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list end 

JORDAN, E L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Nets 

York, Inc 124pp 24861 201. 24X Fiche: 50-000, 84/05/25, 8405230319 


8406200455 Forwards safety evaluation re licensee response to 
NUREG-Q 737, Item II. K. 2. 13, "Thermal-Mechanical Rept." Info 
demonstrates reasonable assurance that vessel integrity 
maintained Item dosed. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. 

RODRIGUEZ, R. J Sacramento Municipal Utility District. 10pp. 
25066:340. 24X Fi ch e : 50-312, 84/06/05. 8406200455. 


8406120200 Forwards corrected CRD ac breaker A & B trip schemes. Util 
840515 ltr re reactor trip sys reliability, specifical ly 
automatic actuation of shunt trip attachment, incorrectl y 
labeled open contacts as STR1 in end schemes. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/06/07. 
EISENHUT, D. G. Division of Licensing. 3pp. 24890:211. 24X 

Fiche: 50-312,84/06/07, 8406120200. 


B4061 50139 Notification of S40620 meeting w/util in Bethesda,MD to 
discuss implementation of Reg Guide 1.97 requirements 4: 
utilizing safety parameter display sys for display. 

MINER, S. Operating Reactors Branch 4. 84/06/08. STOLZ, J. F. 

Operating Reactors Branch 4 2pp. 24960; 143. 24X 

Fiche: 50-312, 84/06/OB, 8406150139 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &< Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi c h e: 50-000, 84/05/25, B405240317 

8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. of N« 

York, Inc. 122pp. 24879:342. 24X Fi c h e; 50-000, 84/05/30. 84052903B3 


8406260309 Forwards IE Insp Rept 50-312/84-06 Jk technical meeting on 
840424-23 !< 0504. No noncompliance noted. 

WENSLAWSKI, F. A. Region 5, Office of Director, 84/05/31. 
RODRIGUEZ, R. F. Sacramento Municipal Utility District. 2pp. 
23164:263. 24X Fiche: 50-312, 84/05/31, 8406260309. 
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5*260512 IE Insp Rept 30-312/84-06 «, technical meeting on 
340424-29 l 0304 No ri on c omp 1 ianc e noted. Major areas 
.nspected environ samples for independent analysis & 

.icensee rept of offsite doses in excess of Tech Spec. 

fAMADA. G H , NORTH, H S , VUHAS, G P Region 5, Office of Director 

14/03/31 4pp 23164.265 24X Fiche 50-312.84/03/31,8406260509 


U 0423 IE Info Notice 04-41, "IGSCC in BWR Plants " Svc list end. 
!DAN,E L. Division of Emergency Preparedness i, Engineering 
ponse (Past 830103). S4/06/1 1 Consolidated Edison Co. of New 

k, Inc lOOpp 23050 244 24X Fi ch e : 50-000, 84/06/01 , 8406010423 


■50368 Forwards "Catauba Nuclear Station Diesel Engine 1A Component 
alidation Insp Rept," addressing over 767. of insp plan, 

040321 meeting & 840405 ltr TDI diesel generators at 
auiba will provide reliable source of backup power. 

KER,H. B Duke Power Co. 84/06/01 DENTON, H R Office of 
1 ear Reactor Regulation, Director. 2pp 24843:079. 24X 

h o ; 50-000, 84 /06/01 , 0406050368. 


50012 IE Info Notice 84-42, "Equipment Availability for Conditions 
lng Outages Not Covered by Tech Specs. " Svc list encl. 

DAN, E L. Division of Emergency Preparedness Engineering 
ponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

k, Inc 120pp 23030:124. 24X Fi ch e : 50-000, 84/06/05, 8406050012. 


60323 Forwards IE Insp Rept 30-312/84-07 on 840224-0426 & notice 
✓ i o lation. 

HOP, T. k. Division of Res ident, Reactor Project &t Engineering 
jr*aihs. 84/06/03. RODRIQUEZ, R. Sacramento Municipal Utility 
trict. Ip, 23148:200 24X Fi c h e 30-3 12, 84/06/03, 8406260323. 


33*0329 Notice of violation from insp on 840224-0426. 

KJNO, T. Region 3, Office of Director. 04/06/03 lp. 23148:201. 
>4 X Fiche: 50-312, 84/06/03, 8406260323 


>26*0339 IE Insp Rept 50-312/84-07 on B40224-0426. Noncomp 1 iance 
■ted: failure to have up-to-date revs to Surveillance 
ocedures SP 210. 01A ?< 210. 01B in control room copy of 
rveillance procedures manual. 

KHARDT, J. H. , PEREZ, 0. P. , JOHNSON, P H. Region 5, Office of 
rector. 84/06/04. 7pp 23148:202 24X Fi c h e 30-312, 84/06/03, 

0*260323 


0350 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
ation Applicators." Svc list encl. 

E ■ N. Division of QA, Safeguards & Inspection Programs (Post 

03) 84/06/07. Consolidated Edison Co of New York, Inc. 

29030:032. 24X Fich D : 3Q-Q00, 04/06/07, 8406030330. 


0336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing of 
bestos Cables " Svc list end. 

AN, E L Division of Emergency Preparedness 8* Engineering 
onse (Post 030103), 84/06/00. Consolidated Edison Co. of New 

, Inc 120pp. 23049:273. 24X Fi c h e : 50-000, 04/06/08, B406060336. 


3176 IE Info Notice 04-43, "Reversed Differential Pressure 
-ument Sensing Lines." Svc list encl. 

^N, E. L. Division of Emergency Preparedness Engineering 
)nse (Post 830103), B4/06/11. Consolidated Edison Co. of New 

Inc 123pp. 23049:001. 24X Fiche: 30-000, 04/06/11, 0406080176. 


) 1 73 IE Info Notice 04-46, "Circuit Breaker Position 
*ication. " Svc list encl. 

(N, E. L. Division of Emergency Preparedness it Engineering 
inse (Post 03010’S). 84/06/13. Consolidated Edison Co. of New 

Inc 119pp, 25049:194. 24X Fiche: 30-000, 84/06/13, 0406000173. 


'3 15 IE Info Notice 04-4?) "Environ Qualification Tests of 

rical Terminal Blocks. " Svc list encl. 

■Ni E.L Division of Emergency Preparedness it Engineering 
noe (Post 030103). Consolidated Edison Co. of New 

I nc . iSSpfj . 29049 i 003, 2.4X Pic h e : 30-000, 84/06/ 1 3, 8406130313. 


333 IE Info Notice 04” f 4St "Failures of Rockwell Inti Qlobe 
s , ” svc llet enSl. 

N> E.L. Division of 'Preparedness k Engineering 

(Post 8301013). 04/06/19. Consolidated Edison Co. of New 

Inc. llBpp. 23936:044, tiX Fieher 80-000, 84/06/10, B4061B0333. 


360 IE lii f p t ce 1 • n I44CC. .Leading to Steam Generator Tube 

re. " Svc list '*rvel,. ' 

^ E.l. Divide lem. ## Prf|#redness Jt Engineering 

(Post 030103 ), Consolidated Edison Co. of New 

Inc. 110 pp. 29949:ii : 6. &4X Fiche: 30-000, 84/06/18, 8406180360. 


a s FoTWi* Ifc •Hit.tinI &*?t (KH9'l2/8*-12 on 840423 k SALE 
3 o r Oct 1?82 « Nov 1983. 

4, Wat 6« 0t ti^ctof. 84/06/20. MATTIMOE, J. J. 

lento Municipal Mtilitg 2pp. 25130:189. 24X 

30-312,84/06/20,0406290213. 


—8406250219 IE Mgt Meeting Rept 50-312/84-12 on 840423. No new 
enforcement actions identified Areas addressed : p lant 
operations. radiological controls, maint, surveillance, fire 
protection, security !< safeguards 8, refueling. 

JOHNSON, P H. , YOUNG, T Region 5, Office of Director. 84/06/06. 
2pp. 25130 191 24X Fiche 50-312,84/06/20,84062502 1 5. 


— 8406250223 SALP rept for Oct 1982 - Nov 1983. Category 2 assigned in 
areas of radiological controls, maint S, fire protection ?< 
housekeep ing 

* Region 5, Office of Director 84/06/20. 34pp 25130:193 24X 

Fiche 50-312, 84/06/20, 8406250215 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl . 

JORDAN, E L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of New 

York, Inc 63pp 25335.041 24X Fi c h e : 50-000, 84/06/21 , B4061 90327. 


R Periodic operating reports it related correspondence 


8406060210 "1982 V 1983 Gaseous Effluent Radiological Dose Calculations 
Using Default Methodology," followup to Special Rept 83-08. 

W/84053 1 ltr. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 83/12/31. 
MARTIN, J. B. Region 5, Office of Director. 34pp. 24812:301. 24X 

Fiche: 50-312, 83/12/31 , 8406060210 


8406280487 Monthly operating rept for May 1904. W/840607 ltr. 

COLOMBO, R. , RODRIGUEZ, R J. Sacramento Municipal Utility District. 
84/05/31. 6pp. 25193 067 24X Fi t h e : 50-31 2, 84/05/31 , 8406280407. 


8406290332 Monthly operating rept for May 1984. W/840607 ltr. 

COLOMBO, R , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
84/09/31. 6pp. 25206:053. 24X Fi c h e : 50-3 1 2, 84/05/31 , 0406290332. 


S. Reportable occurrences, LERs St related correspondence 


8406190237 Part 21 rept re failure of mfg operator to follow cable 
splice procedure for Cable 12 AWG. Initially reported 830701. 
Training program initiated &: unused cable will be returned 
for exam to ensure absence of splices 

ROBERTS, L. B Brand-Rex Co. 83/07/27. Director 's Of f ice, Office 
of Inspection and Enforcement 2pp 24983:070. 24X 

Fiche: 50-312, 83/07/27, 8406190257 


0404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at BhOTeham S< Grand Gulf Nuclear PoweT 
Stations," on behalf of TDI Diesel Generator Owners Group. 

MUSELER, W. J TDI ( Tr an sa mer i ca Delaval. Inc.) Dwners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fi ch e : 30-000, 84/04/20, 8404240322. 


8406040012 LER 83-003-01: on 8301 1 1 , master reactor trip relay KA 
discovered not tested monthly. Technique developed to allow 
required monthly testing interval at acceptable probability 
of tr ipp ing. W/840522 ltr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
84/05/15. MARTIN, J. B. Region 3, Office of Director. 3pp. 
24797:253. 24X Fiche: 50-312, 84/05/13, 8406040012. 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines it design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators. W/o enc 1 s. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. DSB 361. 
04/05/17. BORDENICK, B. M. Hearing Branch 3. lp. 24709:249. 24X 

Fiche: 50-000, 84/05/17, 8403300097. 


8405300109 Forwards cover ltr transmitting rept on investigation of 
Types AF it AE piston skirts. W/o encl. Related correspondence, 

BRITT, L.F. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/05/17. 

BORDENICK, B. M. Hearing Branch 3. 3pp. 24660:202. 24X 

Fiche: 50-000, 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF it AE Piston Skirts." 
# Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/03/31. 
115pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


0406060004 Advises that TDI Owners Group 840516 ltr it rept, "Evaluation 
of Emergency Diesel Generator Crankshafts at Shoreham it 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L.F. Long Island Lighting Co. 84/05/17. BORDENICK, D. M. NRC 
- No Detailed Affiliation Given- 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 0406060004. 
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8405300116 Forwards rept on design review of connecting rods for TDI 
DSRV-4 series diesel generator. W/o enc 1 Related 
correspondence. 

BRITT. L F TDI ( Transame r 1 c a Delaval. Inc. ) Owners Group. 04/05/IB 
BORDENICK, 3 M. Hearing Branch 3 4pp 24660 138. 24X 

Fiche; 50-000, 04/05/18, 84053001 16. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates FAAA-84-3-14 DRFT 84/05/15 
60pp. 24660:142. 24X F i c h e ; 50-000. 04/05/ 18, 84053001 1 6. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at ShoTeham & Grand Gulf." "Design Review of 
Connecting Rods for TDI OSRV-4 Series Diesel Generators" %>■ 
"Investigation of Types AF St AE Piston Skirts," final repts. 

BRITT, L. F. Long Island Lighting Co 84/05/31. BORDENICK, B. M. NRC 
- No Detailed Affiliation Given. 4pp 24866:001. 24X 

Fiche: 50-000, 84/05/31, 84061 10312 


8406050364 Forwards two proprietary oversize drawings in response to 
BNWL request. Drawing s withheld (ref 10CFR2 790), per TDI 
Diesel Generator Owners Group 840323 ap p 1 i c at i on. Ap er tur e 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/01. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 2pp. 
24845:213. 24X Fi c h e : 50-000, 84/06/01 , 0406050364. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fi ch e ; 50— 000, 84/06/01# 

8406120537. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring h Termination Gual i f i cat i on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. 84/06/05. 
DENTON, H R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24B5B: 160. 24X Fi c he : 50-000, 84/06/05, 8406080174. 


8406150114 Forwards "Proposed Torsional fc Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" & table of torsional loading due to 
pressure at 100% load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fi ch e : 50-000, 84/06/07, 

8406150114. 


— 8406150133 "Proposed Torsional St Lateral Critical Speed Ana 1 ys is : Eng i ne 
Numbers 74010/12 Delava 1-Enterpri s e Engine Model DSP-48 
3,500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. B3/0B/22. 8pp. 24949:221. 

24X Fiche: 50-000, 84/06/07, 8406150114. 


8406130043 Board Notification 84-1 13: f oruar d s TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINQ 
Commissioners. 4pp. 24977:001. 24X Fich e: 50-000, 84/06/08, 
8406130043. 


8406150227 Forwards calculations of plug weld end connec t i on s, f r i c t ion 
welded pushrod &t preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commi tment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche : 50-000, 84/06/ 1 1 , 

8406150227. 


— 8406150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY, C. L TDI (Transamerica Delaval, Inc.) Owners Group. 04/06/04. 

BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fic h e: 50-000, 84/06/1 1 , 

8406150227. 


— B406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi ch e : 50-000, 84/06/1 1 , 0406150227. 


—8406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod." 
SHUSTO, L. Failure Analysis Associates, 84/03/26. 22pp. 

24951:240. 24X Fi ch e : 50-000, 84/06/1 1 , 84061 50227. 


0406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by 5&U, 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3 pp, 25069:024. 24X Fi c he- 50-000, 84/06/1 1 , 

8406200469. 


8406190444 PN0--V-84-036 on 840612, two men burned w/steam while 
unbolting cap on heater assembly in preparation for 
replacing two pipe unions Neither received radioactive 
contamination One nan received burns over 907. of body. 

YOUNG, T , ECKHARDT, J Region 5, Office of Director. 84/06/12 i B 
24989 320 24X F l r. h e 50-31 2, 84/06/ 12, 84061 90444 P 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring t, Termination Qualification Review for 
TDI Diesel Generators " 

RAY, C. L. TDI ( Transamer l c a Delaval, Inc. ) Owners Group. 84/06/13 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2oo 
24954 268 24X Fiche 50-000,84/06/13,8406150154. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Paid Alto, CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A Division of Licensing 84/06/14. BERLI NGER, C. H. 
Division of Licensing 3pp 25128 256 24X Fi c h e : 50-000, 84/06/14 

8406230041 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF & AE Piston Skirts. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/14 
DENTON, H. R Office of Nuclear Reactor Regulation, Director 2 jd 
25115:112 24X Fiche. 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue PeT f armance of 
AF & AE Piston Skirts 11 

# Failure Analysis Associates FAAA-84-5- 1 8. 84/06/30 55p 0 

25115 114 24X Fiche. 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 63G Turbocharger 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. 2pp 
25118:001. 24X Fiche 50-000, 84/06/15, 8406250313. 


— 8406250323 "Design Review of Elliott Model 65G Turbocharger Used on ?2I 
DSRV-12-4 fy. DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates FAAA-B4-6-56. 84/06/30 55pp 

25118:003. 24X Fi c h e : 50-000, 84/06/1 5, 8406230313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
Module Control Wiring h. Termination Qualification Rept." 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
DENTON, H. R Office of Nuclear Reactor Regulation, Director ] 7pp 
25119:209. 24X Fi c h e : 50-000, 84/06/ 1 5, B406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review " 

RAY, C. L. TDI (Transamerica Delaval, Inc ) Owners Group. 04/06/15 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp 
25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


— B4062S0342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

Stone & Webstar Engineering Carp 84/06/30. 34pp, 23115:003 

24X Fiche- 50-000, 84/06/15, 8406250333. 


B406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland l< San Onofre Nuclear Generating 
Stations. " 

RAY,C.L. TDI ( Transamer i ca Delaval, Inc.) Owners Group. 84/06/15 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115:169. 24X Fic h e : 50-000, B4/06/ 1 5, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
DBR-4B Emergency Diesel Generators. " 

RAY,C.L. TDI ( Transamer i ca Delaval, Inc, ) Owners Qroyp, 84/06/18 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 2pp 
25115:238. 24X Fiche: 50-000, 04/06/18, 8406250299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DSR-4B 
Emergency Diesel Generators. 11 

* Failure Analysis Associates. FAAA-84-3— 1 3, 94/06/30, 48pp. 

25113:240. 24X Fi c h e ; 50-000, 04/06/18, 8406250299, 


8406260351 Forwards "Design Review of Connecting Rpd Bearing 3hells for 
TDI Enterprise Engines. " 

RAY, C, L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/22 
DENTON, H, R. Office of Nuclear Reactor Regulation! Pira'Ctor. 2pp. 
25154:127. 24X Fiche: 50-000, 04/06/22, 8406260331. ■ 


— 840626Q363 "Design Review of Connecting Rod Bearing She Ilf for TDI 

Enterprise Engines," , 

* Failure Analysis Associates. FAAA-84-3-^. 84/09/12. 51pp. j 
25154: 130. 24X Fiche: 50-000, 84/06/22. 84062^0331, ; j 
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>6270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
)iesel Generator Cylinder Blocks h. Liners." 

IAY. C L TDI { Tr ansaner i ca Delaval, Inc ) Owners Group. 84/06/25. 
)ENT0N, H. R Office of Nuclear Reactor Regulation, Director. 2pp. 
'5163. 273. 24X Fi c h e 50-000, 84/06/25, 8406270 1 1 5 


3406270136 "Design Revieu of TDI R-4 & RV-4 Series Emergency Diesel 
Generator Cylinder Blocks it Liners " 

* Failure Analysis Associates FAAA-84-5-4. 84/06/30. 79pp 

25163 273 24X F l c h e . 30-000, 84/06/25 , 84062701 1 5 


Hearing transcripts on non-antitrust matters 


16220259 Board Notification 84-120 forwards transcripts of 840426, 
>502 Zt 24 meetings w/TDI Owners Group re status of program 
;o establish diesel generator reliability. 

'ISENHUT, D G Division of Licensing 84/06/20. PALLADINO 
lommi ss i oner s 54pp 25206 099 24X Fich e: 50-000, 84/06/20, 

(406220259. 


1406290349 Transcript of 840324 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp 25206:296. 24X 

Fiche 50-000, 84/06/20, 8406220259 


>6290299 Transcript of B40622 meeting between NRC & consultants & TDI 
lumens Group it consultants in Palo Alto,CA re review of 
perability & reliability of TDI engine. Pp 1-295. Supp or t i n g 
ocumentation end. 

NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

:5204 : 248. 24X Fi c h e : 50-000 , 84/06/22, 8406290299. 


Operator Examinat ions 


6210106 Grants 830922,1209 is 840120 requests for extension until 
40601 for full implementation of licensed operator staffing 
equirements per 10CFR50. 54 ( m) (2 ) . SER end. 

ISENHUT, D. G. Division of Licensing. 84/06/08. RODR I GUEZ, R. J. 
acramento Municipal Utility District. 4pp. 25091:061. 24X 

iche: 50-312, 84/06/08, 8406210106 


406210109 Safety evaluation supporting extension until 840601 for 
full implementation of licensed operator staffing. 

* NRC - No Detailed Affiliation Given. 84/06/08. 1 1 p p . 

25091:065. 24X Fich e: 50-3 12, 84/06/08, 8406210106. 


6260054 Commits to provide periodic repts describing progress in 
raining it exam of candidates for operator licenses. 

ODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/06/20. 
TOLZ, U. F. Operating Reactors Branch 4. Ip. 25149:079. 24X 

iche: 50-312, 84/06/20, 8406260054. 


KET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


Security, medical, emergency 8t fire protection plans 


6060466 Forwards request for addl info re procedures generation 
ac kage. Response requested within 30 days of ltr receipt, 
arly review will assure Unit 2 emergency operating 
rocedures consistent w/Suppl 1 to NUREG-0737. 

IVENBARK, G. W. Operating Reactors Branch 4, MILLER, J. Operating 
eactors Branch 3. 84/05/30. GRIFFIN, J. M. Arkansas Power & Light 

o. 3pp. 24748:320. 24X Fiche: 50-313, 84/05/30, B406060466. 


6050295 Ack receipt of 040430 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Repts 30-313/83-31 it 
0-368/83-31. 

OHNSON, E. H. Region 4, Office of Director. 84/03/31. GR IFFIN, J. M. 
rkansas Power it Light Co. Ip. 24838:298. 24X 

iche: 30-313, 84/05/31, 8406050293. 


406050298 Responds to NRC 840110 ltr re violations noted in IE Insp 
Repts 50-313/83-31 & 30-368/83-31. Corrective actions: two 
& three man fire brigade support teams imp 1 entente d, Tr ac k ing 
program instituted. 

MARSHALL, J. R. Arkansas Power it Light Co, B4/04/30. DENISE, R. P. 
Division of Resident, Reactor Project it Engineering Programs. 2pp. 
24838:299, 24X Fich e : 50-313, 84/05/31 , 8406050295. 


S> 1 1 00 1 8 Summary of 840427 meeting w/util 4< Bechtel in Bethesda.MD re 
ithodology used in reanalyzing fire protection features for 
mformance to requirements of 10CFR50, App R. 

-Ei R, Operating Reactors Branch 3. 84/06/05, Operating Reactors 

'anch 3. 4pp. 24897:106. 24X Fiche ; 30-313, 84/06/05, 84061 10018, 


b210494 Summary of 840502 meeting w/util in Bethesda,MD re detailed 
jntrol room design review program plan. 

[SSING, G. S, Operating Reactors Branch 4. 84/06/07, Operating 

tactors Branch 4. 68pp. 25093:274. 24X Fi C h e : 50-313, 84 /O6/07, 

106210494. 


8406280362 Forwards order confirming licensee commitments on emergency 
response capability sc h ed u 1 e s, p er Generic Ltr 82-33. 

MILLER, J R Operating Reactors Branch 3. STOLZ, J. F. Operating 
Reactors Branch 4 84/06/14 GRIFFIN, J M. Arkansas Power & Light 

Co. 5pp. 25195 166 24X F i c h e : 50-313 , 84/06/ 1 4, 8406280362. 


— 8406200372 Order confirming licensee commitments on emergency response 
c ap a b i 1 i 1 1 e s , p er Suppl 1 to NUREG— 0737 St Generic Ltr 82—33. 

EISENHUT, D G. Division of Licensing 84/06/14 Arkansas Power 

Light Co I2pp 25195:171. 24X F i c h e : 50-313, B4/06/ 1 4, 

8406280362 


J. Insurance it indemnity information 


8406260370 Forwards Endorsements 50,51 it 32 to MAELU Policy MF-74 St 
Endorsements 59,60 S < 61 to NELIA Policy NF-210. 

MARSHALL, J. R Arkansas Power & Light Ca. 84/06/20. DINITZ, I. NRC 
- No Detailed Affiliation Given. 7pp. 25131:061. 24X 

Fiche; 50-313, 04/06/20, 8406260370. 


P. Operating license stage documents St correspondence 


8405180373 Provides equipment qualification program status rept for 
2-wk period ending 840505. 

KARSCH, R. 0. Assistant Director for Operating Reactors. 84/05/08. 
NIRAGLIA, F. J Assistant Director for Safety Assessment. 0pp. 
24897:284. 24X Fiche; 50-000, 84/05/08, 8405180373. 


B406010303 Application far amend to Licenses DPR-51 St NPF-6, up grad ing 
Tech Specs to extend leak testing interval for sealed 
radioactive sources from 6 to 18 months. 

GRIFFIN, J. M Arkansas Power St Light Co. 84/05/24. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, JR. Operating Reactors Branch 
3. 4pp. 24755:172. 24X Fi c h e ; 30-3 13, 04/03/24, 8406010303. 


--8406010308 Proposed Tech Sp e c s, e x tend ing leak testing interval from 6 
to 18 months for sealed radioactive sources. 

* Arkansas Power St Light Co. 84/03/24. 3pp. 24735:176. 24X 

Fiche : 30-313, 84/03/24, 8406010303. 


8406030083 Advises that formal response to 840423 request re alternate 
approach to resolving natural circulation cooldown issue, 
as requested by Generic Ltr 81-21, will be submitted by 
840901. 

MARSHALL, J. R. Arkansas Power St Light Co. 84/05/29. STOLZ, J, F. 
Operating Reactors Branch 4. Ip. 24839:271. 24X 

Fiche: 50-313, 84/03/29, B4060S0083. 


8406080203 Forwards AEOD rept re sys responses of PWRs during natural 
circulation mode of DHR. Study confirms that combination of 
reactor coolant loop temps provides reliable indicator of 
natural circulation flow S< can be used for all PWRs. 

HELTEMES, C. J. Director's Office. 84/05/29. THOMPSON, H. L. Division 
of Human Factors Safety. 2pp. 24877:178. 24X Fiche: 50-000, 

84/05/29, 8406080203. 


— 8406080214 Forwards "Natural Circulation in PWRs, " engineering 
evaluation rept. Rept indicates that PWR designs respond 
similarly during transition to it establishment of natural 
circulation cooling. 

LANNING, W. D. Reactor Operations Analysis Branch. 04/05/25. 

SEYFR IT, K. V. Reactor Operations Analysis Branch. Ip. 24877:180. 

24X Fiche: 30-000, 84/03/29, 8406080203. 


— 8406000234 "Natural Circulation in PWRs," engineering evaluation rept. 
* Director's Office, 84/05/31. 80pp. 24077:181. 24X 

Fiche: 50-000, 84/05/29, 8406080203. 


8406040279 Responds to 840304 submittal of Rev 6 to QA manua 1. Submi t ta 1 
satisfies requirements of 10CFR50,App B, 

JOHNSON, E. H. Region 4, Office of Director. 04/05/30. GRIFFIN, J. M. 
Arkansas Power it Light Co, 2pp. 24795:040. 24X 

Fiche: 50-313, 84/03/30, 8406040279. 


--8406040280 Forwards Rev 6, "QA Manual Operations, " for final review 
It acceptance. Manual incorporates comments by NRC. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/05/04. DENISE, R. P. 
Region 4, Office of Director. 9pp. 24795:042. 24X 

Fiche: 30-313, 84/03/30, 0406040279. 


— 8406040291 Rev 6 to "QA Manual Operations," revised peT NRC comments. 
* Arkansas Power it Light Co. 83/06/10. 158pp. 24793:051. 24X 

Fiche : 30-313, 84/05/30, 0406040279. 


8406200477 Forwards safety evaluation re licensee response to 
NUREG-0737, Item II. K. 2. 13, "Thermal-Mechanical Rept." Info 
demonstrates reasonable assurance that vessel integrity 
maintained. Item closed. 

R IVENBARK, Q. W, Operating Reactors Branch 4. 84/06/05. GRIFFIN, J. M. 

Arkansas Power it Light Co, 11pp. 23065:346. 24X 

Fiche: 30-313, 84/06/03, 8406200477. 
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84061801 1 5 Forwards interim response to 840306 ltr tb control of heavy 
1 oad s. Ong oing test/insp program established consistent 
ui/ Artie 1 e 5.3 of ANSI Ml 4 . 6- 1 978 Fo 1 lowup response expected 
by 840831. 

MARSHALL, J. R. Arkansas Power l. Light Co 84/06/08. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, JR Operating Reactors Branch 
3. 6pp. 24967305. 24X Fi c h e : 50-313. 84/06/08, 8406180 1 1 5. 


8406250277 Forwards response to 840507 request for addl info re core 
exit thermocouple sys Readings from wid e-rang e, hot-leg temp 
indications of reactor protection sys will be incorporated 
into inadequate core cooling guidelines. 

MARSHALL, J. R. Arkansas Power b Light Co. 84/06/11. STOLZ, J. F. 
Operating Reactors Branch 4. 4pp. 25119:114 24X 

Fiche: 50-313, 84/06/11, 8406250277 


8406200137 Application for amend to License DPR-51, chang ing Tech Specs 
re safety-related snubber surveillance. 

GRIFFIN., J M. Arkansas Power b Light Co. 84/06/15. STOLZ , J. F. 
Operating Reactors Branch 4. 3pp. 25047 1 028. 24X 

Fiche: 50-313. 84/06/15, 8406200137 

— 8406200139 Proposed Tech Spec change request re saf ety-related snubber 
surve i 1 lance. 

* Arkansas Power & Light Co. 84/06/15. 21pp. 25047:031, 24X 

Fiche: 50-313, B4/06/15, 8406200137. 


8406280111 Ack receipt of 840511 request that next annual FSAR update 
include details of operator replacement b r equa 1 i f i ca t i on 
program, per Generic Ltr 84-14. Issue will be addressed in 
1984-85 FSAR update to be submitted by 850722. 

MARSHALL, J. R. Arkansas Power b. Light Co. 84/06/20. EISENHUT, D. G. 
Division of Licensing. Ip. 25180:338. 24X Fiche: 50-313, 84/06/20, 

8406280111. 


Q. Inspection reports, IE Bulletins b correspondence 


8406230042 Forwards IE Insp Repts 50-313/B4-10 b 50-36B/84-1 0 on 
840301-31. No violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/12. GRIFFIN, J. M. 
Arkansas Power b Light Co 2pp. 25134:353. 24X 

Fiche: 50-313, 84/04/12, 8406230042. 


— 8406230044 IE Insp Repts 50-313/84-10 b. 50-368/84-10 on 840301-31. No 
violations or deviations noted. Major areas inspected: 
operational safety verification b maint. 

CALLAN, L. J. , HARRELL, P. H. , JOHNSON, W. D. Region 4, Office of 
Director. 84/04/09. 5pp. 25134:355. 24X Fiche: 50-313, 84/04/12, 

8406230042. 


8406010286 Forwards rept of licensing exams administered on 840229,0301 
b 27-29. 

JOHNSON, E. H. Region 4, Office of Director. 84/04/25. GRIFFIN, J. M. 
Arkansas Power b Light Co. Ip. 24755:009. 24X 

Fiche: 50-313, 84/04/25, 8406010286. 


— 8406010297 Exam rept on B40229, 0301 b. 27-29. Wr i t ten b oral exams 
administered to 10 senior b six reactor operators. Partial 
written exams given to two operators. Fifteen applicants 
passed exams, one senior operator failed oral exam. 

SMITH, R. , COOLEY, R. A. NRC - No Detailed Affiliation Given. 
84/04/25. 7pp. 24755:010. 24X Fiche: 50-313, 84/04/23, 8406010286. 


8406250098 Forwards IE Insp Repts 50-313/84-09 Sc 50-36B/84-09 on 
840326-0406 Sc notice of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/10. GRIFFIN, J. M. 
Arkansas Power b Light Co. 2pp. 25140:173. 24X 

Fiche: 50-313, 04/05/10, 8406250098. 


— 8406250107 Notice of violation from insp on 840326-0406. 

* Region 4, Office of Director. 84/05/10. Ip. 25140: 175. 24X 

Fiche: 50-313, 84/05/10, 8406250098. 


—8406250112 IE Insp Repts 50-313/84-09 Sc 50-368/84-09 on 840326-0406. 
Violation noted: as of 840406, annua 1 performance test not 
conducted. 

BAER, R. E. , MURRAY, B. , JOHNSON- W. D. Region 4, Office of Director. 
84/05/08. 21pp. 25140:176. 24X Fiche: 50-313, 84/05/10, 9406250098. 


8406220151 Forwards IE Insp Repts 50-313/84-12 Sc 50-368/84-12 on 
840401-30 b notice of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/03/16. QR IFFIN, J. M. 

Arkansas Power 8< Light Co. 2pp. 25100:333. 24X 

Fiche: 50-313, B4/05/16, 8406220151. 


—8406220156 Notice of violation from insp on 840401-30. 

* Region 4, Office of Director. 84/05/16. Ip. 25100:333. 24X 

Fiche: 30-313, 84/03/16, 8406220151. 


--8406220160 IE Insp Repts 50-313/84-12 l. 50-368/84-12 on 840401-30 
Violation noted failure to control combustible matl in Unit 
2 steam pipe area 

JOHNSON, W D , HARRELL, P H Region 4, Office of Director. 
84/05/09 5pp 25100 336 24X Fiche 50-313, 84/05/16, 8406220151 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of Meur 

York, Inc. 124pp 24861 201 24X Fi c h e 50-000, 84/05/25, 6405230319 


8405240317 IE Info Notice 83— 66, Suppl 1, "Fatality at Argentine 
Critical Facility " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/05/25 Consolidated Edison Co. of Nea 

York, Inc. 127pp. 24880 103 24X Fi c he : 50-000, 84/05/25, 0405240317 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103), 84/05/30. Consolidated Edison Co. of New 

York, Inc 122pp. 24879:342. 24X Fi che; 50-000, 84/05/30, 84O52903B3 


8406050295 Ack receipt of 840430 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-31 b 
50-368/83-31. 

JOHNSON, E H Region 4, Office of Director. 84/05/31. GRIFFIN, JM 
Arkansas Power & Light Co lp. 24838:290. 24X 

Fiche: 50-313, 84/05/31, 8406050295. 


— 8406050298 Responds to NRC 840110 ltr re violations noted in IE Insp 
Repts 50-313/83-31 b. 50-368/83-31 . Cor rec t i ve actions: two 
6, three nan fire brigade support teams imp 1 emented. Track ing 
program instituted. 

MARSHALL, J. R Arkansas Power b Light Co. 84/04/30. DENISE, R.P. 
Division of Resident, Reactor Project & Engineering Programs. 2pp 
24838 299. 24X F i c h e : 50-3 1 3, 84/05/31 , 8406050295. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants . " Svc list encl 
JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/06/11 Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244 24X Fiche: 50-000, 84/06/01, 0406010423 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post B30103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp 25050:124. 24X Fi c he : 50-000, 84/06/03, 8406050012 


8406050350 IE Info Notice 84-43, "Storage b Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards b. Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp, 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). B4/06/QS, Consolidated Edison Co. of N*w 

York, Inc. 120pp 25049:273. 24X Fi c he : 50-000, 84/06/08, B406060336 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post S30103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/ 1 1, 8406080176 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification." Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi che: 50-000, 84/06/13, 8406030173 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc 122pp. 25049:033. 24X Fic he : 50-000, 84/06/ 15, 8406130315 


0406180353 IE Info Notice 84-48, "Failures of Rockwell Inti ©lobe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 30-000) 04/06/18, 0406130333. 

8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tub* 
Failure." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness 8i Engineering 
Response (Post B30103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000) 84/06/18, 8406 180360 
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8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 1QCFR5Q, App B . *' Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/06/21. Consolidated Edison Co. of New 

York. Inc 63pp. 25535:041 24X Fi c h e : 50-000, 84/06/2 1 , 84061 90327 


ft. Periodic operating reports & related correspondence 


8406070224 Monthly operating rept for Apr 1984. W/84051S ltr. 

MORTON, K. L. , MARSHALL, J. R . Arkansas Power & Light Co. 84/04/30 
BASSETT, J. S. Division of Data Automation & Management Information. 
6pp. 24742:28 7. 24X Fi c h e : 50-313, 84/04/30, 8406070224. 


S. Reportable occurrences, LERs & related correspondence 


0406040269 Revised LER 83-003/03X-2: on 830124, during refueling 
shutdown, reac tor bldg pressure transmitter PT-2405 found out 
of specified to leranc e. Cause not de termined . Re la ted 
incident on 830126. W/840525 ltr. 

ROGERS, P. , MARSHALL, J. R. Arkansas Power Zt Light Co. 84/05/25. 3pp. 
24794: 2B4. 24X Fi c h e : 50-31 3, 84/05/25, 8406040269. 


V. Operator Examinations 


8406010286 Forwards rept of licensing exams administered on 840229,0301 
& 27-29. 

JOHNSON, E. H. Region 4, Office of Director. B4/04/2S. GRIFFIN, J. M. 
Arkansas Power & Light Co. Ip. 24755:009. 24X 

Fiche: 50-313, B4/04/25, 8406010286. 


-B406010297 Exam rept on 840229,0301 S< 27-29. Wr i tten It oral exams 
administered to 10 senior & six reactor operators. Partia 1 
written exams given to two operators. Fifteen applicants 
passed exams, one senior operator failed oral exam. 

SMITH, R. , COOLEY, R. A. NRC - No Detailed Affiliation Given. 
84/04/25. 7pp. 24755:010. 24X Fiche: 50-313, 84/04/23, B406010286. 


DOCKET 30-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


6406040216 Informs that implementation of Rev 1 to emergency response 
guidelines in p lant-sp ec i f ic procedures w/appropr iate 
reactor coolant pump trip setpoint specified resolves all 
issues associated w/TMl Item 1 1. K. 3. 5. 

ALEXICH, M. P. mdiana S< Michigan Electric Co. 84/03/30. 

EISENHUT , D. G. Division of Licensing. 3pp. 24796:282. 24X 

Fiche: 30-313,84/03/3 0, 8406040216. 


8406050217 Rev 11 to emergency plan procedure App A "Telephone Numbers 
for Key Plant Personnel. " 

* Indiana & Michigan Electric Co. 84/06/01. 17pp. 24840:219. 24X 

Fiche: 30-315, 04/06/01 , 8406050217. 


8406070189 Reconfirms & updates access author i za t i on lists for 
admitting NRC personnel to f ac i 1 i t i es. Rec ommend s listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXEL90N, W. L. Region 3, Office of Director. 84/06/04. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 7pp, 24747:043. 24X Fi c h e : 50-313, 84/06/04, 8406070189. 


8406280072 Forwards order confirming util 830415,0802,840130 8< 0210 
commitments on emergency response capability. 

VARGA, B. A. Operating Reactors Branch 1. 84/06/12. DOLAN, J. 

Indiana & Michigan Electric Co. 3pp. 23194:283. 24X 

Fiche: 30-315, 04/06/12, 0406280072. 


—0406280074 Order confirming licensee 830413,0802,840130 & 0210 
commitments on emergency response capab i 1 i ty > p er NUREG-0737, 

Buppl 1 (Generic Ltr 82-33). 

E I SENHUT, D« 0, Division of Licensing. 04/06/12. Indiana & 
Michigan Elftftric Co. 7pp. 23194:288. 24X Fi c h e: 30-31 5, 84/06/12, 

0406280072, 


3406210349 Requests addl technical exemption from App R requirements re 
penetration Seals in seismic gaps between containment & 
auxiliary bldg & ventilation ducts that penetrate fire 
harriers. 

ALEXICH.M, P, I-ntfiana b Michigan Electric Co, 84/06/13. DENTON, H. R. 
Office of NUct»*T Reactor Regulation, Director. 2pp. 23034:111. 

24 X Fiche: 50^313, 84/06/13, 8406210349. 


8406210364 Responds to 840404 request for addl info re request for 
exemption from l0CFR50,App R requirements re fire hatches. 

Drawing s, s k etc h es 5< description of addl insulation encl. 

Results of calculations & addl info will be sent by 840627. 

ALEXICH, M.P. Indiana & Michigan Electric Co. 84/06/15. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 90pp. 25055:223. 

24X Fiche; 50-315, 84/06/15, 8406210364. 


8406210367 Technical Note 805B1, "Thermo-Lag 330 Conformable Stress 
Skin 3 H Fire Wall Sys Application Procedures. " 

* TS1, Inc 82/02/28. 43pp. 25055:248. 24X 

Fiche 50-315, 84/06/15, 8406210364 


— 8406210368 "Dry Film Coating Thicknesses of Thermo-Lag 330-1 Subliming 
Mat 1 Applied to Steel Hatch Covers for 3 H Fire Rating." 

* Wesson Z>. Associates, Inc. 84/02/15. 40pp. 25055:272. 24X 

Fiche: 50-315, 84/06/15, 8406210364. 


8406230185 Forwards WJ Weaver 040523 memo re State of MI corrective 
action concerning deficiency noted in final rept of 840125 
offsite radiological emergency preparedness exercise. 

Corrective action acceptable. 

KRIMM, R.W, Federal Emergency Management Agency. 84/06/19. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 3pp. 25130:260. 24X Fi c h e: 50-31 5, 84/06/19, 

8406250105. 


3406260148 Submits request for schedular exemption from 10CFR50, App R 
mods for listed items. Matl delivery problems will extend 
completion of several App R design changes beyond 840620. 

SMITH, W. G. Indiana S< Michigan Electric Co. 84/06/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25142:233. 
24X Fiche: 50-315, 84/06/20, 8406260148. 


P. Operating license stage documents & correspondence 


8406010023 Forwards responses to Questions 7 It 8 re equipment 
survivability of 820916 request for info on hydrogen 
combustion St control. Info completes util responses to 
outstanding requests dtd 820730 St 0916 St 830810. 

ALEXICH, M. P. Indiana Sc Michigan Electric Co. 84/05/24. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 24758:024. 

24X Fiche: 50-315, 84/05/24, 8406010023. 


8406060031 Forwards response to NRC B40221 request for addl info re 
seismic qual if ication of Mercoid pressure switches St relays. 

Switches in both units will be replaced by end of next Unit 
2 fuel outage. Agastat 7000 relays seismically qualified. 

ALEXICH, M. P. Indiana S< Michigan Electric Co. 84/06/01. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 24659:001. 

24X Fiche: 50-315, 84/06/01, 8406060031. 


— 8406060033 "Rept of Test for Seismic St Environ Testing of Mercoid 
Pressure Switches for American Electric Power Svc Corp. " 

HARIZI/P. , GILFOY, R. S. Acton Environmental Testing Corp. 16013-2. 

01/07/07. 413pp. 24659:004. 24X Fiche: 50-315, 84/06/01, 

8406060031. 


— 8406060036 Rev E to "Model E7012/E7022 Series Timing Relays Class IE. " 
KIESLER, F. Amerace Corp. 81/09/15. 22pp. 24660:056. 24X 

Fiche; 50-315, 84/06/01, 8406060031. 


8406080163 Updates 810108 response to NUREG-0737, Item I. C. 9. Procedural 
drafted in which shift technical advisors utilize SEE-IN 
program established by INPO St will review St distribute 
NETWORK info 8< significant event repts, 

HERING, R.F. Indiana St Michigan Electric Co. 84/06/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24859:035. 

24X Fiche: 50-315, 84/06/04, B406080163. 


B4061B0370 Forwards justification for continued operation in support 
of environ qualification of electric equipment program, per 
request. 

ALEXICH, M. P. Indiana it Michigan Electric Co. 84/06/12. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 20pp. 24967:075. 

24X Fiche: 50-315, 04/06/12, 8406180370. 


180406 Forwards safety evaluation re NUREG-0737, I tem II. K. 2. 13, 
"Thermal-Mechanical Rept. " Item complete since info 
adequately demonstrates that vessel integrity maintained. 

Item related to Unresolved Safety Issues A-49 & A-45. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. DOLAN, J. 

Indiana 6n Michigan Electric Co, DOLAN, J. American Electric Power 
Service Corp. Upp. 25195:001. 24X Fic he : 50-315, 84/06/10, 

8406280406. 
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Q. Inspection reports* IE Bulletins St correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/05/25. Consolidated Edison Co. of New 

York. Inc 124pp. 24861:201. 24X Fiche: 50-000. 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York. Inc 127pp. 24880:103. 24X Fiche: 50-000. 84/05/25. 8405240317. 


8405290383 IE Info Notice 84-40. "Emergency Worker Doses. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8 t Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York. Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30. 8405290383. 


8406050123 Notifies of 840621 meeting in Bridgman.MI to present 
findings of SALP assessment. Appropriate corporate & plant 
mgt repr esentation requested. 

NORELIUS, C. E. Division of Project St Resident Programs. 84/05/31. 
DOLAN, J. E. American Electric Power Service Corp. 2pp. 24838:256. 
24X Fiche: 50-315. 84/05/31, 8406050123. 


8406010423 IE Info Notice 84-41. "IGSCC in BWR Plants." Svc list end. 
JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 100pp. 25050:244. 24X Fi ch e : 50-000, 84/06/01 . 8406010423. 


406070189 Reconfirms it updates access author i zation lists for 
admitting NRC personnel to facilities. Recommends listed 
individuals be granted unescorted access to vital St 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana St Michigan 
Electric Co. 7pp. 24747:043. 24X Fiche: 50-315, 84/06/04, 8406070189. 


406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE. J. N. Division of QA, Safeguards 8 < Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


406120108 Forwards SAL P Repts 50-315/84-08 St 50-316/84-09 for 
Apr 1983 - Mar 1984. Overall performance acceptable. 

KEPPLER, J. 0 . Region 3, Office of Director. 84/06/07. DOLAN, J. E. 
Indiana Si Michigan Electric Co. DOLAN, J. E. American Electric Power 
Service Corp. 2 pp. 24892:035. 24X Fich e: 50-315, 84/06/07, 

8406120108. 


8406180353 IE Info Notice 84-46, "Failures of Rockwell Inti Globe 
Valves " Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co of New 

York, Inc UBpp. 25536 043 24X Fi c h e : 50-000, 84/06/ 1 8 , 8406180353 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator TtiSi 
Failure " Svc list end 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of Ntv 

York, Inc UBpp 25535 286. 24X Fiche: 50-000, 84/06/18, 8406180360 


8406190327 IE Info Notice 84-50, "Clar if i cati on of Scope of GA Progrm 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1 . 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/21. Consolidated Edison Co. of Nn 

York, Inc, 63pp 25535:041. 24X Fich e: 50-000, B4/06/21, 8406190327 


R. Periodic operating reports it related correspondence 


8406070042 Monthly operating rept for Apr 1984. W/840507 ltr. 

GILLETT, W. T. , SMITH, W. G. Indiana & Michigan Electric Co 84/04/30 
13pp. 24747:162. 24X Fi c h e . 50-31 5, 84/04/30, 8406070042. 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure op test 
switch in Westinghouse solid state protection sys, Minor 
wiring change finalized It being forwarded to affected 
p lants. Diagrams & list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5 pp 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8406040174 Forwards Part 21 rept re bug in computer code affecting 
calculation of Tech Specs for nuclear enthalpy rise peaking 
factor. Bug corrected. 

SHAN8TR0M, R. T. Shanstrom Nuclear Associates. 84/03/24. 
EISENHUT, D. G. Division of Licensing. Ip. 24795:223 34 * 

Fiche: 50-000, 04/05/24, 8406040174. 


— 9406040185 Part 21 rept re bug in DETECTOR computer code resulting in 
possible miscalculation of Tech Spec parameters for enthalpy 
rise peaking fac tor . Prob 1 em corrected & responsible parties 
notified. 

SHANSTROM, R. T. Shanstrom Nuclear Associates. 84/03/24, 

MURLEY, T. E. Region 1 , Office of Director. 8 pp. 24793 1 226 2« 

Fiche: 30-000, 84/05/24, 8406040174. 


8406070171 Part 21 rept re programming error in DETECTOR cod e, suppliij 
by Shanstrom Nuclear As so c, I nc. In i t ial ly reported on 840323. 
Software enhanced. NMFM Procedure 7 will be revised by 
841231. LER will be submitted. 

ALEX ICH, M. P. Indiana tt Michigan Electric Co. 84/03/23. 

DEYOUNG, R. C. Director's Office, Office of Inspection add 
Enforcement. 7pp. 24747:054. 24X Fiche: 30-313, 84/03/23, 04O6O7OI71 


-8406120113 SALP Repts 50-313/84-08 it 30-316/84-09 for Apr 1983 - Mar 
1984. 

* Region 3, Office of Director. 84/03/31, 28pp, 24892:037 24X 

Fiche: 30-313, 84/06/07, 8406120108. 


406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. « Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 630103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24X Fi che: 30-000, 84/06/08, B406060336. 

406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 23049:001. 24X Fiche: 30-000, 84/06/ 1 1 , 8406080176. 


406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 < Engineering 
Response (Post 830103). 04/06/13. Consolidated Edison Co of New 

119pp. 23049:154. 24X Fiche: 50-000, 04/06/13, 8406080173. 


York, Inc. 


! 4 " 47, " E "' ,lron Qualification T.st, of 
Electrical Terminal Blocks." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 

wE° n ?:. <P ' , fL B 3010 ?L. ® 4/06/15 ' Consolidate eSi^h cS* of Ida 
* Inc. 122pp. 25049:033. 24X Fich*: 50-000, 84/06/15, 340613031 


8406030433 Updated LER S3-055/O3X-2: on 830329, during star tup , west 
motor-driven auxiliary feed pump removed from svc to repair 
failed low suction pressure switches. Reset values out of 
spec high. Switches r #p lac ed . W/840329 ltr. 

RISCHLING, J. L. , SMITH, W. G. Indiana it Michigan Electric Co 
84/03/29. KEPPLER, J. G. Region 3, Office of Director 3pp 
24840:138. 24X Fi c h e : 30-31 5, 84/03/29, 8406030433. 


8406050370 LER 84— 005— 00: on 840304, sample flow pressure reducing valve 
to waste gas sys auto gas analyzer discovered inoperable. One 
gas compressor remained running in violation of Tech Specs. 

Caused by lack of communication between sh i f t *. W/B40331 ltr. 

BAKER, K. R. , SMITH, W. G. Indiana «< Michigan Electric Co. 84/03/31. 
3pp. 24804:324. 24X Fiche: 30-31S, 84/05/31, 8406030370. 


8406120513 LER 84-006-00; on 840510, p ersonnel discovered Fire Door 230 
inoperable w/o fire watch. Caused by air hose passing through 
doorway preventing full c Insure. Administrative measures 
instituted. W/840607 ltr. 

ADAMS, T. R. , SMITH, W. G. Indiana it Michigan Electric Co. B4/06/0? 
3pp. 24891:109. 24X Fiche: 30-315, 84/06/07, 8406120313. 


8406280439 LER 84-007-00: on 840322, detector code programming error 
discovered in calculational logic while modifying code. 
Procedure change made to require independent line by lint 
review of cod ing. W/840621 ltr. 

SAUM, M. A. , SMITH, W. G. Indiana it Michigan Electric Co. 84/06/21. 
6 pp. 23193:116. 24X Fiche: 30-313, 84/06/21, 8406280439. 
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8406290208 Updated LER 83-098/01 X-l ; on 831006- wrong values for Ep<Z) 
used for in-core detector computer code during Cycle VII 
p p era ti on. Caused by personnel inputting incorrect data set 
card. Procedure r evi sed . W/840621 ltr 

RlSCHLING, J. L. , SMITH- W. G. Indiana i Michigan Electric Co. 
04/06/21. KEPPLER, J. G. Region 3. Office of Director. 5pp. 
25204:129. 24X Fi c h e : 50-31 5. 84/06/21 , 8406290208 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


p Security, medical, emergency it fire protection plans 


8406040216 Informs that implementation of Rev 1 to emergency response 
guidelines in plant-specific procedures w/appropriate 
reactor coolant pump trip setpoint specified resolves all 
issues associated u/TMI Item II. K. 3. 5. 

ALEXICH, M P. Indiana h Michigan Electric Co. 84/05/30. 

EISENHUT, D. G. Division of Licensing 3pp. 24796:282. 24X 

Fiche: 30-315, 84/05/30, 8406040216. 


84060 50217 Rev 11 to emergency plan procedure App A "Telephone Numbers 
for Key Plant Personnel. " 

* Indiana it Michigan Electric Co. 84/06/01. 17pp. 24840:219. 24X 

Fiche: 50-315, 84/06/01, 8406050217. 


84060701 B9 Reconfirms & updates access authorization lists for 
admitting NRC personnel to facilities. Recommends listed 
individuals be granted unescorted access to vital & 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. DOLAN, J. E. 
American Electric Power Service Corp. 7pp. 24747:043. 24X 

Fiche: 50-315, 84/06/04, 8406070189. 


84062 80072 Forwards order confirming util 830415,0802,840130 it 0210 
commitments on emergency response capability. 

VARGA, 3. A. Operating Reactors Branch 1. 84/06/12. DOLAN, J. 

Indiana it Michigan Electric Co. 3pp. 25194:285. 24X 

Fiche: 50-313, 84/06/12, 8406280072. 


— 0406280074 Order confirming licensee 830415,0802,840130 it 0210 
commitments on emergency response capab i 1 i ty , per NUREG-0737, 

Sup p 1 1 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/12. Indiana it 
Michigan Electric Co. 7pp. 23194:288. 24X Fiche: 30-31 5, 84/06/12, 

8406280072. 


B406210349 Requests addl tachnlcal exemption from App R requirements re 
penetration seals in seismic gaps between containment Sc 
auxiliary bldg it ventilation ducts that penetrate fire 
barr iers. 

ALEXICH, M.P. Indiana it Michigan Electric Co. 84/06/15. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 23054:111. 

24X Fiche: 30-315, 84/06/13, 8406210349. 


8406210364 Responds to 040404 request for addl info re request for 
exemption from 10CFR50,App R requirements re fire hatches. 

Drawings, sketches Sc description of addl insulation end. 

Results of calculations Sc addl info will be sent by 840627. 

ALEXICH, M. P. Indiana 8c Michigan Electric Co. 84/06/13. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 90pp. 25033:223. 

24X Fiche: 50-313, 04/06/13, 8406210364. 


8406230193 Forwards WJ Weaver B40323 memo re State of MI corrective 
action concerning deficiency noted in final rept of 840123 
offsite radiological emergency preparedness exercise. 

Corrective action acceptable. 

KRlhM, R.W. Federal Emergency Management Agency. 84/06/19. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 3pp. 25130:260. 24X Fiche: 30-31 3, 84/06/19, 

8406250185. 


8406260148 Submits request? for schedular exemption from 10CFR30, App R 
mods for listed items* Matl delivery problems will extend 
completion of leveral App R design changes beyond 840620. 

SMITH, W. G. Indiana & Michigan Electric Co. 84/06/20. DENTON, H. R. 
Dffice of Nuclear Reactor Regulation, Director. 2pp. 23142:233. 

24 X Fiche: 30-3 13, 04/06/20, 8406260 148. 


P. Operating license stage documents it correspondence 


B406O1OO21 Advises that addl info re Cycle 5 reload analysis sent by 
E*xon Nuclear Co '(ENG) on 840522. Info includes new LOCA/ECCS 
analysis using EXEM/PWR model modified as Indicated in ENC 
840507 ltr. 

ALEXICH, M.P, Indiana & Michigan Electric Co. 84/03/23. DENTON, H. R. 

Office of Nuclaar R/efiii'ctpar 1 (Regulation, Director. Ip. 24733:233. 

2AX Fiche : 50-316, 34/03/23, 8404010021 . 


8406010023 Forwards responses to Questions 7 & 8 re equipment 
survivability of 820916 request for info on hydrogen 
combustion k control. Tnfo completes util responses to 
outstanding requests dtd 820730 it 0916 it 830810. 

ALEXICH, M.P. Indiana & Michigan Electric Co. 84/05/24. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 24758:024. 
24X Fiche 50-315, 84/05/24, 8406010023. 


8406010100 Application for amend to License DPR-74, provid ing emergency 
change to Tech Specs to allow operation in Modes 3 & 4 
u/only one fully operable battery. 

ALEXICH- M.P Indiana it Michigan Electric Co. 84/05/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp, 24758:006. 
24X Fiche : 50-316, 84/05/25, 8406010100. 


— 8406010108 Proposed Tech Spec changes allowing operation in Modes 3 it 
4 w/only one fully operable battery. 

* Indiana & Michigan Electric Co. 84/05/25. Ip. 24738:008. 24X 

Fiche: 50-316, 84/05/23, 8406010100. 


8406050315 Advises that PTS-PWR2 code mods, benchmarking documents it 
methodology & applications documentation for Westinghouse 
PWR will be submitted to provide acceptable plant transient 
analyses. 

ALEXICH, M.P. Indiana it Michigan Electric Co. 84/06/01. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp 24818:361. 
24X Fiche. 50-316, 84/06/01, 8406050315. 


8406060031 Forwards response to NRC 840221 request for addl info re 
seismic qualification of Mercoid pressure switches & relays. 

Switches in both units will be replaced by end of next Unit 
2 fuel outage. Agastat 7000 relays seismically qualified. 

ALEXICH, M.P. Indiana & Michigan Electric Co. 84/06/01. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 24639:001. 
24X Fiche: 50-313, 84/06/01, 8406060031. 


— 8406060033 "Rept of Test for Seismic & Environ Testing of Mercoid 
Pressure Switches for American Electric Power Svc Corp. " 

HARIZIiP. , GILFOY, R. S. Acton Environmental Testing Corp. 16013-2. 

81/07/07. 413pp. 24639:004. 24X Fic h e : 30-315, 84/06/0 1 , 

8406060031. 


8406080163 Updates 810108 response to NUREG-0737, Item 1. C. 3. Procedures 
drafted in which shift technical advisors utilize SEE-IN 
program established by INPO & will review it distribute 
NETWORK info 8< significant event repts. 

HERING, R.F. Indiana it Michigan Electric Co. 84/06/04. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24839:035. 

24X Fiche: 50-315, 84/06/04, 8406080163. 


84060B022B Forwards results of Exxon Nuclear Co review of safety 
analy ses. Util concurs w/vendor that analyses in compliance 
w/NRC requirements for development it application of computer 
codes used in performing safety analyses. 

HERING, R.F. Indiana it Michigan Electric Co. 84/06/04, DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 14pp. 24835:300. 

24X Fiche: 50-316, 84/06/04, 8406080228. 


8406210180 Summary of B4051B meeting w/util & Exxon Nuclear Co re open 
issues or Cycle 5 reload review. List of attendees end. 

WIGGINTON, D. L. Operating Reactors Branch 1. 84/06/06. Operating 

Reactors Branch 1. 14pp. 25069:301. 24X Fiche: 30-316, 84/06/06, 

8406210180. 


8406180370 Forwards justification for continued operation in support 
of environ qualification of electric equipment programmer 
request. 

ALEXICH, M. P. Indiana S, Michigan Electric Co. 84/06/12. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 2Bpp, 24967:073. 
24X Fiche: 30-315. 84/06/12,8406180370. 


8406210315 Requests remittance of Class III fee for review of 040424 
application for Amend 62 to License DPR-74 re Tech Spec 
changes allowing 30 fuel assemblies to be discharged from 
reactor vessel w/one source range neutron flux monitor. 

DIGGS, R. M. License Fee Management Branch. 84/06/13. DOLAN, J. 
American Electric Power Service Corp. Ip. 23092:362. 24X 

Fiche: 50-316,84/06/13, 8406210315. 


8406280032 Forwards Amend 64 to License DPR-74 it safety evaluation. 
Amend approves Cycle 3 re load, chang es surveillance 
requirements for ice condenser inlet doors & revises 
containment isolation valve list. 

WIGGINTON, D. L. Operating Reactors Branch 1. 84/06/18. DOLAN, J. 

Indiana fc Michigan Electric Co. DOLAN, J. American Electric Power 
Service Corp. 2pp. 23193:192. 24X Fich e: 30-316, B4/06/ 18, 

8406280032. 


— 8406280035 Amend 64 to License DPR-74, approving Cycle 3 re load, chang ing 
surveillance requirements for ice condenser inlet doors, 
revising containment isolation valve 1 i st, correcting RCS 
indicated temp it changing requirements for rad position. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. 24pp. 

23195:194. 24X Fich #: 30-316, 84/06/10, 8406280032. 
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— 8406280038 Safety evaluation supporting Amend 64 to License DPR 
* Office of Nuclear Reactor Regulation, Director. 04/06/18. 
68pp 25195 218 24X Fiche ; 50-316, 84/06/18, 8406280032. 


8406280406 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13« 
••Thermal-Mechanical Rept. “ Item complete since info 
adequately demonstrates that vessel integrity maintained. 

Item related to Unresolved Safety Issues A-49 & A 45 
VARGA, S. A. Operating Reactors Branch 1. 84/06/^8. DOLAN, J 

Indiana L Michigan Electric Co DOLAN, J AmeT /AtlY, l C P ° 

Service Corp llpp 25195 001. 24 X Fiche: 50-315, B4/06/1 8, 
8406280406 


8406260150 Withdraws 840525 request for change to Tech Spec 3. 8. 2- 3, 
allowing certain operations in Modes 3 i 4 w/only one 

ALEXICH, M P. Indiana It Michigan Electric Co. 84/06/22- DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25142:109. 

24X Fiche: 50-316, 84/06/22,8406260150. 


8406290238 Forwards payment of amend fee for emergency change to 
Tech Spec 3.9.2 requested in 840424 ltr. Fee end. 

ALEXICH, M.P Indiana & Michigan Electric Co. 84/06/22. DENTON, H. R. 

Office- of Nuclear Reactor Regulation, Director. Ip. 25196:020. 

24X Fiche: 50-316, B4/06/22, 8406290238. 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39. “Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, B405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
Critical Facility. ** Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ss Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 127pp 24830:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


B405290383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e: 50 - 000 , 84/05/30, 8405290383. 


8406060336 IE Info Notice 84-44, “Environ Qualification Testing of 
Rockbestos Cables. " Svc list end 
JORDAN, £ L 
Response 


os Cables. " Svc list end 

L Division of Emergency Preparedness it Engineering 
(Post 830103) 84/06/08. Consolidated Edison Co. 


8406080176 IE Info Notice 84-45, “Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Resoonse (Post 830103). 84/06/11 Consolidated Edison Co. of Htw 

York Inc 123pp 25049 001 24 X Fi c h e 50-000, 84/06/ 1 1 , 0406080176 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification." Svc list enc 1 

JORDAN, E L. Division of Emergency Preparedness * Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co of Neu 

York, Inc. 119pp. 25049 154. 24X Fi ch e : 50-000, 84/06/ 13, 8406080173 


8406130315 IE Info Notice 84-47. “Environ Qualification Tests of 
Electrical Terminal Blocks. “ Svc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc 122pp 25049:033. 24X Fi c h e : 30-000, 84/06/ 1 5, 8406 1 30315 


0406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Past 830103). 84/06/18. Consolidated Edison Co. of N«u 

York, Inc 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ IB, 8406180333 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc UBpp. 25535:286. 24X Fi c h e 50-000, 84/06/ 18, B4O61BQ360 


8406190327 IE Info Notice 84-50, "C 1 ar i f i ca t i on of Scope of QA Program* 
for Transport Packages Pursuant to 10CFR50,App B. " 8vc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of Neu 

York, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 04/06/21 , 8406190327 


R. Periodic operating reports it related correspondence 


8406050123 Notifies of 840621 meeting in Bridgman, MI to present 
findings of SALP assessment. Appropriate corporate & plant 
mgt representation requested. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/05/31. 
DOLAN, J. E. American Electric Power Service Corp. 2pp. 24838:256. 
24X Fiche: 50-315, 84/05/31, 8406050123. 


8406070001 Monthly operating rept for Apr 1 904. W/B40507 ltr. 

GILLETT, W. T. , SMITH, W. G. Indiana it Michigan Electric Co. 84/04/30 
7pp. 24748:016. 24X Fi c h e : 50-3 1 6, 84/04/30, 840607000 1 . 


S. Reportable occurrences, LER s & related correspondence 


840 60 10423 IE Info Notice 84-41, “IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406070189 Reconfirms & updates access authorization lists for 
admitting NRC personnel to facil ities. Recommends listed 
individuals be granted unescorted access to vital Jk 
protected areas. 

AXELSON,W.L. Region 3, Office of Director. 84/06/04. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 7pp. 24747:043. 24X Fiche: 50-315. 84/06/04, 8406070189. 


8406050012 IE Info Notice 84-42, “Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN. E L. Division of Emergency Preparedness 3k Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 0406050012. 


8406050330 IE Info Notice 84-43, “Storage 3k Handling of Opthalmic Beta 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards V Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc, 

92pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406120108 Forwards SALP Repts 50-315/84-08 & 50-316/84-09 for 
Apr 1983 - Mar 1984. Overall performance acceptable. 

KEPPLER, J. Q. Region 3, Office of Director. 84/06/07. DOLAN, J. E. 
Indiana 8c Michigan Electric Co. DOLAN, J. E. American Electric Power 

Service CoTp. 2pp. 24892:035. 24X Fiche: 50-31 5, 84/06/07, 

8406 12Q 108. 


8406120113 SALP Repts 50-315/84-08 «c 50-316/84-09 for Apr 1983 - Mar 
1984. 

* Region 3, Office of Director. 84/03/31. 28pp. 24892:037 24X 

Fiche: 50-315, 84/06/07, 8406120108. 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p 1 ants. Diagrams 8< list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement- 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/ 17, 8401310332. 


8406070171 Part 21 rept re programming error in DETECTOR cad e, supp lied 
by Shanstrom Nuclear Assoc, Inc Initially reported on 840323. 
Software enhanced . NMFM Procedure 7 will be revised by 
841231. LER will be submitted. 

ALEXICH, M. P. Indiana 8< Michigan Electric Co. 84/03/25. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 7pp. 24747:054. 24X Fi c h e : 30-3 1 5, 84/03/23, 8406070171 


8406010146 LER 84-010-00: on 840429 it 0501 , automat i c actuation occurred 
on containment ventilation isolation sys train A when air 
particulate radiation monitoring Channel VRS-2301 exceeded 
high alarm setpoint. Caused by low setpo int. W/S40529 ltr. 

BAKER, K. R. , SMITH, W. G. Indiana & Michigan Electric Co. 84/05/29 
3pp. 24753:300. 24X Fi che: 30-316, B4/05/29, B406010146. 


8406050348 Forwards updated LER 84-008-01 it LER 84-011-00. 

SMITH, W. G. Indiana 8< Michigan Electric Co. 04/03/31. Record 
Services Branch (Document Control Desk). Ip. 24804:327. 24X 

Fiche: 30-316, 84/05/31, B4060S0348. 


—8406050353 Updated LER 84-008-01: on B40419 & 24, conta i nmen t purge 
isolated due to radiation monitor high alarm* on containment 
area radiation monitor Train A. Caused by software error. 
Resolution under evaluation by manufacturer. 

KRIESEL, T. A. Indiana It Michigan Electric Co. 84/05/31- 2pp. 
24804:328. 24X Fi che: 50-316, 84/05/31 , 8406030348. 
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406050357 LER 84-01 i-OO: on 840504, w/RCS in Mode 6. lower containment 
airborne low range noble gas monitor received spurious high 
alarm causing Train A to trip Caused by software error 
Manufacturer notified Resolution under evaluation. 

KRIESEL.T A. Indiana b Michigan Electric Co 84/05/31. 2pp. 

24 004: 330 24X F i c h e : 50-3 1 6. 84/05/3 1 , 8406050348. 


6120407 LER 84-012-00: on 840508. inadvertent safety injection 

ccurred during load shedding surveillance test on Train B 

iesel generator. Caused by personnel error b procedural 

e f 5 i c i enc y Load shedding procedure mod i f i ed . W/040607 ltr 

LIND. A A i SMITH, W. G. Indiana b Michigan Electric Co 84/06/07. 

pp. 24892.360. 24X Fi c h e . 50-3 1 6, 84/06/07. 8406 1 20407 


6190183 LER 84-013-00: on 840516. s c h ed u 1 ed 60-month capacity 
iseharge test performed on battery AB indicated 71% 
apacityinat meeting 80*/. Tech Spec requirement. Battery 
ep laced & undergoing performance testing W/840614 ltr. 

JDDING.R.L , SMITH, W G. Indiana b Michigan Electric Co. 84/06/14. 
pp. 24980.264 24X F i c h e : 50-316, 84/06/ 1 4, 8406190183. 


£>220230 Part 21 rept re thermal nonrepeatability b other calibr 
rrors in Barton Lot 1 transmitters Initially reported on 
iO£>15. Transmitter defects identified b expected error 
sviations calcula ted . Ut i 1 s notified. 

hHE, £• P. Westinghouse Electric Corp. 84/06/15. DEYOUNG, R. C. 
Irector's Office, Office of Inspection and Enforcement. 4pp. 
5061:298. 24X Fi c h e : 30-000, 84/06/ 1 5, 8406220230. 


5260310 LER 84-014-00: on 840321 . w/uni t in cold shutdown, 1 oss of RHR 
imps occurred. Caused by cavitation & air binding of pumps. 

'ocedure changed to include instructions to stop operating 
imp prior to starting second pump . W/840621 ltr. 

iKER.K R. , SMITH, W. G Indiana b Michigan Electric Co 84/06/21. 
jp. 25193: 1B2. 24X Fi c h e : 50-316, 84/06/2 1 , 84062B0310. 


(ET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


security, medical, emergency b fire protection plans 


i24O024 Forwards revised pages to security plan. Pages withheld 
•e f 10CFR73. 21). 

■CONNOR, B. F. Baltimore Gas b Electric Co. 84/03/16. MURLEY, T. E. 
>g i on 1. Office of Director. Ip. 24618:093. 24X 

che: 50-317, 84/05/16, 0405240024 


iOS049C Emergency plan implementing proced ur e s , c ons i s t ing of Rev 0 
i 4. 1.29, "Emergency Operations Facility Director" b Rev 0 
i 4. 1.30, " Technical Representatives. " W/840601 

•ansmittal & receipt form. 

II, V. Baltimore Gas b Electric Co. 04/05/23. 14pp. 24842:001. 

-X Fiche: 50-317, 84/ 05 / 23 , 8406050490. 


,0550230 Advises that B40321 Rev 13 to physical security plan 
nsistent w/provi s i ons of 1 0CFR50. 54 ( p ) b acceptable. 

iRTIN, T. T. Division of Engineering & Technical Programs. 84/05/30. 
OWMAKER, N, W. Rochester Gas & Electric Corp. 4pp. 24840:345. 24X 

che: 50-317, 84/05/30, B406050230. 


1S0294 Responds to 040314 request for exemption from 10CFR50, App R 
fire protection in auxiliary feedwater b svc water pump 
oms. Onsite insp revealed adequate fire protection, 
emption unnecessary. 

LL.ER, J. R. Operating Reactors Branch 3. 84/06/04. LUNDVALL, A. E. 

ltimore Gas 8< Electric Co. 2pp. 24976.356. 24X 

che: 50-317, 84/06/04, 0406150294. 


190176 Rev 11, Change 1 to Emergency Plan Implementing Procedure 
PIP B l.W/transmittal b receipt form. 

I, V. Baltimore Gas b Electric Co. 84/06/06. 22pp. 24980:282. 

X Fiche; 30-317, 84/06/06, 8406190176. 


26>0483 Forwards order confirming licensee commitments on 
ergency response capability per Generic Ltr 82-33. 

LLER, J. R, Operating Reactors Branch 3. 84/06/14. LUNDVALL, A. E. 

lfcimore Gas It. Electric Co. 4pp. 25158:313. 24X 

che; 30-317, 04/06/14, 8406260483. 


D626048& Order confirming licensee commitments on emergency response 
capab ility, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

IISENHUT, D, G. Division of Licensing. 84/06/14. Baltimore Gas b 
Electric Co, 6pp. 2515B:317. 24X Fiche : 50-317, 84/06/14, 

3406260483. 


290361 Revised emergency plan Implementation pr oc ed ur e s, inc lud ing 
3 IP 4. 1. 7, "Onsite Monitoring Team" StERPIP 4.4.10, 

:cess Monitdrjng Team. " W/840625 transmittal ltr, 

I. V. Baltimore Gas b Electric Co. 84/06/20. 13pp. 25205:266. 

< Fiche; 50-317, 34/06/20, 8406290361. 


8406290235 Forwards emergency response plan implementation procedure 
revs to be incorporated into subj manuals Ltr canceling 
Procedures 4 5 2 b 4 3. 2 also forwarded. W/o revs. 

US I , V. Baltimore Gas b Electric Co 84/06/22. Record Services 
Branch (Document Control Desk). 2pp. 25196:269. 24X 

Fiche 50-317, 84/06/22, 0406290235. 


H Ceneral correspondence 


8406210150 Forwards revised svc list reflecting recent personnel b 
organizational changes 

DENTON, R. E. Baltimore Gas b Electric Co. 84/06/11. JORDAN, E. L. 
Division of Emergency Preparedness & Engineering Response (Post 
830103) 2pp 25057.112 24X Fi c h e : 50-3 1 7, 84/06/ 11 , 84062101 50. 


J. Insurance l indemnity information 


8406050447 Forwards Endorsements 58 b 46 to NELIA Policy NF-216 b MAELU 
Policy MF-76, r esp ec t i ve 1 y . 

GAMMIE, G B Baltimore Gas b Electric Co. 84/05/31. DINITZ,I. 
Assistant Director for State & Licensee Relations. 3pp. 24842:321 
24X Fiche: 30-317, B4/05/31, 8406050447. 


P. Operating license stage documents b correspondence 


8406070095 Informs that E Imbro b E Brown will visit site on 840521 
for training b badging in preparation for 840522 site visit 
to discuss water hammer. 

JAFFE, D. H Operating Reactors Branch 3. 84/03/16. RUSSELL, L. B. 

Baltimore Gas b Electric Co. 2pp. 24850:355. 24X 

Fiche: 30-317, 84/05/16, 8406070095. 


8406210299 Forwards three NRC memos that clarify b explain positions on 
gaseous dose c a 1 c u la t ions , per 840522 meeting b 840524 
telcon. 

MEINKE, W. Radiological Assessment Branch. 84/03/25. CRINIGAN, P. T. 
Baltimore Gas b Electric Co. Ip. 23069:237. 24X 

Fiche: 50-000, 04/05/25, 8406210299. 


— 8403230137 Provides insp guidance for operating power reactors re 
10CFR50 72, includ ing annual average meteorological data 
used for determining offsite airborne concentrations of 
rad ioactivity 8< expanded definition of unrestricted area. 
CUNNINGHAM, L. J. Operating Reactors Program Branch. 83/11/15. 
GREGER.R Region 3, Office of Director. 2pp. 25069:245. 24X 

Fiche: 50-317, 84/05/25, 0406210299. 


— 8406210311 Forwards list of plants w/Tech Specs requiring reporting of 
offsite doses for 1982 & interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D. R. Assistant Director for Radiation Protection. 

83/03/10. NOVAK, T. M. Assistant Director for Licensing. 

LAINAS. G. C. Assistant Director for Operating Reactors. 6pp. 

25069 :247. 24X F i c h e : 50-000, 04/05/25, 8406210299. 


8406150271 Forwards Amends 93 & 74 to Licenses DPR-33 DPR-69, 
respectively, safety evaluation b notice of issuance b 
aval lab i 1 ity. Amends revise Tech Specs re operability of air 
recirculation b cooling units. 

JAFFE, D. H Operating Reactors Branch 3. 84/05/31. LUNDVALL, A. E. 

Baltimore Gas b Electric Co. 3pp. 24970:025. 24X 

Fiche: 30-317, 84/05/31, 8406150271. 


— 8406130274 Amends 93 S< 74 to Licenses DPR-33 b DPR-69, r esp ec tive 1 y , 
revising Tech Specs re operability of air recirculation & 
cooling units. 

LAINAS, G. C. Assistant Director for Operating Reactors. 84/03/31. 
10pp. 24978:028. 24X Fic he : 50-317, 84/05/31 , 8406150271 . 


— B4061 50277 Safety evaluation supporting Amends 93 b 74 to Licenses 
DPR-33 b DPR-69, respectively. 

*• Office of Nuclear Reactor Regulation, Director. 84/03/31. 3pp. 
24978:038. 24X Fi c he: 50-317, 84/05/31, 8406130271 . 


— 8406150279 Notice of issuance b availability of Amends 93 b 74 to 
Licenses DPR-33 b DPR-69, r espec t ivel y . 

MILLER, J. R. Operating Reactors Branch 3. 84/03/31. 2pp. 

24970:041 24X Fi ch e: 30-317, 84/05/31 , 8406130271. 


8406190630 Forwards request for addl info re environ qualification of 
safety-related equipment. Response requested within 30 days 
of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 84/03/31. LUNDVALL, A. E. 

Baltimore Gas b Electric Co. 4pp. 25023:357. 24X 

Fiche: 50-317, 84/03/31, 8406190630. 
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8406100201 Requests NRC concurrence in plan to initiate addl training 
for incumbent senior control roam operators to qualify as 
staff technical advisors Current program considered 
responsive to NUREG-0737, Item I A. 1 1 

LUNDVALL, A. E Qaltimore Gas 1-. Electric Co 84/06/04 MILLER. J R 
Operating Reactors Branch 3. 2pp. 24964:023. 24X 

Fiche; 50-317. 84/06/04. B406 180201 


8406190509 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13. 
"Thermal-Mechanical Rept. " Info adequately demonstrates 
reasonable assurance that vessel integrity maintained Item 
related to Unresolved Safety Issues A-45 Z A-49 complete. 

MILLER. J. R. Operating Reactors Branch 3 84/06/05. LUNDVALL, A. E. 

Baltimore Gas Z Electric Co lip P 25037:346. 24X 

Fiche: 50-317. B4/06/05, 8406190509 


8406210144 Forwards Amends 94 St 75 to Licenses DPR-53 Z DP R-69, 
respectively Z safety eval uation. Amends change Tech Specs to 
revise limiting conditions for operation Z surveillance 
requirements for hydrogen control outlet valves. 

JAFFE. D. H. Operating Reactors Branch 3. 84/06/06, LUNDVALL, A. E 

Baltimore Gas Z Electric Co. 2pp 25090:293. 24X 

Fiche: 50-317, 84/06/06, 8406210144. 


—8406210151 Amends 94 Jt 75 to Licenses DPR-53 It DPR-69, r e s p ec t i vel y , 
changing Tech Specs to revise limiting conditions for 
operation Z. surveillance requirements re range S< location of 
wide-range flux monitor for remote shutdown 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. 34pp. 

25091:001. 24X Fiche: 50-317, 84/06/06, 8406210144. 


— B4062101 53 Safety evaluation supporting Amends 94 $: 75 to Licenses 
DPR-53 & DPR-69, respect ively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/06. 3pp. 
25091:035. 24 X Fic h e : 50-317, 84/06/06, 8406210144 


8406140220 Withdraws 840514 request for extension for replacement of 
Fischer Z Porter transmi t ter s. Requests extension until 
840731 to complete qualification re hydrogen purge sys 
control valve. 

LUNDVALL, A. E. Baltimore Gas Z Electric Co. 84/06/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 24924:301. 24X 

Fiche: 50-317, 84/06/08, 8406140220. 


0406260466 Forwards exemption from 10CFR50. 49 schedular requirements re 
compliance w/dates for final environ qualification of 
electric equipment within scope of rule. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/14. LUNDVALL, A. E. 

Baltimore Gas Z Electric Co. 4pp. 25158:328. 24X 

Fiche: 50-317, 84/06/14, 8406260466. 


— 8406260467 Exemption from 10CFRS0. 49 schedular requirements re 
compliance u/dates for final environ qualification of 
electric equipment within scope of rule. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/06/14. Baltimore Gas Z. Electric Co. 4pp. 25158:332. 24X 

Fiche: 50-317, 84/06/14, 8406260466. 


8406200058 Application for amend to Licenses DPR-53 St DPR-69, e x tend ing 
duration of licenses to 40 yrs from date of issuance, per 
10CFR50. 51, 90 St 92 stipul ations. Fee end. 

LUNDVALL, A. E. Baltimore Gas Z Electric Co. 94/06/15. MILLER, J. R. 
Operating Reactors Branch 3. 7pp. 25047:076. 24X 

Fiche: 50-317, 84/06/15, 8406200058. 


G. Inspection reports, IE Bulletins Z correspondence 


0405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi che: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Sup pi 1, "Fatality at Argentine 
Critical Facility." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/05/25, Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 840524031 7. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche. 50-000, 84/05/30, 0405290383. 


0406050280 Ack receipt of 840425 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-317/84-03. 

STAROSTECKI, R. Division of Project Z. Resident Programs. 84/05/30. 
LUNDVALL, A. E Baltimore Gas St Electric Co 2pp. 24830:357. 24X 
Fiche: 50-317, 84/05/30, 84060502B0. 


— 8406050285 Responds to NRC 840326 ltr re violations noted in IE Insp 
Repts 50-317/84-03 Z 50-31 8/84-03 Correc t ive actions 
personnel completed qua 1 i f i cat i on program 
LUNDVALL, A E Baltimore Gas Z Electric Co. 84/04/26. 

STAROSTECKI, R, Division of Project 8, Resident Programs. 3pp. 
24838 359 24X Fiche 50-317,84/05/30,8406050280 


8406010423 IE Info Notice 84-41, "IG5CC in BWR Plants." Svc list encl 
JORDAN, E. L Division of Emergency Preparedness Z Engineering 
Response (Post 830103) 84/06/11 Consolidated Edison Co. of New 

York, Inc lOOpp 25050.244 24X Fi c h e 50-000. 84/06/01 , 8406010423 


8406140247 Forward s IE Insp Repts 50-317/84-01 Z 50-31Q/B4-0 1 on 
840101-0214 & notice of violation 

STAROSTECKI , R. Division of Project Z Resident Programs. 84 / 06/01 
LUNDVALL, A. E. Baltimore Gas Z Electric Co 2pp. 24925:059. 24X 
Fiche: 50-317, 84/06/01, 8406140247. 


— 8406140249 Notice of violation from insp on 840101-0214. 

* Region 1, Office of Director 84/06/01. Ip 24925:061. 24X 

Fiche: 50-317, 84/06/01, 8406140247 


— 8406140251 IE Insp Repts 50-317/84-01 Z 50-318/84-01 on 040101-0214 
Noncompliance noted : fa i 1 ur e to follow Tech Spec requirements 
foT post-accident sampling sys Z H2 sampling isolation 
valves. 

ARCHITZEL, R. E. , TRIMBLE, D C. , JAFFE, D Region 1, Office of 
Director. 84/03/20. 28pp. 24925 062. 24X Fiche. 50-317, 84/06/01, 

8406140247. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/06/05 Consolidated Edison Co. of New 

York, Inc 120pp. 25050:124. 24X Fiche; 50-000, 84/06/05, 8406050012 


8406230487 Forwards IE Insp Repts 50-317/84-12 Z 50-318/84-12 on 
B40514-1B No violations noted 

MARTIN, T. T. Division of Engineering Z Technical Programs. 34/06/06. 

LUNDVALL, A. E. Baltimore Gas Z Electric Co 2pp. 25135:327. 24X 

Fiche: 50-317, 84/06/06, 8406230487 


—8406230497 IE Insp Repts 50-317/84-12 Z 50-310/84-12 on 840514-18 No 
violations noted. Major areas inspected : audit program, 
offsite support staff & surveillance program. 

BISSETT, P. H. , SHAUB, E. T. . QODY, A. T. Region 1, Office of Director 
04/06/01. 10pp. 25135 329. 24X Fi c h e : 50-3 1 7, 84/06/06, 8406230487 


8406050350 IE Info Notice 84-43, "Storage Z Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of GA, Safeguards St Inspection Programs (Post 
830103). 04/06/07. Cons o 1 i da ted Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi che : 50-000, 84/06/07, 0406050350. 


8406060336 IE Info Notice B4-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

York, Inc 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/00, 0406060336 


84060B02 76 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11 Consolidated Edison Co. of New 

York, Inc. 123pp. 25049. 001. 24X Fi c h e : 50-000, 84/06/11, 04060801 76 


0406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 04/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi che; 50-000, 84/06/13, 8406080173. 


0406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 04/06/15, 0406130315 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post B30103). 04/06/18. Consolidated Edison Co. of New 

York, Inc. 110pp. 25536:043. 24X Fi c he : 50-000, 84/06/18, 84061 B0353 


8406100360 IE Info Notice 84-49, " IG8CC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:206. 24X Fi c h e : 50 - 000 , 84/06/ 18, 8406100360 
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0406260390 Ac k receipt of 840525 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/84-06 St 
50-319/84-06 Corrective actions will be examined during 
future insp 

MARTIN, T T. Division of Engineering it Technical Programs. 84/06/20 
LUNDVALL. A E. Baltimore Gas it Electric Co. 2pp. 25152:235 24X 

Fiche: 50-317. 84/06/20, 8406260390. 


-8406260394 Responds to NRC 840425 ltr re violations noted in IE Insp 
Repts 30-317 / 34 -06 it 50-31B/B4-06. Corr ec t i ve actions: 

Subsection NE-type ultrasonic exam of all welds will be 
performed during next scheduled outage 

LUNDVALL. A. E. Baltimore Gas it Electric Co. 84/05/25. MARTIN. T. T. 

Division of Engineering & Technical Programs 2pp. 25152:237. 

24 X Fiche: 50-317, 84/06/20. 8406260390. 


0406190327 IE Info Notice 84-50, "C lar i f i cat i on of Scope of QA Programs 
for Transport Packages Pursuant to lOCFRSO.App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of New 

York. Inc 63pp. 25535:041. 24X Fiche 50-000, 84/06/21 , 8406190327. 


R Periodic operating reports it related correspondence 


0406220144 Monthly operating repts for hay 1984. W/840615 ltr 
8EWLEY, E Baltimore Gas it Electric Co. 84/05/31. Upp. 25087:130 
24X Fiche: 30-317, 84/05/31, 8406220144. 


S Reportable occurrences, LERs S< related correspondence 


B40313O299 LER 04-003-00: on 840123, technic ians violated Tech Specs by 
opening containment isolation valves 1-SV-6540-G it 
1-SV-6507-G during operational maint check. New procedure 
written it Tech Spec amend submitted. W/840222 ltr. 

E6HELMAN, E. M , RUSSELL, L. B. Baltimore Gas it Electric Co. 84/02/22. 
MURLEY, T. E. Region 1, Office of Director 4pp. 22614:178. 24X 

Fiche: 50-317, 84/02/22, 8403130299. 


B40330D100 LER 84-004-00: on 840228, c harg ing pumps 12 i>. 13 removed from 
»vc due to excessive packing leakage. Caused by defective 
packing. Evaluation of alternative packing matls underway. 

W/04Q328 ltr. 

JENNINGS, R. T. , NAPIER, J. J. , RUSSELL, L. B. Baltimore Gas it Electric 
Co. B4/03/2Q. 3pp. 22822:001. 24X Fiche; 50-317, 84/03/28, 

6403300100. 
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F. Security, medical, emergency & fire protection plans 


0403240024 Forwards revised pages to security plan. Pages withheld 
(ref 10CFR73. 21). 

O'CONNOR, B. F. Baltimore Gas it Electric Co. 84/05/16. MURLEY, T. E. 
Region 1. Office of Director. Ip. 24618:093. 24X 

Fiche: 50-317, 84/05/16, 8405240024. 


8406050490 Emergency plan implementing procedures, consisting of Rev 0 
to 4.1.29, "Emergency Operations Facility Director" fc Rev 0 
to 4. 1 30, " Technical Representatives." W/840601 
transmittal & receipt form. 

USI.V. Baltimore Gas U Electric Co. 84/05/23. 14pp. 24842:001. 

24 X Fiche : 50-317, 84/05/23, 8406050490. 


8406050230 Advises that 040321 Rev 13 to physical security plan 
consistent lu/provislons of 1 0CFR50. 54( p ) it acceptable. 

MARTIN, T. T Division of Engineering it Technical Programs. 84/05/30. 
BDWMAKER, N. W. Rochester Gas S< Electric Corp. 4pp. 24840:345. 24X 

Fiche- 50-317, 84/03/30, 8406050230. 


8406130294 Respond* to 840314 request for exemption from 10CFR50, App R 
re fire protection in auxiliary feedwater it svc water pump 
rooms. Onsite insp revealed adequate fire protection. 

Exemption unnecessary. 

KILLER, J. R. Operating Reactors Branch 3. 84/06/04. LUNDVALL, A. E. 

Baltimore Oas & Electric Co. 2pp. 24976:356. 24X 

Fiche: 50-317, 84/06/04, 8406150294. 


8406190176 Rev 11, Change 1 to Emergency Plan Implementing Procedure 
ERP IP B. 1. W/tran smi t ta 1 it receipt form. 

USI.V. Baltimore Gas U Electric Co. 04/06/06. 22pp. 24980:282. 

24X Fiche. 50-317, 84 /06 / 06, 84 06190176. 


8406260483 Forwards order confirming licensee commitments on 
emergency response capability per Generic Ltr 82-33. 

MILLER, J. R Operating Reactors Branch 3. 84/06/14. LUNDVALL, A. E. 

Baltimore Gas & Electric Co. 4 pp. 25158:313, 24X 

Fiche: 30-317, 84/06/14, 8406260483. 


8406260485 Order confirming licensee commitments on emergency response 
capability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D G Division of Licensing. 84/06/14. Baltimore Gas it 
Electric Co. 6pp 25158 317. 24X Fi c he : 50-317, 84/06/ 1 4, 

8406260483 


8406290361 Revised emergency plan implementation procedures, includ ing 
ERP IP 4. 1 7, "Onsite Monitoring Team" it ERPIP 4 4. 10, 

"Access Monitoring Team. " W/840625 transmittal ltr. 

USI,V. Baltimore Gas it Electric Co. 84/06/20. 13pp 25205:266 
24X Fiche 30-317, 84/06/20, 8406290361. 


B406290235 Forwards emergency response plan implementation procedure 
revs to be incorporated into sub j manuals.Ltr canceling 
Procedures 4.5.2 it 4.3.2 also forwarded. W/o revs 

USI.V. Baltimore Gas it Electric Co. 84/06/22. Record Services 
Branch (Document Control Desk). 2pp. 25196:269. 24X 

Fiche. 50-317, 84/06/22, 8406290235. 


H. General correspondence 


B406210150 Forwards revised svc list reflecting recent personnel it 
organizational changes 

DENTON, R. E. Baltimore Gas & Electric Co. 84/06/11. JORDAN, E. L. 
Division of Emergency Preparedness & Engineering Response (Post 
830103). 2pp, 25057:112. 24X Fi ch e: 50-31 7, 84/06/1 1 , 84062101 50. 


J. Insurance & indemnity information 


8406030447 Forwards Endorsements 38 it 46 to NELIA Policy NF-216 it MAELU 
Policy MF-76, resp ec t i ve ly . 

GAMMIE, G. B. Baltimore Gas it Electric Co. 04/05/31. DINITZ.I. 
Assistant Director for State & Licensee Relations. 3pp. 24842:321. 
24X Fiche: 50-317, 84/05/31, B406050447. 


P. Operating license stage documents & correspondence 


8406070095 Informs that E Imbro it E Brown will visit site on 840521 
for training it badging in preparation for 840522 site visit 
to discuss water hammer. 

JAFFE, D. H. Operating Reactors Branch 3. 84/05/16. RUSSELL, L. B. 

Baltimore Gas it Electric Co. 2pp. 24B50: 355. 24X 

Fiche: 50-317, 84/05/16, 8406070095. 


8406210299 Forwards three NRC memos that clarify it explain positions on 
gaseous dose ca 1 culati ons, p er 840322 meeting it 040524 
telcon. 

MEINKE, W, Radiological Assessment Branch. 84/05/25. CRINIGAN, P. T. 
Baltimore Gas it Electric Co. Ip. 25069:237. 24X 

Fiche: 50-000, 84/05/25, 8406210299. 


B4061 50271 Forwards Amends 93 it 74 to Licenses DPR-53 it DPR-69* 
r esp ec t i ve 1 y , saf e ty evaluation it notice of issuance & 
availability. Amends -revise Tech Specs re operability of air 
recirculation it cooling units. 

JAFFE, D. H, Operating Reactors Branch 3. 84/05/31. LUNDVALL, A. E. 

Baltimore Gas it Electric Co. 3pp. 24978:025. 24X 

Fiche: 50-317, 84/05/31, 8406150271. 


— 8406150274 Amends 93 it 74 to Licenses DPR-53 it DPR-69, r esp ec tive 1 y , 
revising Tech Specs re operability of air recirculation it 
cooling units. 

LAINAS, G. C. Assistant Director for Operating Reactor*. 84/05/31. 
10pp. 24978:028. 24X Fi c h e : 50-317, 84/05/31 , B4061S0271. 


— B4061 50277 Safety evaluation supporting Amends 93 «< 74 to Licenses 
DPR-53 i: DPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/05/31. 3pp. 
24978:038. 24X Fi c h e : 50-317, B4/05/31 , 84061 5027 1 . 


— 8406150279 Notice of issuance it availability of Amends 93 it 74 to 
Licenses DPR-53 it DPR-69, r espec tive 1 y . 

MILLER, J. R. Operating Reactors Branch 3. 84/05/31, 2pp. 

24978:041. 24X Fi c h e : 50-317, 84/05/31 , 84061 50271 . 


8406190630 Forwards request for addl info re environ qualification of 
saf ety-r e lated equipment. Response requested within 30 days 
of ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. 04/05/31. LUNDVALL, A. E. 

Baltimore Gas it Electric Co. 4pp. 25025:357. 24X 

Fiche: 50-317, 84/05/31, 8406190630. 


84061B0201 Requests NRC concurrence in plan to initiate addl training 
for incumbent senior control room operators to qualify as 
staff technical advisors. Current program considered 
responsive to NUREG-0737, Item I. A. 1. 1. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 84/06/04. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 24964:023. 24X 

Fiche: 50-317, 04/06/04, 8406180201. 


150 


DOCKETED ITEMS 


8406190309 Forwards safdtg evaluation re NUREG-0737. Item II K 2. 13, 
"Thermal -Mechanical Rept " Info adequately «MOn V ***. e ? - 
reasonable assurance that vessel mteyrity 

related to unresolved Sa«.t, . Issues 6-43 t °»P 1. £ 

MILLER, J R Operating Reactors Branch j_ u 

Baltimore Gas S, Electric Co llpp 25037 346 24X 

Fiche: 50-317.84/06/05, 8406190509. 


0406210144 Forwards Amends 94 St 75 to L * cen * e5 ^ ^ c to' 

respectively h safety evaluation. Amends change Tech Specs to 
revise limiting conditions for operation S< surveillance 
requirements for hydrogen control outlet valves^ UNDVALL, A E 

JAFFE.D.H. Operating Reac tors Branch 3 84/1 04/06 LUNDVALL, A. E. 

Baltimore Gas & Electric Co. 2pp. 25090.293. 24X 

Fiche: 50-317. 04/06/06. 0406210144. 


-0406210151 Amends 94 & 75 to Licenses DPR-53 * DPR-69, resp actively, 
changing Tech Specs to revise limiting conditions for 
operation & surveillance requirements re range St location of 
uide-range flu* monitor for remote shutdown^ 

MILLER, J R Operating Reactors Branch 3. 84/06/06. 34pp. 

25091:001 24X Fi c h e : 50-3 17, 04/06/06. 8406210144. 


— 0406210153 Safety evaluation supporting Amends 94 St 75 to Licens 
DPR-53 & DPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/06. 
25091:035. 24X Fiche: 50-317, 84/06/06, 8406210144. 


es 

3pp. 


8406140220 Withdraws 840314 request for extension for replacement of 
Fischer St Porter transmitters. Requests extension until 
840731 to complete qualification re hydrogen purge sys 
control valve. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 84/06/00. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 24924:301. 24X 

Fiche: 50-317, 84/06/08. 8406140220. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." S^c list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11 Consolidated Edison Co. of New 

York, Inc 100pp. 25050 244 24X Fiche 50-000,84/06/01,8406010423 


8406140247 Forwards IE Insp Repts 50-317/84-01 St 50-318/84-01 on 
B40101-0214 S> notice of violation 

STAROSTECKI , R Division of Project & Resident Programs. 84/06/01. 
LUNDVALL, A E Baltimore Gas S- Electric Co 2pp. 24925:059. 24X 
Fiche: 50-317, 84/06/01, 8406140247. 


— 8406140251 IE Insp Repts 50-317/B4-01 S> 50-318/B4-01 on 840L01-0214 
Noncomp 1 iance noted: failure to follow Tech Spec requirements 
for post-accident sampling sys %> H2 sampling isolation 
valves. 

ARCHITZEL, R. E , TRIMBLE, D C. , JAFFE, D. Region 1, Office of 
Director 84/03/20. 28pp. 24925:062. 24X Fich e 50-31 7, B4/06/0L 

8406140247. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs " Svc list end. 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 34/06/05. Consolidated Edison Co. of New 

York, Inc 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 84 06050012 


8406230407 Forwards IE Insp Repts 50-317/84-12 %>. 50-318/84-12 on 
840514- 1 B. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/06 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25135:327 24X 

Fiche: 50-317, 84/06/06, 8406230487. 


—8406230497 IE Insp Repts 50-317/84-12 ?„ 50-31B/84-12 on 040514-18 No 
violations noted Major areas i nsp ected : audit program, 
offsite support staff & surveillance program. 

BISSETT, P. H. , SHAUB, E. T. , GIDDY , A. T. Region 1, Office of Director. 
B4/06/01. 10pp. 25135 329. 24X Fi c h e : 50-31 7, 04/06/06, 3406230407 


0406260466 Forwards exemption from 10CFR50. 49 scheduler requirements re 
compliance w/dates for final environ qualification of 
electric equipment within scope of rule. 

MILLER, J. R. Operating Reactors Branch 3. 04/06/14. LUND VALL, A. E. 

Baltimore Gas & Electric Co. 4pp. 25150:328. 24X 

Fiche: 50-317, 84/06/14, 8406260466. 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103 ) . 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050-032. 24X F i c h e . 50-000, 84/06/07, 8406050350. 


-8406260467 Exemption from 10CFR50. 49 schedular requirements re 
compliance u/dates for final environ qualification of 
electric equipment within scope of rule. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
04/06/14. Baltimore Gas & Electric Co. 4pp. 25158:332. 24X 

Fiche: 50-317, 84/06/14, 8406260466. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

York, Inc. 120pp. 25049.273. 24X Fi c h e : 50-000, 84/06/00, 8406060336 


0406200058 Application for amend to Licenses DPR-53 St DPR-69, extending 
duration of licenses to 40 yrs from date of issuance, per 
10CFR50. 51, 90 St 92 stipulations. Fee encl. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/06/15. MILLER, J. R. 
Operating Reactors Branch 3. 7pp. 25047:076. 24X 

Fiche: 50-317, 84/06/15, 8406200058. 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39,, "Inadvertent Isolation of Containment 
Spray Sys. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/05/25, Consolidated Edison Co. of New 

York. Inc. 124pp. 24861:201. 24X Fiche; 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 03-66, Sup pi l* "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103), 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
encl. 

JORDAN, E. L. Division tff Fre|»:a^din»f s V Eng inter J n g 

Response (Post 830103), 84/05/30. GonsolUafced Edison Co, of New 

York, Inc. 122pp. 24879S&42. 24* Fiche: .50-000. 84/05/30, 8405290303. 


840^050280 Ack receipt of 84042-5 Itr informing NRC of steps taken to 
•correct, violations noted • IS-^iF/04-03, 

STARQSTECKI » R. Division Rrfpj-eet St Resident Programs* 84/05/30, 
LUNDVALL, A. E. Baltitoor* Gas Si $ro. 2p p. 24838 ? 357. 24X 

Fiche: 50-317, 84/05/30, 8406050280. 


-8406050285 Responds tq NRC 84032$, ft* Vh violations noted in IE Ins 
Repts 50-317/84-03 & 50-318/84-03. Corrective action*: 

IhWgraflL 

84 / 04 / 26 . 

' ?" Division ,b.f Preset 'St, Resident Programs, 3pp. 
24838:359. 24X Fich, B v5O^3l7«84/O5/3O / 84O$O5O20d, 


84060B0 176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 23049:001. 24X Fi ch e : 50-000, 84/06/ 11, 8406080176 


8406000173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness Ac Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co of N«*j 

York, Inc. 119pp. 25049:134. 24X Fi ch e: 30-000, 84/06/13, 8406000173 


8406190341 Forwards listing of number of tubes plugged in Steam 
Generators 21 St 22 during 1984 refueling outage w/reasons 
for plugging. Six tubes discovered w/ ind i cat i ons requiring 
plugging. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/06/14. DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement. 3pp. 
24983:356. 24X Fiche : 50-318, 84/06/ 14, 8406190341. 


8406130313 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp, 23049:033. 24X Fi c h e : 50-000, 84/06/ 15, B40613031 5 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fi ch e : 30 - 000 , 04/06/ 18 , 0406180333 


84061 80360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure, “ Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/1S- Consolidated Edison Co. of N«w 

York, Inc. 118pp. 23533:206. 24X Fiche; 30 - 000 , 84/06/ IB, 8406180360 
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>26039 0 Ack receipt of 840525 1 tr informing NRC of steps taken to 
irrect violations noted in IE Insp Repts 50—31 7/B4-Q6 & 

5-310/84-06 .Corrective actions will be examined during 
ifcure insp 

tRTlN, t j Division of Engineering & Technical Programs. 84/06/20 
.UNDUalL, A E. Baltimore Gas fc Electric Co. 2pp. 25152:235. 24X 

che: 50-317i 84/06/20- 8406260390 


062i0394 Responds to NRC 840425 ltr re violations noted in IE Insp 
Repts 50-31 7/84—06 & 50-31 8/84-06. Correc t ive actions: 

Subsection NE— type ultrasonic exam of all welds will be 
performed during next scheduled outage 

LUNDVALL. A. E. Baltimore Gas & Electric Co. 84/05/23. MARTIN, T. T. 

Division of Engineering & Technical Programs. 2pp. 25152:237. 

24X Fiche- 50-317, 84/06/20, 8406260390. 


190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
r Transport Packages Pursuant to 10CFR50. App B. " Svc list 

el. 

RDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84 / 06 / 21 . Consolidated Edison Co. of New 

rk# Inc. 63pp. 25535:041. 24X Fich e: 50-000, 84/06/21 , 8406190327. 


iriodic operating reports & related correspondence 


220144 Monthly operating repts for May 1984. W/84061 5 ltr. 

4LEY, E. Baltimore Gas & Electric Co. 84/05/31. 11pp. 23087:130. 

IX Fiche: 30-317, 84/05/31, 8406220144. 


portable occurrences, LERs St related correspondence 


>70174 LER B1-053/03X— 1 : on B1 1 105, d i s char g e pressure on saltwater 

>p 22 discovered high due to closure of valve CV-5214, 

suiting in degraded saltwater flow. Caused by key slipping 

: of keyway to valve steam. Valve removed. W/840604 ltr. 

iNT.K. T. , RUSSELL, L. B. Baltimore Gas &, Electric Co. 81/12/04. 

24745:360. 24X Fi c h e : 50-31 8, 01/ 12/04, 8406070174. 


100317 Forwards engineering evaluation rept, "Adverse Sy s 
erection w/Domestic Uater Sys. " 

(TULA, T. C. Reactor Operations Analysis Branch. 84/05/23. 

FRIT, K. V. ReactoT Operations Analysis Branch. Ip. 25051:124. 

Fiche: 50-318, B4/05/2S, 8406200317. 


6200319 AEOD engineering evaluation rept, "Adverse Sys Interaction 
/Domestic Water Sys." 

INTULA, T. Director's Office. 84/05/23. 5pp. 23051:125. 24X 

iche: 30-318, 84/05/23, 8406200317. 


50226 Revised LER 83-030/03L-1 : on 830922, main steam supply valve 
V-4070 to steam driven auxiliary feedwater pumps failed 
shut. Caused by oversized diaphragm shaft hole. New 
phragm & actuator instal 1 ed. W/840531 ltr. 

RINGER, P. A, , LYONS, W. T. , RUSSELL, L. B. Baltimore Gas & Electric 
04/05/30. 3pp. 24841:316. 24X Fiche: 50-318, 84/05/30, 

b050226. 


30273 Revised LER 83-039/03L-1 : on 830815, main steam supply valve 
/-407J failed to open, causing 21 auxiliary feedwater 
is to start. Caused by failure of actuator diaphragm, 
thragm rep la ced. W/840331 ltr. 

UNGER, P. A., LYONS, W. T. , RUSSELL, L. B. Baltimore Gas fc Electric 
84/05/30. 3pp. 24840:213. 24X Fi c h e : 50-318, 84/03/30, 

>050273. 


• 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


urity, medical, emergency fire protection plans 


'0007 Rev 1.0 to Emergency Plan Implementing Procedure 1034.6, 
1 Assistance & Notification." W/840531 transmittal form. 

CH, P. , BROWN, N. , GIANGI, G. General Public Utilities - GPU 
ice carp. 84/05/24. 23pp. 24839:232. 24X 

e; 50-32.0, 84/03/24, 8406050087. 


0139 Ack receipt of 840131 ltr informing NRC of steps taken to 
ect violations noted in IE Enforcement Conference Repts 
09/e3"iO4 & 30-320/83-104. 

IN, T. T. Division of Engineering & Technical Programs. 84/06/01. 
RK,p, R. General. Public Utilities - GPU Service Corp. 2pp. 

6:267. 24X Fi ch e : 50-289, 84/06/01 , 8406140139. 


140144 Respond* to NRC 831214 ltr re violations noted in IE 
Porcement Conference Repts 50-289/83-104 & 30-320/83-104. 
pf «ct ive actstom*'. corporate procedure on protection of 
Peguafd® info will be issued & training amended. 

WW.P.R. General Public Utilities - GPU Service Corp. 84/01/31. 
j RLE! Y, T. E. Region 1, Office of Director. 2pp. 24926:269. 24X 

:he : 50-289, 84/06/01 , 8406 1 40139. 


8406080153 Rev 3 to Emergency Plan Implementing Procedure 1054. 18, 
"Search %>. Rescue. " W/840604 transmittal form 

* Cenera 1 Public Utilities - GPU Service Corp. 84/06/03. 12pp. 

24855:123 24X Fi ch e : 50-320, 84/06/05, 84060801 53. 


8406120203 Revised emergency plan implementing procedures, inc luding 
1054 1 re unusual event. 1054 2 re alert, 1054. 9 re in-plant 
radiological controls 6 1054 30 re activation of environ 
assessment command ctr.W/840605 transmittal ltr. 

* General Public Utilities - GPU Service Corp. 84/06/07. 78pp. 

24890:132 24X Fiche: 50-320, 84/06/07, 8406120203. 


8406230027 Forwards amend of order, Rev 8 to organization plan to 
License DPR-73 & safety e va 1 uati on. Amend of order & 
organization plan reflect title change of plant training 
manager . 

SNYDER, B. U. TMI Program Office. 84/06/15. KANGA, B, K. General 
Public Utilities - GPU Service Corp. 3pp. 25153:323. 24X 

Fiche: 50-320, 84/06/15. 8406250027. 


— 8406230031 Amend to or d er , c hang i ng title of person responsible for 
retraining & replacement training for unit staff h. fire 
brigade training program to manager plant tra ining, TMI. 

DENTON, HR. Office of Nuclear Reactor Regulation, Director. 
84/06/15. General Public Utilities - GPU Service CoTp. 4pp. 
23153:326. 24X Fiche: 50-320, 84/06/15, 8406250027. 


— 8406250034 Proposed Tech Sp e c s, chang ing title of person responsible 
for retraining & replacement training for unit staff & 
fire brigade training program to manager plant training, TMI. 

* NRC - No Detailed Affiliation Given. 84/06/15. 4pp. 

25153:334. 24X Fiche: 50-320, 84/06/15, 8406250027. 


8406290112 Rev 6 to Emergency Plan Implementing Procedure 1054.4, 
"General Emergency. " W/840624 transmittal memo. 

* General Public Utilities - GPU Service Corp. 84/06/26. 28pp. 

25198:278. 24X Fi ch e : 30-320, 84/06/26, 84062901 12. 


G. Adjudicatory correspondence 


0406050377 Petition per 10CFR2. 206 to suspend indefinitely util license 
to operate fac i 1 i ti e s. No reasonable assurance exists that 
adequate protective measures can or will be taken in event 
of radiological emergency. 

PERKINS, J. , BROWN, G. , STILP, E. P. Harrisburg, PA. 84/03/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 6pp. 
24842: 125. 24X Fiche: 30-289, 84/05/30, 8406050377. 


B406150156 Discusses factual omissions in IE 840518 investigation rept 
ti allegations by former employees King,Gischel & Parks. 

Omissions crucial to developing informed judgment on 
issues. 

ARNOLD, R. C. Affiliation Not Assigned. DSB 643. 84/06/08. 

PALLADINO, N. J. Commissioners. 10pp. .24950:333, 24X 

Fiche: 30-289, 84/06/08, 8406150156. 


8406150162 Memorandum & order granting NRC 840515 motion that proposed 
Tech Specs be formally modified to conform to 840424 amend 
of order. Served on 840614. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. DSB 646. 
84/06/13. 18pp. 24953:080. 24X Fich e: 50-320, 84/06/13, 8406150162. 


8406180034 Forwards Qfc of Investigations Rept 1-83-012, including 
exhibits re alleged improper influence by util upper mg t 
structure causing changes to be made to internal accident 
review repts to reflect more favorable viewpoint. 

CLEMENTS, W. L. Docketing & Services Branch. DSB 681. 84/06/15. 

GRAY, J. Office of the Executive Legal Director. WOELFLING, M. M. 
Pennsylvania, Commonwealth of,. AAMODT , M. M. Aamodts. 3,201pp. 
24968:098. 24X Fi ch e : 30-289, 04/06/ 1 3, 84061 00034. 


P. Operating license stage documents & correspondence 


0406260526 Raises no objections to transfer of one TMI Unit 2 
condensate storage tank to Unit 1 as proposed in 830307 ltr. 

No near-term need for tankage provided by one Unit 2 
condensate storage tank. 

SNYDER, B.J. TMI Program Office. 83/03/23. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 25138:167. 24X Fiche: 50-289, 83/03/23, 

8406260526. 


0406070113 Approves B40124 request for extension until 840229 to 
resolve Licciardo differing prof opinion re safety sys.Addl 
time to evaluate concern & propose resolution appropriate. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/02/03. BARRETT, L. H. TMI Program Office. Ip. 24850:350. 24X 

Fiche: 30-289, 84/02/03, 8406070113. 
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8404250256 Forwards finding re safety significance of facility 
allegations Regulatory action taken to date appropriate, 
util mgt adequate to ensure public health 8< safety of 
cleanup 8 < NRC program appropriate for conditions. 

SNYDER. B. TMI Program Office. 84/04/11. DIRCKS, W.J. Office of the 
Executive Director for Operations. 10pp. 25048:023. 24X 

Fiche: 50-320. 04/04/11. B404250256 


— 8406190638 Requests review of differences of opinion expressed in 
SECY-84-36 & B Hayes 840302 memo re Ofc of Investigations 
rept on cleanup al legat ions. Rep t on outcome requested by 
840420. 

PALLADINO. N. J. Commissioners 84/04/03. DIRCKS.W J. Office of 
the Executive Director for Operations. 2pp. 25047:336. 24X 

Fiche: 50-320. 84/04/11. 8404250256. 


— 8406190641 Forwards draft Itr to A Morris. chairman of Advisory Panel 
for Decontamination of TMI-2. transmitting documents re final 
resolution of technical considerations dealing w/cleanup 
al legations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/22. PALLADINO, CILINSKY, ROBERTS Commissioners. Ip. 
25047:348. 24X Fiche: 50-320, 84/04/1 1. 8404250256. 


— 8406190642 Forwards revised draft Itr to A Morr i s, c ha i rmart of Advisory 
Panel for Decontamination of TMI-2 re status of review of 
Ofc of Investigations interim rept re cleanup allegations. 

DENTON. HR. Office of Nuclear Reactor Regulation, Director. 

84/05/21. DIRCKS.W. J. Office of the Executive Director for 
Operations. 4pp. 23047:349. 24X Fi ch e : 50-320. 84/04/ 1 1 . 

8404250256. 


8406060040 Forwards draft Commission info paper re NRC review of util 
Q40302 updated cleanup schedule. Licensee plans to remove 
reactor pressure vessel head in Aug 1984 & begin reactor 
plenum insp. Paper available in Central Files. 

DENTDN. H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/11. DIRCKS. W. J. Office of the Executive Director for 
Operations. 2pp. 24666:001. 24X Fiche: 50-320. 84/05/ 1 1. 8406060048. 


8406110142 Forwards Safety Advisory Board third annual rept for Apr 
1983 - Mar J 984. Related correspondence. 

FLETCHER. J. C. Advisory Council for Decontaminati on of TMI Unit 2. 
DSB 559. 84/05/21. KINTNER, E. E. General Public Utilities - GPU 

Service Corp. 51pp. 24867:098. 24X Fiche : 50-320. B4/05/2 1 , 

8406110142. 


8406070359 Responds to E Kintner 840418 Itr requesting relief from 
commitment to prepare reactor coolant purification sys ion 
exchange resin for offsite shipment in late 1984. Approval 
contingent upon acceptance of SER for Cesium. 

BARRETT, L. H. TMI Program Office. 84/05/25. KANGA, 8. K. General 
Public Utilities - GPU Service Corp. 2pp. 24854:189. 24X 

Fiche: 50-320,84/05/25, 8406070359. 


8406130250 Discusses observations in seventh Technical Advisory & 
Assistance Group rept for 830806-1201 re removal & possible 
replacement of reactor vessel head. Removal & replacement 
feasible, but not at present. 

HAMILTON, W. H. TMI-2 Technical Assistance St Advisory Group. 
84/05/31. SNYDER. B. J. TMI Program Office. Ip. 24912:069. 24X 

Fiche: 50-320, 84/05/3 1 , 8406130250. 


8406280021 Forwards SER on operation of internals indexing fixture 
processing sys. Descrip ti on of hardware previously submi tted 
as App 2 to 830706 technical evaluation rept re submerged 
demineralizer sys. Fee end. 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/05/31. 
SNYDER, B. J. TMI Program Office. Ip. 25181:001. 24X 

Fiche: 50-320, 84/05/31. 8406280021. 


— B4062B0026 Rev 1 to "SER for Operation of Internals Indexing Fixture 
Processing Sys. " 

* General Public Utilities - GPU Service Corp. 84/03/31. 22pp. 

25181:002. 24X Fiche: 30-320, 84/05/31 , 8406280021 . 


8406110230 Forwards summary rept for load test of polar crane. Rept 
summarizes ref urb i shment, pre 1 oad test insps, operati onal 
tests. load tests & post-load test insps of polar crane. 

Crane qualified to lift up to 170 tons. 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/06/05. 
SNYDER, B, J. TMI Program Office. 10pp. 24871:297. 24X 

Fiche: 50-320, 84/06/05, 8 406110230. 


8406120143 Forwards summary of Advisory Panel for Decontamination of 
TMI-2 040530 meeting in Wash i ngton, DC. 

MASNIK, M. T. TMI Program Office. 84/06/05. PALLADINO, GILIN8KY, 
ROBERTS Commissioners. 2pp. 24897:172- 24X Fich e: 50-320, 04/06/05, 

8406120143. 


— B406120147 Forwards scheduling notes for Commission 840530 meeting u/ 
Advisory Panel on TMI-2 cleanup 

PALLADINO, N. J. Commissioners 84/05/22. MORRIS, A. E. Lancaster, 
PA. MORRIS, A. E. Advisory Council for Dec on taminat i on of TMI Unit 
2 9pp. 24897:174 24X Fiche 50-320,84/06/05,8406120143. 


— 8406120152 Transcript of 840530 open meeting w/Advisory Panel on TMI-2 
cleanup in Wa sh ing t on, DC . 

*■ Commissioners 84/05/30. 64pp 24897:183. 24X 

Fiche: 50-320, 84/06/05, 8406120143 


8406230046 Forwards safety evaluation supporting util 82H12 & 830307 
requests to transfer TMI-2 condensate storage tank to TMI-1. 

Tank will be used only for purposes of backup radwaste 
storage. 

STOLZ.J F. Operating Reactors Branch 4. 84/06/11. HUKILL, H. D 

General Public Utilities - GPU Service Corp. 4pp. 23 1 33 : 3 1 7 24X 

Fiche: 50-289. 84/06/11. 8406250046 


— 840623004B Safety evaluation supporting util 821112 & 830307 requests 
to transfer TMI-2 condensate storage tank to TMI-1 for 
backup radwaste storage. 

BAUNACK, W. Division of Project & Resident Programs. 04/06/11. 
2pp. 25153:321. 24X Fi c h e : 50-289, 84/06/ 1 1 , 8406250046. 


8406210189 Staff requirements memo re 840530 meeting w/Advisory Panel 
on TMI-2 Cl eanup. Schedu 1 e of major cleanup milestones, info 
paper discussing policy implications of alternative 
definition of cleanup endpoint & draft Itr requested. 

CHILK, S. J, Office of the Secretary of the Commission. 84/06/14. 
DIRCKS, W. J. Office of the Executive Director for Operations 2pp 
25069:299 24X Fiche: 50-320, 84/06/14, 8406210189. 


8406200161 Comments on Rev 3 to recovery QA plan submitted on 840417. 
Proposed changes do not degrade previously accepted programs 
are acceptable. 

MARTIN, T. T. Division of Engineering Z>. Technical Programs. 84/06/15 
KANGA, B. K. General Public Utilities - GPU Service Corp. 2pp. 
25047:180. 24X Fi c h e : 50-320 , 84/06/ 1 5, 8406200161 . 


Q406230219 Informs of designation as acting deputy director until 
permanent director selected. 

SNYDER, B. J, TMI Program Office. 84/06/15. GRANT, P. J. TMI Program 
Office. Ip. 25129:158. 24X Fi c h e : 50-320, 84/06/1 5, 8406230219. 


8406250027 Forwards amend of order, Rev 8 to organization plan to 
License DPR-73 & safety eval uation. Amend of order Ik 
organization plan reflect title change of plant training 
manager. 

SNYDER, B. J. TMI Program Office. 84/06/15, KANGA, B. K. General 
Public Utilities - GPU Service Corp. 3pp. 25153:323. 24X 

Fiche: 50-320, 84/06/15, 8406250027 


——8406230031 Amend to or d e r , c h ang ing title of person responsible for 
retraining & replacement training for unit staff Sc fire 
brigade training program to manager plant training, TMI. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
84/06/15. General Public Utilities - GPU Service Corp. 4pp. 
25133:326. 24X Fi c h e : 50-320, 84/06/1 5, 8406250027. 


— 8406230032 Safety evaluation supporting proposed change to TMI-2 
Tech Specs S< rev to organization plan. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp 
25133:330. 24X Fi ch e : 50-320, 84/06/1 5, 8406250027. 


— 8406230034 Proposed Tech Specs, chang ing title of person responsible 
for retraining & replacement training for unit staff 8c 
fire brigade training program to manager plant training, TMI. 

* NRC - No Detailed Affiliation Given. 84/06/13. 4pp. 
25153:334. 24X Fiche: 50-320, 84/06/15, 8406230027. 


8406210223 Forwards, for review & approval,Rev 2 to "SER for 
Preparatory Activities for Plenum Assembly Removal for GPU 
Nuclear TMI-2. " Class III amend fee end. 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/06/10. 
SNYDER, B. J. TMI Program Office. 2pp. 25057:333. 24X 

Fiche: 30-320, 84/06/18, 8406210225. 


— 8406210240 Rev 2 to “SER for Preparatory Activities for Plenum AsseeSll 
Removal for QPU Nuclear TMI-2. " 

* Bechtel Corp. 1 3737-2-G07-1 01 R02. 84/06/30. 23pp. 

25057:333. 24X Fi ch e : 30-320, 84/06/18, 8406210223. 


8406280437 Authorizes util to conduct final detensioning of reactor 
pressure vessel studs utilizing NRC-approved procedures. Ltr 
does not authorize lifting of head. 

BARRETT, L. H. TMI Program Office. 84/06/21. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 2pp. 25194:357. 24X 

Fiche: 30-320, 84/06/21, 8406200437. 
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Q Inspection reports. IE Bulletins St correspondence 


B406210409 Investigation Rept 1-83-013 on 830901-840229 Major areas 
investigated alleged -Failure to provide BETA & RHR 
consultant repts to NRC in timely Fashion Status closed. 

LETTS. B R. . CHRISTOPHER, R. . HAYES, B.B Office of Investigation. 
84/04/16. 680pp. 25102:114. 24X Fi c h e : 30-2B9, 84/04/ 1 6, 84062 1 0409 


8406210411 Investigation Rept G-l-84-006 on 840504. Major areas 
investigated util possible improper influence exerted on 
contractor to change rept critical of licensee. 

CHR ISTOPHER, R. Office of Investigation. RUSSELL, W. T. Division of 
Human Factors Safety. 84/05/04. 196pp. 25101012 24X 

Fiche: 50-289, 84/05/04, 8406210411. 


8406020359 Forwards executive summary & Performance Appraisal Insp 
Rept 50-320/84-08 on 840227-0309 & 19-23. 

GRACE, J N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/05/15. KANGA, B.K General Public Utilities - GPU 

Service Corp 6pp. 24769:264. 24X Fic h e: 50-320, 84/05/ 1 5, 

8406020359 


—8406020363 Performance Appraisal Insp Rept 50-320/84-08 on B40227-0309 
&, 19-23. Major areas ins p ec ted : lie ensee mgt controls over 
selected licensed activities. 

MCKEE, P F Operating Reactors Program Branch. DYER, J. E. , 

HANSEN, W. A. Director's Office, Office of Inspection and 
Enforcement. 84/05/15. 47pp. 24769:270. 24X 

Fiche: 50-320, 84/05/15, 8406020359. 


8406210412 Forwards Investigation Rept H-83-002 on allegations re 
discrimination foT raising safety-related concerns. 

HAYES, B.B. Office of Investigation. 84/05/10. PALLAD INO , GILINSKY, 

ROBERTS Commissioners. 89pp. 25101:208. 24X Fi c he : 50-289, 

84/05/IB. 8406210412. 


8406050095 Forwards Insp Rept 50-320/84-06 on 840313-0424 & notice of 
violation. 

BARRETT, L H. TMI Program Office. 84/05/21, KANGA, B. K. General 
Public Utilities - GPU Service Corp. 2pp. 24839:221. 24X 

Fiche: 50-320, 84/05/21, 8406050095. 


—8406050098 Notice of violation from insp on 840313-0424. 

* TMI Program Office. 84/05/21. 2pp. 24839:223. 24X 

Fiche: 50-320, B4/05/21 , 8406050095. 


—8406050100 Insp Rept 50-320/84-06 on 840313-0424. Vi ol at i on s noted: 
failure to have appropriate procedural instruction for insp 
& prevention of waste shipping container deterioration from 
outside environ. 

MOSLAK, T. . BELL, J. , COLLINS, D. TMI Program Office. 84/05/11. 
6pp. 24839:225. 24X Fich e: 50-32Q, 84/05/21 , B406050093. 


B40523031 9 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Bys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post Q30103). 84/05/25, Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche : 50-000, 84/05/25, 0405230319. 


8405240317 IE Info Notice 83-66, Supp 1 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency . Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York,. Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317, 


ifc info Notice 84-40, "Emergency Worker Doses." Svc list 

end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co, of New 

York, Inc, 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 0405290383, 


040605001 5 Forwards SECY-84-36* R.G DeYoung 340203 ltr to GPU, BB Hayes 
840302 memo, 3 Snyder 840411 memo |l li'pclfs 840430 memo re 
staff review te response to Ofc df XnVfcsHgations rept on 
cleanup allegations per ' 

PALLADINO, N, J. Commissioners. $#05/30, MORRIS, A. E, Advisory 
Council for Dec ontam i natipn of TMH Unit 2, MORRIS, A. E. Lancaster, 
PA. 2PP. 24662:086. 24X Ffcofri* 50*820? 84/03/30, B4GAO50O1 3. 


— 8406050019 Summarizes staff & .ip#gp.q-n*‘i to Ofc of Investigation: 

rept on cleanup a 1 1 e g a M §l4.nW'4f tailed response & 

831007 1 tr end. 

DIRCKS, W, J. Office of ■•tth* 'B2tre*^dr' : ’for Operations. 

SECY-84-036, 84/01/25, 088. 24 X 

Fiche; 50-320, 84/05/30, 84O0O30WJ* 


— 940605004$ Discusses staff <?f investigations (01) rept< 

on cleaiSSfp al legations. -01 .reviewed on 

basis their facility classified as o,pf 

HAYES, 0.8. Office of InvesWgatip^. 84/03/02, DIRCKS, W. J. 

Office,' pf the Executive Director fptf Operations, 2pp, 24662:262, 
24X : F'icljfe: 50-320, 84/05/30, 04O600OO'l5. ' 


— 8406050048 Forwards assessment of staff review & response to Ofc of 
Investigations rept entitled "TMI, Unit 2 Allegation re 
Safety Mods, QA Procedures & Use of Polar Crane." 

WALKER, R D Region 3, Office of Director BEACH, A. B. Director's 
Office, Office of Inspection and Enforcement. 84/02/24. 

HAYES, B.B Office of Investigation 10pp. 24662:264. 24X 

Fiche 50-320,84/05/30,8406050015 


— 8406050067 Discusses final resolution of technical considerations re 
cleanup allegations. Enforcement action issued on 840203 
appropriate & properly addressed issue of safety 
signi f icance. No further action necessary. 

DIRCKS, W J Office of the Executive Director for Operations. 
84/04/30. PALLADINO, CILIN5KY, ROBERTS Commissioners, lp. 

24662 284 24X F i c h e 50-320, 84 /05/30, 8406050015. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050.244. 24X Fic he : 50-000, 84/06/01, 8406010423. 


8406140139 Ac k receipt of 840131 Itr informing NRC of steps taken to 
correct violations noted in IE Enforcement Conference Repts 
50-289/83-104 & 50-320/83-104. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/01. 

CLARK, P R. General Public Utilities - GPU Service Corp. 2pp. 
24926:267 24X Fi c h e : 50-289, 84/06/01 , 84061401 39. 


— 8406140144 Responds to NRC 831214 ltr re violations noted in IE 
Enforcement Conference Repts 50-289/83-104 & 50-320/83-104. 
Corrective ac ti ons : c or p ora te procedure on protection of 
safeguards info will be issued & training amended. 

CLARK, P. R General Public Utilities - GPU Service Corp. 04/01/31. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 24926:269. 24X 

Fiche: 50-289, B4/06/01, 8406140139. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Si Engineering 
Response (Post 030103). 84/06/05. Consolidated Edison Co. of New 

Y|pr k , Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 

8406JL 1 0230 Forwards summary rept for load test of polar crane. Rept 
summarizes r ef ur b i s h men t, pr e 1 oad test insp s , op erat i ona 1 
tests, load tests & post-load test insps of polar crane. 

Crane qualified to lift up to 170 tons. 

KANOA, B.K. General Public Utilities - GPU Service Corp. 04/06/05. 
ShfYDER, B. J. TMI Pr o g r am Of f i c e. 10pp. 24871:297. 24X 

F^che: 50-320, 84/06/05, 8406110230. 


8406050350 IE Info Notice 84-43, "Storage ?< Handling of Opthalmic Beta 
Radiation Applicators. " Svc list end. 

/GRACE, J. N. Division of QA, Safeguards Si Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e . 50-000, 84/06/07, 8406050350. 


0406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." 8vc list end. 

JORDAN, E. L Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


8406140233 Ack receipt of 840515 ltr informing NRC of steps taken to 
correclt violations noted in IE Insp Rept 50-320/84-04. 

BARRETT, L. H. TMI Program Office. 84/06/08. KANGA, B.K. General 
Public Utilities - GPU Service Corp. lp. 24924:097. 24X 

Fiche: 50-320,04/06/08, 0406140233. 


— 8406140235 Responds to NRC 040416 ltr re violations noted in IE Insp 
Rept 50-320/B4-04. Corrective ac t i ons : Rad i o 1 og i ca 1 Controls 
Procedure 4041 revised to require annual assessment of 
Selected aspects of ALARA program. 

KANGA, B. K. General Public Utilities - GPU Service Corp. 04/05/15. 

MURLEY, T. E. Region 1, Office of Director, 3pp. 24924:090, 24X 

Fiche: 50-320, 84/06/08, B406 140233. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/11, Consolidated Edison Co, of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080176. 


406210161 Provides add! info re Performance Appraisal Insp Rept 
50-320/84-00. Insp results indicate progress in correcting 
deficiencies S< improvement QA program strength. 

SNYDER, B.J. TMI Program Office. 84/06/12. MORRIS, A, E. Lancaster, 
PA. 2pp. 25090:124. 24X, Fiche; 50-320, 84/06/ 12, 8406210161. 


406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/13, Consolidated Edison Co. of New 

v^u. Inc . H9pp. 25049:154. 24X Fi c he : 50-000, 84/06/ 13, 8406080173. 
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8406130315 IE Info Notice 84-47. "Environ Qua 1 1 f l cat! on Tests of 
Electrical Terminal Blocks " Svc list end 

JORDAN. E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of New 

York. Inc 122pp 25049 033 


24X Fiche 50-000.84/06/15, 8406130315. 


"Failures of Rockwell Inti Globe 


8406180353 IE Info Notice 84-48. 

Valves. " Svc list end . _ 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 84/06/18 Consolidated Edison Co. of New 

York. Inc. 118pp. 25536 043 


24X Fiche 50-000.84/06/18. 8406180353 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure " Svc list end. 

JORDAN. EL Division of Emergency Preparedness S> Engineering 
Resoonse (Post 830103). 84/06/18 Consolidated Edison Co. of New 

York. Inc USpp 25535:286. 24X Fic he : 50-000, 84/06/ IS. 8406180360. 


8406190327 IE Info Notice 84-50, "Clarif icati on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50. App B " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S>. Engineering 
Response (Post 830103) 84/06/21. Consolidated Edison Co. of New 

York, Inc 63pp. 25535:041. 24X Fiche: 50-000. 84/06/21, 8406190327 


R. Periodic operating reports 8< related correspondence 


8406250154 Forwards "TMI Aquatic Study," monthly rept for May 1984. 

RESSLER. W. C. General Public Utilities - GPU Service Corp. 84/05/16. 

HICKEY. C. NRC - No Detailed Affiliation Given. Ip. 25130:061. 

24X Fiche: 50-289, B4/05/16, 8406250154. 


S Reportable occurrences, LERs ?> related correspondence 


8406120123 PN0-TMI-84--0O4 F Standerfer will replace GK Kanga as 
director of integrated project orgamiation in Aug 1984. 

MDSLAK, T , GRANT, P TMI Program Office 84/06/07 lp. 24893:042 
24X Fiche 50-320, 84/06/07, 0406120123 


8406120189 PNG-TMI-B4-004 on 840607, util announced that BK Kanga. 
director of integrated project argani jation, will be replaced 
by F Standerfer. Standerfer served as assistant manager for 
defense S> energy programs for DOE 

MOSLAK. T . GRANT, P Region 1, Office of Director 84/06/07. lp. 
24880:130 24X F i c h e 50-320 , 84/06/07, 8406 1 201 89. 


8406280304 LER 84-003-00, p r ov i d i ng results of exam St evaluation of core 
flood tank A St B pressure transmitters CF--1-PT1 & CF-1-PT3 
St level transmitters CF-2-LT 1 , CF—2-LT2 S'. CF-2-LT3 by INEL. 

CF-2LT3 showed significant corrosion W/840620 ltr 

WELLS, R. D. . KANGA, B K General Public Utilities - GPU Service Corp 
84 / 06/20 4pp 25193:178 24X Fi c he 50-320, 84/06/20, 8406280304. 


8406280162 LER 84-007-00 on 8405 1 1 , dur l ng surveillance procedure, 
containment isolation valve AH-V-4A failed to close. Caused 
by failed closure spring in valve c ont r o 1 1 er . Va 1 ve will be 
repaired W/840622 ltr 

CHAPLIN, S. D, , KANGA, B. K General Public Utilities - GPU Service 
Corp. 84/06/22 5pp. 25193:261 24X Fic h e : 50-320, 84/06/22, 

3406280162. 


T. Hearing transcripts on non-anti trust matters 


— 8406250159 "TMI Aquatic Study," monthly rept for May 1984. 

* EA Engineering. Science & Technology. Inc. B4/05/31. 14pp. 

25130:063. 24X Fich e: 50-289, 84/05/16, 84062501 54. 


8406010178 Transcript of 840523 meeting in Wash ington, DC re staff 
briefing on impact of remaining TMI investigation rept St 
position on mgt. Pp 1-17. Supp anting documentation end. 

* Commissioners 84/05/23 107pp 24767' 100. 24X 

Fiche: 50-289, 84/05/23, 8406010178 


8406040110 Submits TMI Program Ofc weekly status rept for wk of B40515- 
19. 

BARRETT, L. H. TMl Program Office B4/05/21. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 9pp. 24B45: 336. 24X Fiche. 50-320, 84/05/21, 8406040110. 


0406010227 Transcript of Commission 840523 public hearing in 
Washington, DC re discussion of completed TMI investigations. 
Pp 1-59. Supporting documentation encl 

Commissioners 84/05/23 255pp. 24765:017. 24X 

Fiche: 30-320, 84/03/23, 8406010227 


8406060164 Submits TMI Program Ofc weekly status rept for wk of 
840519-25. 

BARRETT, L. H. TMI Program Office 84/05/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 9pp. 24047:313. 24X Fiche: 50-320, 84/05/25, 8406060164. 


84060B0264 Transcript of Commission 840330 open meeting in Washington, 
DC re TMI -2 cleanup Pp 1-61 . Supp or t i ng documentation end. 

* Commissioners * Advisory Council for Decontamination of TMI 
Unit 2. 84/03/30. 79pp 24895 318 24X Fiche: 30-320, 84/05/30, 
8406080264. 


8406200208 Forwards "TMI-2 Liquid St Gaseous Effluents," "Liquid & 
Gaseous Radionuclide Releases by Isotope" & "Quarterly Dose 
Rept for Jan-Mar 1984. " 

KANGA, B.K. General Public Utilities - GPU Service Corp. 84/05/31. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 25039:351. 24X 

Fiche: 50-320, 84/05/31, B 406200208 . 


B406120143 Forwards summary of Advisory Panel for Decontamination of 
TMI-2 840530 meeting in Wash ington, DC. 

MASNIK, M. T. TMI Program Office B4/06/05. PALLADINO, GIUNSKY, 
ROBERTS Commissioners. 2pp. 24897 172 24X Fiche: 30-320, 84/06/05. 

8406120143. 


— B406200211 "TMI-2 Liquid St Gaseous Effluents," for Jan-Mar 19B4. 

* General Public Utilities - GPU Service Corp. B4/03/31. lp. 
25039:353. 24X Fiche: 50-320, 84/05/31, 8406200208. 


— 0406200215 "Liquid St Gaseous Radionuclide Releases by Isotope," for 
Jan-Mar 1984. 

* General Public Utilities - GPU Service Corp. 84/03/31. 3pp. 
25039:354. 24X Fi c h e : 50-320, 84/05/31 , B406200208. 


— 8406200217 "Quarterly Dose Rept for Jan-Mar 1984. " 

* General Public Utilities - GPU Service Corp. 84/03/31. 7pp. 
25039.357. 24X Fi che: 50-320, 84/05/31 - B406200208. 


B406150098 Submits TMI Program Ofc weekly status rept for wk of B40326- 
0602. 

BARRETT, L. H. TMI Program Office. 84/06/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 8pp. 24960:287. 24X Fic h e: 50-320, 84/06/04, 84061 50098. 


8406200564 Forwards TMI Program Ofc weekly status rept for wk of 
840603-09. 

BARRETT, L. H. TMI Program Office. 84/06/11. DENTON, H. R. Office of 
Nuclear Reacto-r Regulation, Director SNYDER, B. J. TMI Program 
Office. 12pp. 25069:067. 24X Fiche: 50-320, 04/06/11, B406200564. 


8406230609 Forwards TMI Program Ofc weekly status rept for wk of 
840610-16, 

BARRETT, L. H. TMI Program Office. 84/06/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. J. TMI Program 
Office. 8pp. 25133:021. 24X Fiche: 50-320, 84/06/18, 8406230609. 


— 8406120152 Transcript of 840530 open meeting w/Advisory Panel on TM!~2 
cleanup in Wash ing ton, DC. 

* Commissioners. 84/05/30. 64pp 24897:183. 24X 

Fiche: 50-320, 84/06/05, 8406120143 


8406290324 Transcript of 840614 public meeting in Harr i sb urg , PA. Pp I- 
133. Distribution list encl 

* Advisory Council for Decontaminat ion of TMI Unit 2. 84/06/14 

141pp. 25210:245. 24X F i c h e : 30-320, 84/06/ 1 4, B406290524. 


U. Cangressional/Executive Correspondence 


8404250256 Forwards finding re safety significance of facility 
a 1 legations. Regulatory action taken to date appropriate, 
util mgt adequate to ensure public health St safety of 
cleanup & NRC program appropriate for conditions'*. 

SNYDER, B. TMI Program Office. 84/04/11. DIRCK8.W, J, Office of the 
Executive Director for Operations. 10pp. 23040(023, 24X 

Fiche: 30-320, B4/04/11, 8404230236. 


— 8406190637 Forwards ltr sent to Chairm, 

Decontamination of TMI-2, transmi tt ing repts re investigation 
of allegations on administrative cleanup deficiencies, W/o 
encl. 

PALLADINO, N. j. Commissioners. 04/03/30. UDALLf M,K. House of 
Rep., Interior It Insular Affairs. 2p " mm 94X 

Fiche: 30-320, 84/04/11, 8404230256. 


8406040113 Responds to B40322 request for ideas .■Peter-a i 
TMI-2 cleanup. Govt could complete cleanup effort fc collect 
fees from util or industry at later date, 

PALLADINO, N. J. Commissioners. 84/03/00. BEVT^Uf. House of Rep.. 
Appropriations. 2 pp. 24845:312 a v r 4 ~ i. . . oa /.M t na . 

8406040113. 
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DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT , UNIT 1 


F. Security* medical* emergency & Fire protection plans 


8406050336 Forwards description of scope & objectives of small-scale 
annual emergency exercise scheduled for 840802* p end ing 
approval Simulator will be used as control room to lend 
realism to exercise 

BECKHAM, J T. Georgia Power Co. 84/04/23. STOHR, J. p. Division of 
Emergency Preparedness S, Materials Safety. 4pp. 24818:337. 24X 
Fiche: 50-321, 84/04/23* 8406050336. 


8406010334 Revised emergency plan implementing procedures* including 
HNP-4867 re operations support ctr acti vat i on, HNP-0OO4 re 
personnel dosimetry & HNP-8022 re environ it personnel TLD 
cross check. W/840529 ltr. 

SORRELL, E. C Georgia Power Co. 84/05/29. 60pp. 24753:088. 24X 

Fiche: 50-321 * 84/05/29, 8406010334. 


8406140204 Forwards amend to security plan. Amend withheld 
(ref 10CFR73. 21 & 2.790). 

BECKHAM, J. T. Gecrgia Power Co. 84/06/01. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 24924:322. 24X Fi ch e : 50-321 , 84/06/01 * 

8406140204. 


0406070165 Rev 16 to Emergency Plan Implementing Procedure HNP-8016, 
"Shipment of Radioactive Matl. " W/840604 ltr. 

SORRELL* E. C. Georgia Power Co. 84/06/04. 22pp. 24747:061. 24X 

Fiche: 50-321, 84/06/04, 8406070165. 


8406120259 Responds to NRC 840423 request for info re safety parameter 
display sys per Suppl 1 to NUREG-0737. Safety features, d ata 
validation* human factors & method of electrical isolation 
discussed. Description of Foxboro optical isolators end. 

GUCWA, L.T. Georgia Power Co. 04/06/07. STOLZ* J. F. Operating 
Reactors Branch 4. 14pp. 24894:275. 24X Fiche: 50-321 * 84/06/07* 

8406120259. 


B4Q6120415 Rev 4 to Emergency Plan Implementing Procedure HNP-B143, 
"Lou Vo 1 Air Sampler Model H-009 VI. " W/B40608 ltr. 

* Georgia Power Co. 84/06/08. 10pp. 24092:323. 24X 

Fiche: 50-321, 84/06/08, 8406120415. 


B406150318 Requests addl info on App R imp lementation, needed to respond 
to 840525 request for schedular exemption, Proposed schedules 
appear acceptable. 

RIVENBARK, G. W. Operating Reactors Branch 4. B4/06/0B. BECKHAM* J. T. 

Georgia Power Co. 3p p 24976:319. 24X Fich e: 50-321 , 84/ 06/08, 

0406150318. 


B406180440 Rev 9 to Emergency Plan Implementing Procedure HNP-8012, 
"Radiation i>. Contamination Surveys. " W/840612 ltr. 

SORRELL, E. C, Georgia Power Co. 84/06/12. 105pp. 24964:193. 24X 

Fiche: 50-321, B4/06/12, B406180440. 


3406220201 Ac k receipt of 840227 it 0430 ltrs transmitting Jan & Apr 
19B4 revs to physical security p lan, resp ec t i ve 1 y . NRC 
concerns addressed by util 840601 ltr transmitting June 1984 
rev to plan. Revs acceptable per 10CFR50. 54 ( p ) . 

LEWIS* R. C. Region 2, Office of Director. 84/06/19. KELLEY, R. J. 
Georgia Power Co. 3pp. 25082:009. 24X Fi c h e : 50-321 , 84/06/ 19, 

8406220201 


406250168 Supports State of GA 840123 it 0319 requests to participate 
in 840802 emergency plan exercise on small-scale basis, per 
10CFR50, App E, Section IV. F. 3. 

KRIMM, R. W. Federal Emergency Management Agency. 84/06/19. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 4pp. 25130:130. 24X Fi che; 50-32 1 , 84/06/19* 

8406250168. 


Operating license stage documents ic correspondence 


406010055 Forwards notice of consideration of issuance of amends to 
Licenses DPR-57 it NPF-5 U oppbrtOhi% for prior hearing* in 
response to 840206 & 0403 application* re average power 
range monitor improvement program. 

STOLZ, J. F. Operating Reactors Branch 4. 84/05/10. BECKHAM, J. T. 

Georgia Power Co. 3pp. 2476% 165. 24X Fiche: 50-321, Q4/05/10* 

B 406010055. 


•8406010059 Notice of c o n s i deT%tiGl* ' f f issuance of amends to Licenses 
DPR— 57 J: NPF-5 t< for prior he;ari|jr|; r*e average power range 
monitor improvement program, NS^C available in Central Files. 

STOLZ* J. F. Operating Reactors 4» 04/05/10, 6pp. 

24764:169. 24X Fiche; 50-321* 84^i>S v /iO* 8406010055. 


8406040241 Application to amend License DPR-57, chang ing Tech Specs re 
one-time extension of RHR surveillance interval until end of 
Cycle 8, scheduled for 840901. 

BECKHAM, J T Georgia Power Co 84/05/25 STOLZ, J. F. Operating 
Reactors Branch 4 5pp. 24794:320 24X Fi ch e: 50-321, 84/05/23, 

8406040241 


8406040243 Proposed Tech Spec changes re one-time extension of RHR 
surveillance interval until end of Cycld 8, scheduled for 
84090 1 . 

* Georgia Power Co 84/03/25. Ip 24794:325. 24X 

Fiche 50-321,84/05/25,8406040241. 


8406040029 Advises that if relief from recombiner capability 
requirements still desired, util should resubmit request 
under guidance provided in Generic Ltr 84-09. 

R IVENBARK, G W. Operating Reactors Branch 4. 84/05/29. BECKHAM, J. T. 

Georgia Power Co. 2pp. 24807' 325. 24X Fi ch e: 50-321 1 84/05/29, 

8406040029 


8406070353 Informs that ASME Code Class 1 fc 2 pressure boundary piping, 
safe ends & fitting matls do not meet NUREG-0313, Rev 1 
requirements per util 810629 & 830107 responses to Generic 
Ltr B1-04. SER & technical evaluation rept end. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/05/29. BECKHAM, J T 

Georgia Power Co. 3pp. 24854:239. 24X Fiche: 50-321 , 84/05/29, 

8406070353. 


8406070361 Safety evaluation re IGSCC in RCPB piping sys. Util responses 
unacceptable 

* NRC - No Detailed Affiliation Given. 84/05/29. 7pp. 

24854:242. 24X Fiche: 50-321, 84/05/29, 8406070353 

8405310368 "Technical Evaluation of Integrity of Edwin I Hatch Nuclear 
Power Plant Unit 1 it 2 RCPB Piping Sys. " 

NAGATA, P. EG&G, Inc. FIN A-6429. EGG-FM-6252. 83/07/31. 

KOO, W. H Division of Engineering. 43pp. 24054:249 24X 

Fiche: 50-321, 84/05/29, 8406070353. 


8406070085 Responds to 840412 request for info re implementation of 
NUREG-0737, TMI Action Item II. K. 3. 16, "Reduction of 
Challenges it Failures of Relief Valves." Unit 1 converted to 
two-stage safety relief valves in 1978. 

GUCWA, L. T. Georgia Power Co. 04/06/01. STOLZ, J. F. Operating 
Reactors Branch 4. 3pp. 24747:264 24X Fiche: 50-321 , 84/06/01. 

8406070085. 


8406110346 Forwards addl info requested per 840514 ltr re electrical 
equipment qual if i cat ion, c over ing balance of plant 
components, NSSS components & methodology to identify 
equipment per 10CFR50. 49 < b ) . 

GUCWA, L.T. Georgia Power Co. 84/06/04 STOLZ, J. F. Operating 
Reactors Branch 4. 141pp. 24867:249. 24X Fi c h e : 50-321 , 84/06/04, 

8406110346. 


8406130303 Confirms that util will comply w/TMI Action Item II. K. 3. 18 
by modifying automatic depressurization sys logic to 
eliminate drywall pressure permissive it adding manual 
inhibit switch. Mod acc ep tab 1 e. Item closed. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/06/05, BECKHAM, J. T 

Georgia Power Co. 2pp. 24919:359. 24X Fi c h e : 50-321 , 84/06/05, 

8406130303. 


8406200560 Requests publication of end FR notice of consideration of 
issuance of amend to License DPR-57 on 840604, 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/06/08. Office of 

the Federal Register. 2pp. 25058:351. 24X Fiche: 50-321, 84/06/08, 

8406200560. 


—8406200568 Forwards FR notice of consideration of issuance of amend to 
License DPR-57 re one-time extension of surveillance 
interval for drywell it torus headers fc nozzles. 

RIVENBARK, G, W. Operating Reactors Branch 4. 84/06/05. 

BECKHAM, J. T. Georgia Power Co. Ip. 25050:353. 24X 

Fiche: 50-321, 84/06/08, 8406200560. 


8406180263 Withdraws 840525 request to extend surveillance interval for 
performance of air tests of drywell & torus containment 
spray h ea d er s. Unp 1 anned outage occurred allowing subj 
surveillance to be successfully performed. 

>UCWA, L. T, Georgia Power Co. 84/06/11. STOLZ, J. F. Operating 
. factors Branch 4. Ip. 24961:001. 24X Fi c h e : 50-321 , 84/06/1 1 , 

8406180263. 


8406190202 Submits schedule requested in 840514 ltr re implementation 
of mods resulting in scram discharge vol vent it drain valve 
closure times which meet GE requirements of 30 s, Tests will 
be performed to determine extent of mods. 

GUCWA, L.T. Georgia Power Co, 84/06/14. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 24980:361. 24X Fi c h e : 50-321 , 84/06/14, 

8406190202. 
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9406190402 Forwards revised response to Question 1-2. incorporating addl 
info requested by NRC & corrected response to Question 1-3 
re proposed analog transmitter trip sys Tech Spec changes, 
per 840613 telcon. 

GUCWA.L.T. Georgia Power Co. 04/06/14 STOLZ. J. F. Operating 
Reactors Branch 4. 3pp. 25023 089 24X Fiche: 50-321. 04/06/14. 

8406190402 


8406190105 Submits addl info re proposed Tech Spec changes.per NRC 
request. Hardware associated w/ATTS & non— ATTS sys discussed. 
GUCWA, L. T. Georgia Power Co. 84/06/15. STOLZ. J. F. Operating 
Reactors Branch 4 Ip. 24979.351 24X Fi c h e : 50 - 321 . B4/06/ 1 5, 

B406190105 


8406260540 Forwards Amends 100 l 37 to Licenses DPR-57 & NPF-3, 
respectively St safety evaluation. Amends establish limiting 
condition for operation for loss of secondary containment 
integrity St clarify operability requirements 

R IVENBARK, G. W. Operating Reactors 3ranch 4. B4/06/20. BECKHAM, J. T. 

Georgia Power Co. 2pp. 25158:104. 24X F i che: 50-321, 84/06/20, 

0406260540. 


— 8406260543 Amends 100 St 37 to Licenses DPR-57 St NPF-5, r esp ectivel y. 
establishing limiting condition for operation for loss of 
secondary containment integrity & clarifying operability 
requirements for standby gas treatment sys. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/20. 11pp. 

25158:106. 24X Fiche: 50-321. 84/06/20, 8406260540. 


— 8406260547 Safety evaluation supporting Amends 100 U 37 to Licenses 
DPR-57 & NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 2pp 
25158:117. 24X F i c h e : 50-321 , 84/06/20, 8406260540. 


8406260200 Responds to Generic Ltr B4-09, "Hydrogen Recombiner 
Requirements of 10CFR50. 44. " Inerted BWR Mark X containments 
requested to be exempt from equipment qualification 
requirements (ref 10CFR50. 44 ( c > C3 ) ( i i ) ) . 

GUCWA, L. T. Georgia Power Co. 84/06/21. STOLZ, J. F. Operating 
Reactors Branch 4, 3pp. 25141:185. 24X Fiche: 50-321, 84/06/21 , 

8406260200. 


G. Inspection reports, IE Bulletins & correspondence 


8406230015 Forwards IE Insp Repts 50-321/04-15 & 50-366/84-15 on 
840416-20. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/23. KELLV, R. J. 
Georgia Power Co. 2pp. 25135:016. 24X Fi che: 50-321 , 84/05/23, 

8406230013. 


— 8406230018 IE Insp Rept 50-321/84-15 8< 30-366/84-13 on 840416-20. No 
violations or deviations noted. Major areas inspected: 
organization S< mgt, external exposure, control of radioactive 
matls,ALARA program £< solid wastes 8< transportation. 

PEERV, W. W, , JENKINS, 0, R. Region 2, Office of Director. 84/05/17. 
6pp. 25135:018. 24X F i c h e : 50-321 , 84/05/23, 840623001 5. 


8406250065 Forwards IE Insp Repts 50-321/84-14 & 50-366/84-14 on 
840501-04. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/03/23. KELLV, R. J. 
Georgia Power Co. 2pp. 25140:197. 24X Fi che: 50-321 , 84/03/23, 

8406250065. 


— 0406230073 IE Insp Repts 50-321/84-14 &e 30-366/84-14 on 840501-04. No 
violations or deviations noted. Major areas inspected: 
recirculation piping rep lacement, IE bulletins & inspector 
followup items. 

CROWLEY, B. R. , BLAKE, J. J. Region 2, Office of Director. 84/05/22. 
11pp. 25140:199. 24X Fiche: 50-321, 84/05/23, 8406230063. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/05/2S. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice B3-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103), 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/23, 8405240317. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness <k Engineering 
Response (Post 830103), 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche." 50-000, 84/05/30, 0405290383. 


8406110236 Forwards program fot map of recirculation £>. other coolant 
boundary stainless steel piping sys for 1984 maint/ref uel i ng 
outage Criteria consistent w/Generic Ltr 84-11, "Insp of BWR 
Stainless Steel Piping " Outage scheduled for 840901. 

GUCWA, L T Georgia Power Co 94/05/31 STOLZ, J. F. Operating 
Reactors Branch 4 lp. 24871 096 24X F i c h e : 50-321, 84/05/31, 

8406110236 


— 8406110240 "Hatch Unit 1 Re c l r cu 1 a t i on, RHR & Reactor Water Cleanup I 
Joint Insp Program - 1984 Ma int/Refuel ing Outage." 

* Georgia Power Co 84/05/31 29pp 24871:097 24X 

Fiche 30-321, 84/05/31, 8406110236 


8406210469 Ac k receipt of 840317 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/84-11 & 
50-366/84-11 

DANCE, H. C Region 2, Office of Director. 84/05/31. KELLY, R. J. 
Georgia Power Co. lp. 25089:069 24X Fi c he . 50-321, 84/03/31, 

8406210469. 


— 8406210471 Responds to NRC B40419 ltr re violations noted in IE Insp 
Repts 50-321/84-11 & 50-366/84-1 1 . Correc t ive actions: interim 
program implemented which requires calibr of automatic 
welding machines at least every 6 months. 

GUCWA, L.T. Georgia Power Co. 84/05/17 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25089,070. 24X Fi c h e : 50-321 , 84/05/31, 

8406210469. 


— 8406210472 Forwards IE Insp Repts 50-321/84-11 & 50-366/84-11 on 
840403-06 l>. notice of violation 

DANCE, H. C. Division of Project & Resident Programs. 84/04/19. 

KELLY, R J. Georgia Power Co. 2pp 25089:072. 24X 

Fiche: 50-321, 84/05/31, B406210469. 


— 0406210475 Notice of violation from insp on 840403-06. 

* Region 2, Office of Director 84/04/19. lp. 25089:074. 24X 

Fiche 50-321, 84/03/31, B406210469. 


— B406210477 IE Insp Repts 50-321/84-11 & 50-366/84-11 on 840403-06 
Noncompliance noted; fai lure to provide procedure for calibr 
of automatic welding equipment 

CROWLEY, B. R. , BLAKE, J. J. Region 2, Office of Director. 94/04/17 
11pp. 23089:073. 24X Fic he : 50-321, 84/03/31, 8406210469. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc lOOpp 23030:244 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406190068 Grants extension to 840615 to respond to Generic Ltr 84-11- 
FR notice of consideration of issuance of amend end. 

EISENHUT, D G Division of Licsnsing 84/06/01. BECKHAM, J. T. 
Georgia Power Co. 3pp. 23023:356. 24X Fi c h e : 30-321 , 84/06/01, 

8406 1 90068 


— B4Q6190070 Notice Df consideration of issuance of amend to License 
DPR-57 ti proposed NSHC d e t ermi nat i on. Amend provides one-time 
extension of surveillance interval applicable to testing of 
drywell it torus headers & nozzles to 840901. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/03/31. 4pp. 

23023:359. 24X Fi che. 30-321 , 84/06/01 , 8406190068. 


8406230490 Ac k receipt of 840416 & 0314 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-321/84-03 50-366/94-05. 

DANCE, H. C. Region 2, Office of Director. 84/06/04. KELLY, R. J. 
Georgia Power Co. lp 23133:175. 24X Fi c h e : 30-321, 84/06/04, 

0406230490. 


— 8406230490 Suppls response to NRC 840315 ltr f.e violations noted in H 
Insp Repts 50-321/84-03 30-366/84-03. Corrective actions: 

further review of OC insp records will be performed to 
determine adequacy of insp. 

GUCWA, L. T Georgia Power Co. 84/03/14, 0 'REILLY, J. P. Region 2, 

Office of Director. lp. 23133:176. 24 X Fiche: 50-321 , 34/06/04. 

8406230490. 


- -0406230310 Responds to NRC ltr re violations noted in IE Insp Repts 
30-321/34-03 & 50-366/84-03. Corrective aetipns'.GC inspectors 
trained to review details on design documents before 
performing insp s-. 

GUCWA, L.T. Georgia Power Co. 84/04/16, 0 'REILLY, J. P. Regions, 

Office of Director. 2pp. 23133: t77, 24 X Fiche; 50-321, 84/06/04, 

8406230490. 


--8406230517 Forwards IE Insp Repts 50-321/84-03 k 90-366/84-05 on 
840221-23 & notice of violation. 

DANCE, H. C. Division of Project & Resident Proarams. 84/03/13. 
KELLY, R. J. Georgia Power Co, 2 
Fiche: 50-321, 84/06/04, 8406230490 
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—8406230530 Notice of violation from msp on 840221-23 

* Region 2, Office of Director. 84/03/15. Ip. 25133: 181. 24X 

Fiche: 50-321, 84/06/04, 8406230490 


—8406230539 IE Insp Repts 50-321/04-05 & 50-366/84-05 on 840221-23. 
Violation noted : inadequate insp of masonry wall mods 
LENAHAN, J. J. Region 2, Office of Director JAPE, F Division of 
Engineering 6 Operational Programs. 04/03/08 5pp. 25133.182 
24X Fiche: 50-321, 84/06/04, 8406230490. 


S4Q6050012 IE Info Notice 84-42. "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05 Consolidated Edison Co. of New 

York. Inc 120pp. 25050:124. 24X Fi c h e 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators 11 Svc list encl. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York. Inc. 

92pp. 25050: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/06/08, Consolidated Edison Co. of New 

York. Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08. 8406060336. 


8406000176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 123pp. 25049 001. 24X Fiche: 50-000, 84/06/11, 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13 Consolidated Edison Co. of New 

York, Inc. ll? p p. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 84060801 73. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i ca t i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 4< Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406130315. 


8406190113 Responds to Generic Ltr 84-11 re insp of BUR stainless steel 
pip ing. Current plans for IG8CC: &s. leakage detection insp 
encl. 

BECKHAM, J. T. Georgia Power Co. 84/06/15. ST0L2, J. F. Operating 
Reactors Branch 4. 4pp. 24980:236, 24X Fi c h e : 50-321 , 84/06/1 5, 

8406170113. 


8406100353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 1 Engineering 
Response (Post 030103). 84/06718. Consolidated Edison Co, of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, B4/06/18, 8406180353. 


8406180360 IE Info Notice 84-49, " IGSGC Leading to Steam Generator Tube 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 04/06/18, Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Inf o Notice 84-50, "C lar if i e?at i on of Scope of QA Programs 
for Transport Packages Pursuant to 10C.FR50, App B. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 04/06/21. #opsq 1 idated Edison Co. of New 

York. Inc. 63pp. 25533:041. 24X fiche; 50-000, 84/06/21 , 8406190327. 


R. Periodic operating rep or %% ,8* p «## ' Cpr r e sp on d e n c e 


8406180310 Monthly operating fep.fc* I'of* H»y 1984. w/840607 ltr. 

MCBAY, M, C, . NIX, H. C. Georgiy Power Go. 84/05/31. 14pp. 24962:007. 

24X Fiche: 50-32,1 1 84/0 5./ 3 1,84061003,*©, 


s. Reportable occurrences-, ; LER* # correspondence ' 


8406190431 Special Rapt 50-32-1/ on 040427, w/Unit 2 in 
recirculation -pipe reip l,ac ament f ire water storage - 

tank level dropped to approx l^tjLOQQ gallons. Caused by 

rupture of main tire h eatfer. ..iubtfurft fMfo l^ed. 

NIX, H. C. Georgia Power Co. 0 'REILLY, J. P. Reg ion 2, 

Office of Director, 2 pp. SSilMli* 24X Fiche: 50-321, 84/04/30, 
8406170 - 421 , ■- 


8406010305 LER 84-003-00: on 840430, s urve i 1 1 an c e coordinator informed of 
apparent anomaly re due date on standby gas treatment sys 
ventilation & valve operability Procedure HNP-2-3655. Cause d 
by computer programming error U/84^525 ltr 

ELTON. T L . NIX,H C Georgia Power Co 84/05/25. 3pp. 24753:245. 
24X Fiche 50-321,84/05/25,8406010305 


8406040264 Special Rept 50-32 1 / 1 984-005: on 840515, level in fire water 
storage tanks dropped to approx 240,000 gallons due to 
rupture of fire main header between Unit 1 cooling towers 
2 Zl 3. Caused by 22 degree elbow installed improperly. 

NIX. H. C. Georgia Power Co 84/05/29. 0 'REILLY, J. P. Region 2, 

Office of Director 2pp 24794:358 24X Fi ch e : 50-321 , 84/05/29, 

8406040264 


8406110228 Special Rept 50-321 /84-05: on 040515, level in both fire water 
storage tanks dropped to approx 240,000 ga 1 1 ons. Caused by 
ruptured fire main header due to improper installation of 22 
degree elbow. Elbow being replaced. 

NIX. H. C. Georgia Power Co. 84/05/29 □ 'REILLY, J. P. Region 2, 

Office of Director 2pp. 24871 295. 24X Fiche: 50-321 . 84/05/29, 

8406110228 


B40605021 6 Special Rept 50-321 /19B4-006: on 840521, fire water storage 
tank level dropped to 265,000 ga 11 ons. Caus ed by personnel 
accidently activating deluge valve & spraying down cooling 
tower. Tank level restored in 10 minutes. 

NIX, H. C. Georgia Power Co. 84/06/01. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 24840:281. 24X Fiche: 50-321 , 84/06/01, 

8406050216. 


8406050432 Updated LER 82-073/03X-1 : on 820B08, reactor water cleanup sys 
primary containment outboard isolation valve failed to 
close. Caused by matl f a i 1 ure. Val ve operator repaired. 

U/840601 ltr. 

TIPPS, S. B. , NIX, H C. Georgia Power Co 84/06/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 24845:079. 24X 

Fiche: 50-321, 84/06/01, 8406050432. 


8406130151 LER 84-003-00; on 840508, fuel rod FI determined to be in 
b owed-to-contac t condition outside gap criterion calculate 
design MCPR. Caused by crud induced localized c orros ion. Fue 1 
bundle not returned to svc in reac tor. W/840607 ltr. 

ELTON, T. L. , NIX, H C. Georgia Power Co. 84/06/07. 4pp. 24913:095. 
24X Fiche. 50-321, 84/06/07, 8406130151. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


A. Application/construction stage document* & correspondence 


8406070012 Forwards Industrial Working Group proposal re nuclear plant 
shift experience &c industrial evaluation of operating shift 
experience requirements Commission should accept industry 
proposal subj to listed items. 

EISENHUT , D. G. Di vi s i on o f L i c en s i ng . 84/05/31. POLLOCK, M. S. Long 

Island Lighting Co. 5pp. 24852:209. 24X Fiche: 50-322, B4/05/31, 

8406070012. 


8406260489 Forwards NRC 840530,25,09 & 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities. Briefing on integrated schedules expected by 
840618, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, B4/06/01 , 8406260489. 


— 8406260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 04/06/01 , 

8406260489. 


8406140183 Forward* "Colt Diesel Generator Summary for Shoreham Nuclear 
Power Station * Unit- 1.’* Installation of Colt diesel 
generators scheduled * or completion in. May 1985, 

LEONARD, J. D. Long Island Lighting Co. 84/06/11. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 24925:029. 

24X Fiche: 50-322, 84/06/ 11 , 8406140183. 


— 8406140186 "Colt Diesel Generator Summary for Shoreham Nuclear Power 
Station - Unit 1, " 

* Stone Ik Webster Engineer ing Carp, 84/06/30. 25pp. 24925:032. 

24X Fiche: 50-322, 84/ 06/ 1 1 , 8406 1 40183 . 
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E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8406150085 Commits to mobile diesel generator changes per SSER 5 
agreed upon in prior telcon w/NRC re fire protection. 

Proposed mods meet NRC conditions. Util proceeding 
w/changes accordingly. 

LEONARD. J. D. Long Island Lighting Co 84/06/06. DENTONi H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 24942:360. 
24X Fiche. 50-322. 84/06/06. 8406150085. 


F. Security, medical, emergency & fire protection plans 


8406040347 Expresses shock re 840502 1 tr to Congressman Bevill 
promoting cliches re licensing delay rather than dealing 
w/ reality of failures Record should be officially corrected. 
JONES, F. R Suffolk County, NY DSB 421. B4/05/23. PALLADINO. N 

Commissioners 2pp 24802 334 24X Fi ch e . 50-322, 84/05/23, 

8406040347 


8406010080 Order directing parties to address permissibility & 
advisability of one agency of federal govt ordering 
disclosure of documents by another agency in brief to be 
submitted 840601 or separate document. Served on S40531. 

SHOEMAKER , C J. Atomic Safety and Licensing Appeal Panel. DSB 405 

84/05/30. 2 pp. 24756; 294 24X Fi c h e ; 50-322, 84/05/30. 8406010080 


8406060329 Summary of 840511 meeting w/util *•. FEMA in New York, NY re 
util initiatives in response to regional assistant committee 
evaluation of offsite emergency plan. 

CAMPAGNONE, M. J. Licensing Branch 2. 84/05/16. Licensing Branch 

2. 5pp. 24664:285. 24X F i c h e : 50-322, 84/05/ 16, 8406060329. 


— 8406060334 Transcript of 840511 meeting in New York, NY. Pp 1-95. 

* Federal Emergency Management Agency. * Long Island Lighting 
Co. 84/05/11 95pp. 24664:290. 24X Fiche: 50-322, 84/05/16, 

8406060329. 


8406080287 Responds to 840426 ltr discussing steps being contemplated 
by FEMA re demonstration of offsite emergency preparedness 
Proposed exercise would provide FEMA opportunity to evaluate 
offsite preparedness as implemented by util. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. SPECK, S. W. Federal Emergency Management Agency. 5pp. 
24879:001. 24X Fiche: 50-322, 04/06/01, B4060B02S7. 


8406230536 Forwards IE Insp Rept 50-322/84-18 on 840423-0527. No 
violations noted. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/06/uo. 
LEONARD, J. L. Long Island Lighting Co. 4pp. 25133:086. 24X 

Fiche: 50-322, 84/06/05, 8406230536. 


— B406230549 IE Insp Rept 50-322/84-18 on 840423-0527. No violations 
noted. Major areas insp e c te d : emer g enc y diesel generator 
testing, flooding of radwaste bldg & several spurious 
initiations of fire alarm sys. 

PETRONE, C. , ESELGROTH, P. , MCCABE, E. Region 1, Office of Director. 
84/05/31. 9pp. 25133:090. 24X Fiche: 50-322, 84/06/05, B406230536. 

B4061 30085 Commits to mobile diesel generator changes per SSER 5 
agreed upon in prior telcon w/NRC re fire protection. 

Proposed mods meet NRC cond i t i ons. Ut il proceeding 
w/changes accordingly. 

LEONARD, J. D. Long Island Lighting Co. 84/06/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 24942:360. 

24X Fiche: 50-322, 84/06/06, 8406150085. 


8406260023 Forwards "Status of Offsite Emergency Preparedness OL 
Reviews," monthly status rept for May 1984. No projected 
licensing delays resulted from FEMA chang es , h owever, li s ted 
dockets closely fallowed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/19. PALLADINO Commissioners. 3pp. 25157:290. 24X 

Fiche: 50-000, 84/06/19, 8406260023. 


G. Adjudicatory correspondence 


8406040354 Forwards first discovery request on LILCQ 840522 appHcatici 
for exemption. 

LETSCHE, K J Kirkpatrick, Lockhart, Hill, Christopher 8c Phillips 

LETSCHE, K J. Suffolk County, NY. DSB 416. 84/05/30. ROLFE, R M 

Hunton & Williams. Ip 24802- 355. 24X Fi c h e: 50-322, 84/05/30, 

3406040354 


— 8406040358 First discovery request to LILCO re util B40522 applicatic 
for e xemption. Certificate of Svc end. Related 
correspondence. 

BIRKENHEIER, J. , BIRKENHEIER, J. Suffolk County, NY. 04/05/30. 
Atomic Safety and Licensing Board Panel. 51pp. 24802:356. 24X 

Fiche : 50-322, 84/05/30, 8406040354. 


8406010082 Joint request for prompt clarification of pasture of 
proceed ing. Uti 1 continues to ask NRC for consideration of 
grossly inadequate application for exemption & low power 
license. Certificate of Svc end. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick. Lockhart, 
Hill, Christopher 8« Phillips. PALOMINO, F. G. New York, State of. 
DSB 404. 84/05/31. 8pp. 24756:315. 24X Fi c h e: 50-322, 84/05/31, 

8406010082 


8406010084 Order denying util 840522 motion for expedited responses 
to summary disposition motions. No showing of good cause 
made by motion. Served on 840531. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 400. 
84/05/31. Long Island Lighting Co. 3pp. 24758:003. 24X 

Fiche: 50-322, 84/05/31, 8406010084. 


8406010092 Order establishing schedule for resumed hearing on LILCO 
modified application for exemption from requirements of GDC 
17. Served on 840531. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 401. 
84/05/31. Office of the Executive Legal Director. 3pp. 

24755:252. 24X Fich e ; 50-322, B4/05/31, 8406010092. 


0406050414 Notice of appearance in proceed ing . Cert i fi cate of Svc end 
FARLEY, E. M. Long Island Lighting Co. FARLEY, E. M. Hunton & 
Williams DSB 457. 84/05/31. 3pp. 24845:169. 24X 

Fiche: 50-322, 84/05/31, B406050414. 


8406050505 Response to Suffolk County 840330 document discovery 
request. Util has conducted search to identify documents 
containing substantive info requested by County. Certificate 
of Svc end. 

TARLETZ, D. B. Long Island Lighting Co. TARLETZ, D. B. Hunton & 
Williams. DSB 455. 84/05/31. 23pp. 24809:001. 24X 

Fiche: 50-322, 84/05/31, 8406050505. 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines St design review of 
Elliott Model 90G turbocharger used on TDI diesel 
g enerators. W/o ends. Related correspondence. 

BRITT, L. F. TDI ( T-ansamer ica Delaval, Inc.) Owners Group. 

BRITT, L. F. Long Island Lighting Co. DSB 361. 84/05/17. 

BGRDENICK, B. M, , REPKA, D. A. Hearing Branch 3. Ip. 24709:245. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


— 8405300104 Forwards cover ltr transmitting design review of DSRV-16-4 
crankshaft at Grand Gulf. W/o end. Related correspondence. 

BRITT, L. F. TDI (Transamer i ca Delaval, Inc.) Owners Group. 

BRITT, L. F. Long Island Lighting Co. 84/03/17. BORDENICK, B. M. , 
REPKA, D. A. Hearing Branch 3. Ip. 24709:246. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


— 8405300109 Forwards cover ltr transmitting rept on Investigation of 
Types AF & AE piston skirts. W/o end. Related correspondence. 
BRITT, L. F. TDI (Tran samer i ca Delaval, Inc.) Qwjiers Group. 

BRITT - , L. F. Long Island Lighting Co. 84/05/17-. BORDENICK, B. M. , 
REPKA, D. A. Hearing Branch 3. 3pp. 24668:20.2. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


— 8403300116 Forwards rept on design review o jr connecting rods for TDI 
DSRV-4 series diesel generator. W/o end. Related 
correspondence. 

BRITT, L. F. TDI (Transamerica Delaval • Inc. ) Owners Group. 

BRITT, L.F. Long Island Lighting Co. 84/05/18. BORDENI CK, B. M. , 

REPKA, D. A. Hearing Branch 3., 3pp ' 24668:138. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


8406050512 Informs that final repts on evaluation of emergency diesel 
generator crankshaf ts. des ign review of connecting rods for 
TDI DSRV-4 series generators S< investigation of Types AF & 

AE piston skirts issued on 840531. Related correspondence. 

BRITT, L.F. Long Island Lighting Co. DSB 460. 84/05/31. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 24808:360. 24X 

Fiche: 30-322, 84/05/31, 8406050512. 


8406040303 Memorandum in support of FEMA 840321 appeal of A9LB 840518 
discovery order. Cert if i cate of Svc end. 

REPKA, D. A. Hearing Branch 3. DSB 413. 84/06/01. 20pp. 24B02:I68 

24X Fiche: 50-322, 84/06/01, 8406040303. 


8406040306 Subpoena commanding HV Schilling to appear on 840606 
in Was h ing ton, DC for d ep o s i ti on. Served on 840604. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 41B. 
84/06/01. SCHILLING, H. V. Transamerica Delaval, Inc. 2pp. 
24802:349. 24X Fi che: 30-322, 84/06/01 , 8406040306. 


8406040330 Joint motion for Commission prompt attention to * ruling 
on pending Suffolk County St State of NY motions St for stay 
of inconsistent ASLB orders in in ter im, Cer t if i cate of Svc 
end. 

LANPHER, L. C. Suffolk County, MY. LANPHER. L. C. Kirkpatrick, 
Lockhart, Hill, Christopher St Phillips. PALOMINO, F. G. New York, 
State of. DSB 425. 84/06/01. 6pp. 24802:322. 24X 

Fiche. 30-322,84/06/01, 8406040350. 
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8406040365 Memorandum in support of FEMA appeal from ASLB 840518 
discovery ordeT. Documents should not be compelled to be 
released Certificate of Svc end 

IRWIN. D P Long Island Lighting Co IRWIN, D P Hunton !>. Williams 
DSD 417 84/06/01. 20pp 34802 268 24X Fi c h e : 50-322. 84/06/01 , 

8406040365 


8406050510 Memorandum in support of FEMA appeal of ASLB 840518 order 
for release of documents Facts do not establish compelling 
need sufficient to override policies behind executive 
privilege Certificate of Svc enc 1 

GLASS, S. M. Federal Emergency Management Agency. DSB 454. 84/06/01. 

27pp 24808:330 24X Fi c h e : 50-322, 84/06/01 , 84060505 1 O. 


8406050515 Brief in opposition to FEMA 840521 appeal of ASLB 840518 
order compelling production of documents. ASLB order should 
be af firmed. Certi ficate of Svc end. Related correspondence. 

LETSCHE- K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips DSB 450. 84/06/01. 35pp. 

24809:035. 24X F i ch e : 50-322, 04/06/01 , 84060505 1 5. 


8406060132 Informs that author will make 840607 oral argument on FEMA 
appeal from ASLB 840518 order requiring production of FEMA 
documents Related correspondence. 

REIS, E J. Hearing Branch 3. DSB 477. 84/06/01. ROSENTHAL, A. S. , 

EDLES, G. J. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
Ip. 24658 213. 24X Fi c h e : 50-322, 84/06/0 1 , 84060601 32. 


8406060293 Notice of withdrawal of appearance in proceeding. Certificate 
of Svc end. 

REPKA, 0 A. Hearing Branch 3. DSB 475. Q4/06/01. 4pp. 24657:089. 

24X Fiche: 50-322, 84/06/01,8406060293 


8406070151 Motion for protective order b motion in limine for discovery 
requests re security con t en t i ons. C er ti f i ca t e of Svc end. 

Related correspondence 

ROLFE, R.M Long Island Lighting Co. ROLFE, R. M. Hunton b Williams. 
DSB 511. 84/06/02. Atomic Safety and Licensing Board Panel. 

13pp. 24747:270. 24X Fi c h e : 50-322, 84/06/02, 84060701 51 . 


— B406070 1 54 Application for subpoenas for GD Eley.A BakshiiC Meyer, 
JM Raesset.M El -Gas s i er , RK Weatherwax,D Bridenbaugh, 

GC Minor, R Hubbard, S Chris tensen, R Roberts b. P McGuire. 

Subpoenas b Certificate of Svc end. Related correspondence. 
ROLFE, R.M Long Island Lighting Co ROLFE, R. M. Hunton b 
Williams. 84/06/02. Atomic Safety and Licensing Board Panel. 
43pp. 24747:283. 24X Fi c h e : 50-322, 84/06/02, 84060701 51 , 


8406050227 Response opposing joint Suffolk County b. State of NY third 
b fourth requests for clarif ication, motion for prompt 
attention b motion for s tay . Cert i f i cat e of Svc end. 

EARLEY, A F. Long Island Lighting Co. EARLEY, A. F. Hunton b 
Williams. DSB 432. 84/06/04. 21pp. 24840:324. 24X 

Fiche: 50-322, 84/06/04, B406050227. 


8406050365 Motion to file surrebuttal testimony on Phase II emergency 
planning Contention 67. Testimony addresses single issue 
raised by Herr on 840508. Related correspondence. 

ZEUGIN, L.B. Long Island Lighting Co ZEUGIN, L. B. Hunton b 
Williams. DSB 451. B4/06/04. Atomic Safety and Licensing Board 

Panel. 6pp. 24809: 1B7. 24X Fich e: 50-322, 84/06/04, 8406050365. 


— 8406050371 Surrebuttal testimony of EB Lieberman on Phase II 
emergency planning Contention 67. Certif i cate of Svc end. 
Related correspondence. 

LIEBERMAN, E. B. Long Island Lighting Co. LIEBERMAN, E. B. KLD 
Associates. Inc. 84/06/04. lip 24809:193. 24X 

Fiche: 50-322, 84/06/04, 8406050365. 


8406060377 Motion for reconsideration of util 840601 motion for leave 
to offer rebuttal testimony on issues re special facilities 
b registration of handicapped. Related correspondence, 

MCMURRAY, C. M Suffolk County, NY. MCMURRAY, C. M. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 493. 84/06/04. 

Atomic Safety and Licensing Board Panel. 3pp. 24666:282, 24X 

Fiche: 50-322, 84/06/04, 8406060377. 


— B406060383 Response opposing util 840522 motion to submit supplemental 
exhibit or to strike New York Exhibit 3. Exhibit provides no 
addl info which is already on r e c ord. Cer t i f icate of Svc 
end. Related correspondence. 

MCMURRAY, C. M. Suffolk County, NY. MCMURRAY, C. M. Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips. 84/06/04. Atomic Safety 
and Licensing Board Panel. 6pp. 24666:205. 24X 

Fiche: 50-322, 84/06/04, 8406060377. 


8406070312 Response in opposition to util 840522 motion to submit 
supplemental exhibit or strike New York Exhibit 3. Proposed 
exhibit does not add ary new content re Contention 24. R. 

ZAHNLEUTER, R. J. New York, State of. DSB 514. 84/06/04. Atomic 

Safety and Licensing Board Panel. 10pp. 24849:328. 24X 

Fiche: 50-322, 84/06/04, 8406070312. 


8406070320 Response opposing Suffolk County b State of NY 840601 motion 
for stay of further proceedings until Commission rules on 
certain pending County b State motions. Cer tif icate of Svc 
end Related correspondence • 

EARLEY, A F. Long Island Lighting Co EARLEY, A. F. Hunton & 

Williams DSB 517. 84/06/04. Atomic Safety and Licensing Board 

Panel. 3pp 24849 349 24X Fi c h e : 50-322, 84/06/04, 8406070320. 


8406070344 Forwards listed enc Is to 840601 brief re FEMA testimony. 

W/o ends. Related correspondence. 

LETSCHE, K J. Kirkpatrick, Lockhart, Hill, Christopher b Phillips. 
LETSCHE- K J Suffolk County, NY DSB 528. 84/06/04. 

ROSENTHAL, A S , WILBER, H A., EDLES, G. J Atomic Safety and Licensing 
Appeal Panel Ip 24849 314 24X Fi c h e : 50-322, 84/06/04, 8406070344, 


8406060065 Response opposing Suffolk County & State of NY B40530 joint 
requests for clarification of Commission 840516 order b for 
prompt c lar i f i cat i on of posture of proc eed ing, Certif icate of 
Svc end. 

PERLIS, R G Hearing Branch 3. DSB 478. 84/06/05. 12pp. 

24661:196. 24X Fi c h e ; 50-322 , 84/06/05, 8406060065. 


8406060452 Request for recusal b a 1 ter na t i ve 1 y , mo t i on for 
d isqual if ication of Chairman Pal ladino. Certif i cate of Svc 
enc 1. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick, Lockhart, 
Hill, Christopher b Phillips, PALOM INO, F. G. New York, State of. 

DSB 4B6. 84/06/05. Commissioners. 37pp. 24667:246. 24X 

Fiche: 50-322, 84/06/05, 8406060452. 


B406070146 Memorandum b Order CLI-84-9 findings that NEPA does not 
require separate environ evaluation or separate EIS for 
proposed low power operation of Shoreham. Served on 840606. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 510. 
84/06/05, Commissioners. 10pp. 24747:329. 24X 

Fiche: 50-322, 84/06/05, 8406070146. 


8406070323 Order denying B4Q601 stay motion of Suffolk County b State 
of NY. No good cause sh own. Served on 840605. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 520. 
84/06/05. Suffolk County, NY. 2pp. 24849:362. 24X 

Fiche: 50-322, 84/06/05, 8406070323. 


8406070325 Supplemental brief in response to ASLAB 840530 order, 
requesting parties to address advisability of one federal 
agency ordering disclosure of documents by another federal 
agency, Certif icate of Svc end. 

LETSCHE, K. J. Suffolk County. NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips. DSB 51B. B4/06/05. 10pp. 

24849: 352 24X Fiche: 50-322, 84/06/05, B406070325. 


8406070339 Memorandum on restrictions on compelled discovery of other 
federal agencies in NRC p r oc eedi ng s, p er ASLAB 840330 order. 
Certificate of Svc end. Related correspondence. 

IRWIN, D. P. Long Island Lighting Co. IRWIN, D. P. Hunton b Williams. 
DSB 516. 84/06/05. 8pp. 24049:286. 24X Fiche: 50-322, 84/06/05, 

8406070339. 


8406070341 Informs that author will represent Suffolk County during 
840607 oral argument on FEMA appeal of ASLB 84031B OTder 
compelling production of documents. Related correspondence. 

LETSCHE, K, J. Kirkpatrick, Lockhart, Hill, Christopher b Phillips. 
LETSCHE, K. J. Suffolk County, NY. DSB 519. 84/06/05. 

ROSENTHAL, A. 5. , WILBER, H. A., EDLES, G. J. Atomic Safety and Licensing 
Appeal Panel. Ip. 24849:294. 24X Fi c he : 50-322, 84/06/05, 8406070341 . 


8406110014 Response to Suffolk County Si State of NY 840521 St 22 
requests for c lar i f i ca t i on of Commission 840516 Order 
CLI-04-8 b joint request for prompt c 1 ar i f i cat i on of posture 
of proc eed ing, Cer t i f i cate of Svc encl. 

PERLIS, R. G. Hearing Branch 3. DSB 546. 84/06/05. 11pp. 

24874:231. 24X F i c he : 50-322, 84/06/05, 84061 10014. 


8406130312 Memorializes agreement re LILCD request for serving 
subpoenas for d ep o s i t i ons . LILCO will depose persons 
identified in B40604 proposed scheduled. Re lated 
correspondence. 

ROLFE, R.M. Hunton b Williams. ROLFE, R. M. Long Island Lighting Co. 
DSB 612. 84/06/05. LANPHER, L. C. Kirkpatrick, Lockhart, Hill, 

Christopher b. Phillips. 5pp. 24919:272. 24X Fiche: 50-322, 84/06/05, 

8406130312. 


8406130318 Forwards substitution of counsel & requests to be removed 
from svc lists. 

SHAPIRO, R. Cammer & Shapiro, SHAPIRO, R. North Shore Committee 
Against Nuclear b Thermal Pollution'. DSB 604. 84/06/06, Atomic 

Safety and Licensing Board Panel. Ip. 24919:185. 24X 

Fiche: 50-322, 84/06/06, 8406130318. 


— 8406130320 Notice of substitution of atfcy in place of R Shapiro. 
Certificate of Svc encl. 

SCHNEIDER, M. North Shore Committee Against Nuclear & Thermal 
Pollution. 04/05/27. 6pp. 24919:186. 24X Fiche: 50-322, 84/06/06, 

8406130318. 
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1406080141 Order providing parties opportunity to furnish views 
on 840423 questions certified to Commission inter alia. 

Memorandums should be provided by 840704. Served on 840607. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. D5B 531. 
84/06/07. ROSENTHAL, A. S. , EDLES, G. J. , WILBER, H. A. Atomic Safety and 
Licensing Board Panel. 3pp. 24858:102. 24X Fic he: 50-322, 84/06/07, 

8406080141. 


3406120124 Response opposing Suffolk County it State of NY 840524 joint 
motion to strike LILCO 840522 pleadings for summary 
d ispositions. Certificate of Svc end. 

PERLIS, R. G. Hearing Branch 3. DSB 57B. 84/06/0B. Commissioners 

7pp. 24888:222. 24X Fi c he: 50-322, 84/06/08, 8406120124. 


8406120132 Order denying Suffolk County 840521 request to clarify 
040516 Order CLI-84-8. County has demonstrated no practical 
consequences from NRC use of word “resume" to characterize 
h earing. Served on 840611. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 581. 
84/06/08. Suffolk County, NY. 4pp. 24893:036. 24X 

Fiche: 50-322, 84/06/08, 8406120132. 


8406120214 Notice of resumed evidentiary hearing in low power 
proceeding on B40B03-06 to consider LILCO B40522 application 
for exemption. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 582. 
84/06/08. 3pp. 24889:359. 24X Fi c h e : 50-322, 84/06/08, 84061202 1 4. 


B4061401 1 1 Filing re litigation of emergency diesel generation (EDO) 
contentions. ASLB requested to accept consolidation & 
restatement of EDG contentions. 

SCHEIDT , D. J. Suffolk County, NY. SCHEIDT. D. J. Kirkpatrick, 
Lockhart, Hill, Christopher 8* Phillips. DSB 623. 84/06/11. 55pp. 

24928:304. 24X Fiche: 50-322, 84/06/1 1, 84061401 1 1. 


— 8406140114 Forwards list of TDI engines & owner/operators obtained 
during d iscovery . A1 1 TDI customers circled on list should be 
contacted for operating history data, part icularly cylinder 
block cracking. Certificate of Svc end. 

DYNNER, A. R. Kirkpatrick. Lockhart, Hill. Christopher & Phillips. 
DYNNER, A. R. Suffolk County, NY. 84/05/30. GODDARD, R. 0. Office 
of the Executive Legal Director. 5pp. 24928:359. 24X 

Fiche: 50-322, B4/06/11, B406140111. 


8406150106 Notice of appearance in proceed ing . C bt t if icate of Svc end. 
PIRFO.O. R. Office of the Executive Legal Director. DSB 633. 
84/06/11. 4pp. 24942:292. 24X Fi c h e : 50-322, 84/06/1 1 , 84061 50106. 


8406150112 Notice of appearance in pr oc eed ing . Cert if i cate of Svc end. 
PIRFO, O. R. Office of the Executive Legal Director. DSD 635. 
04/06/11. 3pp. 24942:302. 24X Fic h e : 50-322, 84/06/1 1 , 84061501 12. 


8406150140 Second discovery request to LILCO re LILCO application for 
exemption. Certificate of Svc end. Related correspondence. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 621. 84/06/11. 

Atomic Safety and Licensing Board Panel. 25pp. 24934: 105, 24X 

Fiche: 30-322, 84/06/11, 8406130140. 


8406130198 Notice of appearance in proceed ing . Cert if i cate of Svc end. 
PIRFO, 0. R. Office of the Executive Legal Director. DSB 634. 
84/06/11. Atomic Safety and Licensing Board Panel. 4pp. 
24931:033. 24X Fiche: 30-322, 84/06/11, 8406150198. 


8406130303 Request that Suffolk County 840611 filing re litigation of 
emergency diesel generator contentions be deemed joint 
filing on behalf of Suffolk County 8e State of NY. Certif icate 
of Svc end. 

PALOMINO, F. G. New York, State of. DSB 668. 84/06/11. 4pp. 

24936:033. 24X Fi ch e : 30-322. 84/06/ 1 1, 8406 1 50305. 


8406130308 Second discovery request to util re util application for 
ex emption. Certif icate of Svc end. Related correspondence, 

LETSCHE, K. J. Suffolk County, NY. DSB 671. 84/06/11. Atomic 

Safety and Licensing Board Panel. 25pp. 24956:030. 24X 

Fiche: 50-322, 84/06/11, 84061303 OS. 


B4061B0430 Notifies that listed documents Issued by DRQR on B40611. 
Certificate of Svc end. Related correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 693. 84/06/11. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 24978:141. 24X 

Fiche: 30-322, 84/06/11, 8406180430. 


8406260187 Expresses views in support of safe operation of facility. 
Commission should avoid being swayed from responsibility by 
rhetoric & hysteria. 

CAPUTO, J. R. Suffolk County, NY. DSB 067. 84/06/11. PALLADINO, N. J. 

Commissioners. 4pp. 23141:204. 24X Fiche; 30-322, 84/06/ 1 1 , 

8406260187. 


8406150146 Decision ALAB-773, r ever s ing ASLB decision it remanding case 
u/ instr uc tions to deny Suffolk County motion for production 
of remaining 30 documents re emergency p lanning . Served on 
840614. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. DSB 640. 
84/06/13. 25pp 24954:229 24X Fi c h e 50-322, 84/06/ 13, 8406150146. 


8406150351 Memorandum in opposition to LILCO 840522 motions for summary 
disposition on Phase I h Phase II of LILCO proposed low 
power testing. Certif icate of Svc end. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. PALOMINO, F. G. New York, 
State of. DSB 651. 84/06/13. 76pp. 24955:259. 24X 

Fiche: 50-322, 84/06/13, 8406150351. 


8406150369 Forwards memo in opposition to LILCO B40522 motions for 
summary disposition on Phase I & Phase II of proposed low 
power testing. Related correspondence. 

LETSCHE, K. J. Kirkpatrick, Lockhart, Hill, Chr i stop her & P h i 1 1 ips 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. New York, State of. 

DSB 652. 84/06/13. MILLER, M. E. , JOHNSON, E. B. Atomic Safety and 

Licensing Board Panel. Ip. 24955:206. 24X Fi che: 50-322, 84/06/13, 

8406150369. 


B 406200426 Staff requirements memo re Commission 840607 affirmation/ 
discussion it vote in Wash ing ton, DC re UCLA license renewal, 
SECY-84-182 re Catawba it SECY-B4-218 re Suffolk County 
motion on Shoreham. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/13 
PLAINE, H. H. Office of the General Counsel. 2pp. 23058:360. 24X 

Fiche: 50-000, 84/06/13, 8406200426. 


8406220148 Response to LILCO 840522 motion for summary d i sp o « i ti on of 
Phases I k II of application for low power 1 i c ense. Mo t i on 
should be granted in part & denied in part. Related 
correspondence. 

PERLIS, R. G. Hearing Branch 3. DSB 798. 84/06/13. Atomic Safety 

and Licensing Board Panel. 7pp. 25088: 160. 24X 

Fiche: 50-322, 84/06/13, 8406220148. 


— 8406220152 Response to LILCO statement of matl facts as to which there 
exists no genuine issue to be heard on Phase II low power 
testing. 

PERLIS, R. G. Hearing Branch 3. 84/06/13. Atomic Safety and 

Licensing Board Panel. 2pp. 23088:167. 24X Fiche: 30-322, 

04/06/13, 8406220148. 


— 8406220158 Response to LILCO statement of matl facts as to which there 
exists no genuine issue to be heard on Phase I low power 
testing. 

PERLIS, R. G. Hearing Branch 3. B4/06/13. Atomic 8afety and 

Licensing Board Panel lp. 23088:169. 24X Fi c h e: 50-322, 84/06/13, 

8406220148. 


— 8406220161 Affidavit of MW Hodges in response to LILCO motions for 
summary disposition of Phases I & 1 1 low power testing. 
Certificate of Svc end. 

HODGES, M. W. Office of Nuclear Reactor Regulation, Director. 
84/06/13. 8pp. 2308B: 170. 24X Fi c h e : 30-322, 84/06/ 1 3, 0406220148 


8406190206 Joint opposition to LILCO 040602 motion for protective order 
motion in 1 imine. Mot ion lacks legal or factual basis. 

Certificate of Svc end. Related correspondence. 

LANPHER, L. C, Suffolk County, NY. LANPHER, L. C. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. PALOMINO, F. G. New York, 
State of. DSB 722. 84/06/14. Atomic Safety and Licensing Board 

Panel. 10pp. 24901:022. 24X Fic h e : 30-322, 84/06/14, 84061 90206. 


8406190393 Inform* that "Emergency Diesel Generator Auxiliary Module 
Control Wiring it Termination Qualification Rept for Comanche 
Peak Steam Electric Station" issued on 840613 by DR&L Svc 
list end. 

BRITT, L. F. Long Island Lighting Co. DSB 743. 84/06/14. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 23 0 23:151. 24X 

Fiche: 50-322, 84/06/14, 8406190393. 


8406220192 Response opposing util 840604 motion to file surrebuttal 
testimony on Phase II emergency planning Contention 67 re 
evacuation of persons w/o access to automob i las. Gerti f icate 
of Svc end. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 811. 84/06/14. Atomic 

Safety and Licensing Board Panel. 7pp. 25081:342. 24X 

Fichs: 30-322, 84/06/14, 8406220192. 


8406190377 Forwards executed affidavits of MO Dirmeier, JK Madan, 

GC Minor 4 DO Br idenbaugh. Affidavits attached to memorandum 
in opposition to LILCO B40522 motions. W/o Minor * 

Bridenbaugh affidavit. Related correspondence. 

LETSCHE, K. J. Kirkpatrick, Lockhart, Hill, Christopher 8t Phillips. 
LETSCHE, K. J. Long Island Lighting Co. DSB 716. 04/06/15. 

MILLER, M. E. , BRIGHT, G. 0. . JOHNSON, E. B, Atomic Safety and Licensing 
Board Panel. lp. 23021:305. 24X Fiche; 30-322, 04/06/13, 8406190377. 



DOCKETED ITEMS 


161 


-8406190383 Affidavit of MD Dirmeier 8 #. JK Madan re util financial 
qual if ication. 

DIRMEIER/ M. D. , MADAN/ J. K. Suffolk County, NY. 84/06/14. 21pp. 

25021.306. 24X Fiche: 50-322, 04/06/15, 8406190377. 


0406190198 Response opposing Suffolk County & State of NY request 
for recusal & motion for d isqual if i cation of Palladino. 

Motion should not be used as further delaying tactic. 

ROLFE, R.M. Long Island Lighting Co. ROLFE, R. M. Hunton & Williams. 
DSB 713. 84/06/18. 14pp. 24981:104. 24X Fi c h e : 50-322, 84 /06/ 1 8, 

8406190 1 98. 


406200329 Response of Governor Cuomo opposing applicant motion to 
file surrebuttal testimony on Phase II of emergency planning 
Contention 67. Motion flagrantly violates ASLB 840316 order. 

W/Certif icate of Svc. Related correspondence, 

ZAHNLEUTER, R. J. New York, State of. DSB 766. 84/06/18. Atomic 

Safety and Licensing Board Panel. 6 pp, 25051:004. 24X 

Fiche: 50-322, 84/06/18, 8406200329. 


406200341 Response opposing util 840604 motion to file surrebuttal 
testimony on Phase II emergency planning Contention 67. Util 
failed to meet four-part test for good cause in ASLB 840220 
notion, W/Certif icate of Svc. Related correspondence. 

MCMURRAY, C. M. Suffolk County, NY. MCMUR.RAY, C. M. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 760. B4/06/18. 10pp. 

25051:037. 24X Fich e: 50-322, 84/06/18, 0406200341 . 


406220266 Joint motion for disqualification of Judges Mi 1 ler, Bright 
& Johnson. Judges have made decision in parallel w/ 8 . in 
futherance of Palladino 0 b j ec t ives. Cert if 1 cat e of Svc end. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick, Lockhart, 
Hill# Christopher 81 Phillips. PALOMINO, F. G, New York, State of. 
DSB 779. 84/06/18. Atomic Safety and Licensing Board Panel. 

13pp. 25087 : 324. 24X Fiche: 50-322, 04/06/18, 8406220266. 


406200340 Telegraphic order dismissing Suffolk County State of NY 
motion for disqualification of Judges Mi 1 ler, Br ight & 

Johnson as defective in violation of 10CFR2. 704 < C >. Serve d 
on 840619. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 750. 
84/06/19. REIS, E. J. Office of the Executive Legal Director. 
PALOMINO, F. New York# State of. BROWN, H. H. Kirkpatrick, Lockhart, 
Hill# Christopher 8 < Phillips. 2pp. 25051:035. 24X 

Fiche: 50-322, 84/06/19# 8406200340. 


406200344 Order affirming ASLB 840619 telegraphic order dismissing 
Suffolk County & State of NY 840618 motion seeking 
disqualification of three ASLB members. Served on 840620. 

SHOEMAKER# C. J. Atomic Safety and Licensing Appeal Panel. DSB 763. 
84/06/19. 3pp. 25051:062. 24 X Fiche; 30-322, 84/06/19, 8406200344. 


406220139 Response supporting util 840602 motion for protective order 
J» motion in limine to limit litigation for security issues. 
Certificate of Svc end. 

REIS# E J. Hearing Branch 3. DSB 806. 84/06/19. Atomic Safety 

and Licensing Board Panel. 6pp, 25088:353. 24X 

Fiche: 50-322, 84/06/19# B406220139. 


406220195 Confirms 840615 telcon re TDI documents obtained during 
discovery process. Staff & consultants able to proceed w / 
reviews of TDI engines on basis of info in possession & from 
TDI Owners Group. Re la ted correspondence. 

GODDARD, R. J. Hearing Branch 3. DSB 795, 84/06/19. DYNNER, A. R. 

Kirkpatrick, Lockhart# Hill# Christopher St Phillips. 2pp. 

23082 : 003. 24X Fiche : 50-322, 84/06/19, 8406220195, 


406220217 Ac k receipt qf 840619 ltr. Meaning of 840619 order 
unamb ig uous . No clarification necessary. Served on 840621. 

MILLER# M. E. Atomic Safety and Licensing Board Panel. DSB 787. 
84/06/19. BROWN, H. H. Kirkpatrick# Lock hart* Hill' Christopher & 
Phillips. Ip. 25081:319. 24X Fiche;50-322, 84/06/ 19, 84062202 17. 


406220220 Notifies that staff contemplates presenting fame witnesses 
utilized at earlier lou power hearings for ffef trig f 
scheduled to begin in late Jlil# per 840614 request. Related 
corr esp ondence. 

REIS# E. J. Hearing Branch 3. DSB 794. 84/06/19. LANPHER # L. C. 

Kirkpatrick, Lockhart# Kill. efrft&irtta? * $ftf Ip, 25081:318. 

24X Fiche: 50-322, 04/06/19# 6406280.220. 


406220221 Requests c lar i f ication of 840619 ^telegraph ic order re term 
fix responsibility as applied to affidavit*-, 

BROWN. H. H. Kirkpatrick# UpcfeKart# RiiU dhirif topher 6 Phillips, DSB 
774. 04/06/19. MILLER# M. E. Atomic *ntf U^ineing Board 

Panel. Ip. 25081:240. 24 * FichJtr?^2^ 8406220221. 

-8406220232 Telegraphic order dismiss ing SpFfoik- Cfpunty fc State of NY 
motion for disqualification of Judges tHiler* Bright & 

Johnson as defective % in yigVf^io;h of 10CFR2, 704ic ) v 

MILLER# M. E. Atomic Safety and L*i censing Board Pane 1 , 84/06/19. 

Kirkpatrick, Lockhart, HiU* Ohfif t>o|h*r * pMHip*. Ip. 

25081:241. 24* Fi • j. 


8406220262 Requests clarification of term fix responsibility used in 
840619 telegraphic or d er . Cer t i f i c a t e of Svc end. 

PALOMINO, F G New York, State of. DSB 781. 84/06/19. MILLER, M. E. 

Atomic Safety and Licensing Board Panel. 4pp. 25038: 104. 24X 

Fiche: 50-322, 84/06/ 19, 8406220262. 


8406250190 Response to Suffolk County first discovery request re util 
application for exemption from subj request. Request includes 
interrogatories beyond scope of permitted d i scovery. Re lated 
correspondence. 

ROLFE, R.M. Long Island Lighting Co. ROLFE, R. M. Hunton & Williams. 
DSB 816. 84/06/19 Atomic Safety and Licensing Board Panel. 

53pp. 25120:327. 24X Fi c h e : 50-322, 84/06/19. 8406250190. 


8406250194 Objections to Suffolk County second discovery request re 
util application for e x emp 1 1 on. Di scovery requests burdensome 
it oppressive & number of documents voluminous. Certifi cate of 
Svc end. Related correspondence. 

ROLFE, R. M. Long Island Lighting Co. ROLFE, R. M. Hunton & 
Williams. 84/06/19. Atomic Safety and Licensing Board Panel. 
7pp. 25121:018. 24X F i c h e: 50-322, 84/06/ 19, 8406250190. 


0406250232 Motion for leave to file reply to Suffolk County & State of 
NY opposition to motion for protective order Si motion in 
1 imine. Certificate of Svc end. Related correspondence. 

IRWIN, D. P. Long Island Lighting Co. IRWIN, D. P. Hunton 8t Williams. 
DSB 810. 84/06/19. Atomic Safety and Licensing Board Panel, 9pp. 

25119:272. 24X Fiche: 50-322, 84/06/19, 8406250232. 


8406250351 Informs that listed documents issued by DRQR on 840618. 
Distribution indicated on end svc list. Related 
correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 855. 84/06/19. 

REPKA, D. A. , BORDENICK, B. M. Hearing Branch 3. 3pp. 25137:099. 24X 

Fiche: 50-322, 04/06/19, 0406250351. 


8406220256 Order granting LILCO 840602 motion for protective order St 
motion in limine to preclude discovery upon or consideration 
of security issues. Served on 840620. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 7S9. 
84/06/20. Long rsland Lighting Co. 3pp. 25004: 003 . 24X 

Fiche: 50-322, 84/06/20, 0406220256. 


8406220200 Memorandum to parties requesting comments whether author 
should be recused from proceeding as matter of legal 
requirement or d i scret i on. Comments requested by 840706. 

Served on 840621. 

PALLADINO, N. J. Commissioners. DSB 772. 84/06/20. 26pp. 

25088:021. 24X Fiche: 50-322, 84/06/20, 8406220200. 


8406290032 Notifies that listed documents issued on 840619 by DRQR. 
Related correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 916. 84/06/20. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 2pp. 25198:202. 24X 

Fiche: 50-322# 84/06/20# 8406290032. 


B406250125 Joint motion for disqualification of Judges Mi 1 ler# Br i gh t 
& Johnson. Judges have made decisions which paralleled & 
furthered Palladino objectives. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick# Lockhart, 
Hill, Christopher it Phillip*. PALOMINO, F. G. New York, State of. 
DSB S36. 04/06/81. 13pp. 25121:813. 24X Fi c h t: 50-322, 84/06/21 , 

8406250125. 


— 8406250129 Affidavit of HH Brown# LC Lanpher & FG Palomino re joint 
motion for disqualification of Judges Miller# Bright & 

Johnson. Certificate of Svc end. 

BROWN, H. H. # LANPHER# L. C. Suffolk County, NY. PALOMINO# F. C. New 
York# State of. 84/06/21, 23pp. 25121:226. 24X 

Fiche; 50-322# 84/06/21 , 8406250125. 


8406250150 Order scheduling oral arguments on 840622 in Bethesda.MD re 
Suffolk County first St second discovery requests & LILCO 
response. Served on 840622. 

MILLER# M. E. Atomic Safety and Licensing Board Panel. DSB 831. 
B4/06/21. Office of t#e Executive Legal Director. ip. 25130:850. 

24X Fiche: 50-328. 84/06/21. 8406250150. 


8406850355 Response opposing Suffolk County filing re litigation of 
emergency diesel generator -fcqiftentions. Certificate of Svc 
end. 

FARLEY# E, M. Long Island Lighting Co, FARLEY# E. M. Hunton * 
Williams. D8B 044. 04/06/21. 800pp. 25137:103. 24X 

Fiche; 50-322# 84/06/21 , 0406230355. 


8406260240 Forwards staff response to Suffolk County filing re 
litigation of emergency diesel generator contentions. 

Affidavit of CH tiet linger also end. 

REIS# E. J. Hearing Branch 3, DSB 877, 04/06/21 . BRENNER , L. , 

MORRIS, P. A.# FERGUSON# G; A. Atomic Safety and Licensing Board Panel. 
2pp. 23149: 223. : 24* Fiche; 50--322, 84/06/21, 8406260240. 
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— 840626024-4 Response to Suffolk County 840611 filing re litigation of 
emergency diesel generator contentions. Staff supports 
request that ASLB accept consolidation k restatement of 
contentions k opposes request for addl discovery. 

GODDARD. R. J. Hearing Branch 3. 84/06/21 5pp. 25149:227. 24X 

Fiche: 50-322. 84/06/21, 8406260240. 


— 8406260248 Affidavit of CH Ber linger. provid ing info on matters raised 
in Suffolk County 840611 filing re litigation of emergency 
diesel generator content i ons. Certifi cate of Svc end. 

BERLINGER, C. H. Division of Licensing. 84/06/21. 19pp. 

25149:232. 24X Fiche: 50-322, 84/06/21 , 8406260240. 


8406270121 Notifies that TDI Diesel Generators Owners Group answers to 
PNL ltr dtd 840604 issued on 840620, per commitments. 

Related correspondence. 

BRITT. L. F. Long Island Lighting Co. DSB 901. 84/06/21. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 25159.333. 24X 

Fiche: 50-322, 84/06/21, 8406270121. 


8406270132 Motion for protective order prohibiting deposition of 
G J Sideris or other util employees or consultants re 
financial qual if ieations issue. Certificate of Svc end. 

Related correspondence. 

ROLFE, R. M. Long Island Lighting Co. RQLFE, R. M. Hunton 8t Williams. 
DSB 897. 84/06/21. Atomic Safety and Licensing Board Panel. 

11pp. 25161:163. 24X Pi c h e : 50-322. 84/06/21 , 8406270132. 


8406250361 Joint motion for disqualification of Judge Cotter from 
participating in matters re faci 1 ity. Motion for 
disqualification of Chairman Palladino k affidavits of 
HH Brown, LC Lanpher k FG Palomino end. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick, Lockhart, 
Hill, Christopher & Phillips. PALOMINO, F. G. New York, State of. 

DSB 840. 84/06/22. Atomic Safety and Licensing Board Panel. 4pp. 

25137:020. 24X Fiche: 50-322, 84/06/22, 8406250361 . 


8406250383 Notices of appearance in proceeding. Certificate of Svc end. 
SEDKY, C. , LETSCHE, K. J. Suffolk County, NY, SEDKY, C. Kirkpatrick, 
Lockhart, Hill, Christopher k Phillips. DSB 841. 84/06/22. 5pp. 

25136:327. 24X Fiche: 50-322, 84/06/22. 8406250383. 


8406260115 Response to util 840523 request for production of documents. 
Certificate of Svc end. Related correspondence. 

BIRKENHEIER, J. Suffolk County, NY. 8 1RKENHEIER, J. Kirkpatrick, 
Lockhart, Hill, Christopher k Phillips. DSB 891. 84/06/22. 

Atomic Safety and Licensing Board Panel. 32pp. 25141:231. 24X 

Fiche: 50-322, 84/06/22, 8406260115. 


8406260263 Responds to 840425 ltr to V Gilinsky in favor of licensing 
of facility. Proceeding not before Commissioners for 
adjudication on merits, but no license can be issued ui/o 
Commission approval. Served on 840625. 

MALSCHi M. G. Office of the General Counsel. DSB 872. 84/06/25. 

BEATTY, G. E. Affiliation Not Assigned. Ip. 25150:013. 24X 

Fiche: 50-322, 84/06/25, 8406260263. 


— 8406260266 Urges that Commission support efforts to bring facility 
on-line safely it quickly. 

BEATTY, G. E. Affiliation Not Assigned. 84/04/25. GILINSKY, V. 
Commissioners. Ip. 25150:014. 24X Fiche: 50-322, 84/06/25, 

8406260263. 


8406270279 Order denying 840621 motion for disqualification of 
Judges Miller, Bright it Johnson. Motion untimely. Served on 
840626. 

BRIGHT, G. 0. , JOHNSON, E. B, , MILLER, M* E, Atomic Safety and Licensing 
Board Panel. DSB 913. 84/06/25. Suffolk County, NY. 8pp. 

25169:101. 24X Fiche: 50-322. 84/06/25, 8406270279. 


8406270276 OrdpT requiring support or opposition to ASLB 840625 denial 
of Suffolk County & State of NY 840621 motion for 
disqualif teat-ion of three ASLB members be filed by 840706. 

Served on 840626. 

SHOEMAKER, C. J, Atomic 8afe try and Li (sensing Appeal Panel. DSB 915. 
04/O6/26 r Office of the; Ei*ecutiy« Leg;al Director* 2pp. 

25169: 699. 24X Fiche: 50-322, 84/06/26, 8406270276. 


8406290113 Motion to- str-Ilff u%il direct testimony k supplemental 
testimony on Contentiofte 74 k 75 re relocation ctrs, 

. '6-ertif ' $£ -;pyc cto^rf*ppniieincev : . - • . 

MILLER * M* S*- Stiff to 1 k Qtoyn"t$J*« NY. MILLER , M. 8, ,Ki,r kpatr i c k , Lockhart, 
Millr Christo piter k Phillip*. DSB 933. 84/Q6/&6. Atomic Safety 

and Licencing Board Panel, 25pp, 25197: 079. 24X 

Fiche: 50-322, 84/06/26, 84062901 13. 


■84662901 ia Rfy tPd^fot t#stimony of D Harris * M Mayer re Contention 
7-5 rpar ASLil .-841^6.6 vgji&jgju of SYc/^nclv^tolatad 

cor respondenc e. ; • ».< • ; - 

MILLER, M. S. Suf folk Cpuntyv NY. MILLER , M. S. Kirkpatrick, 

; Lockhart, Millr Christopher k Phillips. 84/06/26. 8pp ' ' 

' <s»mv co-fc:-* oA rnt. J r 


— 8406290 1 21 Motion to compel production of training-related documents 
by LILCO up through June 1 984 C er t i f i ca t e of Svc end. 

Related correspondence. 

MILLER, M. S. Suffolk County, NY. MILLER, M S. Kirkpatrick, 
Lockhart, Hill, Christopher k Phillips. 84/06/26. Atomic Safety 
and Licensing Board Panel. 8pp. 25197:112 24X 

Fiche: 50-322, 84/06/26, 8406290113. 


— 8406290125 Forwards affidavit of HH Brown, LC Lanpher k FG Palomino to 
accompany Suffolk County & State of NY 840605 request for 
recusal k alternatively, motion for d i s qua 1 i f i cat i on of 
NJ Palladino. 

LANPHER, L. C. Kirkpatrick. Lockhart, Hill, Christopher it Phillips 
LANPHER, L. C. Suffolk County, NY. 84/06/27. PALLADINO, N, J. 
Commissioners. Ip. 25197.120. 24X Fich e: 50-322, 84/06/26, 

8406290113. 


— 8406290130 Affidavit of HH Brown, LC Lanpher it FG Palomino furnishing 
source data for Suffolk County it State of NY motion for 
d i s qua 1 i f i ca t ion of Judges Mi 1 1 er, Br igh t & Johnson. 

BROWN, H H. , LANPHER. L. C. Suffolk County, NY. PALOMINO, F. G. New 

York, State of. 84/06/21. 23pp. 25197:121. 24X 

Fiche: 50-322, 84/06/26, 8406290113. 


8406290007 Order confirming 840622 oral discovery ruling. Util ordered 
to provide info re individuals in chain of operation up 
through operator mgt sup ervi sors. NRC ordered to notify 
parties if SSER will be issued, Served on 840628. 

MILLER, M. E. Atomic Safety and Licensing Board Panel, DSB 927. 
04/06/27. Office of the Executive Legal Director. Bpp. 

2519B: 323. 24X Fi c h e : 50-322, 84/06/27, 8406290087. 


8406290347 Forwards executed affidavit of JC Kammeyer far LILCO 840621 
response to Suffolk County filing re litigation of emergency 
diesel generator contentions. 

TARLETZjD. B. Hunton k Williams. TARLETZ, D. B. Long Island Lighting 
Co. DSB 940. 84/06/27. BRENNER, L. , FERGUSON, G. A. , MORRIS, P. A 

Atomic Safety and Licensing Board Panel. Ip. 25206:045. 24X 

Fiche: 50-322, 84/06/27, 8406290347. 


— 8406290353 Affidavit of JC Kammeyer re expected hours of operation of 
emergency diesel generators. Certificate of Svc end. 

KAMMEYER, J. C. Long Island Lighting Co. 84/06/22. 5pp. 

25206:046. 24X Fi c h e : 50-322, 84/06/27, 8406290347. 


H. General correspondence 


8405090113 Confirms discussions re appointment of JD Leonard as new 
util vice president. Appointment will be made w/NRC to review 
nuclear organization «< ac c ep tab i l i ty . JD Leonard resume end. 

DYE, J. W. Long Island Lighting Co. 84/04/16. DIRCKS, W. J. Office of 
the Executive Director for Operations. 4pp. 24390:230, 24X 

Fiche: 50-322, 84/04/16, 8405090113. 


B406200543 Responds to 840505 mailgram to President Reagan advising of 
impending financial disaster if plant not permitted to start 
up. Issues of emergency preparedness planning it providing 
electricity to plant in case of accident still outstanding. 
CUNNINGHAM, 0. H. Office of the Executive Legal Director. 84/05/22. 
AMATO, W. Affiliation Not Assigned. 3pp. 25069:156. 24X 

Fiche: 50-322, 84/05/22, 8406200543. 


-9406200546 Forwards W Amato 840505 mailgram to President Reagan for 
prompt reply. 

KELLEY, S. President of U. S. Ik Executive Offices. 84/05/10. NRC 
- No Detailed Affiliation Given. 3pp. 25069:158. 24X 

Fiche: 50-322, 04/05/22, 8406200543. 


8406140151 Discusses 840612 telcon w/CA Davis, util stockholder, 
expressing concern re licensing delays for TMI-1. 

AUSTIN, J. H. Commissioners. DSB 621. 84/06/13. Commissioners. 

Ip. 24926:331. 24X Fich e: 50-000, 84/06/13, 8406140151. 


Q. Inspection reports, IE Bulletins k correspondence 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation pf Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response <Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/0.5725) 8405230319. 


8403240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co, of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, B403240317. 

8405290383 IE Info Notice 84-40, "Emergency WorkfY Po;f‘e:f ,' ;,r fVc list 
enc 1. ' ‘ !: ;• •' 

JORDAN, E. L, Division of Emergency Preparedness k Etofliitiedrlng 
Response (Post 830103). 84/05/30. Consolidated Ed £ iron Co. of New 

York, Inc. 122pp. 24879:342. 24X Fich 



0406180249 Forwards IE Insp Rept 30-322/84-16 on 840416-20*30 it 
0501-04 No violations noted. 

MARTIN* T. T. Division of Engineering it Technical Programs 84/05/31. 

LEONARD* J. D. Long Island Lighting Co. 4pp. 24964.089. 24X 

Fiche: 50-322, 84/05/31, 6406100249. 


-0406180253 IE Insp Rept 50-322/84-16 on 840416-20*30 & 0501-04. No 
violations noted. Major areas insp ected : pr eop erat i ona 1 test 
program-test witnessing of integrated electrical test it 
tours . 

NICHOLAS, H. H. * BETTENHAUSEN, L. Region 1, Office of Director, 
H4/05/18. 10pp. 24964:093. 24X Fi c h e : 50-322* 84/05/31 * 8406 180249 


8406010423 IE Info Notice 84-41* "IGSCC in BWR Plants." Svc list end. 
JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Past 830103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 100pp. 25050:244. 24X Fich e: 50-000* 84/06/01 , 8406010423. 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept," addressing over 76 7. of insp plan, 
per 840321 meeting it 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. B4/06/01. DENTON, H. R. Office of 

Nuclear Reactor Regulation* Director. ADENSAM, E. G. Licensing Branch 

4. 2pp. 24843:079. 24X Fiche: 50-000, 84/06/01* 8406050360. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of New 

York, Inc. 120pp. 23050:124. 24X Fiche: 50-000, 84/06/03, 8406030012. 


8406230336 Forwards IE Insp Rept 30-322/84-18 on 840423-0527. No 
violations noted. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/06/03. 
LEONARD, J. L. Long Island Lighting Co. 4pp. 23133:086. 24X 

Fiche: 50-322, 84/06/05, B406230536. 


-0406230549 IE Insp Rept 50-322/84-18 on 840423-0527. No violations 
noted. Major areas insp ec te d : enter gene y diesel generator 
testing, flood ing of raduaste bldg it several spurious 
initiations of fire alarm sys. 

PETRONE, C. , ESELGROTH, P. , MCCABE, E. Region 1, Office of Director. 
84/03/31. 9pp. 23133:090. 24X Fiche: 30-322. 84/06/03, 8406230336. 


8406030350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

«?2pp. 23030:032. 24X Fi c h #: 30-000, 84/06/07, 8406030330. 


0406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 23049:273. 24X Fic he : 30-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-43, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 30-000, 84/06/11, 8406080176. 


0406000173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 23049:134. 24X Fiche: 30-000, 84/06/13, 8406080173. 


0406130313 IE Info Notice 84-47, "Environ Qua 1 if i cat i on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 23336:043. 24X Fiche: 30-000, 84/06/1S, 8406180333. 


8406180360 IE Info Notice 04-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/18. Consolidated Edison Co. of New 

York, Inc. 110pp. 23333:286. 24X Fi c he: 30-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). B4/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


R. Periodic operating reports 8< related correspondence 


8406260023 Forwards "Status of Offsite Emergency Preparedness OL 
Reviews, " monthly status rept for May 1984. No projected 
licensing delays resulted from FEMA changes, however, listed 
dockets closely followed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
04/06/19. PALLADINO Commissioners. 3pp. 23157:290. 24X 

Fiche: 50-000, 84/06/19, 8406260023. 


S. Reportable occurrences, LERs it related correspondence 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 
MUSELER.W.J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 
MUSELER, W. J. Long Island Lighting Co. 84/04/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24182:236. 
24X Fiche: 30-000, 84/04/20, 8404240322. 


— 8404240382 "Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham & Grand Gulf Nuclear Power Stations. 11 

* Failure Analysis Associates. FAAA-84-3-16. 84/04/19. 39pp. 

24182:238. 24X Fiche: 50-000, 84/04/20, 8404240322. 


8403300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines fc design review of 
Elliott Model 90Q turbocharger used on TDI diesel 
generators. W/o enc Is. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. > Owners Group. 

BRITT, L. F. Long Island Lighting Co. DSB 361. 84/03/17. 

BORDENICK, B. M. . REPKA, D. A. Hearing Branch 3. Ip. 24709:243. 24X 

Fiche: 30-000, 84/03/17, 8403300097. 


8403300109 Forwards cover ltr transmitting rept on investigation of 
Types AF it AE piston skirts. W/o end. Related correspondence. 

BRITT, L. F. TDI ( Transamer i c a Delaval, Inc.) Owners Group. 84/03/17. 

BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 30-000, 84/03/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF it AE Piston Skirts." 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/03/31. 
113pp. 24668:206. 24X Fi c h e: 30-000, 84/03/ 17, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, "Evaluation 
of Emergency Diesel Generator Crankshafts at Shoreham it 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/03/17. BORDENICK, B. M. , 
REPKA, D. A. NRC - No Detailed Affiliation Given. 4pp. 24662:001. 

24X Fiche: 30-000, 84/03/17, 8406060004. 


— 8406060021 Draft "Evaluation of Emergency Diesel Generator Crankshafts 
at Shoreham it Grand Gulf Nuclear Power Stations. " 

♦ Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/03/09. 

38pp. 24662:003. 24X Fic he: 30-000, 84/03/17, 8406060004. 


8403300116 Forwards rept on design review of connecting rods for TDI 
DSRV-4 series diesel generator. W/o end. Related 
c orrespondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc.) Owners Group. 04/03/18. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 30-000. 84/05/18, 04033001 16. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 04/03/13. 
60pp. 24668:142. 24X Fiche: 50-000, B4/03/18, 84033001 16. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" it 
"Investigation of Types AF it AE Piston Skirts," final repts. 

BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. , 
REPKA, D. A. NRC - No Detailed Affiliation Given. 4pp, 24866:001. 
24X Fiche: 30-000, 84/03/31 . 8406110312. 


— 8406110329 Draft final rept, "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf," prepared for TDI 
Diesel Generator Owners Group. 

# Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/03/22. 

89pp. 24866:003. 24X Fiche: 30-000, 04/03/31, 8406110312. 
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— 8406110336 "Design Revieu of Connecting Rods for TDI DSRY-4 Series 
Diesel Generators) " final rept prepared for TDI Diesel 
Generator Owners Group. 

* Failure Analysis Associates. FAAA-84-3-14. 84/05/31. 60pp. 

24866:094. 24X Fi ch e : 50-000, 84/05/31 , 84061 10312. 


— 8406110338 "Investigation of Types AF & AE Piston Skirts," final rept 
prepared for TDI Diesel Generator Owners Group. 

* Failure Analysis Associates. FAAA-S4-2-14. 84/05/23. 114pp. 

24866:154. 24X Fi Che ; 50-000, 84/05/31 , 84061 103 1 2. 


8406050364 Forwards two proprietary oversize drawings in response to 
BNWL request. Drawing s withheld (ref 10CFR2. 790) , per TDI 
Diesel Generator Owners Group 840323 ap p 1 ication. Aper ture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) □diners Group. RAY, C. L. 
Duke Power Co. S4/06/01. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 24845:213. 24X Fic he: 50-000, 84/06/01, 

8406050364. 


B406120537 Notification of B40621 meeting w/TDI Owners Group in Wading 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. 8ERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/06/01, 

8406120537. 


8406120518 PNS-I-84-010: on 840603, during security guard shift change, 
officer accidentally discharged pistol into clearing barrel. 
Officer used loaded clip to clear weapon. Round lodged 
safely in barrel. 

BAILEY, R. , KEIMIG, R. , MCCABE, E. Region 1, Office of Director. 
84/06/04. Ip. 24891:094. 24X Fiche: 50-322, 84/06/04, 8406120518. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring U Termination Qualification Revieu for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/05. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24858: 160. 24X Fiche: 30-000, 84/06/05, 8406080174. 


8406150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" & table of torsional loading due to 
pressure at 100% load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. 0ORDENICK, B. M. , 

REPKA, D. A. Hearing Branch 3. 5pp. 24949:216. 24X 

Fiche: 30-000, 84/06/07, 8406130114. 


— 8406130133 "Proposed Torsional St Lateral Critical Speed Analysis: Engine 
Numbers 74010/12 Delaval-Enterprise Engine Model DSP-48 
3, 300 kW/4889 BHP at 430 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 30-000, 84/06/07, 8406150114. 


— 8406150143 "Field Test of Emergency Diesel Generator 103 W/13xl3 
Crankshaft, '* 

BERCEL, E. , HALL, J. R. Stone «< Webster Engineering Corp. 84/04/3 O. 
192pp. 24949:228. 24X Fi che: 50-000, 84/06/07, 84061 50114. 


8406130043 Board Notification 84-1 13: forward s TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 24977:001. 24X 

Fiche: 30-000, B4/06/08, 8406130043. 


8406140111 Filing re litigation of emergency diesel generation (EDG) 
contentions. ASLB requested to accept consol idation it 
restatement of EDG contentions. 

SCHEIDT , D. J. Suffolk County, NY. SCHEIDT , D. J. Kirkpatrick, 
Lockhart, Hill, Christopher «t Phillips. DSB 623. 84/06/11. 33pp. 

24928:304. 24X Fiche: 30-322. 84/06/11, 840614011 1. 


— 8406140114 Forwards list of TDI engines & owner/operators obtained 
during d i scovery . A1 1 TDI customers circled on list should be 
contacted for operating history data, particularly cylinder 
block cracking. Certificate of Svc end. 

DYNNER, A. R. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
DYNNER, A. R. Suffolk County, NY. 84/03/30. GODDARD, R. J. Office 
of the Executive Legal Director. 5pp. 24928:359. 24X 

Fiche: 50-322, 84/06/11, 8406140111. 


8406130227 Forwards calculations of plug weld end connect ions, friction 
welded pushrod & preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commi tment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDEN ICK, B. M. , 

REPKA. D. A. Hearing Branch 3. 4pp. 24931:221. 24X 

Fiche: 30-000, 84/06/11, 8406130227. 


— 8406150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY. C. L. TDI (Transamerica Delaval. Inc. ) Owners Group. RAY, C. L 
Duke Power Co. 84/06/04. BERLINGER, C. Director's Office, Office 
of Inspection and Enforcement 2pp 24951:225. 24X 

Fiche: 50-000, 84/06/11, 8406150227 


— 8406 1 50259 "Fatigue Performance of Plug Weld End Connections. " 

HARRIS, D. 0. , SHUSTO, L. Failure Analysis Associates. 84/04/25. 
13pp. 24951:227. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84061 50227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod. N 
SHUSTO, L. Failure Analysis Associates. 04/03/26. 22pp. 

24951-240. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


— 8406 1 50273 "Effect of Preexisting Longitudinal Flaws on Fitness of 
Diesel Fuel Injection Line Tubing for Svc. " 

ZILBERSTEIN, V. . SPRUNG, L Stone St Webster Engineering Corp. 
84/05/21. 52pp. 24951:262. 24X F i c h e : 50-000, 84/06/1 1 , 84061 50227. 


8406200469 Notification of 840613 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fi che: 50-000, 84/06/1 1, 

8406200469. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring 8 < Termination Qualification Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24954:268. 24X Fiche: 50-000, B4/06/13, 8406150154. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C, H. 
Division of Licensing. 3pp. 23128:256. 24X Fiche : 30-000, B4/06/14, 

8406230041. 


8406230339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF St AE Piston Skirts." 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. RAY, C, L. 
Long Island Lighting Co. 84/06/14. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25113:112. 24X 

Fiche: 50-000, 84/06/14, 8406250339. 


— 8406230348 "Influence of Thermal Distortion on Fatigue Performance of 
AF St AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 35pp. 

23115:114, 24X Fich e: 30-000, 84/06/14, 0406230339. 


8406230313 Forwards "Design Review of Elliott Model 63G Turbocharger 
Used on TDI DSRV-12-4 & D8RV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. > Owners Group. RAY, C. L. 
Duke Power Co. 84/06/13. DENTON, H. R, Office of Nuclear Reactor 
Regulation, Director. 2pp. 23118:001. 24X Fiche; 50-000, 84/06/13, 

8406230313. 


— 8406230323 "Design Review of Elliott Model 63G Turbocharger Used on TDI 
DSFV-12-4 & D8RV-20-4 Emergency Diesel Generator Sets." 

* Failure Analysis Associates. FAAA-B4-6-36. 04/06/30. 33pp. 

23118:003. 24X Fi c h e : 30-000, 84/06/1 3, 8406230313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
Module Control Wiring St Termination Qua l i f i cat ion Rept." 

R AY , C . I — TDI (Transamerica Delaval, Inc. > Owners Group. RAY, C. L. 
Duke Power Co. 84/06/13. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 17pp. 23119:209. 24X Fiche: 30-000, 84/06/15, 

8406230333. 


8406230333 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C, L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. RAY* C. L. 
Duke Power Co. 84/06/13. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2p p , 23113:001. 24X Fiche: 30-000, 84/06/13, 

8406230333. 


— 8406230342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone & Webster Engineering Corp. 84/06/30. 34pp. 23113:003. 

24X Fiche: 30-000, 84/06/ 1 3, 8406230333. 


8406230343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland & San Onofre Nuclear Generating 
Stations. 11 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. > Owners Group. 84/06/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
23115:169. 24X Fiche ; 30-000, 84/06/ 1 5, 8406230343. 
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6250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
SR— 48 Emergency Diesel Generators. " 

AY. C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. RAY, C. L. 
utce Power Co. 04/06/18. DENTON, H. R. Office of Nuclear Reactor 
egulat i on. Director. 2pp. 25115.238. 24X Fiche: 50-000 , 84/06/18, 

406250299. 


406250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

-* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115:240. 24X Fi ch e : 50-000. 84/06/18, 8406250299. 


6260351 Forwards “Design Review of Connecting Rod Bearing Shells for 
DI Enterprise Engines. " 

AY. C. L. TDT (Transamerica Delaval, Inc. ) Owners Group. RAY, C. L. 
uke Power Co. 84/06/22. DENTON, H. R. Office of Nuclear Reactor 
eg ulat ion, Director. 2pp. 25154.127. 24X Fiche: 50-000, 84/06/22, 

406260351. 


406260363 "Design Review of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. B4/03/12. 51pp. 

25154:130. 24X Fiche; 50-000, 84/06/22, 8406260351. 


6270115 Forwards "Design Review of TDI R-4 RV-4 Series Emergency 
iesel Generator Cylinder Blocks & Liners." 

AY. C. L. TDI (Transamer 1 ca Delaval, Inc. ) Owners Group. RAY, C. L. 
uke Power Co. 84/06/25. DENTON, H. R. Office of Nuclear Reactor 
eg ulat i on. Director. 2pp. 25163:273. 24X Fiche: 50-000, 84/06/25, 

406270115. 


406270136 "Design Review of TDI R-4 & RV-4 Series Emergency Diesel 
Generator Cylinder Blocks & Liners." 

-* Failure Analysis Associates. FAAA-84-5-4. 04/06/30. 79pp, 

25163:275, 24X Fi ch e: 50-000, 04/06/25, 84062701 1 5. 


Hearing transcripts on non-antitrust matters 


3270162 Transcript of 840323 hearing in Hauppauge, NY. Pp 4,512-4,703. 
upporting documentation encl. 

Atomic Safety and Licensing Board Panel. 04/03/23. 232pp. 

2764. 001. 24 X Fiche : 50-322, 84/03/23, 0403270162, 


4130324 Pp 5, 657— A, B & C of transcript of 840403 hearing. 

Atomic Safety and Licensing Board Panel. 04/04/03. 3pp. 
4029:074. 24X Fich e: 50-322, 84/04/03, 8404130324. 


6060329 Summary of 84053 1 meeting w/util & FEMA in New York, NY re 
til initiatives in response to regional assistant committee 
valuation of offsite emergency plan. 

AMPAGNQNE, M. J. Licensing Branch 2. 84/05/16. Licensing Branch 

1. 5pp. 24664:285. 24X Fi c h e: 50-322, 84/05/ 16, 8406060329. 


1406060334 Transcript of 840511 meeting in New York, NY. Pp 1-95. 

* Federal Emergency Management Agency. * Long Island Lighting 
Co. 84/05/11. 95pp. 24664:290. 24X Fiche; 50-322, 04/03/16, 

0406060329. 


*6030177 Transcript of 840330 hearing in Hauppauge, NY, Pp 9,140-9,367. 

Atomic Safety and Licensing Board Panel. 84/05/30. 230pp. 

14014:147. 24X Fi ch e: 30-322, 84/03/30, 8406050177. 


*6050329 Transcript of util testimony on 840530 in Hauppauge,NY on 
intentions 24. E, 24. F. 2, 24. F. 3, 24. M, 61. C fe 68-71 re 
mergency planning. Pp 1-98. Supporting documentation end. 

Atomic Safety and Licensing Board Panel, 04/05/30. 410pp. 

!40 16: 100. 24X Fiche: 30-322, 84/05/30, 840603032?, 


*6050300 Update of LILCO 840322 testimony on Contention is i>( 
idequacy of lone h route inf o. Revised Attachments 2 'It 6 & 
ertificate of 8vc encl. Related correspondence, 

AL.ZONE, R. R. Long Island Lighting Co. D8B 436. 84/05/30. 3pp. 

!4S09: 024. 24 X Fiche: 50-322, 84/03/30, 8406050500, 


*6050373 Transcript of 840331 hearing in HauppaUge, NY. Pp 9,268-9,663. 
[upporting documentation encl. 

Atomic Safety and Licensing Board Panel. 84/03/31 . 391pp. 

!4B44: 001. 24X Fi che: 30-322, 84/03/31, 8406030373. 


*6030242 Transcript of 840601 hearing in Hauppauge, NY, Pp 9,666-9,934. 
Supporting documentation encl. 

Atomic Safety and Licensing Board Panel, 8|/§$/0t, 341pp. 

!4Q37; 023. 24X Fiche: 50-322, 84/06/01, 840603024% 


16060429 Errata for 8< update to util 840330 tp^tlt.mQny on Contention 
1 re conflict of interest. Related c or r • s pond e/nce, 

:HR ISTMAN, J. N. Long Island Lighting Co, GHRT8TMAN, J. N. Hunt on & 
fill Ums. DSB 489. 84/06/02, lp. 24666:332, 24X 

i Che: 50-322, 84/06/02, 8406060429. 


— 8406060434 Errata for fc update to util 840330 testimony on Contention 
15 re credibility. Certificate of Svc encl Related 
correspondence. 

CHRISTMAN, J. N. Long Island Lighting Co. CHRISTMAN, J. N. Hunton 8t 
Williams 84/06/02 6pp. 24666:353. 24X Fiche' 50-322, 84/06/02, 

8406060429. 


8406070337 Updated testimony of CV Failla on behalf of State of NY re 
Contention 24. F. 2. Cer t i f i ca t e of Svc encl. Related 
correspondence. 

ZAHNLEUTER, R. J. , FAILLA, C. V. New York, State of. DSB 515. 

84/06/04. 6pp, 24849:280 24X Fiche. 50-322, 84/06/04, 8406070337. 


8406140004 Transcript of 840605 hearing in Haup pauge, NY. Pp 9,933- 
10, 145. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/05. 289pp. 

24929:001. 24X Fiche: 30-322, 84/06/05, B406140004. 


8406140092 Transcript of 840606 hearing in Hauppauge, NY re emergency 
planning. Pp 10, 246-10. 429. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/06. 560pp. 

24922:253. 24X Fiche: 50-322, 84/06/06, 8406140092. 


8406110173 Transcript of 840607 oral arguments in Bethesda, MD. Pp 1-102. 
* Atomic Safety and Licensing Appeal Panel. 84/06/07. 103pp 

24B71 : 308. 24X Fiche: 30-322, 04/06/07, 8406110173. 


8406120430 Transcript of 840607 oral arguments in Bethesda, MD re 
emergency planning. Pp 77-178. 

# Atomic Safety and Licensing Appeal Panel. 84/06/07 102pp 

24892: 155. 24X Fiche: 50-322, 84/06/07, 8406120430. 


8406140097 Transcript of 840607 hearing in Hauppauge, NY re emergency 
planning. Pp 10,430-10,703. 

* Atomic Safety and Licensing Board Panel. 84/06/07. 278pp. 

24931:066. 24X Fi che: 50-322, 84/06/07, 8406140097. 


8406190306 Transcript of Commission 840607 affirmation/discussion & 
vote on SECY-84-116 re UCLA reactor license renewal, 

SECY-84-182 re Catawba diesel generators mfg by TDI & 

SECY-B4-210 re Order CLI-84-8 in Washington, DC. Pp 1-7. 

* Commissioners. 84/06/07. 8pp. 23047:277. 24X 

Fiche: 30-000, 84/06/07, 8406190306. 


8406140003 Transcript of 840608 hearing in Hauppauge, NY. Pp 10,706- 
10, 994. Support ing documentation encl. 

* Atomic Safety and Licensing Board Panel. 04/06/08. 632pp. 

24932:345. 24X Fiche: 30-322, 84/06/08, 8406140003. 


8406130303 Amends to direct testimony on listed training contentions. 
Certificate of Svc encl. Related correspondence. 

MONAGHAN, J. A. Long Island Lighting Co. MONAGHAN, J. A. Hunton & 
Williams. DSB 633. 84/06/11. 3pp7 24936:039. 24X 

Fiche: 30-322, 84/06/11, 8406150303. 


8406200219 Transcript of 840612 hearing in Hauppauge,NY re emergency 
planning. Pp 10, 993-1 1, 234. Testimony encl. 

* Atomic Safety and Licensing Board Panel. 84/06/12. 443pp. 

23042:190. 24X Fi ch e : 30-322, 84/06/ 12, 84062002 1 9. 


8406280213 Transcript of 840612 hearing in Hauppauge,NY re emergency 
planning. Vol III. Pp 10, 993-1 1, 234. Supporting documentation 
encl. 

* Atomic Safety and Licensing Board Panel. 84/06/12. 420pp. 

23179:254. 24X Fiche: 50-322, 04/06/12, 8406280213. 


8406280260 Transcript of 040612 hearing in Hauppauge, NY re Phase II 
emergency planning contentions. Vol IV. Pp 10,995-11,234. 

Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 04/06/12. 323pp. 

23178:098. 24X Fiche: 30-322, 04/06/12, 8406280268. 


8406200377 Transcript of 840612 hearing in Hauppauge, NY re emergency 
planning. Vol II. Pp 10, 993-11, 234. Supporting documentation 
encl. 

* Atomic Safety and Licensing Board Panel. 84/06/12. 280pp. 

23181:096. 24X Fic he: 30-322, 04/06/12, B406280377. 


_ ">6280381 Transcript of 040612 hearing in Hauppauge, NY re Phase II 
imergency planning contentions, Vol V. Pp 10,993-11,234. 

Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/12. 633pp. 

23182:014. 24X Fiche: 30-322, 84/06/12, 8406200381. 


B406190332 Transcript of 840613 hearing in Hauppauge, NY re emergency 
planning. Pp 1 1, 253-11, 347. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/13. 320pp. 

24984:001. 24X Fiche: 30-322, 84/06/13, 0406190332. 
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8406190470 Transcript of 840614 hearing in Hauppauge.NY re emergency 
planning. Pp 11. 548-1 1. B30. Supporting d ocumentat i on end. 

* Atomic Safety and Licensing Board Panel. 84/06/14. 307pp. 

24938:033. 24X Fiche: 50-322. 84/06/14, 8406190470. 


8406190373 Supplemental testimony on Contentions 24,0.74 U 75 re 
relocation ctrs for p ub 1 i c . Re lated correspondence. 

* Long Island Lighting Co. DSB 742 84/06/15. 4pp. 25025: 158. 

24X Fiche: 50-322. 84/06/15. 8406190373. 


— 8406190388 Supplemental testimony of MC Cordaro, ED Robinson it JA 
Weismantle on Phase II emergency planning Contentions 24.0, 

74 75 re relocation ctrs for p ub 1 ic . Cer ti f ica te of Svc 

enc 1 . 

CORDARO, M. C. , ROBINSON. E. D. . WEISMANTLE, J. A. Long Island Lighting 
Co. 84/06/15. 18pp. 25025:162. 24X Fiche: 50-322, 84/06/15, 

8406190373. 


8406190414 Transcript of 840615 hearing in Hauppauge.NY re emergency 
planning.Pp 11.831-12.089. 

* Atomic Safety and Licensing Board Panel. 84/06/15. 261pp. 

24985:001. 24X Fiche: 50-322, 84/06/15, 8406190414. 


8406220259 Board Notification 84-120: forwards transcripts of 840426, 
0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 54pp. 25206:099. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406250126 Motion to admit util supplemental testimony on Contention 
24. R re ltr of agreement w/State of CT. Related 
corresp ondence. 

MCCLESKY, K. E. Long Island Lighting Co. MCCLESKY, K. E. Hunton & 
Williams. DSB 817. 84/06/20. Atomic Safety and Licensing Board 
Panel. 4pp. 25130:045. 24X Fic h e : 50-322, 84/06/20, 8406250126. 


— 8406250131 Supplemental testimony of MC Cordaro ik WF Renz on 
Contention 24. R re ltr of agreement w/State of CT. 

Certificate of Svc end. 

CORDARO, M. C. , RENZ, W. F. Long Island Lighting Co. 84/06/20. 8pp. 
25130:049. 24X Fiche: 50-322, 84/06/20, 84062S0126. 


8406290208 Transcript of B40622 hearing in Bethesda, MD re emergency 
planning.Pp 386-714. 

* Atomic Safety and Licensing Board Panel. 84/06/22. 128pp. 

23179: 122. 24X Fiche: 30-322, 84/06/22, 0406280208. 


8406290299 Transcript of 840622 meeting between NRC it consultants TDI 
Owners Group & consultants in Palo Alto,CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:249. 24X Fiche: 50-000, 84/06/22, 8406290299. 


8406290323 Commission determination statement withholding transcript of 
840309-11 Sc 16 discussion of proceeding Sc review of order 
from public disclosure. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/25. 
Public Document Branch. Ip. 23211:345. 24X Fiche: 50-322, 84/06/25, 

8406290525. 


8406290113 Motion to strike util direct testimony Sc supplemental 
testimony on Contentions 74 Sc 75 re relocation ctrs. 

Certificate of Svc end. Related correspondence. 

MILLER, M. S. Suffolk County, NY. MILLER, M. S. Kirkpatrick, Lockhart, 
Hill, Christopher Sc Phillips. DSB 933. 84/06/26. Atomic Safety 

and Licensing Board Panel. 25pp. 25197:079. 24X 

Fiche: 50-322, 84/06/26, 8406290113. 


— 8406290118 Rev to direct testimony of D Harris Sc M Mayer re Contention 
75 per ASLB 84060B ruling. Certificate of Svc end. Related 
correspondence. 

MILLER, M. S. Suffolk County, NY. MILLER, M. S. Kirkpatrick, 

Lockhart, Hill, Christopher St Phillips. 84/06/26. 8pp. 

25197:104. 24X Fiche: 50-322, 04/06/26, 04062901 13. 
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8406060159 Requests inclusion of test for loss of offsite power 
u/s imul taneous loss of turbine generator in startup test 
program. 

KNIGHTON, G. W. Licensing Branch 3. B4/05/15. SCHUYLER, J. 0. Pacifi 

Gas & Electric Co. 3pp. 24847:293. 24X Fi c h e: 50-275, 84/ 05/1 5, 

8406060159. 


8406040124 Forwards safety evaluation re util 831220 response to 
Generic Ltr 83-28, Item 4.3, "Reactor Trip Sys Reliability 
(Automatic Activation of Shunt Trip Attachment for 
Westinghouse Plants)." Design mods should be implemented. 

KNIGHTON, G. W. Licensing Branch 3. 84/05/16. SCHUYLER. J. O. Pacifi 

Gas It Electric Co. 4pp. 24805:349. 24X Fiche; 50-275, 84/05/16, 

B4Q604G 124. 


— 8406040130 Safety evaluation supporting design mods for automatic 
actuation of reactor trip breaker shunt trip attachments , in 
response to Generic Ltr 83-28, Item 4. 3. 

♦ NRC - No Detailed Affiliation Given. 84/05/16. 10pp. 

24805:353. 24X Fiche: 50-275, 84/05/16, B406040124. 


8406060016 Summarizes 840308 meeting w/util,TERA Corp, West inghouse & 
Morton, Bur k e, Berry & French re revalidation program for 
seismic design bases. 

SCHIERLING, H. Licensing Branch 3. 84/05/18. KNIGHTON, G. W. 

Licensing Branch 3. Bpp. 24848:100. 24X Fiche: 50-275, 84/05/18, 

8406060016. 


— 8405100168 Forwards discussion of draft elements for license conditic 
Draft explanations for each element it draft of NRC parallel 
effort also end. 

JACKSON, R. E. Geosciences Branch. 84/05/07. KNIGHTON, G. 

Licensing Branch 3. 23pp. 24848:107. 24X Fic h e : 50-275, 84/05/18, 

8406060016. 


8406190522 Ack receipt of 040503 10CFR2. 206 petition requesting that 
decisions re whether to permit ascension beyond 57. power be 
deferred until certain actions c omp 1 eted. Request referred 
to staff for consideration. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/06/01. DEVINE, T. San Luis Obispo Mothers for Peace. DEVINE,!. 
Government Accountability Project. 2pp. 25034:343. 24X 

Fiche: 50-275, 84/06/01, 8406190522. 


8406260489 Forwards NRC 840330,25,09 it 0406 memos describing 
integration of activities for plants ui/near-term licensing 
activit ies. Brief ing on integrated schedules expected by 
840618. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 23137:324. 24X 

Fiche: 50-000, 84/06/01, B406260489. 


— 8406260305 Assigns project managers to develop integrated schedules f 
action on plants u/near-term licensing activity. Directors 
requested to assemble list of remaining activities & 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/30. DEYOUNG, R. c. Director's Office, Office of Inspection 
and Enforcement. 2pp. 23137:325. 24X Fiche: 50-000, 84/06/01, 

8406260489. 


— 8406020439 Outlines course of action decided upon re plants w/near-te 
licensing activity, per 840517-18 mgt meetings, including 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
04/05/23, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. DEYOUNG, R. £. Director's Office, Office of Inspection 
and Enforcement. DAVIS, J. G. Office of Nuclear Material Safety & 
Saf eguards. Director. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 

B406260489. 


— 8406260518 Discusses outstanding regulatory issues For near-term OL 
rivi (ins. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 3pp. 23137:330. 24X Fiche: 30-000, 84/06/01 , 

8406260489. 


8406080160 Forwards list of major schedule milestones for plant 
completion fc s tar tup . P 1 ant will be ready for full power 
licensing it fuel load prior to 841109. 

SCHUYLER, J. 0. Pacific Gas it Electric Co. 84/06/04. EISENHUT, D. 0. 
Division of Licensing. 2pp. 24859:033. 24X Fiche: 50-323, 84/06/04, 

0406080160. 
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>110278 Informs that automatic shunt trip mod i ns tal 1 e d , t es ted by 
inst w/sat isf actary results & currently accepted by 
leratians. Seismic qua 1 if i c at i on of attachments it circuitry 
j.mplete. Generi c program for reactor shunt trip underway. 

IHUYLER.J, 0. Pacific Gas it Electric Co. 84/06/06. KNIGHTON, G W 
.censing Branch 3. Ip. 24870:252 24X Fi c h e ; 50-275, 84/06/06, 

1061 10278. 


>120498 Submits justification for not conducting another loss of 
: Fsite potueT w/s imu 1 tane ou s loss of turbine generator test, 
i response to NRC 840515 request for addl initial test. 

•sting conducted meets Reg Guide 1.68 requirements. 

:HUYLER,J. 0. Pacific Gas & Electric Co. 84/06/08. KNIGHTON, G. W. 
.censing Branch 3. 3pp, 24892:282. 24X Fi che: 50-275, 84/06/08, 

106120 4 58. 


106120463 Forwards info re oversize hole condition in bolted 
connections in safety-r elated structures it components, in 
response to NRC request during 840514-25 insp. 

SCHUYLER, J Q. Pacific Gas it Electric Co. 84/06/08. MARTIN, J. R. 
Region 5, Office of Director. 9pp. 24892:285. 24X 

Fiche: 50-275, 84/06/08, 8406120458. 


■210073 Board Notification 84-1 14: forward s in camera transcript of 
0522 meeting w/Govt Accountability Project re allegations 
interests concerning design 8c const of piping supports, 
anscript withheld (ref 48FR36358). 

SENHUT , D. G. Division of Licensing. 84/06/11. PALLADINO 
mmissioners. 4pp. 25115:039. 24X Fiche : 50-275, 84/06/1 1, 

06210073. 


,210077 Board Notification 84-1 16: forwards T Devine 840531 ltr & 
Pidavits submitted by Govt Accountability Project re bolt 
istallation practices £c seismic qualif ication of RHR pump 
circulation valve & hanger. 

SENHUT, D. G. Division of Licensing. 04/06/15, PALLADINO, 
LINSKY, ROBERTS Commissioners. 3pp. 25115:042. 24X 

Che: 50-275, 84/06/15, 8406210077. 


06250316 Forwards affidavits 8i list of needed ref matls re 
allegations on stresses on concrete from Hilti quick bolts fc 
RHR pump recirculation valve & associated hanger. 

DEVINE, T. Government Accountability Project. 84/05/31. 
SCHIERLING, H. Office of Nuclear Reactor Regulation, Director. 
56pp. 23115:045. 24X Fiche: 50-275, 84/06/15, 8406210077. 


220093 Board Notification 84-104: d isc usse s Westinghouse ECC8 
tuation logic review. Current Westinghouse logic of ECCS 
tuation on low pressurizer pressure affords greatest 
otection against TMI-2 type events. 

SENHUT, D. 0. Division of Licensing. 04/06/20. PALLADINO 
mmiss loners, 6pp. 25159:272. 24X Fiche: 50-000, 84/06/20, 

06220093. 


220183 Board Notification 84-1 19: forward s TA Rehm 840613 memo 
ansmitting IT Yin draft rept, "Concern Items on IDVP 
aluation of L/B & S/B Piping it Pipe Support Design." SSER 
11 address rept. 

SENHUT, D. 0. Division of Licensing. 84/06/20. PALLADINO, 
LINSKY, ROBERTS Commissioners. 3pp. 25159:239. 24X 

che: 50-275,84/06/20, 8406220183. 


06270172 Forwards draft “Concern Items on IDVP Evaluation of L/B it 
S/B Piping St Pipe Support Design," per H Meyers request. 
Preparation of SSER based on ongoing rept rept evaluation. 

REHM. T. A. Office of the Executive Director for Operations. 
84/06/13. KAMMERER, C. Of fice of Congressional Affairs. Ip. 

25159:242. 24X Fich el 50-275, 84/06/20, 8406220183. 


290330 Advises that vendor documentation for environ qualification 
Target Rock solenoid valves & Barton 763 & 764 pressure 
ansmitfcers ac c ep tab 1 e. En vi ron qualification of 
fety-related electrical equipment complete, 

HUYLER, J. 0. Pacific Gas 8c Electric Co, 84/06/25, DENTON, H. R. 
fice of Nuclear Reactor Regulation, Director. Ip; 25206:051. 24X 

che: 50-275, 84/06/25, 8406290330. 


RC Safety Evaluation Report (SER), supple '8i Correspondence 


OSOOBS FOIA request for SER it SSER 21 (NUREG-0675) re operation of 
cilities. 

RDE, B, P. Government Accountability Project. 84/01/09. Office 
Administration. 2pp. 22384; 074, 24X Fi c he l 30-275, 84/01/09, 

03080085. 


040115 Requests changes to Tech Spec 3, 4. 9, 3 8, Operating Procedure 
2:11 re RHR suction 1 ine isolation valves, baled' oh 
legation 45 discussed in SSER 22, Response requested Within 
e wk of ltr receipt, 

IOHTQN, 0. W. (licensing Branch 3, 84/05/21. SCHUYLER. J. 0. Pacific 

s it Electric Co“. 4pp, 248061324, 24X Rich* *'30-275 1 84/05/21 , 

06040115. 


8406190528 Approves procedures for performing steam generator water 
hammer test as described in 830826 1 tr. Procedures submitted 
per requirement in Section 10.4 of SSER 8. 

KNIGHTON, G W. Licensing Branch 3. 84/06/01. SCHUYLER, J. O. Pacific 

Gas it Electric Co. Ip. 25154:001. 24X Fi c h e : 50-323, 84/06/01 , 

8406190528. 


8406220183 Board No t i f i c a t i‘on 84-1 }9: forwards TA Rehm 840613 memo 
transmitting IT Yin draft rept, "Concern Items on IDVP 
Evaluation of L/B it S/B Piping St Pipe Support Design. " SSER 
will address rept. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 3pp. 25159:239. 24X Fic h e : 50-275, 84/06/20, 

8406220183. 


8406270172 Forwards draft "Concern Items on IDVP Evaluation of L/B 8< 
S/B Piping S< Pipe Support Design," per H Meyers request. 
Preparation of SSER based on ongoing rept rept evaluation. 

REHM, T. A. Office of the Executive Director for Operations. 
84/06/13. KAMMERER, C. Office of Congressional Affairs. Ip. 
25159:242. 24X Fiche: 50-275, 84/06/20, 8406220183. 


F. Becurity, medical, emergency it fire protection plans 


8406290536 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing SOP III. 01 re ofc of 
emergency svcs it SOP III. OB re public info officer. 

SCHUYLER, J. 0. Pacific Cas it Electric Co. 84/04/11, MARTIN, J. B. 
Region 5, Office of Director. Ip. 25212:239. 24X 

Fiche: 50-275, 84/04/11, 0406290536. 


— 8406290539 Public version of revised emergency plan implementing 
proce d ur es , inc 1 ud ing SOP III. 01 re ofc of emergency svcs 8t 
SOP III. 08 re public info officer. W/JM Felton release memo. 

* Pacific Gas it Electric Co. 84/04/06. 153pp. 25212:240 24X 

Fiche: 50-275, 84/04/11, 8406290536. 


8406040287 Forwards FEMA rept on offsite emergency preparedness plan 
exercise on 821020. Come tive actions satisfactory it plan 
assures adequate preparednes s. Requests review of rept Si 
continued coordination w/State of CA. 

KNIGHTON, G. W. Licensing Branch 3. 84/05/10. SCHUYLER, J. 0. Pacific 

Gas Si Electric Co. 4pp. 24808:196. 24X Fiche: 50-275, 84/05/10, 

8406040287. 


B4Q6290 127 Forwards public version of emergency implementing 
procedures, including Rev 6 to EP OP-O, "Reactor Trip W/ 

Safety Injection" Si Rev 4 to EP G-2, "Establishment of 
Onsite Emergency Organi xation. " W/JM Felton 850625 memo. 

SCHUYLER, J. 0. Pacific Oas Si Electric Co. 84/05/21. MARTIN, J. B. 
Region 5, Office of Director. 5pp. 25225: 109. 24X 

Fiche: 50-275, 84/05/21, 0406290127. 


•8406290132 Public version of emergency plan implementing procedures, 
including EP OP-0, "Reactor Trip W/Safety Injection," Rev 4 
to EP G-2, "Establishment of Onsite Emergency Organi zati on" 

Si Rev 0 to Ep RB-14, "Core Damage Assessment Procedure. " 

* Pacific Gas Si Electric Co. 84/05/21. 94pp. 25225:114. 24X 

Fiche: 50-275, 84/05/21, 0406290127. 


8406180267 Rev 4 to Emergency Plan Implementing Procedure EP G-l, 
"Plan Activation. " W/840613 ltr. 

SCHUYLER, J. 0. Pacific Gas Si Electric Co. 84/06/13. MARTIN, J. B. 
Region 5, Office of Director. 64pp, 24961:005. 24X 

Fiche: 50-275, B4/06/13, 0406100267. 


B406260023 Forwards "Status of Offsite Emergency Preparedness OL 
Reviews," monthly statu* rept for May 1984. No projected 
licensing delays resulted from FEMA changes, however, listed 
dockets closely followed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
04/06/19. PALLADINO Commissioners. 3pp. 25157:290. 24X 

Fiche: 50-000, 84/06/19, 8406260023. 


G. Adjudicatory correspondence 


B406050233 Forwards JQ Schuyler 840500 ltr to RG Page requesting 
renewal of License SNM-1667. Request will be acted on by 
840615. Related correspondence, 

CHANDLER, L. J. Hearing Branch 2. DSB 409. 84/05/30. MOORE, T. 8. , 

BUCK, J. H. , JOHNSON, W. R, Atomic Safety and Licensing Board Panel. 
3pp. 24840:351. 24X Fi c h e : 50-275, 84/05/30, 8406050233. 


8406130096 Order extending time until 840618 for Commission to act to 
review ALAB-756. Served on 840612. 

CHILK, S, J. Office of the Secretary of the Commission. DSB 590. 
84/06/11. Commissioners. Ip. 24914:354. 24X 

Fiche: 50-275, 84/06/11, 8406130096. 
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DOCKETED ITEMS 


8406130299 Reply opposing util & NRC responses to motions re design QA. 
const QA & licensee character & comp et enc e. Cert i f i cate of 
Svc encl. 

REYNOLDS* J. R. Joint Interveners - Diablo Canyon REYNOLDS* J. R. 
Center for Law in the Public Interest. DSD 657. 84/06/11. Atomic 

Safety and Licensing Appeal Panel. 19pp. 24956:086. 24X 

FI che: 50-275. S4/06/11. B4061 50299. 


1406150337 Motion for protective order for affidavits filed in support 
of reply to util & NRC responses to motions re design QA. 
const QA & licensee character k comp etence. Re Iated 
c orresp ond ence. 

REYNOLDS. J. R. Joint Interveners - Diablo Canyon. REYNOLDS. J. R. 
Center for Law in the Public Interest. DSB 656. 84/06/11. 6pp. 

24976:201. 24 X Fi c he : 50-275. 84/06/ 1 1. S4061 50337. 


— 8406150341 Affidavit of T Devine re investigation of alleged illegal 
QA practices. Certificate of Svc encl. 

DEVINE. T. Government Accountability Project. 84/06/07. 7pp. 
24976:207. 24X Fi che: 50-275. 84/06/1 1. 84063 50337. 


9406150333 Errata to 940611 reply to util St NRC responses to motion re 
design const QA & licensee character & competence, add ing 
listed corrections. Svc list encl. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 658, 04/06/12. 12pp. 

24936:001. 24X Fiche: 50-275, 84/06/12, 84061 50333. 


B4Q61 50150 Order requesting applicant it NRC responses to Joint 
Intervenors 840611 motion for protective order by 840619. 
Responses should address listed questions. Served on 940614. 
TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. DSB 622. 
94/06/13. 3pp. 24950:343. 24X Fiche: 50-275. 84/06/13, 8406150150. 


S4061B0396 Order extending time until B40622 for Commission to act to 
review ALAB-736. Served on 840618. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 707. 
84/06/13. Commissioners. Ip. 24976:110. 24X 

Fiche: 50-275,94/06/15, 0406180396. 


9406180400 Order extending time until 840622 for Commission to act to 
review Director's Decision DD-84-8. Served on S4061S. 

CHILK, 8. J. Office of the Secretary of the Commission. DSB 709. 
04/06/15. Commissioners. Ip. 24978:115. 24X 

Fiche: 30-273, 04/06/15, 0406100400. 


8406200338 Reply to Joint Intervenors 040611 motion for protective 
order for Exhibits 3,4 7 & 10 submitted in support of reply 
to util & staff response to motion to reopen. Exhibits should 
be released. W/Certificat# of Svc. Related correspondence. 

NORTON, B. Pacific Gas U Electric Co. NORTON, B. Norton, Burke, 
Berry & French. DSB 731. 94/06/18. Atomic Safety and Licensing 

Appeal Panel. ISpp: 23031:020. 24X Fiche: 30-273, 84/06/1 8, 

8406200338. 


B406220153 Answer opposing Joint Intervenors B40612 motion for 
protective ord er. Cert i f ic ate of Svc end. Related 
correspondence. 

CHANDLER, L. J. Hearing Branch 2. DSB 805. 84/06/19. Atomic 

Safety and Licensing Board Panel. 9pp. 25093:284. 24X 

Fiche: 30-275,84/06/19, 0406220133. 


8406200319 Forwards original affidavit of DA Rockwell k revised Page 6 
of applicant reply to Joint Intervenor motion for protective 
order. Related correspondence. 

LUE0OCK, D. G. Pacific Oas * Electric Co. DSB 771. 84/06/20. 

Docketing 8< Services Branch. Ip. 25050:358. 24X 

Fiche: 30-275. 84/06/20, 9406200318. 


— 8406200321 Affidavit of DA Rockwell re allegations of mgt harassment. 
Related correspondence. 

ROCKWELL, D. A. Pacific Gat & Electric Co. 04/06/19. 4pp. 
23030:359. 24X Fiche: 30-275, 84/06/20, 0406200318. 


8406230212 Forwards summary of 17 addl witness statements gathered in 
support of 840503 10CFR2. 206 petition to defer further 
licensing decisions until completion of listed tasks. 

DEVINE, T. Government Ace ountebi 1 ity Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. 84/06/21, PALLADINO, N. J. , GILINSKY.V. , 
ROBERTS, T. Commissioners. 16pp. 25120:061. 24X 

Fiche: 30-273, 04/06/21, 9406230212. 


— 8406230217 Affidavit of T Devine providing record of allegations re 
stresses on concrete from Hilti quick bolts which may result 
in failures of bolts. 

DEVINE, T, Government Accountability Project, 94/05/22. 5pp. 
23120:077. 24X Fich e : 30-275, 84/Q6/21 , 8406250212. 


— 6406230222 Affidavit of H Hudson re QA problems at facility, 
HUDSON, H. Pullman, Inc. B4/06/05. 47pp. 23120:082. 24X 

Fiche: 30-275, B4/06/21 , 0406230212. 


— 8406250225 Affidavit of L Kinney re concerns for inadequate controls 
on early concrete pours & lingering effects on condition of 
plant. 

KINNEY, L. Pacific Gas & Electric Co. 84/06/01. 3pp. 25120 123 
24X Fiche. 50-275, 04/06/21, 8406250212. 


— 8406250230 Affidavit of S Lockert re knowledge of false statements niadi 
by util, Bechtel & Pullman Power Products employees 
concerning const QA. 

LOCKERT, S. Government Accountability Project. 84/06/07. i3 pp 
25120:132. 24X Fi c h e : 50-275, 84/06/2 1 , 8406250212. 


— 9406250231 Affidavit of RD Parks re concerns over GC problems Related 
documentation encl. 

PARKS, R. D. Government Accountability Project. 84/05/22. 48pp 
25120:145. 24X Fi c h e: 50-275, 84/06/21 , 840625021 2. 


— 8406250236 Affidavit of RD Parks re NRC granting dispensation to or 
ignoring requirements & re c ornmenda t i ons contained in listed 
documents. 

PARKS, R. D. Government Accountability Project. 84/06/03. 16pp 
25120:193. 24X Fi c h e : 50-275, 84/06/21 , 840625021 2. 


— 8406250237 Affidavit of CC Stokes re methodological steps needed to 
obtain adequate corrective action on allegations & exposing 
false or misleading statements by util. 

STOKES, C. C. Affiliation Not Assigned. 84/06/01. 18pp. 

25120:209. 24X Fiche: 50-275, 84/06/21 , 8406250212. 


— 8406250241 Affidavit of CC Stokes re methodological steps needed to 
obtain adequate corrective actions on allegations 8,. exposing 
false ot misleading statements by util. 

STOKES, C.C. Affiliation Not Assigned. 84/06/01. 94pp. 

25120:227. 24X Fi ch e : 50-275, B4/06/21 , 840623021 2. 


8406260147 Order extending time until 840713 for Commission to act to 
review ALAB-763. Serve d on 040623. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 866. 
B4/06/22. Commissioners. Ip. 23142:233. 24X 

Fiche: 50-273, 84/06/22, 8406260147. 


8406260224 Order extending time until 040729 for Commission to act to 
review ALAB-736. Served on 040625. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 860. 
04/06/22. Commissioners. Ip. 23130:247. 24X 

Fiche: 30-273, 84 / 06 / 22 , 9406260224. 


8406260232 Informs that staff evaluation concludes tube steel radii 
issue resolved $ previous affidavit of SD Reynolds remains 
unaf f ec ted. Supp orting info encl. Related correspondence. 

RUTBERG, J. Hearing Branch 2. DSB 874. 84/06/22. MOORE, T. B. , 

JOHNSON, W. R. , BUCK, J. H. Atomic Safety and Licensing Appeal Panel 
10 pp. 23149:311. 24X Fiche: 30-275, 04/06/22, 8406260232. 


0406290343 Memorandum St Order ALAB-775, d any ing Joint Intervenors 04Q2I4 
?< 22 motions to reopen record on issues re design QA program 
& const QA program adequacy. Served on 840629. 

SHOEMAKER, C, J. Atomic Safety and Licensing Appeal Panel. DSD 942. 
84/06/28. Joint Intervenors - Diablo Canyon. 13pp. 23203:242. 

24X Fiche: 30-273, 04/06/29, 8406290343. 


0406290391 Order denying Joint Intervenor 840612 motion for protective 
order. Served on 840629. 

SHOEMAKER, C. J, Atomic Safety and Licensing Board Panel. DSB 941 
04/06/29. Joint Intervenors - Diablo Canyon. 3pp. 23203:237 
24X Fiche: 30-273, 94/06/28, 8406290391. 


I. Financial information 


8403280031 Annual Financial Rept 1903. W/B40326 ltr. 

MIELKE.F. W. , SHACKELFORD, B. , CRANE, P. A. Pacific Gas & Electric Co 
83/12/31. 31pp. 22776:230. 24X Fiche: 30-000, 83/12/31 , 9403200031 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8406210366 Comment* on findings from 840324 meeting in Los Angeles, CA 
re seismotectonic problems & Hosgri fault. 

PAGE, B. M, Stanford Univ. , Stanford, CA. PAGE. B, M. ACRS - Advisor* 
Committee on Reactor Safeguards. 84/03/29, OK RENT, D. , SAVIO, R 
ACRS - Advisory Committee on Reactor Safeguards. 2pp, 23092:344. 
24X Fiche: 30-273, 04/03/29, 8406210366. 


0406210338 Submits evaluation of new technical data re Hoagri Pauli: fe 
comments on 040324 meeting in Los Angeles, CA concerning 
seismotectonic issues. Recommendations 1 isfced, inc lud ing 
evaluation of regional tectonic questions. 

THOMPSON, G, A. Stanford Univ., Stanford, CA, THOMPSON, Q. A . ACRS - 
Advisory Committee on Reactor Safeguards. 84/03/30. SEISS,C. , 
OKRENT, D. ACRS - Advisory Committee on Reactor Safeguards. 2pp 
23092:331. 24X Fic h e : 30-273, 04/03/30, 8406210330. 



DOCKETED ITEMS 


1 


8406210560 Lists comments, per 840524 meeting in Los Ange 1 es. CA, re 
seismic revalidation study. Author mill not attend 840614 
meeting . 

LUCO, J. E. Affiliation Not Assigned. 84/06/11. SAVIO, R. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 25092:349. 24X 

Fiche: 50-275. 84/06/11. 8406210560. 


8406210568 Summary of MD Trifunac comments during ACRS 840614 meeting 
in Washington, DC re reevaluation of facility seismic design. 
TRIFUNAC, M. D. ACRS - Advisory Committee on Reactor Safeguards. 
B4/06/14. 2pp. 25091:361. 24X Fiche: 50-275. 84/06/14, 8406210568. 


8406210564 “Seismicity re Hosgri Fault Zone." 

MAXWELL, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/06/16. 2pp 25092:346. 24X Fiche: 50-275, 84/06/16, 8406210564. 


G. Inspection reports, IE Bulletins St correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
Critical Facility.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response {Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


0405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness &< Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, B405290383. 


8406050288 Forwards IE Insp Repts 50-275/84-16 St 50-323/84-06 on 
840402-04. No noncompl iance noted. 

BISHOP, T. W. Region 3. Office of Director. 84/05/30. SCHUYLER, J. 0. 
Pacific ©as & Electric Co. Ip. 24038:350. 24X 

Fiche: 50-275, 84/05/30, 0406050288. 


— 8406050293 IE Insp Repts 50-275/84-16 St 50-323/84-06 on 840402-04. No 
noncompliance or deviations noted. Major areas inspected: 
repts of Pullman Power welding activities during Aug 1971 - 
Dec 1973. 

WAGNER, W. J. , KIRSCH. D.F. Region 5, Office of Director. 84/05/30. 
6pp. 2483B: 351. 24X Fic h e : 50-275, 84/05/30, 8406050288. 


8406010423 IE Info Notice 84-41, “IOBCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 30-000, 84/06/01, 8406010423. 


8406050012 IE Info Notice 04-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA< Safeguards St Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi che: 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08, Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


3406120458 Submits justification for not conducting another loss of 
offsite power w/simul taneous ioss of turbine generator test, 
in response to NRC 840515 request for «dd 1 initial test. 

Testing conducted meets Reg Guide 1. 68 requirements. 

SCHUYLER, J. 0. Pacific Gas 6 ETactr lc Co. 84/06/00. KNIGHTON, 0. W. 
Licensing Branch 3. 3pp. 24892) 202. 24X Fiche: 50-275, 84/06/08, 

B406120438. 


— B406120463 Forwards info f-e hole condition in bolted 

connections in safet^-reiated structures Sc components, in 
response to NRC request during 04551 4-25 insp. 

SCHUYLER, J. 0. Pacif ic Gas 4 Electric Co. 84/06/08. MARTIN, J. R. 
Region 5, Offiqe of Director. ,?pp, 24892:285. 24X 

n.L.. oa t/\L /no ’ 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049.001. 24X Fi c h e : 50-000, 84/06/ 1 1 > 8406080176. 


8406180208 Forwards IE Insp Repts 50-275/84-20 St 50-323/84-17 on 
840514-23. No noncompliance noted. 

BISHOP, T. W. Division of Res i d ent, Reac tor Project & Engineering 
Programs. 84/06/12. SCHUYLER , J. 0. Pacific Gas & Electric Co. 2pp 
25154:066. 24X F ic h e : 50-275, 84/06/ 12, 8406180208 


840618021 1 IE Insp Repts 50-275/84-20 St 50-323/84-17 on 840514-23. No 
noncompl iance or deviations identi fi ed. Major areas 
inspected : alleged hardware deficiencies identified by three 
allegers during NRC plant tour on 840411. 

HERNANDEZ , G. H. , KIRSCH, D. F. Region 5, Office of Director. 
84/06/11. 6pp. 24964:141. 24X Fic h e : 50-275, 84/06/ 12, 8406180208. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fi che : 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/13, B406130315. 


8406180353 IE Info Notice B4-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406100353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tuba 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286, 24X Fiche : 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clar if ication of Scope of QA Programi 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000. 84/06/21, 8406190327. 


R. Periodic operating reports it related correspondence 


8406250140 NPDES noncompliance repts for May 1984. On 840517, daily ms 
of nonf i lterable residue & grease it oil exceeded. All 
regenerant solutions routed to temporary settling pond. 

THORNBERRY, R. C, Pacific Gas 8< Electric Co. 84/06/19. JONES, K. R. 
California, State of. 11pp. 25125:348. 24X Fiche: 30-273, 84/06/1 

8406230140. 


8406260023 Forwards “Status of Offsite Emergency Preparedness OL 
Reviews," monthly status rept for May 1984. No projected 
licensing delays resulted from FEMA changes, however, listed 
dockets closely followed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/19. PALLADINO Commissioners. 3pp. 23137:290. 24X 

Fiche: 30-000, 84/06/19, 8406260023. 


8. Reportable occurrences, LERs St related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized St being forwarded to affected 
p lants. Diagrams Sc list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019: 307, 24X Fiche: 50-000, 84/01 /17, 8401310352. 


8406220230 Part 21 rept re thermal nonrepeatab i 1 i ty St other calibr 
errors in Barton Lot 1 transmitters. Initially reported on 
840615. Transmitter defects id«nt*f*» d St expected error 
deviations calculated. Utile notified. 

RAHF, E. P. Wes tinghouse Elec tr it Corp. 84/06/13. DEYOUNQ, R. C, 
Director's Office# Office of Inspection and Enforcement. 4pp. 
23081 : 298. 24X Fi che: 30-000, 84/06/15, 0406220230. 


“ 406280063 Informs that util conducting thorough search of records 
determine if Babnsan Co of Winston-Salem, NC svcs used by 
util, per 840329 ltr re Bahnson Co HVAC equipment. 

MIELKE, F. W. Pacific Gas St Electric Co. 84/06/23. DEYOUNG, R. C. 
Director's Office# Office of Inspection and Enforcement. Ip. 
23180: 362. 24X Fiche: 50-273# 84/06/23# 8406200063. 
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T. Hearing transcripts on non-antitrust matters 


8406010238 Transcript of ACRS Subcommittee on Extreme External 
Phenomena it Diablo Canyon 840524 meeting in Los Angeles, CA. 

Pp 1-286. Supporting documentat ion encl. 

* ACR5 - Advisory Committee on Reactor Safeguards. 84/05/24. 
347pp. 24753:310. 24X Fich e: 50-275. 84/05/24. 8406010238. 


8406210080 Board Notification 84-1 18: forwards transcript of ACRS 
Subcommittee on Extreme External Phenomena & Diablo Canyon 
Subcommittee B40524 meeting in Los Angeles. CA. 

EISENHUT. D. G. Division of Licensing. 84/06/18. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 25116:103. 24X 

Fiche: 50-275, 84/06/18, 8406310080. 


U. Congressional/Executive Correspondence 


8406150127 Forwards responses to 840222 questions re function of 
nuclear regulatory process. 

PALLADINO, N. J. Commissioners. DSB 644. 84/06/13. UDALL, M. K. 

House of Rep.# Interior & Insular Affairs. 96pp. 24954:131. 24X 

Fiche: 50-275, 84/06/13, 8406150127. 


P. Operating license stage documents it correspondence 


B406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear r ea c tor s , a 1 1 owing operation w/one 
recirculation loop out of svc. Forwards Ap p A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL# N. 
Nuclear Information it Resource Service. 11pp. 24851*003 24X 

Fiche: 50-000, 84/03/19, B406070106. 


— 8006260149 Forwards updated EG&G rept to replace encl to 791114 safety 
evaluation for facility. N-l loop operating changes are 
editorial it emphasize that ECCS analysis requires addl 
review. 

SATTERFIELD, R. Instrumentation it Control Systems Branch. 

80/06/10. IPPOLITO, T. A. Operating Reactors Branch 2. Ip 
24851:198. 24X Fi c h e : 50-000, 84/03/19, 8406070106. 


— 8006260153 "Technical Evaluation of Electrical, Instrumenta t i on St 
Control Design Aspects of Proposed License Amend for Single 
Loop Operation of Brunswick Steam Electric Plant.Unit 2. " 
COOPER, J. G. EG&cG, Inc. 80/04/30. 13pp. 24851:199 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


8406260469 Forwards responses to 10 questions re functioning of nuclear 
regulatory process at facilities. 

PALLADINO, N. J. Commissioners. 84/06/13. UDALL, M. K. House of Rep. , 
Interior ic Insular Affairs. 20pp. 25158:224. 24X 

Fiche: 50-275. 84/06/13. 8406260469. 


— 8202120080 Submits status rept on plants involving BWR single loop 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24051*218 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


8406200332 Responds to 840208 Itr re Commission consideration of 
licensing decision by ASLAB, NRC guidelines for resolving 
allegations on priority basis & NRC staff implementation of 
safety margins. 

PALLADINO, N. J. Commissioners. DSB 749. 84/06/19. PANETTA, L. 

House of Rep. 4pp. 25158:336. 24X Fiche : 50-275. 84/06/19, 

8406200332. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency it fire protection plans 


— 0210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS. T. P. 
Assistant Director far Reactor Safety. 2pp. 66368:077. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


-8301060183 Forwards SER permitting operation on single loop w/power 
limited to 30%. W/o encl. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/12/21. 
LAINAS, G. C. Assistant Director for Operating Reactors. Ip. 
24851:068. 24X Fiche: 50-000, 84/03/19, 8406070106. 


8405310059 Forwards exemption from requirements of 10CFR50, App E, 
Section IV. F. 1 .a re provisions for partic ipation of state & 
local govt agencies in 840508 annual emergency preparedness 
exercise. Related correspondence. 

EISENHUT, D. G. Division of Licensing. DSB 379. 84/05/17. 

UTLEY, E. E. Carolina Power & Light Co. 5pp. 24845:216. 24X 

Fiche: 50-324, 84/05/17, 8405310059. 


— 8406040285 Exemption from requirements of App E to 10CFR50, Section 
IV. F. 1. a re provisions for participation of state it local 
govt agencies in util 1984 annual emergency preparedness 
exercise. 

EISENHUT, D. G. Division of Licensing. 84/05/17. Carolina Power 
& Light Co. 4pp. 24845:218. 24X Fiche: 50-324, 84/05/17, 

8405310059. 


8406250050 Forwards final rept for 830517 offsite radiological 
emergency preparedness exercise 8 < State of NC corrective 
action schedule. Exercise satisfactory. 

KRIMM, R.W. Federal Emergency Management Agency. 84/06/19. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 12pp. 25125:249. 24X Fiche* 50-324, 

84/06/19, 8406250050. 


•8406020435 Final rept of emergency plan exercise conducted 030517. 
* Federal Emergency Management Agency. 83/06/03. 42pp 
25125:261. 24X Fiche: 50-324, 84/06/19, 8406250050. 


J. Insurance 6 indemnity information 


8406130149 Forwards Endorsement 46 to MAELU Policy MF-80. 

BARHAM, C. D. Carolina Power 8c Light Co. 84/06/04. SALTZMAN, J. 
Assistant Director for State it Licensee Relations. 2pp 24913*104 
24X Fiche: 50-324, 84/06/04, 8406130149. 


— 8310210373 Initial NSHC determination it noticing action re util 830403 
application to change Tech Specs to incorporate revised 
safety it operating limits w/one recirculation loop out of 
svc. 

MACKAY, S. NRC — No Detailed Affiliation Given. 83/10/05. 4pp. 
24852:103. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070145 Discusses status of reviews re single loop operation in 
BWRs. Approach agreed upon by GE, Analysis Branch 8< Reactor 
Safety Branch. Incomplete initial NSHC determination it 
noticing action encl. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operating 

Reactors Branch 1 (Pre 800428). 5pp. 24852:006. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


■8406070158 Application for amend to License DPR-62, revi s in g Tech Specs 
to include analysis to support single recirculation loop 
operation. Results of analysis indicate that MAPLHGR limit 
will be reduced uniformly by factor of 0. 82. 

UTLEY, E. E. Carolina Power it Light Co. 76/09/03. RUBCHE, B. C. 

Office of Nuclear Reactor Regulation, Director. Ip. 24851: 182 
24 X Fiche: 50-000, 84/03/19, 8406070106. 


—8406070162 Notice of proposed issuance of amend to License DPR-62 
permitting continuous reactor operation w/one recirculation 
loop out of svc it establishing operating limits associated 
w/mode of operation. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 800428). 76/10/01. 

3pp. 24851:014. 24X Fi ch e: 50-000, 84/03/19, 8406070 1 06. 


8406070168 Lists approach agreed upon by GE# Analysis Branch St Reactor 
Safety Branch re review of single loop operation in BWRs. 

BAER, R. Reactor 8afety Branch. 76/11/10. SCHWENCER, A. Operating 
Reactors Branch 1 (Pre 800428). Ip. 24051:183. 24X 

Fiche: 50-000, 04/03/19, 8406070106. 


8406130127 Forwards Endorsement 54 to NELIA Policy NF-218, 

BARHAM, C. D. Carolina Power St Light Co. 84/06/06. SALTZMAN, J 
Assistant Director for State St Licensee Relations. 2pp. 24913* 36< 
24X Fiche: 50-324, B4/06/06, 8406130127. 


*8406070170 Safety evaluation supporting single loop operation up to 
power level of SOX during Cycle 3 for Unit 1 & Cycle 3 for 
Unit 2. 

* Office of Nuclear Reactor Regulation, Director. 82/12/21, 

13pp. 24831:069. 24X Fi c h e: 30-000, 84/03/1 9, 8406070106. 


— 0406070191 Submits info for project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer velid St must be redone. Completion of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER# K. R . 

Assistant Director for Operating Reactor Projects (Pre 791030), 
lo 24R5S t-noo 24X Pi r h •• 50-^000, 84/03/19, 8406070106. 
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10601 0 407 Forwards Amend 96 to License DPR-62 St safety evaluation. 
Amend permits postponement of flow test of core spray sys 
until within 48 h after restoration of suppression chamber 
to operable status. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/08. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 24767:284. 24X 

Fiche: 50-324, B4/05/08, 0406010407. 


•0406010410 Amend 96 to License DPR-62, p ermi tt ing postponement of flow 
test of core spray sys until within 48 h after restoration 
of suppression chamber to opeTable status, but no later than 
3411 15. 

VASSALLO, D. B. Operating Reactors Branch 2. B4/O5/0B. 4pp. 

24767. 286. 24X Fi c h e : 50-324, 84/05/08, 840601 0407. 


•0406010415 Safety evaluation supporting Amend 96 to License DPR-62. 

# Office of Nuclear Reactor Regulation, Director. 84/05/08. 3pp. 
24767:290. 24X F i c h e : 50-324, 84/05/08, 84060 10407. 


106040155 Forwards SER St Franklin Research Ctr technical evaluation 
rept re control of heavy loads. Guidelines of NUREG-0612 
satisfi ed. Phase I complete. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY- E. E. 

Carolina Power & Light Co. 2pp. 24805:301. 24X 

Fiche: 50-324, 84/05/18, 8406040135. 


8406040161 Safety evaluation supporting licensee response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants." Guidelines satisf led. Phase I complete. 

* Office of Nuclear Reactor Regulation, Director. 84/05/18. Ip. 
24805:303. 24X Fi c h e : 50-324, 84/05/18, 84060401 55. 


0404250179 "Control of Heavy Load s , Brunswi c k Units 1 & 2, " 
technical evaluation T«pt. 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-O3-81-130. TER-C 5506-340/341. 84/04/23. SINGH, A. NRC - No 

Detailed Affiliation Given. 28pp. 24805:304. 24X 

Fiche: 50-324, 84/05/18, 0406040135. 


10606 0 0 51 Informs that if util still desires relief from recombiner 
capability requirements of 10CFR30. 44, request should be 
modified to address guidance provided in Generic Ltr 84-09. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY, E. E. 

Carolina Power St Light Co. 2pp. 24849:212. 24X 

Fiche : 50-324, 84/05/18, 8406060051. 


106060169 Responds to 840308 ltr committing to modify automatic 
depressurization sys logic by eliminating high drywell 
pressure permissive & adding manual inhibit switches to 
comply w/Item II. K. 3. 18 of NUREG-0737. Mod acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY, E. E. 

Carolina Power Sc Light Co. 2pp. 24748:358. 24X 

Fich e : 50-324, 84/05/18, 8406060169. 


■06070023 Forwards evaluation of listed repts dealing w/reload 
analysis method. Repts acceptable for ref in licensing 
submi t ta 1 s. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY, E. E. 

Carolina Power St Light Co. 26pp. 24852:222. 24X 

Fiche: 50-324, 84/05/18, 8406070023, 


06040040 Forwards initial draft guidance to aid in developing methods 
for obtaining scaling factors for irradiated components. 

Approach to scaling factors accep tab le, but methods 
unacceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22. UTLEY, E. E. 

Carolina Power St Light Co, 9pp. 24807:300. 24X 

Fiche-: 50-000, 84/05/22, 8406040040, 


06040249 Forwards Amend 97 to License DPR-62 & safety evaluation. 
Amend modifies Tech 6pecs to apply to new analog 
(continuous measuring) instrumentation, 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22, UTLEY, E. E, 

Carolina Power tt Light Co, lp, oaona ova 2 4X 
Fiche : 50-324, 84/05/22, B406040?4‘ 


B406040251 Amend 97 to Li cense DPR-62, mod i fy ing Tech Specs to apply to 
new analog (continuous measuring) instrumentation. 

VASSALLO, D. B. Operating Reactqrs Branch 2. 84/05/22. 40pp. 

24 8 08 : 277. 24X Fich e: 50-324, 84/05/22, 8406040249. 


B406O4O255 Safety evaluation suppor-ting Amend 97 to License DPR-62. 

» Office of Nuclear Reactor Reg Ulati on, Director. 84/05/22. 2pp. 
24808: 317. 24X Fiche: 30-324, 64/05/22, 8406040249. 


06210038 Forwards Amends 70 Sc 98 to License DPR-71 & DPR-62, 
rsspectively It safety eva 1 uat ion, Amends revise Tech Specs 
re mg t organization structure $ reporting requirements, 

VASSALLO, D; B. Operating Reactor* Branch 2, 84/03/23, UTLEY, E. E. 

Carolina Power li Light Co. 2pp., 25 rto:| ’ 130 

Fich e ; 50-324, 84/03/23, 840621 60.3i, 


—8406210041 Amends 70 tt 98 to Licenses DPR-71 tt DPR-62, resp ectively, 
revising Tech Specs re mgt organization structure Sc 
reporting requirements. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/25. 80pp. 

25091:130. 24X Fi ch e : 50-324, 84/03/25, 8406210038. 


— 8406210044 Safety evaluation supporting Amends 70 & 98 to Licenses 
DPR-71 & DPR-62, respective ly. 

* Office of Nuclear Reactor Regulation, Director. 84/05/23. 3pp. 
23091:208. 24X Fi c h e : 50-324, 84/03/25, 8406210038. 


8406130093 Forwards requested addl info t« environ qualification of 
safety-related electrical equipment. Info should satisfy 
concerns & allow completion of SER. 

CUTTER, A. B. Carolina Power & Light Co. 84/03/31. VASSALLO, D. B. 
Operating Reactors Branch 2. 4pp. 24912:301. 24X 

Fiche: 50-324, 84/03/31 , 8406130093. 


8406130283 Advises of plans to defer feedwater sparger replacement Sc 
nozzle cladding remova 1 , recommend ed by NUREG-0619, pend ing 
resolution of feedwater sparger cracking issue at 
Monticello Nuclear Generating Plant. 

CUTTER, A. B. Carolina Power tt Light Co. 84/06/01. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24911:117. 24X 

Fiche: 50-324, 04/06/01 , 84061302S3. 


8406120179 Application for amend to Licenses DPR-71 & DPR-62 re 
clarification of operational conditions & use of reactor 
mode switch. Fee end. 

CUTTER, A. B. Carolina Power St Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24889:286. 24X 

Fiche: 30-324, 84/06/06, 8406120179. 


— 8406120183 Proposed Tech Specs more clearly defining operational 
conditions it allowed use of reactor mode switch. 

* Carolina Power tt Light Co. 04/06/06. 6pp. 24889:288. 24X 

Fiche: 30-324, 84/06/06, 8406120179. 


8406120303 Application for amend to Licenses DPR-71 tt DPR-62, revi sing 
Tech Specs to allow alternate actions to placing inoperative 
channel of reactor protection sys or isolation sys in 
tripped cond ition. Fee end. 

CUTTER, A. B. Carolina Power tt Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24891:098. 24X 

Fiche: 30-324, 84/06/06, 8406120303. 


— 8406120514 Proposed changes to Tech Specs 3.3.1 St 3.3.2 allowing 
alternative actions for tripping inoperable channel in 
reactor protection sys or isolation sys. 

* Carolina Power St Light Co. 84/06/06. 9pp. 24891:100. 24X 

Fiche: 30-324, 84/06/06, 8406120303. 


8406190148 Forwards case study rept on operating experience re moisture 
intrusion in electrical equipment at commercial power 
reactors. W/o end. 

HELTEMES, C. J. Director '■ Of f ice. 84/06/06. DIETZ, C. R. Carolina 
Power St Light Co. 2pp. 23029:337. 24X Fiche: 30-324, 84/06/06, 

8406190148. 


8406130104 Submits response to Generic Ltr 84-09 re recombiner 
capability requirements of 10CFR30. 44( c ) (3) ( i i ). Request s 
exemption from 10CFR50. 44< d (3) < i i > requirements until 
completion of proposed mods. 

CUTTER, A. B. Carolina power St Light Co. 04/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 24933:006. 24X 

Fiche: 30-324, 84/06/08, 8406130104. 


84061B0233 Application for amend to Licenses DPR-71 St DPR-62, chang ing 
Tech Spec 3/4. 9. 9 requirements for min water level spent 
fuel storage pool from 22 ft 3 inches to 20 ft 6 inches. 

CUTTER, A. B. Carolina Power St Light Co. 84/06/13. VASSALLO, D. B. 
Operating Reactors Brench 2. 3pp. 24961:193. 24X 

Fiche: 30-324, 84/06/13, 8406100233. 


— 8406180238 Proposed Tech Spec 3/4. 9. 9, c hang ing min water level spent 
fuel storage pool from 22 ft 3 inches to 20 ft 6 inches. 

* Carolina Power St Light Co. 84/06/13. 19pp. 24961:197. 24X 

Fiche: 30-324, 84 /06/13, 8406180233. 


8406230170 Requests notification, within 43 days of ltr receipt, of any 
analyses performed utilizing methodology not previously 
approved in NUREG-0661 in determining setpoint logic changes 
needed to reduce water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 04/06/13. UTLEY. E. E. 

Carolina Power St Light Co. 3pp. 23138:339. 24X 

Fiche: 30-324, 84/06/13, 0406230170. 
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8406210403 Supplemental application to amend Licenses DPR-71 & DPR-62, 
revising Tech Specs re instrument tag numbers for leakage 
detection sys U operational leakag e. Amend suppls 840510 
request. 

CUTTER* A. B. Carolina Pouer it Light Co. 84/06/18. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 25057:317. 24X 

Fiche: 50-324, 84/06/18, 8406210403. 


— 8406210404 Proposed changes to Tech Specs re leakage detection sys. 
* Carolina Power St Light Co. 84/06/18. Bpp. 25057:319. 24X 

Fiche: 50-324, 84/06/18, B406210403. 


8406250253 Provides addl info re util 840510 request for one-time 
deferral of surveillance involving full— stroke cycling of 
four reactor instrumentation sys isolation valves until 
841102 outage. 

ZIMMERMAN, S. R. Carolina Pou/eT & Light Co. 84/06/20. VASSALLO, D. 3. 
Operating Reactors Branch 2. 2pp. 25118:320. 24X 

Fiche: 50-324* 84/06/20. 8406250253. 


8406270267 Requests remittance of *4,400 due for Item 8 of 840623 
license amend application proposing Tech Spec changes re 
NUREG-0737 items & limiting conditions & surveillance 
requirements on RCIC. 

DIGGS* R. M. License Fee Management Branch. 84/06/21. UTTLEY, E. E 
Carolina Power St Light Co. 2pp- 25165:361. 24X 

Fiche: 50-324, B4/06/21, 8406270267. 


8406260594 Notification of 840629 meeting w/util in Bethesda, MD to 
discuss schedular exemption requests. 

GROTENHUIS* M. Operating Reactors Branch 2. 84/06/22. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 25158:030. 24X 

Fiche: 50-324, 84/06/22. 8406260594. 


8406290258 Application for amends to Licenses DPR-71 8-. DPR-62, revis ing 
Tech Specs Section 5.3.2 to reflect use of hybrid design 
hafnium control rod assemb 1 ies. Fee end. 

CUTTER, A. B. Carolina Power St Light Ca. 84/06/26. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 25196:067. 24X 

Fiche: 50-324, 84/06/26, B406290258. 


— 8406290260 Proposed Tech Specs Section 5. 3. 2, ref lecting use of hybrid 
design hafnium control rod assemblies. 

* Carolina Power St Light Co. 84/06/26. 43pp. 25196:069. 24X 

Fiche: 50-324,84/06/26, B40629025B. 


Q. Inspection reports, IE Bulletins & correspondence 


8406190246 Responds to IE Bulletin 80-13 re cracking in core spray 
spargers. Core spray spargers Si in— vessel piping visually 
inspected on 840410 using Periodic Test 90. 1. No indication 
of cracking noted. 

CUTTER, A. B. Carolina Power & Light Co. 84/05/09. 0 'REILLY* U. P. 

Region 2. Office of Director. Ip. 24989:253. 24X 

Fiche: 50-324, B4/05/09, 8406190246. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Cd. of New 

York, Inc. 124pp. 24B61:201. 24X Fich e: 50-000, 84/05/25, 8405230319. 


0405240317 IE Info Notice B3-66, Suppl 1, “Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


8405290383 IE Info Notice 84-40, “Emergency Worker Doses. " Bvc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 04/05/30. Consolidated Edison Co. of New 

York. Inc. 122pp. 24879:342. 24X Fiche; 50-000, 84/05/30, 8405290383. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244, 24X Fiche: 50-000* 84/06/01, 8406010423. 


8406050438 Responds to Generic Ltr 84-11 re IGSCC in large diameter 
recirculation sys Si RHR sys piping. Full scope insps per IE 
Bulletin 83-02 performed on Unit 2 in Nov 1983. 

CUTTER, A. B. Carolina Pouer St Light Co. 84/06/01, EISENHUT, D. G. 
Division of Licensing. 3pp. 24845:073. 24X Fiche: 50-324, 84/06/01, 

8406050438. 


8406210320 Suppls 840323 response to IE Bulletin 83-07. "Apparently 
Fraudulent Products Sold by Ray Mi 1 1 er , Inc . " Program will be 
implemented to reduce probability of accepting fraudulent or 
nonconforming matls. 

CUTTER, A. B. Carolina Power 8i Light Co. 84/06/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25054:352. 24X 

Fiche: 50-000, 84/06/01, 8406210320. 


8406050012 IE Info Notice B4-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche; 50-000, 84/06/05* 84060 50012. 


8406150280 Forwards draft SALP input for Feb 1983 - Apr 1984. Review 
requested. Comments should be submitted by 840615 for 
consideration at SALP 840626 meeting at Region II ofc. 

Category 2 assigned in area of licensing activities. 

GROTENHUIS, M. Operating Reactors Branch 2. 84/06/06. EISENHUT, D. G. 

Office of Nuclear Reactor Regulation, Director. MATTSON, R. 

Division of Systems Integration (post 811005). VOLLMER, R. Division 
of Engineering. 6pp. 24978:011. 24X Fich e: 50-324, 84/06/06, 

04061 50280. 


8406050350 IE Info Notice 84-43, "Storage S, Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

ORACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 04/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 if ication Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/00, 040606033*. 


84060BQ176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, £. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c h e: 50-000, 84/06/ 1 1 , 84060 00176. 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 04/06/13, 84060B0173. 


8406130315 IE Info Notice 84-47, "Environ Qua I if i cation Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York* Inc. 122pp. 25049:033. 24X Fiche: 50-000* 84/06/15, 8406130315 


8406180353 IE Info Notice B4-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/18. Consolidated Edison Co. of New 

York* Inc. 118pp. 25536:043. 24X Fiche: 30-000, 04/06/10, 8406180353 


8406 1B0360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 94/06/18. Consolidated Edison Co. of New 

York. Inc. U8pp. 25333:286. 24X Fi c h e : 50-000, 84/06/ IB, 8406 180360. 


8406190327 IE Info Notice B4-S0, "Clarification of Scope of GA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Bvc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York* Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21. 8406190327. 


R. Periodic operating reports & related correspondence 


8406120227 Monthly operating repts for May 1984. W/B406O1 ltr. 
HARRISON, F. , DIETZ, C. R. Carolina Power it Light Co. 84/03/31. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 10pp. 24090:007. 24X Fiche: 50-324, 84/03/31, 

8406120227. 


S. Reportable occurrences, LERs Si related correspondence 


B406 190293 Updated LER 82-121/03L-1 : on 821009, el ectrical trip of 
traverse in-core probe (TIP) drive motor occurred while TIP 
detector partially inserted into core. Caused by defective 
tub ing. Tubing rep laced. W/840423 ltr. 

PASTVAi M. J. , DIETZ, C. R. Carolina Power & Light Co, B4/04/25. 

0 'REILLY, J, P. Region 2, Office of Director. 2pp. 24984:339. 24X 

Fiche: 30-324, 84/04/23, 0406190293. 
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0406110303 Updated LER 82-OB0/O3L-3: on B20804, suppression pool suction 
supply valve 2-E11-F004B stem spun beyond full open valve 
position. Caused by IGSCC due to improper heat treating. New 
valve stem instal led. W/040524 ltr. 

PASrVA. M. J. , DIETZ. C. R. Carolina Power it Light Co. B4/03/24. 

0 'REILLY. J. P. Region 2, Office of Director. 6pp. 24870:300. 24X 

Fiche: 90-324, 84/09/24, S4061 10303. 


34060103 96 LER 84-006-00: on 840304, while decreasing reactor level for 
reactor feedwater sparger repairs u/reactor defueled & fuel 
pool gates instal led, reac tor level decreased to low level 
setpoint. Procedure revi se d. W/B40329 ltr. 

PASTVA, M. J. , DIETZ, C.R. Carolina Power St Light Co. B4/05/29. 2pp 
24792: 099, 24X Fiche: 50-324, 84/09/29, 8406010396. 


3406190108 Special Rept 2-SR-04-7: on 84091 1 , 1 imi t i ng condition for 
operation initiated for Fire Doors 203,301 & 303 to allow 
opening to reduce wear & possible damage from outage-related 
traffic. Beven-day limit e xceeded. Fire watches maintained. 

DIETZ, C.R. Carolina Power Sc Light Co. 84/06/05. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 24979:392. 24X 

Fiche: 30-324, 84/06/09, 8406190108. 


8406230226 LER 84-007-00: on 840322, during ref ue 1 ing /maint outage, ASME 
testing revealed safety relief valve F013L would not lift 8c 
F013E, J Sc K lifted at pressures abovn setpoint tolerance. 

Caused by friction in labyrinth seal gui des. W/840621 ltr. 

CRIBBE, T. E. , DIETZ, C.R. Carolina Power it Light Co. 84/06/21. 3pp. 
29193:294. 24X Fiche : 90-324, 04/06/21, 8406200226. 


DOCKET 90-329 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


B409310099 Forwards exemption from requirements of 10CFR50, App E, 
Section IV. F. 1, a re provisions for participation of state S< 
local govt agencies in 840908 annual emergency preparedness 
exercise. Related correspondence. 

EISENHUT, D. G. Division of Licencing. DSB 379. 84/05/17. 

UTLEY, E. E. Carolina Power Sc Light Co. 9pp. 24845:216. 24X 

Fiche: 90-324, 84/09/17, 8409310039. 


-8406040283 Exemption from requirements of App E to 10CFR90, Section 
IV. F. 1. a re provisions for participation of state it local 
govt agencies in util 1984 annual emergency preparedness 
exercise, 

EISENHUT, D. 0. Division of Licensing. 04/03/17. Carolina Power 
8c Light Co. 4pp. 24843:218. 24X Fiche: 30-324, 84/03/17, 

0403310039. 


0406290030 Forwards final rept for 830317 offsite radiological 
emergency preparedness exercise 8c State of NC corrective 
action schedule. Exercise satisfactory. 

KRIMM, R. W. Federal Emergency Management Agency. 84/06/19. 
JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 12pp. 23123:249. 24X Fiche: 30-324, 

04/06/19,8406230090. 


—8406020433 Final rept of emergency plan exercise conducted 830317. 
* Federal Emergency Management Agency. 83/06/03. 42pp. 

29123:261, 24X Fi c h e: 30-324, 84/06/19, 8406230030. 


J. Insurance St indemnity information 


0406130149 Forwards Endorsement 46 to MAELU Policy MF-80. 

BARHAM, C, D. Carolina Power > Li|ht Co, 84/06/04. SALTZMAN, J. 
Assistant Director for State 8c Licensee Relations. 2pp, 24913:104. 
24X Fiche; 30-324# 04/06/04, 8406130149. 


0406130127 Forwards Endorsement 94 to NELIA Policy NF-218. 

BARHAM, C, D. Carol ine Power 6 Light Co. 84/06/06. SALTZMAN, J. 
Assistant Director fPT Stats 6 Licensee Relations. 2 pp. 24913:360. 
24X Fic hei 30-324, B4/06^O6^ 8to6i30i27, 


P- Operating license stage dg.c util? rife* * correspondence 


S40&070106 Part iM Te#ppi|;fi tie FQI'A rt quest for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for f| rucleep towing operation w/one 
recirculation loop out of ts/c* Forward* App A documents. 

FELTON# U« M, Division of RuttS* «nd Records. 84/03/19. BELL, N. 
Nuclear Information If Resource Service, llpp. 24831:003. 24X 

F i c h e j 90-000# $>106# OAOf 


—0208120080 Submits status r*:pt on plant* involving BWR single loop 
openat fttfU ": ■> ■ ' • ” ■ L • 

MAZETIS# 0, Reactor 8g* terns Branch. 82/01/24. SPEIS, T. P. 
Assistant; Di^f4t:o;r' -for Saf-ety. 2pp. 24891:218. 24X 

Fiche; 90-000, 8V 03/1 9/8406^0106, 


— 8210070031 Provides status of 19 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 66368:077. 24X 

Fiche: 50-000, 84/03/19, 0406070106. 


— 8301060183 Forwards SER permitting operation on single loop w/power 
limited to 50%. W/o end. 

SPEIS, T P. Assistant Director for Reactor Safety. 82/12/21. 
LAINAS, 0. C . Assistant Director for Operating Reactors. Ip. 
24851:068. 24X Fi c h e : 30-000, 84/03/19, 8406070106. 


— 8310210373 Initial NSHC determination & noticing action re util B30603 
application to change Tech Specs to incorporate revised 
safety & operating limits w/one recirculation loop out of 
svc. 

MACKAY, S. NRC - No Detailed Affiliation Given. 83/10/03. 4pp. 
24B32: 103. 24X Fi c h e : 50-000, 84/03/19, 8406070106. 


— 8406070170 Safety evaluation supporting single loop operation up to 
power level of 907. during Cycle 3 for Unit 1 it Cycle 5 for 
Unit 2. 

* Office of Nuclear Reactor Regulation, Director. 82/12/21. 

13pp. 24851:069. 24X Fi c h e : 90-000, 84/03/ 19. 84060701 06. 


8406040139 Forwards SER 8, Franklin Research Ctr technical evaluation 
rept re control of heavy 1 oad s. Gui d elines of NUREG-0612 
satisf ied . Phase I complete. 

VASSALLO, D. B. Operating Reactors Branch 2. S4/O9/10. UTLEY, E. E. 

Carolina Power 8c Light Co. 2pp. 24803:301. 24X 

Fiche: 90-324, 84/05/18, 0406040199. 


— B406040161 Safety evaluation supporting licensee response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants." Guidelines sat i sf i ed. Phase I complete. 

* Office of Nuclear ReactoT Regulation, Director. B4/O9/10. Ip. 
24809:303. 24X Fi c h e : 30-324, 04/09/ 18, B4060401 99. 


— 8404290179 "Control of Heavy Load s , Brunswic k Units 1 it 2. " 
technical evaluation rept. 

BOMBERCER, C. Franklin Ins t i tute /Fran k 1 in Research Center. 

NRC— 03— 81-130. TER-CS906-340/341. 84/04/23. SINGH, A. NRC -No 

Detailed Affiliation Given. 28pp. 24809:304. 24X 

Fiche: 90-324, B4/09/1B, 8406040199. 


8406060091 Informs that if util still desires relief from recombiner 
capability requirements of 10CFR50. 44, request should be 
modified to address guidance provided in Generic Ltr 84-09. 
VASSALLO, D. B. Operating Reactors Branch 2. 04/09/IB. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 24849:212. 24X 

Fiche: 90-324, 84/03/18, 8406060031. 


8406060169 Responds to 84030B ltr committing to modify automatic 
depressurization sys logic by eliminating high drywell 
pressure permissive 8c adding manual inhibit switches to 
comply w/Item II. K. 3.18 of NUREG-0737. Mod acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/10. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 24748:338. 24X 

Fiche: 30-324, B4/03/18, S406060169. 


8406070023 Forwards evaluation of listed repts dealing w/reload 
analysis method. Repts acceptable for ref in licensing 
submi tta Is. 

VASSALLO, D. B. Operating Reactors Branch 2. 64/03/18. UTLEY, E. E. 

Carolina Power 8* Light Co. 26pp. 24032:222. 24X 

Fiche: 30-324, 84/03/18, 8406070023. 


8406040040 Forwards initial draft guidance to aid in developing methods 
for obtaining scaling factors for irradiated components. 

Approach to scaling factors accep tab le, but methods 
unacceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/22. UTLEY, E. E. 

Carolina Power it Light Co. 9pp. 24807:300. 24X 

Fiche; 30-000, 84/03/22, S406040040. 


8406210038 Forwards Amends 70 it 98 to License DPR-71 it DPR-62, 
respectively U safety evalua tl on. Amends revise Tech Specs 
re mgt organization structure & reporting requirements. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/03/23. UTLEY, E. E. 

Carolina Powar 8c Light Co. 2pp. 23091: 128. 24X 

Fiche: 30-324, 04/03/23, 8406210038. 


— 8406210041 Amends 70 ftc 98 to Licenses DPR-71 8# DPR-62, respectively, 
revising Tech Specs re mgt organization structure 8c 
reporting requirements. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/03/23. 80pp. 

23091:130. 24X Fi che: 30-324, B4/03/23, 8406210038, 


— 8406210044 Safety evaluation supporting Amends 70 8c 98 to Licenses 
DPR-71 8< DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/09/29. 3pp. 
--- — “1406210038. 
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8406130093 Forwards requested addl info re environ qual ification of 
safety-related electrical equipment. Info should satisfy 
concerns St allow completion of SER. 

CUTTER, A. Q. Carolina Power & Light Co. 84/05/31. VASSALLO, D. B. 
Operating Reactors Branch 2 4pp. 24912:301. 24X 

Fiche: 50-324, 84/05/31. 8406130093. 


8406200311 Forwards Amend 71 to License DPR-71 8< safety evaluation. 
Amend corrects fuel enrichment number in description of 
fuel assemblies in design features section it revises Section 
5.3. 1 to conform to STS. 

VASSALLO, D. 0. Operating Reactors Branch 2. 04/06/05. UTLEY, E. E 

Carolina Power St Light Co. 2pp. 25051:135. 24X 

Fiche: 50-32S, 84/06/05, 0406200311. 


— 8406200312 Amend 71 to License DPR-71* correcting fuel enrichment number 
in description of fuel assemblies in design features section 
lit revising Section 5.3. 1 to conform to STS. 

VASSALLO, 0. B. Operating Reactors Branch 2. 84/06/05. 5pp. 

25051:137. 24X Fich e; 50-325, 84/06/05, B4062003H. 


— 9406200313 Safety evaluation supporting Amend 71 to License DPR-71. 

* Office of Nuclear Reactor Regulation, Director. 84/06/05. 3pp. 
25051:142. 24X Fiche: 50-325, 84/06/05, 840620031 1. 


8406120179 Application for amend to Licenses DPR— 71 fc DPR-62 re 
clarif ication of operational conditions St use of reactor 
mode switch. Fee end. 

CUTTER, A. B. Carolina Power it Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24889:286. 24X 

Fiche: 50-324, 84/06/06, 8406120179. 


— 8406120183 Proposed Tech Specs more clearly defining operational 
conditions & allowed use of reactor mode switch. 

* Carolina Power fc Light Co. 84/06/06. 6pp. 24889:288. 24X 

Fiche: 50-324, 84/06/06, 8406120179. 


B406 120503 Application for amend to Licenses DPR-71 it DPR-62, revising 
Tech Specs to allow alternate actions to placing inoperative 
channel of reactor protection sys or isolation sys in 
tripped cond i tion. Fee end. 

CUTTER, A. B. Carolina Power & Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24991:098. 24X 

Fiche: 50-324, 84/06/06, B406120503. 


— 8406120514 Proposed changes to Tech Specs 3.3.1 & 3.3.2 allowing 
alternative actions for tripping inoperable channel in 
reactor protection sys or isolation sys. 

a Carolina Power St Light Co. 84/06/06. 9pp. 24891:100. 24X 

Fiche: 50-324, 84/06/06, B406120503. 


B40619014B Forwards case study rept on operating experience re moisture 
intrusion in electrical equipment at commercial power 
reactors. W/o end. 

HELTEMES, C. J. Director 's Df f ice. 84/06/06. DIETZ, C. R. Carolina 
Power U Light Co. 2pp. 25029:357. 24X Fiche: SO-324, 84/06/06, 

8406190148. 


B406150184 Submits response to Generic Ltr 84-09 re recombiner 
capability requirements of 10CFR50. 44(c ) (3) ( ii ). Requests 
exemption from 10CFR50. 44( c > (3) ( i i ) requirements until 
completion of proposed mods. 

CUTTER, A. B. Carolina Power & Light Co. 84/06/08. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 24953:006. 24X 

Fiche: 50-324, 84/06/0B, B4O613O104. 


8406180255 Application for amend to Licenses DPR-71 & DPR-62, chang ing 
Tech Spec 3/4. 9. 9 requirements for min water level spent 
fuel storage pool from 22 ft 3 inches to 20 ft 6 inches. 

CUTTER. A. B. Carolina Power it Light Co. 84/06/13. VASSALLO, D. B, 
Operating Reactors Branch 2. 3pp. 24961: 193. 24X 

Fiche: 50-324, 84/06/13. 8406180255. 


840618025B Proposed Tech Spec 3/4. 9. 9, chang ing min water level spent 
fuel storage pool from 22 ft 3 inches to 20 ft 6 inches. 

* Carolina Power «< Light Co. 04/06/13. 19pp. 24961:197. 24X 

Fiche: 50-324, 84/06/13, 8406180255. 


6406250170 Requests not i f i catf on* wi th in 45 days of ltr receipt, of any 
analyses performed utilizing methodology not previously 
approved in NUREC-0661 in determining setpoint logic changes 
needed to reduce water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. UTLEY, E. E. 

Carolina Power it Light Co, 3pp. 23138:359. 24X 

Fiche: 50-324, 94/06/13, 8406250170. 


8406210403 Supplemental application to amend Licenses DPR-71 it DPR-62, 
revising Tech Specs re instrument tag numbers for leakage 
detection sys & op eratiohal 1 eakag e. Amend suppls 840310 
request, 

CUTTER, A. B. Carolina Power Light Co. 84/06/18. VASSALLO. D. B. 
Operating Reactors Branch 2L 2pp, 23057:317. 24X 

Fiche: 30-324 , 84/06/ 18, 8406210403. 


— 8406210404 Proposed changes to Tech Specs re leakage detection sys. 
•# Carolina Power it Light Co. 84/06/18. 8pp. 25057:319. 24X 

Fiche: 50-324, 84/06/18, 8406210403. 


8406250253 Provides addl info re util 840510 request for one-time 
deferral of surveillance involving full-stroke cycling of 
four reactor instrumentation sys isolation valves until 
841102 outage. 

ZIMMERMAN, S. R. Carolina Power 1 Light Co. 84/06/2 0. VASSALLO, D, 0 

Operating Reactors Branch 2. 2pp. 25118:320. 24X 

Fiche: 50-324, 84/06/20, 8406250253. 


8406270267 Requests remittance of 44, 400 due fOT Item 8 of 840623 
license amend application proposing Tech Spec changes re 
NUREG— 0737 items it limiting conditions i. surveillance 
requirements on RCIC. 

DIGGS, R. M. License Fee Management Branch. 84/06/21. UTTLEY, E. E 
Carolina Power t< Light Co. 2pp. 25165:361. 24X 

Fiche: 50-324, 84/06/21, 8406270267. 


8406290258 Application for amends to Licenses DPR-71 it DPR-62, revising 
Tech Specs Section 5.3.2 to reflect use of hybrid design 
hafnium control rod as s emb 1 i es. Fee end. 

CUTTER, A. B. Carolina Power & Light Co. 84/06/26. VASSALLO. D. B 
Operating Reactors Branch 2. 2pp. 25196:067. 24X 

Fiche: 50-324, 84/06/26, 8406290258. 


— 8406290260 Proposed Tech Specs Section 5. 3. 2, ref iecting use of hybrid 
design hafnium control rod assemblies. 

* Carolina Power it Light Co. 84/06/26, 43pp. 25196:069. 24X 

Fiche: 50-324, 84/06/26, 8406290258. 


Q. Inspection reports, IE Bulletins *< correspondence 


8406190246 Responds to IE Bulletin 80-13 re cracking in core spray 
spargers. Cor# spray spargers & in-vessel piping visually 
inspected on 840410 using Periodic Test 90. 1 . No indication 
of cracking noted. 

CUTTER, A. B, Carolina Power it Light Co. 84/05/09. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 24989:253. 24X 

Fiche: 50-324, 84/05/09, 8406190246. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche : 50-000, 84/05/25 , 8405230319. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24800:103. 24X Fi ch e : 50-000, 84/05/23, 8405240317 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
ere 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24B79:342. 24X Fiche: 50-000, 84/05/30 , 8 405290303 


8406010423 IE Info Notice 84-41, " IG9CC in BWR Plants," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, B4/06/01, 0406010423. 


8406050438 Responds to Generic Ltr 84-11 re IGSCC in large diameter 
recirculation sys it RHR sys piping. Full scope insps per IE 
Bulletin 83-02 performed on Unit 2 in Nov 1983. 

CUTTER, A. B. Carolina Power it Light Co. 84/06/01. EISENHUT, D. 0. 
Division of Licensing. 3pp. 24845:073. 24X Fiche: 50-324, 84/06/01, 

8406050438. 


8406210320 Suppls 840323 response to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc. " program will be 
implemented to reduce probability of accepting fraudulent or 
nonconforming made. 

CUTTER, A. B. Carolina Power 8< Light Co. 84/06/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25054:352. 24X 

Fiche: 50-000,84/06/01, 8406210320. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, B406050012. 
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Forwards draft SALP input for Feb 1983 - Apr 1984. Review 
j. Comments should be submitted by 840615 for 
ation at SALP 840626 meeting at Region II ofc. 

2 assigned in area of licensing activities. 

IS* M. Operating Reactors Branch 2. 84/06/06. EISENHUT, D. G. 

of Nuclear Reactor Regulation! Director. MATTSONi R. 

of Systems Integration (post 811005). VOLLMER.R. Division 
Bering. 6pp. 24978:011. 24X Fi c h e : 50-324, 84/06/06. 

30. 


IE Info Notice B4-43, "Storage 8, Handling of Opthalmic Beta 
n Applicators. " Svc list end. 

\|„ Division of QA, Safeguards & Inspection Programs (Post 
84/06/07. Consolidated Edison Co. of New York, Inc. 
5050: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


IE Xnfo Notice 84-44, "Environ dual if icat ion Testing of 
os Cables. " Svc list end. 

. l_. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/08. Consolidated Edison Co. of New 

c. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


IE Info Notice 84-45, "Reversed Differential Pressure 
it Sensing Lines. " Svc list end. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/11. Consolidated Edison Co. of New 

r. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


IE Info Notice 84-46, "Circuit Breaker Position 
tion. " Svc list encl. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 84/06/13. Consolidated Edison Co. of New 

s. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/ 13, 8406080173. 


IE Info Notice 84-47, "Environ dual if ication Tests of 
al Terminal Blocks." Svc list encl. 

L. Division of Emergency Preparedness it Engineering 
(Post 830103). 84/06/15. Consolidated Edison Co. of New 

122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Svc list end. 

L. Division of Emergency Preparedness & Engineering 
(Post 830103). 04/06/18. Consolidated Edison Co. of New 

118pp, 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
' Svc list encl. 

I Division of Emergency Preparedness St Engineering 

(Post 830103). 84/06/18. Consolidated Edison Co. of New 

118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


IE Info Notice 84-50, "Clarification of Scape of QA Programs 
sport Packages Pursuant to 10CFR50, App B. " Svc list 

I — Division of Emergency Preparedness Engineering 

(Post 830103). 84/06/21. Consolidated Edison Co. of New 

63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


: operating reports 8c related correspondence 


Monthly operating repts for May 1984. U/840601 ltr. 

F. , DIETZ, C. R. Carolina Power & Light Co. 84/05/31. 
?. C. Director's Office, Office of Inspection and 
snt. 10pp. 24890:007. 24X Fiche: 50-324, 84/05/31 , 

27. 


jle occurrences, LERt & related correspondence 


Updated LER 82- 1 16/03L-2: on 821027, RHR sys discharge valves 
ste sys would not close. Caused by improperly 
i valve operator spr ing packs. New spring packs 
i fc maint procedures revised, W/840430 Itr> 

J. , DIETZ. C. R. Carolina Power It Light Co. 84/04/30. 

J. P. Region 2, Office of Director. 2 b a 24980:001. 24X 

-325, 84/04/30, 8406190126. 


Updated LER 02-OO5/O3L.-1;: on 82.1201, cfttLor in e detectors 
977 it 2— X— AT- 2977 did not properly respond to 
test signals. Caused by out of tolerance response 
jrroiion of armature. Detectors cleaned or replaced. 

J. , DIETZ, C. R. Carolina Power * Light Go* 84/04/30. 

U. P. Region 2. Office of Director. 2pp. 24980: 304. 24X 

-325, 84/04/30, 8406190211. 


LER 84-005-00: on 840501, Train A 1 fan unit control room 
j air filtration experienced thermal OVir 1 oad trip, 
determined. Control bldg cable spr Md. .VtopU -f ir e 
repaired & returned to svc . W/640S30 JLtr, 

U. , DIETZ. C. R. Carolina Power * Light Cfo. 84/03/30. 
i. 24X Fiche: 50-323, 84/03730* 8406030;i;58. 


8406140013 PNO-I 1-84-034: on 840610. plant shut down due to steam leak on 
heater drain discharge pump header at weld between 14-inch 
header pipe 8c 4-inch pipe support stanchion. Caused by 
thermal stress. Correc t ive action under evaluation. 

WEISE, S. , 3EMIS.P. Region 2, Office of Director. 84/06/11. Ip. 
24925:110 24X Fi ch e : 50-325, 84/06/ 1 1 , B4061 400 13. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


F. Security, medical, emergency 8t fire protection plans 


8406180103 Forwards IE Safeguards Insp Rept 50-326/84-01 on 840319. No 
noncompliance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

MCGAUGH, J. F. California, Univ. of, Irvine, CA. 2pp. 24967:235. 
24X Fiche: 50-326, 84/06/12, 8406180103. 


— 8406180108 IE Safeguards Insp Rept 50-326/84-01 on 040319. No violations 
noted. Major areas inspected: general requirements for spent 
nuclear fuel fixed sites it followup on previous insp 
findings. Details withheld (ref 10CFR2. 790). 

NORDERHAUG, L. R. , ERVIN, N. Region 5, Office of Director. 04/06/11. 

Ip. 24967:237. 24X Fi ch #: 50-326, 84/06/12, 8406180103. 


Q. Inspection reports, IE Bulletins & correspondence 


8406100103 Forwards IE Safeguards Insp Rept 50-326/84-01 on B40319. No 
noncomp 1 iance noted. 

NORDERHAUG, L. R. Region 3, Office of Director. 84/06/12. 

MCGAUGH, J. F. California, Univ. of, Irvine, CA. 2pp. 24967:233. 
24X Fiche: 50-326, 84/06/12, 8406180103. 


— 8406180108 IE Safeguards Insp Rept 50-326/84-01 on 840319. No violations 
noted. Major areas inspec te d : genera 1 requirements for spent 
nuclear fuel fixed sites it followup on previous insp 
findings. Details withheld (ref 10CFR2. 790). 

NORDERHAUG, L, R. , ERVIN, N. Region 5, Office of Director. 84/06/11. 

Ip. 24967:237. 24X Fich a: 50-326, 84/06/12, B4061S0103. 


DOCKET 50-327 SEGUOVAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406040261 Supports request for exemption of state it local govts from 
participation in annual radiological emergency preparedness 
exercise, per 840405 ltr it FEMA 840504 memo concurring 
w/state request. 

KRIMM,R. Federal Emergency Management Agency. 84/05/23. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post B30103). 3pp. 24794:331. 24X Fiche: 50-327, 84/03/23, 

8406040261. 


8406180348 Revised emergency implementing procedures, cons ist ing of Rav 
4 to CECC-IPD, Rev 3 to CECC - IP-1, Rsv 9 to CECC - IP-3 it 
Rev 1 to CECC - IP-16. W/B40612 ltr. 

MILLS, L. M, Tennessee Valley Authority. 84/06/12. 23pp. 24967:199. 

24X Fiche: 30-000, 84/06/12, 8406180348. 


8406230230 Forwards proposed rev to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM Offica 
of Nuclear Reactor Regulation, Director. 2pp. 25118:239. 24X 

Fich a: 30-327, 04/06/13, 8406230230. 


8406200033 Rev 2 to Radiological Emtrgency Plan Implementing Procedure 
IP-20, "Environ Monitoring During Radiological Emergency, " 

M/840614 ltr. 

CRISP, D. E. , NOBLES, L. M. , MILLS, L. M. Tennessee Valley Authority. 
84/06/14. O'REILLY, J. P. Region 2, Office of Director. 33pp. 
23047:083. 24X Ficha: 30-327, 84/06/14, 8406200033. 


8406230393 Forwards order confirming licensee commitments on emergency 
response capab i l i ty, based on util 830415,0801,0822 it 1216 
1 trs. 

ADENSAM, E. G, Licensing "Branch 4. 84/06/13. PARRIS, H. G. Tennessee 

Valley Authority. 2pp, 25193:019. 24X Fiche: 30-327, 84/06/13, 

8406200393. 


— B406280397 Order confirming licensee commitments re emergency response 
capability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT , D. G. Division of Licensing. B4/06/13. Tennessee 
Valley Authority. 13pp. 23193:021. 24X Fi che : 50-327, 84/06/15, 

8406280393. 
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DOCKETED ITEMS 


840613OO93 Forwards revested addl info re e |' vl ^° n ^^^ 1Catl ° n ° f 
safety-related electrical equipment. Info should satisfy 
concerns & allow completion of ,,. ccAt , n n B 

CUT TER. A B Carolina Power 6 Light Co. S4/05/3L VASSALLO, D. B. 
Operating Reactors Branch 2 4pp. 24912:301. 24X 

Fiche' 30-324- 34/03/31. 0406130093. 


3406200311 Forwards Amend 71 to License DPR-71 Sc safety evaluation. 
Amend corrects fuel enrichment number in description of 
fuel assemblies in design features section & revises Sec l 
5 3. 1 to conform to STS. 

V ASS ALL 0. D B Operating Reactors Branch 2. 84/06/05. 

Carolina Power & Light Co. 2pp. 25031:135. 24X 

FI che : 50-325. 04/06/05. 040620031 1 - 


UTLEY. E. E. 


— 8406200312 Amend 71 to License DPR-71. correcting fuel enrichment number 
in description of fuel assemblies in design features section 
& revising Section 3.3. i to conform to STS. 

VASSALLO, D B Operating Reactors Branch 2. 84/06/05. 5pp. 

25051 137 24 X Fiche: 50-323. 84/06/05. 8406200311. 


8406210404 Proposed changes to Tech Specs re leakage detection 

* Carolina Power & Light Co. 84/06/IB. 8pp. 23057:319. 241 

Fiche: 50-324. 04/06/10, 8406210403 


0406250253 Provides add 1 info re util 840510 request for one-time 
deferral of surveillance involving full-stroke cycling of 
four reactor instrumentation sys isolation valves until 
B41102 outage. 

ZIMMERMAN, S. R. Carolina Power & Light Co, 84/06/20. VASSALLO, D 
Operating Reactors Branch 2 2pp. 23118:320. 24X 

Fiche: 50-324, 04/06/20, 8406230233 


0406270267 Requests remittance of *4,400 due for Item 8 of 840623 
license amend application proposing Tech Spec changes re 
NURE0-0737 items *< limiting conditions & surveillance 
requirements on RCIC, 

DIGGS, R.M, License Fee Management Branch. 84/06/21. UTTLEY, E E 
Carolina Power 6 Light Co. 2pp. 23163:361. 24X 

Fiche: 30-324, 84/06/21, 8406270267. 


- -840630031 3 Safety evaluation supporting Amend 71 to License DPR-71. 

* Office of Nuclear Reactor Regulation. Director. 84/06/05. 3pp. 
2503 1 : 142. 24X FI eh e: 50-323, 84/06/05. B4 0620031 1 . 


8406120179 Application for amend to Licenses DPR-71 fc DPR-62 re 
clarification of operational conditions & use of reactor 
mode switch. Fee end, 

CUTTER, A B, Carolina Power 6 Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24889:286. 24X 

Fiche: 50-324, 84/06/06*8406120179, 


0406290258 Application for amends to Licenses DPR-71 it DPR-62, revllti 
Tech Specs Section 5.3.2 to reflect use of hybrid design 
hafnium control rod assemb 1 i es. Fee encl. 

CUTTER, A. B. Carolina Power & Light Co. 04/06/26. VASSALLO, D. 0 
Operating Reactors Branch 2, 2pp. 23196:067. 24X 

Fiche: 50-324, 84/06/26, 0406290230. 


— 8406290260 Proposed Tech Specs Section 3. 3. 2, ref lecting us* of hySi 
design hafnium control rod assemblies. 

* Carolina Power 8< Light Co. 84/06/26. 43pp. 23196:069. 24X 

Fiche: 30-324, 84/06/26, 8406290238. 


— 8406120183 Proposed Tech Specs more clearly defining operational 
conditions 6 allowed use of reactor mode switch. 

* Carolina Power 6 Light Co. 84/06/06. 6pp. 24889:288. 24X 

Fiche: 30-324, 84/06/06, 0406120179. 


8406120303 Application for amend to Licenses DPR-71 6 DPR-62. revi sing 
Tech Specs to allow alternate actions to placing inoperative 
channel of reactor protection sys or isolation sgs in 
tripped condition. Fee encl. 

CUTTER, A. B. Carolina Power 6 Light Co. 84/06/06. VASSALLO, D. B. 
Operating Reactors Branch 2, 2pp. 24891:098. 24X 

Fiche: 30-324, 84/06/06, 8406120503. 


— 040612051 4 Proposed changes to Tech Specs 3.3.1 & 3.3.2 allowing 
alternative actions for tripping inoperable channel in 
reactor protection sys or isolation sys. 

* Carolina Power & Light Co. 84/06/06. 9pp. 24891:100. 24X 

Fiche: 30-324, 84/06/06, 8406120503, 


8406190148 Forward* case study rept on operating experience re moisture 
intrusion in electrical equipment at commercial power 
reactors. W/o encl. 

HELTEMES, C. J. Director '% Office. 84/06/06. DIETZ, C. R. Carolina 
Power 6 Light Co. 2pp. 25029:357. 24X Fiche: 50-324, 84/06/06, 

8406190148. 


9406150184 Submits response to Generic Ltr 84-09 re recombiner 
capability requirements of lOGFRSO, 44CcK3Xiil. Requests 
exemption from 1.0CFR30. 44-Ccl <3Hii 1 requirements until 
co mple tion of proposed mods, 

CUTTER, A. B. Carolina Potoer 6 Light Co, 84/06/08. VASSALLO. D. B, 
Operating Reactors. Branch 2. 3pf . 24953: 006. 24X 
Fiche: 50-324, 84/06/08, 8406150184 


Q. Inspection reports, IE Bulletins & correspondence 


B406190246 Responds to IE Bulletin 00-13 re cracking in core spray 
s parger s. Car e spray spargers & in-vessel piping visually 
inspected on 840410 using Periodic Teat 90. l.No indication 
of cracking noted. 

CUTTER, A. B. Carolina Power fc Light Co. 84/03/09. O'REILLY, J P 
Region 2, Office of Director. Ip. 24989:233. 24X 

Fiche: 50-324, 84/03/09, 0406190246. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Contalnmsn 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of N» 

York, Inc. 124pp. 24861:201, 24X Fi ch e : 30-000, 84/03/23, 840323031 


8405240317 IE Info Notice 03-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of N» 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 30-000, 84/03/23, 840324031 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 030103), 84/03/30. Consolidated Edison Co. of N« 

York, Inc. 122pp. 24879:342. 24X Fiche: 30-000, 84/03/30, 040329038 


8406010423 IE Info Notice 04-41, "IQBCC in BWR Plants," Svc list encl 
JORDAN, E. L. Division of Emergency Preparedness «c Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of N* 

York, Inc. 100pp. 23030:244. 24X Fiche: 30-000, 84/06/01, 840601042 


8406180835 Application fur amend to Mteeattefe DPR-71 fc DPR-62. chang i 
Tvck Spec min water level spent 

f del s torage paul Worn 22 Iff 3 t« » ft 6 inches. 

CUTT0t» A. 8, Carolina .fhnwvf ’ * Mgtet C®, ' 84/06/13. VASSALLO, D B 

Operating Reaetmrs 8ramc6 2. 3»f. 249*1: 193, 24X 

fMmt 30-324* 84/06/13* 


8406030438 Responds to Generic Ltr 84-11 re IGSCC in large diameter 
recirculation sys S< RHR sys piping. Full scope imps per IE 
Bulletin 83-02 performed on Unit 2 in Nov 1983. 

CUTTER, A. B. Carolina Power «c Light Co. 04/06/01. EIBENHUT, D, © 
Division of Licensing. 3pp. 24843:073. 24X Fic h e: 30-324, 84/06/01 

8406050438. 


04061:80259 Proposed TbC* 9, 9/felvanging min water level spent 

fumi storage peel from 22 Ft 3 imrfces to 20 ft 6 inches. 



8406210320 Suppls 840323 response to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Mi 1 1 er , Inc . " Program will be 
implemented to reduce probability of accepting fraudulent or 
nonconforming matls. 

CUTTER, A. B. Carolina Power *< Light Co. 84/06/01. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 23034:332. 24X 

Fiche: 50-000, 84/06/01, 8406210320. 


0406030012 IE Info Notice 84-42, "Equipment Availability for Conditio 
During Outages Not Covered by T*ch Spece. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 4< Engineering 
Response (Post 830103), 84/06/03. Consolidated Edison Co. of Hv 

York, Inc. 120pp. 23030:124. 24X Fiche: 30-000, 94/06/05, 840605001 



DOCKETED ITEMS 


8406 1 50 2 5 0 Forwards draft SALP input far Feb 1983 - Apr 1984. Review 
requested. Comments should be submitted by 840615 for 
consideration at SALP S40626 meeting at Region II ofc. 

Category 2 assigned in area of licensing activities. 

GROTJENHUIS, M. Operating Reactors Branch 2. 84/06/06. EISENHUT, D . G. 

Office of Nuclear Reactor Regulation, Director. MATTSON, R. 

Division of Systems Integration (post 811005). VQLLMER , R. Division 
of Engineering. 6pp. 24978:011. 24X Fich e. 50-324, 84/06/06, 

0406150280. 


8406050350 IE Info Notice 84—43, "Storage & Handling of Qpthalmic Beta 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

72pp. 25050:032. 24X Fich e : 30-000, 84/06/07. 8406030350, 


8406060336 IE Info Notice 84-44. "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08. 8406060336. 


8406090176 IE Info Notice B4-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080176. 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Ver if ication. M Svc list end. 

JORDAN, E. L.. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 04-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 930103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, B4/06/ 1 5, 84061 3031 5. 


8406 1 80 3 5 3 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). B4/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 0406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25533:286. 24X Fiche: 50-000, 84/06/10, 8406180360. 


8406190327 IE Info Notice 84-30, "Clarification of Scope of QA Programs 
for Transport Packages Pursuant to 10CFRS0, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25335:041. 24X Fiche: 50-000, 84/06/21 , 8406190327. 


R, Periodic operating reports it related correspondence 


8406120227 Monthly operating repts for May 1 984. W/840601 ltr. 
HARRISON, F. , DIETZ, C. R. Carolina Power U Light Co. 84/03/31. 
DEYOUNO, R. C. Director's Office, Office of Inspection and 
Enforcement. 10pp. 24890:007. 24X Fiche: 30-324, 84/03/31 , 

8406120227. 


B, Reportable occurrences, LERs St related correspondence 


8406190126 Updated LER 82-1 16/03L-2: on 821027, RHR sys discharge valves 
to radwaste sys would not close. Caused by improperly 
assembled valve operator spring packs. New spring packs 
Installed S< maint procedures revi sed. W/040430 ltr. 

PABTVA, M- J. # DIETZ. C. R. Carolina Power St Light Co. 84/04/30. 

0 'REILLY, J, P. Region 2, Office of Director. 2pp. 24980:001. 24X 
Fiche: 30-325, 84/04/30, 0406190126. 


B406 1 90211 Updated LER 82-005/03L-1 : on 821201 , ch lor ine detectors 
1 — X— AT— 2977 Sc 2— X— AT-2977 did not properly respond to 
applied test signals. Caused by out of tolerance response 
time 8< corrosion of armature. Detectors cleaned or replaced. 

PABTVA, M, J, . DIETZ, C. R, Carolina Power * Light Co. 84/04/30. 

0 'REILLY, J. P< Region 2, Office of Director. 2pp. 24980:304. 24X 

Fiche: 30-323, 84/04/30, B406190211. 


8406140013 PNO-1 1-84-034: on 840610, plant shut down due to steam leak 
heater drain discharge pump header at weld between 14-inch 
header pipe St 4-inch pipe support stanchion. Caused by 
thermal s tre ss. Carr ec t i ve action under evaluation. 

WEISE.S. , 3EMIS.P. Region 2, Office of Director. 84/06/11. Ip. 
24925:110 24X Fiche; 50-325, 84/06/1 1, 8406140013. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


F. Security, medical, emergency Sc fire protection plans 


8406180103 Forwards IE Safeguards Insp Rept 50-326/84-01 on 840319. N 
noncomp I iance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

MCGAUGH, J. F. California, Univ. of, Irvine, CA. 2pp. 24967:235. 
24X Fiche: 50-326, 84/06/12, 8406180103. 


— 8406180108 IE Safeguards Insp Rept 50-326/84-01 on 840319. No viola 
noted. Major areas inspected: general requirements for spent 
nuclear fuel fixed sites 8< followup on previous insp 
findings. Details withheld (ref 10CFR2. 790). 

NORDERHAUG, L. R. , ERVIN, N. Region 5, Office of Director. 04/06/ 
lp. 24967:237. 24X Fiche: 30-326, 84/06/12, 8406100103. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8406180103 Forwards IE Safeguards Insp Rept 50-326/84-01 on 840319. N 
noncomp 1 iance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

MCGAUGH, J. F. California, Univ. of, Irvine, CA. 2pp. 24967:233. 
24X Fiche: 30-326, 84/06/12, 8406180103. 


— 8406180108 IE Safeguards Insp Rept 30-326/84-01 on 840319. No viola 
noted. Major areas inspected : general requirements for spent 
nuclear fuel fixed sites Sc followup on previous insp 
findings. Details withheld (ref 10CFR2. 790). 

NORDERHAUG, L. R. , ERVIN, N. Region 3, Office of Director. 84/06/ 
lp. 24967:237. 24X Fiche: 50-326, 84/06/12, 8406180103. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


8406040261 Supports request for exemption of state Sc local govts fro 
participation in annual radiological emergency preparedness 
exercise, per 840405 ltr Sc FEMA 840304 memo concurring 
w/state request. 

KRIMM.R. Federal Emergency Management Agency. 84/03/25. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 3pp. 24794:351. 24X Fic h e: 30-327, 84/05/ 

8406040261. 


8406100348 Revised emergency implementing procedures, consist ing of R 
4 to CECC-IPD, Rev 3 to CECC - IP-1, Rev 9 to CECC - IP-3 Sc 
Rev 1 to CECC - IP-16. W/B40612 ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. 23pp. 24967:1 

24X Fiche: 50-000, 84/06/12, 0406180348. 


8406250250 Forwards proposed rev to physical security plan. Rev withh 
(ref 10CFR73. 21). 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM Offic 
of Nuclear Reactor Regulation, Director. 2pp. 25118:239. 24X 

Fiche: 50-327, 84/06/13, B406230250. 


8406200053 Rev 2 to Radiological Emergency Plan Implementing Procedu 
IP-20, "Environ Monitoring During Radiological Emergency. " > 

W/84061 4 ltr. j 

CRISP, D.E., NOBLES, L. M. , MILLS, L. M. Tennessee Valley Authority. 
84/06/14. O'REILLY, J. P. Region 2, Office of Director. 33pp. { 

23047:083. 24X Fiche: 30-327, 84/06/14, 8406200033. 


8406230393 Forwards order confirming licensee commitments on emerge* 
response capab i 1 ity, based on util 830413,0801,0822 it 1216 
Itrs. | 

ADENSAM, E. G. Licensing Branch 4, 84/06/13. PARRIS, H. Q. Tennesi 

Valley Authority. 2pp. 23193:019. 24X Fiche: 50-327, 84/06/13, j 

8406280393. 


— 8406280397 Order confirming licensee commitments re emergency resi 
capability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. 84/06/13. Tennessee 
Valley Authority. 13pp. 23193:021. 24X Fi che: 30-327, 84/06/ 13j 

040630^393 


0406030138 LER 84^003-00; on 840501, Train A fan unit of control room 
emergency air filtration experienced thermal overload trip. 

Cause und e t ermined . Contr o 1 bldg cable spread room fire 
detector repaired & returned to svc. W/B40330 ltr. 

PASTVA>MvJ.Y DIETZ, C. R. Carolina Power it Light Co. 84/03/30. 2pp. 
24838:254, 24X Fi che: 30-323, 84/05/30, 8406050138. 
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Insurance & indemnity information 


06260399 Forwards Endorsements 42 & 36 to NELIA Policy; NF— 247 & MAELU 
Policy MF— 102, respectively. 

DUCK, J. R. Marsh St McLennan. Inc. 84/06/18. SALTZMAN, J. Assistant 
Director for State St Licensee Relations. 3pp. 25152:037. 24X 

Fiche: 50-327. 84/06/18. 8406260399. 


Operating license stage documents 8< correspondence 


05210638 Submits equipment qualification program status rept for wk 
of 84051 1. Review meetings for compliance to 10CFR50. 49 for 
five plants held during previous 2 wks. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/05/14. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 6pp. 

24879: 335. 24X Fiche: 50-000. 84/05/14. 8405210638. 


3621 0299 Forwards three NRC memos that clarify & explain positions on 

gaseous dose calculations, per 840522 meeting & 840524 

telcon. 

1EINKE, W. Radiological Assessment Branch. 84/05/25. CRINIGAN, P. T. 
Baltimore Gas tc Electric Co. Ip. 25069:237. 24X 

r iche: 50-000. 84/05/23, 8406210299. 


3406210311 Forwards list of plants w/Tech Specs requiring reporting of 
offsite doses for 1982 Ik interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D. R. Assistant Director for Radiation Protection. 

83/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 

25069: 247. 24X Fiche: 50-000, 84/05/25, 8406210299. 


16060337 Requests prompt response to end questionnaire on PQRV/SV 
Failures & chal lenges. per TMI Item II. K. 3. 3. 

\D£NSAM, E. G. Licensing Branch 4. 84/05/29. FARRIS, H. G. Tennessee 

/alley Authority. 3pp. 24669:329. 24X Fiche: 50-327, 84/05/29, 

3406060357. 


>6040021 Forwards revised Section 4 of 830107 supplemental response 
;o NUREG-0737, Item II. D. 1, "Reliability Engineering," per 
>40509 St 10 requests. 

1ILLS, L. M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
-icensing Branch 4. 2pp. 24797:063. 24X Fiche: 50-327, 84/05/30, 

>406040021. 


>6050476 Reuests exemption from reporting requirements of 10CFR50. 73 
e airborne radioactive releases. Util proposes to rept 
eleases of radioactive matls in gaseous effluents exceeding 
'ech Specs. Table outlining max limits encl. 

IILLS, L. M. Tennessee Valley Authority. 84/05/31. ADENSAM, E. 
.icensing Branch 4. 3pp. 24842:179. 24X Fiche: 50-327, 84/05/31, 

>406050476. 


>6190473 Application for amend to Licenses DPR-77 St DPR-79, c hang ing 
ech Specs to revise isolation logic for Containment 
solation Valves FCV-90-107 - FCV-90-117. 

[ILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM, E. 

• icensing Branch 4. 3pp. 25023:094. 24X Fiche: 50-327, 84/06/13, 

1406190473. 


406190476 Proposed Tech Specs changing isolation logic for 
Containment Isolation Valves FCV-90-107 St FCV-90-117. 
Justification encl, 

* Tennessee Valley Authority. 84/06/13. 7pp. 25023:097. 24X 

Fiche: 50-327, 84/06/13, 8406190473. 


6290011 Forwards Rev 9 to "Offsite Dose Calculation Manual. “ 
ILLS, L. M. Tennessee Valley Authority. 84/06/22. ADENSAM, E. 
icensing Branch 4. 4pp. 25197:002. 24X Fiche: 50-327, 84/06/22, 

406290011. 


406290014 Rev 9 to "Offsite Dose Calculation Manual. " 

* Tennessee Valley Authority. 84/03/07. 1 7pp. 23197:008. 24X 

Fiche: 50-327, 84/06/22, 8406290011. 


Inspection reports, IE Bulletins 8c correspondence 


5230319 IE Info Notice 84-39, "Inadvertent isolation of Containment 
pray Sys. " Svc list encl, 

DRDAN, E. L. Division of Emergency Preparedness 8c Engineering 
espouse (Post 830103). 84/05/25. Consolidated Edison Co. of New 


84052903Q3 IE Info Notice 84-40, "Emergency Worker Doses. " Svc lis 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. o< 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 84052<i 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list « 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o( 

York, Inc. 100pp. 25050:244. 24X Fiche : 50-000, 84/06/01, 840603 


8406050012 IE Info Notice 84-42, “Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fic he : 50-000, 84/06/05, 84060: 


S406230480 Ac k receipt of 840515 ltr informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-327/83-25 St 
50-328/83-25. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/05. PARRIS, 
Tennessee Valley Authority. Ip. 25133:211. 24X 

Fiche. 50-327. 84/06/05, 8406230480. 


— 8406230496 Suppls response to NRC 831219 ltr re violations noted 
Insp Repts 50—327/83—25 St 50-328/83— 25. Corrective actions: 
evaluation of documented calibr chec ks/standardization 
check of chemical lab equipment completed. 

KAMMER, D. S. Tennessee Valley Authority. 84/05/15. O'REILLY, 
Region 2, Office of Director. 2pp. 25133:212. 24X 

Fiche: 50-327, 84/06/05, 8406230480. 


— 8406230503 Ack receipt of 840228 ltr informing NRC of steps take 
correct violations noted in IE Insp Repts 50-327/83-25 & 
50-328/83-25. Fol lowup rept expected by 840515. 

VERRELLI. D. M. Region 2, Office of Director. 04/03/21. 

PARRIS, H. G. Tennessee Valley Authority. Ip. 25133:214. 24X 

Fiche : 50-327, 84/06/05, 8406230480. 


— 8406230520 Forwards revised response to NRC 831219 ltr re violat 
noted in IE Insp Repts 50-327/83-25 St 50-328/83-25. 

Corrective actions: request for waiver to Div Procedures 
Manual N79E2 submitted for evaluation. 

MILLS, L. M. Tennessee Valley Authority. 84/02/28. O'REILLY, J 
Region 2, Office of Director. 3pp. 25133:215. 24X 

Fiche: 50-327, 84/06/05, 8406230480. 


— 8406230527 Confirms 840206 telcon re response to notice of viola 
issued on 831219. Addl response expected by 840305. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/02. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 25133:218. 24! 

Fiche : 50-327, 84/06/05, 8406230480. 


8406220229 Ack receipt of ltrs informing NRC of steps taken to cori 
violations noted in IE Insp Repts 50-259/83-53,50-260/83-53, 
50-296/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 

50-391/83-38, 30-438/83-30, 30-439/83-30. 

0 'REILLY, J. P. Region 2, Office of Director. 84/06/06. PARRIS, t 
Tennessee Valley Authority. 2pp. 23126: 116. 24X 

Fiche: 30-000, 84/06/06. 8406220229. 


— 8406220237 Suppls 840425 response re violations noted in IE Insp 
30-239/83-33, 30-260/83-33, 30-296/83-53, 30-327/83-27, 
50-328/83-27, 30-390/83-49, 30-391/83-38, 30-438/83-30 St 
30-439/83-30. Pol icy statement delayed until 840614. 

MILLS. L. M. Tennessee Valley Authority. 84/03/31. O'REILLY, J. 
Region 2, Office of Director. Ip. 23126: 118. 24X 

Fiche : 50-000, 84/06/06, 8406220229. 


— 8406220244 Responds to NRC 840326 ltr re violations noted in IE 1 
Repts 50-259/83-33, 50-260/83-33, 50-296/83-53, 50-327/83-27, 
50-328/83-27, 30-390/83-49, 50-391/83-38, 50-438/83-30 St 
30-439/83-30. Policy statement will be issued by 840331. 

MILLS, L. M. Tennessee Valley Authority. 84/04/25. O'REILLY, J. 
Region 2, Office of Director. 17pp. 25126: 119. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220249 Ack receipt of 840213 St 22 ltrs informing NRC of steps 
to correct violations noted in IE Insp Repts 30-239/83-33, 
30-260/83-33, 30-296/83-33, 30-327/83-27, 30-328/83-27, 
30-390/83-49, 30-391/83-38. 30-438/83-30 St 30-439/83-30. 

LEWIS, R. C. Region 2, Office of Director. 84/03/26. PARRIS, H. 
Tennessee Valley Authority. 2pp. 23126: 136. 24X 


>220257 Responds to NRC 840116 ltr re violations noted IE Insp 
■ pts 50-259/83-53. 50-260/83-53. 50-296/83-53. 50-327/83-27. 
>-328/83-27, 50-390/83-49. 50-391/83-38. 50-438/83-30 & 

>-439/83-30. Open audit items being evaluated. 

LLS.L. M. Tennessee Valley Authority. 84/02/15. 0 'RE ILLY. J. P. 

igion 2. Office of Director. 14pp. 25126: 140. 24X 

’che: 50-000. 84/06/06. 8406220229. 


>220265 Forwards IE Insp Repts 50—259/83—53. 50—260/83 53. 
>-296/83-53. 50-327/83-27. 50-328/83-27, 50-390/83-49, 
>-391/83-38,50-438/83-30 8c 50-439/83-30 on 831107-10,14-18 
1209 8c notice of violation. 

'REILLY. J. P. Region 2. Office of Director. 84/01/16. 
kRRIS, H. 0. Tennessee Valley Authority. 3pp. 25126:154. 24X 

che: 50-000, 84/06/06, 8406220229. 


>220272 Notice of violation from insp on 831107-10,14-18 8c 1209. 

Region 2, Office of Director. 84/01/16. 4pp. 25126: 157. 24X 

che: 50-000, 84/06/06. 8406220229. 


>220283 IE Insp Repts 30-259/83-53,50-260/83-53,50-296/83-53, 
>-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 

>-438/83-30 8< 50-439/83-30 on 831107-10, 14-18 8c 1209. 

Eolations noted : fa i lure to issue timely audits. 
r LISLE, 0. A. , SMITH, C. F. , WRIGHT, R. W, Region 2, Office of 
rector. 84/01/10. 24pp. 25126:161. 24X Fiche: 50-000, 84/06/06, 

>06220229. 


J0350 IE Info Notice 84-43, "Storage 8c Handling of Opthalmic Beta 
Lation Applicators. " Svc list end. 

:E, J. N. Division of GA, Safeguards 8c Inspection Programs (Post 
103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

i. 25050:032. 24X Fiche: 30-000, 84/06/07, 8406030350. 


■>0336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
ibestos Cables. " Svc list end. 

JAN, E. L. Division of Emergency Preparedness 8c Engineering 

>onse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

», Inc. 120pp. 23049:273. 24X Fiche : 50-000, 84/06/08, 8406060336. 


30176 IE Info Notice 84-45, "Reversed Differential Pressure 
trument Sensing Lines. " Svc list end. 

)AN, E. L. Division of Emergency Preparedness 8c Engineering 

>onse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

c Inc. 123pp. 23049:001. 24X Fiche: 30-000, 84/06/1 1, 8406080176. 


30173 IE Info Notice 84-46, "Circuit Breaker Position 
if ication. " Svc list end. 

JAN, E. L. Division of Emergency Preparedness 8< Engineering 

jonse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

k, Inc. 119pp. 23049:134. 24X Fiche: 50-000, 84/06/13, 8406080173. 


30313 IE Info Notice 84-47, "Environ Qualif ication Tests of 
ctrical Terminal Blocks. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness 8< Engineering 

ponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

k, Inc. 122pp. 25049:033. 24X Fiche : 30-000, 84/06/1 3, 840613031 5. 


B0333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
ves. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness 8< Engineering 

ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. 118pp. 25536:043. 24X Fiche : 30-000, 84/06/18, 8406180333. 


B0360 IE Info Notice 84-49, "IG8CC Leading to Steam Generator Tube 
lure. “ Svc list end. 

DAN, E. L. Division of Emergency Preparedness 8t Engineering 

ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. 118pp. 23333:286. 24X Fiche: 30-000, 84/06/18, 8406180360. 


90327 IE Info Notice 84-50. "Clarification of Scope of QA Programs 
Transport Packages Pursuant to 10CFR30, App B. " Svc list 
1 . 

DAN, E. L. Division of Emergency Preparedness 6 Engineering 
ponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

k, Inc. 63pp. 23533:041. 24X Fiche: 30-000, 84/06/21 , 8406190327. 


riodic operating reports 6 related correspondence 


70260 Monthly operating repts for Apr 1984. 14/840313 ltr. 

INGS, M.G, , DUPREE, D. C. , MASON, C. C. Tennessee Valley Authority. 
04/30. 30pp. 24744:332. 24X Fiche: 30-327. 84/04/30, 8406070260. 


40060 NPDES discharge monitoring repts for Feb-Apr 1984. 
ERS, M. E. Tennessee Valley Authority. 84/03/28. 67pp. 

97; 300. 24X Fiche : 30-327, 84/03/28, 8406040060. 


8406250062 Forwards "Erosion Control Rept, Winter 1983 - Spring 1984." 
Control measures implemented in five areas w/five more to be 
completed in Fall 1984. 

RIVERS, K. E. Tennessee Valley Authority. 84/06/19. TRAINA, P. J. 
Environmental Protection Agency. 2pp. 25125:343. 24X 

Fiche: 50-327, 84/06/19. 8406250062. 


—8406250064 "Erosion Control Rept, Winter 1983 - Spring 1984." 

GREEK, C. E. , OLSON, R. W. Tennessee Valley Authority. 84/03/31. 
3pp. 25125:345. 24X F i c h e : 50-327, 84/06/ 19. 8406250062. 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized 8* being forwarded to affected 
p lants. Diagrams 8 < list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8402140206 LER 84-006-00: on 840110, unit experienced turbine 8c reactor 
trip. Turbine trip caused by high-high level in steam 
generator 4. Reactor trip caused by low-low level in steam 
generator 2. W/040208 ltr. 

KIRK, G. B. , MASON, C. C. Tennessee Valley Authority. 84/02/08. 3pp. 
22229:359. 24X Fiche: 50-327, 84/02/08, 8402140206. 


8406040215 LER 84-029-00: on 840507, high radiation alarm actuated, 
causing auxiliary bldg ventilation isolation to occur. Caused 
by unstable detector output 8c conservative radiation level 
setpoint. Related incident on 840508. W/840530 ltr. 

DUGGIN, G. , MASON, C. C Tennessee Valley Authority. 84/03/30. 3pp. 
24793:218. 24X Fiche: 30-327, 84/03/30, 8406040213. 


B4060303B6 LER 84-032-00: on 840510, w/low steam generator level, reacto 
trip occurred on low feedwater flow coinc ident. Caused by 
leaking air line supplying heater drain tank level control 
valve. Air line repa ir ed . W/840601 ltr. 

KIRK, 0. B. , MASON, C. C. Tennessee Valley Authority. 84/06/01. 3pp. 
24843:353. 24X Fiche: 50-327, 84/06/01, 8406050386. 


8406050393 LER 84-031-00: on 840505, plant shutdown due to inoperable 
pressurizer safety relief valve. On 840506, reactor trip 
occurred on low-low steam generator 1. Caused by valve seat 
leakage 8< failed current to pressure converter. W/840601 ltr. 

KIRK, 0. B. , MASON, C. C. Tennessee Valley Authority. 84/06/01. 3pp. 
24845:146. 24X Fiche : 50-327, 84/06/01, 0406050393. 


8406070217 PNO-1 1-84-033: on 840602, manual scram occurred following 
indications of high vibrations from main generator 8c flames 
from main generator bearing. Caused by bearing-to-ground 
short from damaged braided cable thermocouple. 

FREDERICKSON, P. , JULIAN, C. A. Region 2, Office of Director. 
84/06/04. Ip. 24745:340. 24X Fiche: 50-327, 84/06/04, 8406070217. 


8406130077 LER 84-033-00: on 840511, automatic reactor trip on lo-lo 
level experienced in steam generator 2 following turbine 
trip. Caused by broken linkage on steam dump valve 
1-FCV— 1 — 107. Linkage rep laced. W/840605 ltr. 

KIRK, G. B. , MASON, C. C. Tennessee Valley Authority. 84/06/05. 3pp. 
24915:132. 24X Fiche : 50-327, 84/06/05, 8406130077. 


8406120236 LER 84-034-00: on 840509, valve 1-67-537B found mispositione 
uhen valves l-FCV-67-123 8c l-FCV-67-124 opened. Caused by 
valve being closed since 840424. Valve throttled to proper 
position. W/840608 ltr. 

COOPER, M. R. , MASON, C. C. Tennessee Valley Authority. 04/06/08. 3p 
24890: 082. 24X Fiche: 50-327, 84/06/08, 8406120236. 


8406220230 Part 21 rept re thermal nonrepeatab i 1 ity 8c other calibr 
errors in Barton Lot 1 transmitters. Initially reported on 
840615. Transmitter defects identified 8c expected error 
deviations calculated. Uti Is notified. 

RAHE, E. P. Westinghouse Electric Corp. 84/06/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 4pp. 
25081: 298. 24X Fiche: 50-000, 84/06/15, 8406220230. 


8406250252 LER 84-035-00: on 840521 8« 0602, turbine trip occurred due 1 
failure of bearing. Caused by thermocouple shorting to 
ground. Thermocoup le replaced. W/840619 ltr. 

DUGGIN, G. , WALLACE, P. R. Tennessee Valley Authority. 84/06/19. 3j 
25118:357. 24 X Fiche: 50-327, 84/06/19, 8406250252. 


8406290240 LER 84-039-00: on 840527, c ontrol room ventilation isolation 
occurred twice when high radiation alarm actuated. Caused by 
failed vacuum pump it inadvertently generated spurious spike. 

Alarm cleared 8c pump bearings it vanes rep laced. W/840625 ltr. 

DUGGIN, G. , WALLACE, P. R. Tennessee Valley Authority. 84/06/25. 3 

25196:248. 24X Fich e: 50-327, 84/06/23, 8406290240. 
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8406290044 LER 84-OL 7-00: on 840531. high radiation alarm actuated, 
causing auxiliary bldg ventilation isolation. Caused by spike 
on spent -fuel pool radiation monitor. Radiation normal. 
Background radiation level close to setpoint. W/840626 Itr. 
DUGGIN, G. i WALLACEiP. R. Tennessee Valley Authority. 84/06/26. 
25198:108. 24X Fic he: 50-327, 84/06/26. 8406290044. 


— 8406210311 Forwards list of plants ui/Tech Specs re 
offsite doses for 1982 & interim guidance on rep 
offsite radiation doses from normal operation. 
MULLER, D. R. Assistant Director for Radiation Pr 

3pp. 83/03/10. NOVAK, T. M. Assistant Director for Li 

LAINAS, G. C. Assistant Director for Operating Re 

25069- 247. 24X Fiche: 50-000, 84/05/25. 8406210299 


X. Onsite Storage of Low Level Waste 


8406090270 Ack receipt of 840501 ltr informing of util intentions for 
temporary use of interim low level radwaste storage at 
f ac i 1 it i e s. Temporary storage of resin liners w/o initiating 
control liner monitoring program valid. 

ROUSE, L. C. Advanced Fuel St Spent Fuel Licensing Branch. 84/06/01. 
PARRIS. H. G. Tennessee Valley Authority. Ip. 24878:257. 24X 

Fiche: 50-000. 84/06/01, 8406080270. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


8406060357 Requests prompt response to end question 
failures St chal lenges, per TMI Item II. K. 3. 3. 
ADENSAM, E. G. Licensing Branch 4. 84/05/29. PARR 

Valley Authority. 3pp. 24669:329. 24X Fiche: 50- 

8406060357. 


8406040021 Forwards revised Section 4 of 830107 supp 
to NUREG-0737, Item II. D. 1, "Reliability Engineerin 
840509 St 10 requests. 

MILLS, L. M. Tennessee Valley Authority. 84/05/30. 
Licensing Branch 4. 2pp. 24797:063. 24X Fiche: 3 

8406040021. 


F. Security, medical, emergency Sc fire protection plans 


8406040261 Supports request for exemption of state & local govts from 
participation in annual radiological emergency preparedness 
exercise, per 840405 ltr St FEMA 840504 memo concurring 
w/state request. 

KRIMM. R. Federal Emergency Management Agency. 84/05/25. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 3pp. 24794:351. 24X Fiche: 50-327, 84/05/25, 

8406040261. 


8406180348 Revised emergency implementing procedures, cons ist ing of Rev 
4 to CECC-IPD, Rev 3 to CECC - IP-1. Rev 9 to CECC - IP-3 8< 

Rev 1 to CECC - IP-16. W/840612 Itr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. 23pp. 24967:199. 

24X Fiche: 50-000, 84/06/12, 8406180348. 


8406250250 Forwards proposed rev to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM Office 
of Nuclear Reactor Regulation, Director. 2pp. 25118:239. 24X 

Fiche: 50-327, 84/06/13, 8406250250. 


8406200053 Rev 2 to Radiological Emergency Plan Implementing Procedure 
IP-20, “Environ Monitoring During Radiological Emergency. " 

W/840614 ltr. 

CRISP, D. E. , NOBLES, L. M. , MILLS, L. M. Tennessee Valley Authority. 
84/06/14. O'REILLY, J. P. Region 2, Office of Director. 33pp. 

25047: 083. 24X Fiche: 50-327, 84/06/14, 8406200053. 


8406050476 Reuests exemption from reporting requires 
re airborne radioactive releases. Uti 1 proposes to 
releases of radioactive matls in gaseous effluents 
Tech Specs. Table outlining max limits end. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. 
Licensing Branch 4. 3pp. 24842: 179. 24X Fiche: 5 

8406050476. 


8406190473 Application for amend to Licenses DPR-77 
Tech Specs to revise isolation logic for Containme 
Isolation Valves FCV-90-107 - FCV-90-117. 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. 
Licensing Branch 4. 3pp. 25023:094. 24X Fiche: 5 

8406190473. 


— 8406190476 Proposed Tech Specs changing isolation 
Containment Isolation Valves FCV-90-107 4t FCV-9C 
Justification end. 

■* Tennessee Valley Authority. 84/06/13. 7pp. 
Fiche: 50-327, 84/06/13, 8406190473. 


8406290011 Forwards Rev 9 to "Offsite Dose Calculati 
MILLS, L. M. Tennessee Valley Authority. 84/06/22. 
Licensing Branch 4. 4pp. 25197:002. 24X Fiche: 5 

8406290011. 


— 8406290014 Rev 9 to "Offsite Dose Calculation Manu 
* Tennessee Valley Authority. 84/03/07. 17pp. 

Fiche: 50-327, 84/06/22, 8406290011. 


8406280395 Forwards order confirming licensee commitments on emergency 
response capab il ity, based on util 830415,0801,0822 & 1216 
1 trs. 

ADENSAM, E.G. Licensing Branch 4. 84/06/15. PARRIS, H. G. Tennessee 

Valley Authority. 2pp. 25195:019. 24X Fiche: 50-327, 84/06/15, 

8406280395. 


— 8406280397 Order confirming licensee commitments re emergency response 
capability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/06/15. Tennessee 
Valley Authority. 13pp. 25195:021. 24X Fiche: 50-327, 84/06/15, 

8406280395. 


J. Insurance «< indemnity information 


Q. Inspection reports, IE Bulletins S< corresp ondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolat 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & 
Response (Post 830103). 84/05/25. Consolidated 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000. 8 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality a 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & 
Response (Post 830103). 84/05/25. Consolidated 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 8 


8406260399 Forwards Endorsements 42 & 36 to NELIA Policy, NF-247 k MAELU 
Policy MF— 102, respectively. 

DUCK, J. R. Marsh & McLennan. Inc. 84/06/18. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 3pp. 25152:037. 24X 

Fiche: 50-327, 84/06/18, 8406260399. 


8405290383 IE Info Notice 84-40, "Emergency Worker E 
end. 

JORDAN. E. L. Division of Emergency Preparedness & 
Response (Post 830103). 84/05/30. Consolidated 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 8 


P. Operating license stage documents h correspondence 


8405210638 Submits equipment qualification program status rept for wk 
of 840511. Review meetings for compliance to 10CFR50. 49 for 
five plants held during previous 2 wks. 

KARSCH, R. O. Operating Reactors Assessment Branch. 84/05/14. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 6pp. 
24879:335. 24X Fiche: 50-000, 84/05/14, 8405210638. 


8406210299 Forwards three NRC memos that clarify %t explain positions on 
gaseous dose calculations, per 840522 meeting & 840524 
telcon. 

MEIMKE, W. Radiological Assessment Branch. 84/05/25. CRINIGAN, P. T. 
Baltimore Gas & Electric Co. Ip. 25069:237. 24X 

Fiche: 50-000, 84/05/25, 8406210299. 


8406010423 IE Info Notice 84-41, "IGSCC in BUR Plant 
JORDAN, E. L. Division of Emergency Preparedness & 
Response (Post 830103). 84/06/11. Consolidated 

York, Inc. 100pp. 25050.244. 24X Fiche: 50-000, 8 


8406050012 IE Info Notice 84-42, “Equipment Availabi 
During Outages Not Covered by Tech Specs. " Svc lis 
JORDAN, E. L. Division of Emergency Preparedness & 
Response (Post 830103). 84/06/05. Consolidated 

York, Inc. I20pp. 25050:124. 24X Fiche: 50-000, 8 


8406230480 Ack receipt of 840515 ltr informing NRC o 
correct violations noted in IE Insp Repts 50-327/8 
50-328/83-25. 

VERRELLI, D. M. Region 2, Office of Director. 84/G 
Tennessee Valley Authority. Ip. 25133:211. 24X 

Fiche: 50-327, 84/06/05, 8406230480. 


DOCKETED ITEMS 


,230496 Suppls response to NRC 831219 itr re violations noted in IE 
isp Repts 50-327/83—25 Sc 50-328/83-25. Corrective actions: 
valuation of documented calibr ch ec k s / s tandar d i zat i on 
leek of chemical lab equipment completed. 

tflMER, D. S. Tennessee Va 1 1 ey Au th or i t y . 84/05/15. 0 'REILLY, J. P. 

>gion 2, Office of Director. 2pp. 23133:212. 24X 

che: 50-327, 84/06/05, 8406230480. 


,230503 Ack receipt of 840228 ltr informing NRC of steps taken to 
irrect violations noted in IE Insp Repts 50-327/83-25 V 
>-328/83-25. Followup rept expected by 840515. 

:RRELLI, D. M. Region 2, Office of D-'~*ector. 84/03/21. 

>RRIS, H. G. Tennessee Valley Authorny. Ip. 25133:214. 24X 

che: 50-327, 84/06/05, 8406230480. 


>230520 Forwards revised response to NRC 831219 ltr re violations 
ted in IE Insp Repts 50-327/83-25 St 30-328/83-25. 
rrective actions: request for waiver to Div Procedures 
nual N79E2 submitted for evaluation. 

LLS, L. M. Tennessee Valley Authority. 84/02/28. 0 'REILLY, J. P. 

gion 2, Office of Director. 3pp. 25 133:215. 24X 

che: 50-327, 84/06/05, 8406230480. 


230527 Confirms 840206 telcon re response to notice of violation 
sued on 831219. Addl response expected by 840305. 

RRELLI, D. M. Division of Project Sc Resident Programs. 84/02/16. 
RRIS, H. G. Tennessee Valley Authority. 2pp. 25133:218. 24X 

che: 50-327, 84/06/05, 8406230480. 


0229 Ack receipt of ltrs informing NRC of steps taken to correct 
ations noted in IE Insp Repts 50-239/83-53,50-260/83-53, 

96/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 

91/83-38, 50-438/83-30, 50-439/83-30. 

ILLY, J. P. Region 2, Office of Director. 84/06/06. PARRIS, H. 0. 
essee Valley Authority. 2pp. 23126: 116. 24X 

e: 50-000, 84/06/06, 8406220229. 


220237 Suppls 840425 response re violations noted in IE Insp Repts 
-259/83-53, 50-260/83-33, 30-296/83-53, 50-327/83-27. 
-328/83-27,50-390/83-49,50-391/83-38, 50-438/83-30 Sc 
-439/83-30. Policy statement delayed until 840614. 

LLS, L. M. Tennessee Valley Authority. 84/05/31. O 'RE ILLY, J. P . 
gion 2, Office of Director. Ip. 25126:118. 24X 

che: 50-000, 84/06/06, 8406220229. 


220244 Responds to NRC 840326 ltr re violations noted in IE Insp 
pts 50-259/83-33, 50-260/83-53, 30-296 / 83-53, 50-327/83-27, 
-328/83-27,50-390/83-49,30-391/83-38, 50-438/83-30 St 
-439/83-30. Policy statement will be issued by 840331. 

LLS, L. M. Tennessee Valley Authority. 84/04/25. 0 'REILLY, J. P. 

gion 2, Office of Director. 17pp. 25126: 119. 24X 

che: 50-000, 84/06/06, 8406220229. 


220249 Ack receipt of 840215 Sc 22 ltrs informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-259/83-53, 
-260/83-53,50-296/83-53, 30-327/83-27, 50-328/83-27, 
-390/83-49,50-391/83-38,30-438/83-30 & 50-439/83-30. 

<JIS« R . C. Region 2, Office of Director. 84/03/26. PARRIS, H. 0. 
messee Valley Authority. 2pp. 25126:136. 24X 

che: 50-000, 84/06/06, 8406220229. 


220251 Forwards page inadvertently omitted from 840215 response to 
Insp Repts 30-239/83-33, 30-260/83-53, 50-296/83-33, 
-327/83-27,50-328/83-27, 30-390/83-49 , 50-391/83-38, 

-438/83-30 Sc 50-439/83-30. 

-LS, L. M. Tennessee Valley Authority. 84/02/22. 0 'REILLY, J. P. 

jion 2, Office of Director. 2pp. 23126: 138. 24X 

che: 50-000, 84/06/06, 8406220229. 


220257 Responds to NRC 840116 ltr re violations noted IE Insp 
its 50-239/83-33, 50-260/83-53, 30-296/83-53, 50-327/83-27, 
-328/83-27,50-390/83-49,50-391/83-38, 50-438/83-30 8< 

-439/83-30. Open audit items being evaluated. 

.LS, L. M. Tennessee Valiev Authority. 84/02/15. 0 'REILLY, J. P. 

jion 2, Office of Director. 14pp. 25126: 140. 24X 

che: 50-000, 84/06/06, 8406220229. 


220265 Forwards IE Insp Repts 50-259 /83-53,50-260/83-53, 
-296/83-53, 50-327/83-27, 50-328/83-27', 50-390/83-49, 
-391/83-38,50-438/83-30 & 50-439/83-30 on 831107-10,14-18 
.209 & notice of violation. 

tEILLY, J. p. Region 2, Office of Director. 84/01/16. 

IRIS, H. 0. Tennessee Valley Authority. 3pp. 25126:154. 24X 

:he: 50-000, 84/06/06, 8406220229. 


120272 Notice of violation from insp on 831107-10, 14-18 S< 1209. 


8406220283 IE Insp Repts 50-259/83-53,50-260/83-53,50-296/83-53, 
50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 
50-438/83-30 & 50-439/83-30 on 831107-10,14-18 Sc 1209. 
Violations noted : fai luTe to issue timely audits. 

BELISLE, G. A. , SMITH, C. F. , WRIGHT, R. W. Region 2, Office of 
Director. 84/01/10. 24pp. 25126:161. 24X Fic he: 50-000, 84/06 

8406220229. 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Bi 
Radiation Applicators. " Svc list end. 

CRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Pos 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X F i c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua! if ication Testing of 
Rockbestos Cables.” Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of I 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 8406060: 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of f 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080: 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of t 

York, Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080: 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if icat i on Tests of 
Electrical Terminal Blocks. '* Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of t 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 0406130; 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of t 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180C 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 1 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of t 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180' 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Progi 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of h 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 840619031 


R. Periodic operating reports St related correspondence 


8406070260 Monthly operating repts for Apr 1984. W/840515 ltr. 

EDDINGS, M. G, , DUPREE, D. C. , MASON, C. C. Tennessee Valley Authority. 
84/04/30. 30pp. 24744:332. 24X Fiche: 50-327, 84/04/30, 840607026< 


8406040060 NPDES discharge monitoring repts for Feb-Apr 1984. 
RIVERS, M. E. Tennessee Valley Authority. 84/05/28. 67pp. 

24797: 300. 24X Fiche: 50-327, 84/05/28, 8406040060. 


8406250062 Forwards "Erosion Control Rept, Winter 1983 - Spring 1984. 
Control measures implemented in five areas w/five more to be 
completed in Fall 1984. 

RIVERS, M. E. Tennessee Valley Authority. 84/06/19. TRAINA, P. J. 
Environmental Protection Agency. 2pp. 25125:343. 24X 

Fiche: 50-327, 84/06/19, 8406250062. 


— 8406250064 "Erosion Control Rept, Winter 1983 - Spring 1984." 

GREEK, C. E. , OLSON, R. W. Tennessee Valley Authority. 84/03/31. 
3pp. 25125:345. 24X Fiche: 50-327, 84/06/19, 8406250062. 


S. Reportable occurrences, LER& Sc related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 


DOCKETED ITEMS 


406180264 LER 84-007-00: on 840519. reac tor coolant pump 2 bus 
undervoltage timing relay discovered failed. Relay repaired. 
Instructions on hou to trip bistable provided. W/840613 ltr. 

DUGGIN, G. * WALLACE. P. R. Tennessee Valley Authority. 84/06/13. 3pp. 
24961:002. 24X Fiche: 50-328. 84/06/13, 8406180264. 


406190307 LER 84-008-00; on 840519. reactor tripped on lo-lo steam 
generator level when operator stopped main feedwater pump 
2A oil pumps instead of 2B pumps. Caused by personnel error. 

Operator counseled. W/840615 ltr 

KIRK.G. B. . WALLACE, P R. Tennessee Valley Authority. 84/06/15. 2pp. 
24984: 336. 24X Fiche; 50-328, 84/06/15, 8406190307. 


Onsite Storage of Low Level Waste 


406030270 Ac k receipt of 840501 ltr informing of util intentions for 
temporary use of interim low level raduiaste storage at 
facilities. Temporary storage of resin liners w/o initiating 
control liner monitoring program valid. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/01, 
PARRIS, H. G. Tennessee Valley Authority. Ip. 24878:257. 24X 

Fiche: 50-000, 84/06/01, 8406080270. 


JCKET 50-329 MIDLAND PLANT, UNIT 1 


AppI ication/c onstruc fcion stage documents & correspondence 


K3322Q116 Forwards IE Insp Repts 50-329/83-08 & 50-330/83-08 on 
830510-840219 h notice of violation. 

SPESSARD, R. L. Division of Emergency Preparedness & Operational 
Support. 84/03/07. COCK, J. W. Consumers Power Co. 2pp. 22717:202. 
24X Fiche: 50-329,84/03/07,8403220116. 


tO 5220481 Partial response to FOIA request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON. J. M. Division of Rules and Records. 84/05/17. RICE. C. M. 
Kirkland & Ellis. 3pp. 23000:001. 24X Fiche: 50-329, 84/05/17. 

8405220481. 


•7811300263 Agrees that Board should be made aware of prehearing 
conference scheduled for 781115 re settlement of diesel 
generator bldg foundations. Recommends use of end memo from 
Reg ion 3. W/o end. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. BOX 
13. 78/11/09. ENGELHARDT, T. F. Hearings Division. 2pp. 

25399:247. 24X Fiche: 50-329, 84/05/17, 8405220481. 


7812010006 Requests technical assistance to provide support associated 
u/resolution of settlement of structures at facility site. 

Acceptable resolution required prior to OL issuance. 

VARGA, S. A. Light Water Reactors Branch 4. BOX 13. 78/11/27. 

DEYOUNG, R. Division of Site Safety & Environmental Analysis. Ip. 
25402: 222. 24X Fiche: 50-329,84/05/17, 8405220481. 


7901080057 Responds to 780814 ltr requesting info, status rept & 
forwards 2 copies of "Status of Midland Project Units 1 & 

2" dtd 780822. W/o end. 

DIRCKS, W. Office of the Executive Director for Operations. BOX 
13. 78/09/06. GRIFFIN. R. Senate. Ip. 25402:221. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


7901310077 Forwards supplemental second round questions re settlement 
of diesel generator bldg per discussions at 781203 V. 04 
meetings & FSAR & PSAR review. CEncl 80081306461 
STEPP, J. C. Geosciences Branch. BOX 13. 79/01/17. VARGA, S. A. 

Light Water Reactors Branch 4. 2pp. 25402:226. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


7901310158 Forwards list of significant open items as requested in 
790109 memo. Topics include: load sequencer, conformance to 
R. G. 1. 108, diesel generator building settlement & main 
steamline valves. 

CHOPRA, 0. P. Power Systems Branch. BOX 13. 79/01/18. HOOD, D. 

Light Water Reactors Branch 4. 3pp. 25402:227. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


^902280481 Summarizes 781129 telephone conversation w/Consumer's Power , 
Babcock & Wilcox, & Bechtel re design of reactor coolant 
pump bolts, baseplates, & embedments. 

STEPHENS, R. Mechanical Engineering Branch. BOX 13. 79/02/01. 

HOOD, D. Assistant Director for Light Water Reactors. Ip. 

25402: 232. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7904050181 Foruards request for addl info re structural aspects 
settlement of diesel generator bldg. 

SCHA'JER, F. P. Systematic Evaluation Programs Branch (Pre 79062 
BOX 13. 79/03/15. VARGA, S. A. Light Water Reactors Branch 4. 

3pp. 25402:253. 24X Fi ch e . 50-329, 84/05/ 1 7, 940522048 1 


— 7904130235 Summary of 790117 meeting w/ut i 1 , Bee h t e 1 Associates 8< 
Bethesda,MD to discuss PSAR changes & reg guides on QA. 

HOOD, D. S. Light Water Reactors Branch 4. BOX 13. 79/02/27. 

Light Water Reactors Branch 4. 21pp. 25402: 233. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--7904170070 Summary of 790306 site visit to observe status of soi 
preloading program being performed to consolidate fill in 
vicinity of & underneath diesel generator bldg. 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/03/20. 

Light Water Reactors Branch 4. 5pp. 25402:256. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 7906250462 Discusses annual update of const completion dates by 1 
Caseload Forecast Panel which projects slip of 32-33 months 
beyond applicant estimate. 

HOOD. D. Light Water Reactors Branch 4. BOX 13. 79/05/15. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 2f 
25402:268. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7906250465 Submits revised estimate for scheduled const completic 
KARI/S. M. Office of Management and Program Analysis. BOX 13. 
79/05/11. HOOD, D. Light Water Reactors Branch 4. Ip. 25402: 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7907240221 Forwards corrected page to D Hood 790515 memo to D Va 
correcting length of const delay for Unit 2 from 
"32-33 months” to “12 months. " 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/05/16. 

Light Water Reactors Branch 4. 2pp. 25402:270. 24X 

Fiche: 50-329, 04/05/17,8405220481. 


— 7909260580 Forwards revised supplemental request for addl soils 
settlement info. Request revised per 790905 meeting w/util. 
HAASS, W. P. Quality Assurance Branch. BOX 13. 7 9/09/07. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 25402:28 
24X Fiche: 50-329,84/05/17, 8405220481. 


— 7909290355 Requests addl info re QA program for design & const. 
HAASS, W. P. Quality Assurance Branch. BOX 13. 79/08/29. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 25402:27 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7910150079 Forwards request for addl info re review of changes to 
program for design & const of facility. 

HAASS, W. P. Quality Assurance Branch. BOX 13. 79/09/10. 

RUBENSTEIN. L. S. Light Water Reactors Branch 4. 2pp. 25402:28 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7910260324 Notifies of revised estimate re const c omp 1 e t i on. Ut i 1 
preparing revised forecast to reflect recent increases in 
electrical quantities & TMI-2 impacts on licensing issues. 

Unit 2 const is estimated to be complete by June 1982. 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/10/02. 

VARGA, S. A. Assistant Director for Light Water Reactors, lp. 
25402:289. 24X Fiche: 50-329, 84/05/17, 8405220481. 


•“"■7911160166 Summary of 791031 site visit to observe sump screen 
deficiency. 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/10/31. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. Ip, 25402:293 
24X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


““7912050540 Discusses followup on 791113 meeting. To max extent NRC 
consultants will be guided to use decision point meetings 
that culminate in declaration of final NRC position. 

KNIGHT, J. P. Assistant Director for Engineering. BOX 13. 
79/11/14. DENTON, H. Office of Nuclear Reactor Regulation, 
Director. lp. 25402:294. 24X Fi che: 50-329, 84/05/17, 840522048 


— 7912170375 Summary of 791126 telcon w/util re schedules delays fo 1 
facil ity. Delays caused by increased quantities for 
electrical cabling St small piping & by projected changes for 
TMI-2 U open licensing issues. 

HOOD, D. S. Light Water Reactors Branch 4. BOX 13. 79/11/29. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. lp. 25402:295 
24X Fiche: 50-329, 84/05/17, 8405220481. 


DOCKETED ITEMS 


B04Q9 Requests documents identified in 800313 Corps of Engineers 
to NRC containing results of soil investigations 
pleted after discovery of Aug 1978 settlement problem 8/ 
ering soil explorations. 

KSON, R.E. Geosciences Branch. BOX 13. 80/03/31. 

ENSTEIN, L. S. Light Water Reactors Branch 4. 2pp. 25402:313. 
Fiche: 50-329. 84/05/17. 8405220491. 


8006.240728 Summary of 770323—25 Midland. MI site tour it interviews 
w/Midland City & County officials re evaluation of post & 
prospective community impacts associated w/facility const. 
KALTMAN. M. Cost Benefit Analysis Branch. BOX 13. 77/03/28. 

CLEARY, D. P. Cost Benefit Analysis Branch. Ip. 25402:325. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


B0415 Requests Bechtel/CPC documents re diesel generator bldg 
ndation data survey program, consul tant repts for plant 
1 fixes Sc compaction equipment evaluation rept. Needed for 
luation of applicant proposed remedial action. 

ALLISTER, P. Army. Dept. of. Corps of Engineers. BOX 13. 

33/13. JACKSON. R. Division of Systems Safety. Ip. 25402:312. 

X Fiche: 50-329. 84/05/17. 8405220481. 


20608 Forwards estimate of lifetime costs of continuing const of 
Lear plant compared to constructing coal-fired plant, 
binuing const of nuclear plant will be approx 10% less 
tly . 

-I. D. A. Cost Benefit Analysis Branch. BOX 13. 80/04/10. 

_ETTI,D. Environmental Projects Branch 2. 3pp. 25402:316. 
Fiche: 50-329. 84/05/17. 8405220481. 


)0865 Power Sys Branch input to first round questions. 

’ower Systems Branch. BOX 13. 78/04/20. 20pp. 25400:031. 

Fiche: 50-329, 84/05/17, 8405220481. 


10926 Geosciences Branch input to first round questions. 
Geosciences Branch. BOX 13. 78/06/15. 3pp. 25400: 102. 24X 

le: 50-329, 84/05/17, 8405220481. 


8006240740 Forwards Hydrology-Meteorology Branch input to first ro 
questions. 

H'JLMAN, L G. Hydrology Meteorology Branch. BOX 13. 77/10/11. 

VARGA, S. A. Light Water Reactors Branch 4. 2pp. 25403:016. 24 

Fiche: 50-329, 84/05/17, 8405220481. 


■8006240742 Hydrology-Meteorology Branch input to first round quest 
SNELL, W. Hydrology Meteorology Branch. BOX 13. 77/10/11. 3pp 

25400:086. 24X Fiche: 50-329, 84/05/17, 8405220481. 


•8006240743 Accident Analysis Branch input to first round questions 
FERRELL, C. Accident Analysis Branch. BOX 13. 78/02/24. 3pp. 

25400:097. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


■8006240753 Emergency Planning Branch input to first round question 
* Division of Project Management. BOX 13. 78/03/14. 2pp. 

25400:110. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 


8006240760 Informs that GA Branch has reviewed proposed changes to 
QA program per util 770516 submittal. QA program acceptable 
for design It const phase. 

HELTEMES, C, J. Quality Assurance Branch. BOX 13. 77/07/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25403:012. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


(•0665 Discusses treatment of Dow Chemical Co purchases in event 
: acility delay or cance 1 lation. 

1, S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/28. 

r LINO, R. Hearing Branch 4. 2pp. 25403:010. 24X 

ie: 50-329, 84/05/17, 8405220481. 


^673 Geosciences Branch input to first round questions. 
(BULL, R. Geosciences Branch. BOX 13. 78/02/23. 2pp. 

10:105. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


0674 Summary of 770428 meeting w/util in Bethesda, MD re operator 
ning & qualif ications. Equipment & circuit separation 
eria review end. 

:LL, R. Light Water Reactors Branch 4. BOX 13. 77/05/05. 

t Water Reactors Branch 4. 3pp. 25402:327. 24X 

e: 50-329, 84/05/17, 8405220481. 


— 8006240766 Reviews util proposed criteria for 
primary containment. Submits addl guidelines 
& clarif ication of paragraph 2.2. 

BOSNAK, R. J. Mechanical Engineering Branch. 
VARGA, S. A. Light Water Reactors Branch 4. 
Fiche: 50-329, 84/05/17, 8405220481. 


pipe breaks within 
for completeness 

BOX 13. 77/06/14. 

Ip. 25402:330. 24X 


■8006240799 Hydrologic Engineering input to first round questions. 
JOHNSON, T. L. Hydrology Meteorology Branch. BOX 13. 78/02/23. 

Ip. 25400:108. 24X Fi che : 50-329, 84/05/17, 8405220481 . 


—8006240815 Informs that QA Branch has reviewed proposed changes to 
facility QA program & finds program acceptable. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25402:326. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


0678 Auxiliary Sys Branch input to first round questions, 
uxiliary Systems Branch. BOX 13. 78/02/23. 6pp. 25400:063. 

Fiche: 50-329, 84/05/17, 8405220481. 


0683 Analysis Branch input to first round questions, 
nalysis Branch. BOX 13. 78/02/21. Ip. 25400:093 . 24X 

e: 50-329,84/05/17, 8405220481. 


— 8006240820 Informs that supplemental info requested in 770526 memo 
clarifies util criteria for admini strati ve procedure 
separation per general design criteria it is acceptable at 
CP stage. 

TEDESCO, R. Assistant Director for Plant Systems. BOX 13. 
77/09/30. VASSALLO, D. Assistant Director for Light Water 
Reactors. Ip. 25399:249. 24X Fiche: 50-329, 84/05/17, 8405220481. 


0684 Summary of 780213 meeting w/util in Bethesda, MD re util QA 
ram topical rept changes. 

E, W. L. Quality Assurance Branch. BOX 13. 78/02/16. 

UNG, R. C. Division of Site Safety it Envir onmenta 1 Analysis. 
25403: 022. 24X Fiche: 50-329, 84/05/17, 8405220481. 


0688 Meteorology Section input to first round questions. 

L, W. Hydrology Meteorology Branch, BOX 13. 78/02/17. Ip. 

0 : 109. 24X Fiche: 50-329, 84/05/17, 8405220481. 


0693 Matls Engineering Branch input to first round questions, 
aterials Engineering Branch. BOX 13, 78/02/16. 2pp. 

0 : 089. 24X Fiche: 50-329, 84/05/17, 8405220481, 


0704 Matls Engineering Branch input to flTst round questions, 
aterials Engineering Branch. BOX 13. 78/02/16. 2pp. 

0 : 091 . 24X Fiche: 50-329, 84/05/17, 8405220481 . 


D710 Radiological Assessment Branch input to first round 
tions. 

3N, C. B. Radiological Assessment Branch, BOX 13. 78/02/13 

25400: 101. 24X Fiche: 50-329, 84/05/17, 8405220401, 


— 8006250460 Power Sys Branch input to second round questions. 

* Power Systems Branch. BOX 13. 78/09/19. Upp. 25400:051. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006250474 Matls Engineering Branch supplemental input to second rc 
questions. 

* Materials Engineering Branch, BOX 13. 78/08/21. Ip. 

25400:085. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8007010623 Mechanical Engineering Branch input to second round 
questions. 

* Mechanical Engineering Branch. BOX 13. 78/08/11. 5pp. 

25400:080. 24X Fiche : 50-329, 84/05/17, 8405220481. 


— B 0071 50658 Forwards rept covering Subtask 1 of Interagency Agreemer 
NRC-03-79-167 re Midland Units 1 & 2. Identifies unresolved 
issues & makes recommendations prior to SER preparation. 

GOODWIN, 2. M. Army, Dept, of. Corps of Engineers. BOX 13. 
80/07/10. JACKSON, R. Division of Safety Technology. 18pp. 
25402: 003, 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8008060622 Auxiliary Sys Branch input to second round questions. 

* Auxiliary Systems Branch. BOX 13. 78/08/02. 8pp. 25400:072 

24X Fiche: 50-329, 84/05/17, 8405220481. 


D717 Effluent Treatment Sy« input to first round questions. 


— 8G082503B6 Discusses unsuccessful attempt to contact W Reinmuth re 
800715 memo to G Fiorelli about bolting problems & proposed 
bolting reg guides. 

SELLERS. C.D. Materials Engineering Branch. BOX 13. 80/08/14. 

PAWLICKI, S. S. Materials Engineering Branch. Ip. 25402:021. 24X 

Fiche 50-329. 84/05/17, 8405220481. 


— 8106150495 Summary of 810430 meeting w/u t i 1 , Be c h te 1 t> B&W in Ann 
MI re review of auxiliary feedwater sys & cold shutdown 
sys. 

PARR, 0. D. Auxiliary Systems Branch. BOX 13. 81/05/05. 

CHECK, P. S. Assistant Director for Plant Systems. 2pp. 25401 
24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 800904-0463 Submits monthly rept re Energy Technology Engineering Ctr 
technical assistance to NRC supporting LWR licensing 
activit les. Project cost summary rept end. 

BATES, J O. Rockwell International Cor p. BOX 13. 80/08/28. 

BOSNAK, R. J. Mechanical Engineering Branch. 3pp. 25402:022. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8010170284 Requests inclusion of support in review schedule for vessel 
holddown mods in present planning efforts. 

MIRACLIA- F. J. Licensing Branch 3. BOX 13. 80/09/25. NOONAN, V. 

Assistant Director for Matls & Gual. Engineering (Pre 830201 >. Ip. 
25402; 030 24 X Fiche: 50-329, 84/05/17, 8405220481 


—8011240120 Forwards interrogatories for licensee re deformations of 
buried piping due to differential soil settlement at 
facil ities. Rapid response is necessary so evaluation can be 
made prior to hearing. 

BOSNAK, R. J Mechanical Engineering Branch. BOX 13. 80/11/06. 

MIRACLIA, F. J. Licensing Branch 3. 3pp. 25402:037 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8107070248 Submits status of facility technical hearing review. 
Discusses status of mods re addl b or ing s , p r op osed pipe 
supports & status of seismic rept. 

LEAR, G. Hydrologic & Geotechnical Engineering Branch. BOX 13. 
81/06/17. VOLLMER, R. H. Division of Engineering. 2pp. 25401' 
24X Fiche. 50-329, 84/05/17, 8405220481. 


— 8107270062 Notification of 810717 monthly project meeting in Beth 
MD to discuss overall project coordination schedules, 
technical issues & status, revi ew of interfaces & early 
identification of problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/07/14. EISENHUT, D. 

Office of Nuclear Reactor Regulation, Director. 2 pp . 25401:26; 
24 X Fiche: 50-329, 84/05/17, 8405220481. 


8108130119 Chemical Technology Section input to first round quest 
Safety evaluation of NUREG-0737 Item II, B. 3 encl. 

* Chemical Engineering Branch. BOX 13. 81/07/31. 3pp. 

25400:094. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


-8101140441 Refers to RL Tedesco 801110 ltr re applicant 800829 request 
for relief from addl boring & testing of soil samples. 

Concurs w/NRC decision. 

MCCALL I STER, P. Army, Dept, of. Corps of Engineers. BOX 13. 

80/12/02. LEAR, G. Hydrologic & Geotechnical Engineering Branch. 

6pp. 25400:025. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8108280135 Notifies of 810821 monthly project meeting to provide 
overall project coordination on sc hed u 1 es , tec hn i cal issues & 
status, review of interfaces & early identification of 
problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/08/11, EISENHUT, D G 

Division of Licensing. 4pp. 25401:269. 24X Fiche: 50-329, 

84/05/17, 8405220481. 


-8103180134 Responds to request for review of vessel holddown mods. 
Concludes that detensioned studs adequate w/ineorporation of 
upper lateral support fi x. Recommends upper lateral supports 
be added to prevent stress corrosion failures. 

PAWLICKI, S. Materials Engineering Branch. BOX 13. 81/03/09. 

MIRAGLIA, F. Licensing Branch 3. 3pp. 25402' 040 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


8 1 10050012 Summarizes 810831 telcon w/util re grain size distribut 
from pilot holes for relocated dewatering wells. Curves of 
grain size distribution encl. 

HOOD, D. Licensing Branch 4. BOX 13. 81/09/08. Licensing 

Branch 4 . 10 pp. 25400:015. 24X Fiche: 50-329, 84/05/17, 840522041 


-8103231078 Requests Div of Licensing arrange telcon between CPC St 
consultants u/C orps of Engineers & Geotechnical Engineering 
branch prior to util exploration at site. Also requests util 
provide one copy of PSAR to US Army Corps of Engineers. 

Hydrolog ic & Geotechnical Engineering Branch. BOX 13. 
t!C°c /17 MIRAGLIA, F. J. Licensing Branch 3. 2pp. 25402:050 
24X Fiche: 50-329. 84/03/17, 8405220481 


F °rwards input fr ° m Mechanical Engineering Branch respondin 
to first set of util 801117 interrogatories re soil 
settlement. 

Assistant Director for Comp, fc Structures Engineering 
01 > B °* 13 01/03/17. TEDESCO. R. L. Assistan l Director 

040522048 j * 7pP ' 25402: 043 ' 2 « Fiche: 50-329, 84/05/17, 


5104280609 “Auxiliary Feedwater Sys 
* Consumer® Power Co. BOX 13 
Fiche: 50-329, 84/05/17, 8405220481. 


Design Review Presentation. “ 
81/04/22. 150pp. 25402:057. 


24X 


8111090108 Notification of 811104 meeting w/util & Bechtel in Bethi 
MD to discuss remedial plans for foundations to auxiliary 
bldg & svc water structure. 

HOOD. D. S. Licensing Branch 4. BOX 13. 81/10/28 ADENSAM, E G 

Licensing Branch 4. lp. 25401:326. 24X Fi c h e ; 50-329, 84/05/17, 


. -■ -'****' '»««w*n 5 ) w / u 1 1 x t* uecn-cei in 

MD to integrate licensing const schedules for remedial 
foundation activities for auxiliary bldg. 

HOOD, D. S. Operating Reactors Branch 4, BOX 13. 81/11/13, 

ADENSAM, E. G. Operating Reactors Branch 4. 3pp. 25401 330 
Fiche: 50-329, 84/05/ 1 7, 840522048 1 . 


-8112110281 Forwards record of 811030 telcon W/US Army Corps of 
Engineers, util & Bechtel re 810930 technical rept on 
underpinning auxiliary bldg & feedwater isolation valve 
wiU respond at 811104 meeting in Bethesda, MD. 

Co ~^ n iJ! ranCh 4 - B0X ia 81/11/24. Consumers Pou 

Co. 7pp. 25401:327. 24X Fic h e : 50-329, 84/05/17, 8405220401 . 


Ar ? a C ° rp ° f Enpin " r5 010421 rept re Amend 8! 
um inBett.^.™ 810505-07 meetings 

n^niRACLiA E Branch. box 13. 

e F> a Licensing Branch 3. 2pp 25401-236 

24X Fiche: 50-329,84/05/17,8405220481. *=>*01.236. 


8112170451 Notification of 811209 
discuss const & review schedules 
activities. 


meeting w/util in Bethesda, MD 
for soils remedial 


to 


HOOD, D. S. Licensing 
Licensing Branch 4. 
8405220481. 


Branch 4. BOX 13. 81/12/07. ADENSAM, E. 

3pp. 25401:343. 24X Fi c h e : 50-329, B4/05/17, 


ll ^nm?^ 1 7 F « ri,,ardS review rept re Amend 85. 

81/04/21 ! .r A J r ^' n* Pt ‘ ° f ' Corps . of Engineers. BOX 13. 

.. . LFAR, Division of Engineering. 2 dd 25401 • 

Fiche: 50-329,84/05/17,8405220481. PP 25 40 1.238. 




24 X 


at *.«««■ A „ n 
Mim ita " s 

B °r 3 ' B1/0S/18 - •*».». 

Fid.: 30-329. 84/05/17.° 2PP 254 ° I:25B - »* 


Mn f-n ' ' “ “4AC.AW H, B e C1 ng u/utu * Bechtel in Betl 

MD to discuss criteria & methods of evaluation for cracks 
in structures on plant fill. 

^;J<„ n L n C *" i j n 2 Br : nch 4 - B °* 13 - 01/12/07. ADENSAM, E. 0. 

8405220481 Br4nC ^ PP ' 89401 24X Fi c he : 50-329. 84/05/1 : 

Submits casework status repts for fac i 1 ities . Ab normal 
d'dJs"ed safet 1'- r ' 1 * te ' 1 Piping & draft SE8 ma. tings 

SULLiuIne , Engineering Branch. BOX 13. 81/12/02. 

. asms ^ Division of Engineering. ip 23401 • 342 24X 

Fiche: 50-329, 84/05/17, 8405220481. P *vi j**’*!. 24 X 

"“dcdved on V l S * S 1";* ut “ plan for •x.luation of crack, in bldg 
O P I ®? , a !*m S ' haiUla ,lipp *»* ">•« Tasult. 

<Pre 830201, Vm a T ,', C ,X% f0T Comp ' «* Structures Engina.ri 

B ° X 13 ‘ ®l /la/ *l- TEDESCO. R.L. Assistant Dirac 

saoskaoaSr P ' 25401 ' 277 - 24x Etch.: 30-329.84/03/17, 


L 90001 Provides info re status of 0L reviews Sc ac c ep ta b i 1 i ty of 

/el D schedule dates. in response to 811216 memo. 

iSS, W. P. Quality Assurance Branch. BOX 13. 81/12/28. 

.LI VAN. T. Division of Engineering. Ip. 25401:278. 24X 

:he: 50-329. 84/05/17. 8405220481. 


250019 Informs that applicant draft submittal re cracks in 
ciliary bldg.svc water pump structure, d iesel generator 
Ig It foundations for berated water storage tanks was 
reived late Sc is inadequate. 

[GHT, J. P. Assistant Director for Comp. Sc Structures Engineering 
*e 830201). BOX 13. 82/01/08. TEDESCO, R. L. Assistant Director 

'Licensing. Ip. 25400:014. 24X Fich e: 50-329. 84/05/ 17. 

15220481. 


J00409 Notification of 820111 meeting w/util Sc Bechtel in Bethesda. 
to discuss cracks in concrete structures. 

)D. D. S. Licensing Branch 4. BOX 13. 81/12/28. ADENSAM, E. G. 

:ensing Branch 4. 3pp. 25401:279. 24X Fiche: 50-329. 84/05/17, 

15220481. 


100413 Notification of 820113 meeting w/util & Bechtel in Bethesda, 
to discuss borated water storage tanks remedial actions 
1 ring foundations, dynamic models, boring results, stres ses 
tanks 2k conditions for resetting tanks. 

ID, D. S. Licensing Branch 4. BOX 13. 81/12/28. ADENSAM, E. G. 

:ensing Branch 4. 3pp. 25401:282. 24X Fiche: 50-329, 84/05/17, 

>5220481. 


>30049 Responds to 811218 request for NRC Caseload Forecast Panel 
unary Sc findings for 1981 site visits. W/o end. 

■NSAM, E. G. Licensing Branch 4. BOX 13. 82/01/13. BUDWANI, R. N. 

Ilf States Utilities Co. Ip. 25401:152. 24X 

:he: 50-329, 84/05/17, 8405220481. 


>30053 Requests NRC Caseload Forecast Panel presentation Sc summary 
■ 1981 site visits. 

>WANI,R. Gulf States Utilities Co. BOX 13. 81/12/18. 

ID, D. S. Division of Licensing. 2pp. 25401:275. 24X 

he: 50-329, 84/05/17, 8405220481. 


>50085 Forwards US Army Corps of Engineers 811123 & 1208 ltrs 
msmitting H Singh testimony for A8LB hearings re diesel 
lerator bldg.svc water pump structure Sc auxiliary bldg & 

Itto testimony for diesel generator bldg. 

>R, G. Hydrologic 2k Geotechnical Engineering Branch. BOX 13. 
01/05. ADENSAM, E. G. Licensing Branch 4. 2pp. 25401:285. 24X 

he: 50-329, 84/05/17, 8405220481. 


I500B9 Forwards HN Singh testimony for ASLB hearings re diesel 
lerator bldg & sve water pump structure 8c WC Otto 
itimony re diesel generator bldg. 

(WIN, Z. M. Army. Dept, of, Corps of Engineers. BOX 13. 
p ll/23. LEAR, G. Hydrologic Sc Geotechnical Engineering Branch. 
25401:287. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


>50092 Forwards KN Singh testimony for ASLB hearings re diesel 
lerator bldg & sve water pump structure Sc WC Otto 
itimony re diesel generator bldg. 

IALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 13. 
11/16. LEAR, G. Hydrologic Sc Geotechnical Engineering Branch. 
2540 1 : 288. 24X Fiche: 50-329, 84/05/ 17, 840522048 1 . 


>50100 Forwards HN Singh testimony for ASLB hearings re auxiliary 

>g- 

1DWIN, Z. M. Army, Dept, of. Corps of Engineers. BOX 13. 

12/08. LEAR, G. Hydrologic Sc Geotechnical Engineering Branch, 
i. 25401:353. 24 X Fic h e : 50-329, 84/05/ 17, 840522048 1. 


>50102 Forwards I SN Singh testimony for ASLB hearings re auxiliary 

ig- 

IALLISTER, P. Army, Dept, of, Corps of Engineer*. BOX 13. 

11/24. LEAR, G. Hydrologic St Geotechnical Engineering Branch. 
25401:355. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


70058 Notification of 820128 meeting w/CPC Sc Bechtel in Bethesda, 
to discuss underground piping. 

ID, D. S. Licensing Branch 4. BOX 13. 82/01/26. ADENSAM, E. G. 

ensing Branch 4. 3pp. 25401:165. 24X Fiche: 50-329, 84/05/17, 

>5220481. 


70428 Comments on QA plan for underpinning of sve water pump 
ucture S< auxiliary b ldg . Plan describes activities 
cific to soils remedial work & coiRm|ts nrfcil Sc Bechtel 
comply w/QA program controls, 

188, W. P. Quality Assurance Branch* BSX 13. 82/01/29. 

INS AM, E. Licensing Branch 4. Ip. 25401:183. 24X 

he: 50-329, 84/05/17, 8405220481, 


— 8202220212 Advises that listed action items were noted during 820202 
hearings. Threefold approach for QA underpinning of plant 
includes detecting structural sett lement, arresting movement 
Sc monitoring & asessing load data. 

HOOD, D. Licensing Branch 4. BOX 13. 82/02/03. ADENSAM, E. G. 

Licensing Branch 4. 2pp. 25401:184. 24X Fiche : 50-329, 84/05/17, 

8405220481. 


— 8202240292 Summarizes 820126 telcon w/util Sc Bechtel re settlement 
measurements obtained since valve pits for borated water 
storage tank filled w/uater on 811028. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/02/05. Licensing 

Branch 4. 8pp. 25401:186. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8203010267 Summary of 820112 meeting w/util in Glen Ellyn, 1L re QA 
organization changes Sc underpinning. 

HOOD, D. S. Licensing Branch 4. BOX 11. 82/01/29. Licensing 

Branch 4. 5pp. 25382:120. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8203100534 Summary of 811020 meeting w/util in Bethesda, MD to discui 
operational training Sc employee qual if ications. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/03. Licensing 

Branch 4. 13pp. 25401:036. 24X Fiche: 50-329, 84/05/17, 840522048: 


--8203180523 Forwards evaluation of util response to DNB during 
subcritical return to power following steam line break. 
Departure from DNB does not occur. 

BERLINGER, C. H. Core Performance Branch. BOX 13. 82/03/08. 

SHERON, B. Instrumentation Sc Control Systems Branch. 3pp. 
25401:049. 24X Fiche: 50-329. 84/05/17, 8405220481. 


— 8203190191 Notification of 820316-19 meetings w/util Sc Bechtel in Ai 
Arbor, MI to audit underpinning design of sve water pump 
structure Sc to discuss diesel generator bldg Sc borated water 
storage tanks. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/10. ANDERSON, E. G. 

Licensing Branch 4. 3pp. 25401:052. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8203230209 Summary of 811020 meeting w/util in Bethesda, MD re staff 
evaluation of mgt Sc technical qual if ications Sc resources. 

List of attendees, agenda S< viewgraphs end. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/03. Licensing 

Branch 4. 32p. 25401:004. 24X Fiche: 50-329. 84/05/17, 8405220481 


— 8204050231 Comments on three util submittals re subsurface geologic 
structure Sc stress state for Mid land, MI. Al 1 unresolved 
issues satisfactorily addressed within present limits of 
available info. 

PLANNER, H. N. Los Alamos Scientific Laboratory. BOX 13. 82/03/2 

BROCOUM, S. NRC - No Detailed Affiliation Given. 2pp. 25401:06 
24X Fiche. 30-329,84/05/17,8405220481. 


— 8204050435 Summary of 820223-26 meetings w/util, Bechtel Sc consultan 
in Bethesda, MD re remedial actions for structures on plant 
fill. Miscellaneous data, draft testimony Sc one oversize 
figure enc 1. Aperture card is available in Central Files. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/12. Licensing 

Branch 4. 225p. 25401:057. 24X Fiche: 50-329, 84/05/17, 840522048 


— 8204210192 Summary of 820304 meeting re soils hearing schedules. 
Attendee list end. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/15. TEDESCO, R. L. 

Assistant Director for Licensing. 6pp. 25401:058. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8204210773 Summary of 811214 Sc 820316 meetings w/util St BScW in 
Bethesda, MD re supplemental ECCS calculations. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/03/25. Licensing 

Branch 4 21pp. 25401:066. 24X Fiche: 50-329, 84/05/17, 84052204E 


— 8204280556 Responds to F Rinaldi 820309 memo re soil liquefaction i 
facility. No need to consider effects of liquefaction on 
Category I structures as plant fill will be dewatered. 

LEAR, G. Hydrologic 8c Geotechnical Engineering Branch. BOX 13. 
82/03/30. KUO, P. T. Structural Engineering Branch. Ip. 

25401 : 087. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8204290372 Summary of 820401 meeting w/util in Bethesda, MD re schet 
for NRC review of soils remedial activities. 

HOOD, D. Licensing Branch 4. BOX 13. 82/04/09. Licensing 

Branch 4. 5pp. 25401:096. 24X Fiche: 50-329, 84/05/17, 8405220481 

— 8205030599 Notification of 820416 meeting w/util Sc Bechtel in Bethi 
MD to discuss buried piping. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/04/13. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25401:107. 24X Fiche: 50— 329, 84/05/17, 

8405220481. 
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DOCKETED ITEMS 


— 8205210374 Forwards marked-up response to 820422 request for add! 
re geotechnical-related issues on underpinning svc water 
pump structure & borated water storage tank. 

POULOS, S. J. Geotechnical Engineers. Inc. BOX 13. 82/05/17. 

KANE, J. Division of Engineering. 6pp. 25401:120. 24X 

Fiche: 50-329. 84/05/17. 8405220481. 


info — 8209200109 Discusses contentions accepted at Midi* 

prehearing conference. Discovery questions must t 
820831 w/exception of Sinclair Contentions 6.8 ? 
which discovery has not yet been closed. 

ADENSAM, E. G. Licensing Branch 4. BOX 13. 82/C 

Equipment Qualification Branch. 32pp. 25400:1 

Fiche: 50-329. 84/05/17. 8405220481 . 


— 8206150015 Forwards review comments for util 820514 ltr in response 
auxiliary bldg underpinning concerns. 

POULOS. S. J. Geotechnical Engineers. Inc. BOX 13. 82/06/11. 

KANE. J. Division of Engineering. 4pp. 25401:121. 24X 

Fiche: 50-329. 84/05/17. 8405220481. 


to 

— 8209270530 Notification of 820908 meeting w/util j 
discuss QA program improvements. 

HOOD. D. S. Licensing Branch 4. BOX 13. 82/09/C 

Licensing Branch 4. 3pp. 25399:194. 24X Ficht 

8405220481. 


— 8206150185 Forwards results of review of CPC 820507 ltr in response 
to NRC concerns re limit analysis of svc water pump 
structure. 

POULOS. S. J. Geotechnical Engineers. Inc. BOX 13. 82/06/11. 

KANE. J. Division of Engineering. Ip. 25401:125. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


--8210130030 Forwards Zack Co welding records which 
& Cl inton. Board & parties should be notified. W/c 
NOVAK, T. M. Assistant Director for Licensing. E 
ANDENSAM, E. G. Licensing Branch 4. Ip. 25399:1 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8206280114 Summary of 820611 meeting w/util in Bethesda.MD re soils 
remedial work. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/06/18. Licensing 

Branch 4. 5pp. 25400:326. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8206290012 Forwards summary of 820608 telcon w/util re Enel 3 to 820525 
ltr on definition of Phase 2 underpinning activities & QA 
plan for soils activities. 

HOOD. D. S. Licensing Branch 4. BOX 13. 82/06/18. Licensing 

Branch 4. 26pp. 25401:126. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8206290629 Ack receipt of 820403 & 12 ltrs providing brief account of 
soil issues. Issuance of CP by Commission provides no 
assurance that OL will be granted. OL issuance depends on 
implementation of remedial actions. 

EISENHUT, D. G. Division of Licensing. BOX 13. 82/06/25. 

STAMIRIS, B. Affiliation Not Assigned. 5pp. 25400:331. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8207130354 Forwards summaries of telcons w/util, some of which were 
cited in 820312 ltr transmitting testimony for OL hearings. 

Other telcons relate to licensing action. 

WEEKS, J. R. Brookhaven National Laboratory. BOX 13. 82/06/29. 

TUROVLIN, B . NRC - No Detailed Affiliation Given. 4pp. 25400:338. 
24X Fiche: 50-329. 84/05/17,8405220481. 


— 8210150680 Board Notification 82-90: informing of u 
which raise questions re ability of control pane 
perform safety function during seismic event. 
NOVAK, T. M. Assistant Director for Licensing. E 
Atomic Safety and Licensing Board Panel. 3pp. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8210180205 Forwards draft ltr requesting addl infc 
Guide 1. 58, Revision 1 re qualification of insp, c 
testing St audit personnel. 

HAASS, W. P. Quality Assurance Branch. BOX 13. 
ADENSAM, E. Licensing Branch 4. Ip. 25399:202. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8210180220 Responds to 811102 ltr re qua 1 i f i cation 
testing St audit personnel. Addl info re util post 
Guide 1. 58, Revision 1 requested. 

NOVAK, T. M. Assistant Director for Licensing. E 
COOK, J. W. Consumers Power Co. 2pp. 25399:203. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8211040467 Summary of 820317 meeting w/ap p 1 i cant, E 
BNL in Bethesda,MD re facility seismic equipment 
qualification program. Attendance list St agenda e 
HERNAN, R. W. Licensing Branch 4. BOX 13. 82/1C 

Branch 4. 31pp. 25399:208. 24X Fiche: 50-329, E 


8207140304 Discusses Govt Accountability Project investigating problems 

at p lant. Emp loyees fear of reprisal for coming forward — 8211160143 Summarizes branch comments on independe 


noted. News conference scheduled for 820629. 
issuance of preliminary notification until 
ADENSAM, E.G. Licensing Branch 4. BOX 13. 
Office of Nuclear Reactor Regulation, Diret 
24X Fiche: 50-329, 84/05/17, 8405220481. 


Region may delay verifj 

info received. HAASS, 

82/06/25. DENTON, H. R. NOVAK, 

;tor. Ip. 25400:337. 24X F: 


.cation program made prior to 821025 meetin 
W. P. Quality Assurance Branch. BOX 13. 

T. M. Assistant Director for Licensing. 2 
.Che: 50-329, 84/05/17, 8405220481. 


— 0207290047 Advises that util will be required to perform analysis 
u/conservative settlement profile to show settlement 
induced stresses in replaced svc water pipe do not exceed 
allowable stress value of 3Sc. 

KNIGHT, J. P. Assistant Director for Comp. 8c Structures Engineering 
(Pre 830201). BOX 13. 82/07/16. TEDESCO, R. L. Assistant Director 

for Licensing. Ip. 25400:347. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8208040367 Forwards responses to MP Sinclair discovery questions re 
degradation of steam tube integrity 8c matls used for reactor 
vessel fabrication. 

JOHNSTON, W. V. Assistant Director for Matls 8c Qual. Engineering 
(Pre 830201). BOX 13. 82/07/23. TEDESCO, R. L. Assistant Director 

for Licensing. 14pp. 25400:350. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


-8208050056 Addresses Contention 40 re lack of adequate qualification 
methods to satisfy requirements for saf ety-related equipment 
in response to 820709 request. 

ROSZTOCZY, Z. R. Equipment Qualif ication Branch. BOX 13. 82/07/21. 

ADENSAM, E.G. Licensing Branch 4. 2pp. 25400:348. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8208060085 Requests addl info in response to 820723 memo re auxiliary 
feedwater mod. Items 1 tc 2 in end required prior to NRC 
approval to proceed u/ood. Resolution of items 3 i: 4 required 
for final NRC approval of mod. 

BOSNAK, R. J. Mechanical Engineering Branch. BOX 13. 82/07/30. 

ADENSAM, E.G. Licensing Branch 4. 2pp. 25401:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


i a a 


— 8212210016 Board Notification 82-105: forwards info 
deficiency in ASME Code Class I p iping. Concern r 
all PWR 8< BWR plants currently under OL review. 
NOVAK, T. M. Assistant Director for Licensing. B 
Atomic Safety and Licensing Board Panel. 2pp. 
Fiche: 50-329, 04/05/17, 8405220481. 


— 8301190501 Board Notification 83-002: forward s info 
QA on superstrut matl used in cable tray, conduit 
instrument supports. 

EISENHUT, D. G. Division of Licensing. BOX 13. 
PALLADINO, N. J. Commissioners. 2pp. 25399:250. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8301190522 Provides info on apparent deficiencies 
superstrut matl used for Class IE cable tray tt c 
supports, w/recommendati on that appropriate board 
notification be considered. 

CREWS, J. L. Division of Resident, Reactor Project 
Programs. BOX 09. 82/12/16. EISENHUT, D. G. Di 

Licensing. 25pp. 25361:169. 24X Fiche: 50-329, 

8405220481. 


— 8301280415 Provides info to aid in resolving emerg 
generator exhaust sys hangar issue. Exceptions to 
1.29 not appropriate to sys. 

SRINIVASAN, M. Power Systems Branch. BOX 13. 8 

ADENSAM, E.G. Licensing Branch 4. 2pp. 25399:3 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8302020075 Recommends electric power sys (diesel g 
inclusion in Independent Design Verification Pro 
Comments requested prior to 830208 meeting w/app 


DOCKETED ITEMS 


1020452 Concurs w/830127 recommendat ion to use electric power sys 
iesel generators) as second appropriate sys -for inclusion 
independent design verification program. 

TTSQN, R. J. Division of Systems Integration (post 811005). BOX 
t. 83/02/07. EISENHUT, D. G. Division of Licensing. Ip. 

399:264. 24X Fi ch e : 50-329/ 84/05/17. 8405220481 . 


1180031 Requests review of TERA Corp engineering program Sc QA plans 
r independent design & const verification program. W/o Enel 
Sc 2. 

tVAK, T. M. Division of Licensing. BOX 13. 83/03/11. 

TTSQN. R. J. Division of Systems Integration (post 811005). 5pp. 
399:265. 24X Fiche: 50-329. 84/05/17. 8405220481. 


210208 Requests QA or safety review of Part 21 notification by 
ansamerica Delaval re starting reliability of diesel 
vernor lube oil copier. Applicant safety concern Sc 
liability evaluation end. 

QD. D. S. Licensing Branch 4. BOX 13. 83/03/14. TOMLINSON. E. 

liter Systems Branch. 12pp. 25399:270. 24X Fiche: 50— 329. 

/05/17. 8405220481. 


300169 Comments on RN Vollmer 830316 memo re plant independent 
sign Sc const verification program. Evaluation of cracking 
containment shell recommended as special effort in civil/ 
Tucture area. 

NALDI.F. Structural Sc Geotechnical Engineering Branch. BOX 13. 
/ 03/23. SULLIVAN. T. Division of Engineering. 2pp. 25399:282. 
X Fiche: 50-329. 84/05/17. 8405220481. 


010062 Advises that affidavits of TERA personnel have been reviewed 
are acceptable for independent design const verification 
ogram. per 830321 memo. All affidavits not received. 

SSIER.M. Site Analysis Branch. BOX 13. 83/03/28. SULLIVAN. T. 

vision of Engineering. Ip. 25399:284. 24X 

che: 50-329. 84/05/17.8405220481, 


040082 Designates GE Lear as acting assistant director for 
mponents Sc Structures Eng ineer ing . Div of Engineering, 
ring author absence on 830328-0401. 

IGHT. J. P. Assistant Director for Comp. Sc Structures Engineering 
ost 830201). BOX 13. 83/03/28. VOLLMER. R. H. Division of 

gineering. Ip. 25399:285. 24X Fich e : 50-329, 84/05/17, 

03220481. 


060551 Responds to B Oarde FOIA Request 83-90 re IE insps St 
aluation on plant const activities on soils work that led 
Spessard memo. Branch has no relevant documents. 

AR, G. Structural Sc Ceotechnical Engineering Branch. BOX 13. 
/Q3/31. WILSON. V. H. Management Analysis Branch. 2pp. 
399:292. 24X Fich e : 50-329, 84/05/17, 8405220481 . 


200427 Responds to B Stamiris 830407 request for production of 
cuments. Availab le documents per Items 4 & 3 re 
derpinning St independent audits listed. 

NALDI.F. Structural St Geotechnical Engineering Branch. BOX 13. 
/04/1S. ADENSAM, E. Licensing Branch 4. 2pp. 23399:290. 24X 

che: 50-329, 84/05/17, 8403220481. 


110051 Summary of 830413 meeting w/IE, Region III.Tera Corp, 
plicant S< two intervenor groups in Bethesda, MD re facility 
sign St const verification program. 

BENSTEIN, L. Reliability St Risk Assessment Branch. BOX 13. 
/03/03. BUSLIK.A, Reliability St Risk Assessment Branch. 2pp. 
399:294. 24X Fiche: 30-329, 84/05/17, 8405220481. 


110221 Forwards generic evaluation for BStW plants re new info 
ncerning auxiliary feedwater effectiveness, as followup to 
ard Notification BN-83-21. Cone lusi ons not affected by new 
fo re plant DHR capability under accident conditions. 

TTSQN, R, J. Division of Systems Integration (post 811005). 

□MPSON, H. L. Division of Human Factors Safety. BOX 09. 

/04/18, EISENHUT, D. G. Division of Licensing. 16pp. 25361:114. 

4X Fiche: 30-329, 84/03/17, 8405220481. 


020334 Requests support to address coordination problem between 
3, Region III St Div of Contracts re foundation S< 
derpinning consulting contracts. Contract extension 
sub talk recommended. 

ME, J. Structural St Geotechnical Engineering Branch. BOX 13. 
/OS/27. LEAR, G. Structural St Geotechnical Engineering Branch. 
f». 25399:300. 24X Fi che: 30-329, 84/03/17, 840322048 1 . 


330085 Discusses exception to Reg Guide 1.29, per Warnick 821029 

nn PfliBTnanrn dia-aa ! > anaMinr ethaiicf. <u< han«®!*« ini thin 


— 8306030457 Notification of 830614 meeting w/util in Bethesda, MD to 
discuss sys interactions Sc Paragraphs C. 2 & C. 4 of Reg 
Guide 1. 29. 

HOOD, D. S. Licensing Branch 4. BOX 13. 83/06/01. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25399:303. 24X Fiche: 50-329, 84/03/17, 

8405220481. 


— 8306080019 Board Notification 83-70: forwards info re continued cons 
activities on Underpinning Pier KC-2, located beneath turbine 
bldg northeast portion in violation of nonconformance rept Sc 
hold tag. W/o end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 06. 83/05/24. 

Atomic Safety and Licensing Board Panel. 3pp. 23339:237. 24X 

Fiche: 30-329, 84/03/17, 8403220481. 


— 8306090019 Forwards comments on summaries of 830307,08,0403 Sc 07 te 
conferences, transmitted by util 830414 ltr. Add itlons 8« revs 
necessary for complete 8< accurate record. 

KANE, J. Structural Sc Geotechnical Engineering Branch. BOX 13. 
83/03/31. HOOD, D. Licensing Branch 4. 8pp. 23399:306 . 24X 
Fiche: 30-329, 84/03/17, 8403220481. 


— 8306140344 Requests review of TERA Corp 830318 expanded engineering 
program plan Sc project QA plan for facility independent 
design S< const verification program. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/06/03. 

SPEIS, T. P. Division of Safety Technology. 2pp. 23399:316. 24X 

Fiche: 50-329, 84/03/17, 8403220481. 


— 8306220124 Advises that only control room HVAC sys portion of propo 
independent design 8< const verification program is within 
div scope of review. Comments Sc proposed mods end. 

MULLER, D. R. Assistant Director for Radiation Protection. BOX 13 
83/06/14. NOVAK, T. Assistant Director for Licensing. 3pp. 
23399:318. 24X Fi c h e : 30-329, 84/03/17, 8403220481. 


— 8307120170 Responds to util 830610 ltr presenting evaluation of 
explorations completed in SWPS area. Ap p 1 icant recommendation 
that all proposed const dewatering wells be installed to min 
elevation of 370 f t, acc ep tab le. 

KANE, J. D. Structural S< Geotechnical Engineering Branch. BOX 13. 
83/06/30. LEAR, G. Structural S< Geotechnical Engineering Branch. 
2pp. 23399:322. 24X F i c h e : 30-329, 84/03/ 1 7, 8403220481 . 


— 8307130349 Reviews matl presented at 830627 meeting on const comple 
program. Structural Sc Geotechnical Engineering Branch has 
no substantive comments on matls. 

KNIGHT, J. P. Assistant Director for Comp. Sc Structures Engineerin 
(Post 830201). BOX 13. 83/07/08. NOVAK, T. M. Assistant Directo 

for Licensing. Ip. 23399:336. 24X Fiche: 30-329, 84/03/17, 

8405220481. 


— 8307130401 Offers no comments on const completion program sent 
w/830703 memo. 

MULLER, D. R. Assistant Director for Radiation Protection. BOX 13 
83/07/07, NOVAK, T. M. Assistant Director for Licensing. Ip. ' 
25399:327. 24X Fiche: 30-329, 84/03/17, 8405220401. 


— 8307140128 Requests review Sc comments on end const completion prog 
proposed by util to improve project installation Sc insp 
status, sys const Sc QA imp 1 ementati on. Comments requested by 
830706, W/o ends 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/07/03. 

SPEIS, T. Division of Safety Technology. 2pp. 23399:324. 24X 

Fiche: 30-329, 84/03/17, 8403220481. 


— 8307190303 Advises of no comments on proposed const completion prog 
since program primarily pertains to QA/QC aspects. 

RUBENSTEIN, L. S. Assistant Director for Core Sc Plant Systems. BC 
13. 83/06/30. NOVAK, T. M. Assistant Director for Licensing. Ip 
23399:321. 24X Fiche: 30-329, 84/05/17, 8405220481. 


--8307190347 Submits comments on 830610 Rev 1 to const completion 
program Sc 830401 third party const implementation overview. 
Scope of program unclear. SScW presents reasonable case for 
qual if ication It independence. 

HOUSTON, R. W. Assistant Director for Reactor Safety. BOX 13. 
83/07/06, NOVAK, T. Assistant Director for Licensing. Ip. 
23399:326. 24X Fiche: 30-329, 84/03/17, 8403220401. 


— 8307200488 Responds to 830703 request for review of const completit 
program. Review of JP Chawla Sc SW Baranow qual if ications for 
inclusion on third-party insp team recommended. Program 
acceptable. 

RPPTR, T P niuUInn n-P Rafatu Tarhnoloau BOX 13 83/07/08. 
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— 8307260079 Responds to 830705 request for review of const completion 
program. No comments submitted. M Miller given results of 
review orally on 830706. 

Z IEMANN, D. L. Division of Human Factors Safety. BOX 13. 83/07/07. 

NOVAK. T. M. Assistant Director for Licensing. Ip. 25399:334. 

24X F i c he : 50-329. 84/05/ 17, 8405220481 


— 8406020038 Requests review of HVAC sys structural 
similar to work performed under Task Interface t 
82-04 for LaSalle. 

SPESSARD, R. L. Division of Engineering. BOX 06. 
EISENHUT, D. G. Division of Licensing. Ip. 253: 
Fiche: 50-329, 84/05/17, 8405220481. 


- -8308100415 Forwards NRR comments on const completion program 830610 
submittal in response to 830623 request. S&W appropr iatel y 
independent tt qualified to perform review. 

EISENHUT, D. G. Division of Licensing. BOX 13. 83/08/03. 

KEPPLER, J. 0. Region 3, Office of Director. 8pp. 25399:345. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8308150024 Forwards SER re recent failures of A-286 internals bolting 
in B&W FA 177 plants. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. it Environ 
Technology (Post 830201 ). BOX 13. 83/08/08. NOVAK, T. M. 

Assistant Director for Licensing. 4pp. 25399:353. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


-8303290023 Forwards documents responsive to B Garde FOIA Request 83-454 
for info concerning structural adequacy of diesel generator 
bldg. Record of FOIA processing time end. 

LEAR,©. Structural & Geotechnical Engineering Branch. BOX 13. 
83/08/18. WILSON, V. H. Planning it Program Analysis Staff. 3pp. 

25399: 357. 24X Fiche: 50-329, 84/05/17, 8405220481. 


-8308310052 Board Notification 83-165: transmi ts rept on rereview of 
structural adequacy of diesel generator bldg it results of 
modified finite element analysis of bldg per 830912 request. 

U/o ends. 

NOVAK, T.M. Assistant Director for Licensing. BOX 08. 83/10/26. 

Atomic Safety and Licensing Board Panel. 3pp. 25358:089. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


8309300010 Clarifies 830316 memo re NRR assistance in resolving site 
soils issues. In execution of Task Interface Agreement 83-40, 

NRR should recognize that util changes represent departure. 

AOENSAM, E. C. Licensing Branch 4. BOX 09. 83/09/09. LEAR, G. E. 

Structural it Geotechnical Engineering Branch. 2pp. 25365: 158. 

24 X Fiche: 30-329,84/05/17, 8405220481. 


B309300021 Discusses NRR assistance in resolving site soils issue. 
Recommends that periodic site visits be made in order for 
personnel to maintain awareness of underpinning effort. 

WARNICK, R. F. Assistant Director for Licensing. BOX 13. 83/03/16. 

NOVAK, T. Assistant Director for Licensing. 2pp. 23400:009. 24X 

Fiche: 50-329, 84/03/17, 8405220481. 


3310210108 Submits info re licensee 830509 decision to stop remedial 
soils work due to violations of applied hold tag 
requirements, per present NRC procedures re board 
notifications. 

WARWICK, R. F. Region 3, Office of Director. BOX 09. 83/03/13. 

EISENHUT, D. G. Division of Licensing. 2pp. 25360:227. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


- -8406020059 Summary of 831004-07 audit it meeting u, 
re sa f ety-related portions of HVAC sys. 

HOOD, D. Licensing Branch 4. BOX 06. 84/02/14. 

Branch 4. 20pp. 25337:323. 24X Fi c h e : 50-329, f 

— 8406020063 Summary of 831027 meeting w/util & Zac I 
items from B31004-07 HVAC design aud i t . Re 1 ated : 
includi .g status of allegations as of 84022Q. 
HOOD, D. Licensing Branch 4. BOX 06. 84/02/14. 

Branch /. 66pp. 25337:343. 24X Fic h e : 30-329, £ 


--8406020074 Informs of results of credential check* 
involved in independent assessment of soils rem* 
SHAFER, W. D. Region 3, Office of Director. BOX 
WARNICK, R. F. Region 3, Office of Director. 2pf 
Fiche: 50-329, 84/03/17, 8405220481. 


--8406020086 Requests concurrence w/program present* 
re resumption of ASME Code & non— code mechanical 
emergency diesel generators. 

QUAMME, D. L. Consumers Power Co. BOX 06. 84/OC 

Region 3, Office of Director. 4pp. 25339:063. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020096 Requests attendance at 840313 public m* 
re IDCVP. 

GRACE, J. N. Division of QA, Safeguards it Inspect 
830103). BOX 07. 84/02/28. EISENHUT, D. G. Div 

2pp. 23343:007. 24X Fi c h e : 50-329, 84/05/ 17, 84C 


— 8406020101 Informs of results of search for documi 
FOIA Request 94-138 re Novak visits to site or r 
Sept-Dec 1982. 

WARNICK, R.F. Region 3, Office of Director. BO) 
SMIDTH, P. Region 3, Office of Director. Ip. S 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020103 Summarizes 840112 meeting re responsibi 
Agreements 1 isted, includ ing technical support fr 
Region III in reviewing design. 

PARTLOW, J. G. Division of QA, Safeguards & Inspe 
(Post 830103). BOX 07. 84/02/21. ADENSAM, E. 

2pp. 25343:051. 24X Fic he: 30-329, 84/05/17, 84C 


— 8406020107 Requests documents subj to enc 1 FOIA Re 
visits to site or region during Sept-Dec 1982. Re 
end, inc lud ing Tera Corp agenda for 840313 meet! 
* Region 3, Office of Director. BOX 06. 04/03 

Office of Director. 79pp. 25339: 159. 24X Fich 

8405220481. 


131 1300405 Trip rept re 831027 site visit re unresolved 
items from 831028 HVAC audit. No unresolved items remain. 

Final safety evaluation will be provided under separate 
cover. 

TERAO, D. Mechanical Engineering Branch. BOX 08. 83/11/17. 

BOSNAK,R. J. Mechanical Engineering Branch. 11pp. 23353:264. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


— 8406020110 Responds to 830708 ltr 8< 830726 telcon 
problems associated u/Midland & Palisades nuclea 
Requested info available at LPDR. 

MENCZER, W. B. Region 3, Office of Director. BOX 
WAGNER, C. W. Michigan, State of. Ip. 25339: 254 
Fiche: 50-329, 84/05/17,8405220481. 


312020060 Discusses contract w/Franklin Research Ctr to provide 
technical assistance for underpinning Sc remedial soils work 
review St plan for communications among parties involved. 

EISENHUT, D. G. Division of Licensing. BOX 08. 83/11/11. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25357:318. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020111 Offers no comments on TERA white paper 
difficult to understand, especial ly w/o detailed 
of various programs being implemented. 

SPESSARD, R. L. Division of Engineering. BOX 07, 
KEPPLER, J. G. Region 3, Office of Director. Ip. 
Fiche: 50-329, 84/05/17,8405220481. 


402010509 Forwards safety analysis input re structural design 
adequacy of HVAC sys, per Task Interface Agreement 83-78. 
Investigation did not disclose discrepancies expected to 
cause operating problems. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. it Environ 
Technology (Post 830201). BOX 06. 84/01/24. NOVAK, T. M. 

Assistant Director for Licensing. 12pp. 25337:284. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


102230321 Discusses 840124 memo re Task Interface Agreement 83-78 
Ref ion III request for design adequacy of HVAC sys hardness 
tested bolts. Highest hardness found in sample bolts was 
Rockwell C 29, Testing unnecessary. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology ^Post 830201). BOX 06. 84/02/13, NOVAK, T. M. 

Assistant Director for Licensing. 2pp. 25337:286. 24X 


— 8406020117 Confirms previous discussions re IDCVP 
TERA Corp. Public Law 97-415 Section 13 requires 
of existing it alternative programs for improving 
QC it QA. 

TAYLOR, J, M. Division of QA, Safeguards St Inspec 
830103). BOX 07. 83/07/27. COOK, J. W. Consume 

25343:101. 24X Fich e : 50-329, 84/05/1 7, 8405220481 


— 8406020120 Discusses NRC participation in TERA Cor 
Related info end. 

HOOD, D. S. Licensing Branch 4. BOX 07. 83/06/2 
Assistant Director for Licensing. 67pp. 25343: 
Fiche: 50-329, 84/05/17, 8405220481. 


-8406020127 Recommends board notification re licens 
stop remedial soils work due to violations of ap 
tag requirements. Fact sheet end. 

WARNICK, R.F. Region 3, Office of Director. BOX 
EISENHUT, D. G. Division of Licensina. 4oo. 23.3 


DOCKETED ITEMS 


>20129 Summarizes 840229 it 0301 meetings w/uti 1 , Bee hte 1 - BS<W Sc S&W 
Ann Arbor, MI re confirmed items it findings concerning 

:vp. 

^IN, H.A. TERA Carp. BOX 07. 84/03/08. KEPPLER, J. G. Region 3, 

s ice of Director. EISENHUT, D. G. Division of Licensing. 

]K, J. W. Consumers Power Co. 27pp. 25345:315. 24X 

: h e : 50-329, 84/05/ 17, 8405220481 . 


>20135 Requests response to end ltr from constituent re progress 
selection of independent auditors St dates of public 
^ings. 

>IN,C. Senate. BOX 06. 83/06/16. KAMMERER, C. Office of 

igressional Affairs. 4pp. 25339:272. 24X Fi c he : 50— 329, 

r 05/l 7, 8405220481. 


>20140 Forwards draft response to Senator Levin 830616 ltr re 
istituent request for info on selection of independent 
itors S< dates of public meetings. 

PLER, J.G. Region 3, Office of Director. BOX 06. 83/07/01. 

IM, T. A. Office of the Executive Director for Operations. 4pp. 
13*7:274. 24X Fiche: 50-329, 84/05/17, 8405220481. 


'20151 Discusses implementation of TMI Action Plan (NUREG-0737 & 
EG-0660) at p lan t. Re lated info enc 1 , inc 1 ud ing News 
ouncement 84-01 re NRC order requiring independent review 
project mgt. 

NAN, R. Division of Licensing. BOX 06. 83/06/02. RAU, P. 

land Daily News Midland, MI. 6pp. 25339:359. 24X 

he: 50-329,04/05/17, 8405220481. 


20175 Forwards proposed response to B Garde 831014 ltr re approval 
S8tW to conduct third party const implementation overview, 
ponse w/author signature requested. 

PLER, J. G. Region 3, Office of Director. BOX 07. 83/10/31. 

M» T. A. Office of the Executive Director for Operations. 5pp. 
46:266. 24X Fiche: 50-329, 84/05/17, 8405220481. 


20180 Provides brief rept on Midland hearing sessions of 830920-21 

dentifies matters to be handled by region Sc Ofc of 

estigations. 

IS, S. H. Region 3, Office of Director. BOX 06. 83/09/22. 

PLER, J. G. , DAVIS. A. B., WARNICK, R. F. Region 3. Office of 
ector. 2pp. 25340:157. 24X Fiche: 50-329, 84/05/17, 8405220481. 


20181 Requests addl info on memo re 831025 closed meeting w/util 
earning independent mgt audit. 

DE, B. P. Government Accountability Project. BOX 07. 83/11/26. 

□UNG, R. C. Director's Office, Office of Inspection and 
orcement. KEPPLER, J. G. Region 3, Office of Director. 2pp. 
46:271. 24X Fiche: 50-329, 84/05/17, 8405220481. 


20185 Forwards memo of conversation between JE Brunner Sc J Donnell 
alleged board order violation. 

NNER.J. E. Consumers Power Co. BOX 06. 83/09/16. Atomic 

ety and Licensing Board Panel. 3pp. 25340: 159. 24X 

he: 50-329, 84/05/17, 8405220481. 


20196 Responds to 830310 ltr expressing concerns re const 
pletion program. Clar if ications listed. 

PLER, J.G. Region 3, Office of Director. BOX 07. 83/03/28. 

DE, B. P. Government Accountability Project. 3pp. 25346:314. 

Fiche: 50-329, 84/05/17, 0405220481. 


20200 Requests review of end info re Tera Corp engineering it QA 
gram plan for IDCVP. Related info end. 

AK, T. M. Assistant Director for Licensing. BOX 06. 83/03/11. 

ISON, R. J. Division of Systems Integration (post 811005). 

LMER, R. Division of Engineering. WARNICK, R. F. Region 3, 

ice of Director. 23pp. 25341:234. 24X Fiche: 50-329, 84/05/17, 

5220481. 


20203 Summarizes 830307 meeting re facility const completion plan, 
k of response to overwhelming public concerns re 
Jibility of util it Bechtel Corp distressing. 

3E» B. P. Government Accountability Project. BOX 07. 83/03/10. 

»LER, J. E. Region 3, Office of Director. 3pp. 25346:317. 24X 

le : 50-329, 84/05/17, 8405220481. 


20208 Ack receipt of 821022 Sc 1111 ltrs re views on QA Sc third 
by assessment at facility. Elements necessary to 
implish adequate review of QA matters listed. 

»LER,J. G. Region 3, Office of Director. BOX 07. 82/12/14. 

)E, B. P. Government Accountab ili ty Project. 2ppp. 25346:329. 
Fiche: 50-329, 84/05/ 17, 8405220481 . 


— 840602022 1 Clarifies 821210 discussion re site tour. Util 
accompaniment of protected it anonymous witness 
inappropriate. 

GARDE, B. P. Government Accountability Project. BOX 07. 82/12/ 

SHAFFER, W. D. Region 3, Office of Director. 2pp. 25346:350. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020225 Responds to 821005 ltr re open meeting issue Sc adequac 
of QA program. Meetings w/licensee re SALP findings Sc 
adequacy of QA should be held in public. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 82/11/23. 
GARDE, B.P. Government Accountability Project. 2pp. 25346:359 
24X Fiche: 50-329. 84/05/17, 8405220481. 


— 8406020230 Lists indications of lack of responsiveness to facilit 
problems re increased workload it staff sh ortag es. Af f i dav i ts 
remain uninvestigated. Related info enc 1 , i nc 1 ud ing R Landsman 
c one erns. 

GARDE, B.P. Government Accountability Project. BOX 07. 82/10/ 

KEPPLER, J. Region 3, Office of Director. 10pp. 25347:020. 2 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020241 Discusses 830908 revised schedule for Div of Engineeri 
work re Landsman concerns. No further slippage should occur. 
Consideration of end B Garde ltr requested. W/o end. 

EISENHUT, D. G. Division of Licensing. BOX 07. 83/09/20. 

VOLLMER, R. H. Division of Engineering. Ip. 25348:096. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020249 Responds to 830727 request for comments re RB Landsman 
830719 concerns for diesel generator bldg. Listing of 
transcript pages will permit reviewer to recognize it 
evaluate similarities it differences. 

KANE. J. Structural & Geotechnical Engineering Branch. BOX 07. 
84/05/07. LEAR, G. Structural it Geotechnical Engineering Branc 
9pp. 25348:262. 24X Fi ch e : 50-329, 84/05/ 17, 840522048 1 . 


— 8406020254 Forwards initial response to R Landsman concerns re 
integrity of diesel generator b Idg, prepared during 830728 
working meeting. 

RINALDI, F. Structural it Geotechnical Engineering Branch. BOX 
84/05/07. KUO, P. T. Structural it Geotechnical Engineering Bran 
10pp. 25348:271. 24X Fic he: 50-329, 84/05/17, 8405220481. 


— 8406020260 Requests confirmation that util it S&W will adopt proto 
governing communications for SSeW independent third party 
overview of const completion program. 

KEPPLER, J.G. Region 3, Office of Director. BOX 07. 83/09/15. 

COOK, J. W. Consumers Power Co. 5pp. 25340:323. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020264 Forwards affidavits it resumes of underpinning work 
independent assessment team, ioncluding JE Springer it 
WC Craig. Individuals meet independence requirements. 

LUCKS, A. S. Stone St Webster, Inc. BOX 07. 83/08/09. HARRISON 

Region 3, Office of Director. 17pp. 25348:352. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020266 Informs of completion of competent audit of individual 
assigned by SScU to work on third party const implementation 
overview at facility, per request. Individuals competent. 

MILLER, J. R. Region 3, Office of Director. BOX 07. 83/06/13. 

WARNICK, R. F. Region 3, Office of Director. Ip. 25349:017. 2 

Fiche: 50-329, 84/03/17, 8405220481. 


— 8406020268 Discusses SScW proposed third party const imp lementatio 
overview for facility const completion program. Plan meets 
requirements. Proposal approved. 

HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/05/23 

WARNICK, R.F. Region 3, Office of Director. Ip. 25349:018. 2 

Fiche: 50-329, 84/03/17, 8405220481. 


— 8406020272 Forwards JA Mooney 830224 ltr re revs to soils remedia 
independent assessment scope. Rev will permit Region III to 
conclude evaluation of SScW as independent assessor. 

MILLER, D. B. Consumers Power Co. BOX 07. 83/02/24. SHAFER, W. 

Region 3, Office of Director. 3pp. 25349:074. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020278 Forwards NRR comments on const completion plan, in resp 
to 830623 memo. NRR & IE comments will be combined w/Region 
III comments Sc will be issued to util. 

EISENHUT, D. 0. Division of Licensing. BOX 07. 03/08/03. 

KEPPLER, J.G. Region 3, Office of Director. 7pp. 25349:105. 
Fiche: 50-329, 84/03/17. 8405220481. 
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DOCKETED ITEMS 


——8406020291 Responds to 830623 request to review const completion — 8406040357 Responds to 831115 ltr re NRC approval o 

program. Forwards comments. S&W has sufficient independence & independent reviewer for QA implementation overvi 

competence to perform third party assessment of program. work. No inconsistencies found u/ithin Govt Account 

W/o end. , Project position. 

TAYLOR, J. M. Division of QA. Safeguards & Inspection Programs <Post DEVINE, T. . GARDE. B. Government Accountability Pr 

830103). BDX 07. 83/07/08. WARNICK, R.F. Region 3. Office of 83/12/22. REHM. T. A. Office of the Executive Dir 

Director. Ip. 25349:257. 24X Fi ch e : 50-329. 84/05/17. 840522048 1 . Operations. 2pp. 25367:295. 24X Fiche: 50-329, 8 

8405220481. 


— 8406020295 “Analysis of CPC Proposed Const Completion Plan." 

GARDE. B. P. Government Accountability Project. BOX 07. 83/02/08 

19pp. 25350:149. 24X Fiche: 50-329, 84/05/17. 8405220481. 

— 8406020300 Forwards B Garde (Govt Accountability Project) ltr accepting 
licensing case as major project. Requests c lar if ication on 
comments during telcon stating expectation to file summary 
disposition on steam generator contention. 

SINCLAIR. M. Sinclair, M. BOX 07. 83/01/19. BECHHOEFER, C. 

Atomic Safety and Licensing Board Panel. 10pp. 25350:168. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020308 Submits review of written matls Zt presentations from 
B21024 & 1105 meetings. Comments submitted on behalf of 
former emp 1 oy ees. loca 1 citizens & Lone Tree Council. 

CARDE, B. P. Government Accountability Project. BOX 07. 82/11/11. 

DENTON, H. P. Division of Licensing. KEPPLER, J. G. Region 3, Office 
of Director. 35pp. 25350:178. 24X Fich e: 50-329, 84/05/ 17, 

8405220481. 


— 8406020313 Forwards summary of const completion program, per 821202 
meet ing . Since meeting, program has undergone considerable 
development Zc evolution. Program is positive step in overall 
advancement of project goals. 

COOK, J. W. Consumers Power Co. BOX 07. 83/01/10. KEPPLER, J. G. 

Region 3, Office of Director. 33pp. 25350:213. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406020334 Forwards evaluation of util const completion pr ogram. Program 
adequate for identifying prob lems. Approval mechanism will be 
confirmatory order. 

HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/10/12. 

WARNICK, R.F. Region 3. Office of Director. 5pp. 25351:214. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8406020344 Rev 1 to QA plan for third party const implementation 
overview. 

BARANOW, S. W. . KELLY, R.B. Stone & Webster, Inc. BOX 07. 83/08/03. 

14pp. 25351:307. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406040362 Presents questions on issues raised at N 
meeting re S&W nomination of CPC soils work. Renew 
for NRC approval of CPC mgt audit to be conducted 
for requirements of SECY-82-1003. 

GARDE, B. P. Government Accountability Project. B 
DEYDUNG, R. C. Director's Office, Office of Inspec 
Enforcement. KEPPLER, J. G. Region 3, Office of D 
25367:303. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


— 8406040364 Responds to 831014 ltr re Region III 830 
to conduct third-party const implementation overv 
const completion program. NRC intends to monitor 
effectiveness of S&W. 

REHM, T. A. Office of the Executive Director for 0 
09. 83/11/15. GARDE, B.P. Government Accountabi 

2pp. 25367:305. 24X F i c h e : 50-329, 84/05/ 17, 84052; 


— 8406040368 Forwards proposed response to B Garde 83 
ticket indicates that response should be prepared 
signature. Requests opportunity to respond, as comm- 
to be directed at Region III ofc. 

KEPPLER, J. G. Region 3, Office of Director. BOX < 
REHM, T. A. Office of the Executive Director for 0| 
25367:307. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


--B406040375 Comments on review of criteria for indepi 
employed in procedural official approval of S&W ti 
third-party const implementation overview. SStW pre- 
facility cannot rebuild NRC or public confidence. 
OARDE, B.P. Government Accountability Project. Bl 
KEPPLER, J. 0. Region 3, Office of Director. 3pp. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040382 Forwards relevant documentation for over- 
use of Form 3002 by Bechtel to keep current or foi 
Bechtel employees from sharing info about const pi 
nuclear plant sites w/NRC, press or public. 

CARDE, B.P. Government Accountability Project. B( 
DEYOUNG, R. Office of the Executive Director for ( 
25368:006. 24X Fich e: 50-329, 84/05/17, 8405220481. 


— 8406040236 Summarizes 821228 telcon w/ASLB re facility evidentiary 

hearing schedule. Schedule discussed w/board submitted. — 8406040385 Forwards final rule published in FR on 81 

Related info end. of employees who provide info ( 10CFR19, 30, 40, 50, 6< 

PATON, W.D. Hearing Branch 2. BOX 07. 83/01/03. ADENSAM, E. NRC 150) Z> revised NRC Form 3, per 830329 request. W/o i 

- No Detailed Affiliation Given. 4pp. 25350:292. 24X REHM, T. A. Office of the Executive Director for 0| 

Fiche: 50-329, 84/05/17, 8405220481. 09. 83/04/26. GARDE, B. P. Government Accountabi: 

25368:009. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040298 Board Notification 82-98: forwards Region III 820924 
confirmatory action ltr re problems in remedial soils QC 
requalif ication program. 

NOVAK, T. M. Assistant Director for Licensing. BOX 09. 82/09/28. 

Atomic Safety and Licensing Board Panel. 3pp. 25363:043. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040332 Requests, on behalf of Lone Tree Council, that NRC- take 


— 8406040391 Advises that 830420 memo, transmi tting do< 
Govt Accountabi 1 ity Project (GAP), also indicated 1 
documents requested verbally by GAP would be prov: 
Region III in future. List of previous GAP request- 
WARNICK, R.F. Region 3, Office of Director. BOX < 
PATON, W. D. NRC - No Detailed Affiliation Given. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040397 Responds to 830310 ltr expressing concerr 
completion program. Clarification also provided re 
meeting . 

KEPPLER, J. G. Region 3, Office of Director. BOX ( 
GARDE, B. P. Government Ac c ountab i 1 ity Project. 3j 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— B406040400 Requests answers to listed questions re i 
since 830208 meeting concerning util const complel 
program. 

OARDE, B. P. Government Accountability Project. BC 
KEPPLER, J. E. Region 3, Office of Director. 3pp. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040402 Forwards affidavit containing allegation 
Affidavit given to NRC by T Devine, Govt Accountab 
Pr oject, during 830208 public meeting. Affidavit en 
NRC allegation tracking sys. 


•8406040302 Confirms actions discussed in 820924 telcon re problems in 
remedial soils QC requalification program. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/09/24. 

COOK, J. W. Consumers Power Co. 2pp. 25363:046, 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406040304 "Const Project Evaluation of CPC Midland Energy Ctr Project 
Units U 2. " 

* Management Analysis Co. BOX 09. 83/03/02. 175pp. 25363:053. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


*8406040307 Forwards "Const Project Evaluation of CPC Midland Energy Ctr 
Project." Midland licensing board should be notified. W/o 
end. 

WARNICK, R.F. Region 3, Office of Director. BOX 09 . 83/03/18. 

EISENHUT, D. G. Division of Licensing. Ip. 25365:251. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


DOCKETED ITEMS 


406040404 Discusses 820218 telcon w/Devine, Govt Accountability Project 
(CAP) < re B&W poor work performance at fac i 1 i t y . Li sts 
anonymous worker concerns. PP Steptoe 830131 Itr to BP Garde, 

CAP'efK 1 - 

SHAFER, W. D. Region 3, Office of Director. BOX 09. 83/02/18. 

rqY.G.W. Region 3, Office of Director. 3pp. 25363:310. 24X 

Fic he: 50-329, 84/05/17, 8405220481 . 


8406050124 Forwards “Work Activity List for Dec 1982“ for remedia 
work, per NRC— util work authorization procedure. Authorization 
of specific work items requested. Supp lemental Work Activity 
List of Jan 1983 also forwarded. 

MILLER, D. B. Consumers Power Co. BOX 09 . 82/11/24. SHAFER, W. 

Region 3, Office of Director. 19pp. 25371:069. 24X 

Fiche : 50-329, 84/05/17, 8405220481. 


406040406 Clarifies 821210 discussion re site tour by one of Govt 
Accountability Project witnesses. 

GARDE, B. P. Government Accountability Project. BOX 09. 82/12/12. 

SHAFER, W. D. Region 3. Office of Director. 2pp. 25363:313. 24X 

Fiche; 50-329, 84/05/17, 8405220481 . 


406040407 Ac k receipt of 821022 & 1111 ltrs, conveying Govt 
Accountability Project views on QA matters & third party 
assessment at facility. No documents are in NRC possession, 
per 82111 1 request. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/12/14. 

GARDE, B. P. Government Accountability Project. 2pp. 25363:315. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


8406050130 Requests approval of listed work activities re beam 
connections mod per NRC-util work author i zation procedure. 
W/one oversize drawing. Aperture card is available in PDR . 
MILLER, D. B. Consumers Power Co. BOX 09 . 82/11/09. SHAFER, W. 

Region 3, Office of Director. 3pp. 25371:088. 24X 

Fiche: 50-329,84/05/17,8405220481. 


- 8406050133 Documents agreements reached during 821026 telcon w/La 
re open soils issues. Concurrence from Landsman obtained on 
listed items. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/10/28. SHAFER, W. 

Region 3, Office of Director. Ip. 25371:092. 24X 

Fiche : 50-329, 84/05/17, 8405220481. 


406040408 Responds to 821005 ltr re problems at const s it e, ad dress ing 
issue of "open" meetings on plant project matters Sc 
assessment of adequacy of QA program. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09 . 82/11/23. 

GARDE, B. P. Government Accountability Project. 2pp. 25363:343. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


8406050139 Forwards "Work Activity List for Oct 1982“ for remedia 
work, per NRC-util work authorization procedure. Author i zation 
of specific work items requested. Requests priority handling 
for listed activities. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/09/24. SHAFER, W. 1 

Region 3, Office of Director. 16pp. 25371:094. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406050006 Submits comments on behalf of State of MI residents re 
question of structural integrity. 

CARDE,B.P. Government Acc ountab i 1 ity Project. BOX 09. 82/10/05. 

KEPPLER, J. Region 3, Office of Director. 4pp. 25364:004. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


4060500 1 6 Summarizes 820917 telcon w/B Garde, Govt Accountability 
Project, re facility. 

SHAFER, W. D. Region 3, Office of Director. BOX 09. 82/09/17. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25364:045. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


060500 20 Comments on Feb 1983 public meeting between CPC 8t NRC. 
Requests Div of Licensing order independent audit of 

facilities. 

ROMO, L. R. Lone Tree Council. BOX 09. 83/04/21. KEPPLER, J. 

Region 3, Office of Director. Ip. 25364:352. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06050081 Advises that addl reviews of matl procurement resulted in 
identification of items not previously noted in 820917 ltr 
(CSC-6323) . Confirms NRC authorization to procure listed 
non-Q items. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/10/27. SHAFER, W. D. 

Region 3, Office of Director. Ip. 25369:063 . 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06050084 Informs of decision to modify commitment on proof load 
jacking of FIVP, as made in 820618 ltr. Justi f i cation 
provided for not performing four point proof load jacking of 
FIVP temporary support sys. 

HILLER, D. B. Consumers Power Co. BOX 09. 82/09/21. SCHAFER, W. D. 

Region 3, Office of Director. 2pp. 25369: 162. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


-8406050145 Requests reauthor i zation for remedial soils work activ: 
re const groundwater control. Forwards Rev 3 to Section 6.4, 
"Const Groundwater Control, " Spec 7220-C-194XQ) & drawings. 

W/o drawings. Related info end. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/09/24. SHAFER, W. I 

Region 3, Office of Director. 23pp. 25371:110. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050151 Forwards list of audit repts it certain other documents 
issued by MPQAD. 

BRUNNER, J. E. Consumers Power Co. BOX 09. 83/01/10. 

BECHHOEFER, C. , HARBOUR, J. Atomic Safety and Licensing Board Par 
COWAN, F. P. Affiliation Not Assigned. 3pp. 25371:226. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070295 Summarizes 800116 meeting w/util re plant fill settlem* 
issue & licensee 791119 response to supplemental 
10CFR50. 54 ( f > Questions 24 through 35. 

GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BOX 
80/01/21. FIORELLI.O. Region 3, Chicago, Reactor Constructior 
Engineering Support Branch. 2pp. 25302:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070300 "Discussion of Applicant Position on Need for Addl Bori 
for Midland Units 1 & 2. " Handwritten note states, "Heller 
Dep #3. " Related info re soil settlement/GA concern end. 

* NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 47p 

25302:087. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070306 Requests addl soil borings ic related soil test data. Rel 
info end. 

MCCALLISTER, P. Army, Dept. of. BOX 01. 80/03/27. JACKSON, R. E 

NRC - No Detailed Affiliation Given. 14pp. 25302:188. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06030088 Informs of plan to procure all non— G matls for underpinning 
of auxiliary bldg & svc water pump structure. Old lists & new 
items consolidated for request to procure non— Q items. List 
approved items for auxiliary bldg underpinning. 

HILLER, D. B. Consumers Power Co. BOX 09. 82/09/17. SHAFER, W. D. 

Region 3, Office of Director. 3pp. 25369: 103. 24X 

Fiche; 50-329, 84/05/17, 8405220481. 


06030099 Forwards 830401 info for updating status of facility for 
NRC yellowbook. Const is 79% complete for Units 1 & 2. 

HILLER, D. B. Consumers Power Co. BOX 09. 03/05/06. 

HARTFIELD, R. A. Management Information Branch. 5pp. 25369:341. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


36050102 Forwards draft Rev 5 to MPGP-1, "Quality Plan for 
Jnderpinning Activities. " Requests approval of listed 
Ktivity per work authorization procedure. 

HILLER, D. B. Consumers Power Co. BOX 09. 83/01/03. SHAFER, W. D. 

legion 3, Office of Director. 2pp. 25371:032. 24X 

r iche : 50-329, 04/05/ 1 7, 8405220481. 


36030106 Forwards "Work Activity List for Jan 1983" for remedial soil 
MT>k, per NRC-util work authorization procedure. Author ization 
^ specific work items requested. 

1ILLER, D. 0. Consumers Power Co. BOX 09. 82/12/22. SHAFER, W. D. 

legion 3, Office of Director. 13pp* 25371:034. 24X 

r iche: 50-329, 84/05/ - - 


— 8406070310 “Settlement Update for Midland Units 1 & 2. " 

* NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 62p 

25302: 243. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070319 Discusses initial evaluation of remedial measures planr 
for Category I structures placed on plant fill. 

GOODWIN, Z. M. Army, Dept. of. BOX 01. 80/03/24. JACKSON, R. E. 

NRC - No Detailed Affiliation Given. 28pp. 25302:304. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070328 "Contents of U Paton 3-Ring Notebook Containing Deposit 
Exhibits 1981,810119-22." 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 143pp. 25302:2 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070332 Comments on util answer to notice of hearing re const 
project in NRC 791206 order modifying CPs. Breakdown in QA 
occurred in soil const activities. Design control interface 
& verification lacking. 

GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BOX 
80/04/30. FIORELLI.O. Region 3, Chicago, Reactor Constructior 
Engineering Support Branch. 4pp. 25303:138. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070333 Requests technical assistance for resolution of settlement 
of structures at site, per transfer of lead responsibility 
1 tr. 

VARGA/ S. A. Light Mater Reactors Branch 4. BOX 01. 78/11/27. 

DEYOUNG. R. Division of Site Safety & Environmental Analysis. 
MATTSON. R. Division of Systems Safety. Ip. 25303:161. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070385 Identifies unresolved issues re plant fil: 
remedial measures for Category I structures on fil: 
geology, per Interagency Agreement NRC— 03-79— 167. 
MCCALL I STER, P. Army, Dept, of, Corps of Engineers. 
80/03/24. JACKSON, R. E. NRC - No Detailed Affilial 
25304:342. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8406070334 Recommends forwarded info be considered for possible 
board notification re qual if ication of components, updating 
Board Notification 78-27. 

THOMPSON, D. Executive Officer for Operations Support. BOX 01. 
79/05/17. VASSALLO. D. B. Assistant Director for Light Water 
Reactors. Ip. 25303:165. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406070336 Forwards DB Vassallo 790529 denial of board notification 
recommended in JG Keppler 790420 memo re addl info 
concerning diesel generator settlement prob 1 em. Prob 1 em 
initially reported to board on 781116. 

THORNBURG, H. D. Division of Reactor Construction Inspection. BOX 
01. 79/06/06. KEPPLER. J. G. Region 3, Chicago, Office of the 

Director. Ip 25303:166. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406070338 Recommends that addl repts on diesel generator bldg 
foundation & qualif ication of components not be sent to 
board. Board Notification 78-27 previously addressed subj. 

Qualif ication program does not necessitate notification. 

VASSALLO, D. B . Assistant Director for Light Water Reactors. BOX 
01. 79/05/29. CHRISTENBURY, E. Hearings Division. 8pp. 

25303:167. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070340 Summary of 790816 site meeting re status of staff review of 
soils settlement issue. 

HOOD, D. Light Water Reactors Branch 4. BOX 01. 79/08/24. 

Light Water Reactors Branch 4. 5pp. 25303: 175. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070345 Notification of rescheduled 791109 meeting in Bethesda.MD 
to discuss history of const problems to date 8t to determine 
whether specific action required. 

SHEWMAKER. R. E. Division of Reactor Construction Inspection. BOX 
01. 79/11/05. THORNBURG, H. D. Division of Reactor Construction 

Inspection. Ip. 25303:215. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406070347 Notification of 791128 meeting in Bethesda.MD to discuss 
history of const problems to date & to determine whether 
specific action required. Partic ipants 1 isted . Related info 
end. 

SHEWMAKER, R. E. Division of Reactor Construction Inspection. BOX 
01. 79/11/19. THORNBURG, H. D. Division of Reactor Construction 

Inspection. 18pp. 25303:216. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406070394 "Contents of W Paton 3-Ring Notebook Contj 
Exhibits After 810215. " 

PATON, W. D. Hearing Branch 4. BOX 01. 84/05/01. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070404 Discusses procedures for ALAB-106, Conditic 
VETTER, W. E. Atomic Energy Commission. BOX 01. H 
THORNBURG, H. D. Atomic Energy Commission. Ip. 25: 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070406 Forwards Appeal Board 750513 ltr informim 
longer wishes to be supplied w/repts per ALAB-106. (■ 
should continue to supply repts to staff. 

CARR, A. V. NRC - No Detailed Affiliation Given. BC 
WARNICK, R. Office of Inspection & Enforcement, Oi 
Director. lp. 25305:182. 24X Fiche: 50-329, 84/05/ 


— 8406070414 Advises of possible ex parte contact in Mi 
on 800730 w/JG Kep p 1 er , Reg i on III director & Regior 
personnel. Requests that memo & discussion summary b 
to all parties in proceeding & to PDR, per 10CFR2. 7£ 
GIBBON, T. R. Commissioners. BOX 01. 80/12/29. Cf 

of the Secretary of the Commission. 32pp. 25305:S 

Fiche: 50-329, 84/05/17, 8405220401. 


— 8406120010 Informs of immediate auth or i zat ion of reme 
activities, including work affecting activities defi 
G-boundary in Drawing C-45, per NRC/CPC work authori 
procedure. 

SHAFER, W. D. Region 3, Office of Director. BOX 10. 
Region 3, Office of Director. lp. 25371:229. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


—8406120012 Forwards "NRC & CPC Work Au th or i za t i on Pr< 
info end, including chronological listings of majoi 
fact sheets. 

SHAFER, W. D. Region 3, Office of Director. BOX 10. 
Region 3, Office of Director. 160pp. 25371:230. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120015 Rev 0 to Spec CC-100, "Soils Remedial Com 
Assessment of Auxiliary Bldg Underpinning. " 

* Consumers Power Co. BOX 10. 82/09/20. 11pp. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070356 Forwards comments re util response to Questions 16-20 of 
NRC 10CFR50. 54<f ) request concerning plant fill. Review based 
on 790709 Rev 2 response. 

BATES, J. 0. Rockwell International Corp. BOX 01. 80/01/17. 

CAPPUCCI, A. J. Mechanical Engineering Branch. 6pp. 25303:268. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070360 Comments on underground utils section of Interagency 
Agreement NRC— 03— 79-167, Task 1 re plant fill, per request. 

BATES, J. 0. Rockwell International Corp. BOX 01. 80/07/30. 

CAPPUCCI, A. J. Mechanical Engineering Branch. 6pp. 25303:274. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070369 Forwards summaries of vendor 800117, 0227 & 0730 ltrs re 
plant fill. 

BATES, J. O. Rockwell Internationa 1 Corp. BOX 01. 80/09/02. 

BOSNAK, R. J. Mechanical Engineering Branch. 4pp. 25303:280. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8406070373 Forwards questions for util re deformation of buried piping 
due to differential soil settlement. Questions posed in 
discovery period re proposed hearings on order modifying 
CPPR-81 & CPPR-82. Related info end. 

BATES, J. O. Rockwell International Corp. BOX 01. 80/10/21. 

BOSNAK, R. J. Mechanical Engineering Branch. 23pp. 25303:290. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406070376 “Contents of U Paton 3-Ring Notebook Containing Transcript 
Summaries for Jul 1981. “ 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 250pp. 25303:313. 

24X Fiche: 50-329, 84/05/17, 8405220481. 

—8406070378 "Content of W Paton 3-Ring Notebook Containing Midland 
Deposition Exhibits, Oct 1980 - Jan 1981." 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 3pp 25304- 184 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120018 Procedure 1.0, "Project QA Plan." Related 
KELLY, R. B. Consumers Power Co. BOX 10. 82/09/20. 

25372:058. 24X Fiche: 50-329, 84/05/17, 8405220401. 


8406120023 Confirms discussion r© 830224 8 < 0309 ltrs 
tour provided for Individual A during nonregular wo 
accompanied by former employee or union representat 
BRUNNER, J. E. Consumers Power Co. BOX 10. 83/03/1 

Government Accountability Project. 6pp. 25372:307 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120061 Rev 5 to Procedure MPQP-1, "Quality Plan 
Activities. •' 

BIRD, W. R. Consumers Power Co. BOX 10. 83/01/17. 

25373:271. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120067 Rev 1 to Procedure MPQP-2, "Quality Plan 
Activities & Soi ls-Related Work in Q-Areas. " 

BIRD, W. R. Consumers Power Co. BOX 10. 82/10/28. 

25373:295. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120071 Comments on 821012 Rev 4 to QA Plan MPQP-1 
Plan MPQP-2. Plans authorized for implementation. 
SHAFER, W. D. Region 3, Office of Director. BOX 10. 
MILLER, D. B. Consumers Power Co. lp. 25373:300. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120160 Advises that resident inspector has no inf 
stop work order, per 830216 FOIA request from B Card 
COOK, R. J. Region 3, Office of Director. BOX 10. 
WARNICK, R. F. Region 3, Office of Director. 3pp. 
Fiche: 50-329, 84/05/ 1 7, 840522048 1 . 


--8406120166 Forwards proposed response to B Garde 8303: 
KEPPLER, J. G. Region 3, Off ice of Director. BOX 10 
REHM, T. A. Office of the Executive Director for Ope 
25376:216. 24X Fiche: 30-329,84/05/17, 8405220481. 


20171 Responds to request for addl info re facility const. Const 
iletion program designed to correct deficiencies while 
ablishing program for future const. 

\B1T0, R. J. Region 3/ Office of Director. BOX 10. 83/04/29. 

D, K. B. Affiliation Not Assigned. Ip. 25376:234. 24X 
ae: 50—329, 84/05/17, 8405220481. 


20176 Expresses concern re const activities at facility & requests 
• pendent audit. 

3, E4. B. Affiliation Not Assigned. BOX 10. 83/03/24. 

3 LER, J. G. Region 3, Office of Director. Ip. 25376:235. 24X 

ne: 50-329, 84/05/17, 8405220481. 


20210 Forwards background info for Commissioner Gilinsky site 
it. Inf o obtained from Region III,OELD case atty & 
ensing project manager. 

\!ER, E. G. Division of Budget 8c Analysis. BOX 10. 83/06/03. 

MAN, S. Commissioners. 4pp. 25377:035. 24X 

be: 50-329, 84/05/17, 8405220481. 


20261 Forwards Independent Assessment of Auxiliary Bldg 
erpinning Weekly Rept 7 for 821031-1 106. Re lated info 
1 . 

XS, A. S. Stone 8c Webster, Inc. BOX 10. 82/11/09. COOK, R. NRC 

o Detailed Affiliation Given. 5pp. 25377:213. 24X 

he: 50-329, 84/05/17. 8405220481. 


2Q2B2 Ack receipt of notes from S8cW 831013, 1110 8c 1208 meetings St 
uests addl notes. 

AK, A. J. Michigan, State of. BOX 10. 84/01/27. HARRISON, J. J. 

ion 3, Office of Director. Ip. 25378: 198. 24X 

he: 50-329, 84/05/17, 8405220481. 


20285 Advises that recent SStW hiring of field ofc clerk whose 
use is employed by util does not constitute violation of 
ependence cri ter ia. Posi tion is local hire 8c nontechnical, 
ated info end. 

RISON, J. J. Region 3, Office of Director. BOX 10. 84/01/25. 

ion 3, Office of Director. 44pp. 25378:214. 24X 

he: 50-329, 84/05/17, 8405220481. 


20293 Forwards copy of S8cW ltr to util re revised procedures for 
ependent assessment of underpinning Sc remedial soils 

k. per protocol governing communications between S8cW 8c 

l. Related info end. 

KS, A. S. Stone 8t Webster, Inc. BOX 10. 83/12/02. 

RISON, J. J. Region 3, Office of Director. 6pp. 25379:115. 24X 

he; 50-329, 84/05/17, 8405220481. 


20529 Discusses completed audit re competence of individuals 
igned by S8cW to work on third party const implementation 
rview. 

LER, J. R. Region 3, Office of Director. BOX 08. 83/06/13. 

NICK, R. F. Region 3, Office of Director. Ip. 25352:017. 24X 

he: 50-329, 84/05/17, 8405220481. 


20534 Discusses approval of third party const implementation 

rview for Midland Plant const completion program for 

'401. 

RISON, J. J. Region 3, Office of Director. BOX 08. 83/05/23. 

NICK, R. F. Region 3, Office of Director. 2pp. 25352:018. 24X 

he: 50-329, 84/05/17, 8405220481. 


20541 Forwards resumes of SW Baranow St J Chawlo. Draft JG Keppler 
1408 ltr to WH Dickhoner end. 

.D, P. A. Stone St Webster, Inc. BOX 08, 83/04/28. MILLER, J. R. 

ion 3, Office of Director. 25pp. 25332:020. 24X 

:he: 50-329, 84/03/17, 8405220481. 


.20546 Addresses adequacy of saf ety-related HVAC sys allegations of 
•mer Zack employees. 

5ENHUT, D. G. Division of Licensing. BOX 08. 84/02/16. 

iSSARD, R. L. Division of Engineering. 28pp. 25353:236. 24X 

:he: 50-329, 84/05/17, 8405220481. 


20563 "Four Requested Records Maintained by E Gallagher in 
ee Ring Notebook Labeled Midland Testimony GA (Soils).*' 
.LAGHER, E. Affiliation Not Assigned, BOX 11. 84/05/11. Ip. 

ISO: 119. 24X Fic h e : 50-329, 84/05/17, 8403220481. 


20569 Assorted documents, including request for equipment 
lification rept, inconsistencies in specs, review of 
Testing Lab tests & Bechtel problems alert. 

Consumers Power Co. * Bechtel Corp, BOX 11. 84/03/11. 69pp. 

380: 268. 24X Fi c h e : 30-329, 84/05/17, 8405220481 . 


2057 5 Diesel generator bldg, Enel 3. Related info end. 

NRC - No Detailed Affiliation Given^ BOX 13. 84/03/13, 3pp. 

93:180. 24X Fi Che: 50-329,84/03/17,8403220481. 


— 8406120580 Advises that Dow Chemical Co requests to interview listed 
NRC emp loyees, per 840229 telcon w/C Rice of Kirkland & 

Ell is, representing Dow Chemical Co. 

LEWIS, S. H. Region 3, Office of Director. BOX 11. 84/03/01. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25381:083. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120588 "Nonconformance Rept Log. " Audit finding rept log 8c 
handwritten 8c typed notes re 800707 testimony end. 

* Consumers Power Co. BOX 11. 84/05/11. 100pp. 25381:186. 24 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406120389 Forwards Army Corps of Engineers 831028 ltr re structural 
adequacy of diesel generator bldg. 

LEAR, G. Structural & Geotechnical Engineering Branch. BOX 08. 
83/11/16. ADENSAM, E. Licensing Branch 4. Ip. 25333:097. 24X 

Fiche: 50-329, 84/03/17, 8405220481. 


— 8406120392 Forwards comments on 831021 rept by independent task gro u 
review of diesel generator bldg. Rept evaluates concerns 
expressed by RB Landsman of Region III. 

KANE, J. Structural Sc Geotechnical Engineering Branch. BOX 08. 
83/11/18. LEAR, G. Structural 8c Geotechnical Engineering Branch. 
7pp. 25333:104. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120394 Provides evaluation of evidence on diesel generator bldg 
for determination of need to reopen hearings, per 831108 
request. 

RINALDI, F. Structural 8c Geotechnical Engineering Branch. BOX 08. 
83/11/18. LEAR, G. Structural 8c Geotechnical Engineering Branch. 
5pp. 25333:111. 24X Fiche: 50-329, 84/03/17, 8405220481. 


— 8406120595 Forwards documentation describing reorgani zation of 
facility project ofc 8c QA dept. 

COOK, J. W. Consumers Power Co. BOX 11. 81/12/23. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). HAUSS, W. P. 
GA Branch. 29pp. 25382:235. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406120596 Discusses Interagency Agreement NRC-03-79-167, Task 1 re 
geotechnical engineering support. Related info end, including 
800211 trip rept. 

GOODWIN, Z. M. Army, Dept, of, Corps of Engineers. BOX 12. 
80/03/24. JACKSON, R. E. Division of Systems Safety. 29pp. 
25384:334. 24X Fich e: 50-329, 84/03/17, 8405220481. 


— 8406120397 Forwards task group rept, "Rept on Review of Diesel 
Generator Bldg at Midland," Oct 1983. Large addl settlements 
not antic ipated. More accurate program to monitor cracks 
needed . 

KUO, P. T. Structural & Geotechnical Engineering Branch. BOX 08. 
83/10/21. KNIGHT, J. P. Assistant Director for Comp. 8c Structures 
Engineering (Post 830201). 2pp. 25333:136. 24X 

Fiche: 30-329, 84/03/17, 8403220481. 


— 8406120399 "Rept on Review of Diesel Generator Bldg at Midland," 
Oct 1983. 

TAN, C.P. , ROMNEY, N. D. , KUO, P. T. Structural 8c Geotechnical 
Engineering Branch. BOX 08. 83/10/31. 39pp. 23333:280. 24X 

Fiche: 30-329, 84/05/17, 8403220481. 


— 8406120600 Advises of assignment as member of task group to reevalual 
structural design 8c const adequacy of diesel generator 
bldg. 

KUO, P. T. Structural 8< Geotechnical Engineering Branch. BOX 08. 
83/08/08. TAN, C. P. » ROMNEY, N. Structural 8c Geotechnical 
Engineering Branch. Ip. 23353:319. 24X Fiche: 30-329, 84/05/17, 

8405220481 . 


— 8406120601 Informs that task group to reevaluate structural design 8c 
structural design 8c const adequacy of diesel generator bldg 
estab 1 ished, in response to 830627 memo. Implementation 
concept of task group end. 

VOLLMER, R. H. Division of Engineering. BOX 08. 83/07/21. 

EISENHUT, D. G. Division of Licensing. 10pp. 23333:320. 24X 

Fiche: 50-329, 84/05/17, 8403220481. 


--8406120603 Responds to 830813 memo re R Landsman concerns on inadequa 
diesel generator bldg task group rept scheduled to be 
completed in Oct 1983. 

KNIGHT, J. P. Assistant Director for Comp. 8c Structures Engineering 
(Post 830201). BOX 08. 83/09/23. VOLLMER, R. H. Division of 

Engineering. 2pp. 23334:018. 24X Fiche: 50-329, 84/03/17, 

8405220481. 


--8406120603 Informs of extension for completion of review of Landsman 
concerns re diesel generator bldg. Review will be completed 
by 831015. 

VQLLMER, R. H. Division of Engineering. BOX 08. 83/09/08. 

EISENHUT, D. G. Division of Licensing. 2pp. 23334:029. 24X 

Pt r h *» • 50-329, 84/05/17, 8405220481. 
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— 8406120630 Forwards correction to Board Notification 83-106. NRC ltr 
authorizing resumption of safety-re lated welding on HVAC 
inadvertently omitted. W/o stated end. 

NOVAK. T. M. Assistant Director for Licensing. BOX 08. 83/08/19. 

Atomic Safety and Licensing Board Panel. 3pp. 25354:063. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406010343 Forwards request for addl info re Vol IX 
Plant Class 1,2 & 3 Piping, Pipe Supports & Valves 
requested within 30 days of ltr receipt. 

ADENSAM, E G. Licensing Branch 4. 84/05/25. COC 

Power Co. 6pp. 24752:075. 24X Fi c he : 50-329, 84/ 


— 8406120622 Recommends ASLB be informed of new info submitted I 
applicant re DBA evaluation of steam generator tube rupture 
event. Info related to Board Notification 83-47. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
08. 83/08/01. EISENHUT, D. G. Division of Licensing. 2pp. 

25354:071. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8406050326 Forwards request for addl info re struct 
facility diesel generator b 1 dg . Response required 
days of ltr receipt. 

EISENHUT, D. G. Division of Licensing. 84/05/25. 
Consumers Power Co. 6pp. 24841:296. 24X Fiche: 

8406050326. 


— 8406120624 Forwards request for addl info re radiological consequences 
following postulated steam generator tube rupture accident, 
for transmittal to applicant. 

MULLER. D. R. Assistant Director for Radiation Protection. BOX 08. 
83/07/06. NOVAK, T. Assistant Director for Licensing. 2pp. 
25354:073. 24X Fiche: 50-329, 84/05/17, 8405220481. 


B406060024 Forwards request for addl info re seismi 
repts.Vol IX, "Balance of Plant Class 1,2 St 3 Pip 
Supports & Valves. " Response requested within 30 
receipt. 

ADENSAM, E. G. Licensing Branch 4. 84/05/25. COQ 

Power Co. 5pp. 24848:206. 24X Fi c he : 50-329, 84/ 


— 8406120625 Rev 1 to "Midland Chronology of Events Since Jul 1981 
Hearings. " “History of Midland Proceeding Prior to 791206 
Order Modifying CPs" end. 

* Consumers Power Co. BOX 08. 83/07/07. 17pp. 25354:075. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406060172 Forwards corrected info re independent m 
requested during 840504 meeting. 

COOK, J. W. Consumers Power Co. 84/05/29. KEPPLE 
Office of Director. 17pp. 24658:195. 24X Fiche 
8406060172. 


— 8406130001 Forwards background info for Commissioner Gilinsky trip. 
TRINER, E. G. Office of Resource Management, Director. BOX 08. 
83/06/03. SHOWMAN, S. Commissioners. 8pp. 25355:037. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406070014 Summary of 840518 meeting w/util,BNL & P 
Garrick in Bethesda,MD re PRA. List of attendees St 
end. 

HOOD, D. Licensing Branch 4. Q4/05/30. Licens 

24852: 345. 24X Fiche: 50-329, 84/05/30, 8406070014. 


— 8406130003 “Rept on Design St Const Problems for Period from Start of 
Const Through 820630. " 

* Region 3, Office of Director. BOX 08. 84/05/08. 30pp. 

25355:192. 24X Fiche : 50-329, 84/05/17, 8405220481. 


— 8406130004 Submits Task Interface Agreement 83-40 re NRR assistance in 
resolving Midland soils issue. 

NORELIUS, C. E. Region 3, Office of Director. BOX 08. 83/04/18. 

Region 3, Office of Director. Ip. 25356:009. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130009 Informs that attys for Dow request meeting w/W Schaffer, 
W Lovelace St I Yin St to interview NRC employees. 

LIEBERMAN, J. NRC - No Detailed Affiliation Given. BOX 08. 
84/02/16. EISENHUT, D. G. , KEPPLER, J. , HARTFIELD, R. NRC - No 
Detailed Affiliation Given. Ip. 25357:100. 24X 

Fiche: 50-329, 84/03/17, 8403220481. 


— 8406130014 Review of Dow Chemical Co termination of contract St 
complaint for declaratory judgement. 

WARNICK, R.F. Region 3, Office of Director. BOX 08. 83/08/02. 

KEPPLER, J. G. Region 3, Office of Director. 27pp. 23357:183. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130041 Rev 1 to Procedure N-3, "Quality Verification Organ i zat i on. " 
Related info end. 

* Consumers Power Co. BOX 10. 83/06/17. 16pp. 25378: 105. 24X 

Fiche: 50-329, 84/03/17, 8405220481. 


8406080157 Forwards proposed list of work for June 
work activity list for Jul 1984, for review St auth 
per work authorization procedure. 

MOONEY, J. A. Consumers Power Co. 84/03/31. HARR 
Office of Director. 16pp. 24859: 108. 24X Fiche 

8406080157. 


8406120253 Requests remedial soils work authorizati 
procedures. 

MOONEY, J. A. Consumers Power Co. 84/05/31. HARR 
Office of Director. Ip. 24894:360. 24X Fiche: 5 
8406120253. 


8406260489 Forwards NRC 840530,25,09 «< 0406 memos d 
integration of activities for plants w/near-term 
act ivit ies. Brief ing on integrated schedules expec 
840610. 

DIRCKS, W. J. Office of the Executive Director for 
84/06/01. PALLADINO Commissioners. Ip. 23137: 
Fiche: 50-000, 84/06/01, 8406260489. 


-—8406260518 Discusses outstanding regulatory issue 
reviews. Recommendati ons for assignment of proje 
completion of licensing review effort provided. 
DENTON, H. R. Office of Nuclear Reactor Regulati 
84/03/09. DIRCKS, W. J. Office of the Executive 
Operations. 3pp. 23157:330. 24X Fiche: 50-000 

8406260489. 


— 8406130045 Responds to 810114 memo re possible need for addl 
enforcement action. Recommends that NRC stop const activity 
in timely manner when significant safety-related problem 
has been identified. 

STELLO, V. Director's Office, Office of Inspection and Enforcement. 

BOX 08. 81/02/13. AHEARNE Commissioners. 3pp. 25357:303. 24X 

Fiche: 50-329, 84/05/17, 8403220481. 


■8406130050 "Midland IDVP for Auxiliary Feedwater Sys St Another Sys 
to be Determined. " 

* TERA Corp. BOX 08. 83/02/08. 12PP, 23358:263, 24X 

Fiche: 30-329, 84/05/17, 8403220481. 


8406070298 Forwards resumes *< statements of indepen 
JM Hendrie, JM Biggs St JW Stanley to conduct IDCVP 
LEVIN, H. A. TERA Corp. 84/06/04. KEPPLER, J. G. 
Director. EISENHUT, D. G. Division of Licensing. 
Consumers Power Co. 13pp. 24746:232. 24X Fiche 

8406070298. 


8406120313 Authorizes listed remedial soils work ac 
1984. 

HARRISON, J. J. Region 3, Office of Director. 84/' 
Consumers Power Co. 2pp. 24893:310. 24X Fiche: 
8406120313. 


8406030003 Forwards minutes of 840510 meeting re third party 
assessment activities concerning underpinning St remedial 
soils work. 

LUCKS, A. S. Stone & Webster, Inc. 84/03/22. HARRISON, J. J. Region 
3, Office of Director. 29pp. 24813:269. 24X Fiche: 30-329, 84/05/22, 

8406050003. 


8406140172 Forwards signed affidavit & resumes for I 
Huss St Walker assigned to const implementation ov 
staff. 

KARR, J. E. Stone & Webster, Inc. 84/06/06. HARR 
Office of Director. 10pp. 24926:250. 24X Fiche 

8406140172. 


8406030398 Informs that TERA personnel will meet w/Bechtel in Ann 
Arbor, MI on 840930-0601 to discuss IDCVP progress & items re 
standby electric power sys performance requirements review. 

LEVIN, H. A. TERA Corp. 84/03/23, KEPPLER, J. G. Region 3, Office 
Director. EISENHUT, D. O. Division of Licensing. COOK, J. W. 
Consumers Power Co. 3pp. 24843:281. 24X Fiche: 50-329, 84/09/23, 

8406090398. 


8406190109 Accepts TERA 840210 mod to IDCVP. Propose 
maintaining existing vertical slice approach to 
verification & postponement of const verification 
EISENHUT, D. G. Division of Licensing. 84/06/06. 
of Consumers Power Co. LEVIN, H. A. TERA Corp. 9pp. 

Fiche: 50-329, 84/06/06, 8406130103. 


6210392 Authorizes five listed remedial soils work activities for 
une 1984. 

ARRISON. J. J. Region 3, Office of Director. 84/06/15. QUAMME, D. L. 
onsumers Power Co. 2pp. 25057:273. 24X Fiche : 50-329. 84/06/ 1 5. 

406210392. 


406210394 Requests author i zation for remedial soils Work Authorization 
procedure 200054005, "Exploratory Chipping of SUPS Duct 
Bank Crack. " 

QUAMME, D. L. Consumers Power Co. 84/06/11. HARRISON, J. J. Region 
3, Office of Director. Ip. 25057:275. 24X Fich e: 50-329, 84/06/15, 
8406210392. 


4062103 95 Requests auth or i zation for remedial soils Work Authorization 
Procedures 155052135 & 165052135, "Finger Drift to, Excavate, 

Install & Load Piers E3 & W3, " respectively. 

QUAMME, D. L. Consumers Power Co. 84/06/06. HARRISON, J. J. Region 
3, Office of Director. Ip. 25057:276. 24X Fiche: 50-329, 84/06/15, 

84062 1 03 92. 


406210396 Requests auth or i zation for remedial soils Work Authorization 
Procedures 207053005, "Excavate Pier 1," 207050005, "Set-up 
& Perform Plate Load Test at Pier 1" & 207053010, "Excavate 
Pier 1A. " 

QUAMME, D L. Consumers Power Co. 84/06/08. HARR ISON, J. J. Region 
3, Office of Director. Ip. 25057:277. 24X Fiche: 50-329, 84/06/15, 

8406210392. 


6190343 Board Notification 84-1 15: forwards info re seismic 8c 
tructural design departures from licensing 8c design 
riteria, relevant to QA 8c technical issues before Midland 
icensing Board for OM-OL hearing. 

ISENHUT, D. G. Division of Licensing. 84/06/18. PALLADINO, 
ILINSKY, ROBERTS Commissioners. 5pp. 25083:309. 24 X 

iche: 50-329, 84/06/18, 8406190343. 


406140036 Final deficiency rept on potentially reportable conditions 
re seismic calculations 8c structural design. No addl 
corrective action required. 

COOK, J. W. Consumers Power Co. 84/04/20. KEPPLER, J. 0. Region 3, 
Office of Director. 19pp. 25083:314. 24X Fiche: 50-329, B4/06/18, 

8406190343. 


1405290376 Informs that review of J Cook 840420 Itr re final rept on 
potentially reportable conditions for seismic 8< structural 
design concerns indicates safety concerns 8c reportability 
evaluations which impact previous branch input. 

LEAR, G. Structural & Geotechnical Engineering Branch. 84/05/23. 
ADENSAM, E. Licensing Branch 4. 2pp. 25084:001. 24X 

Fiche: 50-329, 84/06/18, 8406190343. 


16260221 Responds to 840607 request for concurrence to remove 8< 
eplace emergency diesel generator buried fuel oil lines 8< 

;o uaive requirement for status assessment 8c quality 
'erif ication program. Requested activities authorized. 

IARRISON, J. J. Region 3, Office of Director. 84/06/20. QUAMME, D. L. 
Consumers Power Co. Ip. 25150:248. 24X Fiche: 50— 329, 84/06/20, 

1406260221. 


1406260225 Requests acceptance of program to replace emergency diesel 
generator buried fuel oil lines. Waiver of requirement for 
status assessment of quality verification program also 
requested. 

QUAMME, D. L. Consumers Power Co. 84/06/07. HARRISON, J. J. Region 
3, Office of Director. 2pp. 25150:249. 24X Fiche: 50-329, 

04/06/20, 8406260221. 


>6260188 Forwards Rev 5 to project QA plan, "CPC Midland IDCVP. " 
iigned document ack requested by 840702. 

.EVIN, H. A. TERA Carp. 84/06/22. KEPPLER, J. 0. Region 3, Office of 
lirector. EISENHUT, D. G. Di vision of Licensing. COOK, J. W. 

lonsumers Power Co. 13pp. 25141:087. 24X Fiche: 50-329, 84/06/22, 

1406260188. 


1406260191 Rev 5 to project QA plan, "CPC Midland IDCVP. " 
* TERA Corp. 84/06/15. 81pp. 25141: 100. 24X 

Fiche: 50-329, 84/06/22, 8406260188. 


>6290228 Authorizes listed critical remedial soils work activities 
: or June 1984. 

IARRISON, J. J. Region 3, Office of Direfctor. 84/06/25. QUAMME, D. L. 
Consumers Power Co. 2pp. 25196: 336, &4X picfte: 50K329* 84/06/25, 

1406290228. 


1406290233 Requests authorization of fojttr listed remedial soils work 
activities re installation of tie backs & struts 8c mass 
excavations. 

hOONEY, J. A. Consumers Power Co. 84/06/22. HARRISON* J. J. Region 
3, Office of Director. Ip. SWHR&: 988 »AX Flrh»- 50-329, 84/06/25, 

flinA20rt99Q 


D. NRC Draft/Final Environmental Statements, suppls & corres pondenci 


8405220481 Partial response to FQIA request for 16 categories of 
records re Mid land . Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland & Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8202110178 Summary of 820108 meeting w/util,B&W & Bechtel in Bethi 
MD re open items requiring resolution for facility DES. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/01/19. Licensir 

Branch 4. 4pp. 25401:153. 24X Fiche: 50-329, 84/05/17, 840522041 


— 8207120118 Provides reasons why FES will not meet issuance date o^ 
820705. Proposed revised date is 820720. Deferral not 
expected to affect overall licensing schedule adversely. 

TEDESCO, R. L. Assistant Director for Licensing. BOX 13. 82/07* 

EISENHUT, D. G. Division of Licensing. 2pp. 25400:342. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland & Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 7901230081 Provides list of Branch open items: environ qualificat: 
of safety related equipment, main steam line break analysis, 
reactor cavity sub compartment analysis, purge supply & 
exhaust, external containment pressure analysis & leak tests 
PICKETT, D. Containment Systems Branch. BOX 13. 79/01/16. 

HOOD, D. Light Water Reactors Branch 4. 3pp. 25402:223 . 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7904160151 Plant FSAR Revision 18 sufficiently treats prediction < 
radiation damage to vessel matl & pressure-temp effects of 
atypical we 1 d s. Requests addl info re 10CFR50 Apps G & H , Sc 
preservice & inservice insp programs. 

PAWLICKI, S. S. Materials Engineering Branch. BOX 13. 79/03/22. 

VARGA, S. A. Light Water Reactors Branch 4. 6pp. 25402:261. 2^ 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7908070752 Discusses Thompson 790517 memo to Vassallo recommendinj 
Board notification re diesel generator bldg foundation & 
qualif ication of components. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. BO! 
13. 79/05/29. CHRISTENBURY, E. Hearings Division. Ip. 

25402:275. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8002250601 Forwards monthly rept for Jan 1980 re licensing assists 
SER preparation for NRC Matls Engineering Branch. 

WIDRIG, R.D. Battelle Memorial Institute, Pacific Northwest 
Laboratories. BOX 13. 80/02/14. PAWLICKI , S. S. Materials 

Engineering Branch. 5pp. 25402:307. 24X Fiche: 50-329, 84/05/1! 

8405220481. 


— 8006240730 Submits proposed completion date schedule for 
Instrumentation & Control Sys Branch facility OL review. 
IPPOLITO, T. A. Electric, Instrumentation & Control Systems Bram 
BOX 13. 77/12/13. VARGA, S. Light Water Reactors Branch 4. 1| 

25403:021. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8104160748 Forwards portions of draft SER & list of open items, 
reflecting status of facility review before TMI-2. W/o ends. 
SPEIS, T. Reactor Systems Branch. BOX 13. 81/04/10. PARR, D. 
Auxiliary Systems Branch. Ip. 25402:056. 24X 
Fiche: 50-329, 84/05/ 17, 8405220481 . 


— B 1082 10201 Summary of monthly project review 810717 meeting re re 
needed to support issuance of final SER. Next meeting to be 
held on 810821. Review status chart end. 

HERNAN, R.W. Licensing Branch 4. BOX 13. 81/08/11. ADENSAM, E 

Licensing Branch 4. 5pp. 25401:307. 24X Fiche: 50-329, 84/05/1 

8405220481. 


— 8108310024 Notification of 810821 monthly project meeting in Beth 
MD to provide overall project coordination on schedules, 
technical issues & status, review of interfaces & early 

ication of problem areas. Project status sheet and. 

B. Licansing Branch 4. BOX 13. 81/08/11. Licensing 

4. 5pp. 25401:302. 24X Fiche: 50-329, 84/03/17, 84052204 


— 8109230443 Notifies of 810918 third monthly project meeting in 
Bethesda,MD to provide overall project coordination re 
schedules, technical issues St status, review of interfaces & 
identification of problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/09/15. EISENHUT, D. 

Division of Licensing. 5pp. 25401:315. 24X Fiche: 50-329, 

qz /n«t / i7. aznxnonzflt 


DOCKETED ITEMS 


201050362 Notification of 811222 meeting w/util & Generic Issues 
Branch in Bethesda, MD to discuss unresolved safety issues & 
meet w/project manager on SER scheduling. 

HERNAN, R.W. Licensing Branch 4. BOX 13. 81/12/17 ADENSAM, E. G. 

Licensing Branch 4. 2pp. 25401:273 . 24X Fiche: 50-329; 84/05/17, 

8405220481. 


202090447 Summarizes 820115 meeting w/util & B&W in BethesdaiMD re 
draft SER input for Sections 5. 3. 1< 5. 3. 2, 5. 3. 3 & 5. 4. 1. 1. 

ELLIOT, B. J. Materials Engineering Branch. BOX 13. 82/01/19. 
HERNAN, R. Division of Licensing. 3pp. 25401:157. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


202100075 Advises that FSAR info is inadequate to confirm 
acceptability of matls used for const of reactor internal & 
core support structure. App 1 i cant should submit list of matls 
used as well as justification for use of bolting matl. 

JOHNSTON, W. V. Assistant Director for Matls & Qual. Engineering 
(Pre 830201). BOX 13. 82/01/19. TEDESCO, R. L. Assistant Director 

for Licensing. Ip. 25401:164. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


202240129 Summary of 810115 meeting w/util & B&W in Bethesda,MD re SER 
open items on reactor vessel fracture toughness, Secti ons 
5. 3. 1, 5. 3. 2, 5. 3. 3 & 5. 4. 1. Agenda end. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/01/29. Licensing 

Branch 4. 10pp. 25401:173. 24X Fi che : 50-329, 84/05/ 17, 8405220481. 


203110501 Summary of 820205 telcon w/util re potential SER open items 
concerning proposed initial test program for facilities. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/02/25. Licensing 

Branch 4. 3pp. 25401:230. 24X Fiche: 50-329, 84/05/17, B405220481. 


203180050 Notification of 820316 meeting w/util in Bethesda,MD to 
resolve SER open item re Chapter 4.2 (rod bow penalty) & 
applicability of NUREG-0630. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/03/11, ADENSAM, E. G. 

Licensing Branch 4. 2pp. 25401:055. 24X Fiche : 50-329, 84/05/17, 

8405220481. 


204070662 Notification of 820331-0402 meetings w/uti 1 , Bee h tel & BfcW 
in Bethesda,MD to discuss facility SER open items. Agenda 
end. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/03/30. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25401:088. 24X Fiche : 50-329, 84/05/17, 

8405220481. 


204280635 Summary of 8203187 meeting in Bethesda, MD re lighting & 
emergency diesel sys. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/04/16. Licensing 

Branch 4. 6pp. 25401:101. 24X Fiche: 50-329, 84/05/17, 8405220481. 


>05030141 Notification of 820405-08 meeting w/ut i 1 , Bee h te 1 fc B&W in 
Bethesda, MD to resolve remaining open items prior to 
issuance of SER. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/04/02. ADENSAM, E. G. 

Licensing Branch 4. 4pp. 25401:091. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


205100114 Notifies that applicant resolution of excessive errors in 
level measurement sys due to decrease in ref leg density is 
acceptable u/addition gf thermal insulation to steam 
generator Sc safety-grade temp indication. 

ROSA, F. Instrumentation S; Control Systems Branch. BOX 13. 
82/04/21. ZIEMANN, D. L. Procedures Sc Systems Review Branch. 4pp. 
25401:116. 24X Fiche: 50-329, 84/05/17, 8405220481. 


207230194 Notification of 820721 meeting w/util Sc Bechtel in Bethesda, 
MD to discuss draft suppl to SER re soi ls-related open 
items . 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/07/16. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25400:344. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


208260335 Forwards Geote chn i cal, Structural , Mec hani cal Sc Hydrologic 
Engineering Branches input for SER suppl, which doses out 
NRC review on all div i ssues. Ap p 1 icant can proceed 
u/proposed remedial soils program. 

KNIGHT, J. P. Assistant Director for Comp. Sc Structures Engineering 
(Pre 830201). BOX 13. 82/08/16. NOVAK, T. H. Assistant Director 

for Licensing. 150pp. 25400:188. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8209290290 Advises that 820910 telcon w/ASLB Sc parties establish 
821004 as revised date to issue SER Suppl 2 covering 
completion of soils settlement review. SER Suppl 2 is 
significant as record 8< ref source. 

EISENHUT, D. G. Division of Licensing. BOX 13. 82/09/13. 

VOLLMER, R. Division of Engineering. Ip. 25399:197. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


— 8210040025 Forwards Suppl 2 to SER for review Sc comment on resul 
NRC technical review of soils settlement prob 1 em. Comments 
requested re level of info presented w/respect to Region 3 
need to execute insp & work au th or i za t i on. W/o end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 82/09/ 
WARNICK, R. Region 3, Office of Director. Ip. 25399:204. 24 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8301250684 Discusses status of plants listed as of 830105. 

BENAROYA, V. Chemical Engineering Branch. BOX 13. 83/01/07. 

JOHNSTON, W. V. Assistant Director for Matls S< Qual. Engineerin 
(Pre 830201). 9pp. 25399 : 252. 24X Fi c h e : 50-329, 84/05/ 17, 

8405220481. 


— 8307250653 Forwards Equipment Qual if ication Branch SER input re 
valve operability assurance program. Adequacy of overall 
program cannot be determined w/o onsite audit. 

KNIGHT, J. P. Assistant Director for Comp. & Structures Enginee 
(Post 830201). BOX 13. 83/07/19. NOVAK, T. M. Assistant Dire* 

for Licensing. 4pp. 25399:338. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


-—8406070369 Forwards summary of documents submitted by Energy Teel 
Engineering Ctr, including review of CPC responses to 
Questions 16-20 of 10CFR50. 54( f > , Revi s i on 2 it draft SER. 

BATES, J. 0. Rockwell International Corp. BOX 13. 80/09/02. 

BOSNAK, R. J. Mechanical Engineering Branch. 3pp. 25402:025. 
Fiche: 50-329, 84/05/17, 8405220481. 


8406040283 Forwards request for addl info re seismic margin review 
auxiliary bldg.svc water pump structure & diesel generator 
bldg, per Sections 1 . 8 & 3. 7. 2. 2 of SSER 2. Response requested 
within 30 days. 

ADENSAM, E.G. Licensing Branch 4. 84/05/24. COOK, J. W. Consume! 

Power Co. 6pp. 24808:261. 24X Fiche: 30-329, 84/05/24, 840604028: 


8406190160 Forwards "Detailed Control Room Design Review Technical 
Evaluation Rept Open Items," per 840316 ltr & SER Open Item 
15. Requests comments on review of proposed emergency 
procedure guidelines task analysis methodology. 

COOK,J. W. Consumers Power Co. 84/06/14. DENTON, H. R. Division 
Licensing. 12pp. 24979:284. 24X Fiche: 50-329, 84/06/14, 8406190: 


F. Security, medical, emergency & fire protection plans 


8406210456 Public version of revised emergency plan implementing 
procedures, including GEN-1 re overvi ew, GEN-2 re emergency 
telephone numbers & GEN-3 re on-shift sys power controller. 
W/JM Felton 840614 release memo. 

* Consumers Power Co. 84/04/23. 158pp. 25094:179. 24X 

Fiche: 50-000, 84/04/23, 8406210456. 


8405220481 Partial response to FOIA request for 16 categories of 
records re Midland. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/03/17, RICE, C. M. 
Kirkland Zt Ellis. 3pp. 23300:001. 24X Fiche: 50-329, 84/05/17, 

8403220481. 


— 8006250465 Forwards acceptance review questions. Recommends facil: 
application acceptance, provided requested info supplied 
within six wks of docket date. 

HOUSTON, R. W. Industrial Security it Emergency Planning Branch. 
13. 77/09/20. VARGA, S. A. Light Water Reactors Branch 4. 3pj 

25403:013. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8010240589 Summary of 800617 meeting w/util in Bethesda, MD re fii 
protection evaluation rept. 

HOOD, D. Licensing Branch 3. BOX 13. 80/10/17. Licensing 

Branch 3. 4pp. 25402:031. 24X Fiche: 50-329, 84/05/17, 8405220' 


— 8203230146 Central Files version of Revision 2 to Process Steam 
Coordination Manual Procedure 5-1, "Emergency Plans," 

* Consumers Power Co. BOX 13. 81/10/19. 6pp. 25401:320. ! 

Fiche: 50-329, 84/03/17, 8405220481. 


[09220372 Forwards QA Branch SER suppl for remedial soils activities. 


06050137 Confirms 821027 telcon re possibility of temporarily 
backfilling fire water lines located near svc water bldg. 

Requests that fire line be temporarily backfilled for listed 
reasons. 

HILLER, D. B. Consumers Power Co. BOX 09. 82/10/27. SHAFER, W. D. 

Region 3, Office of Director. Ip. 25371:093. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


070264 Forwards "Request for Exemption From Branch Technical 
sition BTP-CMEB 9.5-1 for Control Panels C43 8* C44. “ Use 
smoke detec tion/Halon suppression sys for safety-related 
uipment rooms proposed. 

OK, J. W. Consumers Power Co. 84/05/30. DENTON, H. R. Division of 
censing. 3pp. 24742:035. 24X Fiche: 50-329, 84/05/30, 8406070264. 


06070265 “Request for Exemption From Branch Technical Position 
BTP-CMEB 9.5-1 for Control Panels C43 it C44. “ 

* Consumers Power Co. 84/05/25. 23pp. 24742:038. 24X 

Fiche: 50-329, 84/05/30, 8406070264. 


370262 Reconfirms it updates Region III access authorization lists 
r admittance of NRC personnel to f ac i 1 i t ies. Rec ommend s 
sted individuals be granted unescorted access to vital it 
otected areas. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. COOK, J. W. 
risumers Power Co. 7pp. 24746:304. 24X Fiche: 50-329, 84/06/04, 

36070262. 


190160 Forwards "Detailed Control Room Design Review Technical 
aluation Rept Open Items, '* per 840316 ltr it SER Open Item 
Requests comments on review of proposed emergency 
acedure guidelines task analysis methodology. 

]K« J. W. Consumers Power Co. 84/06/14. DENTON, H. R. Division of 
censing. 12pp. 24979:284. 24X Fiche: 50-329, 84/06/14, 8406190160. 


ijudicatory correspondence 


220481 Partial response to FOIA request for 16 categories of 
cords re Midland. Forwards documents listed on App A. 

.TON, J. M. Division of Rules and Records. 84/05/17. RICE. C. M. 
rkland 8t Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

3522048 1 . 


32120473 Forwards licensee request for hearing on 791206 order 
edifying CPs. Proceed ing on proposed issuance of OLs pending 
lefore ASLP. Licensee requested amend to CP it OL application 
seeking soil condition remedial action approval. 

3ENT0N, H. R. Office of Nuclear Reactor Regulation, Director. BOX 
13. 80/01/21. CHILK, S. J. Office of the Secretary of the 

Emission. Ip. 25402:297. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


32120480 Requests hearing on behalf of util re 791206 order modifying 

IPs. Licensee will consolidate all proceedings w/soi 1-related 

issues. 

1ILLER, M. I. Isham, Lincoln & Beale. BOX 13. 79/12/26. CASE, E. G. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25402:298. 

24X Fiche: 50-329, 84/05/ 17, 8405220481. 


36240706 Forwards rept for ASLB re alleged d iscrepanc i es between CPC 

'70131 rate filing 8c testimony presented to ASLB. 

r £LD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/06. 

JASH, D. A. Cost Benefit Analysis Branch. Ip. 25402:331. 24X 

r iche: 50-329, 84/05/17, 8405220481. 


16240712 Rept re alleged discrepancies between CPC 770131 rate filing 
(testimony presented to ASLB in Midland proceeding. SE Feld 
( WJ Gundersen affidavits end. 

ELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/05/18. 

atomic Safety and Licensing Board Panel. 40pp. 25403:001. 24X 

: iche: 50-329, 04/05/17, 8405220481. 


.0230151 Informs of 800919,30 it 1001 meetings in Detroit, MI 8c 
lethesda,MD re preparation for show cause hearing 8c appeal 
if staff position for addl explorations. 

IANE, J. D. Assistant Director for Environmental Technology <Pre 
130201). BOX 13. 80/09/17. LEAR, G. E. Hydrologic 8c Geotechnical 

’ngineering Branch. 2pp. 25402:028. 24X Fiche: 50-329, 84/05/17, 

1405220481. 


•2120405 Exhibits 1-10 of WP Chen 810121 deposition. 

HEN, W. P. Energy Technology Engineering Center. BOX 13. 
11/01/21. 200pp. 25395:352. 24X Fiche: 50-329, 84/05/17, 

1405220481. 


•2170688 Forwards 810109 deposition for correction. 

ACE Federal Reporters, Inc. BOX 13. 81/02/09. HUANG, P. C. 

lavy, Dept. of. 2pp. 25393:316. 24X Fiche: 50-329, 84/05/17, 

1405220481. 


8102250725 Exhibit 1 of deposition of Naval Surface Weapons Ctr by 
Huang on 810108. 

HUANG, P. C. Navy, Dept. of. BOX 13. 81/01/08. 10pp. 25394:01: 

24X Fiche: 50-329, 84/05/17, 8405220481. 


8102250731 Exhibits 1-5 of deposition of Bechtel Corp by R Peck on 
810113. 

PECK, R. Bechtel Corp. BOX 13. 81/01/13. 10pp. 25394:103. 2-i 

Fiche: 50-329, 84/05/17, 8405220481. 


B204160070 Comments re NRC handling of soil settlement issues incli 
soils GA breakdown, lac k of acceptance criteria it false FSAR 
statements. 

STAMIRIS, B. Affiliation Not Assigned. BOX 13. 81/04/03. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 4pf 
25402:052. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


8210130102 Forwards M Sinclair it B Stamiris addl interroga tori es, 1 i 
of contentions 8< assignment of reviewers. Responses re 
Stamiris Contention 6 due on 821006. Other responses due 
821025. W/o interrogatories or contentions. 

ADENSAM, E. G. Licensing Branch 4. BOX 10. 82/09/28. BALLARD, R. 

Environmental Engineering Branch. Ip. 25376:236. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8211040404 Forwards addl B Stamiris it M Sinclair interroga tori es. 
Responses not required until completion of related NRC 
investigations in Jan 1983. 

ADENSAM, E. G. Licensing Branch 4. BOX 10. 82/10/22. STEYER, K. 

Chemical Engineering Branch. Ip. 25376:255. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8211090613 Forwards list of contentions accepted by ASLB for 
1 i t igat ion. Tab le will be continuously updated as changes in 
contention status occur. 

MILLER, M. A. Licensing Branch 4. BOX 10. 82/10/27. NOVAK, T. M. 
Assistant Director for Licensing. 22pp. 25376:269. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040317 Forwards draft ack ltr it draft FR notice re Lone Tree 
Council 2.206 petition on faci 1 ities. Director '% Decision 
DD— 83- 16 denied similar relief requests. 

LIEBERMAN, J. Office of the Executive Legal Director. BOX 09. 
84/03/01. DEYOUNO. R. C. Director's Office, Office of Inspection 
and Enforcement. 6pp. 25366:277. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406040322 Forwards OELD analysis in response to SECY-84-42 re 
director's denial of 2.206 relief (DD-83-16 it DD-84-2). 

Director's decision legally sufficient under applicable stds 
of judicial review. 

DIRCKS. W. J. Office of the Executive Director for Operations. BC 
09. 84/02/10. PALLADINO, GILINSKY, ROBERTS Commissioners. 8pp 
25366: 283. 24X Fiche: 50-329, 84/05/17, 8405220481. 


-8406040326 Forwards director's decision under 10CFR2. 206 in respons 
830613 request, on behalf of Lone Tree Council, to take 
immediate action re pro ject. Request granted in part. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 09. 83/10/06. GARDE, B. P. Government 

Accountability Project. 2pp. 25366:341. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


—8406040330 Refers Govt Accountability Project (GAP) 830613 10CFR2. 2 
ltr/petition to IE. Reso lution will require close 
coordination among IE, NRR 8c Region III. Draft ltr to GAP 
end. 

LIEBERMAN, J. Regional Operations it Enforcement Division. BOX OS 
83/06/28. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 6pp. 25367:007. 24X Fiche: 50-329, 84/05/1 

8405220481. 


--8406040353 Notice of issuance of supplemental Director's Decision 
DD-84-2 granting, in part, 830613 10CFR2. 206 petition to 
require mgt audit by util. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 09. 84/01/12. Ip. 25367:294. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8406070215 Provides info re court reporter, per B Jones 801202 requ« 
WD Paton 801209-11 deposition will be taken at Bechtel in 
Ann Arbor, MI. 

PATON, W. D. Hearing Branch 4. BOX 01. 80/12/02. STEPHENS, C. R. 

Docketing it Services Branch. 4pp. 25300:218. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8406070237 "Contents of Three-ring Notebook Maintained by U Paton. 1 
PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 51pp. 25301: 19J 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120106 Forwards CPC testimony on QA. Certificate of Svc end. 

KINNEAR, W. Isham, Lincoln it Beale KINNEAR, W. Consumers Power 
Co. BOX 10. 83/04/12. KEPPLER, J. Region 3, Office of Director. 

4pp. 25374:113. 24X Fi ch e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8406120184 Annotated OL contentions of intervenor Stamiris. 

STAMIRIS, B. Stamiris. B. BOX 10. 82/08/11. 4pp. 25376:251. 

24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8406120199 Responds to 830416 memo it board order re 830407 Stamiris 
request for info concerning facility QA hearing. Listed 
documents available in PDR. 

WARNICK, R. F. Region 3, Office of Director. BOX 10. 83/04/20. 

PATON, W. D. Hearing Branch 2. 20pp. 25376:312. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120574 Advises that informal interviews w/NRC employees by Dow 
Chemical proh ibited. Forwards 840309 ltr to C Rice of 
Kirkland it Ellis, attys for Doui, exp la ining NRC reasoning. 

BERKOVITZ. D. M. Office of the General Counsel. BOX 11. 84/03/12. 

LEWIS, S. H. Region 3, Office of Director. Ip. 25381:080. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


8406180350 Order extending time until 840622 for Comn 
review ALAB-764. Served on 840618. 

CHILK, S. J. Office of the Secretary of the Commissi 
84/06/15. Commissioners. Ip. 24978: 107. 24X 

Fiche: 50-329, 84/06/15, 8406180350. 


8406190410 Responds to 840517 ltr. Thrust of 840504 It 
Ltr requested voluntary production of certain matls 
DOW vs Consumers 1 i t igat i on. Svc list end. Related 
correspondence. 

8ERNABEI,L. Government Accountability Project. DS 
BRUNNER, J. E. Consumers Power Co. 2pp. 25025: 183. 
Fiche: 50-329, 84/06/15, 8406190410. 


8406260326 Forwards applicant reply to NRC further su 
findings of fact & conclusions of law re QA it appli 
reply to B Stamiris second set of supplemental find 
ends. Related correspondence. 

LAUER, R.J. Isham, Lincoln it Beale. LAUER, R. J. Co 
DSB 883. 84/06/22. HARBOUR, J. , COWAN, F. P. , BECHHO 

Safety and Licensing Board Panel. Ip. 25148:226. 
Fiche: 50-329, 84/06/22, 8406260326. 


8406260332 Reply to B Stamiris second supplemental pr 
of fact it conclusions of law on QA S< mgt attitude i 
Certificate of Svc end. 

LAUER, R. J. Consumers Power Co. LAUER, R. J. Isham, 
DSB 882. 84/06/22. 83pp. 25131:243. 24X Fiche: 5 

8406260332. 


8406260336 Reply to NRC further supplemental findings 
conclusions of law re QA. 

* Consumers Power Co. DSB 881. 84/06/22. 26pp. 

Fiche: 50-329, 84/06/22, 8406260336. 


8406270282 Forwards audit repts Sc other documents rec 
QA dept. Related correspondence. 

BRUNNER, J. E. Consumers Power Co. DSB 909. 84/06/; 

BECHHOEFER, C. , HARBOUR, J. Atomic Safety and Licens 
749pp. 25169:109. 24X Fiche: 30-329, 84/06/22, 84062 


8406290104 Advises that time for Commission to review 
e xp ired. Commission declined review. Decision became 
agency action on 840622. Served on 840628. 

CHILK, S. J. Office of the Secretary of the Commissii 
84/06/28. KARR, J. W. Karr «t Lyons. Ip. 25197:147. 
Fiche: 50-329, 84/06/28, 8406290104. 


■8406120109 Forwards direct testimony for hearing session commencing on 
830426 re QA, remedial soils work it cable pulling incident. 

Certificate of Svc end. 

WILLIAMS, F. C. Consumers Power Co. WILLIAMS, F. C. Isham, Lincoln & 
Beale. BOX 10. 83/04/11. HARBOUR, J. , BECHHOEFER, C. Atomic 

Safety and Licensing Board Panel. 4pp. 25374: 147. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406120196 Comments on scheduled hearing re B Stamiris request for 
discovery in facility QA hearing. Satisfaction of request 
will prevent postponing hearing. Related info end. 

PATON, W. D. Hearing Branch 2. BOX 10. 83/04/08. HOOD, D. Office 

of Nuclear Reactor Regulation, Director. HARRISON, J. Region 3, 
Office of Director. 2pp. 25376:310. 24X Fic he: 50-329, 84/05/17, 

8405220481. 


■8406120204 Confirms info discussed on 830406 re B Stamiris request for 
discovery in facility QA h earing. Formal discovery request 
will be distributed after receipt on 830408. Re lated info 
enc 1, inc 1 uding draft memorandum it order dtd 830405. 

PATON, W. D. Hearing Branch 2. BOX 10. 83/04/06. HOOD, D. Office 

of Nuclear Reactor Regulation, Director. HARRISON, J. Region 3, 
Office of Director. 15pp. 25376:340. 24X Fiche: 50-329, 84/05/17. 

8405220481. 


— 8406120576 Informs of NRC position w/respect to providing witnesses in 
Dow Chemical Co lawsuit against util. Informal interviews 
w/NRC employees not in NRC best interest. 

BERKQVITZ, D. M. Office of the General Counsel. BOX 11. 84/03/09. 

RICE. C. Kirkland it Ellis. 2pp. 25381:081. 24X 

Fiche: 50-329, 04/03/17, 8405220481. 


8406040300 Order extending time for applicant reply to findings & 
conclusions on QA/mgt attitude issues until 840622. Served on 
840104. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. DSB 419. 
84/06/01. Consumers Power Co. 2pp. 24802:351. 24X 

Fiche: 50-329, 84/06/01, 8406040300. 


8406080132 Forwards QA Dept audit repts it related documents. Related 
correspondence. 

B-RUNNER, J. E. Consumers Power Co. DSB 535. 84/06/04. COWAN, F. P. , 

BECHHOEFER, C. . HARBOUR, J. Atomic Safety and Licensing Board Panel. 
395pp. 24857:001. 24X Fiche: 50-329, 84/06/04, 8406080132. 


H. General correspondence 


8406010279 Discusses problems associated w/const of p! 
industries in area oppose high costs & call for abai 
of project. 

SINCLAIR, M. Affiliation Not Assigned. 84/05/15. I 
Affiliation Not Assigned. 2pp. 24754:359. 24X 

Fiche: 50-329, 84/05/15, 8406010279. 


8405220481 Partial response to FOIA request for 16 cal 
records re Midland. Forwards documents listed on App 
FELTON, J. M. Division of Rules and Records. 84/05/1 
Kirkland & Ellis. 3pp. 25300:001. 24X Fiche: 30-3: 

8403220481. 


— 8406130007 Supports completion of plant. 

AUDENS, □. U. Affiliation Not Assigned. BOX 08. 8 

No Detailed Affiliation Given. 8pp. 23356:264. 
Fiche: 30-329, 84/03/17, 8405220481. 


8406110208 Order extending time until 840615 for Commission to act to 
review ALAB-764. Served on 840608. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 535. 
84/06/08. Commissioners. Ip. 24871:057. 24X 

Fiche: 50-329, 84/06/08, 8406110208. 


8406150120 Forwards affidavit of J Kane re rulings on motions arising 
from Dow litigation, per ASLB 840507 order. Related 
correspondence. 

PATON, W. D. Hearing Branch 2. DSB 629. 84/06/11. BECHHOEFER, C. , 

HARBOUR, J. , COWAN, F. P. Atomic Safety and Licensing Board Panel. 

2pp. 24942:311. 24X Fiche: 50-329, 84/06/1 1, 8406130120. 


-8406150121 Affidavit of J Kane in response to ASLB 840507 order re 
rulings arising from motions on Dow litigation. 

KANE, J. Structural it Geotechnical Engineering Branch. 84/06/11. 
3pp. 24942:313. 24X Fiche: 30-329, 84/06/11, 8406150120. 


8406190342 Forwards audit repts 8t other documents issued recently by 
QA dept. Related correspondence. 

BRUNNER, J.E. Consumers Power Co. DSB 736. 84/06/12. COWAN, F. P. , 

HARBOUR, J. , BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 
412pp. 23024:001. 24X Fiche: 30-329, 84/06/12, 8406190342. 


8406150082 Responds to 840514 ltr criticizing author % 
positions re p lant. Accusations personally insulting 
merit. 

KEPPLER, J. 0. Region 3, Office of Director. 84/06/1 
Stamiris, B. 3pp. 24951:2m 24X Fiche : 50-329, 84/ 


O. Advisory Committee on R»4»ictpt f&afeguards reports & 


8403220481 Partial response to FOIA request for 16 cat 
records re Midland. Forwards documents listed on App 
FELTON, J. M. Division of Rules and Records. 84/05/1 
Kirkland St Ellis. 3pp. 25300:001, 24X Fiche: 30-32 

8405220481. 


— 8204210732 Requests support for 820429 meeting w/ACR 
Subcommittee re soils remedial actions. 

TEDESCO, R. L. Assistant Director for Licensing. B 
KNIGHT, J. P. Division of Engineering. Ip. 25401 
Fiche: 50-329, 84/05/17, 8405220481. 


DOCKETED ITEMS 


nspection reports* IE Bulletins & correspondence 


1220116 Forwards IE Insp Repts 50-329/83-08 & 50-330/83-08 on 
10510-840219 h notice of violation. 

ESSARD, R. L. Division of Emergency Preparedness & Operational 
pport. 84/03/07. COOK* J. W Consumers Power Co. 2pp. 22717:202 
!4X Fiche: 50-329, 84/03/07, 8403220116. 


03220126 Notice of violation from insp on 830510-840229. 

SPESSARD, R. L. Division of Emergency Preparedness it Operational 
Support. 84/03/07. 6pp. 22717.204. 24X Fi c h e : 50-329, 84/03/07, 

8403220116. 


03220146 IE Insp Repts 50-329/83-08 it 50-330/83-08 on 830510-840229 
Noncompliance noted : fai lure to rept Zack documentation 
deficiencies per 10CFR50. 55< e>, estab 1 ish insp program for 
structural fitup S: meet ANSI N45. 2 6 requirements. 

DANIELSON, D. H. , HUNTER, D. R. , HAWKINS, F. Region 3, Office of 
Director. 84/03/05. 100pp. 22717:210. 24X Fiche: 50-329, 

84/03/07, 8403220116. 


260300 Further response to FOIA request for documents re 
forcement Notice 83— 069. Forwards App A documents. Documents 
so in PDR. Review of addl documents subj to request 
going. 

LTON. J. M. Division of Rules and Records. 84/04/19. GARDE, B. P. 
vemment Accountability Project. 2pp. 24689:023. 24X 

che: 50-329* 84/04/19, 8405260300. 


05260305 Forwards supplemental Director's Decision DD-84-2 requiring 
util to conduct mgt appraisal of facility, in response to 
830613 request for relief. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. GARDE, B. P. Government Accountability 
Project. 2pp. 24689:030. 24X Fiche: 50-329, 84/04/19, 8405260300. 


05260307 Supplemental Director's Decision DD-84-2 granting Govt 
Accountability Project it Lone Tree Council 830613 request 
for mgt audit. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. 2pp. 24689:042. 24X 

Fiche: 50-329, 84/04/19, 8405260300. 


05260314 Notice of issuance of supplemental Director's Decision 
DD-84-2, grant ing in part i>. denying in part 830613 10CFR2. 206 
petition to require mgt audit by util. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. 9pp. 24X Fiche: 50-329, 84/04/19, 
8405260300. 


260344 Forwards 840404 ltr requesting interpretation of ASME Code, 
ction III. Clarifies issues re closeout of unresolved Item 
from IE Insp Repts 50-329/82-22 & 50-330/82-22. Extension 
r response requested. 

OK, J. W. Consumers Power Co. 84/04/25. KEPPLER, J. G. Region 3, 
fic# of Director. 3pp. 25150:339. 24X Fiche: 50-329, 84/04/25, 

06260344. 


010241 Forwards IE Insp Repts 50-329/84-12 & 50-330/84-12 on 
0401-30. No noncompliance noted. 

RNICK, R. F. Region 3, Off ice of Director. 84/05/16. COOK, J. W. 
nsumers Power Co. 2pp. 24754:297. 24X Fiche: 50-329, 84/05/16, 

06010241. 


06010246 IE Insp Repts 50-329/84-12 it 50-330/84-12 on 840401-30. No 
noncampliance noted. Major areas inspected : const completion 
program activities, remedial soils work activities it sit# 
tours. 

GARDNER, R. N. , LANDSMAN, R. B. , BURGESS, B. L. Region 3, Office of 
Director. 84/05/15. 5pp. 24754:299. 24X Fiche: 50-329, 84/05/16, 

B4060 10241 


220481 Partial response to FOIA request for 16 categories of 
cords re Mid land. Forwards documents listed on App A. 

LTON, J, M. Division of Rules and Records. 84/05/17. RICE, C. M. 
rkland & Ellis. 3pp. 25360:001. 24X Fi ch e : 50-329, 84/05/17, 

0522048 r 


03160893 8unwB#rit«a tiiiu Any » t ■* «... v' ****.«*. — . y *.,vesti gat ion it util 
responses re facility diesel generator bldg *c plant area 
fill. QA pnogram for obtaining proper soil compaction 
deficient FSAR contains incorrect statements. 

KEPPLER, J. G. Region 3* Chicago. Office of the Director. BOX 11. 


— 8104300538 Discusses proposed IE circular re foundation matls. Ciri 
places more emphasis on const adequacy it field control than 
on invest i gation of design deficiency it poor field 
practices. 

NOVAK, T. M. Assistant Director for Operating Reactors. BOX 13. 
81/04/27. JORDAN, E. Director's Office, Office of Inspection ai 
Enforcement. Ip. 25401:233. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8103120069 Summary of 810626 meeting w/util & General Physics Co : 
Bethesda. MD re preservice insp plan. 

HOOD, D Licensing Branch 4. BOX 13. 81/07/29. Licensing 

Branch 4 5pp. 25401:264. 24X Fi c h e : 50-329, 84/05/1 7, 84052204* 


--8109150641 Forwards ofc of Nuclear Reactor Regulation performance 
evaluation re systematic assessment of licensee performance, 
Cycle 2 for Jul 1980-June 1981. 

HOOD, D. Licensing Branch 4. BOX 13. 81/09/02. EISENHUT, D. G. 

Division of Licensing. 4pp. 25400:144. 24X Fiche: 50-329, 

84/05/17, 8405220481. 


— 8201260524 Recommends that experienced geotechnical engineer be or 
to inspect underpinning operation. 

LEAR, G. Hydrologic it Geotechnical Engineering Branch. BOX 11. 
82/01/08. TEOESCO, R. L. Assistant Director for Licensing. 2pp. 
25382:233. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8307190421 Forwards final NRR SALP input for Jul 1981 - Mar 1983 r 
functional area of licensing activities. Continued focus of 
high level mgt attention in soils areas required to 
maintain acceptable levels of performance. 

MILLER, M. A. Licensing Branch 4. BOX 13. 83/07/07. EISENHUT, I 
Division of Licensing. 6pp. 25399:328. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8309130023 Order imposing civil monetary penalties in amount of 
$120,000 for violation re breakdown in implementation of QA 
program. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 13. 83/08/29. Consumers Power Co. 7pp. 

25399: 360. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8405230072 Submits daily staff notes from 810105 re Midland Enforc 
Notification 80-058. 

DIRCKS, W. J. Office of the Executive Director for Operations. I 
05. 81/01/06. AHEARNE, GILINSKY, HENDRIE Commissioners. Ip. 

25333:257. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020001 Region III tracking sys re open it unresolved insp item! 
of 840217. Related info enc 1 , inc lud ing lists of unresolved 
matters. 

* Region 3, Office of Director. BOX 06. 84/03/21. 96pp. 

25334. 042. 24X Fiche: 50-329, 84/03/17, 8405220481. 


— 8406020003 Forwards draft IE Insp Repts 50-329/83-08 it 50-330/83-C 
notice of violation re allegations concerning deficiencies 
in design it const of HVAC sys. Related info end, including 
Zack Co documentation. 

SPESSARD, R. L. Division of Engineering. BOX 06. 83/11/08. 

KEY, W. , SCHULZ, R. , KROPP, W. Region 3, Office of Director. 700f 
25334:146. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020007 Rept of Inquiry 03-83-004 re allegations of GA problem) 
HVAC contractor questionable activity. Al legations within 
purview of Region III. Case closed. 

FROST, W. E. , PAWLIK, E. T. Office of Investigation. BOX 06. 
83/06/23. 3pp. 25337:079. 24X Fiche: 50-329, 84/05/17, 840522041 


— 8406020010 Lists potential generic weaknesses stemming from insps 
Zack Co. Prompt insp requested. 

HUNTER, D. R. Division of Engineering. BOX 06. 83/11/07. 

ITAPOVS, U. Region 4, Office of Director. Ip. 25337:083. 24! 

.che: 50-329, 84/05/17, 8405220481. 


— 8406020042 Forwards revised list of Zack Co HVAC matl samples for 
destructive exam insp. 

JANKE, R.C. Region 3, Office of Director. BOX 06. 83/09/16. 

DANIELSON, D. H. Region 3, Office of Director. 6pp. 25337:289. 
24X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


—8406020045 Forwards 830926 statement re Zack HVAC issues. W/o end 
SPESSARD, R. L. Division of Engineering. BOX 06. 83/10/03. 

GARDE, B. P. Government Accountability Project. 2pp. 25337:295 


J 


DOCKETED ITEMS 


406020051 Delegates authority to administer oaths or affirmations in 
furtherance of NRC inquiry re Zack Co. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/08/09. 

HAWKINS/ F. C. Division of Engineering. 2pp. 25337:301. 24X 

Fiche: 50-329/ 84/05/17, 8405220481. 


1406020056 Discusses anonymous allegations re Comstock work at site. 
WARNICK, R.F. Region 3, Office of Director. BOX 06. 82/02/24. 

NORELIUS/ C. E. Division of Engineering. 5pp. 25337:318 24X 

Fiche: 50-329/ 84/05/17, 8405220481. 


1406020069 Discusses allegations from former Bechtel employee re 
Bechtel interface in design & const of HVAC sys. 

HAWKINS, F. C. Division of Engineering. BOX 06 . 83/10/13. 

Division of Engineering. 6pp. 25338:047. 24X 

Fiche: 50-329/ 84/05/17, 8405220481. 


1406020097 Requests info re plans for addl inspectors at site in order 
to reply to LR Romo (Lone Tree Council) 840130 ltr. Draft 
reply end. 

GOLDSMITH, R. Commissioners. BOX 06. 84/02/23. REHM, T. NRC - No 

Detailed Affiliation Given. 11pp. 25339:110. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1406020131 Advises that insp re Bechtel form signed by Bechtel 
employees should be completed by 830630. 

DAVIS, A. B. Region 3, Office of Director. BOX 06. 83/04/27. 

WARNICK, R.F. Region 3, Office of Director. Ip. 25339:266. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1406020134 Forwards revised SALP sc h edu le. De lay due to personnel- 
related matters within Region III. 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. B3/05/20. 

KEPPLER, J. G. , DAVIS/A. B., NORELIUS, C. E. Regions, Office of 
Director. 2pp. 25346:053. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406020138 Confirms 820805 public meeting in Midland, MI re SALP 
disputed issues from Jul 1980 - June 1981 it 820517 response 
to rept. 

WARNICK, R.F. Region 3, Office of Director. BOX 07. 82/08/03. 

COOK, J. W. Consumers Power Co. Ip. 25346:055. 24X 

Fiche; 50-329, 84/05/17, 8405220481. 


406020142 Notification of 820805 public meeting in Midland, MI to 
discuss licensee response to SALP. 

* Region 3, Office of Director. BOX 07. 82/08/03. Region 3, 

Office of Director. Ip. 25346:056. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


406020149 Notifies of SALP board results from appraisal on 801103. 
Regulatory performance acceptab le. QA it QC problems 
identified. Increased insp frequency recommended. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 81/01/02. 

MOSELEY, N. C. Region 3, Office of Director. 2pp. 25346:066. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


406020155 Forwards revised response to preliminary SALP rept from 
Jul 1980 - June 1981. Comments reflect full consideration & 
better understanding of points raised by NRC. 

COOK, J. W. Consumers Power Co. BOX 07. 82/09/17. KEPPLER, J. G. 

Region 3, Office of Director. 39pp. 25346:077. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406020163 Informs that SALP III evaluation input for Jul 1981 - June 
19B2 due 820730. For refueling eva luat ion, ac tua 1 maint it 
mod should be included. 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 82/07/12. 

KEPPLER Region 3, Office of Director. DAVIS. HIND NRC - No 
Detailed Affiliation Given. 5pp. 25346:186. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406020170 Informs that SALP III evaluation input for Oct 1981 - 
Sept 1982 due 821030. Strengths, weaknesses it noncompliances 
should be characterized . 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 82/10/13 

NRC - No Detailed Affiliation Given. 3pp. 25346:190. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406020192 Summarizes 820917 telcon w/B Garde re general questions 
concerning facility Investigation of Zack progressing. 

SHAFER, W. D. Region 3, Office of Director. BOX 07. 82/09/17. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25346:311. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


— 8406040389 Requests assistance in arranging interviews w/affian 
affidavits transmitted on 820629 

LEWIS, S H. Region 3, Office of Director. BOX 09. 83/07/14. 
CARDE, B P Government Accountability Project. 2pp. 25368:0! 
24X Fiche: 50-329, 84/05/17, 8405220481 


—8406040390 Responds to 820607 telcon requesting ltr concerning I 
policy of protecting confidentiality of person alleging 
problems at facility Identity of persons making allegations 
not divulged. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/06/1! 

GARDE, B. Government Accountability Project. Ip. 25368:079. 
Fiche: 50-329, 84/05/17, 8405220481 


— 8406040394 Confirms questions re listed Stamiris document reque 
const completion program 8-. ongoing insp it enforcement 
action, per 8304 15 telcon. 

BERNABEI,L. Government Accountability Project. BOX 09. 83/! 

WILCOVE, M. Hearing Branch 2. Ip. 25368:128. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050008 Responds to 820906 ltr re allegations concerning fac 
Ofc of Special Cases formed in mid-Jul 1982. A1 legat i ons 
referred to Ofc of Investigations. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/10/1! 

CARDE, B. P. Government Accountability Project. 4pp. 25364:0! 
24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050024 Ac k receipt of 831028 memo re concerns of D Saunders, 
identified by Saunders does not constitute new info re 
facility safety review. Memo documenting telcon between Ofc 
of Investigations it Saunders forwarded for action. 

EISENHUT, D. G. Division of Licensing. BOX 09. 83/11/15. 

WARNICK, R.F. Region 3, Office of Director. Ip. 25364:355. 
Fiche; 50-329, 84/05/17, 8405220481. 


— 8406050026 Discusses telcon from D Saunders re f ac i 1 i t y . Corr es pi 
to 8t from licensee it subsequent insp repts will be sent to 
Saunders. 

DAVIS, A. B. Region 3, Chicago, Office of the Director <81/03/1 
BOX 09. 81/12/31. Region 3, Chicago, Office of the Directi 

(81/03/01). lp. 25364:356. 24X Fic he: 50-329, 84/05/17, 040521 


— 8406050028 Forwards 831020 memo, documenting concerns of D Saundi 
made to Region III, for review it action. 

WARNICK, R.F. Region 3, Office of Director. BOX 09. 83/10/21 

EISENHUT, D. G. Division of Licensing. lp. 25364:357. 24X 

Fiche: 50-329, 8^/05/17. 8405220481. 


— 8406050031 Summarizes 831017 telcon w/D Saunders re facility. 

HARRISON, J. J. Region 3, Office of Director. BOX 09. B3/10/1 

Region 3, Office of Director. 2pp. 25364:358. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050033 Discusses 830927 8c 28 telcons w/D Saunders re NRC 
investigation at facility 8< specific concerns/al legations. 
FORTUNA, R. A. Office of Investigation. BOX 09. 83/10/20. 

HAYES, B. B. Office of Investigation. 3pp. 25365:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050040 Forwards correspondence re notice of violation from 
Repts 50-329/81-14 it 50-330/81-14, per request. 

* NRC - No Detailed Affiliation Given. BOX 09. 82/02/05. 

SAUNDERS, D. Affiliation Not Assigned. lp. 25365:013. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050045 Discusses DR Saunders allegations re f aci 1 i ty . Forwar 
810727 ltr received from licensee re understandings reached 
at 810724 meeting. 

PHILLIP, G. A. Region 3, Chicago, Office of the Director (81/0 
BOX 09. 81/08/31. Region 3, Chicago, Office of the Direc 

(81/03/01). 3pp. 25365:026. 24X Fiche : 50-329, 84/05/17. 

0405220481. 


— 8406050049 Forwards ltr to D Saunders 8: complete evaluation of 
allegations that util not living up to intent of NRC 810522 
immediate action ltr. 

MILLER, D. B. Consumers Power Co. BOX 09. 81/06/29. WILLIAM 

Region 3, Chicago, Office of the Director (81/03/01). 19pp. 

25365:029. 24X Fiche: 50-329. 84/05/17, 8405220481. 


— 8406050052 Advises that transcript of DP Saunders 821018 interv 
821112 statement reviewed. No unresolved technical issues 
identified requiring special insp/investigation followup. 


DOCKETED ITEMS 


KJ6050073 Confirms util positions in areas re training concerning 
IP INS* how to handle insp rept w/IPlNS, open insp repts* 
performance demonstrations by GA/QC personnel & balance of 
plant project QC instructions. 

WELLS* R. A. Consumers Power Co. BOX 09. 83/04/21. HARRISON* J. 

Region 3* Office of Director. 2pp 25369:003. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


KJ6050077 Forwards schedule for reinsp of supports at facility* in 
response to 820830 request. 

COOK, J. W. Consumers Power Co. BOX 09. 82/11/15 KEPPLER, J. G. 

Region 3, Office of Director. 3pp. 25369:060. 24X 

Fiche: 50-329* 84/05/17, 8405220481. 


K36050096 Forwards 821209 response received from H Wah 1 , B ech te 1* r e 
hold tag questi ons. Requests D Miller*R Wells & J Rutgers to 
reflect on how util can best coordinate responses to NRC 
info request so as not to omit any relevant matl. 

COOK, J. W. Consumers Power Co. BOX 09. 83/05/10. HARRISON* J. 

Region 3, Office of Director. 14pp. 25369:327. 24X 

Fiche: 50-329* 84/05/17, 8405220481. 


*06070303 Notice of violation from insp on 781211-13,18-20,790104-05* 
09-11 & 22-25. Handwritten notes & JD Kane prof 
qualifications & experience statements encl. 

* Region 3* Office of Director. BOX 01. 84/05/01. 23pp. 

25302:158. 24X Fiche: 50-329, 84/05/17* 8405220481. 


t06070343 Recommends preparation of enforcement package in light of 
four clear instances of matl false statements found in FSAR. 

Matl false statements h poor QA performance distinctly 
separate issues. 

THORNBURG, H. D. Division of Reactor Construction Inspection. BOX 
01. 79/09/27. GOWER, G. C. Office of Inspection & Enforcement, 

Office of the Director. 2pp. 25303: 180. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106070350 Notification of 790206 meeting in Bethesda, MD to discuss 
status of insp & IE input in preparation for hearing. 

Participants li sted. Related info encl. 

HENDERSON* J. B. Division of Reactor Construction Inspection. BOX 
01. 79/01/15. REINMUTH* G. W. Division of Reactor Construction 

Inspection. 11pp. 25303:236. 24X Fiche : 50-329, 84/05/1 7, 

8405220481. 


*06070381 Informs of inspector input for SALP ap prai sa 1 * i nc lud ing 
adequacy of mgt contr o 1 s, c ommun icat i on within functional 
group providing technical support ?*. adequacy of committee & 
supervisory reviews & audits. 

GALLAGHER, E. J. Region 3, Chicago. Office of the Director. BOX 01. 

80/10/27. SUTPHIN, R. Region 3, Chicago* Office of the Director. 
2pp. 25304:190. 24X Fiche: 50-329, 84/05/17, 8405220481. 


106070391 Submits IE 810105 daily staff notes re proposed imposition 
of civil penalties against Mid land , ma 1 f unc t i on of Target 
Rock safety relief valve at Dresden & malfunction of main 
steam hot reheat valves at Fort St Vrain. Related info encl. 

DIRCKS, W, J. Office of the Executive Director for Operations. BOX 
01. 81/01/06. AHEARNE* GILINSKY, HENDRIE Commissioners. 115pp. 

25305:042. 24X Fi c he : 50-329, 84/05/17, 8405220481 . 


106070412 Forwards notes on telcon w/JG Kep p 1 er , d irec t or , Reg i on III re 
possible need for addl enforcement action. Requests position 
re need to stop const immediately & if so* what steps being 
taken & what is basis for change in position. 

AHEARNE, J. Commissioners. BOX 01. 81/01/14. STELLO, V. 

Director's Office, Office of Inspection and Enforcement. Ip. 
25305:219. 24X Fiche : 50-329* 84/05/17, 8405220481 . 


106070416 Advises that SALP board concluded on 801103 that licensee 
overall regulatory performance acc ep tab le* th oug h significant 
QA/QC problems identified. Increased insp frequency 
recommended for GA,mgt & training & substructures. 

KEPPLER, J. G. Region 3, Chicago* Office of the Director. BOX 01. 
81/01/02. MOSELEY, N. C. Division of Program Development & 
Appraisal. 11pp. 25305:252. 24X Fi c h e : 50-329, 84/05/17, 

8405220481. 


106070417 Provides background info re possible need for addl 
enforcement action, in response to 810114 memo. Id ent i f i e s 
recommendation discussed w/Gibbon that NRC should consider 
stopping const activity as matter of policy. 

STELLO, V. Director's Office* Office of Inspection and Enforcement. 

BOX 01. 81/02/13. AHEARNE, J. Commissioners. 3pp. 25305:263. 

24 X Fiche: 50-329, 84/05/17* 8405220481. 


--8406120223 Confirms positions re IPINS train ing* c losed & open in? 
repts, performance demonstrations by GA/QC personnel & soils 
performance demonstrati ons, per request at 830218 meeting. 

WELLS, R. A. Consumers Power Co. BOX 10. 83/04/21. HARRISON* v, 

Region 3, Office of Director. 2pp. 25377:083. 24X 

Fiche 50-329, 84/05/17, 8405220481. 


--8406120559 Forwards statements by former Zack employees re past 8 
present const activities* for use in special insp.W/o encl. 
KEPPLER, J. G. Region 3, Office of Director. BOX 08. 83/08/30. 

PAWLIK, E. T. Office of Investigation. Ip. 25353:279. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120572 Lists items designated for SALP appraisals. 

GALLAGHER* E. J. Region 3, Chicago* Office of the Director. BOX 
80/10/27. SUTPHIN* R. Region 3* Chicago, Office of the Direct 
2pp. 25380:341. 24X F i c h e : 50-329, 84/05/1 7, 840522048 1 . 


— 8406120593 Confirms discussions re plan to designate R Landsman 
Region III inspector responsible for conducting insp of 
underpinning activities at fac i 1 i t ies. Re lated info encl. 
NQRELIUS, C. E. Division of Engineering. BOX 11. 82/02/02. 

WILLIAMS, C. C. NRC - No Detailed Affiliation Given. 48pp. 
25382:183. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


--8406130010 Discusses review of Dow Chemical Co termination & comp 
for declaratory judgement, per 830802 memo. Five potential 
matl false statements identified in enforcement 
correspondence re investigation. 

PAWLIK, E. T. Office of Investigation. BOX 08. 83/09/14. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25357:181. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130052 Requests opinion re issuance of civil penalty for matl 
statement, based on info contained in encl draft of IE 
Investigation Repts 50-329/82-13 & 50-330/82-13. 

DAVIS, A. B. Region 3, Office of Director. BOX 08. 82/09/22. 
BURNS, S. G. Office of the Executive Legal Director. 66pp. 
25358:358. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


8406010362 Forwards IE Mgt Meeting Repts 50-329/84-15 & 50-330/84-1 
840412-0514. 

WARNICK, R. F. Region 3, Office of Director. 84/05/18. COOK, J. W. 
Consumers Power Co. 2pp. 24751:204. 24X Fiche: 50-329, 84/05/18* 

8406010362. 


—8406010368 IE Mgt Meeting Repts 50-329/84-15 & 50-330/84-15 on 84 
No noncompliance noted. Major areas d iscussed : resident 
engineering document control, underpinning const, QA/QC 
performance & field document control upgrading. 

GARDNER* R. N. , HARRISON, J. J. Region 3, Office of Director. 
84/05/18. 4pp. 24751:206. 24X Fiche: 50-329, 84/05/18* 84060103 


— 8406010371 Forwards "Const Implementation Overvi ew* Wee k 1 y Rept 3fi 
840227-0302. " 

KARR, J. E. Stone & Webster* Inc. 84/03/09. KEPPLER, J. G. Regi 
3* Office of Director. 16pp. 24751:233. 24X 

Fiche: 50-329, 84/05/18* 8406010362. 


--8406010377 Forwards "Const Implementation Overvi ew, Wee k ly Rept 41 
840319-23. " 

KARR, J. E. Stone & Webster, Inc. 84/03/29. KEPPLER, J. G. Regi 
3, Office of Director. 19pp. 24751:288. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


— 8406010381 Forwards "Const Implementation Overview* Week ly Rept 4S 
840326-30. " 

KARR, J. E. Stone & Webster, Inc. 84/04/06. KEPPLER* J. G. Regi 
3, Office of Director. 18pp. 24751:307. 24X 

Fiche: 50-329, 84/05/18* 8406010362. 


— 8406010389 Forwards "Independent Assessment of Underpinning, Week] 
Rept 76 for 840226-0303. " 

KARR, J. E. Stone !« Webster, Inc. 84/03/08. KEPPLER, J. G. NRC 
Detailed Affiliation Given. 17pp. 24751:325. 24X 

Fiche: 50-329* 84/05/18, 8406010362. 


— 8406010397 Forwards "Independent Assessment of Underpinning, Week! 
Rept 77 for 840304-10, " 

LUCKS, A. S. Stone & Webster,, Inc. 84/03/15. COOK, R. NRC - N< 
Detailed Affiliation Given. 16pp. 24751:342. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 
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— 8406010408 For wards “Independent Assessment of Underp innin g , Wee k 1 y 
Rept 79 for 840318-24. “ 

LUCKS* A. S. Stone & Webster. Inc 84/03/29. COOK. R NRC - No 
Detailed Affiliation Given. 17pp 24752.012. 24X 

Fiche: 50-329. 84/05/18, 8406010362. 


8406060336 IE Info Notice 84-44, "Environ Qualifii 
Rockbestos Cables. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/08. Consolida - 
York, Inc. 120pp. 25049:273. 24X Fiche: 50-00< 


— 8406010413 Forwards "Independent Assessment of Und erp inn i n g , We e k 1 y 
Rept 80 for 840325-31. “ 

LUCKS, A S. Stone & Web -ter, Inc 84/04/04. COOK, R NRC - No 
Detailed Affiliation Given. 15pp. 24752:029. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406030176 IE Info Notice 84-45, "Reversed Differi 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/11. Consolida' 
York, Inc 123pp. 25049:001. 24X Fiche: 50-00< 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 840523031 9 


8406080173 IE Info Notice 84-46, "Circuit Breaker 
Verification." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/13. Consolida' 
York, Inc 119pp. 25049:154. 24X Fiche: 50-00( 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 127pp. 24880 103. 24X Fi c he : 50-000, 84/05/25, 840524031 7. 


8406210105 Forwards GA Hierzer 840612 ltr providii 
Tracked Item 068 concerning stop work on visual 
hanger welds. 

* Consumers Power Co. 84/06/13. Stone & Wei 
25057:180. 24X F i c h e : 50-329. 84/06/ 1 3, 840621010! 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383 


8406150039 Forwards IE Insp Repts 50-329/84-16 & 50-330/84-16 on 
840430-0504 it 07-11. No noncompliance noted. 

WARWICK, R. F. Region 3, Office of Director. 84/05/30. COOK, J. W. 
Consumers Power Co. 2pp. 24943:024. 24X Fic h e : 50-329, 84/05/30, 

8406150039. 


— 8406150043 IE Insp Repts 50-329/84-16 it 50-330/84-16 on 840430-0504 St 
07-11. No noncomp 1 iance noted. Major areas inspec ted. 1 i c en see 
action on previous insp findings it on IE bulletins S< 
circulars. 

SCHEIBELHUT, C. » ELSBERGAS, V. J. , GARDNER, R. N. Region 3, Office of 
Director. 84/05/30. 11pp. 24943:026. 24X Fi c h e: 50-329, 84/05/30, 

84061 5C039. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fic h e : 50-000, 84/06/01 , 8406010423. 


8406050368 Forwards "Catauba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept," addressing over 767. of insp plan, 
per 840321 meeting S< 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER. H. B, Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:077. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8406150059 Forwards IE Insp Repts 50-329/84-14 it 50-330/84-14 on 
840508-09 it 21-22. No noncompliance noted. 

LITTLE, W. S. Region 3, Office of Director. 84/06/01. COOK, J. W. 
Consumers Power Co. 2pp. 24944:132. 24X Fiche: 50-329, 84/06/01, 

8406150059. 


— 8406150062 IE Insp Repts 50-329/84-14 it 50-330/84-14 on 840508-09 it 
21-22. No noncompliance or deviations noted. Major areas 
inspected: allegation, licensee actions re unresolved item it 
presentation on review of vendor radiography. 

WARD, K. D. , JONES, D. E. , DANIELSON, D. H. Region 3, Office of 
Director. 84/06/01. 4pp. 24944:134. 24X Fiche: 50-329, 84/06/01, 

8406150059. 


8406190210 Informs that 840529 requested work act: 
it outside scope of const completion program. Autl 
performance of TDI emergency diesel generator ej 
teardown it component insps. 

HARRISON, J. J. Region 3, Office of Director. 8' 
Consumers Power Co. 2pp. 24980:259. 24X Fich< 

8406190210. 


— 8406190214 Requests NRC concurrence for perform* 
generator engine teardown & component insp as 
Owners Group requirement. Work falls outside s< 
completion program control. 

QUAMME, D. L Consumers Power Co 84/03/29. k 
3, Office of Director. 2pp. 24980:261. 24X 

84/06/14, 8406190210. 


8406190289 Forwards IE Mgt Meeting Repts 50-329/8' 
840510 it weekly meeting minutes. 

WARNICK, R.F. Region 3, Office of Director. 84, 
Consumers Power Co. 2pp. 24989:001. 24X Ficku 
8406190289. 


— 8406190294 IE Mgt Meeting Repts 50-329/84-17 it ! 
No noncompliance noted. Major areas discussed:* 
underpinning it svc water pump structure underp 
observations i< update of 90-day rept. 

GARDNER, R. N. , HARRISON, J. J. Region 3, Office 
84/06/14. 4pp. 24989:003. 24X Fi c h e ; 50-329, 


--8406190303 Forwards 840510 meeting minutes re si 
assessment of underpinning & remedial sails wc 
LUCKS, A. S. Stone it Webster, Inc. 84/05/22. 

No Detailed Affiliation Given. 29pp, 24989: C 

Fiche: 50-329, 84/06/14, 8406190289. 


— 8406190308 Forwards "Independent Assessment of (. 
81 for 840401-07. " 

LUCKS, A. S. Stone it Webster, Inc. 84/04/11. 
Detailed Affiliation Given. 13pp. 24989.036. 

Fiche: 50-329, 84/06/14, 8406190289. 


--8406190312 Forwards "Independent Assessment of l 
82 for 840408-14. " 

LUCKS, A. S. Stone St Webster, Inc. 84/04/18. 
Detailed Affiliation Given. 15pp. 24989:031. 

Fiche 50-329, 84/06/14, 8406190289. 


8406070262 Reconfirms it updates Region III access author i za t i on lists 
for admittance of NRC personnel to faci 1 ities. Recommend s 
listed individuals be granted unescorted access to vital St 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. COOK, J. W. 
Consumers Power Co. 7pp. 24746:304. 24X Fi c he : 50-329, 84/06/04, 

8406070262. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of New 


--8406190316 Forwards "Const Implementation Overvj 
840402-06. " 

KARR, J. E. Stone it Webster, Inc. 84/04/12. V 
3, Office of Director. 18pp. 24989:097. 24) 

Fiche: 50-329, 84/06/14, 8406190289. 


— 8406190328 Forwards "Const Implementation Overvi 
840409-13, " 

KARR, J. E. Stone St Webster, Inc. 84/04/19. V 
3, Office of Director. 21pp. 24989:115. 24) 

Fiche: 50-329, 84/06/14, 8406190289. 


DOCKETED ITEMS 


il3031 5 IE Info Notice 84-47. "Environ Qual if icat ion Tests of 
ectrical Terminal Blocks." Svc list end. 

!RDAN, E. L. Division of Emergency Preparedness S-. Engineering 
.sponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

irk. Inc. 122pp. 25049:033. 24X Fi c he ; 50-000, 84/06/ 1 5, 840613031 5. 


,180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
lives. " Svc list end. 

IPDAN, E. L. Division of Emergency Preparedness St Engineering 
isponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

irk, Inc. 118pp. 25536.043. 24X Fi c h e : 50-000, 84/06/ 18, 84061 80353. 


,180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
lilure. " Svc list end. 

IRDAN, E. L. Division of Emergency Preparedness i: Engineering 
sponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

rk, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


190327 IE Info Notice 84-50, "C lar if i cat i on of Scope of QA Programs 

r Transport Packages Pursuant to 10CFR50, App B. " Svc list 

cl. 

RDAN. E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

rk, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21- 8406190327. 


iodic operating reports St related correspondence 


120517 Forwards "Independent Assessment of Underpinning Weekly Rept 
, " for wk of 840422-28. 

CKS, A. S. Stone it Webster, Inc. 84/05/02. COOK NRC - No Detailed 
filiation Given. 16pp. 24891:114. 24X Fiche: 30-329, 84/05/02, 

06120517. 


050504 Forwards Const Implementation Overview Weekly Rept 47 for 
0430-0504. 

RR,J. E. Stone it Webster, Inc. 84/03/11. KEPPLER, J. G. Region 3, 
fice of Director. 19pp. 24842:105. 24X Fi c h e : 50-329, 84/05/1 1 , 

06050504. 


220481 Partial response to FQIA request for 16 categories of 
cords re Mid land. Forwards documents listed on App A. 

LTQN, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
rkland St Ellis. 3pp. 25300:001. 24X Fi c h e : 50-329, 84/03/ 17, 

05220481. 


06020126 Forwards "Midland IDCVP Monthly Status Rept 4 for Aug 
1983. " 

LEVIN, H. A. TERA Corp. BOX 07. 83/09/20. KEPPLER, J. G. Region 3, 

Office of Director. EISENHUT, D. G. Division of Licensing. 

COOK, J. W. Consumers Power Co. 38pp. 25345:206. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06020159 Forwards Independent Assessment of Underpinning Weekly Rept 
79 for wk ending 840324. 

LUCKS, A. S. Stone & Webster, Inc. BOX 06. 84/03/29. COOK, R. 

Region 3, Office of Director. 17pp. 25340:022. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06020164 Forwards Independent Assessment of Underpinning Weekly Rept 
78 for wk ending 840317. 

LUCKS, A. S. Stone it Webster, Inc. BOX 06. 84/03/21. COOK, R. 

Region 3, Office of Director. 15pp. 25340:039. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06070386 Sixth bimonthly ltr rept for 800921-1120 re Interagency 
Agreement NRC-03-79-167 re soils issues. Related info end. 
1CCALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 01. 
30/11/28. LEAR, G. Hydrologic St Geotechnical Engineering Branch. 
38pp. 25304:358. 24X Fiche: 50-329, 84/05/17, 8405220481. 


06120146 Forwards Independent Assessment of Auxiliary Bldg 
Jnderpinning Weekly Rept 18 for 830116-22 St minutes of 
daily meetings. 

-UCKS, A. S. Stone & Webster, Inc. BOX 10. 83/01/25. COOK, R. 

Region 3, Office of Director. 9pp. 25376:137. 24X 

r iche: 50-329, 84/05/17, 8405220481. 


36120153 Forwards Independent Assessment of Auxiliary Bldg 
Jnderpinning Weekly Rept 19 for 830123-29 it minutes of daily 
neetings. 

_UCKS, A. S. Stone St Webster, Inc. BOX 10. 83/02/03. COOK, R. 

Region 3, Office of Director. 10pp. 25376:146. 24X 

r iche : 50—329, 84/05/17, 8405220401. 


36120158 Forwards Independent Assessment of Auxiliary Bldg 


— 8406120228 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 21 for 830206-12 it minutes of daily 
meetings. 

LUCKS, A. S. Stone it Webster, Inc. BOX 10. 83/02/18. COOK, R. 

Region 3, Office of Director. 9pp. 25377:098. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120248 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 9 for 821114-20 St minutes of daily 
meetings. 

LUCKS, A. S. Stone 8< Webster, Inc. BOX 10. 82/11/23. COOK, R. 

Region 3, Office of Director. 8pp. 25377:195. 24X 

Fiche : 50-329, 84/05/17, 8405220481. 


— 8406120252 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 8 for 821107-13. 

LUCKS, A. S. Stone St Webster, Inc. BOX 10. 82/11/15. COOK, R. 

Region 3, Office of Director. 3pp. 25377:207. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120256 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 6 for 821024-30. 

LUCKS, A. S. Stone it Webster, Inc. BOX 10. 82/11/03. COOK, R. 

Region 3, Office of Director. 3pp. 25377:210. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120264 Forwards Const Implementation Overview Rept 16 for 830 
30. No mgt meeting scheduled during subj period. 

BARANOW, S. W. Stone Sc Webster, Inc. BOX 10. 83/10/03. 

KEPPLER, J. G. Region 3, Office of Director. 15pp. 25378:001. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120267 Forwards Const Implementation Overview Rept 5 for 8307' 
Sc minutes of mgt meeting. 

BARANOW, S. W. Stone St Webster, Inc. BOX 10. 83/07/18. 

KEPPLER, J. G. Region 3, Office of Director. 8pp, 25378:079. 
Fiche: 50-329, 84/05/17, 8405220481. 


--8406120272 Forwards Const Implementation Overview Rept 4 for 8306: 
0707 S-. status of program d evel opment. Re la ted info encl. 

BARANOW, S. W. Stone it Webster, Inc. BOX 10. 83/07/12. 

KEPPLER, J. G. Region 3, Office of Director. 18pp. 25378:087. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120274 Forwards Const Implementation Overview Rept 3 for 8306 
St minutes of meetings. Status of program development encl. 
BARANOW, S. W. Stone St Webster, Inc. BOX 10. 83/06/28. 

KEPPLER, J. G. Region 3, Office of Director. 4pp. 25378:121. > 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120276 Forwards Const Implementation Overview Rept 2 for 83061 
8< minutes of meetings. Program development status St related 
info encl. 

BARANOW, s. W. Stone St Webster, Inc. BOX 10. 83/06/14. 

KEPPLER, J. G. Region 3, Office of Director. 7pp. 25378:125. 
Fiche: 50-329, 84/05/17. 8405220481. 


— 8406120279 Forwards Attachment A to Const Implementation Overview 
Weekly Rept 33, d istr ibuted on 840201 . Re la ted info encl. 

KARR. J. E. Stone St Webster, Inc. BOX 10. 84/02/03. KEPPLER, J. 

Region 3, Office of Director. 4pp. 25378:184. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120524 Forwards Independent Assessment of Underpinning Weekly 
68 for 840101-07. Minutes of daily meeting held during wk 
between members of assessment team S< site eng ineering , const 
it QA personnel encl. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. 84/01/12. COOK, R. 

Region 3, Office of Director. 11pp. 25353:158. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120527 Forwards Independent Assessment of Underpinning Ueekly 
62 for 831 120-26. Minutes of daily meetings held during wk 
between members of assessment team St site engineering const 
It QA personnel St trip rept of 831005 site visit encl. 

LUCKS, A. S. Stone St Webster, Inc. BOX 08. 83/12/01. COOK, R. 

Region 3, Office of Director. 16pp. 25352:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130054 Forwards Independent Assessment of Underpinning Weekly 
61 for 831 113-19. Minutes of daily meeting held during wk 
between members of assessment team S: site eng ineering , const 
St QA personnel encl. 

LUCKS, A. S. Stone 8< Webster, Inc. BOX 08. 83/11/21. COOK, R. 

Region 3, Office of Director. 11pp. 25359:123. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


2 


DOCKETED ITEMS 


1406130056 Forwards Independent Assessment of Underpinning Weekly Rept 
60 for 831 106-12. Minutes of daily meetings held during wk 
between members of assessment team it site eng ineering, const 
it QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX OS. 93/11/15. COOK, R. 

Region 3, Office of Director. ilpp. 25359:134. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


J406130060 Forwards Independent Assessment of Underpinning Weekly Rept 
42 for 830703-09. Minutes of daily meetings held during wk 
between members of assessment team & site eng i neering , const 
& QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. 83/07/13. COOK, R. 

Region 3, Office of Director. 15pp. 25360:024. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1406130062 Forwards Independent Assessment of Underpinning Weekly Rept 
40 for 830619-25. Minutes of daily meetings held during wk 
between members of assessment team it site eng ineering , const 
Zt QA personnel end. 

LUCKS, A. S. Stone it Webster. Inc. BOX 08. 83/06/27. COOK, R. 

Region 3, Office of Director. 12pp. 25360:174. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1406130063 Forwards Independent Assessment of Underpinning Weekly Rept 
38 for 830605-1 1. Minutes of daily meetings held during wk 
between members of assessment team & site engineering, const 
& QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. 83/06/17. COOK, R. 

Region 3, Office of Director. 9pp. 25360:186. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406130064 Forwards Independent Assessment of Underpinning Weekly Rept 
37 for 830529-0604. Minutes of daily meetings held during wk 
between members of assessment team & site engineering, const 
& QA personnel end. 

LUCKS, A. S. Stone St Webster, Inc. BOX 08. 83/06/10. COOK, R. 

Region 3, Office of Director. 9pp. 25360: 195. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406130065 Forwards Independent Assessment of Underpinning Weekly Rept 
36 for 830522-28. Minutes of daily meetings held during wk 
between members of assessment team St site engineering 
const Zt QA personnel end. 

LUCKS, A S. Stone St Webster, Inc. BOX 08. 83/06/02. COOK, R. 

Region 3, Office of Director. 12pp. 25360:204. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406130068 Forwards Independent Assessment of Underpinning Weekly Rept 
35 for 830515-21. Minutes of daily meetings held during wk 
between members of assessment team it site eng ineering , const 
it QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. 83/05/27. COOK, R. 

Region 3, Office of Director. 11pp. 25360:216. 24X 

Fiche: 50-329, 04/05/17, 8405220481. 


6130058 Forwards Independent Assessment of Underpinning Weekly Rept 
3 for 830712-16. Minutes of daily meetings held during wk 
etueen members of assessment team it site engineering, cons t 
QA personnel end. 

JCKS, A. S. Stone it Webster, Inc. BOX 08. 83/07/20. COOK, R. 

eg ion 3, Office of Director. 15pp. 25360:009. 24X 

iche: 50-329, 84/05/17, 8406130058. 


SO 10362 Forwards IE Mgt Meeting Repts 50-329/84-15 it 50-330/84-15 on 
40412-0514. 

4RNICK, R. F. Region 3, Office of Director. 84/05/18. COOK, J. W. 
ansumers Power Co. 2pp. 24751:204. 24X Fiche: 50-329, 84/05/18, 

406010362. 


406010371 Forwards "Const Implementation Overview, Week ly Rept 38 for 
840227-0302, " 

KARR, J. E. Stone & Webster, Inc. 84/03/09. KEPPLER, J. 0. Region 
3, Office of Director. 16pp. 24751:233. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


406010377 Forwards "Const Implementation Overview, Week ly Rept 41 for 
840319-23. '• 

KARR, J. E. Stone it Webster, Inc. 84/03/29. KEPPLER, J. 0. Region 
3* Office of Director. 19pp. 24751:280. 24X 

Fiche: 50-329. 84/05/18, 8406010362. 


^06010381 Forwards "Const Implementation Overview, Week ly Rept 42 for 
840326-30. " 

KARR, U. E. Stone it Webster, Inc. 84/04/06. KEPPLER, J. G. Renion 


— 8406010397 Forwards "Independent Assessment of Underpinning* 
Rept 77 for 840304-10. " 

LUCKS, A. S. Stone 8c Webster, Inc. 84/03/15. COOK, R. NRC 
Detailed Affiliation Given. 16pp. 24751:342. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


— 8406010399 Forwards "Independent Assessment of Underpinning* 
Rept 78 for 840301-17. " 

LUCKS, A. S. Stone St Webster, Inc. 84/03/21. COOK, R. NRC 
Detailed Affiliation Given. 15pp. 24751:358. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


— 8406010408 Forwards "Independent Assessment of Underpinning* 
Rept 79 for 840318-24. " 

LUCKS, A. S. Stone it Webster, Inc. 84/03/29. COOK, R. NRC 
Detailed Affiliation Given. 17pp. 24752:012. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


— 8406010413 Forwards "Independent Assessment of Underpinning* 
Rept 80 for 840325-31. " 

LUCKS, A. S. Stone it Webster, Inc. 84/04/04. COOK, R. NRC 
Detailed Affiliation Given. 15pp. 24752:029. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406120494 Forwards "Independent Assessment of Underpinning Ue 
Rept 87, " for wk of 840513-19. 

LUCKS, A. S. Stone it Webster, Inc. 84/05/22. COOK, R. NRC - 
Detailed Affiliation Given. 16pp. 24890:250. 24X 

Fiche: 50-329, 84/05/22, 8406120494. 


8406010019 Forwards ALAB-106 monthly rept for Apr 1984, includi 
Bechtel nonconformance rep ts, Bech tel FSQ nonconformance 
repts, quality action requests, mgt corrective action repts Ik 
B&W repts of nonconformity. 

COOK, J. W. Consumers Power Co. 84/05/25. DEYOUNG, R. C. Dir 
Office, Office of Inspection and Enforcement. 4,000pp. 24B 

24X Fiche: 50-329* 84/05/25, 8406010019. 


8406120351 Forwards "Independent Assessment of Underpinning VJ« 
Rept 88," for uk of 840520-26. Dai ly meeting minutes encl. 
LUCKS, A. S. Stone «< Webster, Inc. 84/05/30. BURGESS, B . l_. 
Detailed Affiliation Given. 17pp. 24893:173. 24X 

Fiche: 50-329, 84/05/30, 8406120351. 


8406060224 Forwards Const Implementation Overview Weekly Rept; 
840514-18. 

KARR, J. E. Stone it Webster, Inc. 84/05/31. KEPPLER, J. ©. R 
Office of Director. 18pp. 24812:335. 24X Fi ch e: 50-32*7, 04 / 

8406060224. 


8406150197 Forwards Const Imp 1 ementat i on Overview Weekly Rept 
for 840521-25. 

KARR, J. E. Stone Sc Webster, Inc. 84/06/06. KEPPLER, J. Q. R 
Office of Director. 18pp. 24951:037. 24X Fiche: 50-32*7. 0*4/ 

8406150197. 


0406210398 Forwards Independent Assessment of Underpinning Wee 
89 for 840527-0602 it minutes of daily meetings. 

LUCKS, A. S. Stone it Webster, Inc. 84/06/06. BURGESS. B . L_. 
Detailed Affiliation Given. 17pp. 25057:278. 24X 

Fiche: 50-329,84/06/06, 8406210398. 


8406190127 Submits monthly rept for 4-wk period ending 840524. 
status assessment it QA dept quality verification activities 
& results included. 

QUAMME* D. L. Consumers Power Co. 84/06/07. HARRISON* xJ. \J. 
Office of Director. 5pp. 24980:003. 24X Fiche: 50-32*7* 0*4/C 

8406190127. 


8406190289 Forwards IE Mgt Meeting Repts 50-329/84-17 it 50-33C 
840510 Sc weekly meeting minutes. 

WARNICK, R. F. Region 3, Office of Director. 84/06/14. COOK 
Consumers Power Co. 2pp. 24989:001. 24X Fiche: 50-32*7* 0*4 /C 

8406190289. 


— 8406 1 90303 Forwards 840510 meeting minutes re status o -f* 1 n d e 

assessment of underpinning it remedial soils work. 

LUCKS, A. S. Stone & Webster, Inc. 84/05/22. HARRISON* sj * 
No Detailed Affiliation Given. 29pp. 24989:007. 2-4-X 

Fiche: 50-329, 84/06/14, 8406190289. 


— 8406190308 Forwards "Independent Assessment of Underpinning 


UUV/I\C 1 LU I I UVIO 


406190316 Forwards "Const Implementation Overview, Week ly Rept 43 for 
840402-06 " 

KARR, J. E. Stone & Webster, Inc. 84/04/12. KEPPLER, J. G. Region 
3 , Office of Director. 18pp. 24989:097. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


406190328 Forwards “Const Implementation Overview, Week ly Rept 44 for 
840409-13. " 

KARR* 0. E. Stone & Webster, Inc. 84/04/19. KEPPLER, J. G. Region 
3 , Office of Director. 21pp. 24989:115. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


406190336 Forwards "Const Implementation Overview, Week ly Rept 45 for 
840416-20. " 

KARR, J. E. Stone & Webster, Inc. 84/04/26. KEPPLER, J. G. Region 
3, Office of Director. 20pp. 24989: 136. 24X 

Fiche: 50-329, S4/06/14, 8406190289. 


6210166 Forwards Independent Assessment of Underpinning Weekly Rept 
0 for 840603-09. 

UCKS, A. S. Stone & Webster, Inc. 84/06/14. BURGESS, E. L. NRC — No 
etailed Affiliation Given. 17pp. 25057:131. 24X 

iche: 50-329, B4/06/14, 8406210166. 


6210388 Forwards Const Implementation Overview Weekly Rept 52 for 
It of 840604-08. 

ARR<J. E. Stone & Webster, Inc. 84/06/14. KEPPLER, J. G. Region 3, 
ffice of Director. 18pp. 25055:345. 24X Fi che: 50-329, 84/06/14, 

406210388. 


Reportable occurrences, LERs & related correspondence 


4240322 Forwards "Evaluation of Emergency Diesel Generator 

rankshafts at Shoreham & Grand Gulf Nuclear Power 

tations, " on behalf of TDI Diesel Generator Owners Group. 

USELER, W. J. TDI (Transamerica Delaval, Inc.) Owners Group. 
4/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
irector. 2pp. 24182:236. 24X Fic he : 50-000, 84/04/20, 8404240322 


6010331 Forwards const implementation overview of Item 81 re Welds 
0 h 43 on Line 30 Inch OHBC-33 & Welds 8,71 & 23 on Line 
0 Inch. OHBC-34 coated u/coal tar epoxy. 

ARR, J. E. Stone & Webster, Inc. 84/05/11. KEPPLER, J. G. , COOK, R. J. , 
ARRISON, J. J. NRC - No Detailed Affiliation Given. 2pp. 24753:165. 
24X Fiche. 50-329, 84/05/1 1, 8406010331. 


— 7909210483 Summary of 790821-22 meeting w/Bechtel Power Corp,& Sar 
Francisco Power Div re generic application of QA topical 
rept BQ-TOP-1 & proposed exceptions to Reg Guide 1.123 as 
applied to ASME Code shops. 

GILRAY, J. W. Quality Assurance Branch. BOX 13. 79/08/27. 

HAASS, W. P. Quality Assurance Branch. Ip. 25402:276. 24X 

Fiche 50-329, 84/05/17, 8405220481. 


— 8007010427 Protests deficiencies in plant const. NRC should stop cc 
MARSHALL, W. H. Affiliation Not Assigned. BOX 13. 80/06/23. 

Division of Safety Technology. ip. 25402:319. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8109080070 Forwards updated Deficiency Repts 81-02 re auxiliary bl 
seismic ana ly si s, 80-07 re NSSS seismic plus LOCA reanalysis 
& 80-06 or 80-01 re component cooling water design, to be 
included in 810811 later sessions of soils hearing. 

HOOD, D. Licensing Branch 4. BOX 13. 81/08/26. RINALDI, F. 

Division of Engineering & Technical Inspection. 2pp. 25401:312 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8109080075 Interim deficiency rept re cracks in borated water stor 
tank foundation, or ig inal ly reported on 810220. Bechtel specs 
for surcharge program being revised to resolve NRC concerns 
raised in 810715 d iscuss i on. Ne x t rept to be sent by 810915. 

COOK, J. W. Consumers Power Co. BOX 13. 81/07/21. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 2pp. 
25401:313. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020077 Forwards Zack Co investigation rept cited in Board 
Notification 82-94 re welder record discrepancies 
potentially reportable under Part 21. 

WARNICK, R. F. Region 3, Office of Director. BOX 06. 83/06/01. 

EISENHUT, D. G. Division of Licensing. 3pp. 25338:160. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020080 " Inves t i ga t i on Into Apparent Di screpanc ies in Weld Reco 
Relative to Midland Project." Related info end. 

♦ Zack Co. BOX 06. 82/09/27. 166pp. 25338:163. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--8406020089 Forwards summary of nonconformances identified as resul 
recent field change r eques t/f i e 1 d change notice review. 

QUAMME, D. L. Consumers Power Co. BOX 06. 84/02/23. HARRISON, ^ 

Region 3, Office of Director. 4pp. 25339:092. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


6050314 Forwards Nonconf ormance Repts C-00960 & C-0200S-HV re 
onciuality safety-related instal lations using grouted anchor 

alts. 

INNS, J, Consumers Power Co. 84/05/12. BUTLER, K. Stone & Webster, 
nc. 21pp. 24838:269. 24X Fiche: 50-329, 84/05/12, 8406050314. 


6050382 Forwards Nonconformance Repts C-00772 & 4924, p rev i ous 1 y 
rovided on 840508, p er request. 

INNE.J. Consumers Power Co. 84/05/12. WETHER ALL, N. Stone & 
ebster, Inc. 13pp. 24804:344. 24X Fiche: 50-329, 84/05/12, 

406050 3 82. 


6050422 Forwards Nonconformance Repts C-02581-V, C-00082, C-02439-V, 
-02892-V, C-02753-V, C-02336, C-02240-V & C-02767 re several 
auges existing on f lang es, s oc ket welds found to be 
ndersiied & flange connection requirements not met. 

INNE.J. Consumers Power Co. 84/05/12. KASSON, B. Stone & Webster, 
nc. 25pp. 24845:115. 24X Fic he : 50-329, 84/05/12, 8406050422. 


605051 1 Forwards Nonconformance Rept C— 02834— V re welded 
onnections of structural supports. 

INNE.J. Consumers Power Co. 84/05/12. BEAUCHAMP, D. Stone & 
ebster, Inc. 9pp. 24840:159. 24X Fiche: 30-329, 84/05/12, 

4060 5 0 511. 


60602 1 7 Requests documentation for listed const implementation 
verview items. 

ARR, J. E. Stone &t Webster, Inc. 84/05/16. QUAMME, D. L. Consumers 
oue? Co. KEPPLER, J. G. Region 3, Office of Director. 2pp. 

4813: 358. 24X Fiche: 50-329, 84/05/16, 8406060217. 


60602 1 8 Forwards const implementation overview Nonconformance 
dent i f ication Rept 020 re unsigned distribution change 
Bluest forms. 

ARR, J. E. Stone & Webster, Inc. 84/05/16. KEPPLER, J. G. NRC - No 
etailed Affiliation Given. QUAMME, D. L. , REICHEL, N. I. Consumers 
ouer Co. 4pp. 24812:353. 24X Fiche: 50-329, 84/05/16, 8406060218. 


— 8406040335 Board Notification 83-70: forward s info re continued con 
activities on underpinning pier KC-2, located beneath turbine 
bldg northeast portion in violation of nonconformance rept <k 
hold tag. W/o end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 09. 83/05/24 

Atomic Safety and Licensing Board Panel. 3pp. 25367:039. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070398 Requests personnel availability for concentrated review 
overall nonconformance sys including trending methods & 
individual nonconformance repts & excluding heavily reviewed 
areas such as soils. Parts of regular insp program will slip. 
KNQP, R. C. Region 3, Chicago, Office of the Director. BOX 01. 
79/09/27. FIORELLI, G. NRC - No Detailed Affiliation Given. Ip 
25305:179. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070401 Advises that questions or requests for technical assist 
encountered during review of nonconformance rept should be 
forwarded w/rept to Assistant Director for Const & 

Operations for technical evaluation. 

DAVIS, J. G. Atomic Energy Commission. BOX 01. 74/03/19. 

KEPPLER, J. G. Atomic Energy Commission. Ip. 25305:180. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070409 Requests review & evaluation of matl submitted per ALAE 
Condition 4 since Oct 1978, per instructions to IE Vandel dtd 
750425. Little value seen in backfitting reviews. 

HAYES, D. W. NRC - No Detailed Affiliation Given. BOX 01. 
79/01/11, HANSEN, W. A. NRC - No Detailed Affiliation Given. If 
25305: 202. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406 1 20027 Responds to 830323 ltr re QA & mfg deficiencies at 
Victoreen, Inc & possible effect on nuclear plants in State 
of MI. Victoreen proposed corrective actions in 830211 
response to Region IV 821101-05 insp. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/05/10. 

SMITH, G. R. Michigan, State of, Dept, of Public Health. 2pp. 
25372: 318. 24X Fiche: 50-329. 84/05/17, 8405220481. 


5220481 Partial response to FOIA request for 16 categories of 
ecords re Mid land . Forward s documents listed on App A, 

ELTON, J. M. Division of Rules and Records. 84/03/17. RICE, C. M. 
irkland & Ellis. 3pp. 2* lonr '- rwiv a a / i 

405220481. 


— 8406120031 Ack receipt of 830309 ltr from util re quality program 
mfg deficiencies at Victoreen, Inc. Ltr indicates serious QA 
& mfg deficiencies in in-plant monitoring equipment mfg by 
Victoreen. 

SMITH, G, R. Michigan, State of, Dept, of Public Health. BOX 10. 
83/03/23. KEPPLER, J. Region 3, Office of Director. Ip. 
o-'son 3JLX S4/OS/1 7. n4O33204ai 


DOCKETED ITEMS 


06120034 Discusses Quality program St mfg deficiencies for Victoreen, 
Inc radiation detection ins trumentat i on. Reg ion IV should be 
allowed to resolve matt er , i nc 1 ud i ng acceptability of changes 
in Victoreen workmanship stds. 

GREGER, L. R. Region 3, Office of Director. BOX 10. 83/04/26. 

WARNICK/R. F. Region 3, Office of Director. 3pp. 25372:321. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


06120037 Discusses Region IV insp of Victoreen, Inc on 821101-05, 
resulting from deficiency rept re quality program it mfg 
deficiencies of radiation monitoring equipment. Clar if ication 
of evaluation requested. 

HIND, J. A. Region 3, Office of Director. BOX 10. 83/04/13. 

BANGART, R.L. Division of Vendor it Technical Programs. Ip. 
25372:333. 24X Fiche: 50-329, 84/05/17, 8405220481. 


06120039 Discusses WB Grant 830228 ltr re quality program it mfg 
deficiencies for Victoreen, Inc radiation detection 
instrumentation. Clarification 8< description of condition of 
instrumentation submitted to alter WB Grant opinion. 

COOK, R. J. Region 3, Office of Director. BOX 10. 83/04/08. 

HARRISON, J. Region 3, Office of Director. 2pp. 25372:334. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06120302 Comments on proposed corrective actions to Rev 1 to 
Procedure N-6, "Processing of Const Implementation Overview 
Deficiencies." Quality Action Requests 0005-0007 it 00011 
issued for NIRs 002-005, respectively. 

BARANOW, S. W. Stone & Webster, Inc. BOX lO. 83/10/21. 

KEPPLER, J. G. Region 3, Of Pice of Director. 2pp. 25379:358. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


06120308 Indicates status of const implementation approval of QVP, BHO 
it status assessment programs. QVP, BHO it status assessment 
ready for implementation. Related info end. 

BARANOW, S. W. Stone It Webster, Inc. BOX 10. 83/10/12. 

KEPPLER, J. G. Region 3, Office of Director. 8pp. 25380:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


300097 Forwards cover ltrs transmitting evaluation of cylinder 
ads of TDI Series R-4 diesel engines it design review of 
liott Model 90G turbocharger used on TDI diesel 
nerators. W/o enc Is. Related correspondence. 

ITT, L. F. TDI (Tramamerica Delaval, Inc. ) Owners Group. DSB 361. 
/OS/17. BORDENICK. B. M. Hearing Branch 3. Ip. 24709:245. 24X 

che: 50-000, B4/03/17, 8403300097. 


300109 Forwards cover ltr transmitting rept on investigation of 
pes AF it AE piston skirts. W/o end. Related correspondence. 

ITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/05/17. 
3RDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

che: 50-000, 84/03/17, 8405300109. 


36060299 Draft "Investigation of Types AF it AE Piston Skirts." 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 94/05/31. 
115pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


360004 Advises that TDI Owners Group 840516 ltr & rept, "Evaluation 
Emergency Diesel Generator Crankshafts at Shoreham it 
and Gulf Nuclear Power Stations" issued per commitments, 
stribution list end, 

ITT, L. F. Long Island Lighting Co. 84/03/17. BORDENICK, B. M. NRC 
Mo Detailed Affiliation Given. 4pp. 24662:001. 24X 

che: 50-000, 84/03/17, 8406060004. 


360181 Forwards open Const Implementation Overview Item 084 re 
rification of quality verification program activities in 
Jule 800 E-G. 

?R, J. E. Stone & Webster, Inc. 84/05/17. KEPPLER, J. G. Region 3, 
Pice of Director. 3pp. 24661:164. 24X Fiche: 30-329, 84/05/17, 

36060181. 


360185 Forwards closed const implementation overview Nonconformance 
intification Repts 026 it 024 re deficiencies in drawings, 
eluding Rev 13 to Drawing C-130, Rev 7 to Drawing C-224, 
lining A-871 it Rev 17 to Drawing C-898. 

iR, J. E, Stone & Webster, Inc. 84/05/17. KEPPLER, J. G. Region 3, 
Pice of Director. 29pp. 24661:167. 24X Fiche: 50-329, 84/05/17, 

36060 185. 


360268 Forwards for act ion/inf o, Const Implementation Overview Item 
3 hold point notification re noting on visible portion of 
tie, portion of cable not inspected it reason why cable not 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSI 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-B4-3-14 DRFT. 3-4/05/ 
60pp. 24668:142. 24X Fi c h e ; 50-000, 84/05/18, 84053001 1 6. 


8406010351 Confirms that work w/P Mudd in establishing req.uirem 
const implementation overview acceptable & should continue. 
QUAMME, D. L Consumers Power Co. 84/03/21. KARR, U. E. Stone 
Webster, Inc. Ip. 24752:092. 24X Fi c he : 50-329, 84/05/2 1 ^ 84-0 


8406010313 Supplemental Part 21 rept re possible insulation dam 
electrical cables mfg by Rockbestos Co. Initially reported on 
84051 1. Certa in reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Of* 4 i c 
Office of Inspection and Enforcement. 5pp. 24756:349. 24-X 

Fiche: 50-000, 84/05/22, 8406010313. 


8406010354 Forwards closed const implementation overview -For It 
re failure to maintain audit repts. 

KARP, J. E. Stone it Webster, Inc. 84/05/22. KEPPLER, J. ©. , 
HARRISON, J. J. , BURGESS, B. L. NRC - No Detailed Affiliation ©i 
5pp. 24752:093. 24X Fi c h e : 30-329, 84/05/22, 84060 10354 . 


8406050060 Forwards monthly rept re Bechtel status assessment: 8t 
quality verification activities for period ending 840427. 

QUAMME, D. L. Consumers Power Co. 84/05/22. HARR ISON. J . R 

Office of Director. 4pp. 24839:348. 24X Fi c h e : 50-32<? . 84 /OS 

8406050060. 


8406010272 Forwards closed const implementation overview Item O 
use of FSK prints not marked status assessment print or 
w/expiration date. 

KARR, J. E. Stone it Webster, Inc. 84/05/23. KEPPLER, J. ©. . 
HARRISON, J. J. , BURGESS, B. L. NRC - No Detailed Affiliation ©i 
5pp. 24753:179. 24X Fi c h e : 50-329, 84/05/23, 84060 10272. 


8406010312 Responds to 840316 request for description of plan t 
maintain independence between const implementation overview 
team V S&W personnel Const implementation overview would not 
verify or evaluate work performed by S&W insp personnel. 

KARR, J. E. Stone & Webster, Inc. 84/03/23. QUAMME, D. L. Con 
Power Co. Ip. 24753:248. 24X Fi c h e : 50-329, 84/05/23, S 4-0<6 0 1 0 


8406010341 Forwards closed Nonconformance Identification Rept 0 
FDDL printouts including error in unsolicited drawings. 

KARR, J. E. Stone it Webster, Inc. 84/05/24. KEPPLER, J. Q. , 
HARRISON, J. J , BURGESS, B. L. NRC - No Detailed Affiliation ©i 
6pp. 24752:069. 24X Fi c h e : 50-329, 84/05/24, 8406010341 


8406030002 Provides Document Control Assurance Group final reip 
Nonconformance Identification Rept 027 re deficiencies of 
Document Stations 59 it 501. 

QUAMME, D. L. Consumers Power Co. 84/03/25. KARR, J. E. Stone 
Webster, Inc. 2pp. 24840:001. 24X Fich e: 50-329, 84/OS /S2S , 

8406050002. 


8406050034 Interim deficiency rept re concrete expansion anchor 
installed in metal d ec k ing . In i tia 1 ly reported on 84022S. 

Addl testing re bond betueen grout it anchor continuing. 

Next rept will be submitted by 040727. 

COOK, J. W. Consumers Pouer Co. 84/03/25. KEPPLER, J. ©. Reg) 
Office of Director. 8pp. 24838:246 . 24X Fiche: 50-32*7* 04k /OS 
8406050034. 


8406050274 Forwards Nonconformance Rept C-01006 re welding on c 
frames not in compliance w/project approved vendor drawing s 
it approved welding procedure specs. 

KINNE, J. Consumers Power Co. 84/05/25. BUTLER, R. Stone & 
Inc. 44pp. 24840:169. 24X Fiche: 50-329, 84/05/25, 840 6 0 5 0 271 


8406050313 Forwards Nonconformance Repts C-03719-V it C-03727-V 
welded connections of structural floor framing it structural 
steel it miscellaneous metal, respectively. 

KINNE, J. Consumers Power Co. 84/05/25. BUTLER, R. Stone Sc 
Inc. 44pp. 24815:264. 24X Fic h e : 50-329, 84/05/23, B4060S03 1 ! 


8406050392 Forwards Nonconformance Repts C-0301B, C-02101 8< C —03 

re voids in grout, upper south anchor 1-3/8 inch from south 
edge of plate, lower north anchor installed 2-5/8 inch from 
C4 embed it upper north anchor 4-1/8 inch from C4 embed. 

KINNE, J. Consumers Power Co. 84/03/25. RIDGE, J. Btnn. r 


DOCKETED ITEMS 


50155 Forwards open Const Implementation Overview Item 082/hold 
nt n o t if i ca t ion. Aud i t forms/checklists incomplete St some 
teria of 10CFR50, App E not audited. 

R. J. E. Stone h Webster, Inc. 84/05/29. KEPPLER, J. G. NRC - No 
ailed Affiliation Given. QUAMME, D L. , REICHEL, N. I. Consumers 
er Co. 3pp. 24813:359. 24X Fi c h e : 50-329, 84/05/29, 84060501 55. 


50283 Forwards complete response to Nonconformance Identification 
t 22 re document control & update of work station logs 
requested in Tracked Action Item 086. 

Consumers Power Co. 84/05/29. Stone St Webster, Inc. 9pp 
38:340. 24X Fi che: 50-329, 84/05/29, 8406050283. 


60266 Forwards partial response to 840523 Tracked Action Item 085 
Module 120D. 

Consumers Power Co. 84/05/30. Stone & Webster, Inc. 4pp. 
57:143. 24X Fiche: 50-329, 84/05/30, 8406060266. 


20174 Forwards Nonconformance Rept C-00028. 

'4E, J. Consumers Power Co. 84/05/30. WELLS, D. Stone & Webster 
ineering Corp. 23pp. 24889:250. 24X Fiche: 50-329, 84/05/30, 

£>120174. 


20181 Forwards Nonconformance Rept C-000B2. 

‘IE, J. Consumers Power Co. 84/05/30. KASSON, B. Stone St Webster 
ineering Corp. 2pp. 24888:133. 24X Fiche : 50-329, 84/05/30, 

£>120181. 


20242 Forwards Nonconformance Rept C-03119-HV re loose nuts on 
*114 pipe clamp. 

\IE» J. Consumers Power Co. 84/05/30. RIDGE, J. J. Stone St 
ster, Inc. 6pp. 24890:035. 24X Fi ch e : 50-329, 84/05/30, 

£>120242. 


£>0212 Forwards completed response to Tracked Item 070. W/o end. 
1HEL, N. I. Consumers Power Co. 84/05/31. Stone St Webster, Inc. 
5 PLER, J. G. Region 3, Office of Director. Ip. 24812:357. 24X 

le: 50-329,84/05/31, 8406060212. 


b0225 Forwards item/hold point notification form for const 
lementation overview of tracked info Item 080 re mgt 
Lew for turbine roll. 

;HEL, N. I. Consumers Power Co. 84/05/31, Stone St Webster, Inc. 
>. 24661:078. 24X Fi ch e : 50-329, 84/05/31 , 8406060225. 


L0312 Forwards "Evaluation of Emergency Diesel Generator 

ikshafts at Shoreham Sc Grand Gulf," "Design Review of 

meeting Rods for TDI DSRV-4 Series Diesel Generators" St 

,'estigation of Types AF St AE Piston Skirts, " final repts. 

rT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. NRC 

) Detailed Affiliation Given. 4pp. 24866:001. 24X 

\e: 50-000, 84/05/31, 8406110312. 


20008 Forwards Bechtel 840531 response to const implementation 
•view tracked Action Item 068 re code editions 
Lemented for component support installation. 

IHEL, N. I. Consumers Power Co. 84/05/31. Stone & Webster, Inc. 
>. 24888:107. 24X Fi che : 50-329, 84/05/31, 0406120008. 


20107 Forwards Nonconformance Identification Rept 30 St Quality 

Lon Request RA-00197 re TDI St Copes Vulcan, Inc purchase 

»rs. 

IHEL, N. I. Consumers Power Co. 84/05/31. Stone St Webster, Inc. 
>. 24893:087. 24 X Fi che : 50-329, 84/05/31, 8406120107. 


20130 Forwards Bechtel response to Nonconformance Identification 
: 030 provided in closed Quality Action Request RA-00197 
jgrehasing ASME matl from non-ASME matl supplier. 

:HEL, N. I. Consumers Power Co. 84/05/31. Stone St Webster, Inc. 
>. 24888:214. 24X Fiche: 50-329, 84/05/31, 0406120130. 


50364 Forwards two proprietary overjiie drawings in response to 
- request. Drawings withheld (ref 10CFR2, 790 ) , p er TDI 
iel Generator Owners Group 840323 app 1 icat ion. Aperture 
Is are available in Central Files. 

C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/01. 
rON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
1-5: 213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


10116 Interim deficiency rept re BStW steam generator auxiliary 
(water header design change. Ini tial ly reported on 820526. 
schedule established for design change St mod of hardware, 
r rept will be issued on or before 841130. 


8406030207 Interim deficiency rept re small break/reactor coolant pi 
operation interaction during primary sys high void fraction 
conditions. Investigation inc omplete. Next rept will be 
submitted by 840831. 

COOK, J. W. Consumers Power Co. 84/06/01. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 24858:280 24X Fiche: 50-329, 84/06/01, 

8406080207. 


8406120191 Forwards closed Const Implementation Overview Item 081 r« 
various welds coated w/coal tar epoxy rendering welds 
inaccessible 

KARR, J . E Stone St Webster, Inc. 84/06/01. KEPPLER, J. G. , 
HARRISON, J. J. , BURGESS, B. L. Region 3, Office of Director 3pp 
24889:282. 24X Fiche: 50-329, 84/06/01, 8406120191. 


8406120213 Forwards Nonconformance I d ent i f i ca t i on Repts 029 S< 031 ri 
clerical errors or omissions in procurement documents. 

* Consumers Power Co. 84/06/01. Stone St Webster, Inc. 7pp 
24889:352 24X Fiche: 50-329, 84/06/01, 8406120213. 


8406120237 Forwards const implementation overview Item 078 re use ol 
pencil on audit rept. 

* Consumers Power Co. 84/06/01. Stone St Webster, Inc. 4pp 
24890:041. 24X Fiche: 50-329, 84/06/01, 8406120237. 


8406120250 Forwards response to Tracked Action Item 085. W/o end. 
REICHEL, N. I. Consumers Power Co. 84/06/01. Stone S< Webster, I 
lp. 24894:361. 24X Fi c h e : 50-329, 84/06/01 , 8406120250 


8406120465 Forwards closed const implementation overview Items 070 S 
086 reestatus assessment process St Nonconformance 
Identification Repts 022 St 023, respectively. 

KARR, J. E. Stone St Webster. Inc. 84/06/01. KEPPLER, J. G. Region 
Office of Director. QUAMME, D. L. , REICHEL, N. I. Consumers Power Cc 
12pp. 24891:062. 24X Fi che: 50-329, 84/06/01. 8406120465. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Wadi 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/06/C 

840612053 7. 


8406140209 Interim deficiency rept re use of shear lugs in embedment 
design. Bechtel investigations indicated use of shear lugs 
outside compression zone effective design technique 8c that 
no safety concerns exist. Next rept expected by 840928. 

COOK, J. W. Consumers Power Co. 84/06/01. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 24924:149. 24X Fiche: 50-329. 84/06/01, 

8406140209, 


8406150168 Forwards complete response to Tracked Recommendation Item 
082 re audits of applicable criteria of 10CFR50, App B for 
site contractors. 

* Consumers Power Co. 84/06/01. Stone St Webster, Inc. 5pp. 
24953:001. 24X Fiche: 50-329, 84/06/01, 8406150168. 


8406060221 Forwards const implementation overview item/hold point 
notification forms for Items 072 St 073 re ANSI N45. 2, 

Section 7 S< BS<W QA manual,Rev 3, respectively. 

KARR, J. E. Stone & Webster, Inc. 84/06/04. KEPPLER, J. G. NRC - N 
Detailed Affiliation Given. 14pp. 24657:171. 24X 

Fiche: 50-329, 84/06/04, 8406060221. 


8406120173 Forwards closed Const Implementation Overview Item 060 re 
site auditing. 

KARR, J. E. Stone St Webster, Inc. 84/06/04. KEPPLER, J. G. Region 
Office of Director. 9pp. 24889:317. 24X Fiche: 50-329, 84/06/04, 
8406120173. 


8406120178 Forwards closed Const Implementation Overview Nonconforma 
Identification Repts 022 8< 027. 

KARR, J E. Stone St Webster, Inc. 84/06/04. KEPPLER, J. G. Region 
Office of Director. 23pp. 24889:294. 24X Fiche: 50-329, 84/06/04, 
8406120178. 


8406150066 Forwards complete response to Item 6 of Module 120D list 
welder identification numbers inconsistent w/old 
verification records. 

* Consumers Power Co. 84/06/04. Stone St Webster, Inc. 2pp. 
24943:360. 24X Fiche: 50-329, 84/06/04, 8406150066. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 


DOCKETED ITEMS 


130053 Forwards DIIA E-l 0 Rev 17/V2636 Log 00013 St E-10 Rev 
/V2323 Log 00006* per G Carter request. W/o encl. 

LMER.B. Consumers Power Co. 84/06/05 Stone & Webster, Inc. 

24943:051. 24X Fic h e : SO-329, 84/06/05, 04061 50053. 


130044 Forwards Nonconformance Rept A-00154 re expansion anchors 
metal decking. 

NNE, 0. Consumers Power Co. 84/06/06. HANNE, G. Stone & Webster, 
c. 3pp 24943:040. 24X Fiche: 50-329, 04/06/06, 84061 30044 


150034 Forwards Nonconformance Rept C-03736 re welds on Door 23 
auxiliary b 1 d g . Doc umen t previously provided on 840606, per 
Butler request. 

NNE, J. Consumers Power Co. 84/06/06. BUTLER, R. Stone & Webster, 
c. 7pp. 24944:206. 24X Fi che : 50-329, 84/06/06, 84061 50054. 


130037 Forwards Nonconformance Rept A-00081 re channel embeds in 
xiliary bldg w/items attached, in response to D Holt 
0606 request. 

NNE. U. Consumers Power Co. 84/06/06. HOLT, D. Stone & Webster, 
c. 7pp. 24944:138. 24X Fi ch e : 50-329, 84/06/06, 84061 30037. 


130063 Forwards Nonconformance Repts C-Ol 539, M01-8-2-415, C-01018 %> 

78 re level switches, in response to G Hanne 840606 

quest. 

NNE, J. Consumers Power Co. 84/06/06. HANNE, G. H. Stone & 
bster, Inc. 22pp. 24944:067. 24X Fic h e : 30-329, 84/06/06, 

06150063. 


130201 Advises that util response to Const Implementation Overview 
tion Item 078 acceptable. 

RR» J E, Stone & Webster, Inc. 84/06/06. QUAMME, D. L. Consumers 
war Co. Ip. 24943:362. 24X Fiche: 30-329, 84/06/06, 8406 1 50201. 


150216 Forwards Nonconformance Repts C-03732, C-03736 & C— 01006 re 
tertight doors, frames It welds, in response to N Watherell 
0601 request. 

NNE, J. Consumers Power Co. 84/06/06. WETHERELL, N. Stone 
bster, Inc. 49pp. 24931:314. 24X Fiche: 30-329, 84/06/06, 

061S0216. 


150217 Forwards Nonconformance Rept C-03S74-HV re large bore hanger 
sembly in control room. Documentation previously provided 
840605 by D Holt. 

NNE, J. Consumers Power Co. 84/06/06. HOLT, D. Stone & Webster, 
c. 4pp. 24949:204. 24X Fi che : 50-329, 84/06/06, 84061 502 17. 


150223 Forwards Nonconformance Rept A-00124 re concrete adhesive in 
rehouse & field. Documentation previously provided on 
0606 by D Brown. 

NNE, J. Consumers Power Co. 84/06/06. BROWN, D. Stone & Webster, 
c. 10pp. 24945: 344 . 24X Fich e : 50-329, 84/06/06, 8406 1 50223. 

120136 Forwards open Const Implementation Overview Item 087 re 
quid penetrant exam on welds. 

RR, J. E. Stone 8t Webster, Inc. 84/06/07. KEPPLER, J. G. NRC - No 
tailed Affiliation Given. QUAMME, D. L. , REICHEL, N, I. Consumers 
uer Co. 2pp. 24888:171. 24X Fi c he : 50-329, 84/06/07, 84061 20136. 


120281 Forwards Const Implementation Overview Nonconformance 
entification Rept NIR 023 re Work Print Station 209, for 
f o. 

RR, J. E. Stone & Webster, Inc. 84/06/07. KEPPLER, J. G. NRC - No 
tailed Affiliation Given. QUAMME, D. L. , REICHEL, N. I. Consumers 
wer Co. 30pp 24889:108. 24X Fich e: 50-329, 84/06/07, 8406120281. 


150114 Forwards "Proposed Torsional & Lateral Critical Speed 
alysis, " '“Field Test of Emergency Diesel Generator 103 
13x13 Crankshaft" «t table of torsional loading due to 
essure at 100% load. 

ITT, L. F, Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
aring Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07, 

06130114. 


06130133 "Proposed Torsional & Lateral Critical Speed An a 1 y s i s: Eng i n e 
Numbers 74010/12 De lava 1-Enterpr i se Engine Model DSP-48 
3, 300 kW/4889 BHP at 430 RPM. " 

VANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche; 30-000, 04/06/07, 8406150114. 


180226 Summarizes 840318-0604 const implementation overview 
aluation of results of const completion program Phase I 


8406150172 Interim deficiency rept re electrical raceway sys 
none onf or mane es . In i t ia 1 1 y reported on 830829. Util evaluating 
results from const completion program & reviewing Bechtel 
followup to MCAR 70. Next rept by 841130. 

COOK, J. W. Consumers Power Co. 84/06/08. KEPPLER, J. ©. Regie 
Office of Director. 3pp. 24952:360 24X Fi c h e : 50-329, 84/06/ 
8406150172. 


8406150227 Forwards calculations of plug weld end connections, fr 
welded pushrod & preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commitment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. !» 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11 

8406150227 


— 8406150259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84061 50227. 


— B406150265 “Fatigue Performance Evaluation of Friction Welded 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi c h e : 50-000, 84/06/1 1 , 8406150227. 


8406150238 Forwards calculations requested by BNWL re push rods 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/C 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, B40i 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, 84^ 

8406200469. 


8406190264 Forwards info re Closed Const Implementation Overvieu 
080 re certified personnel not listed in available 
certifications. 

KARR, J E. Stone & Webster, Inc. 84/06/12. KEPPLER, J. G. Rej 
Office of Director. QUAMME, D. L. , REICHEL, N. I. Consumers Powe 
3pp. 24987:001. 24X F i c h e : 50-329, 84/06/ 12, 8406190264. 


8406210061 Forwards complete response to Tracked Action Item 08E 
Module 12 OD in auxiliary bldg. 

■» Consumers Power Co. 84/06/12. Stone i>. Webster, Inc. 7f 
25058:119. 24X Fi c h e : 50-329, 84/06/ 12, 84062 1 0061 . 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxilie 
Module Control Wiring & Termination Qua 1 i f i ca t i on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/C 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
24954:268. 24X Fic h e : 50-000, 84/06/ 13, 84061 501 54. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche: 50-000, 84, 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF & AE Piston Skirts. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. S4/< 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
25115:112. 24X Fiche: 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Perfori 
AF & AE Piston Skirts. " 

•* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 

25115:114. 24X Fi c h e : 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turboch. 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


- —8406250323 "Design Review of Elliott Model 65G Turbocharger U 
DSRV-12-4 St DSRV-20-4 Emergency Diesel Generator Sets. " 


DOCKETED ITEMS 


150335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
:ket Water Pump Design Review." 

t> C. L.. TDI (Transamerica Delaval, Inc.) Owners Group 84/06/15. 
1TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
LIS: OOl . 24X Fiche: 50-000, 84/06/15, 8406250335. 


>6250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
later Pump Design Review. " 

* Stone & Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

14X Fiche: 50-000, 84/06/15. 8406250335. 


250343 Forwards "Evaluation of Emergency Diesel Generator 
inkshafts at Midland & San Onofre Nuclear Generating 
itions. “ 

ft C. J TDI (Transamerica Delaval, Inc. ) Owners Group RAV, C. L. 

ce Power Co. 84/06/15. DENTON, H. R. Office of Nuclear Reactor 
lulation. Director. 2pp. 25115:169. 24X Fiche: 50-000, 84/06/15, 

>6250343. 


>6250346 "Evaluation of Emergency Diesel Generator Crankshafts at 
lid land it San Onofre Nuclear Generating Stations. " 

► Failure Analysis Associates. FAAA-84-6-54. 84/06/30. 67pp. 

25115:171. 24X Fiche: 50-000, 84/06/15, 8406250343. 


280461 Interim deficiency rept re control of retroactive design 
inges. Initially reported on 840518. Investigation 
»tinu ing. Next rept will be provided by 841130. 

)K, vJ. W. Consumers Power Co. 84/06/15. KEPPLER, J. G. Region 3, 
'ice of Director. 5pp. 25193:052. 24X Fiche: 50-329, 84/06/15, 

>6280461. 


210116 Forwards Nonconf ormace Identification Rept 037 re 
ientation Si configuration of support in hanger sketch. 

*R, O. E. Stone & Webster, Inc. 84/06/18. KEPPLER, J. G. , 
IRISQN, J. J. , BURGESS, B. L. NRC - No Detailed Affiliation Given. 
». 25057:125. 24X Fiche: 50-329, 84/06/18, 8406210116. 


250299 Forwards “Design Review of Connecting Rods of TDI In-Line 
2—48 Emergency Diesel Generators. " 

ft C. L_. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/18. 
JTQN, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 

L 15: 238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


>6250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators." 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115:240. 24X Fich e: 50-000. 84/06/18, 8406250299. 


260351 Forwards "Design Review of Connecting Rod Bearing Shells for 
C Enterprise Engines. " 

ft C. I — TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/22. 

>4TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
154:127. 24 X Fiche: 50-000, 84/06/22, 8406260351. 


>6260363 "Design Review of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

25154:130. 24X Fi che: 50-000, 84/06/22, 8406260351 . 


270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
asel Generator Cylinder Blocks Sc Liners. " 

/, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/25. 
'ITON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
163: 273. 24X Fiche: 50-000, 84/06/25,8406270115. 


— 8012090497 Transcript of GS Keeley 801023 deposition in Midland, 
Pp 1-87. 

KEELEY, G. S. Consumers Power Co. BOX 12. 80/10/23. 90pp. 

25385:338. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


— 8012090499 Transcript of DS Hood 801008 deposition in Bethesda, f 
Pp 156-314. 

HOOD, D. S. Licensing Branch 3. BOX 12. 80/10/08. 158pp. 

25383:060 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8012100468 Transcript of SE Afifi 801031 deposition in Anne Arbc 
Pp 223-261. 

AFIFI, S.E. Bechtel Corp. BOX 12. 80/10/31. 42pp. 25386:17 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8012100648 Transcript of LW Heller 801009 deposition in Bethesda 
Pp 1-139. 

HELLER, L. W. Hydrologic & Geotechnical Engineering Branch. BC 
80/10/09. 139pp. 25383:338. 24X Fi c h e : 50-329, 84/05/ 1 7, 

8405220481. 


--8012100653 Transcript of DS Hood 801007 deposition in Bethesda, h 
1-155. 

HOOD, D. S. Licensing Branch 3. BOX 12. 80/10/07. 155pp. 

25382:266. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481. 


— 8012120251 Six exhibits from transcript of L Heller 801009 depos 
in Bethesda, MD. 

HELLER, L. Hydrologic & Geotechnical Engineering Branch. BOX 
80/10/09. 80pp. 25384:116. 24X Fiche: 50-329, 84/05/17, 840522 


— 8012120258 Twenty-one exhibits from transcript of DS Hood 801007 
deposition in Bethesda. MD. 

HOOD, D. S. Licensing Branch 3. BOX 12. 80/10/08. 90pp. 

25383:223. 24X Fiche: 50-329, 84/05/17. 8405220481. 


— B01 2120298 Eight exhibits from E Gallagher 801117 deposition in 
Chicago, IL. 

GALLAGHER, E. Region 3, Chicago, Office of the Director. BOX 
80/11/18. 7pp. 25386:260. 24X Fiche: 50-329, 84/05/17, 8405220 


— 8012180152 Transcript of JW Simpson 801119 deposition in Chicago 
const difficulties at site.Pp 1-144. 

SIMPSON, J. W. Consumers Power Co. BOX 12. 80/11/19. 175pp. 

25386:328. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101050505 Exhibits 1-17 from JW Simpson 801119 deposition. 
SIMPSON, J. W. Army, Dept, of, Corps of Engineers. BOX 12. 
80/11/19. 100pp. 25387:112. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8101050512 Exhibits 1-3 from TC Cooke 801022 deposition. 

COOKE, T. C. Consumers Power Co. BOX 12. 80/10/22. 10pp. 

25385:328. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101050514 Exhibits 1-3 from D Horn 801021 & 22 oral deposition. 
HORN, D. Consumers Pouer Co. BOX 12. 80/10/22. 82pp. 25383 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101050521 Exhibits 1 & 2 from GS Keeley 801023 oral deposition. 
KEELEY, G. S. Consumers Power Co. BOX 12. 00/10/23. 32pp. 

25386:065. 24X Fiche: 50-329, 84/05/17, 8405220481. 


36270136 "Design Review of TDI R— 4 & RV-4 Series Emergency Diesel 
Senerator Cylinder Blocks & Liners. " 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163: 275. 24X Fiche: 50-000, 84/06/25. 8406270115. 


earing transcnpva u ■ ■ nu. 


220481 Partial response to FOIA request for 16 categories of 
cords re Midland. Forwards documents listed on App A. 

.TON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
rk land & Ellis. 3pp. 25300:001. 24X Fic he: 50-329, 84/05/17, 

35220481. 


L 2090479 Transcript of DE Horn 801021 deposition in M id 1 and, MI. Pp 
L— 174. 

^RN, D. E. Consumers Power Co. BOX 12. 80/10/21. 174pp. 


— 8101050527 Exhibits 1-6 from SS Afifi 801029-31 oral deposition. 
AFIFI, S. S. Bechtel Corp. BOX 12. 80/10/31. 40pp. 25386:22 

24X Fiche; 50-329, 84/05/17, 8405220481. 


— 8101090349 Transcript of WR Ferris 801210 deposition at Chicago, 
173-252. 

FERRIS, W. R. Bechtel Corp. BOX 12. 80/12/11. 79pp. 25389:1 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101090356 Transcript of B Dhar 801217 deposition in Ann Arbor.M 
Pp 1-160. 

DHAR, B. Bechtel Corp. BOX 12. 80/12/17. 162pp. 25389:256. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8101090365 Transcript of WR Ferris 801210 deposition at Chicago, 
Pp 1-172. 


DOCKETED ITEMS 


l Transcript of JD Kane 801204 dep as i t i on. Vo 1 6. Pp 358-406 
). Hydrologic & Geotechnical Engineering Branch. BOX 12. 

L 50pp. 25338:037. 24X Fi c he : 50-329, 84/05/ 17, 8405220481 


— 8103110803 Discovery deposition 
SINGH. H. N. Army. Dept. of. Co 
127pp 25390:264 24X Fiche 


° ir ‘ aoi2l9> in Detro i t. MI. Pp 217-: 
T' P s of Engineers. BOX 12. 80/ 

50—329. 84/05/ 17, 8405220481. 


2 Transcript of LW Heller 801205 deposition. Pp 248-353. 

... W. Hydrologic & Geotechnical Engineering Branch. BOX 12 
55. 110pp. 25388:195. 24X F ic h e : 50-329, 84/05/ 1 7. 

481 . 


— 8103110811 Discovery deposition o 0 801218 in Detro i t, MI. Pp 1-21! 

SINGH, H. N. Army, Dept, of, 007- p s of Engineers. BOX 12. 80/ 

215pp. 25390:052. 24X Fiche: SO— 329. 8-4/05/ 17, 840522048 1. 


b Transcript of LW Heller 801204 d ep os i t i on. Pp 139-247. 

W. Hydrologic & Geotechnical Engineering Branch. BOX 12. 
04. 112pp. 25388:087. 24X Fiche: 50-329, 84/05/17, 

481. 


4 Transcript of JD Kane 801202 deposition in Bethesda.MD. 
3. Consumers Power Co. BOX 12. 80/12/02. 180pp. 

12. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8103160840 Deposition on 810116 i t-» Glen Ellyn, IL. Pp 167-248. 
KEPPLER, J. G Region 3, Chicago, Office of the Director. BOX 
81/01/16. B2pp. 25394 .021. 34 X Fi c h e : 50-329, 84/05/ 17, 84052; 


— 8103160859 Deposition on 810217 i n Glen El lyn, IL. Pp 1-152. 

FIORELLI , G. Region 3, Chicago, Office of the Director. BOX 
81/02/17. 175pp. 25398:262. F i c h e : 50-329, 84/05/ 17, 

8405220481. 


3 Exhibits 1-17 for JD Kane 801014-16 deposition. 

0. Hydrologic &e Geotechnical Engineering Branch. BOX 12. 
4. 125pp. 25384:200. 24X Fiche: 50-329, 84/05/17, 

481. 


■8103160867 Deposition on 810226 
NAIDU, K. R. Region 3, Chicago, 
81/02/26. 174pp. 25392:035. 

8405220481. 


A r\ Glen Ellyn, IL. Pp 1-174. 

Office of the Director. BOX 1; 
2*X Fiche: 50-329, 84/05/17, 


5 Corrected transcript of 810109 deposition re concrete 
1* a 1 analysis. 

C. Navy, Dept. of. BOX 13. 81/01/09. 55pp. 25393:318. 

le: 50-329, 84/05/17, 8405220481. 


1 Application by WG Crocket for senior operator license, 
r, W. G. Pacific Gas & Electric Co. BOX 13. 81/01/23. 

, P. F. Operator Licensing Branch. 87pp. 25398:175. 24X 

0-329, 84/05/17, 8405220481. 


3 Deposition of F Rinaldi on 810106 in Bethesda, liD. Pp 1-162. 
■ F. Consumers Power Co. BOX 12. 81/01/06. 166pp. 

30. 24X Fiche: 50-329, 84/05/17. 8405220481. 


4 Deposition of AJ Hendron on 810126 in Savoy, IL. Pp 166-230. 
1 A, J. Consumers Power Co. BOX 13. 81/01/28. 67pp. 

08. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8103160985 Deposition on 810119 in Detroit, MI. Pp 1-165. 

OTTO, W. C. Army. Dept, of, Corps of Engineers. BOX 13. 81/0 

175pp. 25394:280. 24X Fiche; SO— 329, S4/05/ 17, 8405220481 . 


— 8103160987 Deposition on 810220 in Bethesda.MD. Pp 1-54. 

GILRAY, J. W. Quality Assurance Branch. BOX 13. 81/02/20. 5 

25399 :093. 24X Fi c h e : 50-329, Q-q- S 05/1 7, 0*0522048 1 . 


— 8103160990 Deposition on 810120 in De t r o i t , MI . Pp 1-85. 

ERICKSON, R. L. Army, Dept. of. Corps of Engineers BOX 13. 
81/01/20. 100pp. 25395:134. 24X Fiche: 50-329,84/05/17, 

8405220481. 


— 8103160991 Exhibits 1-7 from G Fiorelli 810217 deposition. 

FIORELLI, G. Region 3, Chicago, Office of the Director. BOX 
81/02/18. JONES, B. Hearing Branch 2. 42pp. 25399:052. 24 

Fiche: 50-329, 84/05/17, 8405220-0-0 1 . 


I Deposition of WP Chen on 810121 in Bethesda, MD. Pp 1-130. 
3 . Consumers Power Co. BOX 13. 81/01/21. 150pp. 

20. 24X Fiche: 50-329. 84/05/17, 8405220481. 


— B 1 03160992 Deposition on 810121 in Detroit, MI. Pp 1-209. 

SINGH, H. Region 3, Chicago, OF-f ice of the Director. BOX 13. 
81/01/21. 200pp. 25396:176. 24X Fi c h e : 50-329, 84/05/17, 

8405220481. 


2 Deposition of JP Matra on 810107 in Be th esda , MD. Pp 1 — 113. 

P. Consumers Power Co. BOX 12. 81/01/07. 117pp. 

12. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8103180254 Exhibits for oral deposition of D Hood on 810219. 

* Commissioners. BOX 12. 81/03/11. 57pp. 25393:129. 24X 

Fiche. 50-329, 84/05/17, 8405220*0 1 . 


4 Deposition of AJ Hendron on 810127 in Savoy, IL. Pp 1-165. 
, A. J. Consumers Power Co. BOX 13. 81/01/27. 200pp, 

01. 24X Fiche: 50-329,84/05/17, 8405220481. 


2 Exhibits for F Rinaldi 810106 oral deposition. 

, F. Structural Engineering Branch. BOX 12. 81/01/06. 

25391:195. 24X Fiche: 50-329, 84/05/17, 8405220481. 


7 Exhibits 1-4 of JP Matra 810107 oral deposition. 

P, Consumers Power Co. BOX 13. 81/01/07. 120pp. 

35. 24X Fiche: 50-329, 84/05/17. 8403220481. 


7 Exhibits 1-6 h A re HN Singh oral depositions on 801218, 19 & 


— 8103190150 Transcript of HD Thornburg deposition on 810220 in 
Bethesda, MD. Pp 1-43. 

THORNBURG, H. D. Office of International Programs, Director. 
13. 81/02/20. 46pp. 25399; 1 2AX F i c h e : 50-329, 84/05/17, 

8405220481. 


— 8105180402 Transcript of 810327' deposition in Bethesda- MD re te 
on boring program. Pp 502-529. 

KANE, J. D. Hydrologic & Geotechnical Engineering Branch. BOX 
81/03/27. 27pp. 25392:007. 24X Fi c h e: 50-329, 84/05/17, 84052 


— 8202050094 Testimony of HN Singh re diesel generator bldg. 

SINGH, H. N. Army, Dept, of, Cot'ps of Engineers. BOX 13. 81/ 

9pp. 25401:289. 24X Fiche: 50-329, 8-4/05/ 17, 8405220481. 


N. A.*my, Dept, of. Corps of Engineers. BOX 13. 81/01/22. 

25397:123. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


0 Exhibits 1-7 from WC Otto 810119 deposition. 

Z. Army, Dept, of, Corps of Engineers. BOX 13. 81/01/19, 

25395:083. 24X Fiche: 50-329, 84/05/17, 8405220481. 


7 Exhibits 1 & 2 from CH Gould 810108 deposition. 

H, Bechtel Corp. BOX 13. 81/01/00. 3pp. 25393:313. 

le: 50-329, 84/05/17, 8405220481, 


3 Vol 2 of transcript of deposition of H Singh on 810122 in 
, MI. Pp 1-100. 

Pn,,»T» On AMY 1 /fil lOOnn 


— 8202050095 Testimony of HN Singh Te svc water pump structure. 

SINGH, H. N. Army, Dept, of, CoT'ps of Engineers. BOX 13. 81/ 

4pp. 25401:298, 24X Fi c h e : 50-329, 0*/O5/ 17, 8405220481. 


— 8202050097 Testimony of WC Otto re diesel generator bldg. 

OTTO-W.C. Army, Dept, of, C or* p s of Engineers. BOX 13. 81/1 

4pp. 25401:349. 24X Fiche: SO— 329, B4-/05/ 17, 8405220481. 


— 8202050105 Testimony of HN Singh re auxiliary bldg. 

SINGH, H. N. Army, Dept, of. Corps of Engineers. BOX 13. 81/ 

7pp 25401*356. 24X Fiche : 50—329, 84V05/17, 8405220481. 


— B 4052300 5 5 Transcriot of JG Ktppl tT> 810116 d ep O s i t i on. P p 167-2^ 


DOCKETED ITEMS 


>40448 Transcript of GS Keeley 801023 deposition in Midland. MI. 
1-87. 

•LEY. G. S. Consumers Power Co. BOX 02. 80/10/23. 87pp. 

311:279. 24X Fiche: 50-329. 84/05/17. 8405220481. 


— 8406070232 "Contents 
Summaries - Aug. " 
PATON, W. NRC - No 
200pp. 25301:001. 


of Ul Paton 3-Ring Notebook Containing Transcr 

Detailed Affiliation Given. BOX 01. 84/05/0: 

24X Fiche: 50-329. 84/05/17. 8405220481. 


>40453 Transcript of S Afifi QO1031 deposition in Ann Arbor. MI. 
223-261. Related info end, inc luding GA program SAR change 
:ice & incomplete FSAR. 

[FI. S. Consumers Pouer Co. BOX 02. 80/10/31. 371pp. 

312:007. 24X Fi c h e : 50-329. 84/05/17, 8405220481 


—8406120055 Testimony of JG Keppler before ASLB re QA. Pp 1-5. Relatei 
info end. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 84/05/10. 

9pp. 25372:352. 24X Fiche: 50-329, 84/05/17, 8405220481. 


140464 Transcript of B Dhar 801217 deposition in Ann Arbor, MI. 
1-160. 

\R, B. Consumers Pouer Co. DHAR, B. Bechtel Corp. BOX 02. 
>12/17. 161pp. 25313:018. 24X Fi c h e : 50-329, 84/05/ 17, 

15220481. 


140467 Transcript of TR Thiruvengadam 801211 deposition in Chicago, 
Pp 1-61. 

[RUVENGADAM Consumers Power Co. BOX 02. 80/12/11. 63pp. 

313:178. 24X Fiche: 50-329, 84/05/17, 8405220481. 


140473 Transcript of UR Ferris 801210 deposition in Chicago, IL. 
1-172. 

IRIS, W. R. Bechtel Corp. BOX 02. 80/12/10. 173pp. 25313:241. 

< Fiche: 50-329, 84/05/17, 8405220481. 


140478 Transcript of UR Ferris 801211 deposition in Chicago, IL. 
173-252. 

IRIS, W. R. Bechtel Corp. BOX 02. 80/12/11. 79pp, 25314:053. 

< Fiche: 50-329, 84/05/17, 8405220481. 


140487 Exhibits 1-3 from TC Cooke 801022 deposition. 

3KE, T. C. Consumers Power Co. BOX 02. 80/10/22. 10pp. 

314:233. 24X Fiche: 50-329, 84/05/17, 8405220481. 


240491 Transcript of DE Horn 001022 deposition in Midland. MI. 
175-245. 

IN, D. E. Consumers Power Co. BOX 02. 80/10/22. 75pp. 

314:243. 24X Fiche: 50-329, 04/05/17, 8405220481. 


240496 Transcript of DE Horn ©01021 deposition in Midland, MI. 
1-174. 

^N, D. E. Consumers Power Co. BOX 02. 80/10/21. 174pp. 

314:317. 24X Fiche: 50-329, 84/05/17, 8405220481. 


D20144 Testimony of J© Keppler on 830616 before House Subcommittee 
Energy Sc Environ re NRC handling of const Sc QA problems 
Midland. 

PPLER.J. C, Region 3, Office of Director. BOX 06. 83/06/16. 

p. 25339:281. 24X Fiche: 50-329, 84/05/17, 8405220481. 


020194 Testimony of JO Keppler before ASLB re implementation of QA 
ogram. Related info end, including Tera Corp agenda for 
0413 meeting re IDCVP, 

PPLER, J. Q. Region 3, Office of Director. BOX 06. 84/05/06. 

pp. 25340:225. 24X Fiche: 30-329, 84/05/17, 8405220481. 


040348 Statement of BP Garde re problems of facility being 
adequately dealt w/by regulatory agencies. BP Garde 840213 
r to Governor of State of MI* T Hearron, Lone Tree Council, 

0213 ltr Sc proposal submitted by Lone Tree Council end. 

RDE, B. P. Government Accountability Project. BOX 09. 84/02/13. 

pp. 25367:253. 24X Fiche: 30— 329, 84/05/17, 8405220481. 


050011 Statement or ar warm** «*» u®n«i,r u* . . 

cility. Midland Daily New* article St marked-up affidavit by 
Kent end, 

RDE, B.P. Government Accountability Project. BOX 09. 82/06/29. 

pp. 25364:017. 24X Fiche: !|0-329 f 84/05/17, 8405220481 . 


050036 Statement of DP Saunders re const of facility by Bechtel Sc 
bcontractors for CPC. 

UNDERS, D. P. Affiliation Net . ^signed 1 , BOXJ39. 82/10/29. 8pp. 
365: 004. 24X Ffche: 50-329* 04-/05/17, 8405220481, 


070205 "Contents of U Paton 3— Ring Notebook Containing Deposition 
mmaries St Transcript Corrections." 

TON, U, Hearing Branch 4. BOX 01. 84/05/01. 175pp. 25300:004. 

4X Fiche: 50-329*84/05/17* 84O&220481. 


—8406120095 Testimony of JG Keppler before ASLB re implementation oi 
for soils work & remedial measures after 791206. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 84/05/10. 

44pp. 25373:328. 24X Fic h e : 50-329, 84/05/17, 8405220481 . 


— 8406120099 Testimony of JG Keppler before ASLB re QA program 
implementation prior to 791206. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 81/04/13. 

11pp. 25374:010. 24X Fiche: 50-329, 84/05/17. 8405220481. 


--8406120103 Testimony of JA Mooney before ASLB re remedial soils woi 
Annotated version also end. 

MOONEY, J. A Consumers Power Co. BOX 10. 84/05/10. 53pp. 

25374: 059. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120116 Testimony of JU Cook before ASLB re QA. 

COOK, J. U. Consumers Power Co. BOX 10. 84/05/10. 31pp. 

25374:151. 24X Fiche: 50-329. 84/05/17, 8405220481. 


— 84061201^1 Testimony of UR Bird before ASLB re QA. 

BIRD, U. R. Consumers Power Co. BOX 10. 84/05/10. 9pp. 

25375:021 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120126 Testimony of RA Uells before ASLB re QA. 

UELLS, R. A. Consumers Power Co. BOX 10. 84/05/10. 15pp. 

25375:030. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120131 Testimony of JA Mooney Sc RM Uheeler before ASLB re allei 
violations of Apr 30 ASLB order it Mar 1982 cable-pulling 
incident. 

MOONEY, J. A. , WHEELER, R. M. Consumers Power Co. BOX 10. 84/05/K 

14pp. 25375:045. 24X Fic he: 50-329, 84/05/17, 8405220481. 


— 8406120137 Testimony of BH Peck before ASLB re response to notice < 
violation from 830208 insp of diesel generator bldg. Related 
info end, including NRC open items list. 

PECK, B. H. Consumers Power Co. BOX 10. 84/05/10. 27pp. 

25375:059. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120297 Transcript of 831110 public meeting w/util it SScW. Pp 1-U 
Related info end. 

* Region 3, Office of Director. BOX 10. 83/11/10. 175pp. 

25379:176. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120627 Transcript of 830811 meeting w/inttrvenors in Midland, M 
Related news articles end. 

* NRC - No Detailed Affiliation Given. BOX 08. 83/08/11. 26p 

25354:112. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120630 Forwards transcript of NRC testimony before House 
Subcommittee on Energy it Environ of Committee on Interior it 
Insular Affairs on 830616. 

KAMMERER, C. Office of Congressional Affairs. BOX 08. 83/07/11 

GILINSKY Commissioners. 56pp. 25354:343. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406130002 Forwards Pages 8,790-8*795 from 830308 session re licen 
board request for QA policy Sc implementing witness. 

PATON, U. D. Office of the Executive Legal Director. BOX 08. 
83/04/13. KEPPLER, J. 0. Region 3, Office of Director. 9pp. 
25355:055. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130006 Transcript of 830616 oversight hearing before Subcommit 
on Energy Sc Environ of Committee on Interior Sc Insular 
Affairs in Wash ing ton, DC. Pp 1-173. Summary of NRC 830208 
meeting w/util St viewgraphs end. 

* House of Rep. * Interior Sc Insular Affairs. BOX 08. 83/06/16 

150pp. 25356:012. 24X Fi c he: 50-329* 84/05/17, 8405220481. 


— 8406130019 Transcript of RB Landsman 820419 deposition in Glen Ell 
IL re application of QA criteria Sc procedures to remedial 


— 8406130024 Transcript of RJ Cook 820409 deposition in Midland. MI re 
GA program under consideration for remedial soils work at 
p lant. 

COOK. R. J. Consumers Power Co. BOX 08. 82/04/09. 3pp. 

25357:275. 24X Fic h e : 50-329, 84/05/17. 8405220481 . 


— 8406130025 Transcript of DC Boyd 820430 deposition in Glen Ellyn, IL re 
status of instrumentation installation for underpinning 
work at plant. 

BOYD, D. C. Region 3. Office of Director BOX 08 82/04/30. 2p p 

25357:278. 24X Fic h e : 50-329, 84/05/17, 8405220481 . 


— 8406130026 Transcript of MJ Schaeffer 820527 deposition in Midland, MI 
re instrumentation installation for underpinning at site. 

SCHAEFFER, M. J. Consumers Power Co. BOX 08 82/05/27. 2pp. 

25357:280. 24X Fiche: 50-329, 84/05/17, 8405220481. 


—8406130028 Transcript of EL Jones 820602 deposition in Mid land, MI re 
status of drawings it procedures for underpinning 
instrumentation. Related info end. 

JONES, E. L. Consumers Power Co. BOX 08. 82/06/02. 5pp. 

25357:282. 24X Fiche: 50-329, 84/05/17, 8405220481. 


■8406130030 Transcript of AJ Boos 820528 deposition in Midland, MI re 
confusion between uti 1, Bechtel, NRR S< NRC over auxiliary bldg 
underpinning work to be G listed (under QA program). 

BOOS, A. J. Bechtel Corp. BOX 08. 82/05/28. 3pp. 25357:287. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


-8406130036 Transcript of DS Hood 820416 deposition in Bethesda.MD re 
GA for remedial foundation work at plant S< cable pulling for 
monitoring instrumentation to be relied upon during 
underpinning of auxiliary bldg. 

HOOD, D. S. Region 3, Office of Director. BOX 08. 82/04/16. 3pp. 

25357:290. 24X Fich e: 50-329, 84/05/17, 8405220481. 


-8406130042 Transcript of JD Kane 820414 deposition in Eethesda,MD re 
meeting w/util on resolving underpinning operations that 
require Q-listing. 

KANE, J. D. Consumers Power Co. BOX 08. 82/04/14. 2pp. 

25357:299. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


-8406130044 Transcript of WR Bird 820611 deposition in Midland, MI re 
status of installation of structural monitoring 
instrumentation for remedial soils work. 

BIRD. W. R. Consumers Power Co. BOX 08. 82/06/11. 2pp. 

25357:301. 24X Fi c h e : 50-329, 84/05/17. 8405220481 . 


106220259 Board Notification 84-120: forwards transcripts of 840426, 
0502 & 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fiche: 50-000, 84/06/20, 

8406220259. 


-8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


^6290299 Transcript of 840622 meeting between NRC it consultants it TDI 
Owners Group It consultants in Palo Alto, CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


Congressional /Executive Correspondence 


05220481 Partial response to FQIA request for 16 categories of 
records re Midland. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland it Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


B406120164 Forwards draft response to Senator Levin ltr re insp repts 
on facility QA program soil problems it const activities. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/04/28. 

REHM, T. A. Office of the Executive Director for Operations. 12pp. 
25376:184. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


3406120216 Requests that J Keppler, RM Gardner, R Landsman it RJ Cook 
attend Subcommittee on Energy it Environ hearing on 830616. 

Util & intervenor groups will attend. 

UDALL, M. K. House of Rep., Interior it Insular Affairs. BOX 10. 
83/06/02. PALLADINO, N. Commissioners. Ip. 25377:081. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8406120220 Requests testimony at 830616 hearing re NRC views ci 
remedial soils problem it breakdown of QA program. Statement 
should be submitted to subcommittee clerk 24 h prior to 
hearing 

UDALL, M. K. House of Rep., Interior & Insular Affairs. BOX 
83/05/06. PALLADINO, N. Commissioners. Ip, 25377' 082 24' 

Fiche. 50-329, 84/05/17, 8405220481. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents it correspondence 


8403220116 Forwards IE Insp Repts 50-329/83-08 it 50-330/83-08 on 
830510-840219 it notice of violation. 

SPESSARD, R. L. Division of Emergency Preparedness it Operational 
Support. 84/03/07. COOK, J. W. Consumers Power Co. 2pp. 2271 
24X Fiche: 50-329. 84/03/07. 84032201 16. 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. 
Kirkland it Ellis. 3pp. 23000:001. 24X Fi che: 50-329, 84/05/17! 
8405220481. 


— 7811300263 Agrees that Board should be made aware of prehearing 
conference scheduled for 781115 re settlement of diesel 
generator bldg foundations. Recommends use of end memo from 
Reg ion 3. W/o end. 

VASSALLO, D. B. Assistant Director for Light Water Reactors 
13. 78/11/09. ENGELHARDT, T. F. Hearings Division 2pp 

25399:247. 24X Fi c h e : 50-329, 84/05/17, 8405220481 


— 7812010006 Requests technical assistance to provide support ass 
u/resolution of settlement of structures at facility site. 
Acceptable resolution required prior to QL issuance. 

VARGA, S. A. Light Water Reactors Branch 4. BOX 13. 78/11/27 

DEYOUNG, R. Division of Site Safety it Environmental Analysis 
25402:222. 24X Fi c h e : 50-329. 84/05/ 17, 8405220481 . 


— 7901080057 Responds to 780814 ltr requesting info. status rept 
forwards 2 copies of "Status of Midland Project Units 1 it 
2" dtd 780822. W/o end. 

DIRCKS, W. Office of the Executive Director for Operations. 
13. 78/09/06. GRIFFIN, R. Senate. Ip. 25402:221. 24X 

Fiche. 50-329, 84/05/17. 8405220481. 


— 7901310077 Forwards supplemental second round questions re sett] 
of diesel generator bldg per discussions at 781203 it 04 
meetings it FSAR it PSAR review. CEncl 80081306461 
STEPP, J. C. Geosciences Branch. BOX 13. 79/01/17. VARGA, S. / 

Light Water Reactors Branch 4. 2pp. 25402:226. 24X 

Fiche: 50-329, 84/05/17, 8403220481. 


— 7901310153 Forwards list of significant open items as requested 
790109 memo. Topics include: load sequencer, conformance to 
R. G. 1. 108, diesel generator building settlement it main 
steamline valves. 

CHOPRA, 0. P. Power Systems Branch. BOX 13. 79/01/18. HOOD, I 

Light Water Reactors Branch 4. 3pp. 25402:227. 24X 

Fiche: 30-329, 84/03/17, 8405220481. 


— 7902280481 Summarizes 781129 telephone conversation w/Consumer's 
Babcock it Wilcox, it Bechtel re design of reactor coolant 
pump bolts, baseplates, it embedments. 

STEPHENS, R. Mechanical Engineering Branch. BOX 13. 79/02/01 

HOOD, D. Assistant Director for Light Water Reactors. Ip. 
25402:232. 24X Fiche: 50-329, 84/03/17, 8405220481. 


— 7903030046 Proposes NRC negotiate a contract with a geotechnical 
consulting firm to perform detailed review work re 
settlement problems w/generator bldg at facility, 

HELLER, L. W. Geosciences Branch. BOX 13. 79/01/31. DENISE, R 

Assistant Director for Site Technology. 2pp. 23402:230 . 24X 

Fiche: 50-329, 84/03/17, 8405220481. 


— 7904050181 Forwards request for addl info re structural aspects 
settlement of diesel generator bldg, 

SCHAUER, F. P. Systematic Evaluation Programs Branch (Pre 79062 
BOX 13. 79/03/15. VARGA, S. A. Light Water Reactors Branch 4. 
3pp. 25402:253. 24X Fiche: 50-329, 84/03/17, 84052204B1. 


— 7904130235 Summary of 790117 meeting w/util, Bechtel Associates 
Bethesda, MD to discuss PSAR changes & reg guides on QA. 

HOOD, D. S. Light Water Reactors Branch 4. BOX 13. 79/02/27. 

Light Water Reactors Branch 4. 21pp. 23402:233. 24X 

Fiche: 50-329, 84/03/17, 8403220481. 


UUUIXL 1 CL/ I I UVIO 


7904170070 Summary of 790306 site visit to observe status of soil 
preloading program being performed to consolidate fill in 
vicinity of & underneath diesel generator bldg. 

HOODi D. Light Water Reactors Branch 4. BOX 13. 79/03/20. 

Light Water Reactors Branch 4. 5pp. 25402:256. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


7906250462 Discusses annual update of const completion dates by NRC 
Caseload Forecast Panel which projects slip of 32-33 months 
beyond applicant estimate. 

HOOD, D. Light Water Reactors Branch 4 BOX 13. 79/05/15. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 2pp. 
25402:268 . 24X Fi c h e : 50-329, 84/05/1 7, 840522048 1 . 


7906250465 Submits revised estimate for scheduled const completion. 
KARI, S. M. Office of Management and Program Analysis. BOX 13. 
79/05/11. HOOD, D. Light Water Reactors Branch 4. Ip. 25402:267. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 800428041 5 Requests Bechtel/CPC documents re diesel generator bid 
foundation data survey program, consultant repts for plant 
fill fixes & compaction equipment evaluation rept. Needed for 
evaluation of applicant proposed remedial action. 

MCCALLISTER, P. Army, Dept. oF, Corps of Engineers. BOX 13. 
80/03/13. JACKSON, R. Division of Systems Safety. Ip. 25402: 
24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 8005020608 Forwards estimate of lifetime costs of continuing cons 
nuclear plant compared to constructing coal-fired plant. 
Continuing const of nuclear plant will be approx 10 7. less 
costly. 

NASH, D. A. Cost Benefit Analysis Branch. BOX 13. 80/04/10. 

SEALETTI, D. Environmental Projects Branch 2. 3pp. 25402:316. 
24X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


— 8006200865 Power Sys Branch input to first round questions. 

* Power Systems Branch. BOX 13. 78/04/20. 20pp. 25400:031. 

24X Fiche; 50-329, 84/05/1 7, 8405220481 . 


7907240221 Forwards corrected page to D Hood 790515 memo to D Vassallo 
correcting length of const delay for Unit 2 from 
"32-33 months" to "12 months. " 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/05/16. 

Light Water Reactors Branch 4. 2pp. 25402:270. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


7909260580 Forwards revised supplemental request for addl soils 
settlement info. Request revised per 790905 meeting w/util. 

HAASSiW. P. Quality Assurance Branch. BOX 13. 79/09/07. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 25402:280. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


7909290355 Requests addl info re QA program for design *< const. 
HAASS, W. P. Quality Assurance Branch. BOX 13. 79/08/29. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 25402:277. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


7910150079 Forwards request for addl info re review of changes to QA 
program for design & const of facility. 

HAASS, W. P. Quality Assurance Branch. BOX 13. 79/09/10. 

RUBENSTEIN. L. S. Light Water Reactors Branch 4. 2pp. 25402:283. 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


7910260324 Notifies of revised estimate re const comp letion. Util is 
preparing revised forecast to reflect recent increases in 
electrical quantities & TMI-2 impacts on licensing issues. 

Unit 2 const is estimated to be complete by June 1982. 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/10/02. 

VARGA, S. A. Assistant Director for Light Water Reactors. Ip. 
25402:289. 24X Fiche: 50-329, 84/05/17, 8405220481. 


7911160166 Summary of 791031 site visit to observe sump screen 
def ic iency. 

HOOD, D, Light Water Reactors Branch 4. BOX 13. 79/10/31. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. Ip. 25402:293. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006200926 Geosciences Branch input to first round questions. 

* Geosciences Branch. BOX 13. 78/06/15. 3pp. 25400: 102. 2 

Fiche : 50-329, 84/05/17, 8405220481. 


-—8006240665 Discusses treatment of Dow Chemical Co purchases in ev 
of facility delay or cancellation. 

FELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/28. 

HOEFLING, R. Hearing Branch 4. 2pp. 25403:010. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240673 Geosciences Branch input to first round questions. 
TURNB4ILL, R. Geosciences Branch. BOX 13. 78/02/23. 2pp. 

25400:105. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240674 Summary of 770428 meeting w/util in Bethesda,MD re ope 
training Sc qual if ications. Equipment Sc circuit separation 
criteria review end. 

POWELL, R. Light Water Reactors Branch 4. BOX 13. 77/05/05. 

Light Water Reactors Branch 4. 3pp. 25402:327. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


—8006240678 Auxiliary Sys Branch input to first round questions. 

* Auxiliary Systems Branch. BOX 13. 78/02/23. 6pp. 25400: C 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240683 Analysis Branch input to first round questions. 

* Analysis Branch. BOX 13. 78/02/21. Ip. 25400:093. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8006240684 Summary of 780213 meeting w/util in Bethesda,MD re uti 
program topical rept changes. 

BELKE, W. L, Quality Assurance Branch. BOX 13. 78/02/16. 

DEYOUNG, R. C. Division of Site Safety Sc Environmental Analysis. 
2pp. 25403:022. 24X Fiche: 50-329, 84/05/17, 8405220481. 


7912050540 Discusses followup on 791113 meeting. To max extent NRC 
consultants will be guided to use decision point meetings 
that culminate in declaration of final NRC position. 

KNIGHT, J. P. Assistant Director for Engineering. BOX 13. 

79/11/14. DENTON, H. Office of Nuclear Reactor Regulation, 
Director. Ip. 25402:294. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240688 Meteorology Section input to first round questions. 

SNELL, W Hydrology Meteorology Branch. BOX 13. 78/02/17. Ip 

25400:109. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240693 Matls Engineering Branch input to first round questioT 
* Materials Engineering Branch. BOX 13. 78/02/16. 2pp. 

25400:089. 24X Fich e: 50-329, 84/05/17, 8405220481. 


7912170375 Summary of 791126 telcon w/util re schedules delays for 
facility . Delays caused by increased quantities for 
electrical cabling & small piping & by projected changes for 
TMI-2 & open licensing issues. 

HOOD, D. S. Light Water Reactors Branch 4. BOX 13. 79/11/29. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. Ip. 25402:295. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


8001230098 Discusses telcon w/util re diesel generator fuel oil storage 
tanks elevation change Table 3. 1 1-1, Revi s i on 23 indicates 
elevation as 616 ft. Revision 25 indicates 622 ft. Util 
indicated reason for change was reference point change. 

BALUKJIAN, H. Power Systems Branch. BOX 13. 79/12/27. HOOD, D. 

Operating Reactors Branch 4 CPre 800428). Ip. 25402:296. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8004280409 Requests documents identified in 800313 Corps of Engineers 
ltr to NRC containing results of soil investigations 
completed after discovery of Aug 1978 settlement problem & 
covering soil explorations. 

JACKSON, R.E. Geosciences Branch. BOX 13. 80/03/31. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 2pp. 25402:313. 

24X Fiche: 50-329, 84/03/17, 8405220481. 


— 8006240704 Matls Engineering Branch input to first round questior 
# Materials Engineering Branch. BOX 13. 78/02/16. 2pp. 

25400:091. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240710 Radiological Assessment Branch input to first round 
questions. 

HINSON, C. S. Radiological Assessment Branch. BOX 13. 78/02/1: 

lp. 25400:101. 24X Fi che : 50-329, 84/05/17, 8405220481 . 


— 8006240717 Effluent Treatment Sys input to first round questions. 
* Effluent Treatment Systems Branch. BOX 13. 78/02/09. lp. 

25400:100. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240719 Auxiliary Sys Branch input to second round questions. 

* Auxiliary Systems Branch. BOX 13. 78/02/27. 2pp. 25400: < 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240728 Summary of 770323-25 Midland, MI site tour & interview- 
w/Midland City & County officials re evaluation of post & 
prospective community impacts associated w/facility const. 
KALTMAN, M. Cost Benefit Analysis Branch. BOX 13. 77/03/28. 

CLEARY, D. P. Cost Benef it Analysis Branch. lp. 25402:323. 2' 

Fiche: 50-329, 84/05/17, 8405220481. 


-8006240740 Forwards Hydrology-Meteorology Branch input to first round 
questions. 

HULMANi L. G. Hydrology Meteorology Branch. BOX 13. 77/10/11. 

VARGA, S. A Light Water Reactors Branch 4. ,2pp. 25403:016. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8006240742 Hydrology-Meteorology Branch input to first round questions. 
SNELL, W. Hydrology Meteorology Branch. BOX 13. 77/10/11. 3pp. 

25400:086. 24X Fiche: 50-329,84/05/17, 8405220481. 


-8006240743 Accident Analysis Branch input to first round questions. 
FERRELL, C. Accident Analysis Branch. BOX 13. 78/02/24. 3pp. 

25400:097. 24X Fiche: 50-329,84/05/17, 8405220481. 


■8006240753 Emergency Planning Branch input to first round questions. 
* Division of Project Management. BOX 13. 78/03/14. 2pp. 

25400:110. 24X Fich e : 50-329, 84/05/17, 8405220481. 


-8006240760 Informs that QA Branch has reviewed proposed changes to 
GA program per util 770516 submittal. GA program acceptable 
for design It const phase. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/07/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25403:012. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


•8006240766 Reviews util proposed criteria for pipe breaks within 
primary containment. Submits addl guidelines for completeness 
& clarification of paragraph 2. 2. 

BOSNAK, R. J. Mechanical Engineering Branch. BOX 13. 77/06/14. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25402:330. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8006240799 Hydrologic Engineering input to first round questions. 
JOHNSON, T. L. Hydrology Meteorology Branch. BOX 13. 78/02/23. 

Ip. 25400:108. 24X Fi c he : 50-329, 84/05/17, 8405220481 . 


8006240815 Informs that QA Branch has reviewed proposed changes to 
facility QA program & finds program acceptable. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25402:326. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8006240820 Informs that supplemental info requested in 770526 memo 
clarifies util criteria for administrative procedure 
separation per general design criteria «< is acceptable at 
CP stage. 

TEDESCQ, R. Assistant Director for Plant Systems. BOX 13. 
77/09/30. VASSALLO, D. Assistant Director for Light Water 
Reactors. Ip. 25399:249. 24X Fi c h e: 50-329, 84/05/ 17, 8405220481 . 


3006250460 Power Sys Branch input to second round questions. 

* Power Systems Branch. BOX 13. 78/09/19. 11pp. 25400:051 

24X Fiche: 50-329, 84/05/17, 8405220481. 


3006250474 Matls Engineering Branch supplemental input to second round 
questions. 

* Materials Engineering Branch. BOX 13. 78/08/21. Ip. 

25400:085. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1007010623 Mechanical Engineering Branch input to second round 
questions. 

* Mechanical Engineering Branch. BOX 13. 78/08/11. 5pp. 

25400:080. 24X Fiche: 50-329. 84/05/17, 8405220481. 


>007150658 Forwards rept covering Subtask 1 of Interagency Agreement 
NRC—03— 79— 1 67 re Midland Units 1 S< 2. Identifies unresolved 
issues ir. makes recommendations prior to SER preparation. 

GOODWIN, Z. M. Army, Dept, of. Corps of Engineers. BOX 13. 

80/07/10. JACKSON, R. Division of Safety Technology. 18pp. 
25402:003. 24X Fiche: 50-329, 84/05/17, 8405220481. 


003060622 Auxiliary Sys Branch input to second round questions. 

* Auxiliary Systems Branch. BOX 13. 78/08/02. Bpp 25400:072 

24X Fiche: 50-329, 84/03/17, 8405220481. 


008130646 Supp lementary second round questions re settlement of 
diesel gneerator bldg per discussions at 781203 & 04 
meetings & FSAR fc P3AR review. 

GILLEN, D. Geosciences Branch. BOX 13. 79/01/17. Ip. 25400' 107 

24X Fiche: 50-329,84/05/17,8405220481. 


308250386 Discusses unsuccessful attempt to contact W Reinmuth re 
800713 memo to G Fiorelli about bolting problems Sc proposed 
bolting reg guides, 

SELLERS, C. D. Materials Engineering Branch. BOX 13. 80/08/14. 

FAWLICKI/ S. S. Materials Engineering Branch. Ip. 25402-021 24X 

Fiche: 50-329, 84/03/17, B403220481. 


— 8009040463 Submits monthly rept re Energy Technology Engineerini 
technical assistance to NR C supporting LWR licensing 
activities. Pro ject cost summary rept encl. 

BATES, J. O. Rockuell I n ter na ti ona 1 Carp. BOX 13. 80/08/28. 

BOSNAK, R. J. Mechanical Engineering Branch. 3pp. 25402' 022 
Fiche: 50-329, 84/05/17, 8405220481. " 


— 8010170284 Requests inclusion of support in review schedule for 
holddown mods in present planning efforts. 

MIRAGLIA, F. J. Licensing Branch 3. BOX 13. 80/09/25. NOONAh 

Assistant Director for Matls & Qual. Engineering (Pre 830201) 
25402:030. 24X F i c h e : 50-329, 34/05/ 1 7, 8405220481 . 


— 8011240120 Forwards interrogatories for licensee re deformations 
buried piping due to differential soil settlement at 
facilities. Rapid response is necessary so evaluation can be 
made prior to hearing. 

BOSNAK, R. J. Mechanical Engineering Branch. BOX 13. 80/11/06 

MIRAGLIA, F. J. Licensing Branch 3. 3pp. 25402:037. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8101140441 Refers to RL Tedesco 801110 Itr re applicant 800829 r 
for relief from addl boring & testing of soil samples. 

Concurs w/NRC decision. 

MCCALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 13. 
80/12/02. LEARiG. Hydrologic Sc Geotechnical Engineering Bran 
6pp. 25400:025. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8103180134 Responds to request for review of vessel holddown mod 
Concludes that detensioned studs adequate w/ incorporati on of 
upper lateral support fix. Recommends upper lateral supports 
be added to prevent stress corrosion failures. 

PAWLICKI, S. Materials Engineering Branch. BOX 13. 81/03/09. 

MIRAGLIA, F. Licensing Branch 3. 3pp. 25402:040. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8103231078 Requests Div of Licensing arrange telcon between CPC I 
consultants w/Corps of Engineers Sc Geotechnical Engineering 
branch prior to util exploration at site. Also requests util 
provide one copy of PSAR to US Army Corps of Engineers. 

LEAR, G. E. Hydrologic Sc Geotechnical Engineering Branch. BOX 1 
81/03/17. MIRAGLIA, F. J. Licensing Branch 3. 2pp. 25402:050. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8103260320 Forwards input from Mechanical Engineering Branch resp 
to first set of util 801117 interrogatories re soil 
settlement. 

KNIGHT, J. P. Assistant Director for Comp. & Structures Engineer 
(Pre 830201). BOX 13. 81/03/17. TEDESCO, R. L. Assistant Dire 

for Licensing. 7pp. 25402:043. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8104280609 "Auxiliary Feedwater Sys Design Review Presentation. " 
* Consumers Pouer Co. BOX 13. 81/04/22. 150pp. 23402:057. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8105060338 Forwards US Army Corp of Engineers 810421 rept re Amen 
Rept will be basis for discussions at 810505-07 meetings w / 
util in Beth esda, MD. 

LEAR, G, Hydrologic & Geotechnical Engineering Branch. BOX 13. 
81/04/30. MIRAGLIA, F. J. Licensing Branch 3. 2pp. 25401:236. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8105060341 Forwards review rept re Amend 85. 

GOODWIN, Z. M. Army, Dept, of, Corps of Engineers. BOX 13. 
81/04/21. LEAR, G. Division of Engineering. 2pp. 25401:238. 
Fiche: 50-329,84/05/17, 8405220481. 


— 8105060343 Submits comments re info received from applicant throuj 
Amend 85. Shear strength parameters used in analyses are not 
representative parameters for soils for which analyses have 
been performed. 

MCCALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 13. 
81/04/16. LEAR, G. Hydrologic Sc Geotechnical Engineering Brand 
16pp. 25401:240. 24X Fiche: 50-329, 84/05/17, 8405220481. 


•8105260331 Summary of 810430 review meeting at Bechtel facility ir 
Arbor, MI, re auxiliary feedwater sys. Action items identified 
in auxiliary feedwater sys listed. 

SULLIVAN, T. Auxiliary Systems Branch. BOX 13. 81/05/18. HOOI 

Assistant Director for Licensing. 2pp. 25401:258. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8106130495 Summary of 810430 meeting w/uti 1, Bechtel & B&W in Ann fi 
MI re review of auxiliary feedwater sys & cold shutdown 
sys. 

PARR, 0. D. Auxiliary Systems Branch. BOX 13. 81/05/05. 

CHECK, P. S. Assistant Director for Plant Systems. 2pp. 25401:2 
24X Fiche: 50-329, 84/03/17, 8403220481. 


DOCKETED ITEMS 


07070248 Submits status of facility technical hearing review. 
Discusses status of mods re addl b or ing s» prop osed pipe 
supports Zt status of seismic rept. 

LEAR. 0. Hydrologic & Geotechnical Engineering Branch. BOX 13. 
81/06/ 17. VOLLMER.R.H. Division of Engineering. 2pp. 25401:260 
24 X Fiche: 50-329. 84/05/17. 8405220481. 


07270062 Notification of 810717 monthly project meeting in Bethesda. 
MD to discuss overall project coordination schedules, 
technical issues Zt status. review of interfaces & early 
identif ication of problem areas 

HOOD. D. S. Licensing Branch 4. BOX 13. 81/07/14. EISENHUT.D. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25401:262 
24X Fiche: 50-329, 84/05/17, 8405220481. 


08130119 Chemical Technology Section input to first round questions. 
Safety evaluation of NUREG-0737 Item II. B. 3 encl. 

* Chemical Engineering Branch. BOX 13. 81/07/31. 3pp. 

25400:094. 24X Fi c h e : 50-329, 84/05/17. 8405220481 . 


08280135 Notifies of 810821 monthly project meeting to provide 
overall project coordination on schedules, technical issues it 
status, review of interfaces Zt early identification of 
problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/08/11. EISENHUT , D. G. 

Division of Licensing. 4pp. 25401:269. 24X Fiche : 50-329, 

B4/05/17, 8405220481. 


10050012 Summarizes 810831 telcon w/util re grain size distribution 
from pilot holes for relocated dewatering wells. Curves of 
grain size distribution encl. 

HOOD, D. Licensing Branch 4. BOX 13. 81/09/08. Licensing 

Branch 4. 10pp. 25400:015. 24X Fiche: 50-329, 84/05/17, 8405220481. 


11090108 Notification of 811104 meeting w/util & Bechtel in Bethesda, 
•ID to discuss remedial plans for foundations to auxiliary 
bldg Zt svc water structure. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/10/28. ADENSAM, E. G. 

_icensing Branch 4. Ip. 25401:326. 24X Fiche : 50-329, 84/05/17, 

3405220481. 


11300173 Notification of 811117 meeting w/util Zt Bechtel in Bethesda, 
ID to integrate licensing Zt const schedules for remedial 
Foundation activities for auxiliary bldg. 

HOOD, D. S. Operating Reactors Branch 4. BOX 13. 81/11/13. 

iDEMSAM, E. G. Operating Reactors Branch 4. 3pp. 25401:330. 24X 

"iche: 50-329, 84/05/17, 8405220481. 


L211Q281 Forwards record of 811030 telcon W/US Army Corps of 
Engineers, util & Bechtel re 810930 technical rept on 
jnderpinning auxiliary bldg Zt feedwater isolation valve 
jits. Util will respond at 811104 meeting in Bethesda, HD. 

HOOD, D. Licensing Branch 4. BOX 13. 81/11/24. Consumers Power 

:o. 7pp. 25401:327. 24X Fiche: 50-329, 84/05/17, 8405220401. 


12170451 Notification of 811209 meeting w/util in Bethesda, MD to 

liscuss const & review schedules for soils remedial 

jctivities. 

■IOOD, D. S. Licensing Branch 4. BOX 13. 81/12/07. ADENSAM, E. 

.icensing Branch 4. 3pp. 25401:343. 24X Fiche: 50-329, 84/05/17, 

3405220481. 


12170610 Notification of 811210 meeting w/util Zt Bechtel in Bethesda, 
ID to discuss criteria Zt methods of evaluation for cracks 
in structures on plant fill. 

3QQD, D. Licensing Branch 4, BOX 13, 81/12/07. ADENSAM, E. G. 

.icensing Branch 4. 3pp. 25401:346. 24X Fiche: 50-329, 84/05/17, 

3405220481. 


12180030 Submits casework status repts for facilities. Abnormal 
iettling of saf ety-related piping Sc draft SER meetings 
liscussed. 

iQSNAK, R. J. Mechanical Engineering Branch. BOX 13. 81/12/02. 

JULLIVAN, E. J. Division of Engineering. Ip. 25401:342. 24X 

: iche : 50-329, B4/05/17, 8405220481. 


il 120385 Advises that util plan for evaluation of cracks in bldgs not 
eceived on target date. Schedule slippage may result. 
iNIQHT, J. P. Assistant Director for Comp, & Structures Engineering 
Pre 830201). BOX 13. 81/12/21. TEDESCO, R. L. Assistant Director 

or Licensing. Ip. 254©l;277. 24X Fiche: 50-329, 84/05/ 17, 

1405220481. 


--820125G019 Informs that applicant draft submittal re cracks in 
auxiliary bldg, svc water pump structure, d iesel generator 
bldg ?< foundations for borated water storage tanks was 
received late Zt is inadequate. 

KNIGHT, J. P. Assistant Director for Comp. It Structures Engineer: 
(Pre 830201). BOX 13. 82/01/08. TEDESCO, R. L. Assistant Direi 

for Licensing. Ip. 25400:014. 24X Fi c h e : 50-329, 84/05/ 1 7, 

8405220481. 


8201300409 Notification of 820111 meeting w/util Zt Bechtel in Betf 
MD to discuss cracks in concrete structures. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/12/28. ADENSAM, E. G. 
Licensing Branch 4. 3pp. 25401:279. 24X Fi che: 50-329, 84/05/1: 
8405220481. 


— 8201300413 Notification of 820113 meeting w/util Zt Bechtel in Bet! 
MD to discuss borated water storage tanks remedial actions 
for ring foundations, dynamic models, boring results, stresses 
in tanks & conditions for resetting tanks. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/12/28. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25401:282. 24X Fiche: 50-329, 84/05/17 

8405220481. 


— 8202030049 Responds to 811218 request for NRC Caseload Forecast Pi 
summary %>. findings for 1981 site visits. W/o encl. 

ADENSAM, E.G. Licensing Branch 4. BOX 13. 82/01/13. BUDWANI, F 

Gulf States Utilities Co. Ip. 25401:152. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8202030053 Requests NRC Caseload Forecast Panel presentation Zt sun 
for 1 9f§ 1 site visits. 

BUDWANI, R. Gulf States Utilities Co. BOX 13. 81/12/18. 

HOOD, D. S. Division of Licensing. 2pp. 25401:275. 24X 

Fiche: 50-329, 84/05/17, 0405220481. 


— 8202050083 Forwards US Army Corps of Engineers 811123 Zt 1208 ltrs 
transmitting H Singh testimony for ASLB hearings re diesel 
generator bldg, svc water pump structure & auxiliary bldg Zt 
W Otto testimony for diesel generator bldg. 

LEAR, G. Hydrologic tt Geotechnical Engineering Branch. BOX 13. 
82/01/05. ADENSAM. E.G. Licensing Branch 4. 2pp. 25401:285. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8202050089 Forwards HN Singh testimony for ASLB hearings re diesel 
generator bldg & svc water pump structure Zt WC Otto 
testimony re diesel generator bldg. 

GODWIN, Z. M. Army, Dept, of, Corps of Engineers. BOX 13. 
81/11/23. LEAR, G. Hydrologic Zt Geotechnical Engineering Branch 
lp. 25401:287. 24X Fi che : 50-329, 84/05/17, 8405220481 . 


— 8202050092 Forwards HN Singh testimony for ASLB hearings re diesel 
generator bldg & svc water pump structure & WC Otto 
testimony re diesel generator bldg. 

MCCALLISTER, P, Army, Dept, of, Corps of Engineers. BOX 13. 
81/11/16. LEAR, G. Hydrologic Zt Geotechnical Engineering Branch 
lp. 25401:288. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8202050100 Forwards HN Singh testimony for ASLB hearings re auxili 
bldg. 

GOODWIN, Z. M. Army, Dept, of, Corps of Engineers. BOX 13. 
81/12/08. LEAR, G. Hydrologic Zt Geotechnical Engineering Branch 
2pp. 25401:353. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8202050102 Forwards HN Singh testimony for ASLB hearings re auxili 
bldg. 

MCCALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 13. 
81/11/24. LEAR, G. Hydrologic Zt Geotechnical Engineering Branch 
lp. 25401:355. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


-8202170058 Notification of 820128 meeting w/CPC Zt Bechtel in Beth* 
MD to discuss underground piping. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/01/26. ADENSAM, E. G. 
Licensing Branch 4. 3pp. 25401:165. 24X Fiche: 50-329, 84/05/17 
8405220481. 


— 8202170428 Comments on QA plan for underpinning of svc water pump 
structure Zt auxiliary bldg. Plan describes activities 
specific to soils remedial work Zt commits util & Bechtel 
to comply w/GA program controls. 

HASSS, W. P. Quality Assurance Branch. BOX 13. 82/01/29. 

ADENSAM, E. Licensing Branch 4. lp. 25401:183. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8202240292 Summarizes 820126 telcon w/util it Bechtel re settlement 
measurements obtained since valve pits for borated water 
storage tank filled u/uater on 811028. 

HOODi D. S. Licensing Branch 4. BOX 13. 82/02/05. Licensing 

Branch 4. 8pp. 25401:186. 24X Fi c he: 50-329, 84/05/1 7/ 8405220481 . 


8203010267 Summary of 820112 meeting w/util in Glen Ellyn, IL re QA 
organization changes it underpinning. 

HOOD, D. S Licensing Branch 4. BOX 11. 82/01/29. Licensing 

Branch 4. 5pp. 25382:120. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8203100534 Summary of 811020 meeting ui/util in Bethesda, MD to discuss 
operational training It employee qual i f i cat i ons 
HOOD, D. Licensing Branch 4. BOX 13. 82/03/03. Licensing 

Branch 4. 13pp. 25401:036. 24X Fi c h e: 50-329, 84/05/ 17, 840522048 1 . 


3203180523 Forwards evaluation of util response to DNB during 
subcritical return to power following steam line break. 
Departure from DNB does not occur. 

BERLINGER, C. H. Core Performance Branch. BOX 13. 82/03/08. 

SHERON, B. Instrumentation it Control Systems Branch. 3pp. 
25401:049. 24X Fiche: 50-329, 84/05/17, 8405220481. 


3203190191 Notification of 820316-19 meetings w/util %>. Bechtel in Ann 
Arbor, MI to audit underpinning design of svc water pump 
structure it to discuss diesel generator bldg it borated water 
storage tanks. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/10. ANDERSON, E. G. 

Licensing Branch 4. 3pp. 25401:052. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


3203230209 Summary of 811020 meeting w/util in Bethesda, MD re staff 
evaluation of mgt it technical qualifications & resources. 

List of attendees, agenda it viewgraphs end. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/03. Licensing 

Branch 4. 32p. 25401:004. 24X Fiche: 50-329, 84/05/17, 8405220481. 


J204050231 Comments on three util submittals re subsurface geologic 
structure i>. stress state for Mi d land , MI . A1 1 unresolved 
issues satisfactori ly addressed within present limits of 
available info. 

PLANNER, H. N. Los Alamos Scientific Laboratory. BOX 13. 82/03/22. 

BROCOUM, S. NRC - No Detailed Affiliation Given. 2pp. 25401:064. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


204050435 Summary of 820223-26 meetings w/uti 1, Bechtel it consultants 
in Bethesda, MD re remedial actions for structures on plant 
fill. Miscellaneous data, draft testimony & one oversize 
figure end. Aperture card is available in Central Files. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/12. Licensing 

Branch 4. 225p. 25401:057. 24X Fi ch e : 50-329, 84/05/ 17, 8405220481 . 


204210192 Summary of 820304 meeting re soils hearing schedules. 
Attendee list end. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/15. TEDESCO, R. L. 

Assistant Director for Licensing. 6pp. 25401:058. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


204210773 Summary of 811214 it 820316 meetings w/util it B&tW in 
Bethesda, MD re supplemental ECCS calculations. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/03/25. Licensing 

Branch 4. 21pp. 25401:066. 24X Fi che : 50-329, 84/05/ 17, 8405220481 . 

204280556 Responds to F Rinaldi 820309 memo re soil liquefaction at 
facility. No need to consider effects of liquefaction on 
Category I structures as plant fill will be dewatered. 

LEAR, G. Hydrologic & Geotechnical Engineering Branch. BOX 13. 
82/03/30. KUO, P. T. Structural Engineering Branch. Ip, 

25401:087. 24X Fi ch e; 50-329, 84/05/17, 8405220481 . 


204290372 Summary of 820401 meeting w/util in Bethesda, MD re schedules 
for NRC review of soils remedial activities. 

HOOD, D. Licensing Branch 4. BOX 13. 82/04/09. Licensing 

Branch 4. 5pp. 25401:096 , 24X Fiche: 50-329, 84/05/17, 8405220481. 


205030599 Notification of 820416 meeting w/util it Bechtel in Bethesda, 
MD to discuss buried piping. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/04/13. ADEN SAM, E. G. 

Licensing Branch 4. 3pp. 25401:107. 24X Fic he : 50-329 , 84/05/17, 

8405220481. 


105210374 Forwards marked-up response to 820422 request for addl info 
re geotechnical-related issues on underpinning svc water 
pump structure V borated water storage tank. 

POULOS, S. J. Geotechnical Engineers, Inc. BOX 13. 82/05/17. 

KANE, J, Division of En pin earing. 6pp. 25401:120. 24X 

Fiche: 30-329, 84/05/1 7, 8405220481 . 


— 8206150015 Forwards review comments for util 820514 ltr in respi 
auxiliary bldg underpinning concerns. 

POULOS, S. J. Geotechnical Engineers, Inc. BOX 13. 82/06/11. 

KANE, J. Division of Engineering. 4pp. 25401:121. 24X 

Fiche. 50-329, 84/05/1 7, 8405220481 


— 8206150185 Forwards results of review of CPC 820507 ltr in respi 
to NRC concerns re limit analysis of svc water pump 
structure 

POULOS, S J. Geotechnical Engineers, Inc. BOX 13. 82/06/11. 

KANE. J. Division of Engineering. Ip. 25401:125. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


— 8206280114 Summary of 820611 meeting w/util in Bethesda, MD re st 
remedial work. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/06/18. Licensir 
Branch 4. 5pp. 25400:326. 24X Fiche: 50-329, 84/05/17, 840522C 


--8206290012 Forwards summary of 820608 telcon w/util re Enel 3 tc 
ltr an definition of Phase 2 underpinning activities it QA 
plan for soils activities. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/06/18. Licensir 

Branch 4. 26pp. 25401:126. 24X Fi c h e : 50-329, 84/05/ 17, 84052Z 


— 8206290629 Ack receipt of 820403 %>. 12 ltrs providing brief accou 
soil issues. Issuance of CP by Commission provides no 
assurance that OL will be granted. OL issuance depends on 
implementation of remedial actions. 

EISENHUT, D. G. Division of Licensing. BOX 13. 82/06/25. 

STAMIRIS, B. Affiliation Not Assigned. 5pp. 25400:331. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--8207130354 Forwards summaries of telcons w/util, some of which we 
cited in 820312 ltr transmitting testimony for OL hearings. 
Other telcons relate to licensing action. 

WEEKS, J. R. Brookhaven National Laboratory. BOX 13. 82/06/29 

TUROVLIN, B. NRC - No Detailed Affiliation Given. 4pp. 25400 
24X Fiche: 50-329, 84/05/17, 8405220481. 


-B207140304 Discusses Govt Ac countab i 1 i ty Project investigating p 
at p lant. Emp loy ees fear of reprisal for coming forward 
noted. News conference scheduled for 820629. Region may delay 
issuance of preliminary notification until info received. 
ADENSAM, E. G. Licensing Branch 4. BOX 13. 82/06/25. DENTON, I 

Office of Nuclear Reactor Regulation, Director. Ip, 25400:33 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8207290047 Advises that util will be required to perform analysis 
u/conservative settlement profile to show settlement 
induced stresses in replaced svc water pipe do not exceed 
allowable stress value of 3Sc. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineer 
(Pre 830201). BOX 13. 82/07/16. TEDESCO, R. L. Assistant Diri 

for Licensing. Ip. 25400:347. 24X Fiche: 50-329, 84/05/17, 

8403220481. 


— 8208040367 Forwards responses to MP Sinclair discovery questions 
degradation of steam tube integrity i>. matls used for reactor 
vessel fabrication. 

JOHNSTON, W. V. Assistant Director for Matls & Gual. Engineerinc 
(Pre 830201). BOX 13. 82/07/23. TEDESCO, R. L. Assistant Diri 

for Licensing. 14pp. 25400:350. 24X Fi ch e ; 30-329, 84/05/17, 

8405220481 , 


— 8208050056 Addresses Contention 40 re lack of adequate qualifical 
methods to satisfy requirements for saf ety-re lated equipment 
in response to 820709 request. 

ROSZTOCZY, 2. R. Equipment Qual i f i cat i on Branch. BOX 13. 82/Oi 

ADENSAM, E G. Licensing Branch 4. 2pp. 25400:348. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8208060085 Requests addl info in response to 820723 memo re auxil 
feedwater mod. Items 1 Zt 2 in end required prior to NRC 
approval to proceed w/mod. Resolution of items 3 & 4 required 
for final NRC approval of mod. 

BOSNAK, R. J. Mechanical Engineering Branch. BOX 13. 82/07/30. 

ADENSAM, E. G. Licensing Branch 4. 2pp. 25401:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481, 


— 8209140074 Summary of 820817 meeting w/util in Bethesda, MD re for 
for applicant request for NRC approval of soils const 
activities. List of attendees end. 

HOOD, D. Licensing Branch 4. BOX 13. 82/09/07. Licensing 

Branch 4. 37pp. 25400:151. 24X Fi c h e : 50-329, 84/05/ 17, S40522Q 


— 8209200109 Discusses contentions accepted at Midland B20812-13 
prehearing conference. Discovery questions must be filed by 
820831 w/exception of Sinclair Contentions 6,8 Si 16 for 
which discovery has not yet been dosed. 

ADENSAM, E. G. Licensing Branch 4. BOX 13. B2/0S/24. ROSZTQCZ 

Equipment Qua 1 i f i cat i on Branch. 32pp. 25400:112. 24X 

Fiche: 5j0-329, 84/05/17, 8405220481. 


DOCKETED ITEMS 


209270530 Notification of 820908 meeting w/util in Bethesda, MD to 
discuss QA program improvements. 

uioD>DS Licensing Branch 4. BOX 13. 82/09/08. ADENSAM, E. G. 

Licensing Branch 4. 3pp. 25399:194 24X Fiche: 50-329, 84/05/17. 

8405220481. 

210130030 Forwards Zack Co welding records which may relate to Midland 
& Clinton. Board 8 c parties should be notified. W/o end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 82/09/13. 

ANDENSAM, E. G. Licensing Branch 4. Ip. 25399:198. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


210150680 Board Notification 82-90: informing of weld deficiencies 
which raise questions re ability of control panels to 
perform safety function during seismic event. 

NOVAK, T. M. Assistant Director for Licensing. BOX 09. 82/09/28. 

Atomic Safety and Licensing Board Panel. 3pp. 25363:036. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


210180205 Forwards draft ltr requesting addl info from util on Reg 
Guide 1 . 58, Revision 1 re qualification of insp, exam 8< 
testing 8c audit personnel. 

HAASS, W. P. Quality Assurance Branch. BOX 13. 82/09/24. 

ADENSAM, E. Licensing Branch 4. Ip. 25399:202. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


210180220 Responds to 811102 ltr re qual if ication of insp, exam 8c 
testing & audit personnel. Addl info re util postion on Reg 
Guide 1. 58, Revision 1 requested. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 82/09/24. 

COOK, J. W. Consumers Power Co. 2pp. 25399:203. 24X 

Fiche: 50-329, 84/05/17, 8405220481 . 


1211040467 Summary of 820317 meeting w/ap p 1 i cant, Bech te 1 , B 8 cW, NUTECH Sc 
BNL in Bethesda, MD re facility seismic equipment 
gualification program. Attendance list & agenda end. 

HERNAN.R. W. Licensing Branch 4. BOX 13. 82/10/22. Licensing 

Branch 4. 31pp. 25399:208. 24X Fi c he : 50-329, 84/05/ 17, 8405220481 . 


1211160143 Summarizes branch comments on independent design 
verification program made prior to 821025 meeting w/util. 

HAASS, W. P. Quality Assurance Branch. BOX 13. 82/11/05. 

NOVAK, T. M. Assistant Director for Licensing. 2pp. 25399:240. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


9212210016 Board Notification 82-105: forward s info re alleged design 
deficiency in ASME Code Class I p i p ing. Cone ern relates to 
all PWR & BUR plants currently under OL review. 

NOVAK, T.M. Assistant Director for Licensing. BOX 09. 82/11/24. 

Atomic Safety and Licensing Board Panel. 2pp. 25363:034. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


3301190501 Board Notification 83-002: forward s info re lack of adequate 
QA on superstrut matl used in cable tray, conduit 8 c 
instrument supports. 

EISENHUT, D. G. Division of Licensing. BOX 13. 83/01/07. 

PALLADINO, N. J. Commissioners. 2pp. 25399:250. 24X 

Fiche: 50-329, 84/05/17, 0405220481. 


3301190522 Provides info on apparent deficiencies in Midland-Ross 
superstrut matl used for Class IE cable tray 8 < conduit 
supports, w/recommendat i on that appropriate board 
notification be considered. 

CREWS, J.L. Division of Resident, Reactor Project 8 c Engineering 
Programs. BOX 09. 82/12/16. EISENHUT, D. G. Division of 

Licensing. 25pp. 25361:169. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


330128 04 1 5 Provides info to aid in resolving emergency diesel 
generator exhaust sys hangar issue. Exceptions to Reg Guide 
1.29 not appropriate to sys. 

SRINIVASAN, h. Power Systems Branch. BOX 13. 83/01/21. 

ADENSAM, E.G. Licensing Branch 4. 2pp. 25399:314. 24X 

Fiche: 50-329, 84/05/17, 0405220481. 


3302020075 Recommends electric power sys (diesel generators) for 
inclusion in Independent Design Verification Program. 

Comments requested prior to 830208 meeting ur/app 1 ican t. 

EISENHUT, D. G. Division of Licensing. BOX 13. 83/01/27. 

MATTSON, R, J. Division of Systems Integration (post 811005). 3pp. 
25399:261. 24X Flch e; 50-329, 84/05/17, 8405220481. 


3303020452 Concurs w/830127 recommendation to use electric power sys 
(diesel generators) as second appropriate sys for inclusion 


— 8303180031 Requests review of TERA Corp engineering program 8 c QA pi 
for independent design 8c const verification program. W/o Enel 
1 8 < 2 

NOVAK, T M Division of Licensing. BOX 13. 83/03/11. 

MATTSON, R. J. Division of Systems Integration (post 811005). 5pp 
25399:265. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8303210208 Requests QA or safety review of Part 21 notification by 
Transamerica Delaval re starting reliability of diesel 
governor lube oil cooler. Applicant safety concern 8 c 
reliability evaluation end. 

HOOD, D. S. Licensing Branch 4. BOX 13. 83/03/14, TOMLINSON, E. 

Power Systems Branch. 12pp. 25399:270. 24X Fiche: 50-329, 

84/05/17, 8405220481. 


— 8303300169 Comments on RN Vollmer 830316 memo re plant independent 
design 8c const verification program. Evaluation of cracking 
of containment shell recommended as special effort in civil/ 
structure area. 

RINALDI, F. Structural 8c Geotechnical Engineering Branch. BOX 13 
83/03/23. SULLIVAN, T. Division of Engineering. 2pp. 25399:282 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8304010062 Advises that affidavits of TERA personnel have been revi 
V. are acceptable for independent design const verification 
program, per 830321 memo. All affidavits not received. 

MESSIER, M. Site Analysis Branch. BOX 13. B3/03/2B. SULLIVAN, T 

Division of Engineering. Ip. 25399:284. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8304040082 Designates GE Lear as acting assistant director for 
Components L Structures Eng ineer ing, Di v of Engineering, 
during author absence on 830328-0401. 

KNIGHT, J. P. Assistant Director for Comp. 8 c Structures Engineerin 
(Post 830201). BOX 13. 83/03/28. VOLLMER, R. H. Division of 

Engineering. Ip. 25399:285. 24X Fich e: 50-329, 84/05/17, 

8405220481. 


— 8304060551 Responds to B Garde FOIA Request 83-90 re IE insps 8 c 
evaluation on plant const activities on soils work that led 
to Spessard memo. Branch has no relevant documents. 

LEAR, G. Structural 8 c Ceotechnical Engineering Branch. BOX 13. 
83/03/31. WILSON, V. H. Management Analysis Branch. 2pp. 
25399:292. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8304200427 Responds to B Stamiris 830407 request for production of 
documents. Available documents per Items 4 8 c 5 re 
underpinning 8 c independent audits listed. 

RINALDI, F. Structural 8 c Geotechnical Engineering Branch. BOX 13 
83/04/15. ADENSAM, E. Licensing Branch 4. 2pp. 25399:290. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8305110051 Summary of 830413 meeting w/lE, Region III,Tera Corp, 
applicant 8 c two intervenor groups in Bethesda, MD re facility 
design 8c const verification program. 

RUBENSTEIN, L. Reliability 8 c Risk Assessment Branch. BOX 13. 
83/05/03. BUSLIK, A. Reliability 8c Risk Assessment Branch. 2pp. 
25399:294. 24X Fiche: 50-329, 84/05/17, 8405220481. 


--S305110221 Forwards generic evaluation for B 8 cW plants re new info 
concerning auxiliary feedwater effectiveness, as followup to 
Board Notification BN-83-21. Conclusions not affected by new 
info re plant DHR capability under accident conditions. 

MATTSON, R, J. Division of Systems Integration (post 811005). 
THOMPSON, H. L. Division of Human Factors Safety. BOX 09. 
83/04/18. EISENHUT, D. G. Division of Licensing. 16pp. 25361:11 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8306020354 Requests support to address coordination problem between 
NRR, Region III 8 c Div of Contracts re foundation 8 < 
underpinning consulting contracts. Contract extension 
u/subtaik recommended. 

KANE, J. Structural 8 < Geotechnical Engineering Branch. BOX 13. 
83/05/27. LEAR, 0. Structural 8 c Geotechnical Engineering Branch. 
3pp. 25399:300. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8306030085 Discusses exception to Reg Guide 1. 29, per Warnick 82102*) 
memo. Emergency diesel generator exhaust sys hangers within 
QA program. Applicant position per FSAR App A re Regulatory 
Position C. 4 of Reg Guide 1.29 not acceptable. 

KNIGHT, J. P. Assistant Director for Comp. 8 < Structures Engineerir 
(Pre 830201). BOX 13. 83/05/26. NOVAK, T. M. Assistant Directot 

for Licensing. Ip. 25399:299. 24X Fiche: 50-329, 84/05/17, 

8405220481. 
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DOCKETED ITEMS 


--8306080019 Board Notification 83-70: forwards info re continued const 
activities on Underpinning Pier KC-2, located beneath turbine 
bldg northeast portion in violation of nonconformance rept it 
hold tag. W/o end. 

NOVAK « T. li. Assistant Director for Licensing. BOX 06. 83/05/24. 

Atomic Safety and Licensing Board Panel 3pp. 25339:257. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


— 8303100415 Forwards NRR comments on const complet 
submittal in response to 830623 request. S&W app 
independent & qualified to perform review, 
EISENHUT, D. G. Division of Licensing. BOX 13. 
KEPPLER, J.G. Region 3, Office of Director. 8p 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8306090019 Forwards comments on summaries of 830307,08,0405 & 07 telcon 
conferences, transmitted by util 830414 ltr. Additions it revs 
necessary for complete & accurate record. 

KANE. J. Structural tt Ceotechnical Engineering Branch. BOX 13. 
83/05/31. HOOD, D. Licensing Branch 4. 8pp. 25399:306 . 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8303150024 Forwards SER re recent failures of A-2 
in B8tW FA 177 plants. 

JOHNSTON, W. V. Assistant Director for Matls, Ch 
Technology (Post 830201). BOX 13. 83/08/08. 

Assistant Director for Licensing. 4pp. 25399: 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8306140344 Requests review of TERA Corp 830518 expanded engineering 
program plan it project QA plan for facility independent 
design & const verification program. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/06/03. 

SPEIS, T. P. Division of Safety Technology. 2pp. 25399:316. 24X 

Fiche: 50-329, 84/05/1 7, 8405220481. 


— 8303290023 Forwards documents responsive to B Gar 
for info concerning structural adequacy of dies 
bldg. Record of FQI A processing time encl. 

LEAR, G. Structural it Geotechnical Engineering 
83/08/18. WILSON, V. H. Planning & Program Anal 
25399:357. 24X Fi c h e : 50-329, 84/05/ 1 7, 840522048 


— -8306220 124 Advises that only control room HVAC sys portion of proposed 
independent design it const verification program is within 
div scope of review. Comments it proposed mods encl. 

MULLER, D. R. Assistant Director for Radiation Protection. BOX 13. 
83/06/14. NOVAK, T. Assistant Director for Licensing. 3pp. 
25399:318. 24X Fiche: 50-329, 84/05/17, 8405220481. 


-8308310052 Board Notification 83-165; transmits re 
structural adequacy of diesel generator bldg it 
modified finite element analysis of bldg per 83' 
W/o ends. 

NOVAK, T. M. Assistant Director for Licensing. ; 

Atomic Safety and Licensing Board Panel. 3pp. 
Fiche; 50-329, 84/05/17, 8405220481. 


— 8307120170 Responds to util 830610 ltr presenting evaluation of 
explorations completed in SWPS area. App 1 icant recommendation 
that all proposed const dewatering wells be installed to min 
elevation of 570 f t, acc ep tab 1 e. 

KANE, J. D. Structural & Geotechnical Engineering Branch. BOX 13. 
83/06/30. LEAR, G. Structural & Geotechnical Engineering Branch. 
2pp. 25399:322. 24X Fi ch e : 50-329, 84/05/ 17, 8405220481 . 


— 8309300010 Clarifies 830316 memo re NRR assistance 
soils issues. In execution of Task Interface Agr< 
NRR should recognize that util changes represent 
ADENSAM, E. G. Licensing Branch 4. BOX 09. 83/< 

Structural It Geotechnical Engineering Branch. ; 
24X Fiche: 50-329, 84/03/17, 8403220481. 


— 8307130349 Reviews matl presented at 830627 meeting on const completion 
program. Structural Sc Geotechnical Engineering Branch has 
no substantive comments on matls. 

KNIGHT, J. P. Assistant Director for Comp. it Structures Engineering 
(Post 830201). BOX 13. 83/07/08. NOVAK, T. M. Assistant Director 

for Licensing. Ip. 25399:336. 24X Fiche: 30-329, 84/05/17, 

0405220481. 


— 8307130401 Offers no comments on const completion program sent 
w/830705 memo. 

MULLER, D. R. Assistant Director for Radiation Protection, BOX 13. 
83/07/07. NOVAK, T. M. Assistant Director for Licensing. Ip. 
25399:327 . 24X Fiche: 30-329, 84/05/17, 8405220481. 


* — 8309300021 Discusses NRR assistance in resolving « 
Recommends that periodic site visits be made in 
personnel to maintain awareness of underpinning 
WARNICK, R. F. Assistant Director for Licensing. 

NOVAK, T. Assistant Director for Licensing. 2f 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8310210108 Submits info re licensee 830509 decisic 
j#i . soils work due to violations of applied hold tag 
requirements, per present NRC procedures re boarc 
notif ications. 

WARNICK, R.F. Region 3, Office of Director. BO) 
EISENHUT, D. G. Division of Licensing. 2pp. 25C 
Fiche: 50-329, 84/05/17, 8405220481. 


--8307140128 Requests review it comments on encl const completion program 
proposed by util to improve project installation it insp 
status, sys const & QA imp 1 ementat i on. Comments requested by 
830706. W/o ends. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/07/05. 

SPEIS, T. Division of Safety Technology. 2pp. 25399:324. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8311300405 Trip rept re 831027 site visit re unres 
items from 831028 HVAC audit, No unresolved items 
Final safety evaluation will be provided under s 
cover. 

TER AO, D. Mechanical Engineering Branch. BOX 08 
BOSNAK, R. J. Mechanical Engineering Branch. lip 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8307190305 Advises of no comments on proposed const completion 
since program primarily pertains to QA/QC aspects. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
13. 83/06/30. NOVAK, T. M. Assistant Director for Licensing. 
25399:321. 24X Fiche: 50-329, 84/05/17, 8405220481. 


ogram, — 8312020060 Discusses contract w/Franklin Research 

technical assistance for underpinning it remedial 
"**** review it plan for communications among parties i 

lp - EISENHUT, D. G. Division of Licensing. BOX 08. 

KEPPLER, J. G. Region 3, Office of Director. 3pp 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8307190347 Submits comments on 830610 Rev 1 to const completion 
program & 830401 third party const implementation overview. 
Scope of program unclear. S&W presents reasonable case for 
qualif ication it independence. 

HOUSTON, R. W. Assistant Director for Reactor Safety. BOX 13. 
83/07/06. NOVAK, T. Assistant Director for Licensing. Ip. 
25399:326. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8307200488 Responds to 830705 request for review of const completion 
program. Review of JP Chawla it SW Baranow qual if ications for 
inclusion on third-party insp team recommended. Program 
acceptable. 

SPEIS, T. P. Division of Safety Technology. BOX 13. 83/07/08. 

NOVAK, T. M. Assistant Director for Licensing. Ip. 25399:335. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8307200559 Responds to 830705 request for review of const completion 
program. Program acceptable. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. it Environ 


--8402010509 Forwards safety analysis input re struc 
adequacy of HVAC sys, per Task Interface Agreemen 
Investigation did not disclose d i screpanc ies exp 
cause operating problems. 

JOHNSTON, W. V. Assistant Director for Matls, Che 
Technology (Post 830201). BOX 06. 84/01/24. N 

Assistant Director for Licensing. 12pp. 25337;; 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8402230321 Discusses 840124 memo re Task Interface 
Region III request for design adequacy of HVAC si 
tested bolts. Highest hardness found in sample bo 
Rockwell C 29, Testing unnecessary, 

JOHNSTON, W. V. Assistant Director for Matls, Chei 
Technology (Post 830201). BOX 06. 84/02/13. N! 

Assistant Director for Licensing. 2pp. 25337:21 
Fiche: 50-329, 84/05/17, 8405220481. 


DOCKETED ITEMS 


06020059 Summary o f 831004-07 
re safety-re lated portions of 
H 30 D-D. Licensing Branch 4. 
Branch 4. 20pp 25337:323. 


audit ?•: meeting w/util in Ann Arbor, MI 
HVAC sys. 

BOX 06 84/02/14. Licensing 

24X Fiche: 50-329, 84/05/17, 8405220481 


06020063 Summary of 831027 meeting w/util & Zack Co at site re open 
items from 831004-07 HVAC design audit Related info end, 
including status of allegations as of 840228 

-lOOD, D. Licensing Branch 4. BOX 06. 84/02/14 Licensing 

Branch 4. 66pp. 25337:343. 24X Fi c h e : 50-329, 84/05/ 1 7, 840522048 1 . 


36020074 Informs of results of credential checks on S&W personnel 
involved in independent assessment of soils remedial u»ork. 

3 HAFER, W. D. Region 3, Office of Director. BOX 06. 83/02/18. 

WARWICK, R. F. Region 3, Office of Director. 2pp. 25338:082. 24X 

riche : 50-329, 84/05/17, 8405220481. 


36020086 Requests concurrence w/program presented at 840307 meeting 
>e resumption of ASME Code & non-code mechanical work on 
snergency diesel generators. 

1UAMME, D. L. Consumers Power Co. BOX 06. 84/03/15. HARR ISON, J. J. 

Region 3, Office of Director 4pp. 25339:063. 24X 

■iche. 50-329, 84/05/17, 8405220481. 


16020096 Requests attendance at 840313 public meeting in Bethesda, liD 
■e IDCVP. 

iRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
130103). BOX 07. 84/02/28. EISENHUT, D. G. Division of Licensing 

2pp. 25343:007. 24X Fiche: 50-329, 84/05/1 7, 8405220481. 


16020 1 01 Informs of results of search for documents responsive to 
OIA Request 84-158 re Novak visits to site or region during 
iept-Dec 1982. 

IARNICK, R. F. Region 3, Office of Director. BOX 06. 84/03/21. 

WIDTH, P . Region 3, Office of Director. Ip. 25339:158 24X 

iche: 50-329, 84/05/17, 8405220481. 


6020103 Summarizes 840112 meeting re responsibility for IDCVP 
greements 1 i sted, inc lud ing technical support from NRR Sc 
egion III in reviewing design. 

ARTLOW, J. G. Division of QA, Safeguards S-. Inspection Programs 
Post 830103). BOX 07. 84/02/21. ADENSAM, E. Licensing Branch 4. 

2pp. 25343:051. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


60201 07 Requests documents sub j to end FOIA Request 84-158 re Novak 
isits to site or region during Sept-Dec 1982. Related info 
ndi including Tera Corp agenda for 840313 meeting re IDCVP, 

Region 3, Office of Director. BOX 06. 84/03/14. Region 3, 

ff ice of Director. 79pp. 25339:159. 24X Fi c h e : 50-329 , 84/05/ 17, 

405220481.. 


6020110 Responds to 830708 ltr & 830726 telcon re engineering 
roblems associated w/Midland & Palisades nuclear plants, 
equested info available at LPDR. 

ENCZER, W. B. Region 3, Office of Director. BOX 06. 83/07/27. 

AGNER, C. W. Michigan, State of. Ip. 25339:254. 24X 

iche: 50-329, 84/05/17, 8405220481. 


6020 111 Offers no comments on TERA white paper re IDCVP. Paper 
ifficult to understand , especial 1 y w/o detailed knowledge 
f various programs being implemented. 

S ESSARD, R . L. Division of Engineering. BOX 07. 83/08/23, 

iPPLER, J. G. Region 3, Office of Director. Ip. 25343:075. 24X 

iche: 50-329 , 84 / 05/17, 8405220481. 


b020 1 17 Confirms previous discussions re IDCVP to be conducted by 
ERA Corp. Pub lie Law 97-415 Section 13 requires NRC study 
f existing & alternative programs for improving const 

: s qa. 

\YL0R, J. M Division of QA, Safeguards & Inspection Programs (Post 
30103 ). BOX 07. 83/07/27. COOK, J. W. Consumers Power Co. 4pp. 

5343:101. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


>020 1 20 Discusses NRC participation in TERA Corp meetings re IDCVP. 
slated info end. 

)0D, D. S. Licensing Branch 4. BOX 07. 83/06/20. NOVAK, T. M. 

isistant Director for Licensing. 67pp. 25343:110. 24X 

che: 50-329, 84/05/17, 8405220481. 


i02Q 1 27 Recommends board notification re licensee 830509 decision to 
op remedial soils work due to violations of applied hold 
g requirements, Fact sheet end. 

RNICK, R. F. Region 3, Office of Director. BOX 06. 83/05/13. 

SENHUT, D. G. Division of Licensinn 4nn PSm.mQ' oao oay 


8406020135 Requests response to enc 1 ltr from constituent re progre 
of selection of independent auditors & dates of public 
meetings. 

LEVIN, C Senate. BOX 06 83/06/16. KAMMERER, C. Office of 

Congressional Affairs. 4pp. 25339:272. 24X Fi c he • 50-329, 

84/05/17, 8405220481 


■8406020140 Forwards draft response to Senator Levin 830616 ltr re 
constituent request for info on selection of independent 
auditors & dates of public meetings. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/07/01. 

REHM, T A Office of the Executive Director for Operations. 4pp. 
25339 274 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


■8406020151 Discusses implementation of TMI Action Plan (NUREG-0737 
NUREG-0660) at p lant. Re lated info end, including News 
Announcement 84-01 re NRC order requiring independent review 
of project mg t. 

HERNAN, R, Division of Licensing. BOX 06. 83/06/02. RAU, P. 

Midland Daily News Midland, MI. 6pp. 25339:359. 24X 

Fiche 50-329, 84/05/17, 8405220481. 


■8406020175 Forwards proposed response to B Garde 831014 ltr re appr 
of S&cW to conduct third party const implementation overview. 
Response w/author signature requested. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 83/10/31. 

REHM, T. A. Office of the Executive Director for Operations. 5pp. 
25346:266. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


•8406020180 Provides brief rept on Midland hearing sessions of 83092' 
& identifies matters to be handled by region 8c Ofc of 
Inves t i ga t ion s. 

LEWIS, S. H. Region 3, Office of Director. BOX 06. 83/09/22. 

KEPPLER, J. G. , DAVIS, A. B . , WARNI CK, R, F. Region 3, Office of 
Director. 2pp. 25340:157. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 


■8406020181 Requests addl info on memo re 831025 closed meeting w/ut 
concerning independent mgt audit. 

GARDE, B. P. Government Accountability Project. BOX 07. 83/11/26 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. KEPPLER, J. G. Region 3, Office of Director. 2pp. 
25346 :271 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— 8406020185 Forwards memo of conversation between JE Brunner 8< J Doni 
re alleged board order violation. 

BRUNNER, J. E. Consumers Power Co. BOX 06. 83/09/16. Atomic 

Safety and Licensing Board Panel. 3pp. 25340: 159. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406020196 Responds to 830310 ltr expressing concerns re const 
completion program. C lar i f i cations listed. 

KEPPLER, J. G, Region 3, Office of Director. BOX 07. 83/03/28. 

GARDE, B, P. Government Accountability Project. 3pp. 25346:314. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


■8406020200 Requests review of end info re Tera Corp engineering Sc ( 
program plan for IDCVP. Re 1 ated info end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 06. 83/03/11. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
VOLLMER, R. Division of Engineering. WARNICK, R. F. Region 3, 
Office of Director. 23pp. 25341:234. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


—8406020203 Summarizes 830307 meeting re facility const completion p! 
Lack of response to overwhelming public concerns re 
credibility of util & Bechtel Corp distressing. 

OARDE, B. P. Government Accountability Project. BOX 07. 83/03/10. 

KEPPLER, J. E. Region 3, Office of Director. 3pp. 25346:317. 24! 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020208 Ack receipt of 821022 Sc 1111 ltrs re views on QA Sc third 
party assessment at f ac i 1 i ty . El ements necessary to 
accomplish adequate review of QA matters listed. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 82/12/14. 

OARDE, B, P. Government Accountability Project. 2ppp. 25346:329. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020215 Submits comprehensive review of written matls 4c 
presentations from 821024 S< 1105 meetings between NRC 8< 
util. Comments submitted on behalf of former employees, local 
citizens & Lone Tree Council. 

OARDE, B, P. Government Accountability Project. BOX 07. 82/11/11 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
KEPPLER, J. 0. Region 3, Office of Director. 7pp. 25346:350. 24 


— 8406020225 Responds to 821005 ltr re, open meeting issue & adequacy 
of QA program. Meet ings u/1 icensee re SALP findings 
adequacy of QA should be held in public. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07 82/11/23. 

CARDE, B. P. Government Accountability Project 2pp. 25346:359. 
24 X Fiche: 50-329,84/05/17, 8405220481 


— 8406020230 Lists indications of lack of responsiveness to facility 
problems re increased workload J V staff shortages Affidavits 
remain uninvestigated. Related info enc 1 , inc 1 ud ing R Landsman 
concerns 

GARDE, B. P. Government Acc ountabi 1 ity Project. BOX 07. 82/10/05 

KEPPLER# J. Region 3, Office of Director. 10pp 25347:020. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020241 Discusses 830908 revised schedule for Div of Engineering 
work re Landsman concerns. No further slippage should occur 
Consideration of end B Garde ltr requested. W/o end. 

EISENHUT, D G. Division of Licensing BOX 07. 83/09/2 0. 

VOLLMER. R. H. Division of Engineering. Ip. 25348:096. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020249 Responds to 830727 request for comments re RB Landsman 
830719 concerns for diesel generator bldg. Listing of 
transcript pages will permit revieu/er to recognize & 
evaluate similarities & differences. 

KANE, J. Structural & Geotechnical Engineering Branch- BOX 07. 
84/05/07. LEAR, G. Structural St Geotechnical Engineering Branch. 
9pp. 25348:262. 24X F i ch e ; 50-329, 84/05/ 1 7, 840522048 1 . 


— 8406020254 Forwards initial response to R Landsman concerns re 
integrity of diesel generator b ldg, prepared during 830728 
working meeting. 

RINALDI, F. Structural & Geotechnical Engineering Branch. BOX 07 
84/05/07. KUO, P. T. Structural it Geotechnical Engineering Branch. 
10pp. 25348:271. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— 8406020260 Requests confirmation that util & S&W will adopt protocol 
governing communications for S&W independent third party 
overview of const completion program 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 83/09/15. 

COOK, J. W. Consumers Power Co. 5pp. 25348:323. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


—8406020264 Forwards affidavits &c resumes of underpinning work 
independent assessment team, ioncluding JE Springer & 

WC Craig. Individuals meet independence requirements 

LUCKS, A. S. Stone it Webster, Inc. BOX 07. 83/08/09, HARRISON, J 

Region 3, Office of Director. 17pp. 25348:352, 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406020266 Informs of completion of competent audit of individuals 
assigned by S&W to work on third party const implementation 
overview at facility, per request. Individuals competent. 

MILLER, J. R. Region 3, Office of Director. BOX 07. 83/06/13 

WARNICK.R. F. Region 3, Office of Director. Ip. 25349:017. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020268 Discusses S&W proposed third party const implementation 
overview for facility const completion program. Plan meets 
requirements. Proposa 1 approved. 

HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/05/23. 

WARNICK, R. F. Region 3, Office of Director. Ip. 25349:018. 24X 

Fiche: 50-329, 84/05/17, B405220481. 


— 8406020295 "Analysis of CPC Proposed Const Comple 
CARDE, B. P. Government Ac c ountab i 1 i ty Project. 
19pp. 25350:149. 24X Fiche: 50-329, 84/05/17, 8^ 


--8406020300 Forwards B Garde (Govt Accountability 
licensing case as major pr o j ec t. Requests clarif 
comments during telcon stating expectation to -f 
disposition on steam generator contention. 
SINCLAIR, M. Sinclair, M. BOX 07. 83/01/19. 

Atomic Safety and Licensing Board Panel. 10pp. 
Fiche 50-329, 84/05/17, 8405220481. 


--8406020308 Submits review of written matls & pres 
821024 it 1105 meetings. Comments submitted on be 
former employees, local citizens 8*. Lone Tree Cou 
GARDE, B. P. Government Accountability Project. 
DENTON, H. P Division of Licensing. KEPPLER, J. 
of Director. 35pp. 25350:178. 24X Fiche: 50-3 

8405220481 


— 8406020313 Forwards summary of const completion p 
meeting . Sine e meeting, program has undergone con 
development it evolution. Program is positive ste 
advancement of project goals. 

COOK, J. W. Consumers Power Co. BOX 07. 83/01/ 

Region 3, Office of Director. 33pp. 25350:213 

Fiche. 50-329, 84/05/17, 8405220481. 


— 8406020334 Forwards evaluation of util const comp 
adequate for identifying p r ob 1 ems . Ap pr ova 1 mech 
confirmatory order. 

HARRISON, J. J. Region 3, Office of Director. E 
WARNICK.R. F. Region 3, Office of Director. 5p 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020344 Rev 1 to QA plan for third party const 
overv i ew. 

BARANOW, S. W. , KELLY, R.B. Stone Webster, Inc. 
14pp. 25351:307. 24X Fi c h e : 50-329, 84/05/ 17, 8 


--8406040236 Summarizes 821228 telcon w/ASLB re fac 
hearing s c h ed ul e. Sc h ed u 1 e discussed w/board subi 
Related info encl. 

PATON, W. D. Hearing Branch 2. BOX 07 83/01/0! 

- No Detailed Affiliation Given. 4pp. 25350:2' 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040298 Board Notification 82-98: forwards Regii 
confirmatory action ltr re problems in remedial 
requal if ication program. 

NOVAK, T. M. Assistant Director for Licensing. 1 
Atomic Safety and Licensing Board Panel. 3pp. 
Fiche; 50-329, 84/05/17, 8405220481. 


— 8406040302 Confirms actions discussed in 820924 tt 
remedial soils QC r equa 1 i f i cat i on program. 
KEPPLER, J. G. Region 3, Office of Director. BO) 
COOK, J. W. Consumers Power Co. 2pp. 25363:046. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040304 "Const Project Evaluation of CPC Midlar 
Units 1 & 2. " 

* Management Analysis Co. BOX 09. 83/03/02. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020272 Forwards JA Mooney 830224 ltr re revs to soils remedial 

independent assessment scope. Rev will permit Region III to --8406040307 Forwards "Const Project Evaluation of C 

conclude evaluation of S&U as independent assessor Project. " Midland licensing board should be noti 

MILLER, D. B. Consumers Power Co. BOX 07. 83/02/24. SHAFER, W, D, encl. 

Region 3, Office of Director. 3pp. 25349:074. 24X WARNICK, R. F. Region 3, Office of Director. BO) 

Fiche: 50-329, 84/03/17, 8405220481. EISENHUT, D. G. Division of Licensing. Ip. 253d 

Fiche : 50-329, 84/03/17, 8405220481. 


— 8406020278 Forwards NRR comments on const completion plan* in response 

to 830623 memo. NRR it IE comments will be combined w/Region — 8406040332 Requests, on behalf of Lone Tree Council 

III comments & will be issued to util. immediate action by modifying CP to include mand 

EISENHUT, D. G. Division of Licensing. BOX 07. 83/08/03. points on balance of plant work . Cert i f icate of £ 

KEPPLER* J. G. Region 3, Office of Director. 7pp. 23349: 105, 24X Related info encl, including miscellaneous news a 

Fiche: 50-329, 84/05/17* 8405220481. OARDE, B. P. Government Acc ountability Project. 

PALLADINO, N. , GILINSKY, V. , AHEARNE, J. Commissio 
25367:013. 24X Fi ch e: 50-329, 84/05/17, 8405220481 

— 8406020283 Comments on 830610 const completion program. Pha se 1 
implementation will be on area-by-area basis, but will be 

accomplished by teams w/sys responsibility. Related — 8406040357 Responds to 831113 ltr re NRC approval 

info enc 1 , inc lud ing viewgraphs from 830811 public meeting, independent reviewer for QA implementation overv 

HARR ISON, J. J. Region 3, Office of Director. BOX 07. 83/07/27, work. No inconsistencies found within Govt Accoun 

WARNICK* R. F, Region 3, Office of Director. 11pp. 25349:236. 24X Project position. 

Fiche: 50-329* 84/05/17* 8405220481. DEVINE, T. , OARDE, B. Government Accountability P 

83/12/22. REHM, T. A. Office of the Executive Di 
Operations. 2pp. 25367:295. 24X Fi che ; 50-329, 

— 8406020291 Responds to 830623 request to review const completion 8405220481. 

program. Forward s comments. SS«W has sufficient independence & 
competence to perform third party assessment of program. 

W/o encl. 

TAYLOR, J. M. Division of QA, Safeguards it Inspection Programs (Post 

S301Q3) RflY 07 Pi/fl7/no LIADKirri/ d c- nii,,. «.c 


DOCKETED ITEMS 


i,0403 62 Presents questions on issues raised at NRC 831025 closed 
jeting re S&W nomination of CPC soils work . Renews request 
]r NRC approval of CPC mg t audit to be conducted w/regard 
jr requirements of SECY-82-1003. 

iRDEi B. P. Government Accountability Project. BOX 09. 83/11/26 

:Y0UNG,R.C. Director's Office, Office of Inspection and 
iforc ement. KEPPLER, J. G. Region 3, Office of Director. 2pp. 
5367:303. 24X Fich e : 50-329, 84/05/17, 8405220481 


5040364 Responds to 831014 Itr re Region III 830929 approval of S&W 
3 conduct third-party const implementation overview of 
3 nst completion program. NRC intends to monitor 
Ffectiveness of S&W. 

[HM, T. A. Office of the Executive Director for Operations. BOX 
l 83/11/15. GARDE» B. P. Government Accountability Project. 

,p. 25367:305. 24X F i c h e : 50-329, 84/05/ 17, 840522048 1 . 


>040368 Forwards proposed response to B Garde 831014 ltr. Control 
icket indicates that response should be prepared for 
Lgnature. Requests opportunity to respond, as comments appear 
i be directed at Region III ofc.' 

[PPLER, J. G. Region 3, Office of Director. BOX 09. 83/10/31. 

[HM, T. A. Office of the Executive Director for Operations. 5pp, 
5367: 307. 24X Fic h e : 50-329, 84/05/17, 8405220481 . 


,040375 Comments on review of criteria for independence b competence 
lployed in procedural official approval of S&W to conduct 
lird-party const implementation overview, S&W presence at 
icility cannot rebuild NRC or public confidence. 

*RDE, B. P. Government Accountability Project. BOX 09. 83/10/14. 

[PPLER, J. G. Region 3, Office of Director. 3pp. 25368:001. 24X 

che: 50-329, 84/05/17, 8405220481. 


— 8406040406 Clarifies 821210 discussion re site tour by one of Govt 
Accountability Project witnesses. 

GARDE, B P. Government Acc ountab i 1 ity Project. BOX 09. 82/12/12. 
SHAFER, W. D. Region 3, Office of Director. 2pp. 25363:313. 24X 
Fiche 50-329, 84/05/17, 8405220481. 


— 8406040407 Ack receipt of 821022 b 1111 1 tr s, c onvey ing Govt 
Accountability Project views on QA matters & third party 
assessment at facility. No documents are in NRC possession, 
per 821111 request. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/12/14. 

GARDE, B. P. Government Accountability Project. 2pp. 25363:315. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040408 Responds to 821005 ltr re problems at const 
issue of "open" meetings on plant project matters b 
assessment of adequacy of QA program. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 
GARDE, B. P. Government Accountability Project. 2pp. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


site, addressi 


82/11/23. 
25363: 343. 


- -8406050006 Submits comments on behalf of State of MI residents re 
question of structural integrity. 

GARDE, B. P. Government Accountability Project. BOX 09. 82/10/05. 

KEPPLER, J. Region 3, Office of Director. 4pp. 25364:004. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


— 8406050016 Summarizes 820917 telcon w/B Garde, Govt Accountability 
Project, re facility. 

SHAFER, W. D. Region 3, Office of Director. BOX 09. 82/09/17. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25364:045. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


i040382 Forwards relevant documentat ion for overview of problem re 
:e of Form 3002 by Bechtel to keep current or former 
ichtel employees from sharing info about const problems on 
iclear plant sites w/NRC, press or public. 

iRDE, B. P. Government Accountab i lity Project. BOX 09. 83/08/19. 

[YOUNG, R. Office of the Executive Director for Operations. 3pp. 
i368: 006 . 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— 8406050020 Comments on Feb 1983 public meeting between CPC & NRC. 
Requests Div of Licensing order independent audit of 
facilities. 

ROMO. L R. Lone Tree Council. BOX 09. 83/04/21. KEPPLER, J. 

Region 3, Office of Director. Ip. 25364:352. 24X 

Fiche. 50-329, 84/05/17, 8405220481 


,040385 Forwards final rule published in FR on 820714 re protection 
employees who provide info ( 10CFR 19, 30, 40, 50, 60, 70, 72 b 
iO) b revised NRC Form 3, per 830329 request. W/o encls. 

[HM, T. A. Office of the Executive Director for Operations. BOX 
'. 83/04/26. GARDE, B. P. Government Accountability Project. Ip. 

15368:009. 24X Fiche: 50-329, 84/05/17, 8405220481. 


,040391 Advises that 830420 memo, transmi tting documents requested by 
vt Accountability Project (GAP), also indicated that addl 
cuments requested verbally by GAP would be provided by 
gian III in future. List of previous GAP requests end. 

,RNICK, R. F. Region 3, Office of Director. BOX 09 . 83/04/22. 

,TON, W. D. NRC - No Detailed Affiliation Given. 6pp. 25368:112. 

•X Fiche: 50-329, 84/05/17, 8405220481. 


040397 Responds to 830310 ltr expressing concern re util const 

mpletion p rogram. Clar i fi cation also provided re 830208 

eting. 

PPLER, J. G. Region 3, Office of Director. BOX 09. 83/03/28. 

,RDE, B. P. Government Accountability Project. 3pp. 25368:139. 

X Fiche: 50-329, 84/05/17, 8405220481. 


040400 Requests answers to listed questions re steps taken by NRC 

nee B30208 meeting concerning util const completion 

ogram. 

RDE, B. P. Government Accountability Pro ject. BOX 09. 83/03/10. 

PPLER. J. E. Region 3, Office of Director. 3pp. 25368:142. 24X 

che: 50-329, 84/05/17, 8405220481. 


040402 Forwards affidavit containing allegations re facility, 
fidavit given to NRC by T Devine, Govt Accountability 
eject, during 830208 public meeting. Affidavit entered into 
C allegation tracking sys. 

IEZEK, J. Director's Office, Office of Inspection and 
for cement. BOX 09. 83/02/09. FITZGERALD, J. Office of 

vestigation. 4pp. 25363:297. 24X Fiche: 50-329, 84/05/17, 

05220481. 


040403 Forwards aff idavit of RA Peyry re alteration of 
cumentation by Zack Co. 

KTQR, D. L. Government Accountability Pyp jict. BOX 09. 83/02/25. 

HAFER, W. Region 3, Office of Director, 9pp. 215363:301. 24X 

che: 50-329, 84/05/17, 8405220481. 


— 8406050081 Advises that addl reviews of matl procurement resulted in 
identification of items not previously noted in 820917 ltr 
(CSC-6323) . Confirms NRC author i zation to procure listed 
non-Q items. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/10/27. SHAFER, W. D. 

Region 3, Office of Director. Ip. 25369:063. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050084 Informs of decision to modify commitment on proof load 
jacking of FIVP, as made in 820618 ltr. Justification 
provided for not performing four point proof load jacking of 
FIVP temporary support sys. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/09/21. SCHAFER, W. D. 

Region 3, Office of Director. 2pp. 25369:162. 24X 

Fiche: 50-329, B4/05/17, 8405220481. 


— 8406050088 Informs of plan to procure all non-Q matls for underpinni 
of auxiliary bldg b sve water pump structure. Old lists b new 
items consolidated for request to procure non-Q items. List 
approved items for auxiliary bldg underpinning. 

MILLER, D. B, Consumers Power Co. BOX 09. 82/09/17. SHAFER, W. D. 

Region 3, Office of Director. 3pp. 25369:183. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050099 Forwards 830401 info for updating status of facility for 
NRC yel lowbook. Const is 79X complete for Units 1 St 2. 

MILLER, D. B. Consumers Power Co. BOX 09. 83/05/06. 

HARTFIELD, R. A. Management Information Branch. 5pp. 25369:341. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050102 Forwards draft Rev 5 to MPQP-1, "Quality Plan for 
Underpinning Activities." Requests approval of listed 
activity per work authorization procedure. 

MILLER, D. B. Consumers Power Co. BOX 09. 83/01/03. SHAFER, W. D. 

Region 3, Office of Director. 2pp. 25371:052. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8406050106 Forwards “Work Activity List for Jan 1983" for remedial i 
work, per NRC-util work authori zation procedure. Author ization 
of specific work items requested. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/12/22. SHAFER, W. D. 

Region 3, Office of Director. 15pp. 25371:054. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050130 Requests approval of listed work activities re beam 
connections mod per NRC-util work auth or 1 zat i on procedure. 
W/one oversize drawing. Aperture card is available in PDR . 
MILLER, D B Consumers Power Co BOX 09. 82/11/09. SHAFER, 

Region 3. Office of Director. 3pp. 25371:088. 24X 

Fiche 50-329, 84/05/ 1 7. 8405220481 


W. 


D. 


— 8406070334 Recommends forwarded info be considere 
board notification re qualification of componer 
Board Notification 78-27. 

THOMPSON, D. Executive Officer for Operations £ 
79/05/17 VASSALLO, D. B. Assistant Director fc 
Reactors lp. 25303:165. 24X Fi ch e : 50-329, 84 


— 8406050133 Documents agreements reached during 821026 telcon w/Land 
re open soils issues. Concurrence from Landsman obtained on 
listed items. _ 

MILLER, D. B. Consumers Power Co BOX 09 82/10/28. SHAFER, W. D. 

Region 3, Office of Director lp 25371 092 24X 

Fiche 50-329. 84/05/1 7, 8405220481 


— 8406050139 Forwards "Work Activity List for Oct 1982" for remedial 
work. per NRC-util work authori zation procedure. Author i za tion 
of specific work items requested. Requests priority handling 
for listed activities. 

MILLER, D B Consumers Power Co BOX 09. 82/09/24. SHAFER, W. D. 

Region 3, Office of Director 16pp. 25371.094. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


- -8406050 145 Requests reauthor i zation for remedial soils work activitie 
re const groundwater control. Forwards Rev 3 to Section 6.4, 

‘•Const Groundwater Control, " Spec 7220-C-194(Q> Ze drawings. 

W/o drawings. Related info end. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/09/24. SHAFER, W. D. 

Region 3, Office of Director. 23pp. 25371:110. 24X 

Fiche. 50-329,84/05/17.8405220481 


— 8406050151 Forwards list of audit repts & certain other documents 
issued by MPGAD. 

BRUNNER, J. E. Consumers Power Co. BOX 09. 83/01/10. 

BECHHOEFER. C. , HARBOUR, J. Atomic Safety and Licensing Board Panel. 

COWAN, F. P. Affiliation Not Assigned. 3pp. 25371:226. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


man — 8406070336 Forwards DB Vassallo 790529 denial of 

recommended in JG Keppler 790420 memo re addl i 
concerning diesel generator settlement problem, 
initially reported to board on 781116, 

THORNBURG, H. D. Division of Reactor Constructic 
01. 79/06/06. KEPPLER, J G. Region 3, Chicago 
Director. lp. 25303:166. 24X Fich e : 50-329, 84 

oil 

— 8406070338 Recommends that addl repts on diesel g 
foundation it qua 1 i f i cat i on of components not be 
board. Board Notification 78-27 previously addre 
Gual i f i cat i on program does not necessitate noti 
V/ASSALLO. D. B. Assistant Director for Light Wat 
01. 79/05/29. CHR ISTENBUR Y* E. Hearings Divis 

25303 :167. 24X F i c h e : 50-329, 84/05/1 7, 840522048 


— 8406070340 Summary of 790816 site meeting re stat 
soils settlement issue. 

HOOD, D. Light Water Reactors Branch 4. BOX 01 
Light Water Reactors Branch 4. 5pp. 25303: 175 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070345 Notification of rescheduled 791109 mee 
to discuss history of const problems to date & 
whether specific action required. 

SHEWMAKER, R. E. Division of Reactor Constructio 
01. 79/11/05. THORNBURG, H. D. Division of Rea 

Inspection. lp. 25303:215. 24X Fiche: 50-329, 


-8406070295 Summarizes 800116 meeting w/util re plant fill settlement 
issue & licensee 791119 response to supplemental 
10CFR50 54(f) Questions 24 through 35 

GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BOX 01. 

80/01/21. FIQRELLI, G. Region 3, Chicago, Reactor Construction it 
Engineering Support Branch. 2pp 25302:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070347 Notification of 791128 meeting in Beth 
history of const problems to date U to determin 
specific action r equ ired . Par ti c i pant s listed. Re 
end. 

SHEWMAKER, R. E. Division of Reactor Constructio 
01. 79/11/19. THORNBURG, H. D. Division of Rea 

Inspection. 18pp. 25303:216. 24X Fiche : 50-32 

8405220481. 


— 8406070300 "Discussion of Applicant Position on Need for Addl Borings 
for Midland Units 1 l 2. " Handwritten note states, “Heller 
Dep #3. “ Related info re soil settlement/QA concern encl. 

* NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 47pp, 

25302:087 . 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070356 Forwards comments re util response to 
NRC 10CFR50. 54 ( f > request concerning plant fill 
on 790709 Rev 2 response. 

BATES, J. 0. Rockwell In terna ti ona 1 Corp. BOX 0 
CAPPUCCI, A. J. Mechanical Engineering Branch. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070306 Requests add 1 soil borings it related soil test data. Related 
info encl. 

MCCALL I STER, P. Army, Dept. of. BOX 01. 80/03/27. JACKSON, R. E. 

NRC - No Detailed Affiliation Given. 14pp. 25302; 188. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070360 Comments on underground utils section 
Agreement NRC-03-79- 167, Task 1 re plant fill,pe 
BATES, J. O. Rockuell In t er na t i ona 1 Corp. BOX 0 
CAPPUCCI, A. J. Mechanical Engineering Branch. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070310 "Settlement Update for Midland Units 1 & 2. " 

* NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 62pp. 

25302:243. 24X Fiche : 50-329, 84/05/17. 8405220481. 


— 8406070319 Discusses initial evaluation of remedial measures planned 
for Category I structures placed on plant fill. 

GOODWIN, Z. M. Army, Dept. of. BOX 01. 80/03/24. JACKSON, R. E. 

NRC - No Detailed Affiliation Given. 28pp. 25302:304. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406070328 “Contents of W Paton 3— Ring Notebook Containing Deposition 
Exhibits 1981,810119-22. “ 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 143pp. 25302 333. 

24X Fiche;50-329, 84/05/17, 8405220481. 


— 8406070369 Forwards summaries of vendor 800117,02; 
plant fill. 

BATES, J. 0. Rockwell International Corp. BOX 0 
BOSNAK, R. J. Mechanical Engineering Branch. 4p 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070373 Forwards questions for util re deforma 
due to differential soil settlement. Questions pi 
discovery period re proposed hearings on order i 
CPPR-81 i< CPP R-82. Related info encl. 

BATES, J. 0. Rockwell In ternationa 1 Corp. BOX 0 
BOSNAK, R. J. Mechanical Engineering Branch. 23 1 
Fiche: 50-329, 84/05/17, 8405220481. 


—8406070332 Comments on util answer to notice of hearing re const 
project it NRC, 791206 order modifying CPs. Breakdown in QA 
occurred in soil const activities. Design control interface 
& verification lacking. 

GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BOX 01. 

80/04/30. FIORELLI, G. Region 3. Chicago, Reactor Construction it 
Engineering Support Branch. 4pp. 25303: 138. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


“8406070333 Requests technical assistance for resolution of settlemen 
It S ^ T *° C ^ UreS sit** per transfer of lead responsibility 

VARGA, S. A. Light Mater Reactors Branch 4. BOX 01. 78/11/27. 

DEYOUNG,R. Division of Site Safety it Environmental Analysis. 
MATTSON, R. Division of Systems Safety. lp. 25303' 161 24X 

Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406070376 "Contents of U Paton 3-Ring Notebook C< 
Summaries for Jul 1981. " 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


8406070378 "Content of W Paton 3-Ring Notebook Coi 
Deposition Exhibits, Oct 1980 - Jan 1981." 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


-8406070385 Identifies unresolved issues re plant i 
remedial measures for Category I structures on i 
geology, per Interagency Agreement NRC -03- 7 9- 167. 
MCCALL I STER, P. Army, Dept, of, Corps of Engine* 
80/03/24. JACKSON, R. E. NRC - No Detailed Affi; 
25304:342. 24X Fiche: 50-329, 84/05/17, 84052204* 


8406070394 "Contents of w Paton 3-Ring Notebook Ct 
Exhibits After 810215, " 


DOCKETED ITEMS 


06070404 Discusses procedures for ALAB-106, Cond i t ions 2, 3 & 4. 
VETTER. W, E. Atomic Energy Commission. BOX 01. 74/04/10. 

THORNBURG. H. D. Atomic Energy Commission. Ip. 25305:181 24X 

Fiche : 50-329. B4/05/17. 8405220481. 


06070406 Forwards Appeal Board 750513 ltr informing that board no 
longer wishes to be supplied w/repts per ALAB-106. Ap p 1 i c ant 
should continue to supply repts to staff. 

CARR. A. V. NRC - No Detailed Affiliation Given BOX 01 75/05/15 

WARNICK, R. Office of Inspection it Enforcement. Office of the 
Director. Ip. 25305:182. 24X Fiche: 50-329, 84/05/17. 8405220481 


36070414 Advises of possible ex parte contact in Midland proceeding 
jn 000730 w/UG Kepp 1 er , Reg i on III director & Region III 
lersonnel. Requests that memo it discussion summary be served 
■o all parties in proceeding & to PDR. per 10CFR2. 780. 

JIBBDN, T. R. Commissioners. BOX 01. 80/12/29. CHILK, S. J. Office 

if the Secretary of the Commission. 32pp. 25305:220. 24X 

•iche: 50-329, 84/05/17, 8405220481. 


16120010 Informs of immediate authori ration of remedial soil work 
ctivities, including work affecting activities defined in 
-boundary in Drawing C-45. per NRC/CRC work authorization 
rocedure. 

HAFER.W. D. Region 3, Office of Director. BOX 10. 82/08/13. 

egion 3, Office of Director. Ip. 25371:229. 24X 

iche: 50-329, 84/05/17, 8405220481. 


6120012 Forwards "NRC & CPC Work Author i zati on Procedure. " Related 
nfo enc 1 , inc lud ing chr onologi cal listings of major events St 
3ct sheets. 

HAFER.W. D. Region 3, Office of Director. BOX 10. 82/08/16. 

egion 3, Office of Director. 160pp. 25371:230. 24X 

iche: 50-329, 84/05/17, 8405220481. 


J120015 Rev 0 to Spec CC-100, "Soils Remedial Const Independent 
jsessment of Auxiliary Bldg Underpinning." 

Consumers Power Co. BOX 10. 82/09/20. Upp. 25372:047. 24X 

iche: 50-329, 84/05/17, B405220481. 


>120018 Procedure 1.0, "Project QA Plan. " Related info end. 
•LLY, R. B. Consumers Power Co. BOX 10. 82/09/20. 75pp. 

>372:058. 24X Fiche: 50-329, 84/05/17, 8405220481. 


(120023 Confirms discussion re 830224 Sc 0309 ltrs concerning site 
ur provided for Individual A during nonregular work hours 
companied by former employee or union representative. 

(INNER, J. E. Consumers Power Co. BOX 10. 83/03/18. GARDE, B. P. 

vernment Accountab i 1 i ty Project. 6pp. 25372:307. 24X 

che: 50-329, 84/05/17, 8405220481. 


120061 Rev 5 to Procedure MPQP-1, "Quality Plan For Underpinning 
tivities. “ 

RD, W. R. Consumers Power Co. BOX 10. 83/01/17. 24pp. 

373:271. 24X Fic h e : 50-329, 84/05/17, 8405220481 . 


120067 Rev 1 to Procedure MPQP-2, "Quality Plan for Remedial Soils 
tivities St So i 1 s-Re la ted Work in Q-Areas. " 

RD, W. R. Consumers Power Co. BOX 10. 82/10/28. 5pp. 

373:295. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


L20071 Comments on 821012 Rev 4 to QA Plan MPQP-1 St Rev 1 to QA 
in MPQP-2. Plans authorized for implementation. 

\FER, W, D. Region 3, Office of Director. BOX 10. 82/10/22. 

-LER, D. B. Consumers Power Co. Ip. 25373:300. 24X 

• he: 50-329, 84/05/17, 8405220481. 


.20160 Advises that resident inspector has no info re Jul 1982 
>p work order, per 830216 FOIA request from B Garde. 

JK, R. U. Region 3, Office of Director. BOX 10. 83/02/24. 
INICKiR.F. Region 3, Office of Director. 3pp. 25376:168. 24X 

:he: 50-329, 84/05/17, 8405220481. 


20166 Forwards proposed response to B Garde 830329 ltr. 

PLER, J. G. Region 3, Office of Director. BOX 10. 83/04/22. 

IM, T. A. Office of the Executive Director for Operations lp 
>76 : 216 . 24X Fiche: 50-329, 84/05/17, 840522048 1 . 


20171 Responds to request for addl info re facility const. Const 
pletion program designed to correct deficiencies while 
ablishing program for future const. 

ABITQ, R. j. Region 3, Office of Director. BOX 10. 83/04/29. 

0, K. B. Affiliation Not Assigned;. |p, 25376:234. 24X 


--8406120210 Forwards background info for Commissioner Gilinsky site 
visit. Info obtained from Region III.OELD case atty & 
licensing project manager. 

TRINER, E. G. Division of Budget & Analysis. BOX 10. 83/06/03. 

SHOWMAN, S. Commissioners 4pp. 25377:035. 24X 

Fiche 50-329, 84/05/17, 8405220481 


8406120261 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 7 for 821031-1 106. Re lated info 
enc 1. 

LUCKS, A. S Stone S-. Webster, Inc BOX 10. 82/11/09. COOK, R. Nl 

- No Detailed Affiliation Given. 5pp. 25377:213. 24X 

Fiche 50-329, 84/05/17, 8405220481. 


— 8406120282 Ack receipt of notes from S&W 831013,1110 & 1208 meeting; 
requests addl notes. 

BARAK, A. J. Michigan, State of. BOX 10. 84/01/27. HARRISON, J. U. 

Region 3, Office of Director. lp 25378:198. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406120285 Advises that recent S&W hiring of field ofc clerk whose 
spouse is employed by util does not constitute violation of 
independence cr i ter ia. Pos i t i on is local hire «< nontechnical. 
Related info end. 

HARRISON, J. J. Region 3, Office of Director. BOX 10. 84/01/25. 

Region 3, Office of Director. 44pp. 25378:214. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406120293 Forwards copy of S&W ltr to util re revised procedures ft 
independent assessment of underpinning & remedial soils 
work, per protocol governing communications between S&W & 
util. Related info end. 

LUCKS /A. S. Stone St Webster, Inc. BOX 10. 83/12/02. 

HARR ISON, J. J. Region 3, Office of Director. 6pp. 25379- 115 24 

Fiche. 50-329, 84/05/17, 8405220481. 


-8406120529 Discusses completed audit re competence of individuals 
assigned by SStW to work on third party const implementation 
overview. 

MILLER, J. R. Region 3, Office of Director. BOX 08. 83/06/13. 

WARNICK, R. F. Region 3, Office of Director. lp. 25352:017. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120534 Discusses approval of third party const implementation 
overview for Midland Plant const completion program for 
830401. 

HARRISON, J. J. Region 3, Office of Director. BOX 08. 83/05/23. 

WARNICK, R. F. Region 3, Office of Director. 2pp. 25352:018. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120541 Forwards resumes of SW Baranow ic J Chawlo. Draft JG Kepple 
830408 ltr to WH Dickhoner end. 

WILD, P. A. Stone S < Webster, Inc. BOX 08. 83/04/28. MILLER, J. R. 

Region 3, Office of Director. 25pp. 25352:020. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406120546 Addresses adequacy of safety-related HVAC sys allegations 
former Zack employees. 

EISENHUT , D. G. Division of Licensing. BOX 08. 84/02/16. 

SPESSARD, R. L. Division of Engineering. 28pp. 25353:236. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406120565 "Four Requested Records Maintained by E Gallagher in 
Three Ring Notebook Labeled Midland Testimony QA (Soils)." 
GALLAGHER, E. Affiliation Not Assigned. BOX 11. 84/05/11. lp. 

25380:119. 24X Fiche: 50-329, 84/05/17, 8403220481. 


— 8406120569 Assorted documents, including request for equipment 
qualif ication rep t, i neons i stenc i es in specs, review of 
US Testing Lab tests & Bechtel problems alert. 

* Consumers Power Co. * Bechtel Corp. BOX 11. 84/05/11. 69pp 

25380:268. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120575 Diesel generator bldg, Enel 5 Related info end. 

* NRC - No Detailed Affiliation Given. BOX 13. 84/05/13. 5pp. 

25393:180. 24X Fiche: 50-329, 84/05/17, 8403220481. 


■8406120580 Advises that Dow Chemical Co requests to interview listed 
NRC emp loy ees, p er 840229 telcon w/C Rice of Kirkland & 

Ellis, representing Dow Chemical Co. 

LEWIS, S. H. Region 3, Office of Director. BOX 11. 84/03/01. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25381:083. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 
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DOCKETED ITEMS 


— 8406120589 Forwards Army Corps of Engineers 831028 ltr re structural 
adequacy of diesel generator bldg 

LEAR, G. Structural b Geotechnical Engineering Branch. BOX 08. 
83/11/16. ADENSAM, E. Licensing Branch 4. Ip 25353:097. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8406120624 Forwards request for addl info re r, 
following postulated steam generator tube ru| 
for transmittal to applicant. 

MULLER, D. R Assistant Director for Radiatioi 
83/07/06 NOVAK, T. Assistant Director for l 
25354.073. 24X Fi c h e : 50-329, 84/05/ 1 7, 840522< 


— 8406120592 Forwards comments on 831021 rept by independent task group 
review of diesel generator bldg Rept evaluates concerns 
expressed by RB Landsman of Region III 

KANE. J. Structural b Geotechnical Engineering Branch. BOX 08. 
83/11/18. LEAR, G Structural b. Geotechnical Engineering Branch. 
7pp. 25353:104. 24X F i c h e : 50-329, 84/05/ 1 7, 840522048 1 . 


— 8406120625 Rev 1 to "Midland Chronology of Evei 
Hearings. " "History of Midland Proceeding Pr; 
Order Modifying CPs" encl. 

* Consumers Power Co. BOX 08. 83/07/07. 

Fiche: 50-329, 84/05/17, 8405220481 


— 8406120594 Provides evaluation of evidence on diesel generator bldg 
for determination of need to reopen hearings, per 831108 
request. 

RINALDI, F. Structural b Geotechnical Engineering Branch. BOX 08 
83/11/18. LEAR, G. Structural b Geotechnical Engineering Branch. 
5pp. 25353:111. 24X F i c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8406120595 Forwards documentation describing r eor gani zati on of 
facility project ofc & GA dept. 

COOK, J. W. Consumers Power Co. BOX 11. 81/12/23. KEPPLER, J.G. 

Region 3, Chicago, Office of the Director (81/03/01). HAUSS, W. P. 
QA Branch. 29pp. 25332:235. 24X Fi ch e . 50-329, 84/05/17, 

8405220481. 


— 8406120596 Discusses Interagency Agreement NRC— 03— 79— 167, Tas k 1 re 
geotechnical engineering support Related info enc 1, including 
800211 trip rept. 

GOODWIN, Z. M. Army, Dept, of. Corps of Engineers. BOX 12. 
80/03/24. JACKSON, R. E. Division of Systems Safety. 29pp. 
25384:334. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8406120597 Forwards task group rept, "Rept on Review of Diesel 
Generator Bldg at Midland," Oct 1983. Large addl settlements 
not anticipated. More accurate program to monitor cracks 
needed . 

KUO, P. T. Structural & Geotechnical Engineering Branch. BOX 08. 
83/10/21. KNIGHT, J. P. Assistant Director for Comp. b Structures 
Engineering (Post 830201). 2pp. 25353:156. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406130001 Forwards background info for Commis- 
TR INER , E. G. Office of Resource Management, 1 
83/06/03. SHOWMAN, S. Commissioners. 8pp. 
Fiche: 50-329, 84/05/17, 8405220481 


— B406130003 "Rept on Design b Const Problems foi 
Const Through 820630. " 

* Region 3, Office of Director. BOX 08. 8' 

25355:192. 24X Fiche: 50-329, 84/05/17, 840522< 


— 8406130004 Submits Task Interface Agreement 83- 
resolving Midland soils issue. 

NORELIUS, C. E. Region 3, Office of Director. 
Region 3, Office of Director. Ip 25356: 00< 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130009 Informs that attys for Dow request r 
W Lovelace b I Yin & to interview NRC employi 
LIEBERMAN, J. NRC - No Detailed Affiliation ( 
84/02/16. E1SENHUT, D. G. , KEPPLER.J., HARTFIf 
Detailed Affiliation Given. Ip. 25357:180. 
Fiche: 50-329, 84/05/17, 8405220481, 


— 8406130014 Review of Dow Chemical Co terminate 
complaint for declaratory judgement. 

WARNICK. R. F. Region 3, Office of Director. 
KEPPLER, J. G. Region 3, Office of Director. 
Fiche; 50-329, 84/05/17, 8405220481. 


— 8406120599 "Rept on Review of Diesel Generator Bldg at Midland," 
Oct 1983. 

TAN.C.P. , ROMNEY, N. D. , KUO, P. T. Structural & Geotechnical 
Engineering Branch. BOX 08. 83/10/31. 39pp. 25353:280. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130041 Rev 1 to Procedure N-3, "Quality Vei 
Related info encl. 

* Consumers Power Co. BOX 10. 83/06/17. 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406120600 Advises of assignment as member of task group to reevaluate 
structural design b const adequacy of diesel generator 
bldg 

KUO, P. T. Structural b Geotechnical Engineering Branch. BOX 08. 
83/08/08. TAN, C.P. , ROMNEY, N. Structural & Geotechnical 
Engineering Branch. Ip. 25353:319. 24X Fiche. 50-329, 84/05/17, 

8405220481. 


— 8406130045 Responds to 810114 memo re possible 
enforcement action. Recontmends that NRC stop c 
in timely manner when significant safety-rel« 
has been identified. 

STELLO, V. Director's Office, Office of Insp« 
BOX 08. 81/02/13. AHEARNE Commissioners. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120601 Informs that task group to reevaluate structural design b. 
structural design & const adequacy of diesel generator bldg 
estab 1 ished, in response to 830627 memo. Imp lementation 
concept of task group encl. 

VOLLMER, R. H. Division of Engineering. BOX 08. 83/07/21. 

EISENHUT, D. G. Division of Licensing. 10pp. 25353:320. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


— 8406120603 Responds to 830815 memo re R Landsman concerns on inadequate 
diesel generator bldg task group rept scheduled to be 
completed in Oct 1983. 

KNIGHT, J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). BOX 08. 83/09/23. VOLLMER, R. H, Division of 

Engineering. 2pp. 25354:018. 24X Fi ch e : 50-329, 84/05/ 1 7, 

8405220481. 


— 8406120605 Informs of extension for completion of review of Landsman 
concerns re diesel generator bldg, Review will be completed 
by 831015. 

VOLLMER, R. H. Division of Engineering. BOX 08. 83/09/08. 

EISENHUT, D. G. Division of Licensing. 2pp. 25354:029. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120620 Forwards correction to Board Notification 83-106. NRC ltr 
authorizing resumption of safety-related welding on HVAC 
inadvertently omitted. W/o stated encl. 

NOVAK, T. M. Assistant Director for Licensing. BOX 08. 83/08/19. 

Atomic Safety and Licensing Board Panel. 3pp. 25354:063. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130050 "Midland IDVP for Auxiliary Feedwat* 
to be Determined. " 

* TERA Corp. BOX 08. 83/02/08. 12PP. 25C 

Fiche: 50-329, 84/05/17, 8405220401. 


8406050003 Forwards minutes of 840510 meeting re 
assessment activities concerning underpinning t 
soils work. 

LUCKS, A. S. Stone 8< Webster, Inc. 84/05/22. t 
3, Office of Director. 29pp. 24B13:269. 24X 

8406050003. 


8406050358 Informs that TERA personnel will meet 
Arbor, MI on 840530-0601 to discuss IDCVP progri 
standby electric power sys performance requiren 
LEVIN, H. A TERA Corp. 84/05/23. KEPPLER, J. G. 
Director. EISENHUT, D. G. Division of Licensinc 
Consumers Power Co. 3pp. 24843:281. 24X Fich 

8406050358. 


8406010343 Forwards request for addl info re Vol 
Plant Class 1,2 b 3 Piping, Pipe Supports b Valv 
requested within 30 days of ltr receipt. 
ADENSAM, E. G. Licensing Branch 4. 84/05/25. C 

Power Co. 6pp. 24752:075. 24X Fi che : 50-329, € 


8406050326 Forwards request for addl info re stri 
facility diesel generator b 1 d g. Reap onse require 
days of ltr receipt. 

EISENHUT, D. G. Division of Licensing. 84/05/2: 


UUt t\£ I tu I I fclVIo 


60024 Forwards request for addl info re seismic margin review 
tSiVol IX< " Balance of Plant Class 1.2 St 3 Piping, Pipe 
ports & Valves. " Response requested within 30 days of 1 tr 
eip t. 

NSAM, E. G. Licensing Branch 4. 84/05/25 COOK, J. W. Consumers 

er Co. 5pp. 24848:206. 24X F i c h e . 50-329. 84/05/25, 8406060024. 


60172 Forwards corrected info re independent mgt appraisal plan 
uested during 840504 meeting 

K, J. W. Consumers Power Co. 84/05/29. KEPPLER, J. G Region 3, 
ice of Director. 17pp 24658:195 24X Fi c h e : 50-329, 84/05/29, 
6060172 


70014 Summary of 840518 meeting w/util,BNL & Pickard.Lowe 8< 
rick in Bethesda.MD re PRA. List of attendees St agenda 
1 . 

D, D. Licensing Branch 4. 84/05/30. Licensing Branch 4. 7pp 

52:345. 24X Fiche : 50-329, 84/05/30, 8406070014. 


30157 Forwards proposed list of work for June 1984 St supplemental 
k activity list for Jul 1984, for review & au th or i za t i on , 
work author i zation procedure. 

MEY, J. A. Consumers Power Co. 84/05/31. HARRISON, J. T. Region 3, 
ice of Director. 16pp. 24859:108. 24X Fi c h e . 50-329, 84/05/31 , 

6080157 


20253 Requests remedial soils work auth or i zat i on for listed work 
cedures. 

‘1EY, J. A. Consumers Power Co. 84/05/31. HARRISON, J. J. Region 3. 
ice of Director. Ip. 24894:360. 24X F i c h e : 50-329, 84/05/31 , 

6120253. 


60489 Forwards NRC 840530,25,09 & 0406 memos describing 
egration of activities for plants w/near-term licensing 
ivities. Brief ing on integrated schedules expected by 
618. 

IKS* W. J. Office of the Executive Director for Operations. 
36/01 PALLADINO, GILINSKY, ROBERTS Commissioners lp. 
57:3 1 0 . 24X Fiche: 50-000, 84/06/01, 8406260489. 


6260518 Discusses outstanding regulatory issues for near-term OL 
sviews. Recommendations for assignment of project managers & 
impletion of licensing review effort provided. W/o ends. 

-NTQN, H. R. Office of Nuclear Reactor Regulation, Director. 
1Y05/09. DIRCKS, W. J. Office of the Executive Director for 
>erations. 5pp. 25157.330. 24X Fi c h e : 50-000, 84/06/01 , 

106260489. 


^0298 Forwards resumes & statements of independence for 
Hendrie, JM Biggs St JW Stanley to conduct IDCVP. 

[N» H. A. TERA Corp. 84/06/04. KEPPLER, J. G. Region 3, Office of 
■ctor. EISENHUT, D. G. Division of Licensing. COOK, J. W. 
iumers Power Co. 13pp 24746:232. 24X Fi c h e : 50-329, 84/06/04, 

b070298. 


20313 Authorizes listed remedial soils work activities for June 
k 

2IS0N, J. J. Region 3, Office of Director. 84/06/05 GUAMME, D. L 
iumers Power Co. 2pp. 24893:310 24X Fiche; 50-329, 84/06/05, 

>120313. 


tOl 72 Forwards signed affidavit & resumes for MJ Huss S< JE Walker. 

> St Walker assigned to const implementation overview 

: f. 

I-J E. Stone & Webster, Inc. 84/06/06. HARRISON, J. J. Region 3, 
ce of Director. 10pp. 24926:250. 24X Fi c h e ; 50-329, 84/06/06, 

>140172. 


>0105 Accepts TERA 840210 mod to IDCVP. Proposal includes 
itaining existing vertical slice approach to design 
.fication St postponement of const verification. 

[NHUT, D. G. Division of Licensing. 84/06/06. COOK, J, W. 
iumers Power Co. LEVIN, H. A. TERA Corp. 5pp. 24942:287. 24X 

ie: 50-329, 84/06/06, 8406150105, 


,0352 “Midland IDCVP Auxiliary Feedwater Sys Performance 
lirements. " 

:N, H. A. TERA Corp. 84/06/15. KEPPLER Region 3, Office of 
ictor. COOK, J. W. Consumers Power Co. EISENHUT, D. G. Division of 
msing. 187pp. 25055:034. 24X Fi c he : 50-329, 84/06/ 1 5, 8406210352. 


0392 Authorizes five listed remedial soils work activities for 
! 1984. 

!ISON, J. J. Region 3, Office of Director. 84/06/15. QUAMME, D. L. 
miners Power Co. 2pp. 25057:273. 24X Fi c h e : 50-329, 84/06/1 5, 

>210392. 


>210394 Requests authorization for remedial soils Work Authorization 
■ocedure 20C054005, "Exp loratory Chipping of SWPS Duct 
ink Crack . " 

IAMMF. n I rnncnm»PQ Pni.inT’ Cn R4/HA/1 1 MAORTCHM. .1 I 


— 8406210395 Requests authorization for remedial soils Work Authoriz 
Procedures 155052135 & 165052135, “Finger Drift to, Excavate, 
Install & Load Piers E3 & W3, " respectively. 

QUAMME, D L. Consumers Power Co 84/06/06. HARR ISON, J. J. Regi 
3, Office of Director. lp 25057:276. 24X Fiche: 50-329, 84/06/ 

8406210392 


— 8406210396 Requests authorization for remedial soils Work Authoriz 
Procedures 207053005, "Excavate Pier 1, “ 207050005, "Set-up 
St Perform Plate Load Test at Pier 1“ St 207053010, "Excavate 
Pier 1A. “ 

QUAMME, D L Consumers Power Co. 84/06/08. HARRISON, J. J. Regi 
3, Office of Director. lp. 25057:277. 24X Fi c h e: 50-329, 84/06/ 
8406210392. 


8406190343 Board Notification 84-1 15: forward s info re seismic & 
structural design departures from licensing St design 
criteria, relevant to QA & technical issues before Midland 
Licensing Board for OM-OL hearing. 

EISENHUT, D. G. Division of Licensing. 84/06/18. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 5pp. 25083:309. 24X 

Fiche: 50-329, 84/06/18, 8406190343. 


— 8406140036 Final deficiency rept on potentially reportable conditi 
re seismic calculations St structural design. No addl 
corrective action required. 

COOK, J. W. Consumers Power Co. 84/04/20. KEPPLER, J. G. Region 
Office of Director. 19pp. 25083:314. 24X Fiche: 50-329, 84/06/1 

8406190343 

— 8405290376 Informs that review of J Cook 840420 ltr re final rept 
potentially reportable conditions for seismic Sc structural 
design concerns indicates safety concerns & repor tab i 1 it y 
evaluations uhich impact previous branch input. 

LEAR, G. Structural Sc Geotechnical Engineering Branch. 84/05/23 
ADENSAM, E Licensing Branch 4. 2pp. 25084:001. 24X 

Fiche 50-329, 84/06/18, 8406190343. 


S406260221 Responds to 840607 request for concurrence to remove Sc 
replace emergency diesel generator buried fuel oil lines Sc 
to waive requirement for status assessment 8< quality 
verification program. Requ ested activities authorized. 

HARRISON, J. J. Region 3. Office of Director. 84/06/20. GUAMME, D. 
Consumers Power Co. lp. 25150:248. 24X Fiche: 50-329, 84/06/20, 

8406260221. 


- -8406260225 Requests acceptance of program to replace emergency die 
generator buried fuel oil lines. Waiver of requirement for 
status assessment of quality verification program also 
requested . 

QUAMME, D. L. Consumers Power Co. 84/06/07. HARRISON, J. J. Regi 
3, Office of Director 2pp. 25150.249. 24X Fiche: 50-329, 

84/06/20- 8406260221. 


8406260188 Forwards Rev 5 to project QA plan, "CPC Midland IDCVP. *' 
Signed document ack requested by 840702. 

LEVIN, H. A. TERA Corp. 84/06/22. KEPPLER, J. G. Region 3, Office 
Director EISENHUT, D, G. Division of Licensing. COOK, J. W. 
Consumers Power Co. 13pp. 25141:087. 24X Fiche: 50-329, 84/06/22, 

8406260188. 


— 8406260191 Rev 5 to project QA plan, "CPC Midland IDCVP. " 
* TERA Corp. 84/06/15. 81pp. 25141:100. 24X 

Fiche; 50-329, 84/06/22, 8406260188. 


8406290228 Authorizes listed critical remedial soils work activities 
for June 1984. 

HARRISON, J. J. Region 3, Office of Director. 84/06/25. QUAMME, D. 
Consumers Power Co. 2pp. 25196:336. 24X Fiche : 50-329, 84/06/25, 

8406290228. 


— 8406290233 Requests authorization of four listed remedial soils wo 
activities re installation of tie backs St struts St mass 
excavations. 

MOONEY, J. A. Consumers Power Co. 84/06/22. HARRISON, J. J. Regi 
3, Office of Director. lp. 25196:338. 24X Fiche: 50-329, 84/06/ 
8406290228. 


D. NRC Draft/Final Environmental Statements, suppls S: correspondence 


8405220481 Partial response to FQI A request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C.M. 
Kirkland St Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8202110178 Summary of 820108 meeting w/util,BStW S: Bechtel in Beth* 
MD re open items requiring resolution for facility DES. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/01/19. Licensir 

Branch 4, 4pp. 25401:153. 24X Fiche: 50-329, 84/05/17, 84052204E 


224 


DOCKETED ITEMS 


— 8207120118 Provides reasons why FES uia 1 1 not meet issuance date of 
820705. Proposed revised date is 820720 Deferral not 
expected to affect overall licensing schedule adversely. 

TEDESCO, R. L. Assistant Director for Licensing BOX 13. 82/07/01 

EISENHJT, D. G. Division of Licensing 2pp 25400:342 24X 

Fiche: 50-329, 84/05/17, 8405220481 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


— 8202100075 Advises that FSAR info is inadequate t 
acceptability of matls used for const of reacto 
core support str uc fcure. App 1 icant should submit 
used as well as justification for use of boltin 
JOHNSTON. W. V. Assistant Director for Matls & Q 
(Pre 830201). BOX 13. 82/01/19. TEDESCO, R. L. 

for Licensing. Ip. 25401: 164. 24X Fiche:50-3 

8405220481 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land . Forwards documents listed on App A. 

FELTON, J M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland it Ellis. 3pp. 25300:001. 24X Fi ch e 50-329, 84/05/17. 

8405220481 


— 8202240129 Summary of 810115 meeting w/util it B&W 
open items on reactor vessel fracture toughness 
5.3.1,5 3 2,5.3.3 & 5. 4. 1. Agenda end. 
HERNAN.R.W Licensing Branch 4. BOX 13. 82/0 

Branch 4 10pp. 25401:173. 24X Fi c h e : 50-329, 


— 7901230081 Provides list of Branch open items: environ qua 1 if i c at i on 
of safety related equipment, main steam line break analysis, 
reactor cavity subcompartment analysis, purge supply it 
exhaust, external containment pressure analysis & leak tests 
PICKETT, D. Containment Systems Branch. BOX 13. 79/01/16. 

HOOD, D Light Water Reactors Branch 4, 3pp. 25402:223. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7904160151 Plant FSAR Revision 18 sufficiently treats prediction of 
radiation damage to vessel matl l> pressure-temp effects of 
atypical welds. Requests addl info re 10CFR50 Apps G it H , & 

preservice it inservice insp programs. 

PAWLICKI, S. S. Materials Engineering Branch. BOX 13. 79/03/22. 

VARGA, S. A. Light Water Reactors Branch 4. 6pp. 25402:261, 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7908070752 Discusses Thompson 790517 memo to Vassallo recommending 
Board notification re diesel generator bldg foundation it 
qualif ication of components. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. BOX 
13. 79/05/29. CHR ISTENBURY, E Hearings Division. Ip. 

25402:275. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8203110501 Summary of 820205 telcon w/util re pot 
concerning proposed initial test program for fa 
HERNAN, R W Licensing Branch 4. BOX 13. 82/0 

Branch 4 3pp. 25401:230. 24X F i c h e : 50-329, 8 


--8203180050 Notification of 820316 meeting w/util 
resolve SER open item re Chapter 42 (rod bow p 
applicability of NUREC-0630. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/0 

Licensing Branch 4 2p p 25401:055, 24X Fich 

8405220481 


— 8204070662 Notification of 820331-0402 meetings w 
in Bethesda,MD to discuss facility SER open ite 
enc 1 . 

HERNAN, R. W Licensing Branch 4. BOX 13. 82/0 

Licensing Branch 4 3pp. 25401:088. 24X Fich 

8405220481. 


— 8204280635 Summary of 8203187 meeting in Bethesda 
emergency diesel sys. 

HERNAN, R W. Licensing Branch 4. BOX 13. 82/0 

Branch 4. 6pp. 25401:101. 24X Fiche: 50-329, 8 


■8002250601 Forwards monthly rept for Jan 1980 re licensing assistance 
SER preparation for NRC Matls Engineering Branch, 

WIDRIG, R. D. Battel le Memorial Institute, Pacific Northwest 
Laboratories. BOX 13. 80/02/14 PAWLICKI , S. S. Materials 

Engineering Branch. 5pp. 25402:307. 24X Fi ch e : 50-329, 84/05/17, 

8405220481. 


it 

— 8205030141 Notification of 820405-00 meeting w/ut 
Bethesda, MD to resolve remaining open items pri 
issuance of SER. 

HERNAN.R.W. Licensing Branch 4. BOX 13. 82/0 

Licensing Branch 4. 4pp. 25401: 091, 24X Fich 

8405220481. 


—8006240730 Submits proposed completion date, schedule for 
Instr umentati on & Control Sys Branch facility QL review. 

IPPOLITO, T. A. Electric, Instrumentation it Control Systems Branch 
BOX 13. 77/12/13. VARGA, S. Light Water Reactors Branch 4. Ip. 
23403:021. 24X Fi c h e : 50-329, 84/03/1 7, 8405220481 . 


— 8104160748 Forwards portions of draft SER it list of open items, 
reflecting status of facility review before TMI-2. W/o encls. 
SPEIS, T. Reactor Systems Branch. BOX 13. 91/04/10. PARR, D. 

Auxiliary Systems Branch. Ip. 25402:056. 24X 

Fiche; 50-329, 84/05/17/8405220481. 


—8108210201 Summary of monthly project review 810717 meeting re reviews 
needed to support issuance of final SER. Next meeting to be 
held on 810821. Revi ew status chart end. 

HERNAN.R.W. Licensing Branch 4. BOX 13. 81/08/11. ADENSAM, E, G. 

Licensing Branch 4. 5pp. 23401:307 24X Fi c h e : 50-329, 84/03/ 17, 

8405220481. 


—8108310024 Notification of 810821 monthly project meeting in Bethesda, 
MD to provide overall project coordination on schedules, 
technical issues it status , revi ew of interfaces & early 
identification of problem areas. Project status sheet end. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/08/11. Licensing 

Branch 4. 5pp. 25401:302. 24X Fiche: 50-329, 84/05/17, 8405220481 


—8109230443 Notifies of 810918 third monthly project meeting in 
Bethesda, MD to provide overall project coordination re 
schedules, technical issues it status, review of interfaces it 
identification of problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/09/15. E ISENHUT, D. G. 

Division of Licensing. 5pp. 25401:315. 24X Fi c he : 50-329, 

84/05/17, 8405220481. 


—8201050362 Notification of 811222 meeting w/util h. Generic Issues 
Branch in Bethesda, MD to discuss unresolved safety issues it 
meet w/project manager on SER scheduling. 

HERNAN.R.W. Licensing Branch 4. BOX 13. 81/12/17, ADENSAM, E. G. 


— 8205100114 Notifies that applicant resolution of 
level measurement sys due to decrease in ref le 
acceptable w/addition of thermal insulation to 
generator V. safety-grade temp indication. 

ROSA, F Instrumentation it Control Systems Bran 
82/04/21 ZIEMANN, D. L. Procedures it Systems R 
23401:116. 24X Fiche: 30-329, 84/05/17, 840322048 

— 8207230194 Notification of 820721 meeting w/util 
MD to discuss draft suppl to SER re soils-relat 
items. 

HOOD, D. S. Licensing Branch 4. BOX 13. 82/07/ 

Licensing Branch 4. 3pp. 23400:344. 24X Fich 

8403220481. 


— 8203260335 Forwards Geotechn ical- Structural , Mecha 
Engineering Branches input for SER suppl, which 
NRC review on all div issues. App 1 icant can proc 
w/proposed remedial soils program, 

KNIGHT, J. P. Assistant Director for Comp. it. Str 
(Pre 830201). BOX 13. 82/08/16. NOVAK, T. H. 

for Licensing. 150pp. 23400 : 188 . 24X Fiche: 5 

8405220481. 


— 8209220372 Forwards QA Branch SER suppl for remed 
GA program meets 1OCFR50, App B requirements it. 8 
conditions. 

JOHNSTON, W. V. Assistant Director for Matls it G 
(Pre 830201). BOX 13. 82/09/02. NOVAK, T. As 

Licensing. 3pp. 25400:148. 24X Fiche: 30-329, 


—8209290290 Advises that 820910 telcon w/ASLB & pa 
821004 as revised dat| to issue SER Suppl 2 cov 
completion of soils settleimetit review. SER Suppl 
significant as record It r»f source. 

EISENHUT, D. G. Division of Licensing, BOX 13. 
VOLLMER , R . Division of Engineering. Ip. 2539 
Fiche: 50-329, 84/05/17, 8405220481. 


1250684 Discusses status of plants listed as of 830105. 

ENARQYA, V Chemical Engineering Branch. BOX 13 83/01/07. 

3HNSTQN, W. V Assistant Director for Matls & Qual Engineering 
Pre 830201). 9pp. 25399:252. 24X F i c h e : 50-329, 84/05/ 1 7, 

405220481. 


7250653 Foruards Equipment Qua 1 i f i c a t i on Branch SER input re pump & 
alve operability assurance program. Adequacy of overall 
rogram cannot be determined w/o onsite audit. 

NIGHT, J. P. Assistant Director for Comp. & Structures Engineering 
Post 830201) BOX 13. 83/07/19 NOVAK, T. M Assistant Director 

or Licensing. 4pp. 25399:338 24X Fi c h e 50-329, 84 /05 / 17, 

405220481. 


6070369 Forwards summary of documents submitted by Energy Technology 
ngineering Ctr, inc lud ing review of CPC responses to 
uest ions 16-20 of 10CFR50 54( f > , Rev l s i on 2 & draft SER. 

ATES, J. 0. Rockwell In t er na t i ona 1 Corp. BOX 13. 80/09/02. 

OSNAK, R. J. Mechanical Engineering Branch. 3pp. 25402:025. 24X 

iche: 50-329, 84/05/17, 8405220481 


40233 Forwards request for addl info re seismic margin review for 
iliary bldg.svc water pump structure & diesel generator 
g,per Sections 1.8 8c 3. 7. 2. 2 of SSER 2. Response requested 
hin 30 days. 

NSAM, E, G. Licensing Branch 4. 84/05/24. COOK, J W. Consumers 

er Co. 6pp. 24808:261 24X F i c he : 50-329, 84/05/24, 8406040283. 


90160 Forwards "Detailed Control Room Design Review Technical 
luation Rept Open Items," per 840316 ltr 8e SER Open Item 
Requests comments on review of proposed emergency 
cedure guidelines task analysis methodology. 

IK, J. W Consumers Pouer Co. 84/06/14. DENTON, H, R. Division of 
ensing. 12pp. 24979:284. 24X F i c h e : 50-329, 84/06/ 1 4, 8406190160. 


curity, medical, emergency 8s fire protection plans 


'10456 Public version of revised emergency plan implementing 
icedures, including GEN-1 re over vi ew, GEN-2 re emergency 
ephone numbers 8c GEN-3 re on-shift sys power controller, 

>M Felton 840614 release memo. 

Consumers Power Co. 84/04/23. 158pp. 25094: 179. 24X 

:he: 50-000, 84/04/23, 8406210456. 


>20481 Partial response to FOIA request for 16 categories of 
: or d s re Mi d land. Forwards documents listed on App A. 

.TON, J. M. Division of Rules and Records. 84/05/17. RICE,C.M. 
"k land & Ellis. 3pp. 25300:001. 24X Fi c h e : 50-329, 84/05/ 17, 

)522048 1 


>6250465 Forwards acceptance review questions. Recommends facility 
ipplication acc ep tance, pro vi ded requested info supplied 
uithin six wks of docket date. 

-(OUSTQN, R . W. Industrial Security & Emergency Planning Branch. BOX 
L3. 77/09/20. VARGA, S. A. Light Water Reactors Branch 4. 3pp. 

25403- 013 24X Fiche: 50-329, 84/05/17, 8405220481 


L 0240589 Summary of 800617 meeting w/util in Bethesda,MD re fire 
protection evaluation rept. 

HOOD, D. Licensing Branch 3. BOX 13 80/10/17. Licensing 

Branch 3. 4pp. 25402:031. 24X F ic h e : 50-329, 84/05/ 17, 8405220481 


D8230146 Central Files version of Revision 2 to Process Steam 
Coordination Manual Procedure 5-1, "Emergency Plans, 
e Consumers Power Co. BOX 13. 81/10/19. 6pp. 25401:320. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


03020050 Central Files version of Rev 7 to Emergency Plan 
Implementing Procedure FNP-O-EIP-1 1, "Handling of Injured 
Personnel" 8c Rev 26 to Procedure FNP-O-EIP— 8, "Notification 
Roster. " 

* Alabama Power Co. BOX 13. 83/02/21. 36pp. 25401: 194. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


06050137 Confirms 821027 telcon re possibility of temporarily 
backfilling fire water lines located near svc water bldg. 

Requests that fire line be temporarily backfilled for listed 
reasons. 

MILLER, D. B. Consumers Power Co. BOX 09. 82/10/27. SHAFER, W. D, 

Region 3, Office of Director. Ip. 25371:093. 24X 

Fiche: 50-329, 84/05/17,8405220481 


070264 Forwards "Request for Exemption From Branch Technical 
sition BTP-CMEB 9.5-1 for Control Panels C43 fc C44. " Use 
smoke detection /Ha Ion suppression sys for safety-related 
uipment room# proposed. 

OK, J. W. Consumers Power Co. 84/05/30. DENTON, H, R, Division of 
censing. 3pp. 24742:035. 24X Fiche : 50-329, 84/05/30- 8406070264, 


--8406070265 "Request for Exemption From Branch Technical Position' 
BTP-CMEB 9 5-1 for Control Panels C43 Sc C44. " 

* Consumers Power Co. 84/05/25 23pp. 24742:038. 24X 

Fiche 50-329, 84/05/30, 8406070264. 


8406070262 Reconfirms & updates Region III access author i zat ion list* 
for admittance of NRC personnel to fac i 1 i t i es. Recommends 
listed individuals be granted unescorted access to vital 8c 
protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. COOK, J. W. 
Consumers Power Co. 7pp. 24746:304. 24X Fiche : 50-329, 84/06/04, 

8406070262 


8406190160 Forwards "Detailed Control Room Design Review Technical 
Evaluation Rept Open Items," per 840316 ltr & SER Open Item 
15. Requests comments on review of proposed emergency 
procedure guidelines task analysis methodology. 

COOK, J. W Consumers Power Co. 84/06/14. DENTON, H. R. Division oi 
Licensing. 12pp. 24979.284. 24X Fiche: 50-329, 84/06/14, 84061901 6< 


G. Adjudicatory correspondence 


8405220481 Partial response to FOIA request for 16 categories of 
records re Midland. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland Sc Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8002120473 Forwards licensee request for hearing on 791206 order 
modifying CPs. Proceed ing on proposed issuance of OLs pending 
before ASLP. Lie ensee requested amend to CP 8c OL application 
seeking soil condition remedial action approval. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. BO 
13. 80/01/21. CHILK, S. U. Office of the Secretary of the 

Commission. Ip. 25402:297. 24X Fiche: 50-329, 84/05/17, 84052204 


— 8C02120480 Requests hearing on behalf of util re 791206 order modi 
CPs. Licensee will consolidate all proceedings w/soi 1-rel ated 
issues. 

MILLER, M. I. Isham, Lincoln 8: Beale. BOX 13. 79/12/26. CASE, E 

Office of Nuclear Reactor Regulation, Director. 2pp. 25402:29 
24X Fiche: 50-329, 84/05/ 17, 8405220481 . 


— 8006240706 Forwards rept for ASLB re alleged discrepancies between 
770131 rate filing 8c testimony presented to ASLB. 

FELD. S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/06. 

NASH, D. A. Cost Benefit Analysis Branch. Ip. 25402:331. 24X 
Fiche . 50-329, 84/05/17, 8405220481. 


— 8006240712 Rept re alleged discrepancies between CPC 770131 rate f 
8c testimony presented to ASLB in Midland proceed ing. SE Feld 
& WU Gundersen affidavits end. 

FELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/05/18. 

Atomic Safety and Licensing Board Panel. 40pp. 25403:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8010230151 Informs of 800919,30 8c 1001 meetings in Detroit, MI 8c 
Bethesda,MD re preparation for show cause hearing 8 appeal 
of staff position for addl explorations. 

KANE, J. D Assistant Director for Environmental Technology (Pre 
830201). BOX 13. 80/09/17. LEAR, G. E. Hydrologic 8c Geotechnit 

Engineering Branch. 2pp. 25402:028. 24X Fi c he : 50-329, 84/05/1 , 

8405220481. 


— 8102120405 Exhibits 1-10 of WP Chen 810121 deposition. 

CHEN, W. P. Energy Technology Engineering Center. BOX 13. 
81/01/21. 200pp. 25395:352. 24X Fiche: 50-329, 84/05/17, 
8405220481. 


— 8102170688 Forwards 810109 deposition for correction. 

* ACE Federal Reporters, Inc. BOX 13. 81/02/09. HUANG, P. C. 

Navy, Dept. of. 2pp. 25393:316. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8102250725 Exhibit 1 of deposition of Naval Surface Weapons Ctr b 
Huang on 810108, „ 

HUANG, P. C. Navy, Dept. of. BOX 13. 81/01/08. 10pp. 25394:0 

24X Fiche: 50-329,84/05/17,8405220481. 


— 8102250731 Exhibits 1-5 of deposition of Bechtel Corp by R Peck o 
810113. 

PECK, R. Bechtel Corp, BOX 13. 81/01/13. 10pp. 25394: 103. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8204160070 Comments re NRC handling of soil settlement issues inc 
soils GA breakdown, lack of acceptance criteria 8c false FSAR 

STAMIR IS, B* Affiliation Not Assigned. BOX 13. 81/04/03. 

DENTON, H. R. Office of Nuclear Reactor Di r ®ctor. 4 


— 8210130102 Forwards M Sinclair & 8 Stamiris addl interrogatoriesi list 
of contentions & assignment of reviewers. Responses re 
Stamiris Contention 6 due on 821006 Other responses due 
821025. W/o interrogatories or contentions. 

ADENSAM, E. G. Licensing Branch 4. BOX 10. 82/09/28. BALLARD. R L 

Environmental Engineering Branch lp 25376:236. 24X 

Fiche: 50-329. 84/05/17. 8405220481. 


--8406120196 Comments on scheduled hearing re B Stam 
discovery in facility QA hearing. Satisfaction of 
will prevent postponing hearing Related info enc 
PATON, W. D Hearing Branch 2. BOX 10. 83/04/08 

of Nuclear Reactor Regulation. Director. HARRIS 
Office of Director. 2pp 25376 310. 24X Fiche 

8405220481. 


— 8211040404 Forwards addl B Stamiris h M Sinclair interrogatories. 
Responses not required until completion of related NRC 
investigations in Jan 1983. 

ADENSAM, E. G. Licensing Branch 4 BOX 10. 82/10/22 STEYER . K. 

Chemical Engineering Branch. lp 25376:255. 24X 

Fiche: 50-329. 84/05/17. 8405220481 


— 8406120199 Responds to 830416 memo S». board order r 
request for info concerning facility QA hearing, 
documents available in PDR. 

WARNICK.R F Region 3. Office of Director. BOX 
PATON. W D. Hearing Branch 2. 20pp 25376:312. 
Fiche: 50-329. 84/05/17, 8405220481 


— 8211090613 Forwards list of contentions accepted by ASLB for 
1 itigation. Table will be continuously updated as changes in 
contention status occur. 

HILLER, M. A. Licensing Branch 4. BOX 10. 82/10/27 NOVAK, T. M. 

Assistant Director for Licensing. 22pp 25376:269 24X 

Fiche: 50-329, 84/05/17. 8405220481 


— 8406040317 Forwards draft ack ltr & draft FR notice re Lone Tree 
Council 2.206 petition on faci 1 ities. Director 's Decision 
DB-83-16 denied similar relief requests. 

LIEBERMAN, J. Office of the Executive Legal Director. BOX 09. 
84/03/01. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. 6pp. 25366:277 24X Fiche: 50-329, 84/05/17. 

8405220481 


--8406120204 Confirms info discussed on 830406 re B : 
discovery in facility QA h ear ing . Forma 1 discover 
will be distributed after receipt on 830408. Rela 
encl. including draft memorandum S < order dtd 8304 
PATON, W. D Hearing Branch 2. BOX 10. 83/04/06 

of Nuclear Reactor Regulation, Director. HARRISi 
Office of Director. 15pp. 25376:340. 24X Fich 

8405220481. 


— 8406120574 Advises that informal interviews w/NRC i 
Chemical proh ib i ted . Forwar d s 840309 ltr to C Rici 
Kirkland & Ellis, attys for Dow, e x p la in i ng NRC re, 
BERKQVITZ, D. M. Office of the General Counsel. I 
LEWIS, S. H. Region 3, Office of Director. lp. ; 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040322 Forwards OELD analysis in response to SECY-84-42 re 
director's denial of 2.206 relief (DD-83-16 & DD-84-2). 

Director's decision legally sufficient under applicable stds 
of judicial review. 

DIRCKS, W. J. Office of the Executive Director for Operations. BOX 
09. 84/02/10. PALLADINO, GILINSKY. ROBERTS Commissioners. 8pp. 

25366:283 24X Fiche : 50-329, 84/05/17- 8405220481. 


— 8406120576 Informs of NRC position w/respect to pr< 
Dow Chemical Co lawsuit against ut i 1 . I nf orma 1 ini 
w/NRC employees not in NRC best interest. 
BERKOVITZ, D. M. Office of the General Counsel. I 
RICE, C. Kirkland it Ellis. 2pp. 25381:081. 24) 

Fiche: 50-329, 84/05/17, 8405220481 


--8406040326 Forwards director's decision under 10CFR2. 206 in response to 
830613 request, on behalf of Lone Tree Council, to take 
immediate action re pro ject. Request granted in part. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 09. 83/10/06. GARDE, B P. Government 

Accountability Project. 2pp. 25366:341. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406040300 Order extending time for applicant reply \ 
conclusions on QA/mgt attitude issues until 840622. 
840104 

BECHHOEFER, C. Atomic Safety and Licensing Board Ps 
84/06/01 Consumers Power Co. 2pp. 24802:351. 

Fiche: 50-329, 84/06/01, 8406040300 


— 8406040330 Refers Govt Accountability Project (GAP) 830613 10CFR2. 206 
Itr/petition to IE. Reso lution will require close 
coordination among IE, NRR St Region III Draft ltr to GAP 
encl. 

LIEBERMAN, J. Regional Operations & Enforcement Division. BOX 09. 
83/06/28. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. DENTON, HR. Office of Nuclear Reactor 
Regulation, Director. 6pp. 25367:007. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406040353 Notice of issuance of supplemental Director's Decision 
DD-84-2 granting, in part,830613 10CFR2. 206 petition to 
require mgt audit by util 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 09. 84/01/12. lp. 25367:294. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070215 Provides info re court reporter, per B Jones 801202 request 
WD Paton 801209-11 deposition will be taken at Bechtel in 
Ann Arbor, MI 

PATON, W. D Hearing Branch 4. BOX 01. 80/12/02. STEPHENS, C, R 

Docketing i- Services Branch. 4pp. 25300:218. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406080132 Forwards QA Dept audit repts & related doc 
c orresp ondence. 

BRUNNER, J. E. Consumers Power Co. DSB 535. 84/06/ 

BECHHOEFER, C . , HARBOUR, J. Atomic Safety and Licens 
395pp. 24857:001. 24X F i c h e : 50-329, 84/06/04, 8406C 


8406110208 Order extending time until 840615 for Comm 
review ALAB-764, Served on 840608. 

CHILK, S. J. Office of the Secretary of the Commissi 
84/06/08. Commissioners lp 24871:057. 24X 

Fiche: 50-329, 84/06/08, 84061 10208. 


8406150120 Forwards affidavit of J Kane re rulings on 
from Dow 1 i t igat i on, p er ASLB 840507 order. Related 
c orrespondence. 

PATON, W. D. Hearing Branch 2. DSB 629. 84/06/11. 

HARBOUR, J. , COWAN, F. P. Atomic Safety and Licensing 
2pp. 24942:311. 24X F i c h e : 50-329, 84/06/ 1 1 , 84061 50 


--8406150121 Affidavit of J Kane in response to ASLB 
rulings arising from motions on Dow litigation. 
KANE, J. Structural & Ceotechnical Engineering Br 
3pp. 24942:313. 24X F i c h e 50-329, 84/06/1 1 , 84061 


— 8406070237 "Contents of Three-ring Notebook Maintained by W Paton. *’ 
PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 51pp. 25301:198. 

24X Fiche: 50-329, 84/05/17, 8405220481 


— 8406120106 Forwards CPC testimony on GA Certificate of Svc encl. 

KINNEAR, W. Isham, Lincoln & Beale KINNEAR, W. Consumers Power 
Co. BOX 10. 83/04/12. KEPPLER, J. Region 3, Office of Director. 

4pp. 25374:113. 24X Fi c h e : 50-329, 84/05/ 17, 840522048 1 . 


0406120109 Forwards direct testimony for hearing session commencing on 
830426 re QA, remedial soils work It cable pulling incident. 

Certificate of Svc encl. 

WILLIAMS, F. C. Consumers Power Co. WILLIAMS, F. C. Isham, Lincoln & 
Beale. BOX 10. 83/04/11. HARBOUR, J. , BECHHOEFER, C Atomic 

Safety and Licensing Board Panel. 4pp. 25374: 147. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120184 Annotated QL contentions of intervener Stamiris. 

STAMIRIS, B. Stamiris, B, BOX 10. 82/08/11. 4pp. 25376:251. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


8406190342 Forwards audit repts & other documents iss 
QA dept. Related correspondence 

BRUNNER, J. E. Consumers Power Co. DSB 736. 84/06/ 
HARBOUR, J. , BECHHOEFER, C. Atomic Safety and Licens 
412pp. 25024:001. 24X Fi c h e : 50-329, 84/06/ 12, 84061* 


8406180350 Order extending time until 840622 for Comm 
review ALAB-764. Served on 840618, 

CHILK, S. J. Office of the Secretary of the Commissi, 
84/06/15. Commissioners. lp 24978:107. 24X 

Fiche: 50-329, 84/06/15, 8406180350. 


8406190410 Responds to 840517 ltr. Thrust of 840504 lti 
Ltr requested voluntary production of certain matls 
DOW vs Consumers 1 iti gati on. Svc list encl. Related 
correspondence. 

BERNA8EI,L. Government Accountability Project. DSI 
BRUNNER, J. E. Consumers Power Co 2pp. 25025:183. 
Fiche: 50-329, 84/06/15, 8406190410. 


DOCKETED ITEMS 


406260326 Forwards applicant reply to NRC further supplemental 
findings of fact & conclusions of law re QA & applicant 
re p ly to B Stamiris second set of supplemental findings. W/o 
enclS' Related correspondence. 

LAUER-R'^- Ishamj Lincoln & Beale. LAUER, R. j. Consumers Power Co. 
DSB 893' 84/06/22. HARBOUR. J. , COWAN. F. P. . BECHHOEFER . C . Atomic 

Safety and Licensing Board Panel. Ip. 2514-0:226. 24X 

Fiche: 50-329. 84/06/22. 8406260326. 


- 8 403220146 !E Insp Repts 50-329/83-08 & 50-330/83-08 on 830510-8^ 
Noncomp 1 lance noted : fai lure to rept Zack documentation 
deficiencies per 10CFR50. 55( e) . estab 1 i sh insp program for 
structural fitup & meet ANSI N45. 2 6 requirements 
DANIELSON, D. H. , HUNTER, D. R. , HAWKINS, F. Region 3, Office of 
84/03/05. 100pp. 22717:210. 24X Fi che ; 50-329, 

84/03/07, 8403220116. 


406260332 Rep ly to B Stamiris second supplemental proposed findings 
of fact & conclusions of law on QA & mgt attitude issues. 

Certificate of Svc encl. 

LAUER. R Consumers Power Co. LAUER, R. J. Isham, Lincoln S< Beale. 
DSB 882. 84/06/22. 85pp. 25151:243. 24X F i c h e : 50-329, 84/06/22, 

84062603 32. 


x.o ruiH requesx tor documents re 

Enforcement Notice 83-069. Forwards App A documents. Documents 
also m PDR. Review of addl documents sub j to request 
ongoing. 

FELTON, J. M. Division of Rules and Records. 84/04/19 GARDE, B F 
Government Accountability Project. 2pp 24689- 023 24X 

Fiche: 50-329, 84/04/19. 8405260300 


(06260336 Reply to NRC further supplemental Findings of fact 8 < 
conclusions of law re QA. 

* Consumers Power Co. DSB 881. 84/06/22. 26pp. 25151:328 24X 

Fiche: 50-329, 84/06/22, 8406260336. 


06270282 Forwards audit repts & other documents recently issued by 
OA dept. Rela ted correspondence. 

BRUNNER' J- E. Consumers Power Co. DSB 909. 84/06/22. COWAN, F. P. , 
BECHHOEFER, C. , HARBOUR, J. Atomic Safety and Licensing Board Panel. 
749pp. 25169:109. 24X F i c h e : 50-329, 84/06/22, 8406270282. 


06290104 Advises that time for Commission to review ALAB-764 
expired- Commission declined review. Dec i s i on became final 
agency action on 840622. Served on 840628. 

CHILK.S. J. Office of the Secretary of the Commission. DSB 928. 
04/06/28. KARR, J. W. Karr & Lyons. Ip. 25197:147. 24X 

Fiche: 50-329, 84/06/28, 8406290104. 


Ceneral correspondence 


-8405260305 Forwards supplemental Director's Decision DD-84-2 requ 
util to conduct mgt appraisal of facility, in response to 
830613 request for relief. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. GARDE, B. P. Government Accountability 
Project. 2pp. 24689:030. 24X Fiche: 50-329, 84/04/19, 840526030 


-8405260307 Supplemental Director's Decision DD-84-2 granting Govt 
Accountability Project & Lone Tree Council 830613 request 
for mgt audit. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. 2pp. 24689:042. 24X 

Fiche: 50-329, 84/04/19. 8405260300. 


-8405260314 Notice of issuance of supplemental Director's Decision 
DD-84-E, granting in part & denying in part 830613 10CFR2. 206 
petition to require mgt audit by util. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/01/12. 9pp. 24X Fiche: 50-329, 84/04/19, 
8405260300. 


06010279 Discusses problems associated w/const of plant. Major 
industries in area oppose high costs & call For abandonment 
of project. 

SINCLAIR, M. Affiliation Not Assigned. 84/05/15. BADER, W. J. 
Affiliation Not Assigned. 2pp. 24754:359. 24X 

Fiche: 50-329, 84/05/15, 8406010279. 


352204B1 Partial response to FOIA request for 16 categories of 
records re Mi d land. Foruiar d s documents listed on App A. 

-ELTON, J. M Division of Rules and Records. 84/05/17. RICE, C. M. 
<irtland & Ellis. 3pp. 25300:001. 24X Fi c h e : 50-329, 84/05/17. 

3405220481. 


3406130007 Supports completion of plant. 

AUDENS, 0. U. Affiliation Not Assigned. BOX 08. 83/02/08. NRC - 

No Detailed Affiliation Given. 8pp. 25356:264. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


>6150002 Responds to 840514 ltr criticizing author statements & 
lositions re p lant. Ac c usa t ions personally insulting & w/o 

lerit. 

IEPPLER, J. G. Region 3, Office of Director. 84/06/12. STAMIRIS, B. 
itamiris, B. 3pp. 24951:218. 24X Fiche: 50-329, 84/06/12, 8406150082. 


Advisory Committee on Reactor Safeguards reports & correspondence 


>5220481 Partial response to FOIA request for 16 categories of 
ecords re Mid land. Forwar ds documents listed on App A. 

ELTON, d. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
ilrkland V. Ellis. 3pp. 25300:001. 24X Fi c h e : 50-329, 84/05/17, 

1405220481. 


1204210732 Requests support for 820429 meeting w/ACRS Midland 
Subcommittee re soils remedial actions. 

TEDESCO.R. L. Assistant Director for Licensing. BOX 13. 82/04/08. 

KNIGHT, J. P. Division of Engineering. Ip. 25401:095. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


Inspection reports, IE Bulletins & correspondence 


3220116 Forwards IE Insp Repts 50-329/83-08 & 50-330/83-08 on 
30510-840219 & notice of violation. 

PESSARD, R. L. Divisi on of Emergency Preparedness & Operational 
upport. 84/03/07. COOK, J. W, Consumers Power Co. 2pp. 22717- 202 
24X Fiche: 50-329, 84/03/07, 8403220116. 


403220126 Notice of violation from insp on 030510-840229. 

SPESSARD, R. L. Division of Emergency Preparedness & Operational 
Support. 84/03/07. 6pp. 22717:204. 24X Fiche: 50-329, 84/03/07, 

8403220116. 


8406260344 Forwards 840404 ltr requesting interpretation of ASME Co, 
Section I II. Clarifies issues re closeout of unresolved Item 
20 from IE Insp Repts 50-329/82-22 & 50-330/82-22. Extension 
for response requested. 

COOK, J. W. Consumers Power Co. 84/04/25. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 25150:339. 24X Fi che: 50-329, 84/04/25, 
8406260344. 


8406010241 Forwards IE Insp Repts 50-329/84-12 Sc 50-330/84-12 on 
840401-30. No noncompliance noted. 

WARNICK, R.F. Region 3, Office of Director. 84/05/16. COOK, J. W. 
Consumers Power Co. 2pp. 24754:297. 24X Fiche: 50-329, 84/05/16, 
8406010241. 


8406010246 IE Insp Repts 50-329/84-12 S< 50-330/84-12 on 840401-30. 
noncomp 1 iance noted Major areas inspected : const completion 
program activities, remed ial soils work activities Sc site 
tours. 

GARDNER, R. N. , LANDSMAN, R. B. , BURGESS, B. L. Region 3, Office of 
Director. 84/05/15. 5pp. 24754:299. 24X Fiche: 50-329, 84/05/1 

8406010241. 


8405220481 Partial response to FOIA request for 16 categories of 
records re Midland. Forwards documents listed on App a. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland Sc Ellis. 3pp. 25300:001. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


--8103160893 Summarizes findings from preliminary investigation Sc ut 
responses re facility diesel generator bldg Sc plant area 
fill.QA program for obtaining proper soil compaction 
deficient Sc FSAR contains incorrect statements. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 11 
79/03/12. THORNBURG, H. D. Division of Reactor Construction 
Inspection, 5pp. 25380:206. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8104300538 Discusses proposed IE circular re foundation matls.Circ 
places more emphasis on const adequacy 8< field control than 
on investigation of design deficiency Sc poor field 
practices. 

NOVAK, T. M. Assistant Director for Operating Reactors. BOX 13. 
81/04/27. JORDAN, E. Director's Office, Office of Inspection an 
Enforcement. Ip. 25401:233. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8108120069 Summary of 810626 meeting w/util & General Physics Co i 
Bethesda,MD re preservice insp plan. 

HOOD, D. Licensing Branch 4. BOX 13. 81/07/29. Licensing 

Branch 4. 5pp. 25401:264. 24X Fiche: 50-329, 84/05/17, 84052204S 


--8109150641 Forwards ofc of Nuclear Reactor Regulation performance 
evaluation re systematic assessment of licensee performance. 
Cycle 2 for Jul 1980-June 1981. 
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DOCKETED ITEMS 


-8201260524 Recommends that experienced geotechnical engineer be on site 
to inspect underpinning operation. 

LEAR* G. Hydrologic & Geotechnical Engineering Branch. BOX 11. 
82/01/08. TEQESCO, R.L. Assistant Director for Licensing. 2pp. 
25382:233. 24X Fiche: 50-329, 84/05/17, 8405220481. 


-8307190421 Forwards final NRR SALP input for Jul 1981 - Mar 1983 re 
functional area of licensing activities. Continued focus of 
high level mgt attention in soils areas required to 
maintain acceptable levels of performance. 

MILLER / M. A. Licensing Branch 4. BOX 13. 83/07/07. El SENHUTi D. G 

Division of Licensing. 6pp. 25399:328. 24X 
Fiche: 50-329/ 84/05/17, B405220481. 


-8309130023 Order imposing civil monetary penalties in amount of 
$120,000 for violation re breakdown in implementation of QA 
program. 

DEYOUNG/ R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 13. 83/08/29. Consumers Power Co. 7pp. 

25399:360. 24X Fiche: 50-329, 84/05/17, 8405220481. 


-8405230072 Submits daily staff notes from 810105 re Midland Enforcement 
Notification 80-058. 

DIRCKS, W. J. Office of the Executive Director for Operations. BOX 
05. 81/01/06. AHEARNE, GILINSKY, HENDRIE Commissioners. Ip. 

25333: 257. 24X Fiche: 50-329/ 84/05/17, 8405220481. 


-8406020001 Region III tracking sys re open it unresolved insp items as 
of 840217. Related info enc 1, inc lud ing lists of unresolved 
matters. 

* Region 3, Office of Director. BOX 06. 84/03/21. 96pp. 

25334:042. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020097 Requests info re plans for addl inspectors at site 
to reply to LR Romo (Lone Tree Council) 840130 ltr. Draft 
reply encl. 

GOLDSMITH, R. Commissioners. BOX 06. 84/02/23. REHM, T. n 

Detailed Affiliation Given. 11pp. 25339:110. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--8406020131 Advises that insp re Bechtel form signed by Bechte) 
employees should be completed by 830630. 

DAVIS, A. B. Region 3, Office of Director. BOX 06. 83/04/2': 

WARNICK, R.F. Region 3, Office of Director. Ip. 25339:266. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020134 Forwards revised SALP schedule. Delay due to personr 
related matters within Region III. 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 83/0J 

KEPPLER, J. G. , DAVIS, A. B. , NORELIUS, C. E. Region 3, Office oi 
Director. 2pp. 25346:053. 24X Fiche : 50-329, 84/05/17. 8405S 


--8406020138 Confirms 820805 public meeting in Midland, MI re SAL 
disputed issues from Jul 1980 - June 1981 & 820517 response 
to rept. 

WARNICK, R.F. Region 3, Office of Director. BOX 07. 82/08/ 

COOK, J. W. Consumers Power Co. Ip. 25346:055. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020142 Notification of 820805 public meeting in Midland, Ml 
discuss licensee response to SALP. 

* Region 3, Office of Director. BOX 07. 82/08/03. Regi 
Office of Director. Ip. 25346:056. 24X Fiche: 50-329, 84/0! 
8405220481. 


-8406020003 Forwards draft IE Insp Repts 50-329/83-08 it 50-330/83-08 i. 
notice of violation re allegations concerning deficiencies 
in design & const of HVAC sys. Related info encl, including 
Zack Co documentation. 

SPESSARD, R. L. Division of Engineering. BOX 06. 83/11/08. 

KEY,W., SCHULZ, R. , KROPP, W. Region 3, Office of Director. 700pp. 
25334: 146. 24X Fi c h e : 50-329. 84/05/17, 8405220481. 


-8406020007 Rept of Inquiry Q3-83-004 re allegations of QA problems & 
HVAC contractor questionable activity. Allegations within 
purview of Region III. Case closed. 

FROST, W. E. , PAWLIK, E. T. Office of Investigation. BOX 06. 

83/06/23. 3pp. 25337:079. 24X Fiche: 50-329. 84/05/17, 8405220481 . 


--8406020149 Notifies of SALP board results from appraisal on 8C 
Regulatory performance acceptab le. QA it QC problems 
identified. Increased insp frequency recommended. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 81/01/ 
MOSELEY, N. C. Region 3, Office of Director. 2pp. 25346:06£ 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020155 Forwards revised response to preliminary SALP rept 
Jul 1980 - June 1981. Comments reflect full consideration & 
better understanding of points raised by NRC. 

COOK, J. W. Consumers Power Co. BOX 07. 82/09/17. KEPPLER, 

Region 3, Office of Director. 39pp. 25346:077. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406020010 Lists potential generic weaknesses stemming from insps of 
Zack Co. Prompt insp requested. 

HUNTER, D. R. Division of Engineering. BOX 06. 83/11/07. 

POTAPOVS, U. Region 4, Office of Director. Ip. 25337:083. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


-8406020042 Forwards revised list of Zack Co HVAC matl samples for NRC 
destructive exam insp. 

JANKE, R. C. Region 3. Office of Director. BOX 06. 83/09/16. 

DANIELSON, D. H. Region 3, Office of Director. 6pp.. 25337:289. 

24X Fiche: 50-329, 84/05/17. 8405220481, 


•8406020045 Forwards 830926 statement re Zack HVAC issues. W/o encl. 
SPESSARD, R. L. Division of Engineering. BOX 06. 83/10/03. 

GARDE, B. P. Government Accountability Project. 2pp. 25337:295. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


•8406020049 Discusses 830324 telcon re Zack Co HVAC ac t i vi t ies. Spec ial 
insp initiated. 

SPESSARD, R. L. Division of Engineering. BOX 06. 83/08/24. 

COOK, J. W. Consumers Power Co. 2pp. 25337:299. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


•8406020051 Delegates authority to administer oaths or affirmations in 
furtherance of NRC inquiry re Zack Co. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/08/09. 

HAWKINS, F. C. Division of Engineering. 2pp. 25337:301. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406020056 Discusses anonymous allegations re Comstock work at site. 
WARNICK, R. F. Region 3, Office of Director. BOX 06. 82/02/24. 

NORELIUS, C. E. Division of Engineering. 5pp. 25337:318 . 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406020163 Informs that SALP III evaluation input for Uul 1981 
1982 due 820730. For refueling evaluation, actual maint & 
mod should be included. 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 82/07 

KEPPLER Region 3, Office of Director. DAVIS, HIND NRC - N 
Detailed Affiliation Given. 5pp. 25346:186. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406020170 Informs that SALP III evaluation input for Oct 1981 
Sept 1982 due 821030. Strengths, weaknesses & noncompliances 
should be character i zed . 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 82/10 

NRC - No Detailed Affiliation Given. 3pp. 25346:190. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020192 Summarizes 820917 telcon w/B Garde re general quest 
concerning facility. Investigation of Zack progressing. 

SHAFER, W. D. Region 3, Office of Director. BOX 07. 82/09/1 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25346:311 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040312 Forwards notice of violation issued to util imposin 
penalty , based on licensee failure to implement adequate QA 
program re installation of components in diesel generator 
bldg. Board notification recommended. 

WARNICK, R.F. Region 3, Office of Director. BOX 09. 83/02/ 

EISENHUT, D. G. Division of Licensing. Ip. 25366:140 . 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040389 Requests assistance in arranging interviews u/affia 
affidavit's transmitted on 820629. 

LEWIS, S. H. Region 3, Office of Director. BOX 09. 83/07/14 

CARDE, B. P. Government Acc ountab i 1 i ty Project. 2pp. 25368: 
24X Fiche: 50-329, 84/05/17, 8405220481. 


8406020069 Discusses allegations from former Bechtel employee re 
Bechtel interface in design & const of HVAC sys. 

HAWKINS, F. C. Division of Engineering. BOX 06. 83/10/13. 

Division of Engineering. 6pp. 25338:047. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406040390 Responds to 820607 telcon requesting ltr concerning 
policy of protecting confidentiality of person alleging 
problems at facility. Identity of persons making allegations 
not divulged. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/06/ 

GARDE, B. Government Accountability Project. Ip. 25368:079 
Fiche: 50-329, 84/05/17, 8405220481. 


I CU I I EIVIO 


-8406040394 Confirms questions re listed Stamiris document requests on 
const completion program & ongoing insp & enforcement 
action, per 830415 telcon. 

BERNABEI. L. Government Accountability Project. BOX 09. 83/04/15. 

WILCOVE. M. Hearing Branch 2 lp. 25368:128. 24X 

Fiche: 50-329. 84/05/17. 8405220481. 


-8406050008 Responds to 820906 ltr re allegations concerning facility. 
Ofc of Special Cases formed in mid-Jul 1982. Allegations 
referred to Ofc of Investigations. 

KEPPLER, J. G. Region 3. Office of Director. BOX 09. 82/10/12. 

GARDE. B . P . Government Accountability Project. 4pp 25364:008 
24X Fiche: 50-329. 84/05/17. 8405220481. 


8406050024 Ack receipt of 831028 memo re concerns of D Saunders. Issue 
identified by Saunders does not constitute new info re 
facility safety review. Memo documenting telcon between Ofc 
of Investigations & Saunders forwarded for action. 

EISENHUT, D. G. Division of Licensing. BOX 09. 83/11/15. 

WARNICK, R. F. Region 3. Office of Director. lp. 25364:355. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


8406050026 Discusses telcon from D Saunders re fac i lity . Corr espondenc e 
to & from licensee & subsequent insp repts will be sent to 
Saunders. 

DAVIS, A. B. Region 3, Chicago, Office of the Director (81/03/01). 

BOX 09. 81/12/31- Region 3, Chicago, Office of the Director 

(81/03/01). lp. 25364:356. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8406050028 Forwards 831020 memo, documenting concerns of D Saunders 
made to Region III, for review & action, 

WARNICK, R. F. Region 3, Office of Director. BOX 09. 83/10/28. 

EISENHUT, D. G. Division of Licensing. lp. 25364:357. 24X 

Fiche: 50-329, 84/03/17, 8405220481. 


8406050031 Summarizes 031017 telcon w/D Saunders re facility. 
HARRISON, J. J. Region 3, Office of Director, BOX 09. 83/10/20. 

Region 3, Office of Director. 2pp. 25364:358. 24X 

Fiche: 50-329, B4/05/17, 8403220481. 


9406050033 Discusses 830927 & 28 telcons w/D Saunders re NRC 
investigation at facility St specific concerns/allegations. 
FQRTUNA, R. A. Office of Investigation. BOX 09. 83/10/20. 

HAYES, B.B. Office of Investigation. 3pp. 23365:001. 24X 

Fiche: 30-329, 84/03/17, 8405220481. 


8406050096 Forwards 821209 response received from H Wah 1, Bechtel , t 
hold tag questions. Requests D Miller, R Wells St J Rutgers to 
reflect on how util can best coordinate responses to NRC 
info request so as not to omit any relevant matl. 

COOK, J W Consumers Power Co. BOX 09. 83/05/10. HARRISON, J. 

Region 3, Office of Director. 14pp. 25369:327. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406070303 Notice of violation from insp on 781211-13,18-20,790104 
09-11 St 22-25. Handwr i tten notes & JD Kane prof 
qua 1 i f i ca t i ons & experience statements encl. 

* Region 3, Office of Director BOX 01. 84/05/01. 23pp 

25302.158. 24X Fi c h e : 50-329. 84/05/1 7, 8405220481 . 


8406070343 Recommends preparation of enforcement package in light 
four clear instances of matl false statements found in FSAR. 

Matl false statements & poor QA performance distinctly 
separate issues. 

THORNBURG, H. D. Division of Reactor Construction Inspection. BC 
01. 79/09/27. GOWER, G. C. Office of Inspection & Enforcement, 

Office of the Director. 2pp. 25303: 180. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


•8406070350 Notification of 790206 meeting in Bethesda.KD to discus 
status of insp St IE input in preparation for hearing. 
Participants listed. Related info encl. 

HENDERSON, J. B. Division of Reactor Construction Inspection. BC 
01- 79/01/15. REINMUTH, G. W. Division of Reactor Construction 

Inspection. 11pp. 25303:236. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406070381 Informs of inspector input for SALP appraisal, including 
adequacy of mgt contro 1 s, c ommuni cation within functional 
group providing technical support 8t adequacy of committee & 
supervisory reviews St audits. 

GALLAGHER , E. J. Region 3, Chicago, Office of the Director. BOX 
80/10/27. SUTPHIN, R. Region 3, Chicago, Office of the Directs 
2 pp. 25304:190. 24X Fich e: 50-329, 84/05/17, 8405220481. 


— 8406070391 Submits IE 810105 daily staff notes re proposed imposit 
of civil penalties against Midland, malfunction of Target 
Rock safety relief valve at Dresden 8c malfunction of main 
steam hot reheat valves at Fort St Vrain. Related info encl. 
DIRCKS. W. J. Office of the Executive Director for Operations. E 
01. 81/01/06. AHEARNE, GILINSKY, HENDRIE Commissioners. 115p 

25305:042. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


8406050040 Forwards correspondence re notice of violation from IE Insp 
Repts 50-329/81-14 8c 50-330/81-14, per request. 

* NRC - No Detailed Affiliation Given. BOX 09. 82/02/05. 

SAUNDERS, D. Affiliation Not Assigned. lp. 25365:013. 24X 

Fiche: 50-329. 84/05/17. 8405220401. 


8406050045 Discusses DR Saunders allegations re f ac i 1 i ty . Forwards 
810727 ltr received from licensee re understandings reached 
at B10724 meeting. 

PHILLIP, G. A. Region 3, Chicago, Office of the Director (81/03/01). 
BOX 09. 81/08/31. Region 3, Chicago, Office of the Director 

(81/03/01). 3pp. 25365:026. 24X Fich e: 50-329, 84/05/17, 

8405220 481. 


8406050049 Forwards ltr to D Saunders 8c complete evaluation of Saunders 
allegations that util not living up to intent of NRC 810522 
immediate action ltr. 

MILLER, D. B. Consumers Power Co. BOX 09. 81/06/29. WILLIAMS, C. 

Region 3, Chicago, Office of the Director (81/03/01). 19pp. 

25365:029. 24X Fiche : 50-329, 84/05/17, 8405220481. 


84060500 52 Advises that transcript of DP Saunders 821018 interview 8c 
821112 statement reviewed. No unresolved technical issues 
identified requiring special insp /investigation followup. 

NORELIUS, C. E. Division of Engineering. BOX 09. 82/12/15. 

KEPPLER, J. G. Region 3, Office of Director. lp. 25365:053. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


0406050062 Forwards statement of D Saunder* re allegations of improper 
work at facility. 

STELLO, V. Regional Operations 8t Generic Requirements. BOX 09. 
82/11/03. FITZGERALD. J. Office of Investigation. lp. 25365:054. 
24X Fiche: 50-329, 84/05/17, 8405220481 . 


B406Q50073 Confirms util positions in areas re training concerning 
IPINS, how to handle insp tapt' W/1FTN8, ipgsujr insp repts, 
performance demonstrations by QA/QC personnel 8t balance of 
plant project GC instructions. 

WELLS, R, A. Consumers Power Co. BOX 09. 83/04/21. HARRISON, J. 

Region 3, Office of Director. 2pp. 25369; 003. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070412 Forwards notes on telcon w/JG Kepp ler, d irec t or, Reg ion I 
possible need for addl enforcement action. Requests position 
re need to stop const immediately St if so, what steps being 
taken St what is basis for change in position. 

AHEARNE, J. Commissioners. BOX 01. 81/01/14. STELLO, V. 

Director's Office, Office of Inspection and Enforcement. lp. 
25305:219. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070416 Advises that SALP board concluded on 801103 that licens 
overall regulatory performance acceptab le, though significant 
QA/QC problems identified. Increased insp frequency 
recommended for QA, mgt 8t training St substructures. 

KEPPLER-J. G. Region 3, Chicago, Office of the Director. BOX 01 
81/01/02. MOSELEY, N. C. Division of Program Development 8e 
Appraisal. 11pp. 25305:252. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406070417 Provides background info re possible need for addl 
enforcement action, in response to 810114 memo. Identifies 
recommendation discussed w/Gibbon that NRC should consider 
stopping const activity as matter of policy. 

STELLO, V. Director's Office, Office of Inspection and Enforcemi 
BOX 01, 81/02/13. AHEARNE, J. Commissioners. 3pp. 25305: 26C 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120142 Notice of violation from insp on 830122-0220. Re lated ii 
encl. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/04/06. 

2pp. 25376:121. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120223 Confirms positions re IPINS training, closed St open ins| 
repts, performance demonstrations by QA/QC personnel Jk soils 
performance demonstrati ons, per request at 830218 meeting. 

WELLS, R. A. Consumers Power Co. BOX 10. 83/04/21. HARRISON, J. 

Region 3, Office of Director. 2pp. 25377:083. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120559 Forwards statements by former Zack 
present const activities, for use in special 
KEPPLER, J. G. Region 3, Office of Director. 
PAWLIK, E. T. Office of Investigation. lp. 
Fiche: 50-329, 84/05/17, 8405220481. 


employees re past St 
insp.W/o encl. 

BOX 08. 83/08/30. 

25353:279. 24X 


34060500 77 Forwards schedule for r«Lw*jj supports at facility, in 

response to 820830 request. — 8406120572 Lists items designated for SALP appraisals. 

COOK, J. W. Consumers Power Co. BOX 09. 82/11/15. * KEPPLER, J. G. GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BOX 


230 


DOCKETED ITEMS 


— 8406120593 Confirms discussions re plan to designate R Landsman as 
Region III inspector responsible for conducting msp of 
underpinning activities at faci 1 ities. Related info end. 

MOREL I US/ C. E. Division of Engineering. BOX 11. 82/02/02. 

WILLIAMS, C. C. NRC - No Detailed Affiliation Given. 48pp. 

25302:183. 24X F i c h e : 50-329, 84/05/1 7, 8405220481 . 


8406070262 Reconfirms & updates Region III access 
for admittance of NRC personnel to f ac i 1 i t i es. Re 
listed individuals be granted unescorted access 
protected areas. 

AXELSQN, W L. Region 3, Office of Director. 84/ 
Consumers Power Co. 7pp 24746:304. 24X Fiche 

8406070262 


— 8406130010 Discusses review of Dow Chemical Co termination S< complaint 
for declaratory judgement, per 830802 memo. Five potential 
matl false statements identified in enforcement 
correspondence re investigation. 

PAWLIK, E. T. Office of Investigation. BOX 08. 83/09/14. 

KEPPLER, J.G. Region 3, Office of Director. 2pp. 25357:191. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406050012 IE Info Notice 84-42, "Equipment Avails 
During Outages Not Covered by Tech Specs. " Svc 1 
JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/05. Consolidat 

York, Inc 120pp. 25050:124. 24X Fiche: 50-00C 


— 8406130052 Requests opinion re issuance of civil penalty for matl false 
statement, based on info contained in end draft of IE 
Investigation Repts 50-329/82-13 fc 50-330/82-13. 

DAVIS, A. B. Region 3, Office of Director. BOX 08. 82/09/22. 

BURNS, S. G. Office of the Executive Legal Director. 66pp. 

25358:358. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


8406010362 Forwards IE Mg t Meeting Repts 50-329/84-15 Sc 50-330/84-15 on 
840412-0514. 

WARNICK, R. F. Region 3, Office of Director. 84/05/18. COOK, J. W- 
Consumers Power Co. 2pp. 24751:204. 24X Fiche: 50-329, 84/05/18. 

8406010362. 


—8406010368 IE Mgt Meeting Repts 50-329/84-15 50-330/84-15 on 840412. 

No noncompliance noted Major areas d i sc ussed : res ident 
engineering document control, underpinning const, QA/QC 
performance & field document control upgrading. 

OARDNER, R. N. , HARRISON, J. J. Region 3, Office of Director. 

84/05/18. 4pp. 24751:206. 24X Fiche . 50-329, 84/05/18, 8406010362. 


"Inadvertent Isolation of Containment 


8405230319 IE Info Notice 84-39 
Spray Sys. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 
York. Inc. 124pp. 24861:201 


of New 

24 X Fiche: 50-000, 84/05/25, 8405230319. 


"Fatality at Argentine 


8405240317 IE Info Notice 83-66. Suppl 1 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co 

York, Inc. 127pp. 24880:103. 


of New 

24X Fiche; 50-000, 84/05/25, 8405240317. 


3405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 


enc 1. 
JORDAN, E. 
Response 
York, Inc 


L. Division of Emergency Preparedness Sc Engineering 
(Post 030103). 84/05/30. Consolidated Edison Co. of New 

122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 8405290383. 


8406050350 IE Info Notice 84-43, "Storage Sc Handli 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspect 
830103). 84/06/07. Consolidated Edison Co. □ 

92pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 84C 


8406060336 IE Info Notice 84-44, "Environ Qualific 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/08. Consolidat 

York, Inc 120pp. 25049:273. 24X Fiche: 50-OOC 


8406090176 IE Info Notice 84-45, "Reversed Differe 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/11. Consolidat 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000 


8406080173 IE Info Notice 84-46, "Circuit Breaker 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/13. Consolidat 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000 


B4O621O105 Forwards GA Hierzer 840612 ltr providin 
Tracked Item 068 concerning stop work on visual 
hanger welds. 

* Consumers Power Co. 84/06/13. Stone & Web 
25057:180. 24X Fiche: 50-329, 84/06/13, 8406210105 


8406190210 Informs that 840529 requested work acti 
Sc outside scope of const completion program. Auth 
performance of TDI emergency diesel generator en 
teardouin Sc component insps. 

HARRISON, J. J. Region 3, Office of Director. 84 
Consumers Power Co. 2pp. 24980:259. 24X Fiche 

8406190210. 


3406150039 Forwards IE Insp Repts 50-329/84-16 & 50-330/84-16 on 
840430-0504 & 07-11. No noncompliance noted. 

WARNICK, R. F. Region 3, Office of Director. 84/05/30. COOK, J- W- 
Consumers Power Co. 2pp. 24943:024. 24X Fiche: 50 - 329 , 84/05/30, 

8406150039. 


— 8406190214 Requests NRC concurrence for performa 
generator engine teardown Sc component insp as 
Owners Group requirement. Work falls outside sc 
completion program control. 

QUAMME, D. L. Consumers Power Co. 84/05/29. H 
3, Office of Director. 2pp. 24980:261. 24X 

B4/06/14, 8406190210. 


—8406150043 IE Insp Repts 50-329/84-16 * 50-330/84-16 on 840430-0504 & 
07-11- No noncompliance noted. Major areas inspec ted: licensee 
action on previous insp findings & on IE bulletins Sc 
circulars. 

SCHEIBELHUT, C. , ELSBERGAS, V. J. - GARDNER, R. N. Region 3, 

Director. 84/05/30. Upp. 24943:026. 

8406150039. 


Office of 
24X Fiche: 50-329, 84/05/30, 


3406010423 IE Info Notice 84-41. "IQSCC in BWR Plante. - Svc list encl, 
JORDAN, E L. Division of Emergency Preparedness Sc Engineering 
„ (Post 830103). 84/06/11- Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01 , 8406010423. 


8406190289 Forwards IE Mgt Meeting Repts 50-329/84 
840510 Sc weekly meeting minutes. 

WARNICK, R.F. Region 3, Office of Director. 84/ 
Consumers Power Co. 2pp. 24989:001. 24X Fiche 
8406190289. 


— 8406 1 90294 IE Mgt Meeting Repts 50-329/84-17 & 5 
No noncompliance noted. Major areas discussed.a 
underpinning Sc svc water pump structure underp 
observations Sc update of 90-day rept. 

GARDNER, R. N. , HARRISON, J. J. Region 3, Office 
84/06/14. 4pp. 24989:003. 24X Fiche: 50-329, 


3406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept," addressing over 767. of insp plan, 
oer 840321 meeting «< 840405 ltr. TDI diesel generators at 
ratawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, KR. 0 

Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


3406150059 Forwards IE Insp Repts 50-329/84-14 Sc 50-330/84-14 on 
840508-09 Sc 21-22. No noncomp liance noted. w 

LITU.E. W. S. Region 3. Office of Director 


8406130315 IE Info Notice 84-47, "Environ Qualific 
Electrical Terminal Blocks." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/15. Consolidat 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000 


8406180353 IE Info Notice 84-48, "Failures of Rocki 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 
Response (Post 830103). 84/06/18. Consolidat 

Vni>l. T nr llOnn • 04-5 P4X Firhe' 50-000 


16190327 IE Info Notice 84-50; "C lar i f i ca t i on of Scope of QA Programs 
: or Transport Packages Pursuant to 10CFR50; App B. " Svc list 
nc 1. 

iQRDANi E. L. Division of Emergency Preparedness fit Engineering 
esponse (Post 830103) 84/06/21 Consolidated Edison Co. of New 

orb Inc. 63pp. 25535:041. 24X Fi c h e : 50-000- 84/06/2 1 . 84061 90327. 


Periodic operating reports fit related correspondence 


6120517 Forwards "Independent Assessment of Underpinning Weekly Rept 
4l " for wk of 840422-28. 

UCKS, A. S. Stone fit Webster, Inc. 84/05/02. COOK NRC - No Detailed 
filiation Given. 16pp. 24891:114. 24X Fiche : 50-329, 84/05/02, 

40612051 7 . 


6050504 Forwards Const Implementation Overview Weekly Rept 47 for 
40430- 0 5 04. 

ARR,J E. Stone fit Webster, Inc. 84/05/11. KEPPLER, J. G. Region 3, 
ffice of Director. 19pp. 24842:105. 24X Fi c h e : 50-329, 84/05/ 1 1 , 

406050 5 04. 


3220481 Partial response to FOIA request for 16 categories of 
ecords re Mi d land . Forwar ds documents listed on App A. 

:LT0N, U. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
irkland fit Ellis. 3pp. 25300:001. 24X Fi c he : 50-329, 84/05/ 1 7, 

405220481. 


406020126 Forwards "Midland IDCVP Monthly Status Rept 4 for Aug 
1983. " 

LEVIN, H. A. TERA Corp. BOX 07. 83/09/2 0. KEPPLER, J. G. Region 3, 

Office of Director. EISENHUT, D. G. Division of Licensing. 

COOK, J. W. Consumers Power Co. 38pp. 25345:206. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406020 1 59 Forwards Independent Assessment of Underpinning Weekly Rept 
79 for wk ending 840324. 

LUCKS, A S. Stone fit Webster, Inc. BOX 06. 84/03/29. COOK, R. 

Region 3, Office of Director. 17pp. 25340:022. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406020 1 64 Forwards Independent Assessment of Underpinning Weekly Rept 
78 for wk ending 840317. 

LUCKS, A S. Stone fit Webster, Inc. BOX 06. 84/03/21. COOK, R. 

Region 3, Office of Director. 15pp. 25340:039. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06070386 Sixth bimonthly 1 tr rept for 800921-1120 re Interagency 
Agreement NRC-03-79-167 re soils issues. Related info encl. 

MCCALL ISTER, P. Army, Dept, of, Corps of Engineers. BOX 01. 
80/11/28. LEAR, G. Hydrologic & Geotechnical Engineering Branch. 
33pp. 25304:358. 24X Fi c he: 50-329, 84/05/17, 8405220481 . 


06120146 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 18 for 830116-22 fit minutes of 
daily meetings. 

LUCKS, A. S. Stone fit Webster, Inc. BOX 10. 83/01/25. COOK, R 

Region 3, Office of Director. 9pp. 25376:137 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06120 1 53 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 19 for 830123-29 fit minutes of daily 
meetings. 

LUCKS, A S. Stone fit Webster, Inc. BOX 10. 83/02/03. COOK, R. 

Region 3, Office of Director. 10pp. 25376:146. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06120158 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 20 for 830130-0205 fit minutes of 
daily meetings. 

LUCKS, A. S. Stone St Webster, Inc. BOX 10. 83/02/09. COOK, R. 

Region 3, Office of Director. 9pp. 25376:156. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06120228 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 21 for 830206-12 fit minutes of daily 
meetings. 

LUCKS, A, S. Stone fit Webster, Inc. BOX 10. 83/02/18. COOK, R. 

Region 3, Office of Director. 9pp. 25377:098. 24X 

-iche : 50-329, 84/05/17, 8405220481. 


36120248 Forwards Independent Assesfment of Auxiliary Bldg 
Underpinning Weekly Rept 9 for 821114-20 fit minutes of daily 
meetings. 

-UCKS, A, S. Stone St Webster, Inc. BOX 10. 82/11/23. COOK, R. 

Region 3, Office of Director. 8pp. 25377:195. 24X 

: iche: 50-329, 84/05/17, 8405220481. 


36120252 Forwards Independent Assessment Auxiliary Bldg 
Underpinning Weekly Rept 8 for 821107-13. 

-UCKS, A. S. Stone fit Webster, Inc. BOX 10. 82/11/15 COOK, R. 

Region 3, Office of Director. 3pp, 25377; 207, 24X 

r iche: 50-329, 84/05/17, 8405220481. 


-8406120256 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 6 for 821024-30. 

LUCKS, A S Stone fit Webster, Inc. BOX 10. 82/11/03. COOK, R. 

Region 3, Office of Director. 3pp. 25377:210. 24X 

Fiche 50-329,84/05/17,8405220481. 


-8406120264 Forwards Const Imp 1 emen ta t i on Overview Rept 16 for 8309 
30. No mg t meeting scheduled during sub j period. 

BARANOW, S W. Stone fit Webster, Inc. BOX 10.. 83/10/03. 

KEPPLER, J. G. Region 3, Office of Director. 15pp 25378-001 
Fiche : 50-329, 84/05/17, 8405220481. 


8406120267 Forwards Const Implementation Overview Rept 5 for 83070 
fit minutes of mgt meeting. 

BARANOW, S. W. Stone fi< Webster, Inc. BOX 10. 83/07/18. 

KEPPLER, J. G. Region 3, Office of Director. 8pp. 25378:079 2 

Fiche : 50-329, 84/05/17, 8405220481. 


0406120272 Forwards Const Implementation Overview Rept 4 for 83062 
0707 fit status of program d evelopment. Re lated info encl. 

BARANOW, S. W. Stone fit Webster, Inc. BOX 10. 83/07/12. 

KEPPLER, J. G. Region 3, Office of Director. 18pp. 25378:087. 

Fiche : 50-329, 84/05/17, 8405220481. 


8406120274 Forwards Const Implementation Overview Rept 3 for 83061: 
& minutes of meetings. Status of program development encl. 

BARANOW, S. W. Stone Zc Webster, Inc. BOX 10. 83/06/28. 

KEPPLER, J. G. Region 3, Office of Director. 4pp. 25378:121. 2, 
Fiche: 50-329,84/05/17,8405220481. 


--8406120276 Forwards Const Implementation Overview Rept 2 for 83060 
& minutes of meetings Program development status fit related 
info encl. 

BARANOW, S. W. Stone It Webster, Inc. BOX 10. 83/06/14. 

KEPPLER, J. G. Region 3, Office of Director. 7pp. 25378:125 2- 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120279 Forwards Attachment A to Const Implementation Overview 
Weekly Rept 33, d is tr i b u ted on 840201. Related info encl. 

KARR, J. E. Stone it Webster, Inc. BOX 10. 84/02/03. KEPPLER, J. 

Region 3, Office of Director. 4pp. 25378:184. 24X 

Fiche 50-329, 84/05/17- 8405220481. 


— 8406120524 Forwards Independent Assessment of Underpinning Weekly I 
68 for 840101-07. Minutes of daily meeting held during wk 
between members of assessment team it site engineering, const 
it QA personnel encl. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. 84/01/12. COOK, R. 

Region 3, Office of Director. 11pp. 25353:158. 24X 

Fiche; 50-329, 84/05/17, 8405220481. 


— 8406120527 Forwards Independent Assessment of Underpinning Weekly F 
62 for 831 120-26. Minutes of daily meetings held during wk 
between members of assessment team fit site engineering const 
fit QA personnel 8< trip rept of 831005 site visit encl. 

LUCKS, A. S. Stone fit Webster, Inc. BOX 08. 83/12/01. COOK, R. 

Region 3, Office of Director. 16pp. 25352:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130054 Forwards Independent Assessment of Underpinning Weekly F 
61 for 831 1 13-19. Minutes of daily meeting held during wk 
between members of assessment team fit site eng ineering , const 
fit QA personnel encl. 

LUCKS, A. S. Stone fit Webster, Inc. BOX 08. 83/11/21. COOK, R. 

Region 3, Office of Director. 11pp. 25359:123. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130056 Forwards Independent Assessment of Underpinning Weekly I 
60 for 831 106-12. Minutes of daily meetings held during wk 
between members of assessment team fit site eng ineering, const 
fit QA personnel encl. 

LUCKS, A. S. Stone fit Webster, Inc. BOX 08. 83/11/15. COOK,R. 

Region 3, Office of Director. Upp. 25359:134. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130060 Forwards Independent Assessment of Underpinning Weekly I 
42 for 830703-09. Minutes of daily meetings held during wk 
between members of assessment team fit site eng ineering , const 
fit QA personnel encl, 

LUCKS, A. S. Stone fit Webster, Inc. BOX 08. 83/07/13. COOK, R. 

Region 3, Office of Director. 15pp. 25360:024. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130062 Forwards Independent Assessment of Underpinning Weekly I 
40 for 830619-25. Minutes of daily meetings held during wk 
between members of assessment team fit site eng ineering , const 
fit QA personnel encl. 

LUCKS, A. S. Stone fit Webster, Inc. BOX 08. 83/06/27. COOK, R. 

Region 3, Office of Director. 12pp. 25360:174. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406130063 Forwards Independent Assessment of Underpinning Weekly Rept 
38 for 830605-1 1. Minutes of daily meetings held during uk 
between members of assessment team & site engineering, const 
& GA personnel end. 

LUCKS, A S Stone & Webster. Inc BOX 08. S3/06/17. COOK. R. 

Region 3. Office of Director 9pp. 25360:186 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


-8406130064 Forwards Independent Assessment of Underpinning Weekly Rept 
37 for 830529-0604 Minutes of daily meetings held during wk 
between members of assessment team & site eng ineer ing , c onst 
& GA personnel end 

LUCKS, A S. Stone & Webster. Inc. BOX 08. 83/06/10. COOK. R. 

Region 3. Office of Director. 9pp 25360: 195. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


-8406130065 Foruards Independent Assessment of Underpinning Weekly Rept 
36 for 830522-28. Minutes of daily meetings held during wk 
between members of assessment team & site engineering 
const & GA personnel end. 

LUCKS, A. S. Stone & Webster, Inc. BOX 08. 83/06/02 COOK, R. 

Region 3. Office of Director. 12pp. 25360:204. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


-8406130068 Forwards Independent Assessment of Underpinning Weekly Rept 
35 for 830515-21. Minutes of daily meetings held during wk 
between members of assessment team & site eng ineering , const 
It GA personnel end. 

LUCKS, A. S. Stone & Webster. Inc. BOX 08. 83/05/27. COOK, R. 

Region 3, Office of Director. 11pp. 25360:216. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


106130058 Forwards Independent Assessment of Underpinning Weekly Rept 
43 for 830712-16. Minutes of daily meetings held during wk 
betueen members of assessment team & site engineering, const 
& GA personnel end. 

LUCKS, A S. Stone & Webster, Inc. BOX 08. 83/07/20 COOK, R. 

Region 3, Office of Director. 15pp. 25360:009. 24X 

Fiche: 50-329, 84/05/17, 8406130058. 


^6010362 Forwards IE Mgt Meeting Repts 50-329/84-15 b 50-330/84-15 on 
840412-0514. 

WARWICK, R. F. Region 3, Office of Director. 84/05/18. COOK, J. W. 
Consumers Power Co. 2pp. 24751:204. 24X Fiche: 50-329. 84/05/18, 
8406010362 


8406010371 Forwards "Const Implementation Overvi ew. Wee k 1 y Rept 38 for 
840227-0302. “ 

KARR, J. E. Stone fc Webster, Inc. 84/03/09. KEPPLER, J. 0. Region 
3, Office of Director. 16pp. 24751:233. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406010377 Forwards "Const Implementation Overview, Weekly Rept 41 for 
840319-23. " 

KARR, J. E. Stone & Webster, Inc. 84/03/29. KEPPLER, J. G. Region 
3, Office of Director. 19pp. 24751:288. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406010381 Forwards "Const Implementation Overview, Week ly Rept 42 for 
840326-30. " 

KARR, U. E. Stone Ze Webster, Inc. 84/04/06. KEPPLER, J. G. Region 
3, Office of Director. 18pp. 24751:307. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406010389 Forwards "Independent Assessment of Underpinning, Weekly 
Rept 76 for 840226-0303. " 

KARR, J. E. Stone & Webster, Inc. 84/03/08. KEPPLER, J. G. NRC - No 
Detailed Affiliation Given. 17pp. 24751:325. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


3406010397 Forwards "Independent Assessment of Underpinning, Weekly 
Rept 77 for 840304-10. " 

LUCKS, A. S. Stone & Webster, Inc. 84703/15. COOK, R. NRC - No 
Detailed Affiliation Given. 16pp. 24751:342. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


3406010399 Forwards "Independent Assessment of Underpinning, Weekly 
Rept 78 for 840301-17. * 

LUCKS, A. S. Stone & Webster, Inc. 84/03/21. COOK, R. NRC - No 
Detailed Affiliation Given. 15pp. 24751:358. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


1406010408 Forwards "Independent Assessment of Underp inning, Weekly 
Rept 79 for 840318-24. " 

LUCKS, A, S. Stone & Webster, Inc. 84/03/29. COOK, R. NRC - No 
Detailed Affiliation Given. 17pp. 24752:012. 24X 

Fiche: 50-329,84/05/18, 8406010362. 


1406010413 Forwards "Independent Assessment of Underpinning, Weekly 
Rept 80 for 840325-31, ** 

LUCKS, A. S. Stone & Webster, Inc. 84/04/04. COOK, R. NRC - No 
Detailed Affiliation Given. 15pp. 24752:029. 24X 

Fiche: 50-329, 84/05/18, 8406010362. 


8406120494 Forwards "Independent Assessment of Underpinning Weekly 
Rept 87, " for uk of 840513-19. 

LUCKS, A. S. Stone & Webster, Inc. 84/05/22 COOK, R. NRC - No 
Detailed Affiliation Given. 16pp 24890:250. 24X 

Fiche: 50-329, 84/05/22, 8406120494 


8406010019 Forwards ALAB-106 monthly rept for Apr 1984, including 
Bechtel nonconformance r e p t s , Bee h t e 1 FSO nonconformance 
repts, quality action requests, mgt corrective action repts & 

B&W repts of nonconformity. 

COCK, J. W Consumers Pouer Co. 84/05/25. DEYOUNG, R. C. Director 
Office, Office of Inspection and Enforcement 4,000pp. 24819:00 

24X Fiche: 50-329, 84/05/25, 8406010019 


8406120351 Forwards "Independent Assessment of Underpinning Weekly 
Rept 88," for uk of 840520-26. Da i 1 y meeting minutes end. 

LUCKS, A. S. Stone & Webster, Inc. 84/05/30. BURGESS, B. L. NRC - 
Detailed Affiliation Given. 17pp. 24893:173 24X 

Fiche: 50-329, 84/05/30, 8406120351. 


8406060224 Forwards Const Implementation Overview Weekly Rept 49 foi 
840514-18. 

KARR, J. E. Stone & Webster, Inc. 84/05/31. KEPPLER, J G. Region 
Office of Director. 18pp. 24812:335. 24X Fi c h e : 50-329, 84/05/31, 

8406060224. 


B4061 50197 Forwards Const Implementation Overview Weekly Rept 50 
for 840521-25. 

KARR, J. E. Stone & Webster, Inc. 84/06/06 KEPPLER, J. G. Region 
Office of Director. 18pp. 24951:037. 24X Fi c h e : 50-329, 84/06/06, 

8406150197. 


8406210398 Forwards Independent Assessment of Underpinning Weekly Ri 
89 for 840527-0602 & minutes of daily meetings. 

LUCKS, A S. Stone & Webster, Inc. 84/06/06. BURGESS, B. L. NRC - 
Detailed Affiliation Given. 17pp. 25057:278. 24X 

Fiche: 50-329, 84/06/06, 8406210398. 


8406190127 Submits monthly rept for 4-wk period ending 840524. Bechti 
status assessment %>. GA dept quality verification activities 
& results included. 

QUAMME, D. L. Consumers Power Co. 84/06/07. HARRISON, J. J. Region 
Office of Director. 5pp. 24980:003. 24X Fi c h e: 50-329, 84/06/07, 

8406190127. 


8406190289 Forwards IE Mgt Meeting Repts 50-329/84-17 %, 50-330/84-18 
840510 & weekly meeting minutes. 

WARNICK, R. F. Region 3, Office of Director. 84/06/14. COOK, J. W. 
Consumers Power Co. 2pp. 23516.341. 24X Fi c h e : 50-329, 84 /06/14, 

8406190289 


--8406190303 Forwards 840510 meeting minutes re status of independen 
assessment of underpinning & remedial soils work. 

LUCKS, A. S. Stone & Webster, Inc. 84/05/22. HARRISON, J. J. NRC 
No Detailed Affiliation Given. 29pp. 24989:007. 24X 

Fiche: 50-329, 84/06/14, 84061902S9. 


8406190308 Forwards "Independent Assessment of Underpinning Weekly 
81 for 840401-07. " 

LUCKS, A. S. Stone «< Webster, Inc. 84/04/11. COOK, R. NRC - No 
Detailed Affiliation Given. ISpp 24989:036. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


— 8406190312 Forwards "Independent Assessment of Underpinning Weekly 
82 for 840408-14. " 

LUCKS, A S. Stone & Webster, Inc. 84/04/18. COOK, R NRC - No 
Detailed Affiliation Given. 15pp. 24989:051. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


8406190316 Forwards "Const Implementation Overview, Weekly Rept 43 
840402-06. " 

KARR , J. E. Stone *< Webster, Inc, 84/04/12. KEPPLER, J. G. Regio 
3, Office of Director. 18pp. 24989:097. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


— 8406190328 Forwards "Const Implementation Overvi ew, Wee k 1 y Rept 44 
840409-13. " 

KARR, J, E. Stone & Webster, Inc, 84/04/19. KEPPLER, J. G. Regio: 
3, Office of Director. 21pp. 24989:115. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


8406190336 Forwards "Const Implementation Over vi ew, Wee k 1 y Rept 45 
840416-20. " 

KARR, J. E. Stone & Webster, Inc, 84/04/26, KEPPLER, J. G. Regioi 
3, Office of Director. 20pp. 24989:136. 24X 

Fiche: 50-329, 84/06/14, 8406190289. 


8406210166 Forwards Independent Assessment of Underpinning Weekly R«| 
90 for 840603-09. 

LUCKS, A. S. Stone «< Webster, Inc. 84/06/14. BURGESS, E L. NRC - I 
Detailed Affiliation Given. 17pp. 25057:131. 24X 

Fiche: 50-329, R4/06/14, oi AA 


DOCKETED ITEMS 


210338 Forwards Const Implementation Overview Weekly Rept 52 for 
of 340604-08. 

?R> J. E. Stone & Webster. Inc. 84/06/14. KEPPLER, J. G. Region 3. 
fice of Director. 18pp. 25055:345. 24X Fi che: 50-329, 84/06/14, 

56210388. 


•portable occurrences. LERs & related correspondence 


—8109080075 Interim deficiency rept re cracks in borated water stor 
tank foundation, originally reported on 810220 . Bechtel specs 
for surcharge program being revised to resolve NRC c^erns 
raised in 810715 d i scus s i on. Nex t rept to be sent by 810915. 

COOK, J. W. Consumers Power Co. BOX 13. 81/07/2L KEPPLER, J. G. 

Region 3, Chicago, Office of the Director (81/03/01). 2pp. 
25401:313. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


’40322 Forwards "Evaluation of Emergency Diesel Generator 
inkshafts at Shoreham & Grand Gulf Nuclear Power 
itions, " on behalf of TDI Diesel Generator Owners Group. 
iELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
r 04/20. DENTON, H. R Office of Nuclear Reactor Regulation, 
ector. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20, 8404240322. 


-8406020077 Forwards Zack Co investigation rept cited in Board 
Notification 82-94 re welder record discrepancies 
potentially reportable under Part 21. o-a/oi/r. 

WARNICK, R F. Region 3. Office of Director. BOX 06. 83/06/0 

EISENHUT, D. G. Division of Licensing. 3pp. 25338:160. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


'10331 Forwards const implementation overview of Item 81 re Welds 
Jt 43 on Line 30 Inch OHBC-33 & Welds 8,71 & 23 on Line 
Inch.OHSC-34 coated u/coal tar epoxy. 

R,J. E. Stone & Webster, Inc. 84/05/11. KEPPLER, J. G. , COOK, R. J. , 
R ISON, J. J. NRC - No Detailed Affiliation Given. 2pp. 24753:165. 
X Fiche: 50-329, 84/05/11, 8406010331. 


50314 Forwards Nonconformance Repts C-00960 & C-02003-HV re 
quality safety-related installations using grouted anchor 
ts. 

ME, J. Consumers Power Co. 84/05/12. BUTLER, K. Stone & Webster, 
21pp. 24838:269. 24X Fiche: 50-329, 84/05/ 12, 8406050314. 


50382 Forwards Nonconf ormance Repts C-00772 & 4924, previously 
vided on 840508, per request. 

ME, J. Consumers Power Co. 84/05/12. WETHERALL, N. Stone & 
ster, Inc. 13pp. 24804:344. 24X Fiche: 50-329, 84/05/12, 

&05Q382. 


— 8406020080 “Investigation Into Apparent Discrepancies 
Relative to Midland Project. " Related info encl. 

* Zack Co. BOX 06 82/09/27. 166pp. 25338:163. 

Fiche. 50-329, 84/05/ 1 7, 8405220481 


in Weld Reco 
24 X 


-8406020089 Forwards summary of nonconformances identified as resul 
recent field change request/f ield change not * c * 

G'JAMME, D. L. Consumers Power Co. BOX 06. 8 J£? 2/2 ?. V HARRIS0N ''- 

Region 3, Office of Director. 4pp. 25339:092. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406040335 Board Notification 83-70: forwards info re continued cor 
activities on underpinning pier KC-2, located beneath turbine 
bldg northeast portion in violation of nonconformance rept & 

hold tag. W/o encl. nrw a-wni/oi 

NOVAK, T? M. Assistant Director for Licensing ^ 

Atomic Safety and Licensing Board Panel. 3pp. 25367.039. 24) 

Fiche: 50-329, 84/05/17, 8405220481. 


50422 Forwards Nonconformance Repts C-02581-V, C-00082, C-02439-V, 
2892-V, C-02753-V, C-02336, C-02240-V & C-02767 re several 
jes existing on f lang es, soc ket welds found to be 
jrsized & flange connection requirements not met. 

ME, J. Consumers Power Co. 84/05/12. KASSON, B. Stone 8c Webster, 
25pp. 24845:115. 24X Fiche: 50-329, 84/05/12, 8406050422. 


—8406070399 Requests personnel availability for concentrated reviet 
overall nonconformance sys including trending me ° s 


individual nonconformance repts 6 excludins oeavil v reviewed 
areas such as soils. Parts of regular insp program mill slip_ 


KNOP, R. C. 
79/09/27. 
25305: 179. 


Reoion 3, Chicago, Office of the Director. BOX 01. 
FI OR ELL I , G. NRC - No Detailed Affiliation Given. 

24X Fiche: 50-329,84/05/17,8405220481. 


>0511 Forwards Nonconformance Rept C-02834-— V re welded 
lections of structural supports. 

IE, U. Consumers Power Co. 84/05/12. BEAUCHAMP, D. Stone 8< 
iter, Inc. 9pp. 24940:159. 24X Fiche: 50-329, 84/05/12, 

,050511. 


>0217 Requests documentation for listed const implementation 
view items. 

!,J. E. Stone & Webster, Inc. 84/05/16. QUAMME, D. L. Consumers 

r Co. KEPPLER, J. G. Region 3, Office of Director. 2pp. 

2:358. 24 X Fiche; 50-329, 04/05/16, 8406060217. 


>0218 Forwards const implementation overview Nonconformance 
tification Rept 020 re unsigned distribution change 
est forms. 

,U. E. Stone & Webster, Inc. 84/05/16. KEPPLER, J. G. NRC - No 
iled Affiliation Given. QUAMME, D. L. , REICHEL, N. I. Consumers 
r Co. 4pp. 24812:353. 24X Fic he: 50-329, 84/05/16, 8406060218. 


0481 Partial response to FOIA request for 16 categories of 
rds re Mid land. Forwards documents listed on App A. 

ON, J. M. Division of Rules and Records. 04/05/17. RICE, C. M. 
land fy Ellis. 3pp. 25300:001. 24X Fich e: 50-329, 84/05/17, 

220481. 


210483 Summary of 790821-22 meeting w/Bechtel Power Corp,8e San 
ancisco Power Div re generic application of QA topical 
pt BQ-TOP— 1 & proposed exceptions to Reg Guide 1, 123 as 
plied to ASME Code shops. 

LRAY, J. W. Quality Assurance Branch. BOX 13. 79/08/27. 

ASS, W. p . Quality Assurance Branch, lp. 29402:276, 24X 

che: 50-329, 84/05/17, 8405220481. 


D10427 Protests deficiencies in plant const. NRC should stop const. 
3SHALL, W. H, Affiliation Not Assigned. BOX 13. 80/06/23. 

/ision of Safety Technology. lp. 25402 : 319, 24X 

:he: 50-329, 84/05/17, 8405220481. 


— 8406070401 Advises that questions or requests for technical assis 
encountered during review of nonconformance rept should be 
forwarded w/rept to Assistant Director for Const St 
Operations for technical evaluation. 

DAVIS, J. G. Atomic Energy Commission. BOX 01. 7/03 • 

KEPPLER, J. G. Atomic Energy Commission. lp. 25305.1 
Fiche: 50-329, 84/05/17, 8405220481. 


-8406070409 R.guests r.vieu. & .valuation of mat ' P !L' 
Condition 4 sine. Oct 1978. pen n.tnuction. to IE Vand.l dtd 
750425. Little value seen in backfittmg review . 

HAYES, D. W. NRC - No Detailed Affiliation Given Given 1 

79/01/11, HANSEN. W. A. NRC - No Detailed Affiliation Oxven. 1 


—8406120027 


027 Respond, to 830323 ltr re QA S. mfg 
Victoreen, Inc 6 possible effect on '"“'“'/In 8302U 
of MI . Victoreen proposed corrective action, in 830211 
response to Region IV 821101-05 B3/05/1 

ssfE i e 3 s-:*:f . ; r ; - 

25372:318. 24X Fi c h e : 50-329, 84/05/17, 840522 


— 8406120031 Ack receipt 
mfg deficiencies at V 
8< mfg deficiencies in 
Victoreen. 

SMITH, G. R. Michigan, 
83/03/23. KEPPLER, U. 
25372:320. 24X Fiche 


of 830309 ltr from util re quality program 

ictoreen, Inc.Ltr indicates serious QA 
in-plant monitoring equipment mfg by 

State of. Dept, of Public Health. BOX 1C 
Region 3, Office of Director. lp. 

: 50-329, 84/05/17, 8405220481. 


— 8406120034 Discusses quality program & mfg deficiencies for Vlctc 

!nc radiation diction n. ru. ^cJ.nU. 
allowed to resolve matter, incx«« » 

in Victoreen wor kmansh i p stds. rector . BOX 10. 83/04/26. 

GREGER, L. R. Region 3, Office 3dd 35372- 321 

WARNICK, R. F. Region 3, Office of Director. 3pp. 25372.321. 

Fiche. 50-329, 84/05/17, 8405220481. 


>80070 Forwards updated Deficiency Repts gH-H>2 re auxiliary bldg 
Lsmic analysis, 80— 07 re NS8S seismic plus LOCA reanalysis 
30-06 or 80—01 re component cooling wa te T design, to be 
:luded in 810811 later sessions of soils Irearing.. 

3D, D. Licensing Branch 4. BOX 13. 81/08/26. RINALDI, F. 

vision of Engineering & Technical InspectriOTL 2pp. 25401:312. 

C Fiche: 50-329, 84/05/17, 8405220481. 


-8406120037 Discus... ™ jn.P 

^^“^p^rr^Jfic. Of Oir.cto.^BOX^O^^/04/13. 

25372 ^ 333 ! L ' 24X*Fiche? 50 - 329 * 84 / 05 / 17 , 8405220491. 
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— 8406120039 Discusses WB Grant 830228 ltr re quality program it 
deficiencies for Vic toreeni Inc radiation detection 
instrumentat ion. Clar i f i cat i on & description of condition of 
instrumentation submitted to alter WB Grant opinion. 

COOK, R. J. Region 3, Office of Director. BOX 10. 83/04/08. 

HARRIS ON. J. Region 3, Office of Director. 2pp. 25372:334. 
Fiche: 50-329, 84/05/17, 8405220481. 


8406010313 Supplemental Part 21 rept re possible i 
electrical cables mfg by Rockbestos Co. Initially 
840511. Certain reels on production records not s 
shipped on non-Class IE purchase orders. 
LITTLEHALES, G. Rockbestos Co. 84/05/22. Dir 

24X Office of Inspection and Enforcement 5pp 247 

Fiche: 50-000, 84/05/22, 8406010313. 


— 8406120302 Comments on proposed corrective actions to Rev 1 to 
Procedure N-6, "Processing of Const Implementation Overview 
Deficiencies." Quality Action Requests 0005-0007 it 00011 
issued for NIRs 002-005, respectively. 

BARANOW, S. W. Stone it Webster, Inc. BOX 10. 83/10/21. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25379:358. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120308 Indicates status of const implementation approval of Q VP, BHD 
& status assessment programs. QVP, BHO & status assessment 
ready for imp lementati on. Related info end. 

BARANOW, S. W. Stone It Webster, Inc. BOX 10. 83/10/12. 

KEPPLER , J. G. Region 3, Office of Director. Spp. 25380:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines & design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators. W/o ends. Related correspondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. DSB 361. 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


8403300109 Forwards cover ltr transmitting rept on investigation of 
Types AF & AE piston skirts. W/o end. Related correspondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/17. 

BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF St AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-84-2-14 DRFT, 84/05/31. 
115pp. 24668:206. 24X Fi c he: 50-000, 84/05/17, 8405300109. 


8406010354 Forwards closed const implementation ov 
re failure to maintain audit repts. 

KARR, J. E Stone it Webster, Inc. 84/05/22. KEF 
HARRISON, J. J. , BURGESS, B. L NRC - No Detailed A 
5pp. 24752:093. 24X F l c h e : 50-329, 84/05/22, 8406 


8406050060 Forwards monthly rept re Bechtel status 
quality verification activities for period endin 
QUAilME, D. L. Consumers Power Co. 84/05/22. HAR 
Office of Director. 4pp. 24839.348. 24X Fiche 

8406050060. 


8406010272 Forwards closed const implementation ov 
use of FSK prints not marked status assessment p 
w/expiration date. 

KARR, J. E. Stone it Webster, Inc. 84/05/23. KEP 
HARRISON, J. J. , BURGESS, B. L NRC - No Detailed A 
5pp. 24753:179. 24X F i c h e ; 50-329, 84/05/23, 8406 


8406010312 Responds to 840516 request for descript 
maintain independence between const implementati 
team it SS-.W personnel. Cons t implementation overvi 
verify or evaluate work performed by S&W insp pe 
KARR, J. E. Stone it Webster, Inc. 84/05/23. QUA 
Power Co. Ip. 24753:243. 24X Fi c h e: 30-329, 84/ 


8406010341 Forwards dosed Nonconformance Identifi 
FDDL printouts including error in unsolicited dr 
KARR, J. E. Stone it Webster, Inc. 84/03/24. KEP 
HARRISON, J. J , BURGESS, B.L. NRC - No Detailed A 
6pp. 24752:069. 24X F i c h e : 50-329, 84/03/24, 8406 


B4060600Q4 Advises that TDI Owners Group 840516 ltr it rept, "Eval 
of Emergency Diesel Generator Crankshafts at Shoreham it 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDEN ICK , B. M. 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/03/17, 8406060004. 


8406060181 Forwards open Const Implementation Overview Item 084 re 
verification of quality verification program activities in 
Module 800 E-G. 

KARR, U. E. Stone & Webster, Inc. 84/05/17. KEPPLER, J. G. Region 
Office of Director. 3pp. 24661:164. 24X Fi che: 30-329, 84/05/17, 

8406060181. 


8406030002 Provides Document Control Assurance Gro 
ition Nonconformance Identification Rept 027 re defici 

Document Stations 59 it 501. 

QUAMME, D. L. Consumers Power Co. 84/05/23. KAR 
Webster, Inc. 2pp. 24840:001. 24X Fiche: 50-32 

NRC 8406050002. 


8406050034 Interim deficiency rept re concrete exp 
installed in netal decking. Initially reported on 
Addl testing re bond betueen grout & anchor cont 
Next rept will be submitted by 840727. 

COOK, J. W. Consumers Power Co. 84/05/23. KEPPL 
Office of Director. 8pp. 24838:246. 24X Fiche 

8406050034. 


8406060185 Forwards closed const implementation overview Nonconformance 
Identif ication Repts 026 & 024 re deficiencies in drawings, 
including Rev 13 to Drawing C-130, Rev 7 to Drawing C-224, 

Drawing A-871 it Rev 17 to Drawing C-898. 

KARR, J. E, Stone it Webster, Inc. 84/05/17. KEPPLER, U. G. Region 3, 
Office of Director. 29pp. 24661:167. 24X Fiche : 50-329, 84/05/17, 

8406060185. 


8406060268 Forwards for act ion/inf o. Const Implementation Overview Item 
083 hold point notification re noting on visible portion of 
cab le, p or tion of cable not inspected it reason why cable not 
inspected. 

KARR, J. E. Stone it Webster, Inc. 84/03/17. KEPPLER, J. G. , 

HARRISON, U. J. , COOK, R. J. NRC - No Detailed Affiliation Given. 2pp. 
24657:147. 24X Fich e : 50-329, 84/03/ 17, 8406060268, 


8405300116 Forwards rept on design review of connecting rods for TDI 
DSRV-4 series diesel generator. W/o encl. Related 
correspondence. 

BRITT, L. F. TDI ( Transame r i ca Delaval, Inc. ) Owners Group. 84/05/18. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/03/15. 
60pp. 24668:142. 24X Fi c h e: 50-000, 84/05/1 8, 84053001 16. 


8406050274 Forwards Nonconformance Rept C-01006 re 
frames not in compliance w/project approved vend 
it approved welding procedure specs. 

KINNE, U. Consumers Pouer Co. 84/05/23. BUTLER 
Inc. 44pp. 24840:169. 24X Fic h e : 30-329, 84/03/ 


8406050313 Forwards Nonconformance Repts C-03719-V 
uelded connections of structural floor framing & 
steel it miscellaneous me t a 1 , r esp ec t i ve 1 y . 

KINNE, J. Consumers Pouer Co. 84/03/25. BUTLER 
Inc. 44pp. 24815:264. 24X Fiche: 30-329, 84/03/ 


8406050392 Forwards Nonconformance Repts C-03018, C 
re voids in grout, upper south anchor 1-3/8 inch 
edge of plate, lower north anchor installed 2-5/8 
C4 embed i: upper north anchor 4-1/8 inch from C4 
KINNE, J. Consumers Power Co. 84/05/25. RIDGE, 
Inc. 12pp. 24804:291. 24X Fic h e : 30-329, 84/03/ 


8406050460 Forwards Nonconformance Tnpt C-03461-HV 
deficiency in rigid hanger assembly of auxiliary 
discharge sys. 

KINNE, J. Consumers Power Co. 84/05/25, MACBAY 
Inc. 4pp. 24842:324. 24X Fi ch e : 50-329, 84/03/2 


8406050135 Forwards open Const Implementation Over 
point notif ication. Audit f orms/chec k 1 i s ts incomp 
criteria of 10CFR50, App B not audited. 

KARR, J. E. Stone it Webster, Inr. Q4/OS/W KFP 
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6060266 Forwards partial response to 840523 Tracked Action Item 085 
e Module 120D 

Consumers Pouer Co. 84/05/30. Stone & Webster, Inc 4pp. 

4657:143 24X F i c h e ; 50-329, 84/05/30. 8406060266. 


6120174 Forwards Nonconformance Rept C-00028. 

INNE, J. Consumers Pouer Co. 8*4/05/30 WELLS, D. Stone & Webster 
ngineer ing Corp. 23pp. 24889 : 250. 24X F i c h e : 50-329, 84/05/30, 

406120174. 


6120181 Forwards Nonconformance Rept C-OOOB2. 

INNE, J. Consumers Pouer Co. 8-4/05/30. KASSON, B. Stone i. Webster 
ng ineer ing Corp. 2pp. 24888:133. 24X Fi che 50-329, 84/05/30, 

406120181. 


6120242 Forwards Nonconformance Rept C-03119-HV re loose nuts on 
SS-114 pipe clamp. 

INNE, J. Consumers Power Co. 84/05/30. RIDGE, J. J. Stone it 
ebster, Inc. 6pp. 24890:035. 24X Fi c h e : 50-329, 84/05/30, 

406120 2 42. 


6060212 Forwards completed response to Tracked Item 070. W/o end. 
EICHEL, N. I. Consumers Power Co. 84/05/31. Stone it Webster, Inc. 
KEPPLER, J. G. Region 3, Office of Director. Ip. 24812:357. 24X 

iche: 50-329, 84/05/31 . 8406060212. 


6060225 Forwards item/hold point notification form for const 
oplementation overview of tracked info Item 080 re mgt 
eview for turbine roll. 

EICHEL, N. I. Consumers Power Co. 84/05/31. Stone it Webster, Inc. 
3pp. 24661:078. 24X Fi c h e : 50-329, 84/05/3 1 , 8406060225. 


6110312 Forwards "Evaluation of Emergency Diesel Generator 
rankshafts at Shorehan & Grand Gulf," "Design Review of 
onnecting Rods for TDI DSRV-4 Series Diesel Generators" & 
Investigation of Types AF V. AE Piston Skirts," final repts. 

RITT. L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24866:001 24X 

iche: 50-000, 84/05/31, 8406110312. 


6120008 Forwards Bechtel 840531 response to const implementation 
verview tracked Action Item 06Q re code editions 
tnplemented for component support insta 1 lat ion. 

EICHEL, N. I. Consumers Power Co. 84/05/31. Stone it Webster, Inc. 
3pp. 24888:187. 24X Fi c h e : 50-329, 84/05/31 , 8406120008. 


6120107 Forwards Nonconformance Identi f i cation Rept 30 & Quality 
ction Request RA-00197 re TDI Copes Vulcan, Inc purchase 
rders. 

EICHEL, N. I Consumers Power Co. 84/05/31. Stone & Webster, Inc. 
5pp. 24893:087. 24X Fi c he ; 50-329, 84/05/31 , 8406120107. 


6120130 Forwards Bechtel response to Nonconformance I d en t i f i ca ti on 
ept 030 provided in closed Quality Action Request RA-00197 
e purchasing ASME matl from non— ASME matl supplier. 

EICHEL, N. I. Consumers Power Co. 84/05/31. Stone it Webster, Inc. 
5pp. 24888:214. 24X Fiche: 50-329, 84/05/31, 8406120130. 


6050364 Forwards two proprietary oversize drawings in response to 
NWL request. Drawing s withheld (ref 10CFR2. 790 ) , p er TDI 
iesel Generator Owners Group 8-40323 ap p 1 i c at i on . Ap er tur e 
ards are available in Central Files. 

AY, C.L. TDI (Transamerica Del-aval, Inc. ) Owners Group. 84/06/01. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
4845:213. 24X Fi che: 50-000, 84/06/01, 8406050364. 


6030116 Interim deficiency rept: re B&W steam generator auxiliary 
eedwater header design change. Initially reported on 820526, 
q schedule established for design change it mod of hardware, 
ext rept will be issued on or before 841130. 

□OK, U. W. Consumers Power Co. 84/06/01. KEPPLER, J. G. Region 3, 
ff ice of Director. 4pp. 24855:227. 24X Fiche: 50-329, 84/06/01, 

406080 116. 


8406120213 Forwards Nonconformance Identification Repts 029 & 031 t 
clerical errors or omissions in procurement documents. 

* Consumers Power Co 84/06/01. Stone i. Webster, Inc. 7pp. 
24889:352 24X Fi c h e : 50-329, 84/06/01 , 84061 20213 


8406120237 Forwards const implementation overview Item 078 re use c 
pencil on audit rept. 

* Consumers Pouer Co. 84/06/01 Stone it Webster, Inc. 4pp. 

24890:041. 24X Fiche : 50-329. 84/06/01, 8406120237. 


8406120250 Forwards response to Tracked Action Item 085. W/o end. 
REICHEL, N. I. Consumers Power Co. 84/06/01. Stone it Webster, 
lp. 24894 361 24X F i c h e : 50-329, 84/06/01 . 8406120250. 


8406120465 Forwards closed const implementation overview Items 070 
086 re status assessment process i. Nonconformance 
Identification Repts 022 i 023, respectively . 

KARR, J E. Stone i. Webster, Inc 84/06/01. KEPPLER, J. G. Region 
Office of Director. QUAMME, D. L , REICHEL, N. I. Consumers Power C 
12pp. 24891:062. 24X Fi che : 50-329, 84/06/01. 8406120465. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Uad 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER. M. A. Division of Licensing 84/06/01. BERLINGER. C. H. 
Division of Licensing 4pp. 24897:311. 24X Fi ch e : 50-000, 84/06/ 

8406120537. 


8406140209 ♦Interim deficiency rept re use of shear lugs in embedmen 
d es ign. 3ech te 1 investigations indicated use of shear lugs 
outside compression zone effective design technique it that 
no safety concerns exist. Next rept expected by 840928. 

COOK, J. W. Consumers Pouer Co. 84/06/01. KEPPLER, J. G. Region 3 
Office of Director. 3pp. 24924:149. 24X Fiche: 50-329, 84/06/01. 
8406140209. 


8406150168 Forwards complete response to Tracked Recommendation Ite 
082 re audits of applicable criteria of 10CFR50, App B for 
site contractors. 

* Consumers Power Co 84/06/01. Stone it Webster, Inc. 5pp. 
24953:001. 24X Fi c h e : 50-329, 84/06/01, 84061 50168. 


8406060221 Forwards const i mp 1 ementat i on overview item/hold point 
notification forms for Items 072 i. 073 re ANSI N45. 2, 

Section 7 it B&W QA manual, Rev 3, resp ec t ive 1 y . 

KARR, J. E. Stone S< Webster. Inc. 84/06/04. KEPPLER, J. G. NRC - 
Detailed Affiliation Given. 14pp. 24657:171. 24X 

Fiche: 50-329, 84/06/04, 8406060221. 


B406120173 Forwards closed Const Implementation Overview Item 060 r 
site auditing. 

KARR, J E. Stone it Webster, Inc. 84/06/04. KEPPLER, J. G. Region 
Office of Director. 9pp. 24889:317. 24X Fiche: 50-329, 84/06/04, 
8406120173. 


8406120178 Forwards closed Const Implementation Overview NonconfoTrc 
Identification Repts 022 & 027. 

KARR, J. E. Stone & Webster, Inc. 84/06/04. KEPPLER, J. G. Region 
Office of Director. 23pp. 24889:294. 24X Fiche: 50-329, 84/06/04 
8406120178. 


8406150066 Forwards complete response to Item 6 of Mlodule 120D list 
welder identification numbers inconsistent w/old 
verification records. 

* Consumers Power Co. 84/06/04. Stone St Webster, Inc. 2pp. 
24943: 360. 24X Fiche: 50-329, 84/06/04, 8406150066. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring i Termination Qualif ication Review for 
TDI Diesel Generators. “ 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/C 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pf 
24858:160. 24X Fiche: 50-000, 84/06/05, 8406080174. 


5030207 Interim deficiency rept re small break/reactor coolant pump 
peration interaction during primary sys high void fraction 
onditions. Investigation incomp 1 ete. Next rept will be 
ubmitted by 840831. 

□OK, J. W. Consumers Power Co. S4/06/01. KEPPLER, J, G. Region 3, 
ff ice of Director. 4pp. 24858:280. 24X Fiche: 50-329, 84/06/01, 
406080207. 


5120191 Forwards closed Const Implementation Overview Item 081 re 
arious welds coated w/coal tar epoxy rendering welds 
naccessible. 

ARR, J. E, Stone it Webster, Inc. 84/06/01. KEPPLER, U. G. , 

ARRISON, J. J. , BURGESS, B. L. Region 3, Office of Director. 3pp. 
4889:282. 24X Fic h e : 50-329, 84/06/01 , 8406120191 , 


8406150053 Forwards DIIA E-1.0 Rev 17/V2636 Log 00013 i E-10 Rev 
17/V2323 Log 00006, per G Carter request. W/o end. 

PALMER, B. Consumers Power Co. 84/06/05. Stone & Webster, Inc 
lp. 24943:051. 24X Fi c h e : 50-329, 84/06/05, 8406150053. 


8406150044 Forwards Nonconformance Rept A-O0154 re expansion anchoi 
in metal decking. 

KINME, J. Consumers Power Co. 84/06/06. HANNE, G. Stone it Ulebsi 
Inc 3pp 24943:040. 24X Fi che : 50-329, 84/06/06, 84061 50044. 


8406150054 Forwards Nonconformance Rept C-03736 re welds on Door 21 
of auxiliary bldg. Document previously provided on 840606, p er 
R Butler request. 

KINNE, J. Consumers Power Co. 84/06/06. BUTLER, R. Stone te Webi 
Inc. 7pp. 24944:206. 24X Fiche: 50-329, 84/06/06, 8406150054. 
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8406150057 Forwards Nonconformance Rept A-00081 re channel embeds in 
auxiliary bldg u/items attached* in response to D Holt 
840606 request. 

KINNE, J. Consumers Power Co. 84/06/06. HOLT* D. Stone it Webster, 
Inc. 7pp. 24944:138 24X Fi che: 50-329, 84/06/06* 8406150057. 


8406150063 Forwards Nonconformance Repts C-01 539, M01-8-2-41 5. C-01018 8* 
4778 re level switches, in response to G Hanne 840606 
request. 

KINNE, J. Consumers Power Co. 84/06/06. HANNE, G. H. Stone i 
Webster, Inc. 22pp. 24944:067. 24X Fich e : 50-329, 84/06/06, 

8406150063. 


8406150201 Advises that util response to Const Implementation Overview 
Action Item 078 acceptable. 

KARR, J. E. Stone it Webster, Inc. 84/06/06. QUAMME, D. L. Consumers 

Power Co. Ip. 24945:362 24X Fi che 50-329, 84/06/06, 8406150201. 


8406150216 Forwards Nonconf ormance Repts C-03732, C-03736 & C— 01006 re 
watertight doors* frames Sc welds* in response to N Watherell 
840601 request. 

KINNE* J. Consumers Power Co. 84/06/06. WETHERELL* N. Stone Sc 
Webster, Inc. 49pp. 24951:314. 24X Fich e : 50-329, 84/06/06, 

8406150216. 


8406150217 Forwards Nonconformance Rept C-03574-HV re large bore hanger 
assembly in control room. Documentation previously provided 
on 840605 by D Holt. 

KINNE* J. Consumers Power Co. 84/06/06. HQLT,D. Stone & Webster, 
Inc. 4pp. 24949:204. 24X Fi ch e : 50-329, 84/06/06* 8406 1 502 1 7. 


8406150223 Forwards Nonconf ormance Rept A-00124 re concrete adhesive in 
warehouse it field. Documentation previously provided on 
840606 by D Brown. 

KINNE* J. Consumers Power Co. 84/06/06. BROWN* D. Stone 8c Webster* 
Inc. 10pp. 24945:344. 24X F ic h e : 50-329, 84/06/06, 8406 1 50223. 


8406120136 Forwards open Const Implementation Overview Item 087 re 
liquid penetrant exam on welds. 

KARR* J. E. Stone 8c Webster, Inc. 84/06/07. KEPPLER, J. G. NRC - No 
Detailed Affiliation Given. QUAMME, D. L. , REICHEL, N. I. Consumers 
Power Co. 2pp. 24888:171. 24X Fiche : 50-329* 84/06/07, 8406120136. 


8406120281 Forwards Const Implementation Overview Nonconformance 
Identification Rept NIR 023 re Work Print Station 209, for 
info. 

KARR, J. E. Stone 8c Webster, Inc. 84/06/07. KEPPLER, J. G. NRC - No 
Detailed Affiliation Given. QUAMME* D. L. , REICHEL* N. I. Consumers 
Power Co. 30pp. 24889.108. 24X Fi ch e : 50-329* 84/06/07, 840612028 1 . 


8406150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" 8c table of torsional loading due to 
pressure at 100% load. 

BR ITT* L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fic h e : 50-000, 84/06/07, 

8406150114. 


— 8406150259 "Fatigue Performance of Plug Weld End 
HARRIS, D. 0. Failure Analysis Associates. 84/ 
24951 227 24X Fi c h e : 50-000, 84/06/1 1 , 84061 502 


--8406150265 "Fatigue Performance Evaluation of Fr 
SHUSTO, L. Failure Analysis Associates. 84/03 
24951 240 24X F l c h e : 50-000, 84/06/ 1 1 , 8406 1 502 


8406150238 Forwards calculations requested by BNWL 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owner 
BERLINGER, C. Director's Office, Office of Inspe 
Enforcement. 2pp 24951.225 24X Fiche: 50-000 


8406200469 Notification of 840615 meeting w/TDI Qw 
Wading River, NY to discuss open issues remaining 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing 84/06/11. 
Division of Licensing. 3pp. 25069:024. 24X Fi 

8406200469 


8406190264 Forwards info re Closed Const Implement 
080 re certified personnel not listed in availab 
certifications. 

KARR, J. E. Stone 8c Webster, Inc. 84/06/12. KEP 
Office of Director. QUAMME, D. L. , REICHEL, N. I. 
3pp. 24987:001. 24X Fi c h e : 50-329, 84/06/ 12, 8406 


8406210061 Forwards complete response to Tracked A 
Module 120D in auxiliary bldg. 

* Consumers Power Co 84/06/12. Stone it Web 

25058:119. 24X Fiche: 50-329, 84/06/12, 8406210061 


8406150154 Forwards suppl to "Emergency Diesel Gen 
Module Control Wiring & Termination Qualificatio 
TDI Diesel Generators, " 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owner 
DENTON, H. R. Office of Nuclear Reactor Regulatio 
24954:268. 24X Fi c h e : 50-000, 84/06/ 1 3, 84061 501 54 


8406230041 Notification of 840622 meeting w/TDI Ow 
Palo AIto,CA to discuss open issues on FaAA comp 
repts 

MILLER, M. A Division of Licensing. 84/06/14. 
Division of Licensing. 3pp. 25128:256. 24X Fi 

8406230041. 


8406250339 Forwards "Influence of Thermal Distort! 
Performance of AF It AE Piston Skirts. " 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owner 
DENTON, H. R. Office of Nuclear Reactor Regulatio 
25115:112. 24X Fiche: 50-000, 84/06/14, 8406250339 


— 8406250348 "Influence of Thermal Distortion on F 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 
25115:114. 24X Fich e: 50-000, 84/06/14, 84062503: 


— 8406150133 "Proposed Torsional it Lateral Critical Speed An a 1 y s i s : Eng i ne 
Numbers 74010/12 Delaval-Enterpr i se Engine Model DSP-4S 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG* R. Transamerica Delaval* Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000* 84/06/07, 84061501 14. 


8406180226 Summarizes 840518-0604 const implementation overview 
evaluation of results of const completion program Phase I 
activity in Module 120D (auxiliary feedwater pump room) & 
preparations for Phase 2 work. 

KARR, J E. Stone it Webster* Inc. 84/06/07. QUAMME, D, L. Consumers 
Power Co. 14pp. 24965:062. 24X Fi ch e : 50-329, 84/06/07, 8406180226. 


8406250313 Forwards "Design Review of Elliott Mode 
Used on TDI DSRV-12-4 it DSRV-20-4 Emergency Dies 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval* Inc.) Owner 
DENTON* H. R. Office of Nuclear Reactor Regulatio 
25118:001. 24X Fi ch e : 50-000, 84/06/ 1 5, 8406250313 


—8406250323 "Design Review of Elliott Model 65G T 
DSRV-12-4 Sc DSRV-20-4 Emergency Diesel Generat 
* Failure Analysis Associates. FAAA-84-6-56. 
25118:003. 24X Fiche: 50-000* 84/06/15, 84062503 


8406130043 Board Notification 84-1 13: forward s TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 24977:001. 24X 

Fiche: 50-000, 84/06/08, 8406130043. 


8406250333 Forwards "Suppl to Emergency Diesel Gen 
Module Control Wiring it Termination Qua 1 i f i ca t i oi 
RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owner 
DENTON, H. R. Office of Nuclear Reactor Regulatio: 
25119:209. 24X Fich e : 50-000, 84/06/ 1 5, 8406250333, 


8406150172 Interim deficiency rept re electrical raceway sys 
nonconf ormances. Initial ly reported on 830829, Util evaluating 
results from const completion program it reviewing Bechtel 
followup to MCAR 70. Next rept by 841130. 

COOK, J. W. Consumers Pouer Co. 84/06/08. KEPPLER, J. G, Region 3* 
Office of Director. 3pp. 24952:360. 24X Fiche: 50-329, 84/06/08, 

8406150172. 


8406250335 Forwards "Suppl to Emergency Diesel Gem 
Jacket Water Pump Design Review. " 

RAY, C. L. TDI (Transamerica Delaval* Inc. ) Owner: 
DENTON, H, R. Office of Nuclear Reactor Regulatio: 
25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335, 


DOCKETED ITEMS 


5150343 Forwards "Evaluation of Emergency Diesel Generator 
ankshafts at Midland & San Onofre Nuclear Generating 
ations. " 

V. C. L TDI (Transamer i ca Delavali Inc ) Owners Group. RAY, C. L. 
ke Power Co 84/06/15. DENTON. H. R Office of Nuclear Reactor 
gulat 1 on. Director. 2pp 25115 169. 24X F i c he ; 50-000 , 84/06/1 5, 

06250343 


06250346 ’'Evaluation of Emergency Diesel Generator Crankshafts at 
Midland & San Onofre Nuclear Generating Stations. " 

* Failure Analysis Associates FAAA-84-6-54. 84/06/30. 67pp. 

25115 :171. 24 X Fi c h e : 50-000, 84/06/ 1 5, 8406250343. 


280461 Interim deficiency rept re control of retroactive design 
anges. Initially reported on 840518. Investigation 
n t inu i ng . Ne x t rept will be provided by 841130. 

OK, J. W. Consumers Pouer Co. 84/06/15. KEPPLER, J. G. Region 3, 
fice of Director. 5pp. 25193:052. 24X Fi c h e : 50-329, 84/06/ 1 5, 

D6280461. 


210116 Forwards Nonconf ormace Identification Rept 037 re 
ientation & configuration of support in hanger sketch. 

RR, J. E. Stone & Webster, Inc. 84/06/18. KEPPLER, J. G. , 

PRISON, J. J. , BURGESS, 0 L. NRC - No Detailed Affiliation Given, 
p. 25057:125. 24X Fi c he : 50-329, 84/06/18, 8406210116. 


250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
R— 48 Emergency Diesel Generators. " 

Y, C. L. TDI (Transamer i ca Delaval. Inc. ) Owners Group. 84/06/18. 
NITON, H. R. Office of Nuclear Reactor Regulation, Director, 2pp. 
115:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


D6250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115:240. 24X Fi c h e ; 50-000, 84/06/1 8, 8406250299. 


260351 Forwards "Design Review of Connecting Rod Bearing Shells for 
I Enterprise Engines." 

Y, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/22. 
NITON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
154:127. 24X Fiche: 50-000, 84/06/22, Q406260351. 


36260363 "Design Revieu of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

» Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

25154:130. 24X Fi c h e : 50-000, 84/06/22, 8406260351 . 


270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
esel Generator Cylinder Blocks it Liners. ” 

Y, C. L. TDI ( Transamer i ca Delaval. Inc. ) Owners Group. 84/06/25. 
NOON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
163:273. 24X Fic he: 50-000, 84/06/25, 84062701 1 5. 


36270136 "Design Review of TDI R-4 it RV-4 Series Emergency Diesel 
Generator Cylinder Blocks S: Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163:275. 24X Fic h e : 50-000, 84/06/25, 84062701 1 5, 


iring transcripts on non-antitrust matters 


220431 Partial response to FOIA request for 16 categories of 
cords re Midland. Forwards documents listed on App A, 

-TON, J. M. Division of Rules and Records. 84/05/17, RICE, C. M. 
r k land & Ellis. 3pp. 25300:001. 24X Fi ch e: 50-329, 84/05/17, 

35220481. 


12090479 Transcript of DE Horn B01021 deposition in Midland. MI. Pp 
1-174. 

MORN, D. E. Consuners Power Co. BOX 12. 80/10/21. 174pp. 

25385 001. 24 X Fiche: 50-329, 84/05/17, 8405220481 . 


12090491 Transcript of DE Horn 801022 deposition in Midland, MI. 
=>p 175-245. 

MORN, D, E. Consuners Power Co. BOX 12, 80/10/22. 170pp. 

25385:172. 24X Fiche: 50-329, 84/05/17, 8405220481. 


12090497 Transcript of GS Keeley 801023 deposition in Midland, MI. 
3 p 1-87. 

NEELEY, G. S. Consumers Power Co. BOX 12. 80/10/23. 90pp. 

25385.338. 24X Fi ch e : 50-329, 84/Q5/17, 8405220481 . 


— 8012100468 Transcript of SE Afifi 801031 deposition in Anne Arbor, 
Pp 223-261 

AFIFI, S £ Bechtel Corp BOX 12 80/10/31. 42pp. 25386:179. 

24X Fiche 50-329, 84/05/17. 8405220481. 


— 8012100648 Transcript of LW Heller 801009 deposition in Bethesda, M 
Pp 1-139 

HELLER, L. W Hydrologic it Geotechnical Engineering Branch. BOX 
80/10/09 139pp. 25383:338 24X F i c h e 50-329, 84/05/ 1 7, 

8405220481 


— 8012100653 Transcript of OS Hood 801007 deposition in Bethesda, MD. 
1-155 

HOOD, D. S. Licensing Branch 3. BOX 12. 80/10/07. 155pp. 

25382 266 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8012120251 Six exhibits from transcript of L Heller 801009 deposit 
in Bethesda, MD. 

HELLER, L Hydrologic !< Geotechnical Engineering Branch. BOX 12 
80/10/09. 80pp. 25384:116. 24X Fi c h e : 50-329, 84/05/ 17, 84052204 


--8012120258 Twenty-one exhibits from transcript of DS Hood 801007-0 
deposition in Bethesda, MD. 

HOOD, D. S. Licensing Branch 3. BOX 12. 80/10/08. 90pp. 

25383.223. 24X Fich e : 50-329, 84/05/17, 8405220481. 


— 8012120298 Eight exhibits from E Gallagher 801117 deposition in 
Chicago, IL. 

GALLAGHER, E. Region 3, Chicago. Office of the Director. BOX 12 
80/11/18. # 7pp. 25386:260. 24X Fiche: 50-329, 84/05/17, 840522048 


— 8012180152 Transcript of JW Simpson 801119 deposition in Chicago, I 
const difficulties at site.Pp 1-144. 

SIMPSON, J. W. Consumers Power Co. BOX 12. 80/11/19. 175pp. 

25386 328. 24X Fich e : 50-329, 84/05/17, 8405220481 . 


— 8101050505 Exhibits 1-17 from JW Simpson 801119 deposition. 
SIMPSON, J. W. Army, Dept, of, Corps of Engineers. BOX 12. 
80/11/19. 100pp. 25387:112. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8101050512 Exhibits 1-3 from TC Cooke 801022 deposition. 

COOKE, T. C. Consumers Power Co. BOX 12. 80/10/22. 10pp. 

25385.328 24X Fic h e : 50-329, 84/05/17, 8405220481 . 


— 8101050514 Exhibits 1-3 from D Horn 801021 St 22 oral deposition. 

HORN, D. Consumers Pouer Co. BOX 12. 80/10/22. 82pp. 25385:2 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101050521 Exhibits 1 S< 2 from GS Keeley 801023 oral deposition. 
KEELEY, G. S, Consumers Power Co. BOX 12. 80/10/23. 32pp. 

25386:065. 24X Fich e: 50-329, 84/05/17, 8405220481. 


—8101050527 Exhibits 1-6 from SS Afifi 801029-31 oral deposition. 
AFIFI, S. S. Bechtel Corp. BOX 12. 80/10/31. 40pp. 25386:220. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101090349 Transcript of WR Ferris 801210 deposition at Chicago, IL 
173-252 

FERRIS, W. R. Bechtel Corp. BOX 12. 80/12/11. 79pp. 25309: Ilf 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101090356 Transcript of B Dhar 801217 deposition in Ann Arbor, MI. 
Pp 1-160. 

DHAR, B. Bechtel Corp. BOX 12. 80/12/17. 162pp. 25389:256. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8101090365 Transcript of WR Ferris 801210 deposition at Chicago, II 
Pp 1-172. 

FERRIS, W. R. Bechtel Corp. BOX 12. 80/12/10. 173pp. 25388: 3C 

24X Fiche: 50-329,84/05/17,8405220481. 


--8101090377 Transcript of TR Th ir uvengadam 801211 deposition in 
Chicago, IL Pp 1-61. 

THIRUVENGADAM Consumers Power Co. BOX 12. 80/12/11. 62pp. 

25389:195. 24X Fiche: 50-329, 84/05/17, 8405220*481. 


■8101100761 Transcript of JD Kane 801204 deposition, Vol 6. Pp 358-41 
KANE, J. D. Hydrologic V. Geotechnical Engineering Branch. BOX II 


18 


DOCKETED ITEMS 


3101100776 Transcript of LW Heller 801204 deposition Pp 139-247. 
HELLER , L. W. Hydrologic & Geotechnical Engineering Branch. BOX 12 
80/12/04. 112pp. 25388:087 24X F l c h e . 50-329, 84/ 05/ 1 7, 

8405220481. 


3101140144 Transcript of JD Kane 801202 deposition in Bethesda, MD 
KANE, J. D. Consumers Power Co. BOX 12. 80/12/02. 180pp. 

25387:212. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 


3102120508 Exhibits 1-17 for JD Kane 801014-16 deposition. 

KANE, J. D. Hydrologic V. Geotechnical Engineering Branch. BOX 12 
80/10/14. 125pp. 25384:200. 24X Fi c he . 50-329, 84/05/ 17, 

8405220481. 


3102170695 Corrected transcript of 810109 deposition re concrete 
structural analysis. 

HUANG, P C. Navy, Dept. of. BOX 13. 81/01/09. 55pp. 25393:318 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


1102230861 Application by WG Crocket for senior operator license, 
CROCKETT, W. G. Pacific Gas l. Electric Co. BOX 13. 81/01/23. 

COLLINS, P. F. Operator Licensing Branch 87pp. 25398:175. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


102260853 Deposition of F Rinaldi an 810106 in Bethesda,MD. Pp 1-162 
RINALDI, F. Consumers Power Co. BOX 12. 81/01/06. 166pp. 

25391:030. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


102260854 Deposition of AJ Hendron on 810128 in Savoy, IL. Pp 166-230. 
HENDRON, A. J. Consumers Power Co. BOX 13. 81/01/28. 67pp. 

25398:108. 24X Fi c h e: 50-329, 84/05/17, 8405220481 . 


102270031 Deposition of WP Chen on 810121 in Be th esda , MD. Pp 1-130. 
CHEN, W. P. Consumers Power Co. BOX 13. 81/01/21. 150pp. 

25395 :220. 24X Fi c h e: 50-329, 84/05/1 7, 8405220481 . 


102270042 Deposition of JP Matra on 810107 in Bethesda, MD. Pp 1-113. 
MATRA, J. P. Consumers Power Co. BOX 12. 81/01/07. 117pp. 

25393:012. 24X Fic he: 50-329, 84/05/17, Q405220481. 


102270054 Deposition of AJ Hendron on 810127 in Savoy, IL. Pp 1-165. 
HENDRON, A. J. Consumers Power Co. BOX 13. 81/01/27. 200pp. 

25397:301. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


102270072 Exhibits for F Rinaldi 810106 oral deposition. 
RINALDI, F. Structural Engineering Branch. BOX 12. 81/01/06. 

75pp. 25391:195. 24X Fi c h e : 50-329, 84/05/ 1 7. 840522048 1 . 


102270547 Exhibits 1-4 of JP Matra 810107 oral deposition, 
MATRA, J.P. Consumers Power Co. BOX 13. 81/01/07. 120pp 

25393:185. 24X Fi c h e : 50-329. 84/05/17, 8405220481 . 


L02280287 Exhibits 1-6 & A re HN Singh oral depositions on 801218,19 & 
810122. 

SINGH, H. N. Army, Dept, of. Corps of Engineers. BOX 13. 81/01/22. 

62pp. 25397:123. 24X Fi che: 50-329, 84/05/ 17, 8405220481 . 


L 03020650 Exhibits 1-7 from WC Otto 810119 deposition 
OTTO, W. C. Army, Dept, of, Corps of Engineers. BOX 13. 81/01/19 

10pp. 25395:083. 24X Fiche: 50-329, 84/05/17. 8405220481. 


.03020657 Exhibits 1 Ik 2 from CH Gould 810108 deposition. 

GOULD, C.H. Bechtel Corp. BOX 13. 81/01/08. 3pp. 25393:313. 

24X Fiche: 50-329. 84/05/17, 8405220481. 


03040440 Vol 2 of transcript of deposition of H Singh an B10122 in 
Detro it, MI. Pp 1-100. 

SINGH, H. Consumers Pouer Co. BOX 13. 81/01/22. 100pp. 

25397:022. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


03110796 Transcript of 810122 deposition in Bethesda, MD. Pp 1-114. 
CAPPUCCI, A. J. Mechanical Engineering Branch. BOX 13. 81/01/22. 

100pp. 25397:186. 24X Fi c h e : 50-329. 84/05/ 17, 8405220481 . 


03110801 Transcript of 810119 deposition in Bethesda, MD. Pp 1-165. 
SHEWMAKER, R. E. Director's Office, Office of Inspection and 
Enforcement. BOX 13. 81/01/19. 175pp. 25394:113. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


- - 8103160840 Deposition on 810116 in Glen Ellyn, IL. Pp 167-248. 

KEPPLER, J G. Region 3, Chicago, Office of the Director. BOl 
81/01/16. 82pp. 25394 021. 24X Fi c h e : 50-329, 34/05/ 17, 84051 


--8103160859 Deposition on 810217 in Glen Ellyn, IL. Pp 1-152. 

FIDRELLI, G Region 3, Chicago, Office of the Director. BOX 
81/02/17. 175pp. 25398:262. 24X F l c h e : 50-329, 84/05/17, 

8405220481. 


— 8103160867 Deposition on 810226 in Glen Ellyn, IL. Pp 1-174. 

NAIDU,K.R. Region 3, Chicago, Office of the Director. BOX 
81/02/26. 174pp. 25392.035. 24X Fi c h e : 50-329, 84/05/17, 

8405220481 


— 8103160985 Deposition on 810119 in Detro 1 1, MI . Pp 1-165. 

OTTO, W. C. Army, Dept, of, Corps of Engineers. BOX 13. 81/i 

175pp. 25394:280. 24X F i c h e 50-329, 84/05/ 1 7, 8405220481 . 


— 8103160987 Deposition on 810220 in B e t h es da, MD. P p 1-54. 

GILRAY, J. W. Quality Assurance Branch. BOX 13. 81/02/20. 

25399:093. 24X Fi c h e : 50-329, 84/05 / 1 7, 8405220481 . 


— 8103160990 Deposition on 810120 in Detr o i t, MI . Pp 1-85. 

ERICKSON, R. L. Army, Dept of, Corps of Engineers. BOX 13. 
81/01/20. 100pp. 25395:134. 24X Fi c h e : 50-329, 84/05/17, 

8405220481 


— 8103160991 Exhibits 1-7 from G Fiorelli 810217 deposition. 

FIORELLI,G. Region 3, Chicago, Office of the Director. BOX 
81/02/18. JONES, B Hearing Branch 2. 42pp. 25399:052. 2 

Fiche 50-329, 84/05/17, 8405220481. 


--8103160992 Deposition on 810121 in Detr o i t, MI . Pp 1-209. 

SINOH, H. Region 3, Chicago, Office of the Director. BOX 13 
01/01/21. 200pp. 25396:176. 24X Fi c h e : 50-329, 84/05/17, 

8405220481. 


— 8103180254 Exhibits for oral deposition of D Hood on 810219. 

* Commissioners BOX 12 81/03/11. 57pp. 25393:129 24 

Fiche 50-329, 84/05/17, 8405220481. 


— 8103190150 Transcript of HD Thornburg deposition on 810220 in 
Bethesda, MD. Pp 1-45. 

THORNBURG, H. D. Office of I nternat iona 1 Programs, Director. 
13. 81/02/20. 46pp. 25399:148. 24X Fi c h e 50-329, 84/05/ 17 

8405220481. 


--8105180402 Transcript of 810327 deposition in Bethesda.MD re t 
on boring program. Pp 502-529. 

KANE, J. D. Hydrologic Geotechnical Engineering Branch BO 
81/03/27. 27pp. 25392 007. 24X Fi c h e : 50-329, 84/05/ 17, 8405 


— 8202050094 Testimony of HN Singh re diesel generator bldg 

SINGH, H. N. Army, Dept, of, Corps of Engineers. BOX 13. 81 

9pp. 25401:289. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8202050095 Testimony of HN Singh re svc water pump structure. 
SINGH, H. N. Army, Dept, of, Corps of Engineers. BOX 13. 81 

4pp. 25401:298. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481. 


— 8202050097 Testimony of WC Otto re diesel generator bldg. 

OTTO, W. C. Army, Dept, of, Corps of Engineers. BOX 13. 81/ 

4pp. 25401:349. 24X F i c h e : 50-329, 84/05/17, 8405220481. 


— 8202050105 Testimony of HN Singh re auxiliary bldg. 

SINGH, H N. Army, Dept, of, Corps of Engineers. BOX 13. 81 

7pp. 25401:356. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481. 


— 8405230055 Transcript of JG Keppler 810116 d ep os i t i on. Pp 167-2 
KEPPLER, J. G. Region 3, Chicago, Office of the Director. BC 
81/01/16. Blpp. 25332:350. 24X Fi c h e : 50-329, 84/05/ 17, 8405 


— 8405230058 Transcript of JG Keppler 810106 d ep os it i on. Pp 1-164 
Supporting documentation encl. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BC 
81/01/06, 107pp. 25333:070. 24X Fi c he : 50-329, 84/05/17, 

8405220481 . 


DOCKETED ITEMS 


405240464 Transcript of 3 Dhar 801217 deposition in Ann Arbor. MI 
Pp 1-160. 

DHAR. B. Consumers Power Co. DHAR. B. Bechtel Corp. BOX 02. 
>80/12/17. 161pp. 25313:018. 24X Fi che: 50-329. 84/05/17. 

8405220481. 


405240467 Transcript of TR Th ir uvengadam 801211 deposition in Chicago. 
IL. Pp 1-61. 

THIRUVENGADAM Consumers Power Co BOX 02. 80/12/11. 63pp. 

25313:178. 24X Fiche: 50-329. 84/05/17. 8405220481. 


405240473 Transcript of WR Ferris 801210 deposition in Chicago. IL. 
Pp 1-172. 

FERRIS. W. R. Bechtel Corp. BOX 02. 80/12/10. 173pp. 25313:241. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


405240478 Transcript of WR Ferris 801211 deposition in Chicago.IL. 
Pp 173-252 

FERRIS, W. R. Bechtel Corp. BOX 02 80/12/11. 79pp. 25314:053. 

24X Fiche: 50-329. 84/05/17, 8405220481. 


405240487 Exhibits 1-3 from TC Cooke 801022 deposition. 
COOKE, T. C. Consumers Power Co. BOX 02. 80/10/22. 10pp. 

25314:233. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


405240491 Transcript of DE Horn 801022 deposition in Midland, MI. 
Pp 175-245. 

HORN, D. E. Consumers Power Co. BOX 02. 80/10/22. 75pp. 

25314:243. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 , 


405240496 Transcript of DE Horn 801021 deposition in Midland, MI. 
Pp 1-174. 

HORN, D. E. Consumers Power Co. BOX 02. 80/10/21. 174pp. 

25314:317. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


1406020144 Testimony of JG Keppler on 830616 before House Subcommittee 
on Energy & Environ re NRC handling of const & QA problems 
at Midland. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/06/16. 

4pp. 25339:281. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1406020194 Testimony of JG Keppler before ASLB re implementation of GA 
program Related info enc 1 , inc lud ing Tera Corp agenda for 
830413 meeting re IDCVP. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 84/05/06. 

70pp. 25340:225. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1406040348 Statement of BP Garde re problems of facility being 
inadequately dealt w/by regulatory agencies .BP Garde 840213 
ltr to Governor of State of MI,T Hearron, Lone Tree Council, 

840213 ltr & proposal submitted by Lone Tree Council encl. 

GARDE, B. P. Government Accountability Project. BOX 09. 84/02/13. 

22pp. 25367:255. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1406050011 Statement of BP Garde, on behalf of Lone Tree Council, re 
facil ity. Midland Daily News article & marked-up affidavit by 
EE Kent encl. 

GARDE, B. P. Government Accountability Project. BOX 09. 82/06/29. 

27pp. 25364:017. 24X Fi c he : 50-329, 84/05/ 17, 8405220481. 


1406050036 Statement of DP Saunders re const of facility by Bechtel & 
subcontractors for CPC. 

SAUNDERS, D. P. Affiliation Not Assigned. BOX 09. 82/10/29. 8pp. 

25365:004. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1406070205 "Contents of U Paton 3-Ring Notebook Containing Deposition 
Summaries & Transcript Corrections. " 

PATON, U. Hearing Branch 4. BOX 01. 84/05/01. 175pp. 25300:004. 

24 X Fiche: 50-329, 84/05/17. 8405220481. 


1406070210 Forwards uncorrected copies of listed depositions & exhibits 
from 801029-31 deposition of S Afifi. Uncorrected depositions 
include 801009 LW Heller, 801014-16 J Kane, 801022 T Cooke, 

801021-22 D Horn, 801025 G Keely «< 801029-31 S Afifi. 

JONES, B. W. Office of the General Counsel. BOX 01. 80/11/12. 
STAMIRIS, B. Stamiris, B. MARSHALL, W. H. Marshall, W. H. 

SINCLAIR, M. Sinclair, M. 20pp. 25300:198. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


1406070232 "Contents of U Paton 3-Ring Notebook Containing Transcript 
Summaries — Aug. " 

PATON, W. NRC - No Detailed Affiliation Gi 


--8406120095 Testimony of JG Keppler before ASLB re implementation 
for soils work & remedial measures after 791206. 

KEPPLER, J G. Region 3, Office of Director. BOX 10. 84/05/10 

44pp. 25373:328. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120099 Testimony of JG Keppler before ASLB re QA program 
implementation prior to 791206. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 81/04/13 

11pp. 25374:010. 24X Fic he : 50-329, 84/05/17, 8405220481 . 


— 8406120103 Testimony of JA Mooney before ASLB re remedial soils 
Annotated version also encl. 

MOONEY, J. A. Consumers Power Co. BOX 10. 84/05/10. 53pp. 

25374 059 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


— 8406120116 Testimony of JW Cook before ASLB re QA. 

COOK, J. W. Consumers Power Co. BOX 10. 84/05/10. 31pp 

25374:151. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— 8406120121 Testimony of WR Bird before ASLB re QA. 

BIRD, W. R. Consumers Power Co. BOX 10. 84/05/10. 9pp. 

25375:021. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— 8406120126 Testimony of RA Wells before ASLB re QA. 

WELLS, R. A. Consumers Power Co. BOX 10. 84/05/10. 15pp. 

25375:030. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120131 Testimony of JA Mooney & RM Wheeler before ASLB re al 
violations of Apr 30 ASLB order & Mar 1982 cable-pulling 
incident. 

MOONEY, J. A. , WHEELER, R M. Consumers Power Co. BOX 10. 84/05 

14pp. 25375:045. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120137 Testimony of BH Peck before ASLB re response to notice 
violation from 830208 insp of diesel generator bldg. Related 
info enc 1, including NRC open items list. 

PECK, B.H. Consumers Power Co. BOX 10. 84/05/10. 27pp. 

25375:059. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120297 Transcript of 831110 public meeting w/util & S&W Pp 1 
Related info encl. 

* Region 3, Office of Director. BOX 10. 83/11/10. 175pp. 

25379:176. 24X Fi c h e : 50-329. 84/05/17, 8405220481 . 


— 8406120627 Transcript of 830811 meeting w/intervenors in Midland 
Related news articles encl. 

* NRC - No Detailed Affiliation Given. BOX 08. 83/08/11. 2, 

25354:112. 24X Fiche : 50-329, 84/05/17, 8405220481. 


— 8406120630 Forwards transcript of NRC testimony before House 
Subcommittee on Energy & Environ of Committee on Interior & 
Insular Affairs on 830616. 

KAMMERER, C. Office of Congressional Affairs. BOX 08. 83/07/ 

GILINSKY Commissioners. 56pp. 25354:343. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130002 Forwards Pages 8,790-8,795 from 830308 session re li 
board request for QA policy & implementing witness. 

PATON, W. D. Office of the Executive Legal Director. BOX 08. 
83/04/13. KEPPLER, J. G. Region 3, Office of Director. 9pp. 
25355:053. 24X Fiche: 50-329, 84/05/17, 8403220481. 


- -84061 30006 Transcript of 830616 oversight hearing before Subcomm 
on Energy & Environ of Committee on Interior & Insular 
Affairs in Wash ing ton, DC. Pp 1-173. Summary of NRC 830208 
meeting w/util S< vieugraphs encl. 

•* House of Rep., Interior & Insular Affairs. BOX 08. 83/06/ 

150pp. 25356:012. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406130019 Transcript of RB Landsman 820419 deposition in Glen E 
IL re application of QA criteria & procedures to remedial 
foundation work underway at site. 

LANDSMAN, R. B. Region 3, Office of Director. BOX 08. 82/04/1 

2pp. 25357:248. 24X Fi ch e: 50-329, 84/05/17, 8405220481. 


--3406130021 Transcript of RN Gardner 820412 deposition in Glen El 
IL re QA requirements for installation of instrumentation to 
monitor remedial soils work at plant. 

GARDNER, R. N. Region 3, Office of Director. BOX 08. 82/04/12 

2pp. 25357:264. 24X Fiche:' 30-329, 84/05/17, 8405220481. 


BOX 01. 84/05/01. 
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DOCKETED ITEMS 


— 8406130025 Transcript of DC Boyd 820430 deposition in Glen Ellyn, IL re 
status of instrumentation installation for underpinning 
work at plant. 

BOYD, D. C. Region 3, Office of Director. BOX 08. 82/04/30. 2pp 

25357:278. 24X Fi c h e : 50-329, 84/05/1 7, 9405220481 . 


— 8406130026 Transcript of MO Schaeffer 820527 deposition in Midland, MI 
r# instrumentation installation for underpinning at site. 

SCHAEFFER, M. J. Consumers Power Co. BOX 08. 82/05/27. 2pp. 

25357:280. 24X Fiche: 50-329. 84/05/17, 8405220481 . 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection 


8406050207 Ac k receipt of 840504 ltr which include 
Linn & Benton Counties objectives for plant er 
preparedness exercise scheduled for 840801. Objet 
acceptab le. 

PAPERIELLO, C. J. Region 3, Office of Director. 
Iowa Electric Light Sc Power Co. Ip. 24838:260. 
Fiche: 50-331, 84/05/30, 8406050207. 


— 8406130028 Transcript of EL Jones 820602 deposition in Mid land, MI re 
status of drawings & procedures for underpinning 
instrumentation. Related info encl. 

JONES, E L. Consumers Power Co. BOX 08. 82/06/02. 5pp. 

25357:282. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130030 Transcript of AJ Boos 820528 deposition in Midland, MI re 
confusion between util. Bee htel, NRR & NRC over auxiliary bldg 
underpinning work to be Q listed (under QA program). 

BOOS. A. J. Bechtel Corp. BOX 08. 82/05/28. 3pp. 25357:287. 24X 

Fiche: 50-329. 84/05/17. 8405220481. 


— 8406130036 Transcript of DS Hood 820416 deposition in Bethesda.MD re 
GA for remedial foundation work at plant k cable pulling for 
monitoring instrumentation to be relied upon during 
underpinning of auxiliary bldg. 

HOOD, D. S. Region 3. Office of Director. BOX 08. 82/04/16. 3pp. 

25357:290. 24X Fich e : 50-329, 84/05/17, 8405220481 . 


— 8406130042 Transcript of JD Kane 820414 deposition in Bethesda.MD re 
meeting w/util on resolving underpinning operations that 
require Q-listing. 

KANE, J. D. Consumers Power Co. BOX 08. 82/04/14. 2pp. 

25357:299. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406130044 Transcript of WR Bird 820611 deposition in Midland, MI re 
status of installation of structural monitoring 
instrumentation for remedial soils work. 

BIRD, W. R. Consumers Power Co. BOX 08. 82/06/11. 2pp. 

25357:301. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406050209 Forwards util 1984 emergency prepare* 
objectives for r evi ew. Submi tta 1 also includes 
Linn & Benton Counties objectives. 

MCGAUGHY, R. W. Iowa Electric Light it Power Co. 
KEPPLER. J. G. Region 3, Office of Director. ! 
Fiche: 50-331, 84/05/30, 8406050207. 


8406070284 Reconfirms it updates Region III access 
for admitting NRC personnel to vital areas. List 
upon receipt. 

AXELSON, W. L. Region 3, Office of Director. 84, 
Electric Light & Power Co. 7pp. 24743: 001. 2‘ 

Fiche: 50-331 , 84/06/04, 8406070284. 


8406130191 Ack receipt of 840601 ltr informing NR< 
correct noncompliance noted in IE Insp Rept 50-; 
PAPERIELLO, C. J. Region 3, Office of Director. 
Iowa Electric Light it Power Co. Ip. 24911:268. 
Fiche: 50-331 , 84/06/08. 8406130191. 


— 8406130192 Responds to NRC 840502 ltr re violat: 
Rept 50-331/84-05. Corrective actions:all oper* 
supervisors scheduled to receive annual emergi 
preparedness training during 840604-0720. 
MCGAUGHY, R. W. Iowa Electric Light if. Power Co. 
KEPPLER, J. G. Region 3, Office of Director. : 
Fiche; 50-331, 84/06/08, 8406130191. 


J. Insurance it indemnity information 


8406220259 Board Notification 84-120: forwards transcripts of 840426, 
0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 23206:099. 24X Fiche: 50-000, 84/06/20, 

8406220259. 


8406050310 Forwards Endorsement 65 to NELIA Polici 
53 to MAELU Policy MF-72. Endorsements reflect n 
premium due for CY83. 

SHEA, K. H. Newman it Holtz inger. 84/05/29. SAL’ 
Director for State it Licensee Relations. 3pp. 
Fiche: 50-331, 84/05/29, 8406050310. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406290299 Transcript of 840622 meeting between NRC it consultants it TDI 
Owners Group ti consultants in Palo Alto,CA re review of 
operability it reliability of TDI engine. Pp 1-295. Supporting 
documentation encl. 

* NRC - No Detailed Affiliation Given, 84/06/22. 307pp. 

25204:248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


U. Congressional/Executive Correspondence 


8405220481 Partial response to FOIA request for 16 categories of 
records re Midland. Forwards documents listed on App A, 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. M. 
Kirkland it Ellis. 3pp. 25300:001. 24X Fi ch e: 30-329, 84/03/17, 

B403220481. 


— 8406120164 Forwards draft response to Senator Levin ltr re insp repts 
on facility QA program soil problems *< const activities. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/04/28. 

REHM, T. A. Office of the Executive Director for Operations. 12pp. 
23376:184. 24X Fiche: 30-329, 84/05/17, 8405220481 . 


— 8406120216 Requests that J Keppler.RM Gardner, R Landsman it RJ Cook 
attend Subcommittee on Energy it Environ hearing on 830616. 

Util it intervener groups will attend. 

UDALL, M. K, House of Rep., Interior it Insular Affairs. BOX 10. 
83/06/02. PALLADINO, N. Commissioners. Ip. 23377:081. 24X 

Fiche: 50-329, 84/03/17, 8^05220481. 


P. Operating license stage documents it correspond^ 


8406070106 Partial response to FOIA request for di 
decision to offer opportunity for prior hearing 
OL amends for 11 nuclear reactors, al lowing oper, 
recirculation loop out of svc. Forwards App A doi 
FELTON, J. M. Division of Rules and Records. 84. 
Nuclear Information it Resource Service. 11pp. 
Fiche: 30-000, 84/03/19, 8406070106. 


— 8106080218 Requests meeting w/BWR licensees to < 
Ferry single loop operation experience. Experi 
unexplained core vibrations which occurred at 
during single loop mode of operation. 

SPEIS, T. P. Reactor Systems Branch. 81/05/19 
Operating Reactors Branch 2. 3pp. 65388:270 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8202120080 Submits status rept on plants involv 
operation. 

MAZETIS, G. Reactor Systems Branch. 82/01/24 
Assistant Director for Reactor Safety. 2pp. 
Fiche: 50-000, 84/03/19, 8406070106. 


— 8210070031 Provides status of 13 plants involvii 
operati on, per Multi-Plant Action Item E-04. 
SHERON, B. W. Reactor Systems Branch. 82/09/2< 
Assistant Director for Reactor Safety. 2pp. 
Fiche: 50-000, 84/03/19, 8406070106. 


——8406070 1 28 Amend to 801017 application for amen 
limiting single loop licensed power operation 
ROOT, L. D. Iowa Electric Light it Power Co. 8 
Office of Nuclear Reactor Regulation, Directo 


DOCKETED ITEMS 


&06070138 "Electrical. Instrumentation & Control Design Aspect of 
Proposed License Amend Rev 1 for Single Loop Operation of 
Duane Arnold Energy Ctr.Unit 1." technical evaluation rept. 

DONICH, T. R , WHITE, R. Lawrence Livermore Laboratory. FIN A-0250. 
83/11/30. CLARK, D. Division of Licensing 14pp. 24851:147. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


106070191 Submits info for project managers re status of BWR single 
loop operation review. GE advises that ECCS analysis 
considered no longer valid & must be redone. Comp letion of 
review awaits receipt of corrected ECCS analysis. 

BAER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. R. 

Assistant Director for Operating Reactor Projects (Pre 791030). 

Ip. 24852:022. 24X Fi c h e : 50-000, 84/03/ 19, 84060701 06. 


106070202 Forwards proposed questions re proposed license amend & Tech 
Spec change for single recirculation loop operation. 

Questions should be forwarded to plant project manager to 
send to 1 i censee. Re lated info end. 

COOPER, U. H. EGScG, Inc. 81/03/24. SHEMANSKI , P. Operating 
Reactors Assessment Branch. 17pp. 24851:121. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


■>010433 Forwards Amend 98 to License DPR-49 & safety evaluation, 
nend incorporates addl MAPLHGR operating limits beyond fuel 
tpasure of 30,000 MWD/T. 

■fAOANI,M. C. Operating Reactors Branch 2. 84/05/14. LIU, L. Iowa 

Lectric Light h Power Co. 3pp. 24769:132. 24X 

Lche: 50-331, 84/05/14, 8406010433. 


106010436 Amend 98 to License DPR-49, incorporating addl MAPLHGR 
operating limits beyond planar average fuel exposure of 
30, 000 MWD/T. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/14. 2pp. 

24769:135. 24X Fi c h e • 50-331 , 84/05/1 4, 8406010433. 


106010439 Safety evaluation supporting Amend 98 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director. 84/05/14. 2pp. 
24769:141. 24X Fiche: 50-331, 84/05/14, 8406010433 


£>060119 Forwards Amend 100 to License DPR-49 & safety evaluation, 
nend revises Tech Specs in response to NRC 781028 request 
3 limit operation of containment vent/purge sys on yearly 
is is. 

-LADANI , M. C. Operating Reactors Branch 2. 84/05/22. LIU, L. Iowa 

Lectric Light Power Co. 2pp. 24848:194. 24X 

Lche: 50-331, 84/05/22, 8406060119. 


106060121 Amend 100 to License DPR-49, revising Tech Specs in response 
to NRC 781028 request to limit operation of containment 
vent/purge sys on yearly basis. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22. 9pp. 

24848:196. 24X Fiche: 50-331, 84/05/22, 84060601 19. 


106060126 Safety evaluation supporting Amend 100 to License DPR-49. 
* Office of Nuclear Reactor Regulation, Director. 84/05/22. 2pp. 
24848:204. 24X Fiche: 50-331, 84/05/22, 84060601 19. 


£>060142 Forwards Amend 99 to License DPR-49 & safety evaluation, 
nend revises Tech Specs to incorporate min staffing 
squirements, per 10CFR50. 54(m) (2) . 

HIADANI , M. C. Operating Reactors Branch 2. 84/05/22. LIU, L. Iowa 

lectric Light Sc Power Co. 2pp. 24048: 186. 24X 

iche: 50-331 . 84/05/22, 8406060142. 


106060147 Amend 99 to License DPR-49, revis ing Tech Specs to 
incorporate nin staffing requirements, p er 10CFR50. 54(m) (2). 
VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22. 4pp 

24848:188. 24X Fiche: 50-331, 84/05/22, 8406060142. 


106060149 Safety evaluation supporting Amend 99 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director. 84/05/22. 2pp. 
24948: 192. 24X Fiche: 50-331, 84^05/22, 8406060142. 


£>110045 Advises that if util still desires relief from recombiner 
apability requirements of 10CFR50. 44(c ) (3) ( ii ), request 
lould be resubmitted to address guidance provided in 
meric Ltr 84-09. 

1SSALL0, D. B. Operating Reactors Branch 2. 84/05/22. LIU, L. Iowa 

Lectric Light & Power Co. 2pp. 24896:155. 24X 

Lche: 50-331 , 84/05/22, 8406110045. 


— 8406040157 Proposed Tech Specs changing surveillance frequency fc 
torus/dry we 1 1 radiation monitors from once per operating 
cycle to every refueling outage. 

* Iowa Electric Light & Power Co. 84/05/25. Ip. 24796:294. 
Fiche: 50-331, 84/05/25, 8406040151. 


8406060008 Responds to 840507 request for addl info re environ 
qualification program. Jus t i f icat ions for continued operation 
contained in end Sections II & X of Sept 1983 environ 
qualif ication rept. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 84/05/31. DENTON 
Office of Nuclear Reactor Regulation, Director. 39pp. 24662:044 

24X Fiche: 50-331, 84/05/31 . 8406060008. 


8406080166 Forwards Rev 2 to QA program, in response to 10CFR50. 54(a 
(3). Rev 2 incorporates organ i lationa 1 changes & title 
changes 

TUTHILL, S. J. Iowa Electric Light & Power Co. 84/05/31. 

KEPPLER , J. G. Region 3, Office of Director. 2pp. 24859:037. 24 

Fiche: 50-331, 84/05/31, 8406080166. 


— 8406080171 Rev 2 to QA program. 

* Iowa Electric Light & Power Co. 84/05/17. 42pp. 24859:039 

24X Fiche: 50-331, 84/05/31, 8406080166. 


8406210518 Forwards Amend 101 to License DPR-49 & safety evaluation 
Amend changes testing frequency of scram discharge vol vent 
drain valves as result of completion of scram discharge 
vol mods. 

THADANI , M. C. Operating Reactors Branch 2. 84/06/01. LIU, L. Io 

Electric Light & Power Co. 2pp. 25093:258. 24X 

Fiche: 50-331, 84/06/01, 8406210518. 

— 8406210522 Amend 101 to License DPR-49, chang ing testing frequency 
scram discharge vol vent & drain valves as result of 
completion of long-term scram discharge vol mods. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/01. 4pp. 

25093:260. 24X Fi c h e : 50-331 , 84/06/01 , 8406210518. 


— 8406210524 Safety evaluation supporting Amend 101 to License DPR- 
■* * Office of Nuclear Reactor Regulation, Director. 84/06/01. 
23093:264. 24X Fi c he : 50-331, 84/06/01 , 8406210518. 


8406200084 Advises that util 830727 response to NUREG— 0737, I tern 
II. K. 3. 18 re automatic depressurization sys mod acceptable. 

Issue closed. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. LIU, L. I 

Electric Light S< Power Co. 2pp. 25053:074. 24X 

Fiche: 50-331 , 84/06/06, 8406200084. 


8406140202 Responds to 840403 request for info re NUREG-0737, Item 
II. K. 3. 16, "Reduction of Changes Jk Failures of Safety/ 

Relief Valves." Mods 1 isted. Safety /rel ief valve simmer 
margin will be increased during next refueling outage. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 84/06/11. DENTON 
Office of Nuclear Reactor Regulation, Director. 2pp. 24925:001. 
24X Fiche: 50-331, 84/06/11, 8406140202. 


8406190434 Ack receipt of 840316 application to amend License DPR-4 
primary containment leakage test requirements it 840607 
monthly notice of amend applications to OL involving NSHC. 

No comments of fared, per 10CFR50. 91 ( b ) (3 >. 

HOUVENAGLE, T. Iowa, State of. 84/06/12. VASSALLO, D. B. Operati 
Reactors Branch 2. Ip. 25021:355. 24X Fiche: 50-331, 84/06/12, 

8406190434. 


8406250180 Informs that 830720 request for withholding NEDE-30051 r 
reduced RHR svc water flow & NEDC-22082-P re suppression 
pool temp response denied. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. LIU, L. I 

Electric Light & Power Co. 3pp. 25138:352. 24X 

Fiche: 50-331,84/06/12, 8406250180. 


8406250394 Forwards safety evaluation supporting control of heavy 1 
Phase I. NUREG-0612 guidelines satisfied. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. LIU, L. I 

Electric Light St Power Co. 2pp. 25138:204. 24X 

Fiche: 50-331,84/06/12, 8406250394. 


— 8406250395 Safety evaluation supporting control of heavy loads Ph 
per NUREG-0612. 

# Office of Nuclear Reactor Regulation, Director. 84/06/12. 
25138:206. 24X Fiche: 50-331, 84/06/12, 8406250394. 


£>040151 Application for amend to License DPR-49, c hang i ng 


Inspection reports. IE Bulletins 2' correspondence 


'6050437 Forwards NRC operator license exam rept on 840327-29. 
IALKER, R. D. Region 3, Office of Director. 84/05/15. LIU, L. Iowa 
ilectric Light V. Power Co. 2pp. 24843: 001. 24X 

iche: 50-331 , 84/05/ 1 5, 8406050437. 


1406050441 NRC operator license exam rept on 840327-29 Res u 1 ts: three 
reactor operators & senior reactor operators passed & one 
reactor operator candidate failed. 

CLIFF, W. C. , HENAGER, C. C. , MCMILLEN, J. I . Region 3, Office of 
Director. 84/05/11. 76pp. 24843:003. 24X F i c h e 50-33 1 , 84/05/ 1 5, 

8406050437. 


'6060183 Responds to 840503 request for extension of review period 
or Generic Ltr 84—11, "Insp of BWR Stainless Steel Piping," 
o 840618 8c extension of response date to 840618. Ex tens i on 
equests acceptable based on receipt delay. 

ISENHUT, D. G. Division of Licensing. 84/05/18. MCGAUGHY, R. W. Iowa 
lectric Light & Power Co. 2pp. 24748:352. 24X 

iche: 50-331, 84/05/18, 8406060183. 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fi ch e : 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24830:103. 24X Fi che: 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
ncl. 

ORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fi che : 50-000, 84/05/30, 8405290383. 


6010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
CPDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050:244. 24X Fi che : 50-000, 84/06/01 , 8406010423. 


6070284 Reconfirms 8c updates Region III access authorization lists 
or admitting NRC personnel to vital areas. List effective 
pon receipt. 

XELSON, W. L. Region 3, Office of Director. 84/06/04. LIU, L. Iowa 
lectric Light & Power Co. 7pp. 24743:001. 24X 

iche: 50-331 , 84/06/04, 8406070284. 


S 050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs." Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25050:124. 24X Fi che: 50-000, 84/06/05, 8406050012. 


bG50350 IE Info Notice 84-43, "Storage 8c Handling of Opthalmic Beta 
adiation Applicators." Svc list end. 

*ACE, J. N. Division of QA, Safeguards 8c Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 23050:032. 24X Fi che: 50-000, 84/06/07, 8406050350. 


b060336 IE Info Notice 84-44, "Environ Qua 1 i f icat ion Testing of 
ackbestos Cables. " Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ark, Inc. 120pp. 25049:273. 24X Fi che: 50-000, 84/06/08, 8406060336. 


b 1 30 191 Ack receipt of 840601 ltr informing NRC of steps taken to 
arrect noncompliance noted in IE Insp Rept 50-331/84-05. 

\PERIELLO, C. J. Region 3, Office of Director. 84/06/08. LIU, L. 
aw a Electric Light & Power Co. Ip. 24911:268. 24X 

iche: 50-331, 84/06/08, 8406130191. 


M36130192 Responds to NRC 840502 ltr re violations noted in IE Insp 
Rept 50-331/84-05. Corrective actions:all operations shift 
supervisors scheduled to receive annual emergency 
preparedness training during 840604-0720. 

MCGAUGHY, R. W. Iowa Electric Light 8< Power Co. 84/06/01. 

KEPPLER.J. G. Region 3, Office of Director. 3pp. 24911:269. 24X 

Fiche: 50-331, 84/06/08, 8406130191. 


>080176 IE Info Notice 84-45, "Reversed Differential Pressure 
istrument Sensing Lines. " Svc list end, 

)RDAN, E. L. Division of Emergency Preparedness 8c Engineering 
(sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

>rk, Inc. 123pp. 25049:001. 24X Fi ch e : 30-000, 84/06/ 1 1 , 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13 Consolidated Edison Co. o( 

York, Inc. 119pp. 25049.154 24X F l c h e : 50-000 , 84/06/ 13 , 84060! 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i c a t i on Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. oi 

York, Inc 122pp. 25049:033 24X Fi c h e : 50-000, 84/06/ 1 5, 84061! 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. cH 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 84061! 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generatoi 
Failure. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. oi 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061! 


8406220239 Responds to Generic Ltr 84-11 re insps of BWR stainles* 
steel p ip ing. Reinsp program will be conducted during next 
refuel outage in early 1985. No cracked welds or weld 
overlays identified. 

MCGAUGHY, R. W. Iowa Electric Light 8c Power Co. 84/06/18. DENT! 
Office of Nuclear Reactor Regulation, Director. 5pp. 25081:33! 
24X Fiche: 50-331, 84/06/18, 8406220239. 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Prt 
for Transport Packages Pursuant to 10CFR50,App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o^ 

York, Inc. 63pp. 25535:041. 24X Fic he: 50-000, 84/06/21, B40619( 


R. Periodic operating reports 8c related correspondence 


8406070238 Monthly operating rept for Apr 1984. W/undated ltr. 

PUTNAM, K. S. , MINECK, D.L. Iowa Electric Light 8c Power Co. 84/0* 
4pp. 24742:311. 24X Fic he: 50-331, 84/04/30, 8406070238. 


8406190319 Monthly operating rept for May 1984. W/undated ltr. 

PUTNAM, K. S. , MINECK, D. L. Iowa Electric Light 8c Power Co. 84/01 
7pp. 25022:056. 24X Fi c h e : 50-331 , 84/05/31 , 8406 190319. 


S. Reportable occurrences, LERs 8c related correspondence 


8406050399 LER 84-015-00: on 840430, reactor scram experienced due \ 
up-scale trip of intermediate range monitors (IRM). Caused by 
operator failing to select higher IRM. Post-scram review 
confirmed all sys functioned per d es ign. W/84053O ltr. 

HARRIS, M. S. , MINECK, D. L. Iowa Electric Light 8c Power Co. 84/0! 
3pp. 24842:302. 24X F i c h e : 50-331 , 84/05/30, 8406050399. 


8406050379 LER 84-016-00: on 840502, d ur ing reactor operation at 801 
pouer, decrease in steam line C flow ob served. Caused by 
separated main disc from MSIV assemb ly . Piston/d i sc torquing 
repair procedures up da t ed . W/840531 ltr. 

KEITH, W. , MILLER, W. , MINECK, D. L. Iowa Electric Light 8c Power Ci 
84/06/01. 6pp. 24843:356. 24X Fiche : 50-331, 84 /06/01, 84060503' 


8406050253 LER 84-017-00: on 840504, HPCI turbine inadvertentl y ini' 
during routine surveillance test of reactor low-low water 
level instrumentation. Turb ine manually tripped prior to 
in jection. Caused by personnel error. W/840601 ltr. 

HARRIS, M. S. , MINECK, D. L. Iowa Electric Light & Power Co. 84/0, 
3pp. 24841:273. 24X Fic h e : 50-331* 84/06/03, 8406050253. 


8406120386 LER 84-018-00: on 840507, RCIC steam leak high different 
pressure relay inadvertently jarred 8c energ i zed , causing 
spurious RCIC isolation 8c turbine trip signals. Cause 
unknown. Signal reset 8c isolation valve opened. W/840607 ltr. 
SMITH, J. C. , MINECK, D. L* Iowa Electric Light 8c Power Co. 84/06 
3pp. 24893:274. 24X Fic h e : 50-331 , 84/06/07, 8406120386. 


8406280405 LER 84-019-00: on 840521,0603,05 8< 06, unplanned partial 
Group V isolation experienced. Caused by random noise in 
c ircuit. Further study to reduce susceptibility of sys to 
spurious isolation pursued. W/840620 ltr. 

PUTNAM, K. S. , MINECK, D. L. Iowa Electric Light 8< Power Co. 84/0 
3pp. 23193:093. 24X Fic h e: 50-331 , 84/06/20, 8406280405. 


DOCKETED ITEMS 


Dperator Examinations 


b050437 Forwards NRC operator license exam rept on 840327-29. 
^LKER, R D. Region 3, Office of Director. 84/05/15, LIU. L. Iowa 
lectric Light !/. Power Co. 2pp. 24843:001. 24X 

Lche: 50-331 . 84/05/ 1 5, 8406050437 


5106050441 NRC operator license exam rept on 840327-29. Results, three 
reactor operators & senior reactor operators passed & one 
reactor operator candidate failed. 

CLIFF, W C. , HENAGER.C.C , MCMILLEN, J. I. Region 3, Office of 

Director. 84/05/11. 76pp. 24843:003 24X Fiche 50-331,84/05/15. 

8406050437. 


(ET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


Security, medical, emergency & fire protection plans 


i>050064 Forwards Amend 80 to License DPR-59 & safety evaluation, 
nend changes Tech Specs in response to 821028 request re 
jrveillance requirements for high pressure water fire 
'otection sys. 

1ELS0N.H. I. Operating Reactors Branch 2. 84/05/22. BAYNE, J. P. 

ituer Authority of the State of New York. 2pp. 24663:022. 24X 

Lche: 50-333, 84/05/22, 8406050064. 


106050069 Amend 80 to License DPR-59, c hang i ng Tech Specs in response 
to 831028 request re surveillance requirements for high 
pressure water fire protection sys. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22. 5pp. 

24663:024. 24X Fi c h e : 50-333, 84/05/22, 8406050064. 


106050074 Safety evaluation supporting Amend 80 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director. 84/05/22. 3pp. 
24663: 029. 24X Fiche: 50-333, 84/05/22, 8406050064. 


bOBO 118 Ac k receipt of 840131 ltr re status of offgas treatment sys 
ientified in Health Physics Appraisal Rept 50-333/80-20. 

Lnal mod & repair will be completed during Feb 1985 
•fueling outage S < sys will become operational after outage. 

*iRTIN, T. T. Division of Engineering & Technical Programs. 84/05/31 
1CNEILL, C. A. Power Authority of the State of New York. 2pp. 
1856:340. 24X Fiche: 50-333, 84/05/31, 8406080118. 


106080127 Provides status of augmented offgas treatment sys. Mods to 
correct moisture & leakage problems will be installed during 
Sept 1984 outage. Next update will be submitted by 840801. 

MCNEILL, C. A. Power Authority of the State of New York. 84/01/31. 
MARTIN, T. T. Division of Engineering & Technical Programs, lp. 
24856:342. 24X Fi ch e : 50-333, 84/05/31 , 84060Q01 18. 


6120372 Forwards “Evacuation Travel Time Estimate for JA 
i t zpatri ck/Nine Mile Point Emergency Planning Zone." Rept 
ill be incorporated into Nine Mile Point Unit 2 emergency 
rocedure at future date. 

*NGAN, C. V. Niagara Mohawk Power Corp. 84/06/07. SCHWENCER, A. 
Lcensing Branch 2. lp. 24895:165. 24X Fi c h e : 50-000, 84/06/07, 

406120372. 


406120377 "Evacuation Travel Time Estimate for JA Fitzpatrick/Nine 
Mile Point Emergency Planning Zone." W/two oversize charts. 
Aperture cards are available in PDR. 

•* Parsons, Brinkerhoff, Quada & Douglas, Inc. 84/05/31. 152pp, 

24895:166. 24X Fiche: 50-000, 84/06/07, 8406120372. 


6260091 Forwards order confirming licensee 830415,0630 & 0824 
ammitments on emergency response capability. 

^SSALLQ, D. B. Operating Reactors Branch 2. 84/06/12. BAYNE, J. P. 

auier Authority of the State of New York. 2pp. 25157:206. 24X 

iche: 50-333, 84/06/12, 8406260091. 


406260094 Order confirming licensee commitments on emergency response 
capabilities per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

Licensee schedule will provide timely upgrading of emergency 
response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Power Authority 
of the State of New York. 6pp. 25157:208. 24X 

Fiche: 50-333, 84/06/12, 8406260091. 


id jud icatory correspondence 


J. Insurance & indemnity information 


8406080152 Forwards Endorsement 75 to NELIA Policy NF-208 & Endorse 
64 to MAELU Policy MF-77. 

GOLDEN, M. P Marsh & McLennan, Inc. 84/05/30. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 3pp. 24859:C 
24X Fiche: 50-333, 84/05/30, 8406080152. 


P. Operating license stage documents h. correspondence 


8406070106 Partial response to FQIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear r ea c tor s, a 1 lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information Resource Service. 11pp. 24851:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8309070058 Forwards SER on single loop operation w/power limited 
507. Operation acceptable. 

HOUSTON, R. W. Assistant Director for Reactor Safety. 83/08/29. 
LAINAS, G. C. Assistant Director for Operating Reactors. lp. 
24851:101. 24X Fi c h e : 50-000, 84/03/1 9, 8406070106. 


— 8312190307 Initial N3HC determination & noticing action re util 8 
830127 4: 0725 applications for Tech Spec changes to permit 
reactor operation at power levels not exceeding 507. w/one 
recirculation loop out of svc. 

* NRC - No Detailed Affiliation Given. 83/11/14. 4pp. 

24852: fel. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070194 Safety evaluation supporting single loop operation up 
507.. 

* Office of Nuclear Reactor Regulation, Director. 83/08/29. 
13pp. 24851:102. 24X Fiche: 50-000, 84/03/19, 8406070106. 


8404230338 Forwards SER re BWR Owners Group 810331 response to Item 
II. K. 3. 16 of NUREG-0737, “Reduction of Challenges & Failures 
of Relief Valves - Feasibility Study & Sys Mod. " Response 
within 60 days of ltr receipt requested. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/04/03. BAYNE, U. P 

Power Authority of the State of New York. 12pp. 24184:323. 24X 

Fiche: 50-333, 84/04/03, 8404230338. 


8406010420 Forwards Amend 79 to License DPR-59 V. safety evaluation. 
Amend revises min critical power ratio operating limits to 
restore safety margin which was reduced as result of control 
valve operation changes. 

ABELSON, H. I. Operating Reactors Branch 2. 84/05/08. BAYNE, J. P. 

Power Authority of the State of New York. 2pp. 24767:275. 24X 

Fiche: 50-333, 84/05/08, 8406010420. 


— 8406010428 Amend 79 to License DPR-59, revising min critical power 
operating limits to restore safety margin which was reduced 
as result of changes in control valve operation. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/05/08. 5pp. 

24767: 277. 24X Fiche: 50-333, 84/05/08, 8406010420. 


— 8406010429 Safety evaluation supporting Amend 79 to License DPR-3 
* Office of Nuclear Reactor Regulation, Director. 84/05/08. 
24767:282. 24X Fiche: 50-333, 84/05/08, 8406010420. 


8406050064 Forwards Amend 80 to License DPR-59 & safety evaluation. 
Amend changes Tech Specs in response to 821028 request re 
surveillance requirements for high pressure water fire 
protection sys. 

ABELSON, H. I. Operating Reactors Branch 2. 04/05/22. BAYNE, J. P. 

Power Authority of the State of New York. 2pp. 24663:022. 24X 

Fiche: 50-333, 84/05/22, 8406050064. 


— 8406050069 Amend 80 to License DPR-59, changing Tech Specs in resp 
to 831028 request re surveillance requirements for high 
pressure water fire protection sys. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/22. 5pp. 

24663 ; 024. 24X Fiche: 50-333, 84/05/22, 8406050064. 


— 8406050074 Safety evaluation supporting Amend 80 to License DPR-! 
* Office of Nuclear Reactor Regulation, Director. 84/05/22. 
24663:029. 24X Fiche: 50-333, 84/05/22, 8406050064. 


8406060362 Informs that NRC will not act upon application for relii 


>6210484 Forwards Rev 3 to std radiological effluent Tech Specs for 
IWRs it comparison of Tech Specs tu/NUREG-0473. Doc uments 
hould be regarded as agenda for upcoming meeting. 

'ASSALLO, D. B. Operating Reactors Branch 2. 84/06/04. BAYNE, J. P. 

'ower Authority of the State of New York. 2pp. 25093: 139. 24X 

'iche: 50-333, 84/06/04, 8406210484. 


>6200255 Informs that 830725 response to NUREG— 0737, Item II. K. 3. 18 
icceptable. Licensee will modify automatic depressurization 
,ys logic by eliminating high drywell pressure permissive & 
idding manual inhibit suitch. Issue closed. 

'ASSALLO, D. B. Operating Reactors Branch 2. 84/06/05. BAYNE, J. P 

‘ou/er Authority of the State of New York. 2pp 25051:249. 24X 

iche: 50-333, 84/06/05, 8406200255. 


>6120444 Forwards "Mark I Containment Program: Plant-Un i que Analysis 
ept of Torus Attached Piping for JA Fitzpatrick Nuclear 
ouer Plant," to comply u/acceptance criteria in NUREG-0661, 

PP A. 

AYNE, J. P. Power Authority of the State of New York. 84/06/07. 
ASSALLO, D. B. Operating Reactors Branch 2. 2pp. 24891:169. 24X 

iche: 50-333, 84/06/07, 8406120444. 


406120454 "Mark I Containment Program: Plant-Unique Analysis Rept of 
Torus Attached Piping for JA Fitzpatrick Nuclear Power 
Plant. " 

* Teledyne Engineering Services TR-5321-2. 84/05/31. 94pp. 

24891:171. 24X Fi c h e : 50-333, 84/06/07, 8406120444 


6250284 Requests not i f ic a t i on, wi th in 45 days of ltr receipt, of any 
nalyses performed utilizing methodology not previously 
pproved in NUREC-0661 in determining if setpoint logic 
hanges needed to reduce water clearing thrust loads. 

ASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. BAYNE, J. P. 

ower Authority of the State of New York. 3pp. 25139: 310. 24X 

iche: 50-333, 84/06/13, 8406250284. 


6190425 Suppls prior responses to NRC 840113 ltr re investigation 
nto methods for demonstrating operability of containment 
ent it purge valves in event of postulated DBA. W/12 oversize 
rawings. Aperture cards are in PDR. 

^YNE, J. P. Power Authority of the State of New York. 84/06/14. 
ASSALLO, D. B. Operating Reactors Branch 2. 5pp. 25021:147. 24X 

iche: 50-333, 84/06/14, 8406190425. 


b 190 196 Forwards resolution of 830419 SER for environ qua 1 i f icat i on 
s safety-related electrical equipment. 

NYNE, J. P. Power Authority of the State of New York. 84/06/15. 
\SSALLO, D. B. Operating Reactors Branch 2. 36pp. 24980:306. 24X 

iche: 50-333, 84/06/15, 8406190196. 


>210102 Responds to request for info re status of NUREG-0737, Item 
[. E. 4. 1 concerning dedicated hydrogen pene tra t ions. Va 1 ve 
»akage acceptable. Containment purge sys satisfies GDC-54 
>quir#ments for redundancy , isolation it test capability. 

WNE, J. P. Power Authority of the State of New York. 84/06/15. 
tSSALLO, D. B. Operating Reactors Branch 2. 2pp. 25057:118. 24X 

che: 50-333, 84/06/15, 8406210102. 


>210201 Forwards response to 840419 request for addl info re 
>REG~0737, Items II. F. 1.4, "Containment Pressure Monitors" it 
. F. 1. 5, "Containment Water Level Monitor." 

iYNE, J. P. Power Authority of the State of New York. 84/06/18. 
iSSALLO, D. B. Operating Reactors Branch 2. Upp. 25057:148. 24X 

che: 50-333, 84/06/18, 8406210201. 


,220128 Responds to 840403 request for update on NUREG-0737, 
em II. K. 3. 16, "Reduction of Challenges it Failures of 
lief Valves - Feasibility Study it Sys Mod. " List of 
tions implemented submitted. 

YNE, J. P. Power Authority of the State of New York. 84/06/19. 
SSALLO, D. B. Operating Reactors Branch 2. 2pp. 25083:300. 24X 

che: 50-333, 84/06/19, 8406220128. 


nspection reports, IE Bulletins it correspondence 


010075 Forwards IE Insp Rept 50-333/84-05 on 840401-30. No 
olations noted. 

AR08TECKI, R. Division of Project it Resident Programs. 84/05/17. 
NEILL, C. A. Power Authority of the State of New York 2pp. 
757:353. 24X Fiche: 50-333. 84/05/17, 8406010075. 


D6010081 IE Insp Rept 50-333/84-05 on 840401-30. No violations noted, 
lajor areas inspected: licensee action on previous insp 
findings, LER review, op erat i ona 1 safety verification, maint it 
surveillance observations & IE bulletin followup. 

30ERFLEIN, L. T. , COLLINS, 8. J. Region 1, Office of Director. 

34 / 05 / 16 . 7 pp. 24757:355. 24X Fiche: 50-333, 84/05/17, 8406010075. 


8406010121 Forwards IE Insp Rept 50-333/84-06 on 840416-20. No 
violations noted. 

MARTIN, T T. Division of Engineering it Technical Programs. 84/ 
MCNEILL, C. A. Power Authority of the State of New York. 2pp 
24756:277. 24X Fi ch e: 50-333, 84/05/17, 8406010121 . 


— 8406010124 IE Insp Rept 50-333/84-06 on 840416-20. No violations 
Major areas insp ec ted : rad iat ion protection program 
organization it s taf f ing , p er sonn e 1 selection, qual if ication it 
training, exposure control it ALARA implementation. 

DRAGQUN, T. , SHANBAKY, M. Region 1, Office of Director. 84/OS 
6pp. 24756:279. 24X F i c h e : 50-333, 84/05/ 17, 8406010121 . 


8406050193 Forwards IE Exam Rept 50-333/84-07 on 840320-23. 

STAROSTECKI , R. Division of Project -V. Resident Programs. 84/05 
MCNEILL, C. A. Power Authority of the State of New York. 2pp. 
24838:011. 24X Fiche: 50-333, 84/05/17, 8406050193. 


— 8406050199 IE Exam Rept 50-333/84-07 on 840320-23. Wr i tt en oral 
administered to four reactor op erator s, f our senior reactor 
operators i>. one instructor cand i date. A1 1 candidates passed 
exams . 

BERRY, J. A. , KELLER, R. M. Region 1, Office of Director. 84/05 
72pp. 24838:013. 24X Fiche: 50-333, 84/05/17, 8406050193. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contai 
Spray Sys " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 84052 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o 

York, Inc. 127pp. 24830:103. 24X Fi c h e : 50-000, 84/05/25, 84032 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc li 
errcl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. o 

York, Inc. 122pp. 24079:342. 24X Fi c h e : 50-000, 84/05/30, 84052 


8406080118 Ac k receipt of 840131 ltr re status of offgas treatmen 
identified in Health Physics Appraisal Rept 50-333/80-20. 

Final mod it. repair will be completed during Feb 1985 
refueling outage it sys will become operational after outage. 
MARTIN, T. T. Division of Engineering it Technical Programs. 84/ 
MCNEILL, C. A. Power Authority of the State of New York. 2pp. 
24856:340. 24X Fi che: 50-333, 84/05/31 , 84060801 18. 


— 8406080127 Provides status of augmented offgas treatment sys. Mo 
correct moisture it leakage problems will be installed during 
Sept 1984 outage. Next update will be submitted by 840001. 
MCNEILL, C. A. Power Authority of the State of New York. 84/0 
MARTIN, T. T. Division of Engineering it Technical Programs. 1 
24856:342. 24X Fi c h e : 50-333, 84/05/31 , 84060801 18. 


8406110164 Requests extension until 840620 for submittal of info 
required by Generic Ltr 84-11 re insps of BWR stainless 
steel p ip ing. Ex tens ion uill allow time to clarify questions 
& prepare adequate response. 

BAYNE, J. P. Power Authority of the State of New York. 84/05/31 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 24872:099. 
Fiche: 50-333, 84/05/31, 8406110164. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cond 
During Outages Not Covered by Tech Specs. " Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. o 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 84060 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic 
Radiation Applicators " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (P 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing o 
Rockbestos Cables." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fiche : 5Q-000, 84/06/08, 84060 


DOCKETED ITEMS 


6030176 IE Info Notice 84-45. "Reversed Differential Pressure 
nstrument Sensing Lines " Svc list encl. 

ORDAN. E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 . 8406080176. 


6150045 Ac k receipt of 840331 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Rept 50-333/84-04. 

TAROSTECKI, R. Division of Project & Resident Programs. 84/06/11. 
CNEILL, C. A. Power Authority of the State of New York 2pp. 
4944:213. 24X Fi c h e : 50-333, 84/06/ 1 1 , 84061 50045. 


406150049 Repsonds to NRC 840509 ltr re violations noted in IE Insp 
Rept 50-333/84-04. Corrective ac t i ons : sup ervi sors instructed 
in mgt practi ces, alarm points incorporated in process 
computer & cold start procedure revised. 

MCNEILL, C. A. Power Authority of the State of New York. 84/05/31. 
STAROSTECKI, R. Division of Project & Resident Programs. 2pp. 
24944:215. 24X Fi c h e : 50-333, 84/06/1 1 , 84061 50045. 


6080173 IE Info Notice 84-46, "Circuit Breaker Position 
erification. M Svc list encl. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 8406080173, 


6130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
lectrical Terminal Blocks." Svc list encl. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

ork, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5. 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
alves. " Svc list encl. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25536:043. 24X Fi c he: 50-000, 84/06/18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
ailure. " Svc list encl. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25535:286. 24X Fi c he : 50-000, 84/06/ 18, 8406180360. 


6260406 Forwards corrected Page 2, "Rept Details," to Exam Rept 
0-333/84-07 dtd 840517. 

TAROSTECKI , R. Division of Project & Resident Programs. 84/06/18. 
CNEILL, C. A. Power Authority of the State of New York. Ip. 
5152:318. 24X Fiche: 50-333, 84/06/18, 8406260406. 


406260416 Corrected Page 2, “Rept Detail, " to Exam Rept 50-333/84-07 
dtd 840517 submitting uritten, oral & simulator exam results. 

* Region 1, Office of Director. 84/06/18. Ip. 25152: 319. 24X 

Fiche: 50-333, 84/06/18, 8406260406. 


6260267 Discusses insp program for IGSCC of BWR stainless steel 
iping,per 810731 ltr & Generic Ltr 84-11. Approx 50/i of 
iping welds inspected during 1983 refueling outage, per IE 
ulletin 83-02. No significant IGSCC revealed. 

AYNE, J. P. Power Authority of the State of New York. 84/06/20. 
ASSALLO, D. B. Operating Reactors Branch 2. 8pp. 25150:028. 24X 

iche: 50-333, 84/06/20, 8406260267. 


6190327 IE Info Notice 84-50, "C lar if i ca t i on of Scope of QA Programs 

or Transport Packages Pursuant to 10CFR50, App B. " Svc list 

ncl. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ork, Inc. 63pp. 25535:041, 24X Fiche: 50-000, 84/06/21, 8406190327. 


Periodic operating reports & related correspondence 


6250151 Summary of changes, mods & tests implemented during 1983, per 
0CFR50. 59. 14/840614 ltr. 

CNEILL, C. A. Power Authority of the State of New York. 83/12/31. 
URLEY, T, Region 1, Office of Director. 11pp. 25125:238. 24X 

iche: 50-333, 83/12/31, 8406250151. 


6120202 Monthly dperating rept for May 1984. W/840608 ltr. 

DOK, J. , MCNEILL, C, A. Power Authority of the State of New York. 
4/05/31. 8pp. 24890:214. 24X Fiche: 50-333, 84/05/31, 8406120202. 


— 8406200316 AEOD technical review rept, "Diesel Generator Inoperat 
Due to Overheating of Ventilation Cowling." 

CHIRAMAL, M. Director's Office. 84/05/07. 3pp. 25051:132. « 

Fiche: 50-333, 84/05/07, 8406200315. 


8406080124 Updated LER 83-049/03X-1 : on 831022, during full power 
operation, HPCI sys declared inoperab le. Caused by fracture of 
turbine stop valve stem as result of excessive tensile 
stress. Stem valve rep laced. W/840601 ltr. 

SCHLAU, P , MCNEILL, C. A. Power Authority of the State of New York 
84/06/01. 3pp. 24856:343. 24X Fi c he : 50-333, 84/06/01 , 8406080124 


8406030226 LER 84-012-00; on 840518, while operating at full p ower, RC 
HPCI sys found inoperab le, contrary to Tech Specs. RCIC 
failure due to malfunction in isolation c ir cuitry. HPCI 
failure due to stop valve stem crac k ing . W/840601 ltr. 

LISENOi R. T. , MCNEILL, C. A. Power Authority of the State of New Yo 
84/06/01. 4pp. 24855:244. 24X Fi c he : 50-333, 84/06/01 , 8406080226 


8406030245 LER 84-010-01: on 840325, scram occurred due to low reacto 
vessel level Caused by loss of single operating reactor feed 
pump due to control oil leak. Gland seal condenser gasket 
replaced W/840601 ltr. 

LI5EN0, R.T. , MCNEILL, C. A. Power Authority of the State of New Yo 
84/06/01. 3pp. 24855:322. 24X Fiche: 50-333, 84/06/01, 8406080245 


V. Operator Examinations 


8406050193 Forwards IE Exam Rept 50-333/84-07 on 840320-23. 

STAROSTECKI, R. Division of Project b Resident Programs. 84/05/1 
MCNEILL, €. A. Power Authority of the State of New York. 2pp. 
24838:011. 24X Fi c h e : 50-333, 84/05/1 7, 8406050193. 


— 8406050199 IE Exam Rept 50-333/84-07 on 840320-23. Wri tt en oral ex 
administered to four reactor operators, four senior reactor 
operators & one instructor candidate. All candidates passed 
exams . 

BERRY, U. A. , KELLER, R. M. Region 1, Office of Director. 84/05/0 
72pp. 24838:013. 24X Fiche : 50-333, 84/05/17, 8406050193. 


8406260406 Forwards corrected Page 2, "Rept Details, " to Exam Rept 
50-333/84-07 dtd 840517. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/06/1 
MCNEILL, C. A Power Authority of the State of New York. Ip. 
25152:318. 24X Fiche: 50-333, 84/06/18, 8406260406. 


--8406260416 Corrected Page 2, "Rept Detail," to Exam Rept 50-333/8 
dtd 840517 submitting written, oral & simulator exam results. 

* Region 1, Office of Director. 84/06/18. Ip. 25152:319. 2 

Fiche : 50-333, 84/06/18, 8406260406. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406280421 Documents reasons for accepting late implementation date 
for safety parameter display sys, emerg ency operating 
procedures & Reg Guide 1. 97. 

TAM, P. S. Operating Reactors Branch 1. 83/08/29. EISENHUT, D. 0. 

Division of Licensing. 2pp. 25194:359. 24X Fiche : 50-334, 83/08/ 

8406280421. 


8405010503 Requests that exemption be granted for 10 municipalities 
from participating in 1984 annual emergency exercise, per 
10CFR50. 12. 

CAREY, J. U. Duquesne Light Co. 84/04/26. VARGA, S. A. Operating 
Reactors Branch 1. 2pp. 24246:149. 24X Fiche: 50-334, 84/04/26, 

8405010503. 


8406010195 Responds to 830415 ltr re Suppl 1 to NUREG-0737 concern! 
backup emergency offsite facility & alternate offsite 
technical support ctr.Addl info re measures to ensure easy 
access from ctr to control room requested. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/17. CAREY, J. J. 

Duquesne Light Co. 4pp. 24765:306. 24X Fiche : 50-334, 84/05/17, 

8406010195. 


8406050215 Forwards rev to 831216 request for exemption from App R 
structural steel. Steel stresses & reserve capacities 
recalculated for greater accuracy. Basis for requested 
exemption from Section III. G. 2a remains valid. 

CAREY, J. J. Duquesne Light Co. 84/05/30. VARGA, S. A. Operating 


5 


DOCKETED ITEMS 


& 120009 Withdraws 840426 request for exemption of 10 municipalities 
rom participating in 1934 annual emergency exercise, as 
omnitments received from all 27 municipalities in Beaver 
ounty to participate in scheduled 840627 exercise. 

AREY, J. J Duquesne Light Co. 84/06/04. VARGA. S. A. Operating 
eactors Branch 1 2pp. 24888:190 24X F i ch e : 50-334, 84/06/04, 

406120009. 


8406260538 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
Mechanical Rept. " Info adequately demonstrates vessel 
integrity Item complete. Item studied per Unresolved Safety 
Issue A-49, "Pressurized Thermal Shock" & A-45. "DHR. " 

VARGA, S. A Operating Reactors Branch 1. 84/06/15. CAREY. J. J 

Duquesne Light Co. 12pp. 25158 128. 24X F i c h e : 50-334. 84/06/ 

8406260538 


6260190 Forwards order confirming 
ost-TMI-re lated items set forth in 
ARGA, S. A. Operating Reactors Bram 
uquesne Light Co. 4pp. 25157:096 
406260190. 


icensee commitments to implement 
Sup pi 1 to NUREG-0737. 
h 1 84/06/12. CAREY. J. J. 

24X Fiche: 50-334. 84/06/12. 


8406280353 Forwards Amend 78 
Amend deletes specs 8-: corn 
mechanical vacuum pumps. 
TAM. P. Operating Reactors 
Light Co. 3pp. 25195: 183. 


to License DPR-66 & safety evaluati 
'sponding bases for containment 

Branch 1. 84/06/19. CAREY. J. U. D 

24X Fiche: 50-334, 84/06/19 , 84 0 6280: 


406260194 Order confirming licensee commitments to implement post-TMI- 
related items set forth in Suppl 1 to NUREG-0737 (Generic 
Ltr 82-33). 

EISENHUT, D G. Division of Licensing. 84/06/12. Duquesne Light 

Co. 6pp. 25157:100. 24X Fic h e : 50-334, 84/06/ 12, 8406260 1 90. 


r inancial information 


5290307 Forwards "Ohio Edison Annual Rept, 1983, " "Toledo Edison Co 
?83 Annual Rept, " "Duquesne Light Co Annual Rept, 1983" & 

Ileveland Electric Illuminating Co 1983 Annual Rept." 

OOLEVER, E. J. Duquesne Light Co. 84/05/22. DENTON, H. R. Office of 
jclear Reactor Regulation, Director. 2pp. 24691:078. 24X 

Lche: 50-000, 84/05/22, 8405290307. 


405290310 "Ohio Edison Annual Rept, 1983. " 

ROGERS, J. T. Ohio Edison Co. 83/12/31 44pp. 24710:026. 24X 

Fiche; 50-000, 84/05/22. 8405290307. 


405290320 "Duquesne Light Co Annual Rept, 1983. " 

ARTHUR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710:094. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


405290323 "Cleveland Electric Illuminating Co 1983 Annual Rept." 
GINN, R. M. Cleveland Electric Illuminating Co. 83/12/31. 43pp. 
24710:134. 24X Fi c h e : 50-000, 84/05/22, 8405290307. 


Jperating license stage documents & correspondence 


>060462 Forwards request for addl info re asymmetric LOCA loads that 
i not meet NUREG-0609 established guidel ines. Requests 
isponse by 840731. 

*RGA, S. A. Operating Reactors Branch 1. 84/05/25. CAREY, J. J. 

iquesne Light Co. 5pp. 24748:323. 24X Fic h e: 50-334, 84/05/25, 

)06060462. 


>210117 Confirms 840723 start date for in-progress audit of 
(tailed control room design review. Tentative agenda end. 
iROA, S. A. Operating Reactors Branch 1. 84/05/30. CAREY, J. J. 

iquesne Light Co. 5pp. 25090:035. 24X Fi c h e : 50-334, 84/05/30, 

^062101 17. 


--8406280357 Amend 78 to License DPR-66, d el et ing specs corresp 
bases for containment mechanical vacuum pumps. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/19. 4pp. 

25195 ' 186. 24X Fi c h e . 50-334, 84/06/ 19, 8406280353. 


— 8406280367 Safety evaluation supporting Amend 78 to License DP 
* Office of Nuclear Reactor Regulation, Director. 84/06/19 
25195:190 24X Fi c h e : 50-334, 84/06/ 19, 8406280353. 


8406290271 Forwards application for amend to License DPR-66, cons 
of Change Request 103, requir ing performance of battery svc 
test during fourth refueling outage & at 18-month intervals 
thereafter Fee end. 

CAREY, J. J. Duquesne Light Co. 84/06/21. VARGA, S. A. Operati 
Reactors Branch 1 2pp. 25199:337 24X Fi c h e : 50-334, 84/06/2 

8406290271. 


— 8406290272 Application for amend to License DPR-66, cons i s t ing 
Request 103, requ ir ing performance of battery svc test during 
fourth refueling outage & at 18-month intervals thereafter 
CAREY, J.J. Duquesne Light Co. 04/06/21. Ip. 25199:339. 
Fiche. 50-334, 84/06/21, 8406290271 


— 8406290274 Proposed Tech Specs requiring performance of batter 
test during fourth refueling outage & at 18-month intervals 
thereafter 

* Duquesne Light Co. 84/06/21. 5pp. 25199:340. 24X 

Fiche 50-334, 84/06/21. 8406290271. 


Q. Inspection reports, IE Bulletins & correspondence 


8406010301 Forwards SALP Repts 50-334/84-13 Sc 50-412/84-06 for 
Dec 1982 - Mar 1984. Unit 1 rated satisfactory or higher 
in all functional areas. Unit 2 only minimally satisfactory. 
STAROSTECKI , R. Division of Project & Resident Programs. 84/0 
CAREY, J. J. Duquesne Light Co. 3pp. 24755:179. 24X 

Fiche: 50-334, 84/05/18, 8406010301. 


-8406010302 SALP Rept 50-334/84-13 for Dec 1982 - Mar 1984. 
Licensing activities assigned Category 1 rating. 

* Region 1, Office of Director. 84/05/14. 35pp. 24755:18 

Fiche; 50-334, 84/05/18, 8406010301. 


,140109 Forwards application for amend to License DPR-66 & proposed 
v to Tech Specs re supplementary leak collection & release 
s & containment purge & exhaust sys to reflect new LOCA 
lalysis. 

iREY, J. J. Duquesne Light Co. 84/06/01. VARGA, S. A. Operating 
actors Branch 1. Ip. 24930:305. 24X Fi ch e : 50-334, 84/06/01, 

0 6140109. 


06140112 Application for amend to License DPR-66, revising bases of 
supplementary leak collection & release sys & containment 
purge & exhaust sys to reflect new LOCA analysis. 

CAREY, J. J. Duquesne Light Co. 84/06/01. 2pp, 24930:306. 24X 

Fiche: 50-334, 84/06/01, 8406140109. 


06140113 Proposed Tech Specs revising bases for supplemental leak 
collection & release sys. 

# Duquesne Light Co. 84/06/01. 5pp. 24930:308. 24X 

Fiche: 50-334, 84/06/01, 8406140109. 


130133 Responds to 840420 request for addl info on NUREG-0737, 
#m II. B. 3, "Post-Accident Sampling Sys." Procedure to 
timate core damage being developed. Requested info will be 
ovided by 840715. 

REY, J. J. Duquesne Light Co. 84/06/05. VARGA, S. A. Operating 
actors Branch 1. 2pp. 24914:355. 24X Fi c h e : 50-334, 84/06/05, 


—8406010306 SALP Rept 50-412/84-06 for Dec 1982 - Mar 1984. Lice 
activities assigned Category 2 rating, 

* Region 1, Office of Director. 84/05/14. 35pp 24753:21 
Fiche. 50-334, 84/05/18, 8406010301. 


8406020378 Notification of Significant Licensee Meeting 84-46 on 
840612 w/util in Sh i p p i ng p or t, PA to discuss SALP. 

TRIPP, L. E, Region 1. Office of Director. 84/05/22. Region 
Office of Director. Ip, 24770:327. 24X Fiche: 50-334, 84/05/2 
8406020378. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Conta 
Spray Sys. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co 

York, Inc. 124pp. 24861:201. 24X Fiche; 50-000, 84/05/25, 8405 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 

York, Inc. 127pp. 24830:103. 24X Fi che : 50-000, 84/05/25, 840! 


8406050224 Ac k receipt of 840412 ltr informing NRC of steps take 


DOCKETED ITEMS 


8406050228 Responds to NRC 840313 ltr re violations noted in IE Insp 
Rept 50-334/84-02. Corre c 1 1 ve actions, draft nuclear group 
d i rec t i ve , d e 1 i neat ing guidelines for admi n i s tr a t i on of 
inservice insp program wr i tten ?, distributed. 

CAREY, J J. Duquesne Light Co. 84/04/12. MARTIN, T. T. Division of 
Engineering t Technical Programs. 4pp. 24840:274 24X 

Fiche. 50-334, 84/05/29, 8406050224. 


•05290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Z-. Engineering 
Response (Post 830103). 84/05/30 Consolidated Edison Co of New 

York, Inc. 122pp. 24879 342. 24X Fi c h e : 50-000, 84 /05/30, 8405290383. 


•06010423 IE Info Notice 84-41, "IGSCC in BUJR Plants.*' Svc list end. 
JORDAN, E. L Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co of New 

York, Inc. 100pp. 25050:244. 24X Fi c h e . 50-000, 84/06/01 , 840601 0423. 


06050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


06050350 IE Info Notice 84-43, “Storage i>. Handling of Qpthalmic Beta 
Radiation Ap p I i cators. " Svc list encl. 

ORACE, J. N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032 24X Fiche : 50-000, 84/06/07, 8406050350. 


•06060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat ion Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


^6260422 Forwards IE Insp Rept 50-334/84-10 on 840410-13. No 
violations noted. 

MARTIN, T. T Division of Engineering & Technical Programs. 84/06/08. 

CAREY, J. J. Duquesne Light Co. 2pp. 25152:331. 24X 

Fiche: 50-334, 84/06/08, 8406260422. 


•8406260428 IE Insp Rept 50-334/84-10 on 840410-13. No violations 
noted. Major areas inspected : rad iolog ical controls 
organ i zati on, personnel se 1 ec t i on, qua 1 i f i cat i on it training, 
external exposure control Zt personnel dosimetry & audits. 

MILLER, M. T. , SHANBAKY, M. M. Region 1, Office of Director. 

84/06/04. 6pp. 25152:333. 24X Fic h e : 50-334, 84/06/08, 8406260422. 


t06080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi che: 50-000, 84/06/ 1 1, 8406080176. 


1-06150242 Ac k receipt of 840514 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/84-06. 

Corrective actions will be examined during future insp. 

MARTIN* T. T. Division of Engineering Zt Technical Programs. 84/06/11. 

CAREY, J. J. Duquesne Light Co. 2pp. 24950:118. 24X 

Fiche: 50-334, 84/06/11, 8406150242. 


-8406150243 Responds to NRC 840412 ltr re violations noted in IE Insp 
Rept 50-334/84-06. Correc t ive ac t i ons : test ing it plant 
performance administrative procedure approved it issued it 
meeting held on B40430 re inservice insp program. 

CAREY, J. J. Duquesne Light Co. 84/05/14. MARTIN, T. T. Division of 
Engineering Zt Technical Programs. 6pp. 24950: 120. 24X 

Fiche: 50-334, 84/06/1 1, 8406150242. 


406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. U9pp. 25049:154. 24X Fi c h e ; 50-000, 84/06/ 13, 8406080173. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25535:286. 24X F i c h e : 50-000, 84/06/ 18, 84061E 


8406190327 IE Tnfo Notice 84-50, "C lar i f i cat i on of Scope of QA Pro 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN. E L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of 

York. Inc 63pp. 25535 041 24X Fiche: 50-000, 84/06/21, 840619C 


R Periodic operating reports Zt related correspondence 


8406050451 “NPDES Discharge Monitoring Rept for Apr 1984. " W/8405S 
ltr. 

FEITKNECHT, C. Duquesne Light Co. 84/04/30. REID, R. W. Operati 
Reactors Branch 4. 14pp. 24843:314. 24X Fiche: 50-334, 84/04/3C 
8406050451 


8406070287 Monthly operating rept for Apr 1984. W/840503 ltr. 
HOLTZ, J. L. , CAREY, J. J Duquesne Light Co. 84/04/30. 8pp. 
24745:318. 24X Fiche : 50-334, 84/04/30, 8406070287. 


S. Reportable occurrences, LERs Zt related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
uiring change finalized Z>. being forwarded to affected 
p lants. Diagrams & list of affected plants encl. 

RAHE, E. P Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8406120488 RO: on 840429, d i ese 1 engine driven fire pump FP-P-2 fail 
to complete surveillance test Zt declared inop erab le. Cause 
unknown. Fuel shutoff valve assemb ly, vol tage regulator, 
generator & indicating lamp bulb & socket replaced. 

LACEY, W. S. Duquesne Light Co. 84/05/25. MURLEY, T. E. Region 1 
Office of Director. 3pp. 24891:035. 24X Fiche: 50-334, 84/05/21 

8406120488. 


8406200191 PNS-I-84-012’ on 840514, guard dismissed for marijuana u? 
840523, anoth er guard suspended for admitted marijuana use 
w/o taking test & entered drug rehab i 1 i tati on program. No 
evidence of drug use on site. 

DUNLAP, J. , KUSHNER, B. Region 1, Office of Director. 84/06/14. 
25046:026. 24X Fich e : 50-334, 84/06/ 14, 8406200191 . 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency 8t fire protection plans 


8406060289 Forwards pr e-i mp 1 emen tat i on audit rept of detailed coni 
room design review per Suppl 1 to NUREG-0737. Rept identifies 
resolved open or confirmatory items in draft SER & items 
requiring addl info. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/21. WILLIAMS, J. 

Florida Power it Light Co. 45pp. 24665:142. 24X 

Fiche: 50-000, 84/05/21, 8406060289. 


8406040221 Forwards IE Safeguards Insp Repts 50-335/84-17 it 
50-389/84-18 on 840518. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/30. WILLIAMS, i 
Florida Power Zt Light Co. 2pp. 24796:275. 24X 

Fiche: 50-335, 84/05/30, 8406040221. 


— 8406040227 IE Safeguards Insp Repts 50-335/84-17 it 50-389/84-18 
840518. No nonconpliance noted. Major areas inspected: 
circumstances surrounding physical security event re 
insecure vital area door. Details withheld (ref 10CFR2.790). 
TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/0 
lp. 24796:277. 24X Fi che : 50-335, 84/05/30, 8406040221 . 


DOCKETED ITEIVIb 


•05210691 Forwards for review & comment, first draft of FEMA evaluation 
of federal radiological emergency response plan field 
exercise conducted on 840306-08 Comments requested by 

JORDAN, E^L. ^Division of Emergency Preparedness * Engineering 
Response (Post 830103). 84/05/15- R«. J. * of he 

Executive Director for Operations. 4pp. 24936 144. -4X 

Fiche: 50-335.84/06/05. 8406130319 


i06 130321 Draft “Federal Radiological Emergency Response Plan Field 
Exercise Evaluation Rept " _ , 

* Federal Emergency Management Agency. B4/<y5/3 1 1 pp 

24936:148 . 24X Fiche: 50-335, 84/06/05. 8406130319 


,270206 Forwards orders confirming licensee commitments on emergency 

isponse capability schedules. TAMC i ii 

t l F R. j R Operating Reactors Branch 3. 84/06/14 WILIAMS, J. W. 

or i da Power & Light Co. 5pp. 25174.316. 24X 

che: 50-335. 84/06/14, 8406270206. 


406270207 Order confirming licensee commitments to implementation * 
scheduling of emergency response capability items of Generic 
Ltr 82-33 < NUREG-0737, Supp 1 1> 

EISENHUT, D G Division of Licensing. 84/06/14. Florida Power i>. 
Light Co 6pp. 25174: 321 . 24X Fiche: 50-335, 84/06/14. 8406270206. 


406270208 Order confirming licensee commitments to implementation & 
scheduling of emergency response capability items of Generic 
Ltr 82-33 < NUREG-0737. Supp 1 1>- . J , 

Division of Licensing. 84/06/14. Florida Power * 
25174:327 24X Fiche: 50-335. 84/06/ 1 4. 8406270206. 


EISENHUT, D G. 
Light Co. 6pp. 


,250179 Requests deletion of Tech Spec 6. 4. 2 re fire brigade 
aining due to 10CFR50. App R specifying training 
■quirements, per 840515 6 21 applications to amend Tech 
ecs, incorporating Generic Ltr 83-43 recommendations. 

LLIAMS, J. W. Florida Power & Light Co. 84/06/19. El SENHUT. D. G. 
vision of Licensing. Ip 25130:142. 24X Fiche: 50-335, 84/06/19, 

,06250179. 


S4060802 1 4 Forwards “Natural Circulation in PWRs, “ engineering 

evaluation rept Rept indicates that PWR designs respond 
similarly during transition to & establishment of natural 

LANNINg!* W°D. C °R eac tor Operations Analysis Branch. 84/05/25_ 

SEYFRIT, K V Reactor Operations Analysis Branch. Ip. 24877. IE 

24X Fiche 50-000,84/05/29,8406080203. 


OAOA0B0234 “Natural Circulation in PWRs," engineering evaluation r 
' ?D?r»tor's Sffic. 84/05/31 80pp. 24877:181. 24X 

Fiche. 50-000, 84/05/29, 8406080203 


8406030178 Recommends offsite dose calculation manual (ODCM) be rev, 
such that info in radiological environ surveillance table* 
figure of App E of ODCM be upgraded to make info comparable 
•♦-n Ann B, npr review of 840110 amend to OL 

MI Li ER, J R Operating Reactors Branch 3. 84/05/30. WILLIAMS, J I 

Florida Power fit Light Co. 2pp. 24878:042. 24* 

Fiche: 50-335, 84/05/30, 8406080178. 


8406140271 Forwards request for addl info on Generic Ltr 84-04, "Saf 
Evaluation of Westinghouse Topical Repts Dealing W/ 

Eliminating of Postulated Pipe Breaks in PWR Primary Main 
i non; “ Resoonse requested by 840731, 

MILLER, J. R. Operating Reactors Branch 3. 84/05/31. WILLIAMS, J 

Florida Power It Light Co. 6pp. 24955:058. 24X 

Fiche: 50-335, 84/05/31, 8406140271 


8406050339 Informs that 840630 scheduled implementation of heat tra 
post-accident sampling sys atmosphere sample line will not 
be met due to difficulties in procuring special-purpose heat 
tracing. New implementation date should be set by 840630. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/01. MILLER, J R. 
Operating Reactors Branch 3. Ip. 24804:314. 24X 

Fiche: 50-335, 84/06/01, 8406050339. 


Insurance & indemnity information 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II. K. 2. 13 event. Safety evaluation end. 

MILLER, J. R Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. 

Florida Power it Light Co. llpp- 25094:337. 

Fiche: 50-000, 84/06/06, 8406210460. 


24X 


6050290 Forwards Endorsement 53 to NELIA Policy NF-227 * Endorsement 
3 to MAELU Policy MF-83. 

UCK, J. R. Marsh * McLennan, Inc. 84/06/01. SALTZMAN, J. Assistant 
irector for State & Licensee Relations. 3pp. 24838:337. 24X 

iche: 50-335, 84/06/01 , 8406050290. 


6280239 Forwards Endorsement 55 to NELIA Policy NF-227 * Endorsement 
4 to MAELU Policy MF-88. 

UCK, J. R Marsh * McLennan, Inc. 84/06/21. SALTZMAN, J. Assistant 
irector for State it Licensee Relations. 3pp. 25179:096. 24X 

iche: 50-335. 84/06/21 . 8406280239. 


Operating license stage documents Zt correspondence 


5210638 Submits equipment qualif ication program status rept for wk 
f 840511. Review meetings for compliance to 10CFR50. 49 for 
ive plants held during previous 2 wks. 

ARSCH. R.O. Operating Reactors Assessment Branch. 84/05/14. 
IRAGLIA, F. J Assistant Director for Safety Assessment. 6pp. 
4879:335. 24X Fiche: 50-000, 84/05/14, 8405210638. 


6030023 Forwards Amend 67 to License DPR-67 & safety evaluation, 
mend deletes radiological Tech Specs in App B. 

ELLS, D. E. Operating Reactors Branch 3. 84/05/17. WILLI AMS, J. W. 

lorida Power & Light Co. 3pp. 24877:273. 24X 

iche: 50-335,84/05/17. 8406080023. 


406080027 Amend 67 to License DPR-67, deleting radiological Tech Specs 
in App B. 

MILLER. J. R. Operating Reactors Branch 3. 84/05/17. 4pp. 

24877:276. 24X Fiche: 50-335, 84/05/17. 8406080023. 


406080031 Safety evaluation supporting Amend 67 to License DPR-67. 

* Office of Nuclear Reactor Regulation, Director. 84/05/17. 2pp, 
24877: 280. 24X Fiche: 50-335, 84/05/ 1 7, 8406080023. 


6030203 Forwards AEOD rept re sys responses of PWRs during natural 
irctflafci nn mnA* nf DHR. Study confirms that combination of 
op temps provides reliable indicator of 
flow & can be used for all PWRs. 
or 's Office. 84/05/29. THOMPSON, H. L. Division 
y . 2pp. 24877:178. 24X Fi c he: 50-000, 


8406250179 Requests deletion of Tech Spec 6.4,2 re fire brigade 
training due to 10CFR50,App R specifying training 
requirements, per 840515 & 21 applications to amend Tech 
Specs, incorporating Generic Ltr 83-43 r ec ommendati °nu^ 

WILLIAMS, J. W. Florida Power * Light Co. 84/06/19. EISENHUT, D 
Division of Licensing lp. 25130:142. 24X Fiche : 50-335. 84/06/ 

8406250179. 


Q. Inspection reports, IE Bulletins fc correspondence 


8406230008 Forwards IE Insp Repts 50-335/84-14 * 50-389/84-16 on 
840418-19 * 24-30. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director, 84/05/18. WILLIAMS, J 
Florida Power St Light Co. 2pp. 25135: 029. 24X 

Fiche: 50-335, 84/05/18, 8406230008. 


— 8406230010 IE Insp Repts 50-335/84-14 it 50-389/84-16 on 840418-1 
24-30. No violations or deviations noted. Major areas 
insp e c t ed : p r i mar y sys valve leak check, rod drop time 
testing, initial criticality * zero power physics testing, 
DAVENPORT, K, E. . JAPE, F. Region 2, Office of Director. 84/05, 
5pp. 25135:031. 24X Fich e : 50-335, 84/05/ 18, 8406230008. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contaii 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness * Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co o 

York, Inc. 124pp. 24861:201. 24X Fiche : 50-000, 84/05/25, 84052 


8405240317 IE Info Notice 83-66, Sup pi 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emerfency Preparedness & Engineering 
Response (Post 830103). 84/05/25, Consolidated Edison Co. o 

York, Inc. 127pp. 24880:103. 24X Fi ch e : 50-000, 84/05/25, 04052 

8405290383 IE Info Notice 04-40, "Emergency Worker Doses " Svc li 
end. 

JORDAN, E. L. Division of Emergency Preparedness * Engineering 
Response (Post 830103). 84/05/30, Consolidated Edison Co. c 

York, Inc. 122pp. 24879: 342. 24X Fi che : 50-000, 84/05/30, 04O5S 


8406040221 Forwards IE Safeguards Insp Repts 50-335/84-17 * 
50-389/84-18 on 840518. No violations or deviations noted. 

DANCE, H.G, Region 2, Office of Director. 04/05/30. WILLIAMS, 
Florida Power & Light Co. 2pp. 24796.275. 24X 

Fiche: 50-335, 84/05/30, 8406040221. 


DOCKETED ITEMS 


106040227 IE Safeguards Insp Repts 50-335/84-17 it 50-389/84-18 on 
840518 N'o nonconp 1 fane e noted. Major areas inspected, 
circumstances surrounding physical security event re 
insecure vital area door. Details withheld (ref 10CFR2. 790). 
TILLMAN. A. , MCGUIRE. D. R. Region 2, Office of Director. 84/05/29. 
Ip. 24796:277. 24X Fi c h e : 50-335, 84/05/30, 8406040221 . 


bO10423 IE Info Notice 84-41, "IGSCC in BWR Plants " Svc list end. 
3RDAN. E. L. Division of Emergency Preparedness it Engineering 
Bsponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ark. Inc 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


b050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
jring Outages Not Covered by Tech Specs." Svc list end. 

DRDAN, E L. Division of Emergency Preparedness it Engineering 
ssponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ark, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


b050350 IE Info Notice 84-43, “Storage it Handling of Opthalmic Beta 
adiation Applicators." Svc list end. 

RACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fi che : 50-000, 84/06/07, 8406050350. 


b060336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
aekbestos Cables." Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ark, Inc. 120pp. 25049:273. 24X Fi ch e : 50-000, 84/06/08, 8406060336. 


6090176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list end. 

□RDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc 123pp. 25049:001. 24X Fi ch e : 50-000, 84/06/ 1 1 , 8406080176. 


6080173 IE Info Notice 84-46, "Circuit Breaker Position 
erification. " Svc list end. 

□RDAN, E, L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


6190391 Forwards addl info re IE Bulletin 80-11, "Masonry Block 
alls," per NRC 840229 request. All stack bond walls 
einforced both vertically it horizontally w/joint 
einforcement. 

ILLIAMS. J. W. Florida Power & Light Co. 84/06/14. MILLER, J. R, 
p crating Reactors Branch 3. 12pp. 25021:330. 24X 

iche: 50-335, 84/06/14, 8406190391. 


6130315 IE Info Notice 84-47, "Environ Qualification Tests of 
lectrical Terminal Blocks." Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

ork, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315, 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
a Ives. " Svc list end. 

QRDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
a i lure, " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25535:286, 24X Fiche ; 50-000, 84/06/18, 8406180360. 


6190327 IE Info Notice 84-50, "Clar if ication of Sepjpp Of QA Programs 
or Transport Packages Pursuant to 10CFR5G, App B. " Svc list 
ncl. / ; ~ : - 

ORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ork, Inc. 63pp. 25535:041, 24X Fiche: 50-000, 84/06/21, 8406190327. 


Reportable occurrences, uucs at rexaveu comr»pui<u«:iM.e 


6050272 LER 84-002-00: on 840504, during steam generator eddy current 
esting Sc overview of insp results, determined that 12 tubes 
ilssed Sc 3 tubes partially tested in 1A & 6 tubes missed 8* 

> tubes partially tested in IB. W/840601 Itr. 

IOABA, J. , WILLIAMS, J. W. Florida Power St Light Co. 84/06/03. 3pp. 
4840 * 21 6 24V r h ■ • »4/«A/02. 840 AO 40272 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency Sc fire protection plans 


8406140188 Forwards IE Insp Repts 50-245/84-08 Sc 50-336/84-10 on 
840401-0505. No violations noted. 

STAROSTECK I , R. Division of Project Sc Resident Programs. 84/05/2S 
COUNSIL, W. G Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:343. 24X Fic h e : 50-245, 84/05/29, 84061401E 


- -8406140195 IE Insp Repts 50-245/84-08 Sc 50-336/84-10 on 840401-05C 
violations noted. Major areas inspected: evaluations of plant 
operat ions, reactor vessel d ef ue 1 ing, outag e conduc t, ph y s i cal 
security Sc fire protection. 

SHEDLOSKY, J. T. Region 1, Office of Director. 84/05/22. 14pp. 

24924 :345. 24X Fi c h e : 50-245, 84/05/29, 8406140188. 


8406110225 Forwards revised rept on status of compliance w/Rev 2 to 
Reg Guide 1.97, per 840229 S. 0409 ltrs. Imp lementation plans 
re Sup p 1 1 to NUREG-0737 also end. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, U. G. Northeast Utilities. 84/05/31. MILLER, J. R. Operat 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 
27pp. 24871:058. 24X Fi c h e : 50-000, 84/05/31, 84061 10225. 


8406190605 Responds to 840203 ltr re establishment of consolidated 
alternate location for certain emergency operation facility 
functions in corporate emergency operations ctr in Berlin, 

CT. Proposal acceptable. 

EISENHUT, D. G. Division of Licensing. 84/06/07. COUNSIL, W. G. 
Connecticut Yankee Atomic Power Co. COUNSIL, W. G. Northeast Nucle 
Energy (fo. (subs, of Northeast Utilities). 3pp. 25027:335. 24X 

Fiche: 30-000, 84/06/07, 8406190605. 


8406270130 Forwards order confirming licensee commitments on emergen 
response capab i lity. Order based on 830415,0811,1128,1220 
& 840131 it 0409 commitments. 

MILLER, U. R. Operating Reactors Branch 3. 84/06/14. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
25176: 353. 24X Fiche: 50-336, 84/06/14, 8406270130. 


— 8406270133 Order confirming licensee commitments on emergency resp 
capab i I ity , per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. 84/06/14. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 
25176:338. 24X Fiche: 50-336, 84/06/14, 8406270130. 


8406280212 Provides App R evaluation status based on mutual 
understanding between NRC it nuclear industry. Sufficient 
clarity achieved such that documentation currently being 
generated can be viewed as final. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, W. G. Northeast Utilities. 84/06/18. VOLLMER, R. H. Divis 
of Engineering. 2pp. 23179:232. 24X Fiche: 30-000, 84/06/18, 

8406280212. 


H. General correspondence 


8406180326 Requests rev to "carbon copy w/encls" listing for generi 
IE correspondence & correspondence originating from regional 
ofc, ref lecting address change for recipient outside 
organ! za t ion. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G, Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G. Northeast Utilities. 84/06/07. DEYOUNG, ft. C. 
Director's Office, Office of Inspection and Enforcement. MUftLEY, 1 
Region 1, Office of Director. 2pp. 24962: 073. 24X 

Fiche: 50-000, 84/06/07, 0406180326. 


8406180359 Requests rev to "carbon copy" listing for NRR corresponds 
to reflect change of address for outside recipient. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Connecticut Yankee Atomic Power Co. 
COUNSIL, W. G. Northeast Utilities. 84/06/07. MILLER, J. R. Qperal 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 
2pp. 24965:344. 24X Fiche: 30-000, 84/06/07, 8406180359. 


Operating license stage documents it Correspondence 


8406010168 Advises that preparations underway to dispose of thermal 
shield segments at Richland, WA low level waste disposal 
site, not Barnwell, SC. as previously proposed. Sh ield currently 


DOCKETED ITEMS 


i 


B030239 Provides info for resolution of open items in Amend 89 to 
icense DPR-65 re repair of degraded steam generator tubes 
j combining current repair method of plugging tubes u/neu 
ethod of installing metal tubes. 

DUNS I L/ W. G Northeast Nuclear Energy Co. (subs, of Northeast 
tilities). COUNSIL, W. G. Northeast Utilities 84/05/25. 

ILLER, J. R. Operating Reactors Branch 3 8pp 24855:335 24X 

iche: 50-336, 84/05/25, 8406080239. 


8110284 Forwards “Reactor Containment Bldg Integrated Leak Rate 
est, 831223-25. " 

3UNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
tilities). CQUNSIL, W. G. Northeast Utilities. 84/05/31. 

SNTON, H. R Office of Nuclear Reactor Regulation, Director. Ip. 
4 868: 156 24X Fi c h e : 50-336, 84/05/31 , 84061 1 0284 


406110285 "Reactor Containment Bldg Integrated Leak Rate Test, 
831223-25. " 

* Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
83/12/25. 31pp. 24868:157. 24X Fic h e : 50-336, 84/05/31 , 8406 1 10284 


[>150141 Summary of 840517 meeting w/utils & C-E re spent fuel 
imposition plans in order to receive staff comments 
jndouts encl. 

5B0RNE,D.B. Operating Reactors Branch 3. 84/06/04. Operating 

factors Branch 3. 53pp. 24956:317. 24X Fi c h e: 50-336, 84/06/04, 

1061 50141 . 


■>150297 Forwards evaluation of response to Generic Ltr 82-28, 
Inadequate Core Cooling Instrumentation Sys. " Heated 
jnction thermocouple concept acc ep tab 1 e. Request for addl 
if o enc 1 . Response required within 30 days. 

[LLER, J. R. Operating Reactors Branch 3. 84/06/04. COUNSIL, W. G. 

irtheast Nuclear Energy Co. (subs, of Northeast Utilities). 7pp. 
1976:349. 24X Fi c he: 50-336, 84/06/04, 84061 50297. 


>190258 Forwards draft Rev 6 to GA program topical rept. 

)UNSILiW. G. Northeast Utilities Service Co. (subs, of Northeast 
rilities). 84/06/08. MURLEY, T. E. Region 1, Office of Director. 
>p. 24986:201. 24X F i c h e : 50-000, 84/06/08, 84061 90258. 


1061 90260 Draft Rev 6 to QA program topical rept. 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 
84/06/08. 133pp. 24986:210. 24X Fi ch e : 50-000, 84/06/08, 

8406190258. 


,180129 Responds to 840427 request •Por schedule for submitting 
■ocedures re degraded grid voltage. Unit 2 procedures will 
i submitted by 840629. Unit 1 procedures will be submitted 
, early 1985. 

IUNSIL, W. G. , SEARSi C. F. Northeast Nuclear Energy Co. (subs, of 
irtheast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/11. 
iLl.ER, J. R. Operating Reactors Branch 3. CRUTCHFIELD, D. Operating 
factor s Branch 5. 2pp. 24967:298. 24X F i c h e : 50-245, 84/06/1 1 , 

106180129. 


(210011 Notifies that absence of formal submi ttal , reques t ing Tech 
ecs on limiting overtime pol icy , cannot be reviewed or 
proved. Commitment to propose suitable Tech Specs should be 
ovided within 15 days of ltr receipt. 

LLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

rtheast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
091:317. 24X Fic h e: 50-000, 84/06/ 1 1 , 84062 1001 1 . 


210221 Requests analyses supporting licensee appeal of NRC position 
Item II. E. 4. 2. 7 of NUREG-0737 re hydrogen purge valves, 
sponse requested by 840630, per telcon 

LLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

rtheast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
069:296. 24 X Fi c h e : 50-336, 84/06/ 1 1 , 84062 10221 , 


210438 Advises that util submittals re NUREG-0737, I tem II.K. 2. 13, 
hermal-Mechanical Rept," adequately demonstrate vessel 
tegr i ty . Safety evaluation encl. 

LLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

rtheast Nuclear Energy Co. (subs, of Northeast Utilities). 11pp. 
100:306. 24X Fi c h e: 50-336, 84/06/ 1 1, 8406210438. 


270005 Responds to licensee 840221 ltr re surveillance of auxiliary 
edwater (AFW) initiation 8c reporting of safety & relief 
Ive fai lures. Tech Spec Table 4,3-2 should be revised to 
fleet requirement to test AFW automatic actuation logic, 

LLER, J. R. Operating Reactors Branch 3. 84/06/13. COUNSIL, W. G. 

rtheast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
176:320. 24 X Fi c he : 50-336, 84/06/ 13, 8406270005. 


270398 Forwards safety evaluation supporting licensee responses to 
REG-0737, Item II. B. 3, "Post-Accident Sampling Sys." 


8406230353 Requests remittance of addl fee for Amend 95 to Licens 
DPR-65, a 1 1 owing operation w/one inoperable position 
indicator per group, expanding vo 1 band for safety injection 
tanks modifying requirements for containment integrity. 

DIGGS, R.M. License Fee Management Branch. 84/06/18. COUNSIL, 
Northeast Nuclear Energy Co (subs of Northeast Utilities). 1 
25128:019 24X Fi c h e . 50-336, 84/06/ 18, 8406230353. 


Q Inspection reports, IE Bulletins ?, correspondence 


8406080143 Forwards IE Insp Repts 50-245/84-06 V. 50-336/84-08 on 
840409-18. No violations observed. 

MARTIN, T T Division of Engineering Sc Technical Programs. 84/ 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24855:183. 24X Fiche : 50-245, 84/05/22, 84060E 


— 8406080147 IE Insp Repts 50-245/84-06 fc 50-336/84-08 on 840409- 
violations noted. Major areas inspected:QC of analytical 
measurements, analytical procedures , staff ing &>. training. 
ZIBULSKY, H. , PASCIAK, W. J. Region 1, Office of Director. 84/ 

4pp. 24855:185. 24X Fi c h e : 50-245, 84/05/22, 84060801 43. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contai 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. c 

York, Inc. 124pp. 24861:201. 24X Fich e: 50-000, 84/05/25, 8405S 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. c 

York, Inc. 127pp. 24880:103. 24X Fi c h e . 50-000, 84/05/25, 84052 


8406140188 Forwards IE Insp Repts 50-245/84-08 Sc 50-336/84-10 on 
840401—0505. No violations noted. 

STAROSTECKI, R. Division of Project S. Resident Programs. 84/05 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:343. 24X Fich e . 50-245, 84/05/29, 840614 


—8406140195 IE Insp Repts 50-245/84-08 Sc 50-336/84-10 on 840401- 
violations noted. Major areas inspected : evaluations of plant 
op era t i ons, reac tor vessel d ef u e 1 in g , ou tag e c onduc t, ph y s i cal 
security & f ire protection. 

SHEDLOSKY, J. T. , LIP INSKI, D. R. Region 1, Office of Director. 
EL.SASSER, T. C. Division of Project & Resident Programs. 84/C 
14pp. 24924:345. 24X Fi c h e : 50-245, 84/05/29, 0406 1401 88. 


8405290333 IE Info Notice 84-40, "Emergency Worker Doses. " Svc li 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. c 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30 , 8405* 


8406010423 IE Info Notice 84-41, "IGSCC in BUR Plants." Svc list 
JORDAN, E. L. Division of Emergency Preparedness 5c Engineering 
Response (Post 830103) 84/06/11. Consolidated Edison Co. i 

York, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/0 1 , 8406C 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cont 
During Outages Not Covered by Tech Specs. " Svc list encl. 
JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. < 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406( 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmii 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (f 
830103). 84/06/07. Consolidated Edison Co. of New York, Ini 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cati on Testing i 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. i 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8406< 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. 

York, Inc. 123pp. 25049:001. 24X Fic he : 50-000, 84/06/1 1, 0406' 


8406290463 Forwards IE Insp Repts 50-213/84-08, 50-245/84- 10, 
50-336/84-11 & 50-423/84-07 on 840423-26. No violations 
noted. 
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^<?0474 IE Insp Repts 50-213/84-08,50-245/84-10,50-336/84-11 & 
/A- 23/84-07 on 840423-26. No violations noted. Major areas 
^pected. QA requirements for des i go, c ons t h. operation 
sys St components. 

FILING, R. J. , ANDERSON, C. J. Region 1, Office of Director. 

/ 06/07. 5pp. 25211:301. 24X Fic h e : 50-000, 84/06/ 1 1 , 8406290463 


( £)173 IE Info Notice 84-46. "Circuit Breaker Position 
-fication. " Svc list end. 

.^N, E L. Division of Emergency Preparedness St Engineering 
l>ns e (Post 830103). 84/06/13. Consolidated Edison Co. of New 

Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 1 3, 84060801 73 


J0315 IE Info Notice 84-47, "Environ Qualification Tests of 
,-trical Terminal Blocks. " Svc list end. 

E. L. Division of Emergency Preparedness St Engineering 
pnse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5. 


^0353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
/es, " Svc list end. 

^AN, E. L. Division of Emergency Preparedness St Engineering 
? onse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

H , Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 

00360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
j.ure. " Svc list end. 

pAN, E. L. Division of Emergency Preparedness Si Engineering 
ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ft, Inc. 118pp. 25535:286. 24X Fic h e : 50-000, 84/06/ 18, 84061 80360. 


£^0327 IE Info Notice 84-50, "Clarif icati on of Scope of QA Programs 
Transport Packages Pursuant to 10CFR50, App B. " Svc list 
X- 

DAN, E. L. Division of Emergency Preparedness &>. Engineering 
ponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

it, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/2 1 , 8406190327. 


riodic operating reports Si related correspondence 


70180 Monthly operating rept for Apr 1984. W/840514 ltr. 

CHERT, R. , MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 
theast Utilities). MROCZKA, E. J. Northeast Utilities. 84/04/30. 
24746:340. 24X Fi c h e : 50-336, 84/04/30, 8406070 180. 


10265 Confirms that 30-day extension for submittal of semiannual 
1 balance rept covering Oct 1983 - Mar 1984 acceptable to 
, per 840426 d iscuss i on. Ex tens i on necessary due to 
puter problems at util. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
lities). COUNSIL, W. G. Northeast Utilities. 84/05/10. 

NETT , R. F. Office of Nuclear Material Safety St 

eguards, Director. Ip. 24870:362. 24X Fiche: 50-245, 84/05/10, 

6110265. 


80260 Monthly operating rept for May 1984. W/840612 ltr. 

ON, G. , MROCZKA, E. J. Northeast Utilities. MROCZKA, E. J. Northeast 
leer Energy Co. (subs, of Northeast Utilities). 84/05/31. 7pp. 
61:184. 24 X Fiche: 50-336, 84/05/31, 8406180260. 


portable occurrences, LERs St related correspondence 


'10219 LER 84— 005-00: on 840128, during Type B S< C containment 
etration local leak rate test, combined leakage rates 
eeded Tech Spec limits. Caused by mechanical deficiencies, 
latton valves repaired. W/840227 ltr. 

►TER, E. R. # MROCZKA, E. J, Northeast Nuclear Energy Co. (subs, of 
-theast Utilities). MROCZKA, E. J. Northeast Utilities. 84/02/27. 
22436:019. 24X Fi ch e: 50-336, 84/02/27, 8403010219. 


130179 Part 21 rept re repeated failures of RCS charging pumps mfg 
Gaulin Corp. Initially reported on 840522. Caused by 
•tiation Ss propagation of cracks in; pump blocks. 
fNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
lities). COUNSIL, W. G, Northeast Utilities. 84/05/25. 

"DUNG, R. C. Director's Office, Office of Inspection and 
'orcement. 3pp. 24958:284. 24X Fiche: 50-336, 84/05/25, 8406080179. 


>60201 Updated LER 83-021 /03X-1 : on 830528, during main steam safety 

ve simmer testing, 11 of 16 valves had setpoint drift 

;side acceptance cr iter ia. Cause unknown. Seven valves reset 

'our valves sent out for refurbishment. UI/S40601 ltr. 

iDNICK, S. , MROCZKA, E. J, Northeast Nuclear Energy Co. (subs, of 

■■theast Utilities). MROCZKA, E. J. Northeast Utilities. 84/06/01. 

1 . 24658: 357. 24X Fiche: 30-336, 84/06/01 , 8406060201 , 
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F Security, medical, emergency 8< fire protection plans 


8406220172 Rev 2 to "Corporate Emergency Response Plan, " W/840613 It 
STEWART, W. L. Virginia Electric St Power Co. 84/05/15. O'REILLY, J 
Region 2, Office of Director. 96pp. 25083:075. 24X 

Fiche: 50-000, 84/05/15. 8406220172. 


8406140010 Forwards amended pages to nuclear security personnel 
training St qualification program. Pages withheld (ref 
10CFR73. 21). 

STEWART, W L. Virginia Electric & Power Co. 84/05/31. O'REILLY, J. 

Region 2. Office of Director. Ip 24925:198. 24X 

Fiche: 50-338, 84/05/31, 8406140010. 


8406120257 Responds to Generic Ltr 83-10D re compliance w/criteria f 
resolution of TMI Action Item II. K. 3. 5. Westinghouse Owners 
Croup emergency response guidelines based procedures will be 
developed in conjunction w/control room design review. 

STEWART, W. L. Virginia Electric it Power Co. 84/06/04. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 3pp. 24892:081. 24X Fiche: 50-000, 94/06/0' 

8406120257. 


84061B0265 Advises that Rev 6 to security personnel training St 
qualification plan consistent w/provisions of 10CFR50. 54 ( p ) 

£> acceptable. 

LEWIS, R.€. Division of Project it Resident Programs. 84/06/13. 
STEWART, W L. Virginia Electric it Power Co. 3pp. 24962:051. 24X 

Fiche: 50-338, 84/06/13, 8406180265. 


P. Operating license stage documents it correspondence 


8404180424 Provides equipment qual if ication program status rept, for 
1-wk period ending 840323. Lists of attendees at 840319 
meeting for Surry St North Anna it 840323 meeting for Fort 
Calhoun encl. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/03/30. 
MIRAGLI A, F. J. Assistant Director for Safety Assessment. 6pp. 
25139:041. 24X Fich e : 50-000, 84/03/30, 8404180424. 


8406080011 Forwards Amends 57 Si 39 to Licenses NPF-4 Si NPF-7, 
respectively It safety eva 1 uat ion. Amends terminate 
requirement to measure turbidity Si suspended solids in 
outflow of drain sys under svc water pumphouse. 

ENGLE, L. B. Operating Reactors Branch 3. 84/05/23. STEWART, W. L. 

Virginia Electric Sc Power Co. 2pp. 24877:322. 24X 

Fiche: 50-338, 84/05/23, 8406080011. 


— 84060800 1 6 Amends 57 Si 39 to License NPF-4 Si NPF-7, resp ect ively, 
terminating requirement to measure turbidity Si suspended 
solids in outflow of drain sys under water pumphouse. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/23. 22pp. 

24877:324. 24X Fiche: 50-338, 84/05/23, 840608001 1. 


— 8406080021 Safety evaluation supporting Amends 57 Si 39 to Licenses 
NPF-4 Si NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/05/23. 2 

24877:346. 24X Fi ch e : 50-338, 84/05/23, 840608001 1 . 


8406080053 Forwards SER It technical evaluation rept re review of 
control of heavy loads (Phase I ) . Gu idel ines of NUREG-0612 
satisfied Si Phase I acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/25. STEWART, W. L. 

Virginia Electric Si Pouer Co. 2pp. 24876:285. 24X 

Fiche: 50-338, 84/05/25, 8406080053. 


— 8406080056 5ER re control of heavy loads - Phase I. Phase I accepta 
* Division of Licensing. 84/05/25. 2pp. 24876:287. 24X 

Fiche 50-338, 84/05/25, 8406080053. 


8406050079 Advises that proprietary version of VEPCO Topical Rept 
VEP-NFE-2, "VEPCO Evaluation of Control Rod Ejection 
Transient, " delivered to DH Moran at 840522 meeting in 
Bethesda, MD for review. 

STEWART, W. L. Virginia Electric Si Power Co. 84/05/31. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. Ip. 24838:245. 24X Fiche: 50— 000, 84/05/31 

8406050079. 


8406120291 Suppl to 831230 application to amend Licenses NPF-4 S< NPF 
changing Tech Specs to revise P-7 setpoint from pressure 
equivalent to 10'/. rated thermal power to 10’/. full load 
turbine impulse chamber pressure. 

STEWART, W. L. Virginia Electric it Power Co. 84/06/04. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 24888:351. 24X 

Fiche: 50-338, 84/06/04, 8406120291. 


z 
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1406120294 Revised proposed Tech Sp ecs , chang i ng P-7 setpoint from 
pressure equivalent to 107. rated thermal power to 10T4 full 
load turbine impulse chamber pressure. 

* Virginia Electric St Power Co. 84/06/04. 5pp 24888 : 354 . 24X 
Fiche: 50-338. 84/06/04. 8406120291 


>6180003 Forwards safety evaluation re NUREG-0737, Item II. K. 2 13. 
'Thermal-Mechanical Rept. " Info adequately demonstrates 
•easonable assurance that vessel integrity maintained Items 
•elated to Unresolved Safety Issues A-49 Sc A-45 complete. 

1ILLER, J. R. Operating Reactors Branch 3. 84/06/05 STEWART. W. L 

Virginia Electric b Power Co. 11pp. 25023:311. 24X 

"iche : 50-338, 84/06/05, 8406180003. 


>6210114 Forwards Amends 58 b. 40 to Licenses NPF-4 & NPF-7, 
•espectively b safety evaluation. Amends revise Tech Specs to 
lelete requirements for min b max temp limits for A36 b. A572 
ieams in steam generator supports. 

INGLE, L.B. Operating Reactors Branch 3. 84/06/07. STEWART, W. L. 

Virginia Electric St Power Co. 2pp. 25091:038. 24X 

’iche: 50-338, 84/06/07, 84062101 14. 


>406210120 Amends 58 St 40 to Licenses NPF-4 & NPF-7, r e s p ec t ive 1 y , 
revising Tech Specs to delete requirements for min b max 
temp limits for A36 b A572 beams in steam generator 
supports. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/07. 19pp. 

25091:040. 24X Fiche : 50-338, 84/06/07, 84062101 14. 


1406210124 Safety evaluation supporting Amends 58 S< 40 to Licenses 
NPF-4 b NPF-7, respectively. 

■* Office of Nuclear Reactor Regulation, Director. 84/06/07. 2pp. 
25091:059. 24X Fi c h e: 50-338, 84/06/07, 840621 01 1 4 . 


'6290103 Comments on draft NRR memo re regulatory effectiveness 
eview (RER ) , per 840510 r e qu es t. Po tent ia 1 sabotage 
■ulnerabilities should be corrected per backfit procedures, 
lant RER repts held pending resolution of RER issues 

ASE, E. G. Office of Nuclear Reactor Regulation, Director. 84/06/08 
BURNETT, R. F. Division of Safeguards. 3pp. 25225:212. 24X 

iche: 50-000, 84/06/08, 8406290103. 


6220186 Requests extension until 850331 for completion of environ 
ualification of hydrogen recombiner equ ipment . Uti 1 not yet 
ble to procure qualified motors to be installed in 
equired location due to space limitations. 

TEWART, W. L. Virginia Electric St Power Co. 84/06/18 DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. MILLER, J. R. 
perating Reactors Branch 3. 2pp. 25083:073. 24X 

iche: 50-338, 84/06/18, 8406220186. 


6250324 Responds to 840417 request for updated schedule for 
ompleting remaining GDC 17 analysis open items. Expected 
ompletion of all related commitments b mods scheduled by 
ul b Oct 1984 refueling outages. 

TEWART, W. L. Virginia Electric b Power Co. 84/06/18. DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. MILLER, J. R. 
perating Reactors Branch 3. 8pp. 25118:340. 24X 

iche: 50-338, 84/06/18, 8406250324. 


6260120 Forwards Topical Rept VEP-NOS-9, "North Anna Unit 1, Cycle 4 
ore Performance Rept. " 

TEWART, W. L. Virginia Electric b PoweT Co. 84/06/18. DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. MILLER, J. R. 
perating Reactors Branch 3. Ip. 25143:237. 24X 

iche: 50-338, 84/06/18, 8406260120. 


406260128 "North Anna Unit 1, Cycle 4 Core Performance Rept." 

FORD, C. A., PIERCE, N. S. Virginia Electric & Power Co. VEP-NOS-9. 
84/05/31. 50pp. 25143:238. 24X Fi che : 50-338, 84/06/18, 8406260120. 


Inspection reports, IE Bulletins b correspondence 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness St Engineering 
isponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

or k, Inc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
'itical Facility. " Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness b Engineering 

tamnnaa mn 1 m \ O A « 1 4 *.•%+■** 


8406210533 Ac k receipt of 840511 ltr informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-338/83-01 b 
50-339/83-01 Corrective actions will be examined during 
future insp 

LEWIS, R. C. Region 2, Office of Director. 84/05/30. STEWART, W. | 
Virginia Electric b Power Co. Ip. 25089:231. 24X 

Fiche. 50-338, 84/05/30, 8406210533. 


— 8406210534 Responds to NRC 830203 ltr re violations noted in IE 
Repts 50-338/83-01 b 50-339/83-01. Requests extension of 
commitment date to 840731 for implementation of work 
planning b tracking sys software mods 

STEWART, WL. Virginia Electric b Power Co. 84/05/11. 
O'REILLY, J P. Region 2, Office of Director. Ip. 25089:232. 
Fiche: 50-338, 84/05/30, 8406210533. 


8406010423 IE Info Notice 84-41, "IG5CC in BWR Plants." Svc list e 
JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050: 244-. 24X Fiche: 50-000, 84/06/01, 840601 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 840605 


8406050350 IE Info Notice 84-43, "Storage b Handling of Opthalmic 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards b. Inspection Programs (Po 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050:032. 24X F i c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 840606 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/ 1 1, 840608 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verif ication. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 840600 


8406130315 IE Info Notice 84-47, "Environ dual if ication Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 15, 840613 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc 118pp. 25536:043. 24X Fi c he: 50-000, 84/06/ 18, 84061E 


8406180360 IE Info Notice 84-49, "I G©CC Leading to Steam Generator 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 04O61E 


8406190327 IE Info Notice 84-50, "Clar if ication of Scope of GA Prt 
for Transport Packages Pursuant to 1OCFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 94061 9C 


R. Periodic operating reports St related correspondence 


8406070153 Monthly operating repts for Apr 1984 W/840515 ltr. 

LEE, J. N. , STEWART, W L. Virginia Electric b Power Co. 84/04/30. 

HALLER, N. M. Office of Resource Management, Director. 13pp. 

24 747 : 1 74 . 24 X Fiche: 50- 338 , 84/04/30, 8406070 1 53 . 
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406010098 LER 84-004-00: on 840501 , pre 1 iminary results of fire 
protection prog ran indicated inadequacies in six categories, 
including separation, fire dampers, fire doors, fire 
suppression Z>. emergency 1 igh ting. W/840524 ltr. 

HARRELL, U. E. Virginia Electric & Power Co 84/05/24. 5pp. 
24756: 288 24X Fic he: 50-338. 84/05/24, 8406010098. 


406140018 Special Rept SP-N1-84-02. on 840512, spec i fi c activity of 
RCS exceeded Tech Spec dose equivalent 1-131 limit of 1.0 
uCi/g. Caused by minor fuel element defects. Primary coolant 
sampled & anal y zed. W/S40607 ltr. 

HARRELL, E. W Virginia Electric & Power Co 84/06/07. Record 

Services Branch (Document Control Desk). 5pp. 24926:010. 24X 

Fiche: 50-338, 84/06/07, 8406140018. 


406210358 Forwards completed Oil Spill Questionnaire VA-84-156 re 
840518 spill in condenser cooling water discharge canal. 

Cause unidentified. Oi 1 contained by absorbent boom. 

TAYLOR, J. A. Virginia Electric & Power Co. 84/06/13. VOLTAGGIO, T. 
Environmental Protection Agency 8pp. 25054:137. 24X 

Fiche: 50-338. 84/06/13, 8406210358. 


406220230 Part 21 rept re thermal nonrep eatab i 1 i ty & other calibr 
errors in Barton Lot 1 transmitters. Initially reported on 
840615. Transmitter defects identified it expected error 
deviations calcu lated. Ut i 1 s notified. 

RARE, E. P . Westing house Electric Corp. 84/06/15. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 4pp. 
25081:298. 24X Fiche: 50-000, 84/06/15, 8406220230. 


QCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


Security, medical, emergency St fire protection plans 


406220172 Rev 2 to "Corporate Emergency Response Plan. " W/840613 ltr. 
STEWART, W. L. Virginia Electric St Power Co. 84/05/15. 96pp. 

25083:075. 24X Fiche: 50-000, 84/05/15, 8406220172. 


406140010 Forwards amended pages to nuclear security personnel 
training St qual if i cati on prog ram. Pag es withheld (ref 
10CFR73. 21 ) . 

STEWART, W L. Virginia Electric & Power Co. 84/05/31. 0 ' REILLY, J. P. 

Region 2, Office of Director. Ip. 24925: 198. 24X 

Fiche: 50-338. 84/05/31, 8406140010. 


406120257 Responds to Generic Ltr 83-10D re compliance w/criteria for 
resolution of TMI Action Item II. K. 3. 5. Westinghouse Owners ' 

Croup emergency response guidelines based procedures will be 
developed in conjunction w/control room design review. 

STEWART, W. L. Virginia Electric St Power Co. 84/06/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24892:081. 

24X Fiche: 50-000, 84/06/04, 8406120257. 


406180265 Advises that Rev 6 to security personnel training S< 
qualif ication plan consistent w/provisions of 10CFR50. 54 ( p ) 

St acceptable. 

LEWIS, R. C. Division of Project 8< Resident Programs. 84/06/13. 
STEWART, W. L. Virginia Electric S< Power Co. 3pp. 24962:0 51. 24X 

Fiche: 50-338, 84/06/13, 8406180265. 


Operating license stage documents S< correspondence 


404180424 Provides equipment qualification program status rept, for 
1-u/k period ending 840323. Lists of attendees at 840319 
meeting for Surry St North Anna S< 840323 meeting for Fort 
Calhoun end. 

KARSCH, R. O. Operating Reactors Assessment Branch. 84/03/30. 
MIRAGLIA, F. U. Assistant Director for Safety Assessment. 6pp. 
25139:041. 24X Fiche: 50-000, 84/03/30, 8404180424. 


40608001 1 Forwards Amends 57 St 39 to Licenses NPF-4 St NPF-7, 
respectively & safety evaluation. Amends terminate 
requirement to measure turbidity; St suspended solids in 
outflow of drain sys under svc water pumphouse. 

ENGLE, L. B. Operating Reactors Branch 3. 84/05/23. STEWART, W. L. 

Virginia Electric & Power Co. 2pp. 24877:322. 24X 

Fiche; 50-338, 84/05/23, 8406080011. 


■8406030016 Amends 57 St 39 to License NPF-4 St NPF-7, respect ively, 
terminating requirement to measure turbidity St suspended 
solids in outflow of drain sys under water pumphouse. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/23. 22pp. 

24877: 324. 24X Fiche: 50-338. 84/05/23, 840608001 1 . 


-8406090021 Safety evaluation supporting Amends 57 Sc 39 to Licenses 
NPF-4 St NPF-7, respectively . 

* Office of Nuclear Reactor Regulation, Director. 84/05/23. 2pp. 
24877:346. 24X Fiche: 50-338, 84/05/23, 840608001 1. 


8406030053 Forwards SER & technical evaluation rept re review of 
control of heavy loads (Phase I > . Guidel ines of NUREG-0612 
satisfied S Phase I acceptable. 

MILLER, J R. Operating Reactors Branch 3. 84/05/25. STEWART, U 

Virginia Electric it Pouer Co. 2pp. 24876:285. 24X 

Fiche: 50-338, 84/05/25, 8406080053. 


— 8406080056 SER re control of heavy loads - Phase I. Phase I acce 
* Division of Licensing 84/05/25. 2pp. 24876:287. 24X 

Fiche: 50-338, 84/05/25, 8406080053. 


8406050079 Advises that proprietary version of VEPCQ Topical Rept 
VEP-NFE-2, "VEPCO Evaluation of Control Rod Ejection 
Transient, " delivered to DH Moran at 840522 meeting in 
Bethesda.MD for review. 

STEWART, W. L. Virginia Electric & Power Co. 84/05/31. DENTON, 
□ffice of Nuclear Reactor Regulation, Director. Ip. 24838:245 
Fiche: 50-000, 84/05/31, 8406050079. 


8406120291 Suppl to 831230 application to amend Licenses NPF-4 & 
changing Tech Specs to revise P-7 setpoint from pressure 
equivalent to 10/. rated thermal power to 10% full load 
turbine impulse chamber pressure. 

STEWART, W. L. Virginia Electric & Power Co. 84/06/04. DENTON, 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 24888:351. 24X 

Fiche: 50-338, 84/06/04, 8406120291. 


— 8406120294 Revised proposed Tech Specs, changing P-7 setpoint fr 
pressure equivalent to 10% rated thermal power to 10% full 
load turbine impulse chamber pressure. 

■* Virginia Electric & Power Co. 84/06/04. 5pp. 24888:354. 
Fiche: 50-338, 84/06/04, 8406120291. 


8406180003 Forwards safety evaluation re NUREG-0737, Item XI. K. 2. 1 
"Thermal-Mechanical Rept. " Info adequately demonstrates 
reasonable assurance that vessel integrity ma inta ined. I terns 
related to Unresolved Safety Issues A-49 it A-45 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. STEWART, W 

Virginia Electric it. Power Co. 11pp. 25023:311. 24X 

Fiche: 50-338, 84/06/05, 8406180003. 


8406210114 Forwards Amends 58 it 40 to Licenses NPF-4 NPF-7, 
respectively it safety evaluation. Amends revise Tech Specs to 
delete requirements for min it max temp limits for A36 it A572 
beams in steam generator supports. 

ENGLE, L. B. Operating Reactors Branch 3. 84/06/07. STEWART, W. 

Virginia Electric it Power Co. 2pp. 25091:038. 24X 

Fiche: 50-338, 84/06/07, 8406210114. 


— 8406210120 Amends 58 St 40 to Licenses NPF-4 it NPF-7, respectivel 
revising Tech Specs to delete requirements for min St max 
temp limits for A36 St A572 beams in steam generator 
supports. 

MILLER, J. R. Operating Reactors Branch 3. 04/06/07. 19pp. 

25091:040. 24X Fiche: 50-338, 84/06/07, 8406210114. 


— 8406210124 Safety evaluation supporting Amends 58 St 40 to Licen 
NPF-4 St NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 
25091:059. 24X Fiche: 50-338, 84/06/07, 84062101 14. 


8406290103 Comments on draft NRR memo re regulatory effectiveness 
review CRER),per 840510 request. Potential sabotage 
vulnerabilities should be corrected per backfit procedures. 
Plant RER repts held pending resolution of RER issues. 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 84/ 
BURNETT, R. F. Division of Safeguards. 3pp. 25225:212. 24X 

Fiche: 50-000, 04/06/08, 8406290103. 


8406220186 Requests extension until 850331 for completion of envi 
qual if ication of hydrogen recombiner equi pment. Ut i 1 not yet 
able to procure qualified motors to be installed in 
required location due to space limitations. 

STEWART, W. L. Virginia Electric it Power Co. 84/06/18. DENTON, 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 25083:073. 24X 

Fiche: 50-338, 84/06/18, 8406220186. 


8406250324 Responds to 840417 request for updated schedule for 
completing remaining GDC 17 analysis open items. Expected 
completion of all related commitments & mods scheduled by 
Uul & Oct 1984 refueling outages. 

STEWART, W. L. Virginia Electric it Power Co. 84/06/18. DENTON, 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 8pp. 25118:340. 24X 

Fiche: 50-338, 84/06/18, 8406250324. 


Inspection reports. IE Bulletins ? correspondence 


■05230319 IE Info Notice 84-39, 11 Inadvertent Isolation of Containment 

Spray Sys. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 124pp 24861 201. 24X Fi c h e : 50-000, 84/05/25. 8405230319. 


,05240317 IE Info Notice 83 - 66 , Suppl 1. "Fatality at Argentine 
Critical Facility " Svc list end 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc 127pp 24830:103. 24X Fi c h e : 50-000, 84/05/25, 840524031 7 


•05290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c he . 50-000, 84/05/30, 8405290383 


06210533 Ack receipt of 840511 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—338/83—01 & 
50-339/83-01. Corrective actions will be examined during 
future insp. 

LEWIS. R. C. Region 2, Office of Director 84/05/30 STEWART, W. L. 
Virginia Electric Zc Power Co. Ip. 25089:231. 24X 

Fiche: 50-338, 84/05/30, 8406210533. 


B4062 10534 Responds to NRC 830203 ltr re violations noted in IE Insp 
Repts 50-338/83-01 & 50-339/83-01 . Requests extension of 
commitment date to 840731 for implementation of work 
planning & tracking sys software mods. 

STEWART, W. L. Virginia Electric & Power Co. 84/05/11. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 25089:232. 24X 

Fiche: 50-338, 84/05/30, 8406210533. 


06010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list encl 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi che : 50-000, 84/06/01 , 8406010423. 


36050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
3uring Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
lesponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche : 50-000, 84/06/05, 8406050012. 


36050350 IE Info Notice 84-43, “Storage & Handling of Opthalmic Beta 
ladiation Applicators. " Svc list encl. 

3RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
330103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

?2p p . 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


>6060336 IE Info Notice 84-44, "Environ Qual i f i cat i on Testing of 
tockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
iesponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

'’or k, Inc. 120pp. 25049:273. 24X Fi che : 50-000, 84/06/08, 8406060336. 


>6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
instrument Sensing Lines. " Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
Iesponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

r or k , Inc. 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/ 1 1 , 84060801 76. 


•6080173 IE Info Notice 84-46, "Circuit Breaker Position 
•erif ication. " Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
iesponse (Post 030103). 84/06/13. Consolidated Edison Co. of New 

'ork, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


>6130315 IE Info Notice 84-47, "Environ Qual i f i ca t ion Tests of 
ilectrical Terminal Blocks." Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 030103). 84/06/15. Consolidated Edison Co. of New 

ork, Inc. 122pp. 25049:033. 24X Fi che : 50-000, 84/06/ 1 5, 840613031 5. 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
alves. " Svc list encl, 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
ailure. ’’ Svc list encl. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103).. 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "C 1 ar i f i c a t i on of Scope of QA Pro 
for Transport Packages Pursuant to 10CFR50, App B " Svc list 
enc 1 

JORDAN, E L Division of Emergency Prepared, less !< Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of 

York, Inc 63pp. 25535:041. 24X. Fie h e 50-000, 84/06/2 1 , 8406190 


R. Periodic operating reports & related correspondence 


8406070153 Monthly operating repts for Apr 1984. W/840515 ltr. 

LEE, J N. , STEWART, W. L. Virginia Electric & Power Co 84/04/30. 

HALLER, N M Office of Resource Management, Director 15pp. 

24747:174 24X F i c h e : 50-338, 84/04/30, 8406070 1 53. 


S. Reportable occurrences, LERs & related correspondence 


8406010261 LER 84-003-00: on 840505, fac i 1 i ty taken off-line to perf 
preventative maint & testing on reactor trip breakers Minor 
problems d i sc over ed . Fac i 1 i t y placed back on-line on 840508. 
W/84051 7 ltr 

HARRELL, E W Virginia Electric & Power Co 84/05/17. 5pp. 
24753:071 24X F i c h e : 50-339, 84/05/ 1 7, 84060 1026 1 . 


8406060263 LER 84-004-00: on 840308, at 100X power, thermal overload 
devices on saf ety-related motor operated valves not calibr 
per Tech Specs. Caused by personnel error Calibr verification 
procedure implemented U/840531 ltr. 

HARRELL, W. E. Virginia Electric & Power Co. 84/05/31. 4pp. 
24657.108. 24X Fiche: 50-339, 84/05/31, 8406060263. 


8406210358 Forwards completed Oil Spill Questionnaire VA-84-156re 
840518 spill in condenser cooling water discharge canal 
Cause unidentif ied. Oi 1 contained by absorbent boom. 

TAYLOR, J. A Virginia Electric & Power Co. 84/06/13. VOLTAGGIO 
Environments 1 Protection Agency. 8pp. 25054:137. 24X 

Fiche: 50-338, 84/06/13, 8406210358. 


8406220230 Part 21 rept re thermal nonrepeatability & other calibr 
errors in Barton Lot 1 transmitters. Initially reported on 
840615. Transmi tter defects identified & expected error 
deviations ca 1 c u 1 ated . Ut i 1 s notified 

RAHE, E. P. Westinghouse Electric Corp. 84/06/15. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 4pp. 
25081:298. 24X F i c h e : 50-000 , 84/06/ 1 5, 8406220230 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. App 1 icat ion/c ons tr uc t i on stage documents & correspondence 


8406010126 Comments on mods to spec for final assessment of const, j 
840516 meeting, including requiring list of generic 
deviations & detailed work plan to be written as Phase 1 of 
contract. Mods sent to contractors. 

JENS, W. H. Detroit Edison Co. 84/05/17. KNOP.R.C. Region 3, □ 
of Director. 5pp. 24755:256. 24X Fi c h e : 50-341 , 84/05/ 17, 84060H 


8406050170 Forwards procedures to be initiated within next few wks 
support of piping vibration testing b dynamic effects 
program. List of procedures end. W/o procedures. 

LENART, R.S. Detroit Edison Co. 84/05/17. KEPPLER, J. G. Region 
Office of Director. 2pp. 24813.311. 24X Fi c he: 50-341 , 84/05/17 

8406050170. 


8406060353 Forwards request for addl info re justifications for in 
operation for environ qua 1 i f i cat i on of equipment important 
to safety. Equipment f unc t i ons, fa i 1 ure consequences, acc iden t 
scenarios & alternate sys & equipment addressed. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/24. JENS, W. Detroi 

Edison Co. 7pp. 24669:334. 24X Fiche; 50-341 , 84/05/24, 84060603 


8406060467 Requests confirmation that experience levels of operati 
creu personnel presented in Mar 1984 ltr still correct. Also 
requests statement re whether or not shift advisors will be 
used to augment operating shifts. 

EISENHUT , D. G. Division of Licensing. 84/05/25. JENS, W. Detro 
Edison Co. 4pp. 24848:139. 24X Fiche: 50-341 , 84/05/25, 84060604 


— 8406060469 Speech entitled, "Industry Evaluation of Operating Sh 
Experience Requirements," presented at 840224 meeting before 
Commissioners in Wash ington, DC. 

MILLER, J. H. Georgia Power Co. 84/02/24. 13pp. 24848:143. 

Fiche: 50-341, 84/05/25, 8406060467. 


— 8406060473 Speech entitled, "Nuclear Plant Shift Experience," pr 
at 840224 meeting before Commissioners in Wash ington, DC. 
SCHNELL, D. F. Union Electric Co. 84/02/24. 22pp. 24848:165. 

Fiche: 50-341, 84/05/25, 8406060467. 


DOCKETED ITEMS 


£>26048? Forwards NRC 840530.25/09 ?, 040e> memos describing 
ntegration of activities For plants w/ near-term licensing 
ctivities Briefing cn integrated schedules expected by 
40618 

IRCKS.W. J Office of the Executive Director far Operations 
4/06/01 PALLADINQ Commissioners lp 25157 324 24X 

iche: 50-000, 84/06/01, 840626048? 


406260505 Assigns project managers to develop integrated schedules for 
action on plants u/near-term licensing activity. Directors 
requested to assemble list of remaining activities ?, 
identify mgt contact 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
84/05/30. DEVOUNG, R C Director's Office, Office of Inspection 
and Enforcement. 2pp. 25157 325 24X F l c h e 50-000, 84/ 06/01 , 

8406260489 


406020439 Outlines course of action decided upon re plants w/near-term 
licensing activity, per 840517-18 mgt meetings, including 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates 

DIRCKS, W. J Office of the Executive Director for Operations. 

84/05/25 DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. 3pp 25157:327. 24X F l c h e : 50-000, 84/06/0 1 , 8406260489 


406260518 Discusses outstanding regulatory issues for near — term OL 
reviews. Pec onmendat i ons for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


6180219 Forwards Certificate of Svc re Amends 55 & 56 to amended & 
ubstituted application for licenses. 

ARLE, 0. K. Detroit Edison Co. 84/06/05. YOUNGBLOOD, B . J. Licensing 
ranch 1. 3pp. 24964:060. 24X Fi c h e . 50-341 , 84/06/05, 84061 80219. 


6190145 Forwards case study rept on operating experience re moisture 
ntrusion in electrical equipment at commercial power 
eactars. W/o encl. 

ELTEHES/C. J. Director's Office. 84/06/06. WILSON, D. J. Detroit 
dison Co. 2pp. 25029:359 24X F l c h e : 50-341 , 84/06/06, 8406190145 


6200055 Forwards proposed FSAR rev re reporting failures of 
afety/relief valves. FSAR will be revised in forthcoming 
mend is Tech Specs will be revised to reflect 30-day 
chedul e 

ENS, W. H. Detroit Edison Co. 84/06/13. YOUNGBLOOD, B. J. Licensing 
ranch 1 3pp. 25046:010 24X Fi c he : 50-341 , 84/06/13, 8406200055. 


6260577 Forwards revised protocol governing IDVP being conducted by 
YGNA. New protocol more completely addresses variety of 
onmuni cati ons which occur during course of independent 
eview. 

CUNGBLOOD, B J. Licensing Branch 1. 84/06/15. KAMMERZELL, L. L. 

YCNA Energy Services. JENS, W. Detroit Edison Co. 6pp. 25158:037. 
24 X Fiche: 50-341, 84/06/15, 8406260577. 


6260053 Forwards Certificate of Svc for Amend 57 to amended h. 
ubstituted application for license. 

ARLE, 0. K Detroit Edison Co. 84/06/20. YOUNGBLOOD, B. J. Licensing 
ranch 1. 3pp. 25141:203. 24X Fi c he : 50-341 , 84/06/20, 8406260053. 


NRC Safety Evaluation Report (SER), suppls & correspondence 


6290216 Forwards fifth SORT update list covering seismic 
ualification summary of equipment & response to SSER 3 
NUREG-0798 ) open items. 

ENS, W. H. Detroit Edison Co. 84/06/22. YOUNGBLOOD, B. J. Licensing 
ranch 1 300pp. 25193:337. 24X Fic h e : 50-341 , 84/06/22, 8406290216. 


Security, medical, emergency is fire protection plans 


6140062 Notification of 840605 meeting w/util in Beth e sda , MD to 
iscuss status of fire protection. 

YNCH, M. D. Licensing Branch 1. 84/06/01. YOUNGBLOOD, B, J. 

icensing Branch 1. 3pp. 24939:213. 24X Fi c h e : 50-34 1 , 84/06/01, 

406140062. 


6070268 Forwards updated Region III access au th or i zat i on lists for 
dmissicrn of NRC personnel to vital areas. Access provisions 
or inspectors, other employees & contractors d i s cus sed . Li s t 
ffective upon receipt. 


8406120399 Forwards scenario messages & data sheets for FERMEX 84 
840626-27 e x er c i s e. Up -t o-da t e list of players & controllers 
St any revs will be available on 840625. Info considered 
proprietary W/o encl. 

JENS, W. H , RANDAZZO, T Detroit Edison Co. 84/06/04. KEPPLER, J. 
Region 3, Office of Director lp 24893:026. 24X 

Fiche 50-341, 84/06/04, 8406120399. 


8406200262 Requests continued coordination of emergency planning 
efforts w/efforts of appropriate offsite authorities to 
ensure inadequacies identified in FEMA 840430 rept 
c orTected 

YOUNGBLOOD, B J. Licensing Branch 1 84/06/05. JENS, W. Detroit 

Edison Co 3pp 25051:220 24X Fi c h e : 50-341 , 84/06/05, 8406200263 


8406110203 Ack receipt of 840426 ltr re scope is objectives for 
full-scale exercise scheduled for 840626-27. Inop erab i 1 i ty 
of required equipment will result in certain objectives 
being treated as open items. 

PAPER IELLO, C J. Region 3, Office of Director. 84/06/06. JENS, W. 
Detroit Edison Co lp 24871.275 24X Fi c h e : 50-341 , 84/06/06, 

8406110203. 


— 8406110212 Forwards sc op e, ob ject i ves %>. simulations for full-scale 
exercise scheduled for 840626-27, proprietary scenario event 
summary & objectives submitted by State of MI to FEMA. 

Requests Region III par t i c ipat i on. W/o summary. 

JENS, W. H. Detroit Edison Co. B4/04/26. PAPERIELLO, C. J. Regit 
3, Office of Director. 7pp. 24871.276. 24X Fiche: 50-341, 

84/06/06, 8406110203. 


8406190110 Requests extension allowing fire brigade members to mainl 
active stratus until Dec 1984 when 2-yr re instruc t ion can be 
conducted. Required fire brigade staffing will be provided, 
per App R, regardless of extension. 

JENS, W. H. Detroit Edison Co. 84/06/13. YOUNGBLOOD, B. J. Licens: 
Branch 1. 2pp. 24981:102. 24X Fiche. 50-341, 84/06/13, 84061901 10. 


8406280006 Forwards IE Safeguards Insp Rept 50-341/84-18 on 840521-; 
No noncompliance noted. 

AXELSON, W. L Region 3, Office of Director. 84/06/21. JENS, W. H. 
Detroit Edison Co. 2pp. 25180:343. 24X Fiche. 50-341, 84/06/21, 

8406280006 


— 8406280007 IE Safeguards Insp Rept 50-341/84-18 on 840521-25. No 
noncompliance noted Major areas inspected : security plan is 
implementing procedures, instal lation is operability of 
security program. Detai 1 s withheld (ref 10CFR73. 21 ). 

MADEDA, T. J. , KNICELRY, J. R. , CREED, J. R. Region 3, Office of 

Director. 84/06/21. 2pp. 25180:345. 24X Fiche: 50-341, 84/06/1 

8406280006. 


G. Adjudicatory correspondence 


8406050487 Advises that time for Commission to review Director's 
Decision DD-84-11 e xp ir ed . Commiss ion declined review. 

Decision became final agency action on 840525. Served on 
840601. 

CHILK, S. J. Office of the Secretary of the Commission. DSB. 
84/06/01. BRAUNLICH, P. E. Monroe County, MI. lp. 24842:066. 2^ 

Fiche: 50-341, 84/06/01 . 8406050487. 


Q. Inspection reports, IE Bulletins is correspondence 


8406050127 Forwards program for detec t ion, prevent i on is control of 
Corbicula around saf ety-re la ted sys, in response to IE 
Bulletin 81-03. Local conditions warrant sampling less 
frequently than quarterly. 

JENS, W. H. Detroit Edison Co. 84/05/21. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 24838:111. 24X Fiche: 50-341 . 84/05/21, 

8406050127. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containm< 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of t 

York, Inc. 124pp. 24861:201. 24X Fi c h e ; 50-000, 84/05/25, 8405230; 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of I 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240; 

















DOCKETED ITEMS 


6290209 Follouup final deficiency rept.Item 69 re pipe support 
nubber d es i gn. Comp 1 et ed snubber reduction program resulted 
n 297. reduction in number of installed snubbers Results 
nc 1. 

ENS. W. H. Detroit Edison Co. 84/06/18 KEPPLER, J. G. Region 3. 
ffice of Director. 42pp. 25204.087 24X Fi c h e : 50-34 1 . 84/06/ 18, 

406290209. 


Operator Examinations 


6110262 Notifies that exams for senior reactor operator scheduled 
or wk of 840709 w/written exam being administered on 
40710. List of requirements for conducting exams end. 

ALKER, R. D. Region 3, Office of Director 84/05/24. LATONE, S. 
etroit Edison Co. 2pp. 24870:260. 24X F l c h e : 50-34 1 , 84/05/24, 

406110262. 


6250264 Responds to 840525 request for addl info re operating shift 
taffing. Forwards revised operating shift experience tables 
eflecting adjustments in personnel Shift advisors will 
ugment operating shifts. 

ENS* W. H. Detroit Edison Co. 84/06/18 YOUNGBLOOD, B. J. Licensing 
ranch 1. 45pp. 25119:001. 24X F i c h e : 50-341 , 84/06/ 18, 8406250264. 


406250267 Draft Rev 8 to Procedure 21.000.01, "Shift Operations it 
Control Room. “ 

GIBSON, J. W. Detroit Edison Co. 83/12/27. 81pp. 25119:043. 24X 

Fiche 50-341, 84/06/18, 8406250264 


KET 50-344 TROJAN NUCLEAR PLANT 


Security, medical, emergency it fire protection plans 


6030003 Informs of IAEA 840315 notice that facility deleted from 
ubsidiary arrangement listing as provided in Article 39. 
icense Condition 2. C(10) re US/IAEA safeguards agreement 
erminated. 

ILLER, J. R Operating Reactors Branch 3. 84/05/21. WITHERS, B. D. 

ortland General Electric Co. 2pp. 24865:355. 24X 

iche: 50-344, 84/05/21, 8406080083. 


6260066 Forwards IE Emergency Preparedness Insp Rept 50-344/84-12 on 
40409-13. No violations noted. 

ORDERHAUG, L R. Region 5, Office of Director. 84/06/12. 

ITHERS, B. D. Portland General Electric Co. 2pp. 25141:206. 24X 

iche: 50-344, 84/06/12, 8406260066. 


406260076 IE Emergency Preparedness Insp Rept 50-344/84-12 on 840409- 
13. No violations noted. Major areas inspected : emergency 
preparedness p lan, inc lud ing emergency detection it 
classif ication & protective action decisionmaking. 

ZURAKOWSKI, P. R. , SCHUSTER, M D. Region 5, Office of Director. 
84/05/29. 9pp. 25141:208. 24X F i c h e ; 50-344, 84/06/ 1 2, 8406260066 


6270255 Forwards order confirming licensee commitments re emergency 
esponse capability Order based on 830415,0802,1123,840127 
0523 Itrs committing to actions specified in order. 

ILLER, J. R. Operating Reactors Branch 3. 84/06/14. WITHERS, B. D. 

ortland General Electric Co. 2pp. 25174:274. 24X 

iche: 50-344, 84/06/14, 8406270255. 


406270260 Forwards order confirming licensee commitments re emergency 
response capabi lity. Dates committed to in 840415 ltr for 
emergency operations facility completion not included in 
end to order. 

MILLER, J. R. Operating Reactors Branch 3. 83/10/04. WITHERS, B. D. 

Portland General Electric Co. 3pp. 25174:276. 24X 

Fiche; 50-344, 84/06/14, 8406270255. 


406270263 Order confirming licensee 840415 committments re emergency 
response capabi lity, per Suppl 1 to NUREG-0737 (Generic Ltr 
82-331. 

EISENHUT, D. G. Division of Licensing. 84/06/14, Portland 

General Electric Co. 6pp. 25174:279. 24X Fi che: 50-344, 84/06/14, 

8406270255. 


Adjudicatory correspondence 


6250359 Revised State of OR Contentions 1 i< 2 per discussion at 
40612 prehearing conference . Certif i cate of Svc end. 

ERRY»W. Oregon, State of. DSB 850. 84/06/15. SMITH, I. W. , 

iQRRIS, P.A. , PARIS, 0. H. Atomic Safety and Licensing Board Panel. 


8406250366 Informs of review of transcript of 840612 prehearing 
conference. Transcript found unintelligible it distorted. 
Transcript corrections uill not be filed unless requested 
by ASLB Certificate of Svc end. 

AXELRAD, M Newman it Holtiinger. AXELRAD, M. Portland General 
Electric Co DSB 846. 84/06/22. SMITH, I. W. , PARIS, 0. H. , 

MORRIS, P A Atomic Safety and Licensing Board Panel. 2pp. 
25136:360 24X Fi c h e : 50-344, 84/06/22, 8406250366. 


8406270116 Memorandum it order reciting action taken as result of 
840612 prehearing conference in Portland, OR. Evi dentiary 
hearing on remaining issues will commence on 841010 in 
Portland, OR Served on 840626. 

SMITH, I W Atomic Safety and Licensing Board Panel. DSB 894. 
84/06/25 5pp. 25161:339 24X Fi c h e ; 50-344, 84/06/25, 8406270 1 16 


I. Financial information 


8406140026 Forwards 1983 annual financial repts of Portland General 
Electric Co, Eugene Water it Electric Board it Pacific Power & 

Light Co. 

WITHERS, B D. Portland General Electric Co. 84/05/30. MILLER, J. 
Operating Reactors Branch 3. Ip. 24926:036. 24X 

Fiche: 50-344, 84/05/30. 8406140026. 


— 8406140029 "Energy for Growth , Annua 1 Rept 1983. " 

* Portland General Electric Co. 83/12/31. 44pp. 24926:037. 

Fiche 50-344, 84/05/30, 8406140026 


— 8406 1 40(534 "1983 Annual Rept. " 

* Eugene Water it Electricity Board. 83/12/31. 26pp. 24926: C 

24X Fiche: 50-344, 84/05/30, 8406140026. 


— 8406140037 "19B3, " annual rept. 

* Pacific Power it Light Co. 83/12/31. 56pp. 24926:110. 24> 

Fiche: 50-344, 84/05/30, 8406140026. 


P. Operating license stage documents i. correspondence 


8406060188 Forwards updated nuclear QA program per 10CFR50. 54(a > (3! 
Program updated through Rev 9. W/o end. 

WITHERS, B. D. Portland General Electric Co. 84/03/26. MARTIN, J. 
Region 3, Office of Director. Ip. 24658:361. 24X 

Fiche: 50-344, 84/03/26, 8406060188. 


8406070288 Forwards addl info re proposed removal of boron 
concentration requirements for boron injection tank, per 
840425 request. End FSAR pages describe analyses verifying 
that c one entrat ion may be reduced to 0 ppm. 

WITHERS, B. D. Portland General Electric Co. 84/05/31. MILLER, J. 
Operating Reactors Branch 3. 37pp. 24746:173. 24X 

Fiche: 50-344, 84/05/31 , 8406070288. 


8406050496 Forwards Suppl 1 to License Change Application 100 for i 
to License NPF-1. Amend proposes changes to auxiliary 
feedwater Tech Specs. 

WITHERS, B.D. Portland Ceneral Electric Co. 84/06/01. MILLER, J. 
Operating Reactors Branch 3. Ip. 24842:069. 24X 

Fiche: 50-344, 84/06/01 , 8406050496. 


— 8406050502 Suppl 1 to License Change Application 100 for amend- t< 
License NPF-1 , prop os ing changes to auxiliary feedwater Tech 
Specs. 

WITHERS, B.D, Portland General Electric Co. 84/06/01. 3pp. 
24842:070. 24X Fiche: 50-344, 84/06/01, 8406050496. 


— 8406050508 Proposed Tech Specs changing auxiliary feedwater sys 
requirements, Certif icate of Svc encl. 

* Portland General Electric Co. 84/06/01. 4pp. 24842:073. 
Fiche: 50-344, 84/06/01, 8406050496. 


8406060255 Forwards updated response for resolving outstanding itei 
re environ qualification of electrical equipment important 
to safety, per 821217 SER/technical evaluation rep t. Request s 
SSER be issued since deficiencies resolved. 

WITHERS, B. D. Portland General Electric Co. 84/06/01, MILLER, J 
Operating Reactors Branch 3. 242pp. 24657:191. 24X 

-iche: 50-344, 84/06/01, 8406060255. 


36110273 Forwards Cycle VII radial peaking factor rept, including 
on plot of peak axial power & limit line omitted from 840515 
rept. Waiver from requirement to submit rept 60 days prior 
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DOCKETED ITEMS 


6150251 Forwards safety evaluation supporting containment hydrogen 
ent sys isolation valves Generic evaluation of radiological 
onsequences of accidents while purging & venting at power 
Isa end. 

ILLER, J R. Operating Reactors Branch 3. 84/06/01. WHITHERS. B. D. 

ortland General Electric Co 9pp. 24976 267 24X 

iche: 50-344, 84/06/01, 8406150251 


6250109 Notification of contract execution, Mod 2- to "Potential 
lood Levels of Trojan Nuclear Power Plant. " Contractor; 

SGS. 

IGGINS. E. J. Technical Assistance Contracts Branch. FLEENOR, C. 
ivision of Contracts. NRC-03-84-081 84/06/04 EISENHUT, D. G. 

ivision of Licensing. BAJWA, S S. NRC - No Detailed Affiliation 
iven. Ip. 25139:346. 24X Fic he: 50-344, 84/06/04, 8406250 109. 


406250120 Mod 2, correcting contract number, to "Potential Flood Levels 
of Trojan Nuclear Pouer Plant. " 

* Interior, Dept of, Geological Survey. MORTON, K. L. Division of 
Contracts NRC-03-84-081. 84/06/04 lp. 25139:347. 24X 

Fiche: 50-344, 84/06/04, 8406250109 


6180009 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
Thermal-Mechanical Rept. " Info adequately demonstrates that 
essel integrity maintained. I tern related to Unresolved 
afety Issues A-45 & A-49 complete. 

ILLER, J. R Operating Reactors Branch 3 84/06/05 WITHERS, B. D. 

ortland General Electric Co. 1 1 p p 25023:289. 24X 

iche: 50-344, 84/06/05, 8406180009 


£>20027 1 Responds to 840518 ltr re commitment to individually leak 
est Valves M0-8701 V. MO-8702, per Subsection IWV-3420 of 
ection VI of ASME Code. SER open item resolved. 

ILLER, J. R. Operating Reactors Branch 3. 84/06/05. WITHERS, B. D 

artland General Electric Co. 2pp. 25051:215 24X 

Lche: 50-344,84/06/05, 8406200271 


=>130075 Submits objections to 840430 request for Tech Specs re 
JREG-0737, Items I. A. 1.3, "Limit Overtime, " II.K.3.3, 
ieporting Safety Valve ?j. Relief Valve Failures & 

>allenges" Item II. K. 3. 12, “Anticipatory Trip. ..." 

[THERS.B D Portland General Electric Co 84/06/06. MILLER, J. R 
terating Reactors Branch 3. 2pp 24915 135. 24X 

.che: 50-344, 84/06/06, 8406130075. 


>210582 Forwards request for addl info re asymmetric LOCA loads 
dl info needed in order to complete safety evaluation of 
ant-specific LOCA analysis Response requested by 840731. 

LLER, J. R. Operating Reactors Branch 3 84/06/06. WITHERS, B. D 

irt land General Electric Co. 4pp. 25175:001. 24X 

che: 50-344, 84/06/06, 8406210582 


,220001 Forwards Amend 88 to License NPF-1. safety eval uat ion, EIA & 
tice of issuance 8* ava i lab i 1 ity . Amend increases storage 
pacity of spent fuel pool to 1,408 fuel assemblies, 
riched to max of 4 57. U-235. 

LLER, J. R, Operating Reactors Branch 3. 84/06/08 WITHERS, B. D 

rtland General Electric Co. 2pp. 25127: 130. 24X 

che: 50-344, 84/06/08, 8406220001. 


06220002 Amend 83 to License NPF-1, increasing storage capacity of 
spent fuel pool from 165 assemblies, enriched to max of 3. 57. 

U-235, to 1,408 fuel assemb 1 ies, enriched to max of 4 5% 

U-235. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/08 6pp. 

25127:132. 24X Fic h e : 50-344, 84/06/08, 8406220001 . 


06220003 Safety evaluation supporting Amend 88 to License NPF-1. 
* Office of Nuclear Reactor Regulation, Director. 84/06/08. 

27p p , 25127:138. 24X Fi c h e: 50-344, 84/06/08, 8406220001 . 


06220004 EIA supporting Amend 88 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director. 84/06/08. 
12pp. 25127:165. 24X Fi c he : 50-344, 84/06/08, 8406220001 . 


06220005 Notice of issuance of Amend 88 to License NPF— 1 
U negative declaration & final determination of NSHC 
ilLLER, J. R. Operating Reactors Branch 3. 84/06/08. 3pp. 

25127:177. 24X Fic h e : 50-344, 84/06/08, 8406220001 . 


L 50 111 Forwards License Change Application 106 to License NPF-1, 
guesting Tech Spec change to modify hydrogen mixing sys 
-8 flow verification value Fee end. 

rHERS, B.D. Portland General Electric Co. 84/06/12. MILLER, J. R 
• rating Reactors Branch 3. lp. 24942:296. 24X 

:he : 50-344, 84/06/12, 8406150111. 


■8406150118 Proposed changes to Tech Specs revising surveillanc 
requirement for hydrogen mixing sys 

* Portland General Electric Co 84/06/12 lp. 24942:301 
Fiche' 50-344, 84/06/ 12, 84061501 1 1 


8406250012 Forwards "Trojan Nuclear Plant Cycle 4 Startup & Potue 
Escalation Testing Rept," per 840618 telcon, for transmittal 
to PDR through Document Control Sys 

ROBINSON, L Division of Rules and Records 84/06/19, SMITH, 
Record Services Branch (Document Control Desk). lp 25154 00 
Fiche: 50-344, 84/06/19, 8406250012 


— 8406250014 "Trojan Nuclear Plant Cycle 4 Startup & Power Escal 
Testing Rept. " 

* Portland General Electric Co PGE-1029. 81/08/31. 49pp 

25154 002 24 X F i c h e : 50-344, 84/06/ 1 9, 84062500 12. 


8406260052 Forwards License Change Application 107 for License Nl 
changing Tech Specs 3. 1. 2. 7 & 3. 1 . 2 8 to revise required 
vol for boric acid storage tanks in Modes 1-6. Certificate of 
Svc end 

WITHERS, B. D. Portland General Electric Co 84/06/22 MILLER 
Operating Reactors Branch 3. 2pp. 25142:327. 24X 

Fiche: 50-344, 84/06/22, 8406260052. 


— 8406260058 License Change Application 107 for License NPF-1, ch, 
Tech Specs 3. 1. 2. 7 & 3. 1. 2. 8 to revise required vol for 
boric acid storage tanks in Modes 1-6. 

WITHERS, B D. Portland General Electric Co. 84/06/22. 3pp. 
25142:329 24X Fi c h e : 50-344, 84/06/22, 8406260052. 


840626008 1 Proposed Tech Specs 312.7 & 3. 1.2. 8, revising requ: 
for boric acid storage tanks in Modes 1-6 

* Portland General Electric Co. 84/06/22. 4pp. 25142:332 
Fiche: 50-344, 84/06/22, 8406260052. 


Q. Inspection reports, IE Bulletins ?•- correspondence 


8406070046 Discusses 840209 request for extension of inservice ii 
interval from Sept 1986 to Jul 1988. Request granted only 
until 870920 

VARGA, S A Operating Reactors Branch 1. 84/05/17. CAREY, J, J. 

Duquesne Light Co. 3pp. 24854 356. 24X F i c h e : 50-344, 84/05/1' 

8406070046 


840626052 0 Forwards IE Insp Rept 50-344/84-05 on 84221-0302 & 27- 
notice of violation. Requests actions planned to assure audit 
findings e x p ed i t i ous 1 y resolved & effective corrective 
actions implemented be addressed. 

SCARANO, R. A Region 5, Office of Director. 84/05/22. WITHER! 
Portland General Electric Co. 2pp 25164:278. 24X 

Fiche: 50-344, 84/05/22, 8406260520. 


— 8406260523 Notice of violation from insp on 840221-0302 & 27~3< 
YUHAS, G. P. Region 5, Office of Director. 84/05/22. 2pp. 
25164:280. 24X Fi ch e : 50-344, 84/05/22, 8406260520. 


—8406260524 IE Insp Rept 50-344/84-05 on 84221-0302 fc 27-30. Vio! 
noted : fai lure to control distribution of qua 1 i t y-re la te d 
documents to preclude use of outdated or inappropriate 
documents 

GRAYSON, W M , CILLIS.M. , YUHAS. G. P. Region 5, Office of Din 
84/05/15 21pp. 25164:282. 24X Fi che : 50-344, 84/05/22, 84061 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of CDnta 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 8405; 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. 

York, Inc 127pp. 24830:103. 24X Fi c h e : 50-000, 84/05/25, 8405: 


8406260080 Forwards IE Insp Rept 50-344/84-11 on 840402-30 & not 
violati on 

BISHOP, T W Region 5, Office of Director. 84/05/29. WITHERS 
Portland General Electric Co. 2pp. 25141:217. 24X 

Fiche: 50-344, 84/05/29, 8406260080. 


— 8406260085 Notice of violation from insp on 840402-30, 

DODDS, R T Region 5, Office of Director. 84/05/29, Ip 
25141:219 24X F i c h e : 50-344, 84/05/29, 8406260080. 


DOCKETED ITEMS 


062600 88 IE Insp Rept 50-344/S4— 1 1 on 840402— 30. None omp 1 ianc e noted 
test equipment naint history sheet not filled out to 
document evaluation of torque turench tester T5575 which was 
found out of calibr lt/ov damaged, 

JOHNSTON, G. W. , R ICHARDS, S. A. , DODDS. R. T. Region 5, Office of 
Director 84/05/23 10pp. 25141 220. 24X F l c h e 50-344, 84/05/29, 

840626 0 0 80. 


290383 IE Info Notice 84-40, "Emergency Worker Doses. '* Svc list 
cl. 

RDAN, E L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103) 84/05/30 Consolidated Edison Co. of New 

rk, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383 


110140 Responds to NRC 840507 1 tr re violations noted in IE Insp 
pt 50-344/84-08. Correc t ive actions: plant procedures 
vised to ensure reporting of events u/ithin time frame 
ecified in 10CFR50. 72. 

THERS.B.D. Portland General Electric Co. 84/05/31. MARTIN, J. B. 
gion 5, Office of Director. 3pp. 24872:106. 24X 

che : 50-344, 84/05/31, 8406110140. 


010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
RDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 100pp. 25050:244. 24X Fi ch e : 50-000, 84/06/01 , 8406010423. 


120515 Responds to NRC 840504 Itr re violations noted in IE Insp 
pt 50-344/84-10. Correct ive actions: auxiliary feedwater 
mp B returned to svc & order issued to consider effects of 
rveillance testing on equipment operability. 

THERS, B . D. Portland General Electric Co. 84/06/04. MARTIN, J. B. 
gion 5, Office of Director. 3pp. 24891:095. 24X 

che: 50-344, 84/06/04, 8406120515 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of N 

York, Inc 122pp 25049 033. 24X Fi c h e 50-000. 84/06/ 1 5, 84061303 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves " Svc list end. 

JORDAN, E L Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of N 

York, Inc 118pp. 25536 043. 24X Fi c h e : 50-000, 84/06/ 18, 84061803 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator T 
Failure. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of N 

York, Inc. 118pp. 25535 286 24X Fiche. 50-000, 84/06/18, 8404,1803 


8406190327 IE Info Notice 84-50, "Clar if ication of Scope of QA Progr 
for Transport Packages Pursuant to 10CFR50, App B “ Svc list 
encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of N 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 840619032 


R. Periodic operating reports & related correspondence 


8406070176 Monthly operating rept for Apr 1984. W/840508 Itr. 

NICHOLSON, W. 0. , YUNDT, C P. Portland General Electric Co. 84/04/3 
6pp. 24745:352. 24X Fi c h e : 50-344, 84/04/30. 8406070176. 


S. Reportable occurrences, LERs ?■: related correspondence 


050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ring Outages Not Covered by Tech Specs." Svc list encl. 

RDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

rk, Inc 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


180110 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
lays in Use in Class IE Safety Sys.“ Two nylon coil spool- 
pe HFA relays used in normally deenergized saf ety-relate d 
plications uill be replaced by end of 1985 outage. 

THERS, B. D. Portland Oeneral Electric Co. 84/06/05. MARTIN, J B. 
gion 5, Office of Director. 2pp. 24967:313. 24X 

che: 50-344, 84/06/05, 84061801 lO. 


350350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
diation Applicators. " Svc list encl. 

ACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
3103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

pp, 25050:032. 24X Fi c h e ; 50-000, 84/06/07, 8406050350. 


360336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing of 
ckbestos Cables. " Svc list encl. 

RDAN. E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


180202 Responds to 840508 Itr summarizing insp activities re 
sctric separation problem in Panel C41 . El ec tr i ca 1 
jaration problem corrected by Design Change RDC 84-031 & 

II be completed during current 1984 outage. 

THERS, B. D, Portland Oeneral Electric Co. 84/06/08. MARTIN, J. B. 
gion 5, Office of Director. 3pp. 24962:048. 24X 

che: 50-344, 84/06/08, 84061802B2. 


380176 IE Info Notice 84-45, "Reversed Differential Pressure 
strument Sensing Lines. " Svc list encl. 

RDAN, E. L. Division of Emergency Preparedness Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 123pp. 25049.001. 24X Fi che : 50-000, 84/06/ 1 1 , 8406080176. 


260066 Forwards IE Emergency Pr eparednesls Insp Rept 50-344/84-12 on 
3409-13. No violations noted. 

RDERHAUG, L. R, Region 5, Office of Director. 94/06/12. 

THERS, B, D. Portland General Electric Co. 2pp. 25141:206. 24X 

che: 50-344, 84/06/12, 8406260 0 66. 


36260076 IE Emergency preparedness Insp Rept 50-344/84-12 on 840409- 
L3. No violations noted. Major areas inspected: emergency 
irepar edness p lan, inc lu d in g emergency detection & 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized Jc being forwarded to affected 
p lants. Diagrams & list of affected plants encl. 

RAHE, E. P Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fi c h e : 50-000, 84/01 / 17, 8401310352. 


8406010116 Special rept: on 840410,3 h rated fire penetration between 
cable spreading room & 93 ft level of control bldg 
determined inoperable & deficiency discovered in fireproof 
coating for structural steel . Closeout rept by 840901. 

YUNDT, C. P. Portland General Electric Co. 84/05/18. MARTIN, J. B. 
Region 5, Office of Director. Ip. 24756:285. 24X 

Fiche: 50-344, 84/05/18, 8406010116. 


8406050144 RO: on 840522,3 h rated fire barrier penetration between 
control k reactor auxiliary bldgs found nonfunctional. Area 
under fire protection survei 1 lance. Barrier restored to 
functional status on 840523. 

YUNDT, C. P. Portland General Electric Co. 84/05/24. MARTIN, J. B. 
Region 5, Office of Director. Ip. 24845:038. 24X 

Fiche: 50-344, 84/05/24, 8406050144. 


8406040011 LER 84-006-00: on 840427. automati c reactor trip occurred d 
to steam generator C low— low level. Caused by main steam 
nonreturn check valves B & D failing to close. Valves closed 
manually & modified during refueling outage. W/840525 Itr. 

BAIR, G. G. , YUNDT, C. P. Portland General Electric Co. 84/05/25. J 
24797: 065. 24X Fiche: 50-344, 84/05/25, 8406040011. 


8406050225 LER 84-008-00: on 840427, during QA audit. discovered Tech £ 
periodic surveillance requirement for leakage testing of 
eight radioactive sealed sources not met. Caused by personnel 
error. Procedure RP— 108 revised. W/840529 Itr. 

BAIR, G. G. , YUNDT, C. P. Portland General Electric Co. 84/05/29. £ 

24840:321. 24X Fiche: 50-344, 84/05/29, 8406050225. 


8406050421 LER 84-009-00: on 840429, containment process effluent & 
radiation monitor PERM-1C declared inoperable during control 
room surveillance. Caused by improper makeup of electrical 
c ontac ts. Control switch c yc 1 ed. W/840529 Itr. 

BAIR, G. G. , YUNDT, C. P. Portland General Electric Co. 84/05/29. £ 

24845: 070. 24X Fiche: 50-344. 84/05/29, 8406050421. 


406050059 PN0-V-84-033: 1 ic ensee positively identified origin of lo< 
parts found in reactor vessel lower head area as upper 
threaded portions of three split pins used to align upper 
internals control rod guide tubes. Nuts not located^ 

* Region 5, Office of Director. 84/05/30. Ip. 24839. 347. 24X 
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8406120298 Special rept: on 840521-31 . d i ese 1-driven fire pump out of 
svc for maint & 18-month surveil lance. Pumper truck from 
local fire dept onsite & available to provide backup fire 
suppression water supply. 

YUNDT, C. P. Portland General Electric Co. 84/06/01 MARTIN, J. B 
Region 5, Office of Director. Ip. 24894:348 24X 

Fiche: 50-344, 84/06/01, 8406120298 


8406120247 LER 84-011-00. on 840508, inadvertent safety injection 
actuation occurred. Caused by operations personnel error 
during transfer of 120-volt ac instrument power supply. 

Incident reviewed w/personne 1 . W/840607 ltr. 

BAIR, G. G. , YUNDT, C.P Portland General Electric Co. 84/06/07. 3pp 
24895. 099. 24X Fiche. 50-344, 84/06/07, 8406120247. 


8406190397 Special rept: on 840430, fire damper FD-50, on wall between 
control bldg electrical switchgear battery rooms, found 
missing UL label & excessive gaps found between damper & 
wall. Caused by improper installation. Fire watch established. 

YUNDT, C.P. Portland General Electric Co. 84/06/07. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 25023:092. 24X 

Fiche: 50-344, 84/06/07, 840619039 7. 


8406190416 RO: on 840531,3 h rated barrier between computer it cable 
spreading rooms in control bldg identified as nonfunctional. 
Caused by degradation during 840518 mod activities. Barr ier 
restored on 840531. 

YUNDT, C.P. Portland General Electric Co. 84/06/08. MARTIN, J. B. 
Region 5, Office of Director. Ip. 25022: 038. 24X 

Fiche: 50-344, 84/06/08, 8406190416. 


T. Hearing transcripts on non-antitrust matters 


8406220194 Ac k receipt of 840606 ltr informin 
correct violations noted in IE Insp Rept 50 
AXELSON, M L Region 3, Office of Director. 
Toledo Edison Co lp 25082 001 24X Fic 

8406220194 


— 8406220196 Forwards response to NRC 840425 
IE Insp Rept 50-346/84-03 Response withhe 
CROUSE, R P Toledo Edison Co. 84/06/06 
Office of Director. lp 25082 002 24X 

8406220194 


8406250244 Advises that deraonstration of shif 
protect mobility of impaired persons will b 
next offsite e x ere i se. Sc h ed u 1 e of correctiv 
deficiencies noted on 840413 acceptable. 
K.RIMM.R.W Federal Emergency Management Ag 
JORDAN, E L. Division of Emergency Prepared 
Response (Post 830103). 3pp. 25119:287. 
8406250244. 


8406070088 "Emergency Plan Supporting Procedu 
transmittal form. 

* Toledo Edison Co. 84/06/30. 2pp. 2474 
Fiche: 50-346. 84/06/30. 8406070088. 


8406220174 Rev 41 to emergency plan implement 
& Rev 6 to El 1300.02, "Unusual Event. " W/8 
form. 

* Toledo Edison Co 84/06/30. 16pp. 2501 

Fiche: 50-346, 84/06/30, 8406220174. 


8406200222 Transcript of 840612 hearing in Portland, OR re application 
for amend to OL for expansion of spent fuel pool capacity. 

Pp 1-36. 

* Atomic Safety and Licensing Board Panel. 84/06/12. 39pp. 

25043:273. 24X Fiche: 50-344, 84/06/12, 8406200222. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


I. Financial information 


8405290307 Forwards "Ohio Edison Annual Rept, 
1983 Annual Rept," "Duquesne Light Co Annua 
"Cleveland Electric Illuminating Co 1983 Am 
WOOLEVER, E. J Duquesne Light Co. 84/05/22. 
Nuclear Reactor Regulation. Director. 2pp. 
Fiche: 50-000. 84/05/22, 8405290307. 


F. Security, medical, emergency & fire protection plans 


8406050289 Rev 4 to Emergency Plan Implementing Procedure El 1300. 12, 
"Administrative Controls. " W/Rev 38 to rev index it 840330 
transmittal t. receipt form. 

REED, G. J. . WELLS, C. £. « MURRAY, T. D. Toledo Edison Co. 84/03/27. 
11pp. 24818:063. 24X Fi c h e : 50-346, 84/03/27, 8406050289 . 


8406050119 Revs to emergency plan supporting procedures manual, 
consisting of Rev 21 to Administrative Memorandum 42-21, 
"Radiation Monitoring Teams" it rev ind e x . W/840403 
transmittal form. 

MURRAY, T. D. Toledo Edison Co. 84/03/31. 3pp. 24839:102. 24X 

Fiche: 50-346, 84/03/31, 8406050119. 


— 8405290323 "Cleveland Electric Illuminating 
GINN, R. M. Cleveland Electric Illuminatin' 
24710:134. 24X Fi c h e ; 50-000, 84/05/22, 8401 


P. Operating license stage documents & corresi 


8406010495 Forwards safety evaluation grantini 
part, util requests for relief from inservic< 
testing requirements for remainder of initi. 
interval. 

RIVENBARK, G. W. Operating Reactors Branch 4. 
Toledo Edison Co. 3pp. 24768:308. 24X Fi< 

8406010495. 


8406040204 Emergency plan supporting procedures, including AD 1827.10, 
"Emergency Offsite Dose Estimates" & AD 1850.04, 

"Post— Accident Radiological Sampling & Counting. " W/840525 
transmittal ltr. 

* Toledo Edison Co. 04/05/31. 45pp. 24795:254. 24X 

Fiche: 50-346,84/05/31, 8406040204, 


8406070307 Reconfirms it updates access authorization lists for 
admitting Region III personnel to f ac i 1 i ty . Ind i vi d ual s 
w/Q or L access authorization should be granted unescorted 
access to vital *< protected areas. 

AXELSON, W.L. Region 3, Office of Director. 84/06/04. CROUSE, R. P. 
Toledo Edison Co. 7pp. 24746:225. 24X Fi ch e : 50-346, 84/06/04, 

8406070307. 


8406200530 Forwards order extending completion dates to 840630 for 
detailed control room design review summary rept it rept per 
Reg Guide 1,97 6 Suppl 1 to NUREG-0737, per 840320 request. 
RIVENBARK,©, W. Operating Reactors Branch 4. 84/06/05. CROUSE, R. P. 

Toledo Edison Co. 3pp. 25068:179. 24X Fiche: 50-346, 84/06/05, 

8406200530. 


—8406200537 Order extending time until 840630 for confirmation of 
licensee commitment to take action on post-TMI requirements 
in Suppl 1 to NUREG-0737, "Requi remen ts For Emergency 
Response Capability. ** 

EISENHUT, D„ G. Division of Licensing. 84/06/05. Toledo Edison 
Co. 9pp. 25068:182, 24X Fiche : 50-346, 84/06/05, 8406200530. 


406180295 Revised emergency plan implementing procedures, including 
El 1300. 02, "Unusual Event," & El 1300.03, "Alert." 


— 8406010496 Safety eva 1 uat i on, grant ing in pai 
requests for relief from inservice insp & 
requirements for remainder of initial 120- 
* Office of Nuclear Reactor Regulation, I 
24pp. 24768:311. 24X Fi c h e : 50-346, 84/05, 


8406060443 Forwards Amend 67 to License NPF-3 
eliminates surveillance requirements on heal 
of piping in boric acid addition piping wher 
solutions. 

R IVENBARK, G. W. Operating Reactors Branch 4. 
Toledo Edison Co. 2pp. 24748:337. 24X Fit 

8406060443. 


— 8406060445 Amend 67 to License NPF-3, e 1 imi n< 
requirements on heat traced sections of pi 
addition piping when transferring solutior 
RIVENBARK, G, W. Operating Reactors Branch 
24748: 339. 24X Fiche: 50-346, 84/05/22, 840d 


— 8406060447 Safety evaluation supporting Amer 
* Office of Nuclear Reactor Regulation, I 
24748: 350. 24X Fiche: 50-346, 84/05/22, 84C 


8406050338 Advises that rept re resolution of 
"Automatic Trip of Reactor Coolant Pumps,'* i 
Generic Ltr 83-10, will be submitted by 84073 
CROUSE, R. P. Toledo Edison Co. 84/05/29. £ 

Reactors Branch 4. lp. 24804:315. 24X Fic 

8406050338. 


00453 Forwards safety evaluation on TMI Action Item II. E. 1. 2 re 
iliary feedwater sys design & licensee 830502 & 1121 
uests for mods Amend 68 to License NPF-3 enc 1 , auth or i z i ng 
auxiliary feedwater sys flow indicators per generator. 

ENBARK.G. W. Operating Reactors Branch 4. 84/05/30. CROUSE, RP 

edo Edison Co. 3pp. 25066:351 24X Fiche: 50-346, 84/05/30, 

6200453. 


6200457 Amend 63 to License NPF-3, c hang ing Tech Spec Table 3.3-10, 
Post-Accident Monitoring Instrumentation," to specify two 
uxiliary feedwater flow rate indicators per steam 
enerator. 

IVENBARK, G. W. Operating Reactors Branch 4. 84/05/30. 5pp. 

5066: 354. 24X Fiche: 50-346,84/05/30, 8406200453. 


6200461 Safety evaluation supporting Amend 68 to License NPF-3, 
hanging Tech Specs to authorize two safety-grade auxiliary 
eeduater sys flow indicators per steam generator. 

Office of Nuclear Reactor Regulation, Director 84/05/30. 4pp 
25066: 359. 24X Fiche: 50-346, 84/05/30, 8406200453. 


70052 Requests departure from NUREG-0737, Item 1 1. F. 1, At tachment 2, 
rification 3 re isokinetic sampling requirement. 

USE, R.P. Toledo Edison Co. 84/05/31. STOLZ, J. F. Operating 
c tor s Branch 4. 3pp. 24747:267. 24X Fi c h e : 50-346, 84/05/31, 

6070052. 


00391 Forwards safety evaluation re licensee response to NUREG- 
7, Item II. K. 2. 13, "Thermal-Mechanical Rept." Info 
>onstrates reasonable assurance that vessel integrity 
ntained. Item closed. 

'ENBARK, G. W. Operating Reactors Branch 4. 84/06/05. CROUSE, R.P. 

edo Edison Co. 10pp. 25069:118. 24X Fiche: 50-346, 84/06/05, 

•6200391. 


30304 Forwards Amend 69 to License NPF-3 it safety evaluation. Amend 
ifies regulating rod t, axial power shaping rod position 
tits St axial power imbalance limits. Table 3.2-2 for 
•metrical in-core detector sys also modified. 

•GAZIO, A Operating Reactors Branch 4. 84/06/12. CROUSE, R. P. 

edo Edison Co. 2pp. 25129:274. 24X Fiche : 50-346, 84/06/12, 

>6230304. 


>6230314 Amend 69 to License NPF-3, mod if y ing regulating rod It axial 
lower shaping rod position limits & axial power imbalance 
imits S* Table 3.2-2 for symmetrical in-core detector sys to 
.ncorporate revised quadrant power tilt limits. 

! IVENBARK, G. W. Operating Reactors Branch 4. 84/06/12. 33pp. 

>5129:276. 24X Fich e : 50-346, 84/06/12, 8406230304. 


>6230322 Safety evaluation supporting Amend 69 to License NPF-3, 
>UNENFELD, M. Office of Nuclear Reactor Regulation, Director. 
14/06/12 3pp. 25129:309. 24X Fiche : 50-346, 84/06/12, 8406230304. 


>30328 Forwards safety evaluation of 831202 & 840323 requests for 
imption from 10CFR50. 54 re shift staff ing. Uti 1 complies 
•equirements. No exemption required. 

/ENBARK, G. W. Operating Reactors Branch 4. 84/06/14. CROUSE, R. P 

ledo Edison Co. 2pp. 25128:150. 24X Fic he : 50-346, 84/06/14, 

>6230328. 


>6230330 Safety evaluation re shift staffing at facility. 
IROCKER.L, Division of Human Factors Safety. 84/06/14, 3pp. 
>5123:152. 24X F ic h e : 50-346, 84/06/1 4, 8406230328. 


250164 Forwards response to concerns in 840430 SER re Generic Ltr 
-28 on generic implications of Salem ATWS events. Modi fie d 
ictor trip sys design satisfies conditions in SER 
ic lus ion. 

1USE, R. P. Toledo Edison Co. 84/06/22. STOLZ, J. F. Operating 
jctors Branch 4. 17pp. 25130:113. 24X Fi ch e: 50-346, 84/06/22, 

16250164. 


ispection reports, IE Bulletins & correspondence 


110273 Forwards IE Insp Rept 50-346/84-08 on 840416-19 it 0501. No 
^compliance noted. 

»ERIELU3, C. J. Regions, Office of Director. 84/05/17. 

3USE* R.P. Toledo Edison Co. 2pp. 24755:096. 24X 

:he: 50-346, 84/05/17, 8406010273. 


16010278 IE Insp Rept 50-346/84-08 on 840416-19 8t 0501. No violations 
ir deviations noted. Major areas inspected : NUREG-0737, 

Items II. B. 3 (reactor coolant & containment atmosphere 
samplers! it II. F. 1.1 (noble gas effluent monitor). 

1ILL.ER, D. E. , NICHOLSON, N. A. , GREGER, L. R, Region 3, Office of 
lirector. 84/05/17. 6pp. 24755:098. 24X Fich e : 50-346 , 84/05/ 17. 

3406010273. 


8406010495 Forwards safety evaluation granting, in part i. denying in 
part, util requests for relief from inservice insp & 
testing requirements for remainder of initial 120-month 
in terva 1 

RIVENBARK, G W Operating Reactors Branch 4. 84/05/18. CROUSE, R. F 

Toledo Edison Co 3pp. 24768.308 24X Fi c h e : 50-346, 84/05/ 18, 

8406010495 


— 8406010496 Safety evaluat ion, granting in part it denying in part, uti 
requests for relief from inservice insp St testing 
requirements for remainder of initial 120-month interval. 

* Office of Nuclear Reactor Regulation, Director. 84/05/18. 

24pp 24768:311. 24X Fi ch e: 50-346, 84/05/ 18, 8406010495. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containmer 
Spray Sys." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of N« 

York, Inc. 124pp. 24861 201. 24X Fi c h e : 50-000, 84/05/25, 840523031 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility.'* Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Ne 

York, Inc. 127pp. 24830:103. 24X Fi ch e : 50-000, 84/05/25, 840524031 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses." Svc list 
enc 1. 

JORDAN, Ef. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of N« 

York, Inc. 122pp. 24879:342. 24X Fi ch e: 50-000, 84/05/30, 840529036 


8406070052 Requests departure from NUREG-0737, Item II. F. 1, Attachment 
Clarification 3 re isokinetic sampling requirement. 

CROUSE, R. P. Toledo Edison Co. 84/05/31. STOLZ, J. F. Operating 
Reactors Branch 4. 3pp. 24747:267. 24X Fich e: 50-346, 84/05/31, 

B406070052. 


B406080223 Advises that completion of nonconformance repts re 
resolution of all hanger mods it physical implementation work 
activities c omp 1 et ed . Fac i 1 it y change request completion 
closes out IE Bulletins 79-02 & 79-14. 

CROUSE. R.P. Toledo Edison Co. 84/05/31. KEPPLER, J. G. Region 3. 
Office of Director. Ip. 24855:243. 24X F ich e : 50-346, 84/05/31 , 

8406080223. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of Ni 

York. Inc. 100pp. 25050:244. 24X Fiche : 50-000, 84/06/01, 84060104: 


8406070039 Ack receipt of 840518 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/84-04. 

NORELI US, C . E, Division of Project & Resident Programs. 84/06/01. 
CROUSE, R.P. Toledo Edison Co. Ip. 24747:339. 24X 

Fiche: 50-346,84/06/01, 8406070039. 


— 8406070043 Responds to NRC 840418 ltr re violations noted in IE Ini 
Rept 50-346/84-04. Corrective actions: rept describing 
interim measure taken to improve maint program will be 
submitted by 840629. 

CROUSE, R.P. Toledo Edison Co. 84/05/18. NORELI US, C . E. Divisi< 
of Project it Resident Programs. Ip. 24747:340. 24X 

Fiche: 50-346, 84/06/01 , 8406070039. 


8406070045 Ack receipt of 840522 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/84—01. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/06/01. 
CROUSE, R, P, Toledo Edison Co. Ip. 24748:023. 24X 

Fiche: 50-346, 84/06/01,8406070045. 


-8406070047 Responds to NRC 840418 ltr re violations noted in IE In 
Rept 50-346/04-01 . Corrective actions: station review board 
subcommittee received closed internal audit finding repts 
by direct distribution from QA. 

CROUSE, R. P. Toledo Edison Co. 84/05/22. NORELIUS, C, E. Divisi 
of Project it Resident Programs. 7pp. 24748:024. 24X 

Fiche . 30-346, 84/06/01 , 8406070045. 


8406070307 Reconfirms & updates access authorization lists for 
admitting Region III personnel to faci 1 i ty. Ind ividuals 
w/Q or L access authorization should be granted unescorted 
access to vital & protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. CROUSE, R. P 
Toledo Edison Co. 7pp. 24746:225. 24X Fiche: 30-346, 84/06/04, 

B406070307. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditi 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of N 

York, Inc, 120pp. 25050:124. 24X Fi c h e : 50-000, 04/06/05. 8406050C 


UUbl\C i CU I I CJVIO 


6050350 IE Info Notice 84-43, "Storage %■ Handling of Qpthalmic Beta 
adiation Applicators. “ Svc list end. 

RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc 

2pp. 25050.032. 24X. Fi c h e 50-000, 84/06/07, 8406050350 


6060336 IE Info Notice 84-44, "Environ Qua 1 i f i c a t i on Testing of 
ockbestos Cables " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049.273. 24X Fi c he : 50-000, 84/06/08, 8406060336 


6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
instrument Sensing Lines. " Svc list end. 

□RDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

Drk, Inc 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/ 1 1 , 8406080 176 


6080173 IE Info Notice 84-46, "Circuit Breaker Position 
erif ication. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
Bsponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ark, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 8406080 1 73 


bl30315 IE Info Notice 84-47, "Environ Qua 1 i f i cat ion Tests of 
Lectrical Terminal Blocks. " Svc list end. 

DRDAN, E L Division of Emergency Preparedness h. Engineering 
•sponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

irk, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5. 


■>180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
lives. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness %>. Engineering 
>sponse (Post 830103). 84/06/IB. Consolidated Edison Co. of New 

irk, Inc. 118pp. 25536.043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


>180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
lilure. " Svc list end. 

JRDAN, E. L Division of Emergency Preparedness & Engineering 
isponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

irk, Inc. 118pp. 25535:286. 24X Fiche : 50-000, 84/06/18, 8406180360. 


,220194 Ack receipt of 840606 Itr informing NRC of steps taken to 
rrect violations noted in IE Insp Rept 50-346/84-03. 

ELSQN, W. L. Region 3, Office of Director. 84/06/18. CROUSE, R. P. 
ledo Edison Co. Ip. 25082:001 24X Fiche : 50-346, 84/06/18, 

06220194. 


06220196 Forwards response to NRC 840425 Itr re violations noted in 
IE Insp Rept 50-346/84-03. Response withheld. 

CROUSE, R. P Toledo Edison Co 84/06/06. KEPPLER, J. G. Region 3, 
Office of Director. Ip 25082:002 24X Fi c h e : 50-346, 84/06/ 18, 

8406220194. 


190327 IE Info Notice 84-50, "C 1 ar i f i ca t i on of Scope of QA Programs 

r Transport Packages Pursuant to 10CFR50,App B. " Svc list 

cl. 

RDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

rk, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/2 1. 8406190327 


280088 Discusses Apr 1984 meeting w/util re response & corrective 
tions for noncompliance noted in Insp Rept 50-346/83-24. 
spiratory training not in accordance w/admi n i strati ve 
ameuiork i QA manual.Addl response requested. 

^FER, W. D. Region 3, Office of Director. 84/06/25. CROUSE, R. P. 
ledo Edison Co. 2pp. 25181:052. 24X Fi che: 50-346, 84/06/25, 

36280088. 


eriodic operating reports & related correspondence 


D701 55 Monthly operating rept for Apr 1984. W/840510 Itr. 

RSOUR, B , MURRAY, T. D. Toledo Edison Co. 84/04/30. HALLER, N. 
Pice of Resource Management, Director. 6pp. 24747:347. 24X 

che: 50-346, 84/04/30, 8406070155. 


L 500 1 6 Monthly operating rept for May 1984. W/B40608 Itr. 

RSQUR, B, , MURRAY, T. D, Toledo Edison Co. 84/05/31. HALLER, N. 
Pice of Resource Management, Director. 45pp. 24944:246. 24X 

che; 50-346, 84/05/31, 8406150016. 


190168 "Discharge Monitoring Rept, May 1984." W/840613 Itr. 

*RAY, T. D. Toledo Edison Co. 84/05/31. 10pp. 24981:075. 24X 

che: 50-346, 84/05/31 , 8406190168. 


S. Reportable occurrences, LERs -V. related correspondence 


8406220175 Part 21 rept re upgrading of stock matl outside scope 
NCA-3867. 4(e) due to misunderstanding of Code Case N242. 1. 
Initially reported on 820922. Cone erned vendors & licensees 
notified. Use of Code Case N-310 suggested. 

WEIGHTMAN, R T. Lone Star Screw Co. 82/09/23 COLLINS, U. Rec 
Office of Director. 2pp. 25033:065 24X Fi c h e : 50-000, 82/09/j 

8406220175 


8406120240 Part 21 rept re four of nine Westinghouse supplied 
replacement items for motor control ctrs substantiated as 
being same or equivalent to St physically i n ter c hangeab 1 e w/ 
original components 

CROUSE. R. P Toledo Edison Co. 84/06/01 KEPPLER, J. G Regior 
Office of Director. 2pp. 24892:084. 24X Fi c h e : 50-346, 84/06/C 

8406120240 


8406120096 LER 84-005-00: on 840507, both control room emergency 
ventilation chiller control switches in control room A/C 
equipment room found in off position. Caused by personnel 
error. Pr oced ure modified h. personnel counseled. W/840606 Itr. 
ESHELMAN, D. , MURRAY, T. D. Toledo Edison Co. 84/06/06. 3pp. 
24893:092 24X Fi che : 50-346, 84/06/06, 8406120096 


8406190291 LER 84-006-00: on 8405 1 5, ma k eu p tank level dropped at r 
3gpm due to leak in vicinity of pressurizer spray control 
valve. Reactor shutdown. Caused by component failure of 
packing & personnel error. RC49 valve r epac k ed. W/840614 Itr. 
NARUS, G. E , MURRAY, T D. Toledo Edison Co. 84/06/14. 4pp. 
24983:200. 24X Fi c h e : 50-346, 84/06/ 1 4, 84061 90291 . 


8406230199 LER 84-007-00. on 840517, during diesel fire pump survei 
test, pump declared inoperable when right angle drive gear 
assembly made excessive noise. Caused by sticking spherical 
roller b ear ing s. Bear ing s rep laced . W/840622 Itr. 

ANDERSON, C R. , MURRAY, T. D Toledo Edison Co. 84/06/22. 3pp. 
25180:314 24X F i c h e ; 50-346, 84/06/22, 8406280199. 


X. Onsite Storage of Low Level Waste 


8406190261 Responds to NRC 840504 request for addl info to suppor 
830714 request for approval to dispose of very low 
raduastes. Info will be submitted by 840730. 

CROUSE, R. P. Toledo Edison Co. 84/06/14. STOLZ, J. F Operatir 
Reactors Branch 4. Ip. 25022:354. 24X Fi c h e : 50-346, 84/06/ 14, 

8406190261. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8406280391 Forwards confirmatory order re NUREG-0737, Sup p 1 1 c omf 
dates per 830712 memo on emergency response schedules. 
Confirmatory order should be sent to util on 840419. 

REEVES, E. A. Operating Reactors Branch 1. 84/04/25. EISENHUT, 

Division of Licensing. 2pp 25195:037. 24X Fiche: 50-348, 84/C 

8406280391 . 


8406150240 Rev 31 to Emergency Plan Implementing Procedure FNP-O- 
"Notif ication Roster." W/840611 Itr. 

* Alabama Power Co. 84/06/11, 112. 24950: 126. 24X 

Fiche: 50-348, 84/06/11, 8406150240. 


8406230009 Forwards order confirming licensee commitments to imp! 
p ost-TMI -re lated items in NUREG-0737, Supp 1 l,per S3Q415, 
0805,0922,1215 8,. 840406 h. 19 Itrs responding to Generic 
Ltr 82-33 

VARGA, S. A. Operating Reactors Branch 1. 84/06/12. MCDONALD, I 

Alabama Power Co. 4pp. 25195:331. 24X Fi ch e : 50-348, 84/06/12, 

8406280009 


--8406230015 Order confirming licensee commitments to implement | 
related items in NURE0-0737, Sup p 1 l,per 830415,0805, 0922, 

1215 & 840406 & 19 ltrs responding to Generic Ltr 82-33. 
EISENHUT, D. G. Division of Licensing. 84/06/12. Alabama I 
Co. 6pp. 25195:335, 24X Fic he : 50-348, 84/06/ 12, 8406280009. 


8406290178 Public version of revised emergency plan implementing 
procedures, including FNP-O-EIP-8 re notification roster, 
FNP-D-EIP-11 re handling of injured personnel St FNP-Q-EIP-6 
re technical support. W/Felton 840625 ltr. 

HUDSPETH, J. B , Alabama Power Co, 84/06/25. MCKNIGHT, J, M. Re 
Services Branch (Document Control Desk). 105pp. 25212:134. ; 

Fiche: 50-348, 84/06/25, 8406290178. 


L 9028 5 Wastewater rept for May 1984. W/840613 ltr. 

IRAY, T. D. Toledo Edison Co. 84/05/31. 9pp. 24989:286. 24X 

che; 50-346, 84/05/31, 8406190285. 


DOCKETED ITEMS 


leral correspondence 


70028 Forwards outstanding transmittal forms for signature, per 
inistrative procedure FNP-O-AP-4 W/o encls. 

■jPEFH, J. B . Alabama Power Co. 84/06/19. Office of Nuclear 

:tor Regulation, Director. MCKNIGHT, J. Record Services Branch 
:ument Control Desk). Ip. 25176:010. 24X Fi ch e: 50-348, 84/06/ 19, 

b27002S 


titrust correspondence 


?0124 Summary of 840626 meeting w/util re negotiations w/Alabama 
:tric Cooperative to implement license condition imposed 
\SLAB in antitrust case. 

.ADINO, N. J. Commissioners. DSB 927. 84/06/26. Commissioners 

l. 25204:140. 24X Fi c h e . 50-348, 84/06/26, 84062901 24. 


■rating license stage documents & correspondence 


)0402 Forwards evaluation of util 830310 St 1212 responses to 
eric Ltr 82-28 re NUREG-0737, Item II. F. 2, "Inadequate 
i Cooling Instrumentation Sys. " Responses unacceptable. 

:her response requested within 30 days. 

►A, S. A. Operating Reactors Branch 1. 84/04/02. CLAYTON, F. L. 

ama Power Co. 7pp. 24187:237. 24X Fi c h e : 50-348, 84/04/02, 

230402. 


0197 Summary of 840425 meeting w/util re 840113 request for 
iption from 10CFR20 to allow use of protective factors 
radioiodine cani s ter s . At tend e e list encl. 

'ES, E. A. Operating Reactors Branch 1. 84/05/17. Operating 

:tor s Branch 1. 5p P . 24765. 272. 24X Fi c h e : 50-348, 84/05/17, 

►010197. 


►010200 Paper entitled "MSA GMR-I Canister for Use Against Radio 
dine & Organic Iodides," presented at 840425 meeting in 
'thesda, MID. 

:KEE, E. S. Mine Safety Appliances Co. 84/04/25. 29pp 
•765:276. 24X Fi c h e : 50-348, 84/05/ 1 7, 840601 01 97. 


0299 Forwards three NRC memos that clarify %>. explain positions on 

ous dose calculations, per 840522 meeting & 840524 

on. 

IKE, W. Radiological Assessment Branch. 84/05/25. CR I NIGAN, P. T. 

imore Gas & Electric Co. Ip. 25069:237. 24X 

e: 50-000, 84/05/25, 8406210299. 


2103 1 1 Forwards list of plants w/Tech Specs requiring reporting of 
fsite doses for 1982 & interim guidance on reporting 
fsite radiation doses from normal operation. 

ILLER, D. R. Assistant Director for Radiation Protection. 

1/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 

►069 247. 24X F l c h e : 50-000, 84/05/25, 840621 0299, 


'0128 Forwards significant hazards d eterminat ion analysis in 
ort of 840330 requested Tech Spec mods to allow use & 
age of reload fuel enriched to max 4,37. U-235. Chang es 
'lve NSHC . 

INALD, R. P. Alabama Power Co. 84/05/29. VARGA, S. A. Office of 

ear Reactor Regulation, Director. 5pp. 24838:115. 24X 

e: 50-348, 84/05/29, 8406050128. 


>0065 Requests permanent relief from inservice insp requirements 
►SME Cade, Section XI for accumulator check valves & 
eling water storage tank to containment spray pump 
ion check valve, by 84 1203. Test i n g plan encl. 

INALD, R. P. Alabama Power Co. 84/06/01. VARGA, S. A. Office of 

ear Reactor Regulation, Director. 6pp. 24839:339. 24X 

e: 50-348, 84/06/01, 8406050065. 


0304 Forwards updated status of 1984 licensing items requiring 
approval identified in util 840426 ltr. Format of 
ichment tabulated chronologically by util requested NRC 
oval date. 

INALD, R. P Alabama Power Co. 84/06/01. VARGA, S. A. Office of 

ear Reactor Regulation, Director, 7pp. 24870:319. 24X 

e: 50-348, 84/06/01, 8406110304. 


0169 Forwards Amends 44 & 35 to Licenses NPF-2 Z>. NPF-8, 
ectively & safety eva 1 ua t i on. Amend s modify Tech Specs 
movable control rods to allow up to 36 h for diagnosing 
trical problems 


— 8406210178 Safety evaluation supporting Amends 44 & 35 to License* 
NPF-2 & NPF-8, r e s p ec t i ve 1 y 

* Office of Nuclear Reactor Regulation, Director. 84/06/06. S 
25090 052 24 X Fi c h e : 50-348, 84/06/06, 840621 0169. 


8406210154 Forwards Amends 45 Z> 36 to Licenses NPF-2 & NPF-8, 
respectively & safety evaluation Amends delete river water 
sys specs it modify diesel generator testing. 

REEVES , E A Operating Reactors Branch 1. 84/06/07. MCDONALD, R. P 

Alabama Power Co. 2pp. 25090:263. 24X Fi c h e : 50-348, 84/06/07, 

B4062101 54 


— 8406210158 Amends 45 & 36 to Licenses NPF-2 & NPF-8, res p ec t ivel y , 
deleting river water sys specs i>. modifying diesel generator 
testing 

VARGA, S. A Operating Reactors Branch 1. 84/06/07. 18pp. 

25090:265 24X Fi c h e : 50-348, 84/06/07, 84062101 54. 


— 8406210164 Safety evaluation supporting Amends 45 & 36 to Licenses 
NPF-2 4-. NPF-8, r e sp ec t i v e 1 y . 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 
10pp. 25090:283. 24X F i c h e : 50-348, 84/06/07, 84062101 54. 


8406270162 Submits fee of $7,200 in response to NRC 840521 request r 
util 830128,0705 &>. 0927 applications for relief from 
inservice insp 4. testing requirements. 

MCDONALD R. P Alabama Power Co. 84/06/14. MILLER, W. 0. License 
Management Branch. Ip. 25161:293. 24X Fi c h e : 50-348. 84/06/14, 

8406270162. 


8406250210 Responds to 840611 request for c lar i f i ca t i on of util 
position re NUREC-0737, Item II. B. 3, "Post-Accident Sampling 
Sys," %>. commitment for semiannual tra ining . Ut i 1 i zat ion of 
sampling equipment meets intent of NRC 820722 ltr. 

MCDONALD, R. P. Alabama Power Co. 84/06/15. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 2pp. 25130: 170. 24X 

Fiche: 50-348, 84/06/15, 8406250210. 


8406250259 Forwards response to 840531 request for c lar if i ca ti on of 
840515 response to 840409 request for info on control of 
heavy loads re verification of reactor vessel head it 
internals lifting rigs const. 

MCDONALD, R. P. Alabama Power Co. 84/06/18. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 2pp. 25119: 175. 24X 

Fiche. 50-348, 84/06/18, 8406250259. 


8406260521 Forwards safety evaluation re NUREG-0737, I tern II. K. 2. 13, 
“Th erma l~Mec han ical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A-49, "Pressurized Thermal Shock" i>, A-45, "DHR. *' 

VARGA, S. A Operating Reactors Branch 1. 84/06/18. MCDONALD, R. P. 

Alabama Power Co. 11pp. 25158:169. 24X Fiche: 50-348, 84/06/18- 

8406260521. 


8406260237 Forwards final response to Generic Ltr 83-28, Sec t i on 2.2.: 
re NRC position on Salem ATWS events. Required procedure revs 
will be completed by Sept 1984. 

MCDONALD, R. P. Alabama Power Co. 84/06/25. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 3pp. 25149:251. 24X 

Fiche: 50-348, 84/06/25, 8406260237. 


Q, Inspection reports, IE Bulletins i>. correspondence 


8406220011 Forwards IE Insp Repts 50-348/84-12 & 50-364/84-12 on 
840423-27. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/22. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25126:352. 24X 
Fiche: 50-348, 84/05/22, 8406220011. 


— 840622001.2 IE Insp Repts 50-348/84-12 & 50-364/84-12 on 840423-27. 
violations or deviations noted. Major areas inspected: 
post-refueling & startup tests. 

BURNETT, P. T. , JAPE, F. Region 2, Office of Director. 84/05/16. 
5pp. 25126:354. 24X Fiche: 50-348, 84/05/22, 840622001 1. 


8406250218 Forwards IE Insp Repts 50-348/84-13 & 50-364/84-13 on 
840430-0503. No violations or deviations identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/23. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25140:049. 24X 
Fiche; 50-348, 84/05/23, 8406250218. 


— 8406250227 IE Insp Repts 50-348/84-13 & 50-364/84-13 on 840430-050 


>64 


DOCKETED ITEMS 


405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 < Engineering 
Response <Post 830103). 84/05/25. Consolidated Edison Co of New 

York, Inc 124pp. 24851.201 24X Fi che • 50-000, 84/05/25, 9405230319 


1405240317 IE Info Notice 83-56, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list enc 1 

JORDAN, E L. Division of Emergency Preparedness ?, Engineering 
Response (Post 830103). 84/05/25 Consolidated Edison Co. of New 

York, Inc 127pp. 24830 103 24X Fi c h e : 50-000, 84/05/25, 8405240317 


i405290383 IE Info Notice 84-40. "Emergency Worker Doses. " Svc list 
enc 1. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/05/30 Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383 


406010423 IE Info Notice 84-41, "IGSCC in BWR Plants " Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fi c h e . 50-000, 84/06/01 , 8406010423. 


406050065 Requests permanent relief from inservice insp requirements 
of ASME Code, Section XI for accumulator check valves Zt 
refueling water storage tank to containment spray pump 
suction check valve, by 841203. Tes t i ng plan end. 

MCDONALD, R. P. Alabama Power Co. 84/06/01. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director 6pp. 24839:339 24X 

Fiche: 50-348, 84/06/01, 8406050065. 


406050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124 24X Fi che : 50-000, 84/06/05, 8406050012. 


1406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

ORACE, J. N. Division of QA, Safeguards Z> Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


1406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 8406060336. 


1406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000, 84/06/1 1 , 8406080176. 


1406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/13 Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154 24X Fi c he ; 50-000, 84/06/ 13, 8406080173. 


1406270162 Submits fee of *7,200 in response to NRC 84052i request re 
util B30128, 0705 it 0927 applications for relief from 
inservice insp Jk testing requirements. 

MCDONALD, R. P. Alabama Power Co. 84/06/14. MILLER, W. 0. License Fee 
Management Branch. Ip. 25161:293. 24X Fi c h e : 50-348, 84/06/ 14, 

8406270162. 


1406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 030103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, B40613031 5. 


1406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/ 18, 8406180353. 


R. Periodic operating reports & related correspondence 


8406070250 Monthly operating rept for Apr 1984 W/840511 1 tr 

HAIRSTON, W G , MCDONALD, R P Alabama Power Co. 84/04/30. 5 

24745:214 24X Fi ch e 50-348, 84/04/30, 8406070250 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of te 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized being forwarded to affected 
p lants. Diagrams Zt list of affected plants encl. 

RAHE, E. P Westinghouse Electric Corp 84/01/17. DEYOUNC, R. 
Director's Office, Office of Inspection and Enforcement. 5pp 
22019:307. 24X F i c h e 50-000, 84/01 / 1 7, 840 1 3 10352. 


8406010235 LER 84-011-00 on 840501, train B svc water battery de 
inoperable Caused by cell 42 having specific gravity below 
1 imits. Af f ec ted cell & tuo neighboring cells replaced. 
W/840525 1 tr . 

HAIRSTON, W G. , MCDONALD, R .P Alabama Power Co. 84/05/25 3 

24753:307 24X Fi c h e : 50-348, 84/05/25, 84060 10235. 


8406220230 Part 21 rept re thermal non rep eatab i 1 i ty Zt other cal 
errors in Barton Lot 1 transmitters. Initially reported on 
840615. Transmitter defects identified & expected error 
deviations c a 1 c u lated . Ut i 1 s notified. 

RAHE, E P. Westinghouse Electric Corp. 84/06/15. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 4pp 
25031:298 24X F i c h e 50-000, 84/06/ 1 5, 8406220230. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8406050189 Requests written evaluation within 20 day s, i d enti f y i 
records S</or actions taken which demonstrate that no 
unacceptable crack exists in rec irculation sys pump B 
suction valve, in response to anonymous allegation. 

STAROSTECKI , R. Division of Project Z> Resident Programs. 84/ 
KEMPER, J S Philadelphia Electric Co 4pp. 24838:145. 24X 

Fiche: 50-352, 84/05/29, 8406050189. 


8406050109 Forwards draft environ protection plan ( nonrad iol og i 
for facility, App B to CPPR-106 Zt CPPR-107. 

DALTROFF, S. L Philadelphia Electric Co. 84/05/31. SCHWENCE 
Licensing Branch 2. 2pp. 24839:137. 24X Fi c he: 50-352, 84/05 
8406050109 


— 8406050111 Draft environ protection plan ( nonrad i o 1 og i cal ) fo 
facility, App B to CPPR-106 Z>. CPPR-107. 

* Philadelphia Electric Co. 84/05/31. 23pp. 24839:139. 

Fiche: 50-352, 84/05/31, 8406050109. 


8406070006 Forwards Industrial Working Group proposal re nuclea 
shift experience Z* industry evaluation of operating shift 
experience requirements. Commission should accept industry 
proposal subj to listed items. 

EISENHUT, D. G. Division of Licensing. 84/05/31. BAUER, E G. 
Philadelphia Electric Co. 6pp. 24860:284. 24X 

Fiche: 50-352, 84/05/31, 8406070006 


— 8406070008 "Industry Evaluation of Operating Shift Experience 
Requirements. " 

MILLER, J. H. Georgia Power Co. 84/02/24. 22pp. 24860: 29C 

Fiche: 50-352, 84/05/31, 8406070006. 


— 8406070009 "Nuclear Plant Shift Experience." 

SCHNELL-D. F. Union Electric Co. SCHNELL, D. F. Standardize 
Nuclear Unit Power Plant System. 84/02/24. 22pp. 24860:2 

Fiche: 50-352, 84/05/31, 8406070006. 


8406050201 Forwards suppl to 840525 submittal of correspondence 
documents betueen app 1 icant, NRC Zt State of PA re emergency 
p lanning . Enc 1 s provide addl correspondence for B40412-0530. 
Related correspondence. 

CULLEN, E. J. Philadelphia Electric Co. DSB 449. 84/06/01. 

MULLIGAN, M. Limerick Ecology Action. 228pp. 24813:001. 2^ 

Fiche: 50-352, 84/06/01, 8406050201. 


ArYAinnOAO TF Tn^n Wnfcirn R4-49, "IGSCC Leadina to Steam Generator Tube 


O ,o 6 o505 Assigns project managers to develop integrated schedules tor 
* lQn on plants w/near -term licensing ac t i vi t y . Dir ec tor s 
requested to assemble list of remaining activities & 
identify mg t contact 

n"NT0NiH R Office of Nuclear Reactor Regulation. Director. 

H4/05 /30 DEYOUNG, R . C. Director's Office. Of-fice of Inspection 

and Enforcement 2pp. 25157.325. 24X F i c h e : 50-000. 84/06/01 , 

8406260489 


3406020439 Outlines course of action decided upon re plants ut/neai — term 
licensing activity.per 840517-18 mgt meet ings, inc lud ing 
integrated scheduled of NRC activities to be developed by 
840618 identify ing expected completion dates. 

DIRCKS, W. J- Office of the Executive Director for Operations. 

84/05/25 DENTON. H.R. Office of Nuclear Reactor Regulation, 

Director 3pp. 25157:327. 24X Fi c h e : 50-000, 84/06/01 , 8406260489 


3406260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendat i ons for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H.R Office of Nuclear Reactor Regulation, Director, 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330, 24X Fiche : 50-000, 84/06/01 , 

8406260489. 


36080112 Forwards revised draft response to request for addl info re 
jemister in standby gas treatment sys, per Effluent Treatment 
3ranch 840413 request. Calcu lation summaries also end. 

Revised response will be incorporated in FSAR. 

(EMPER.J s. Philadelphia Electric Co. 84/06/04, SCHWENCER, A. 
.icensing Branch 2. 12pp. 24855:135. 24X Fi ch e : 50-352, 84/06/04, 

3406080112. 


361103 57 Forwards Rev A to "Program Plan for Independent Design 
?evieu of Limerick Generating Station Unit 1 Core Spray 

Sys. " 

(EHPER-J.S Philadelphia Electric Co. 84/06/06. SCHWENCER, S. A. 
.icensing Branch 2. 2pp. 24866:268. 24X Fi c h e : 50-352, 84 /06/06, 

3406110357. 


3406110358 Rev A to "Program Plan for Independent Design Review of 
Limerick Generating Station Unit 1 Core Spray Sys. " 

* Tarrey Pines Technology. 84/05/07, 23pp. 24866:270. 24X 

Fiche: 50-352, 84/06 /06 , 84 061103 57. 


36190 0 50 Notification of 840612-15 meetings w/util in Linfield,PA to 
discuss preparation of Tech Specs. 

lARTIN.R, E. Licensing Branch 2. 84/06/06, SCHWENCER, A. Licensing 

3ranch 2 5pp. 25025:349. 24X Fi c he : 50-352, 84/06/06, 8406190050. 


361503 47 Notification of 840615 meeting w/util in Bethesda,MD to 

discuss applicant analysis of tornado missile effects on 

JHS. 

1ARTIN, R. E. Licensing Branch 2. 84/06/08, SCHWENCER, A. Licensing 

3ranch 2 11pp. 24976:294. 24X Fi ch e: 50-352, 84/06/08, 84061 50347. 


36210 1 03 Forwards request for addl info re confirmatory items of 
environ qual if icat ion of electrical equipment important to 
safety-related mechanical © qu i pment, inc lud ing NUREG-0588, 

:oncerning gaging program requirements. 

SCHWENCER , A. Licensing Branch 2. 84/06/11. BAUER, E.G. 

’hiladelphia Electric Co. 7pp. 25091:086. 24X 

r iche: 50-352, 84/06/11, 8406210103. 


36190 3 25 Forwards response to NRC 840427 questions re selection of 
:ontainment vent pressure for emergency procedures, per 
'IUREG-0737, Item I. C. 1. 

TEMPER, J. S. Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
-icensing Branch 2. 4pp. 24984:358 . 24X Fic h e : 50-352, 84/06/ 1 5, 

3406190325 


36200150 Forwards Rev 4 to "Pump St Valve Inservice Testing Program. " 
3ev incorporates changes to exceptions St clarif ications re 
interpretation of code requ irements. SER Confirmatory Issue 6 
:losed. 

(ErlPER, j. s. Philadelphia Electric Co. 04/06/15. SCHWENCER, A. 
-icensing Branch 2. 2pp. 23045:012. 24X Fiche: 50-352, 84/06/15, 

3406200150. 


3406200153 Rev 4 to "Pump St Valve Inservice Testing Program Plan. " 
HOLLAND, N. Nuclear Energy: Service, Inc. 84/03/21. 276pp. 

25045: 014 . 24X Fiche: 50-332, 84/06/15, 8406300150. 


362502 54 Forwards completed experience f#rmf for Torrey Pines 
fechnology reviewers. Summary , ref lecting task assignment for 
sach reviewer, also end, 

<EHPER,j. S. Philadelphia Electric Co. 84/06/20. SCHWENCER, A. 

-icensing Branch 2 . 21pp. 25117:221/ Fiqhe: 50-352. 84/06/20, 

3406250254, 


8406260060 Forwards draft FSAR changes re automatic depressur i zation 
sys accumulators (TNI Item 1 1 . K. 3. 28 ) Rev modifies response 
discussed in 840606 telcon. Info will be incorporated in 
revised FSAR scheduled for release in Jul 1984. 

BRADLEY, E J Philadelphia Electric Co 84/06/21 SCHWENCER, A. 
Licensing Branch 2 6pp 25142 145 24X Fi che: 50-352, 84/06/21, 

8406260060 


8406270241 Retransmits NRC 840607 Itr re risk assessments , to ensure 
distribution to all parties on svc list 

SCHWENCER, A Licensing Branch 2. 84/06/21. BAUER, E G. 

Philadelphia Electric Co 4pp. 25174:307 24X 

Fiche: 50-352, 84/06/21, 8406270241. 


- -84061 90607 Forwards key elements of continued use of risk assessmet 
as discussed in 840330 meeting Process of conducting risk 
assessments provides means of integrating potential hazards 
considerations into perspective re importance to safety. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
84/06/07. BOYER, V S Philadelphia Electric Co. 5pp. 25174:31: 
24X Fiche 50-352,84/06/21,8406270241. 


8406250228 Transmits Board Notifications 84-062 & 84-067, inadvertent: 
omitted from distribution. 

EISENHUT, D. 3. Division of Licensing. 84/06/22. BRENNER, L. , 

COLE, R. F. Atomic Safety and Licensing Board Panel. KOHL, C. N. 
Atomic Safety and Licensing Appeal Panel 3pp. 25177:001. 24X 

Fiche: 50-352, 84/06/22. 8406250228 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8406190035 Informs that FES (ER 81-0878-091-G > adequately addresses 
impacts on historic & archaeological resources. 

WILL IANS, D. Pennsylvania, Commonwealth of,. 84/06/05. SCHWENCER, 
Division of Licensing. lp. 24979:283. 24X Fi ch e : 50-352, 84/06/0: 

8406190035 


8406130132 Comments on FES re surface water hydrology St water qualiti 
Comments support recommendation for evaluation of impacts 
during Schuylkill River extreme low flow conditions. 

BLANCHARD, B. Interior, Dept, of 84/06/06. SCHWENCER, A. Licens: 
Branch 2. 2pp. 24913:005 24X Fi c h e : 50-352, 84/06/06. 8406130132. 


8406290303 Forwards State of PA Dept of Environ Resources comments oi 
FES. 

GONTZ, B . J. Pennsylvania, Commonwealth of,. 84/06/25. SCHWENCER, i 
Licensing Branch 2. 2pp. 25199:358. 24X Fi c h e : 50-352, 84/06/25, 

8406290303 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8406070102 Forwards errata sheets for insertion in 840224 structural 
steel survivability evaluation for close out of SER Open 
Item 14, "Structural Steel Protection. " Response to BNL 
comments completed. 

KEMPER, J. S. Philadelphia Electric Co. 84/05/31. SCHWENCER, A. 
Licensing Branch 2. 55pp. 24747:202. 24X Fiche: 50-352, 84/05/31, 

8406070102. 


8406110069 Notification of 840606 meeting w/util in Bethesda, MD to 
discuss status Sc revieu schedule for open 8-. confirmatory SER 
items St plans for completion of plants. 

NARTIN, R. E. Licensing Branch 2. 84/06/05. SCHWENCER, A. Licensii 

Branch 2. 6pp. 24896:337. 24X F i c he : 50-352, 84/06/05, 84061 10069. 


8406110344 Forwards requested addl info to complete review of respon 
to questions re control sys failure evaluation analyses St 
info to close SER Open Item 13 

KEMPER, J. Philadelphia Electric Co. 84/06/05. SCHWENCER, A. 
Licensing Branch 2. 8pp. 24868:081. 24X Fiche: 30— 352, 84/06/05, 

8406110344. 


8406110298 Forwards preservice insp program relief request from ASME 
Boiler 8< Pressure Vessel Code to support resolution of SER 
Confirmatory Issue 12. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/06. SCHWENCER, A. 
Licensing Branch 2. 26pp. 24870:278. 24X Fiche: 50-352, 84/06/06, 

8406110298. 


8406120367 Forwards revised FSAR Tables 3.2-1 8c 3.2-2 providing addl 
info describing compliance w/Rev 3 to Reg Guide 1.26 St 
codes lc stds used in const. SER (NUREG— 0991) Confirmatory 
Issue 1 closed. 

KEMPER. J. S. Philadelphia Electric Co. 84/06/07. SCHWENCER, A. 
Licensing Branch 2. 17pp. 24893:337. 24X Fiche: 50-332, 84/06/07, 

8406120367 . 
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8406130074 Forwards addl info to close SER Confirmatory Issue 28 re GE 
isolators for redundant reactivity control sys ?< Love Model 
106 process signal converter isolator, per 840524 telcon. 

KEMPER, J. S. Philadelphia Electric Co 84/06/07 SCHWENCER , A. 
Licensing Branch 2. 5pp. 24915:118. 24X Fic h e 50-352, 84/06/07, 

8406130074. 


8406210065 Discusses evaluation of local offsite 
plans. Plans inadequate Requests coordination w/ 
planning authorities to correct plan deficienci 
informal evaluation £. forwarding ltr end. 
SCHWENCER, A Licensing Branch 2 84/06/11 B 

Philadelphia Electric Co. 5pp 25091:097. 24 

Fiche: 50-352, 84/06/11, 8406210065 


8406210082 Forwards Mechanical Engineering Branch request for addl 
info re SER confirmatory issues concerning startup test spec 
for balance of plant p i p i ng , suppress ion pool hydrodynamic 
load reconc i 1 iation & stiff clamps. 

SCHWENCER, A. Licensing Branch 2. 84/06/11 BAUER, E.G. 

Philadelphia Electric Co 5pp 25114:338. 24X 

Fiche: 50-352, 84/06/11, 8406210082. 


8406180300 Rev 0 to Emergency Plan Implementing P 
Emergency Coordinator. " Rev 3 to "Emergency Pla 
Index" encl W/840612 ltr. 

* Philadelphia Electric Co 84/06/12. 12pp. 

Fiche. 50-352, 84/06/12, 8406180300. 


8406200150 Forwards Rev 4 to "Pump 8>. Valve Inservice Testing Program. " 
Rev incorporates changes to exceptions & c larif ications re 
interpretation of code r equ i rements. SER Confirmatory Issue 6 
closed. 

KEMPER, J. S Philadelphia Electric Co 84/06/15. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25045:012. 24X Fiche: 50-352, 84/06/15, 

8406200150. 


8406260023 Forwards "Status of Offsite Emergency ! 
Reviews," monthly status rept for May 1984. No p 
licensing delays resulted from FEMA changes, how 
dockets closely followed 

DIRCKS, W. J. Office of the Executive Director f 
84/06/19. PALLADINO Commissioners. 3pp. 251 
Fiche: 50-000, 84/06/19, 8406260023. 


8406260146 Discusses upward setpoint drift on Target Rock Model 7567F 
two-stage main steam/safety relief valves, per SER 
(NUREG-0991 ). Caused by bonding between pilot disc & seat & 
lack of clearance between pilot & labyrinth seal. 

KEMPER, U. S. Philadelphia Electric Co 84/06/22. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25142:022 24X Fic h e : 50-352, 84 /06/22, 

8406260146. 


8406260157 Submits info supporting potential defe 
protection items beyond scheduled fuel load dat 
will allow balance of startup activities to be 
free from interference. 

BOYER, V. S Philadelphia Electric Co. 84/06/21 
Licensing Branch 2. 12pp. 25142:093. 24X Fic 

8406260157 


F. Security, medical, emergency & fire protection plans 


8406200122 Forwards public version of revised emergency implementing 
procedures, inc luding EP-102 re unusual event response, EP-103 
re alert response & EP-104 re site emergency response. W/ 

JM Felton 840612 memo. 

COONEY, M. J. Philadelphia Electric Co. 84/05/04. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
4pp. 25052:197. 24X Fi c h e : 50-352, 84/05/04, 8406200122, 


— 8406200125 Public version of revised emergency implementing procedures, 
including EP-102 re unusual event resp onse, EP-103 re alert 
resp onse, EP-104 re site emergency response EP-105 re 
general emergency response. 

* Philadelphia Electric Co. 84/04/02. 116pp 25052:201. 24X 

Fiche: 50-352, 84/05/04. 8406200122 


8406280024 Forwards results of 831205-09 in-progr 
control room design review (DCRDR) Requirements 
NUREG-0737, Supp 1 1 not net due to lack of DCRDR 
SCHWENCER, A. Licensing Branch 2. 84/06/21. B, 

Philadelphia Electric Co. 7pp. 25195:286. 24 

Fiche: 50-352, 84/06/21, 8406280024 


8406290181 Forwards "Control Room Design Review F 
Suppl 1 to NUREC-0737. Final validation step not 
Addendum rept will be submitted upon completion 
validation. 

KEMPER, J. S Philadelphia Electric Co. 84/06/2 
Licensing Branch 2. 2pp. 25200:001. 24X Fich 

8406290181. 


— 8406290191 "Control Room Design Review, Final Re 
* Philadelphia Electric Co. 84/06/30. 300p 

Fiche: 50-352, 84/06/25, 8406290181. 


8406040235 Forwards FEMA Regional Assistance Committee 840427 informal 
evaluation of offsite radiological emergency response plan. 

Rept is addendum to 840508 interim findings. 

KRIMM,R W. Federal Emergency Management Agency. 84/05/25. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 24794:291. 24X Fic h e : 50-352, 84/05/25, 

8406040235. 


— 8406290198 "BWR Owners Croup , Control Room Impro 
Factors Design Review of Limerick 1 & 2 Contr 
Rept. " 

BUNKER, R. S. , ROSS, K. C. , MULLEE, G. R General 
82/ 04/06. 109pp. 25200:294. 24X Fiche: 50-3 

8406290181. 


— 8406040237 "Informal Evaluation of Offsite Radiological Emergency 
Reponse Plans Si te-Sp ec i f i c to Limerick Generating Station." 

* Federal Emergency Management Agency. 84/04/27. 24pp. 

24794:293. 24X Fi ch e : 50-352, 84/05/25, 8406040235. 


8406110297 Forwards "Evacuation Time Estimates for Limerick Generating 
Station Plume Exposure Emergency Planning Zone," dtd May 
1984. Related correspondence. 

CONNER, T. B. Conner & Wetterhahn. CONNER, T. B. Philadelphia Electric 
Co. DSB 558 84/06/06. BRENNER, L. , COLE, R. F. Atomic Safety and 

Licensing Board Panel. 247pp. 24869:346. 24X Fiche: 50-352, 

84/06/06, 84061 10297. 


8406150108 Forwards addendum to FEMA 840515 interim findings on offsite 
radiological emergency response p Ians. Related 
correspondence. 

VOGLER, B. H. Hearing Branch 2. DSB 630. 84/06/08. BRENNER, L. , 
MORRIS, P. A., COLE, R. F. Atomic Safety and Licensing Board Panel. 

27pp. 24942:316. 24X Fi c h e : 50-352, 84/06/08, 84061 501 08. 


8406150196 Requests add Z detailed info on completion schedules for enc 1 
specific areas of insp, fire protection & security & 
safeguards programs. Resp onse should be updated on monthly 
basis to keep projected schedule current. 

STAROSTECKI , R. Division of Project & Resident Programs. 84/06/08. 
DALTROFF, S. L. Philadelphia Electric Co. 6pp. 24954:307. 24X 

Fiche: 50-352, 04/06/08, 0406150196 . 


G. Adjudicatory correspondence 


8405220484 Forwards correspondence %>. documents re 
among ap p 1 i can t, NRC< Commonwea 1 th of PA & other 
govt agencies, per ASLB 820601 order. Related cor 
CULLEN, E. J. Philadelphia Electric Co. DSB 285 
MULLIGAN, M. Limerick Ecology Action 1,167pp. 
Fiche: 50-352, 84/05/18, 8405220484. 


840604037 7 Answer opposing Del-Aware Unlimited, In 
set aside partial initial decision on supplemen 
water sys c on tent i ons. Cer t i f i cate of Svc end. 
CONNER, T. B. Philadelphia Electric Co. CONNER, 
Wetterhahn. DSB 431. 84/05/30. Atomic Safe 

Appeal Panel. 17pp. 24802:235. 24X Fiche: 50-: 

8406040377. 


8406050342 Restated issues of concern of City of I 
emergency p 1 ann ing . Cer t i f i cat e of Svc encl. 
SMOLEN, H. Philadelphia, PA. DSB 463. 84/05/3 

24X Fiche: 50-352, 84/05/31 , 8406050342. 


8406050423 Forwards restated issues of concern re 
Opportunity to reply to any response filed requ 
encl. Related correspondence. 

SMOLEN, H. Philadelphia, PA DSB 464. 84/05/3 
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44 Answer opposing Friends of the Earth 840518 motion for 
ion of neu late contentions re applicant 840509 motion 
pedited partial initial decision &>. issuance of low 
1 1 c ense. Cert l fi cate of Svc enc 1 

,T B Philadelphia Electric Co 84/06/01 1 1 p p 

123 24X Fiche: 50-352, 84/06/01, 8406060442 


Forwards Court of Common Pleas of Bucks County 840529 
& order rejecting position that agreement between 
WRA void which appeared in 840530 answer to request 
ware to set aside partial initial decision. 

,B. Conner & Wetterhahn CONNER, T. B. Philadelphia Electric 
488. 84/06/01. KOHL, C. N. , EDLES, G. J. , GOTCHY, R. L. Atomic 

nd Licensing Appeal Panel. 45pp 24667.201. 24X 

-352, 84/06/01 , 8406060448 


Memorandum & order on Commonwealth request for 
eration of 840420 ruling on admissibility of 
alth-l.ASLB adheres to denial of Commonweal th-1 that 
record dosimeters required. Served on 840605. 

L. Atomic Safety and Licensing Board Panel. DSB 480. 

8pp. 24660:078. 24X Fi c he . 50-352, 84/06/04, 8406060064, 


’ Response opposing Del-Aware 840515 motion to set aside 
initial decision on environ effects of supp lementary 
water sys. Cert if i cate of Svc end. 

M. N. Hearing Branch 2. DSB 471. 84/06/04. 12pp. 

17. 24X Fiche: 50-352, 84/06/04, 8406060069. 


. Response to MI Lewis 840514 resubmittal of Citizens Action 
least financial qua 1 i f i cation contention. ASLB 
» on ruling until issuance of Commission statement of 
'ecommended. Certificate of Svc encl. 

f A. Hearing Branch 2. DSB 469. 84/06/04. Atomic Safety 

• nsing Board Panel. 5pp 24661:272. 24X 

5—352, 84/06/04, 8406060081. 


7 Answer to City of Philadelphia 840518 revised issues of 
re offsite emergency p lanning. Certif i cate of Svc 

3. H , WRIGHT, N. A. Hearing Branch 2. DSB 470. 84/06/04. 

1658:214. 24X F i c h e : 50-352, 84/06/04, 8406060 137. 


S Notifies that applicant does not intend to suppl answer to 
Philadelphia 840531 restated issues of concern in 
emergency planning. 

T. B Conner & Wetterhahn. CONNER, T. B. Philadelphia Electric 
B 483. 84/06/04. BRENNER, L , MORRIS, P. A., COLE, R. F. Atomic 

and Licensing Board Panel. 2pp. 24658:222. 24X 

0-352,84/06/04, 8406060146. 


7 Answer opposing City of Philadelphia 840518 revised issues 
ern re ingestion pathway emergency planning zone & 
on City . Certif i cate of Svc encl. 

T. B. Philadelphia Electric Co. CONNER, T. B. Conner & 

ahn DSB 490. 84/06/04. 18pp. 24666:293. 24X 

0-352, 84/06/04, 8406060397. 


5 Response to revised issues of concern cf city of 
lphia re emergency p lanning . C i ty revised issues not 
iate for litigation in instant pr oc e ed i ng . Cert i f i ca t e 
encl. 

Z. G. Pennsy Ivan ia , Commonwealth of,. DSB 526. 84/06/04. 

24850.001. 24X Fi c h e : 50-352, 84/06/04, 840607031 5. 


'3 Order permitting City of Philadelphia to reply to answers to 
emergency planning issues. Reply must be received by 
Courtesy notification encl. Served on 840605. 

L. Atomic Safety and Licensing Board Panel. DSB 479. 

15. Philadelphia, PA. 4pp. 24661:049. 24X 

iO— 352, 84/06/05, 8406060073, 


!1 Forwards requested transcript pages of 840531 hearing re 

icy planning implementing procedures. Related 

londence. 

4, A. P. Hearing Branch 2. DSB 501. 84/06/05. ELLIOTT, C, W. 

< Poswistillo. 12pp. 24667:045. 24X Fiche: 50-352, 84/06/05, 

5421. 


2S Order deferring ruling on financial qualifications 
:ion proposed by Citizens Against Nuclear Energy 
5ion will issue neu policy statement in near future, 
on 840606. 

*, L. Atomic Safety and Licensing Board Panel. DSB 508. 

35. Ip, 24666:351, 24X Fiche: 50-352, 84/06/05, 8406060428. 


84061 10022 .Forwards remaining refs to NRC staff testimony re City Iss 
15 filed w/ ASLB on 840604. W/o encl. Related correspondence. 

VOGLER, B H. Hearing Branch 2. DSB 547. 84/06/06. BRENNER, L. , 
COLE, R. F. , MORRIS, P. A Atomic Safety and Licensing Board Panel. 

2pp. 24874.229. 24X F i c h e : 50-352, 84/06/06, 84061 1 0022. 


8406110297 Forwards "Evacuation Time Estimates for Limerick Generatin 
Station Plume Exposure Emergency Planning Zone," dtd May 
1984. Related correspondence. 

CONNER, T B Conner & Wetterhahn. CONNER, T. B. Philadelphia Electr 
Co. DSB 558 84/06/06. BRENNER. L , COLE, R. F. Atomic Safety and 

Licensing Board Panel. 247pp. 24869:346. 24X Fi c he • 50-352, 

84/06/06, 8406110297 


8406150104 Response opposing Friends of the Earth 840518 motion in 
opposition to applicant 840518 motion, for expedited partial 
initial decision on lou power license & submission of new 
contentions. Certif icate of Svc encl. 

WRIGHT, N. A Hearing Branch 2. DSB 636 84/06/07. 14pp. 

24942:266. 24X Fi ch e 50-352, 84/06/07, 84061 50104. 


8406120159 Proposed findings of fact & conclusions of law in form of 
partial initial decision re Limerick Ecology Action onsite 
emergency planning contentions. 

CONNER, T. B. , RADER, R. M. Philadelphia Electric Co. CONNER, T. B. 
Conner & Wetterhahn. DSB 570. 84/06/08. 54pp. 24889:137. 24X 

Fiche: 50-352, 84/06/08, 8406120159. 


— 8406120172 Proposed findings of fact h conclusions of law in form o 
partial initial decision re Limerick Ecology Action 
Contention 1-42 Certificate of Svc encl. 

WETTERHAHN, M. J. , NICHOLS, N. N. Philadelphia Electric Co. 
WETTERHAHN, M J. Conner & Wetterhahn. 84/06/08. 57pp. 24889:19 

24X Fiche: 50-352, 84/06/08, 8406120159 


8406120390 Forwards suppl to 840601 1 tr, provi d ing correspondence 8t 
documents among ap p 1 i cant, NRC fc State of PA re emergency 
p lanning Re lated correspondence. 

CULLEN, E J. Philadelphia Electric Co. DSB 588. 84/06/08. 

MULLIGAN, M Limerick Ecology Action 85pp. 24895:001. 24X 

Fiche: 50-352, 84/06/08, 8406120390. 


8406150108 Forwards addendum to FEMA 840515 interim findings on offsi 1 
radiological emergency response p Ians. Related 
correspondence. 

VOGLER, B.H. Hearing Branch 2. DSB 630. 84/06/08. BRENNER, L. , 
MORRIS, P A. , COLE, R. F. Atomic Safety and Licensing Board Panel. 
27pp. 24942.316. 24X Fi c h e ; 50-352, 84/06/08, 8406 1 50108. 


8406150354 Transmittal of motion to reopen asbestos question & use of 
judgment by Boyer & Wetterhahn & motion to reopen 
reconsideration on Air Water Pollution Patrol Contention 
VI-I. W/svc list. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 672. 84/06/08. 

Ip, 24955:252. 24X Fi c h e : 50-352, 84/06/08. 8406 1 50354. 


— 8406150355 Motion to reopen asbestos question & use of judgment by 
Boyer Z>. Wetterhahn. 

ROMANO, F. R Air and Water Pollution Patrol. 84/06/08. Atomic 
Safety and Licensing Board Panel. 3pp. 24955:253. 24X 

Fiche: 50-352, 84/06/08, 8406150354. 


--8406150358 Motion to reopen reconsideration on Air fc Water Pollutior 
Patrol Contention VI-I. 

ROMANO, F, R. Air and Water Pollution Patrol. 84/06/08. Atomic 
Safety and Licensing Board Panel. 3pp. 24955:256. 24X 

Fiche: 50-352, 84/06/08, 8406 1 50354. 


8406140118 Notice of revised onsite emergency planning implementing 
procedures. W/o pr oc ed ur es , W/Cert i f i cate of Svc. 

CONNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner & 
Wetterhahn. DSB 625. 84/06/11. Atomic Safety and Licensing Boai 

Panel. 5pp. 24927:352. 24X Fic h e : 50-352, 84/06/1 1 , 84061401 18. 


8406150338 Motion to withhold final decision re AWPP Contention Vl-1 
pending reinsp of independent measurement described in 
840608 motion. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 669. 84/06/11. 

Atomic Safety and Licensing Board Panel. Ip. 24976:216. 24X 

Fiche: 50-352, 84/06/1 1 , 84061 50338. 


8406150302 Reply to separate answers of Commonwealth of PA, applicant I 
NRC to City of Philadelphia revised issues re emergency 
p lanning. Certif icate of Svc encl. 
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8406130074 Forwards addl info to close SER Confirmatory Issue 28 re 
isolators for redundant reactivity control sys & Love Model 
106 process signal converter isolator- per 840524 telcon. 

KEMPER* J S. Philadelphia Electric Co 84/06/07 SCHWENCER, A. 
Licensing Branch 2 5pp. 24915:118. 24X Fi c h e : 50-352, 84/06/07, 

8406130074. 


8406210065 Discusses evaluation of local offsite emergency respon 
plans, Plans inadequate. Requests coordination w/state & local 
planning authorities to correct plan d e f i c i enc i es. FEMA 
informal evaluation S. forwarding ltr end. 

SCHWENCER , A Licensing Branch 2 84/06/11. BAUER, E. G. 

Philadelphia Electric Co 5pp. 25091:097. 24X 

Fiche: 50-352, 84/06/11, 8406210065 


8406210082 Forwards Mechanical Engineering Branch request for addl 
info re SER conf irmatory issues concerning startup test spec 
for balance of plant p ip ing. suppression pool hydrodynamic 
load rec one i 1 iation & stiff clamps. 

SCHWENCER. A Licensing Branch 2. 84/06/11 BAUER, E. G. 

Philadelphia Electric Co. 5pp 25114 338. 24X 

Fiche: 50-352, 84/06/11, 8406210082 


8406200150 Forwards Rev 4 to “Pump & Valve Inservice Testing Program. “ 
Rev incorporates changes to exceptions Zt clarif i cations re 
interpretation of code requ irements. SER Confirmatory Issue 6 
closed. 

KEMPER, U S Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25045:012. 24X Fiche ; 50-352. 84/06/15, 

8406200150. 


8406260146 Discusses upward setpoint drift on Target Rock Model 7567F 
two— stage main steam/saf ety relief valves, per SER 
(NUREG-0991 ). Caused by bonding between pilot disc 5c seat Sc 
lack of clearance between pilot Sc labyrinth seal 
KEMPER, J. S. Philadelphia Electric Co 84/06/22. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25142:022 24X Fi c h e : 50-352, 84/06/22, 

8406260146. 


F. Security, medical, emergency 5c fire protection plans 


8406200122 Forwards public version of revised emergency implementing 
procedures, including EP-102 re unusual event response. EP-103 
re alert response 5c EP-104 re site emergency response. W/ 

JM Felton 840612 memo. 

COONEY, M. U. Philadelphia Electric Co. 84/05/04. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
4pp. 25052:197. 24X Fiche: 50-352, 84/05/04, 8406200122. 


— 8406200125 Public version of revised emergency implementing procedures, 
including EP-102 re unusual event response, EP-103 re alert 
response, EP-104 re site emergency response 5c EP-105 re 
general emergency response. 

* Philadelphia Electric Co. 84/04/02. 116pp. 25052:201. 24X 

Fiche: 50-352, 84/05/04, 8406200122. 


8406180300 Rev 0 to Emergency Plan Implementing Procedure EP-120, 
Emergency Coordinator. " Rev 3 to “Emergency Plan Procedure 
Index" end W/840612 ltr. 

* Philadelphia Electric Co 84/06/12 12pp. 24961:153. 24x 

Fiche: 50-352, 84/06/12, 8406180300. 


8406260023 Forwards “Status of Offsite Emergency Preparedness OL 
Reviews,” monthly status rept for May 1984. No projected 
licensing delays resulted from FEMA c hang es , h owever, 1 i s ted 
dockets closely followed 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/06/19. PALLADINO Commissioners 3pp 25157:290. 24X 

Fiche: 50-000, 84/06/19, 8406260023. 


8406260157 Submits info supporting potential deferral of certain] 
protection items beyond scheduled fuel load date Deferrals 
will allow balance of startup activities to be completed 
free from interference. 

BOYER, V. S Philadelphia Electric Co. 84/06/21 SCHWENCER, A. 
Licensing Branch 2. 12pp. 25142:093. 24X Fi c h e : 50-352, 84/06/: 

8406260157 


8406280024 Forwards results of 831205-09 in-progress audit of deti 
control room design review ( DCRDR > . Requ irements of 
NUREG-0737, Sup p 1 1 not net due to lack of DCRDR basis. 
SCHWENCER, A Licensing Branch 2 84/06/21. BAUER, E.G. 

Philadelphia Electric Co. 7pp. 25195:286. 24X 

Fiche: 50-352. 84/06/21, 8406280024 


8406290181 Forwards "Control Room Design Review Final Rept," per 
Sup p 1 1 to NUREG-0737. Final validation step not completed. 
Addendum rept will be submitted upon completion of 
validation. 

KEMPER, J. S Philadelphia Electric Co 84/06/25 SCHWENCER, A 
Licensing Branch 2. 2pp. 25200:001. 24X Fiche. 50-332, 84/04/25 

8406290181. 


— 8406290191 "Control Room Design Review, Final Rept." 

* Philadelphia Electric Co. 84/06/30. 300pp. 25200:003 2 

Fiche: 50-352, 84/06/25. 8406290181. 


8406040235 Forwards FEMA Regional Assistance Committee 840427 informal 
evaluation of offsite radiological emergency response plan. 

Rept is addendum to 840508 interim findings. 

KRIMM, R. W. Federal Emergency Management Agency. 84/05/25. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 24794:291. 24X Fiche: 50-352, 84/05/25, 

8406040235. 


— 8406290198 "BWR Owners Group , Control Room Improvement Committn*, 
Factors Design Review of Limerick 1 &. 2 Control Room, Summary 
Rept. " 

BUNKER, R. S , ROSS. K. C. , MULLEE, G R General Electric Co. 
82/04/06. 109pp. 25200:294. 24X F i c h e : 50-352, 84/06/25, 

8406290181. 


— 840604 0237 "Informal Evaluation of Offsite Radiological Emergency 
Reponse Plans Site-Spec if ic to Limerick Generating Station." 

* Federal Emergency Management Agency. 84/04/27. 24pp. 

24794:293. 24X Fiche: 50-352, 84/05/25. 8406040235. 


B406110297 Forwards "Evacuation Time Estimates for Limerick Generating 
Station Plume Exposure Emergency Planning Zone, " dtd May 
1984. Related correspondence. 

CONNER, T. B. Conner & Wetterhahn. CONNER, T. B. Philadelphia Electric 
Co. DSB 558. 84/06/06. BRENNER, L. , COLE, R. F. Atomic Safety and 

Licensing Board Panel. 247pp. 24869:346. 24X Fiche: 50-352, 

84/06/06, 8406110297. 


3406150108 Forwards addendum to FEMA 840515 interim findings on offsite 
radiological emergency response p Ians. Related 
correspondence. 

VOGLER, B. H. Hearing Branch 2. DSB 630. 84/06/08. BRENNER, L. , 
MORRIS, P. A. , COLE, R. F. Atomic Safety and Licensing Board Panel. 

27pp. 24942:316. 24X Fi che: 50-352, 84/06/08, 8406150108. 


3406150196 Requests addl detailed info on completion schedules for end 
specific areas of insp, f ire protection & security & 
safeguards programs. Response should be updated on monthly 
basis to keep projected schedule current. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/06/08. 
DALTROFF, S. L. Philadelphia Electric Co. 6pp. 24954:307. 24X 

Fiche: 50-352, 84/06/08, 8406150196. 


Q. Adjudicatory correspondence 


8405220484 Forwards correspondence documents re emergency planni 
among ap p 1 icant, NRC, Commonweal th of PA & other responsible 
govt agencies, per ASLB 820601 order Related correspondence 
CULLEN, E, J. Philadelphia Electric Co. DSB 285. 84/05/18 

MULLIGAN, M. Limerick Ecology Action 1,167pp. 24566:006. 24X 

Fiche: 50-352, 84/05/18, 8405220484. 


8406040377 Answer opposing Del-Aware Uni imited, Inc 840515 requ*st 
set aside partial initial decision on supplementary cooling 
water sys contentions. Cert if icate of 8vc end. 

CONNER. T. B. Philadelphia Electric Co CONNER, T. B. Conner l 
Wetterhahn. DSB 431. 84/05/30. Atomic Safety and Licensing 

Appeal Panel. 17pp. 24802:235 24X Fich e : 50-352, 84/03/30, 

8406040377. 


8406050342 Restated issues of concern of City of Ph l lade 1 p h i a re 
emergency p 1 ann ing . Cer t i f i ca te of Svc end. 

SMOLEN, H. Philadelphia, PA. DSB 463. 84/05/31. 7pp. 24009:11 

24X Fiche: 50-352, 84/05/31 , 8406050342. 


8406050423 Forwards restated issues of concern re emergency plannii 
Opportunity to reply to any response filed requested. W/o 
end. Related correspondence 

SMOLEN, H. Philadelph ia, PA DSB 464. 84/05/31. BRENNER, L , 


DOCKETED ITEMS 


3405060444 Answer opposing Friends of the Earth 840518 motion for 
admission of neu late contentions re applicant 840509 motion 
for expedited partial initial decision S- issuance of low 
power license. Certificate of Svc end 

CONNER* T. B Philadelphia Electric Co. 84/06/01. 11pp. 

24667:123 24X F i c h e : 50-352. 84/06/0 1 , 8406060442 

(60604 48 Forwards Court of Common Pleas of Bucks County 840529 
ip in i on & order rejecting position that agreement between 
itil & NWRA void which appeared in 840530 answer to request 
y Del-Au/are to set aside partial initial decision. 

ONNER. T . B. Conner S'. Wetterhahn CONNER, T. B. Philadelphia Electric 

: 0 . DSB 488. 84/06/01. KOHL, C. N. , EDLES, 0. J. , GOTCHY, R. L. Atomic 

iafety and Licensing Appeal Panel. 45pp. 24667:201. 24X 

iche: 50-352. 84/06/01. 8406060448 


6050064 Memorandum & order on Commonwealth request for 
econsideration of 840420 ruling on admissibility of 
omnonwea 1 th -1 . ASLB adheres to denial of Commonwealth-1 that 
lieges record dosimeters required. Served on 840605. 

RENNER, L. Atomic Safety and Licensing Board Panel. DSB 480. 
4/06/04. 8pp. 24660:078. 24X Fi c h e : 50-352, 84/06/04, 8406060064. 


6050069 Response opposing Del-Aware 840515 motion to set aside 
artial initial decision on environ effects of supplementary 
ooling water sys. Certificate of Svc encl. 

ILCOVE, M. N. Hearing Branch 2. DSB 471. 84/06/04. 12pp. 

4661:037 . 24X Fiche: 50-352, 84/06/04, 8406060069. 


6060081 Response to MI Lewis 840514 resubmittal of Citizens Action 
n Northeast financial qua 1 i f i cat i on contention. ASLB 
beyance on ruling until issuance of Commission statement of 
olicy recommended. Certificate of Svc encl. 

RIGHT, N. A. Hearing Branch 2. DSB 469. 84/06/04. Atomic Safety 

nd Licensing Board Panel. 5pp. 24661:272. 24X 

iche: 50-352. 84/06/04, 8406060081. 


5060137 Answer to City of Philadelphia 840518 revised issues of 

oncern re offsite emergency p lann ing . Cer t i f i c a t e of Svc 

ncl. 

3GLER, B.H. , WRIGHT, N. A. Hearing Branch 2. DSB 470, 84/06/04. 

jp. 24658:214. 24X FI c h e : 50-352, 84/06/04, 8406060137. 


5060146 Notifies that applicant does not intend to suppl answer to 
ity of Philadelphia 840531 restated issues of concern in 
rea of emergency planning. 

INNER, T. B. Conner Sc Uetterhahn. CONNER, T. B. Philadelphia Electric 
3. DSB 483. 84/06/04. BRENNER, L. , MORRIS, P. A., COLE, R. F. Atomic 

afety and Licensing Board Panel. 2pp. 24658:222. 24X 

iche. 50-352, 84/06/04, 8406060146. 


5060397 Answer opposing City of Philadelphia 840518 revised issues 
P concern re ingestion pathway emergency planning zone St 
Ffect on City. Certificate of Svc encl. 

INNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner 
jtterhahn. DSB 490. 84/06/04. 18pp. 24666:293. 24X 

iche: 50-352, 84/06/04- 8406060397. 


3070315 Response to revised issues of concern cf city of 
liladelphia re emergency p lanning. City revised issues not 
ipropriate for litigation in instant pr oc e ed ing . C ert i f ic a t e 
: Svc encl. 

■RKIN' Z. G. Pennsylvania, Commonwealth of,. DSB 526. 84/06/04. 

Jpp. 24850.001. 24X Fi che: 50-352, 84/06/04, 8406070315. 


)060073 Order permitting City of Philadelphia to reply to answers to 
! fsite emergency planning issues. Reply must be received by 
t0613. Courtesy notif ication encl. Served on 840605, 

IENNER,L. Atomic Safety and Licensing Board Panel. DSB 479. 

;/06/05. Philadelphia, PA, 4pp. 24661:049. 24X 

che: 50-352, 84/06/05, 8406060073. 


>060421 Forwards requested transcript pages of 840531 hearing re 
lergency planning implementing procedures. Related 
irTesp ondence. 

IDGDON, A. P, Hearing Branch 2. DSB 501. 84/06/05. ELLIOTT, C. W. 

ose It P oswistillo. 12pp, 24667:045. 24X Fi c h e : 50-352, 84/06/05, 

1 06060421, 


>06042B Order deferring ruling on financial qua 1 i f ica t i on s 
ntention proposed by Citizens Against Nuclear Energy 
amission will issue neu policy statement in near future, 
rved on 840606. 

ENNER, L. Atomic Safety and Licensing Board Panel. DSB 508. 
/06/05. Ip, 24666: 351. 24X Fi c h e: 50-352, 84/06/05, 8406060428. 


84061 10022 •> For wards remaining refs to NRC staff testimony re City I 
15 filed w/ASLB on 840604. W/o encl. Related correspondence. 

VOGLER, B H. Hearing Branch 2 DSB 547 84/06/06. BRENNER, L. , 

COLE, R. F. , MORRIS, P. A Atomic Safety and Licensing Board Panel. 
2pp. 24874.229, 24X F i c h e : 50-352, 84/06/06, 8406 1 1 0022. 


8406110297 Forwards "Evacuation Time Estimates for Limerick Generat 
Station Plume Exposure Emergency Planning Zone," dtd May 
1984. Related correspondence. 

CONNER, T B Conner & Uetterhahn. CONNER, T. B. Philadelphia Elec 
Co. DSB 558 84/06/06. BRENNER, L , COLE, R. F. Atomic Safety am 

Licensing Board Panel. 247pp. 24869:346. 24X Fi c he • 50-352, 

94/06/06- 8406110297 


8406150104 Response opposing Friends of the Earth 840518 motion in 
opposition to applicant 840518 motion, for expedited partial 
initial decision on low power license S>. submission of new 
c on tent i ons . Cer ti f i cate of Svc encl. 

WRIGHT, N A Hearing Branch 2. DSB 636 84/06/07. 14pp. 

24942:266. 24X Fi c h e : 50-352 , 84/06/07, 84061 501 04. 


8406120159 Proposed findings of fact & conclusions of law in form oi 
partial initial decision re Limerick Ecology Action onsite 
emergency planning contentions. 

CONNER, T. B. , RADER, R. M. Philadelphia Electric Co. CONNER, T. B. 
Conner & Uetterhahn DSB 570. 84/06/08. 54pp. 24889:137. 24X 

Fiche: 50-352, 84/06/08, 8406120159. 


— 8406120172 Proposed findings of fact St conclusions of law in form 
partial initial decision re Limerick Ecology Action 
Contention 1-42 Certificate of Svc encl. 

UETTERHAHN. M. J. , NICHOLS, N. N. Philadelphia Electric Co. 
UETTERHAHN, M J. Conner Sc Wetterhahn. 84/06/08. 57pp. 24889:: 

24 X Fiche: 50-352. 84/06/08, 8406120159 


8406120390 Forwards suppl to 840601 1 tr, provi ding correspondence & 
documents among ap p 1 i can t , NRC Sc State of PA re emergency 
p lanning. Related correspondence. 

CULLEN, E J Philadelphia Electric Co. DSB 588. 84/06/08. 

MULLIGAN, M Limerick Ecology Action. 85pp. 24895:001. 24X 

Fiche: 50-352, 84/06/08, 8406120390. 


8406150108 Forwards addendum to FEMA 840515 interim findings on off; 
radiological emergency response p Ians. Related 
c orresp ondence. 

VOGLER, B.H. Hearing Branch 2. DSB 630 84/06/08. BRENNER. L. , 
MORRIS, P. A. , COLE, R, F. Atomic Safety and Licensing Board Panel. 
27pp. 24942.316. 24X Fi c h e ; 50-352, 84/06/08. 84061 50108. 


8406150354 Transmittal of motion to reopen asbestos question St use c 
judgment by Boyer & Wetterhahn Sc motion to reopen 
reconsideration on Air St Water Pollution Patrol Contention 
VI-I. W/svc list. 

ROMAND, F. R. Air and Water Pollution Patrol. DSB 672. 84/06/08. 

Ip. 24955:252. 24X Fi c h e 50-352, 84/06/08, 84061 50354. 


— 8406150355 Motion to reopen asbestos question St use of judgment bi 
Boyer St Wetterhahn. 

ROMANO, F. R Air and Water Pollution Patrol. 84/06/08. Atom: 
Safety and Licensing Board Panel. 3pp. 24955:253. 24X 

Fiche: 50-352, 84/06/08, 8406150354. 


--8406150358 Motion to reopen reconsideration on Air St Water Pollut: 
Patrol Contention VI-I. 

ROMANO, F. R Air and Water Pollution Patrol. 84/06/08, Atom: 
Safety and Licensing Board Panel. 3pp. 24955:256. 24X 

Fiche. 50-352, 84/06/08, 8406150354. 


8406140118 Notice of revised onsite emergency planning implementing 
procedures. W/o procedures. W/Certif icate of Svc. 

CONNER, T, B Philadelphia Electric Co. CONNER, T. B. Conner Sc 
Wetterhahn. DSB 625. 84/06/11. Atomic Safety and Licensing B> 

Panel. 5pp. 24927:352. 24X Fi c h e: 50-352, 04/06/1 1 , 84061401 18. 


8406150338 Motion to withhold final decision re AWPP Contention VI- 
pending reinsp of independent measurement described in 
840608 motion. 

ROMANO, F, R. Air and Water Pollution Patrol. DSB 669. 84/06/11. 

Atomic Safety and Licensing Board Panel. Ip. 24976:216. 24X 

Fiche: 50-352, 84/06/11, 8406150338. 


8406150302 Reply to separate answers of Commonwealth of PA, applican 
NRC to City of Philadelphia revised issues re emergency 
p lanning. Certificate of Svc encl. 
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DOCKETED ITEMS 


8406150143 Answer opposing Friends of the Earth 840518 supplemental 
motion For admission of newi late contentions re applicant 
motion for expedited partial initial decision Z issuance of 
low power license Certificate of Svc end. 

CONNER, T B Philadelphia Electric Co CONNER/ T. B. Conner Z 
Wetterhahn. DSB 649 84/06/13. Atomic Safety and Licensing Board 

Panel. 8p’p. 24954 221. 24X Fiche: 50-352. 84/06/13, 8406150143 


8406290030 First set of interrogatories Z request f 
documents on Limerick Ecology Action admitted off 
emergency planning contentions. Certificate of Svc 
Related correspondence 

MULLIGAN, M Limerick Ecology Action DSB 921. 
Pennsylvania. Commonwealth of. 14pp. 25198: 18E 

Fiche: 50-352, 84/06/22. 8406290030 


8406220260 Forwards Commission Financial Qua 1 i f i cat i ons Statement of 
Policy published in FR on 840612. Related correspondence. 

WRIGHT, N. A. Hearing Branch 2. DSB 809. 84/06/14. LEWIS, M. I . 

Lewis, N. 5pp. 25088:099. 24X Fiche 50-352,84/06/14,8406220260 


8406180432 Advises that time for Commission to review ALAB-765 expired 
Commission declined revieiu. Decision became final agency 
action on 840608. Served on 840618. 

CHILK, S. J. Commissioners DSB 696. 84/06/15. Atomic Safety and 

Licensing Board Panel. Ip. 24978:144. 24X Fic he : 50-352, 84/06/1 5. 

8406180432. 


8406220197 Forwards cross-examination plans for City of Philadelphia 
Issue 15. W/o end. Related correspondence. 

VOGLER, B. H. Hearing Branch 2. DSB 802. 84/06/15. BRENNER, L. , 
MORRIS, P. A. , COLE, R. F. Atomic Safety and Licensing Board Panel. Ip. 

25082:005. 24X Fiche: 50-352, 84/06/15, 8406220197. 


S406200343 Response opposing Air Z Water Pollution Patrol (AWPP) 840608 
second motion for r ec onsi de r a t ion of denial of contention re 
asbestos in cooling towers. AWPP has not shown how Board 
failed to adequately deal w/contention. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner Z 
Wetterhahn. DSB 764. 84/06/18 3pp 25051:047. 24X 

Fiche: 50-352, 84/06/18, 8406200343. 


--8406200346 Answer opposing Air & Water Pollution Patrol (AWPP) 840608 
motion to reopen reconsideration re Contention VI-1. AWPP 
basis for motion relies on util 840521 1 tr which f a i 1 s to 
support requested relief. 

WETTERHAHN, M. J. Ph i lad e 1 p h 1 a El ec tr i c Co. WETTERHAHN, M. J. Conner 

Zt Wetterhahn. 84/06/18. 3pp 25051:050. 24X 

Fiche: 50-352, 84/06/18, 8406200343. 


8406290035 Forwards Page 7 from findings of fact Zt. 
on Contention 1-42 Page missing from original sub 
Certificate of Svc encl. 

MULLIGAN, M Limerick Ecology Action. DSB 920 
BRENNER, L. ■ MORRIS, P. A., COLE, R. F Atomic Safety 

Panel. 4pp 25198 331. 24X Fi c h e 50-352, 84/06/ 


8406270285 First set of interrogatories & requests 
documents to Limerick Ecology Action Z. Friends of 
re offsite emergency planning contend ons. Certi fi 
encl. Related correspondence. 

RADER, R M. Philadelphia Electric Co RADER, R. M. 
Wetterhahn. DSB 906. 84/06/25. Limerick Ecol 

25169:075. 24X F i c h e : 50-352, 84/06/25, 8406270285. 


8406290107 Response to 840612 financial qualificati 
policy Zt motion for certification of financial 
qualifications c on t en t i on s . W/Cer t i f i ca t e of Svc. 
LEWIS, M. I Lewis, M. LEWIS, M. I. Citizen Action 
DSB 917. 84/06/25. Atomic Safety and Licensin 

25197:146. 24X F i c h e : 50-352, 84/06/25, 8406290107. 


J. Insurance Z> indemnity information 


8406140154 Forwards declaration sheet of NELIA Poli 
certificates of insurance for MAELU Policy M-98 Z. 
Policy N-98 . 

BRADLEY, E. J. Philadelphia Electric Co 84/06/11 
Assistant Director for State Z Licensee Relations 
24X Fiche 50-352, 84/06/11, 8406140154. 


K. Utility Final Safety Analysis Report ( FSAR ) Z. am 


— 8406200349 Transmittal of cross-examination plan of staff witnesses re 
Contention CITY-15 per ASLB 840420 order. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M . J. Conner 
Z Wetterhahn. 84/06/18. Ip. 25051:053 24X 

Fiche: 50-352, 84/06/18, 8406200343. 


8406190252 Forwards Certificate of Svc re distribut 
FSAR, per DG Eisenhut 810706 ltr. 

BRADLEY, E. U. Philadelphia Electric Co 84/06/13 
Office of Nuclear Reactor Regulation, Director. 
24X Fiche: 50-352, 84/06/13, 8406190252 


- -8406200353 Motion to strike Friends of the Earth 840606 rebuttal to 
applicant reply findings on Contentions V-3a Zt V-3b . 

WETTERHAHN, M, J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
It Wetterhahn. 84/06/18. Atomic Safety and Licensing Board 
Panel. 3pp. 25051:054. 24X F i c h e : 50-352, 84/06/ IB, 8406200343, 


— 8406200356 Response opposing Air Z Water Pollution Patrol 840611 motion 
to withhold final decision on Contention VI-1 re QA 
Certificate of Svc encl. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 

It Wetterhahn. 84/06/18. 5pp. 25051:057. 24X 
Fiche: 50-352, 84/06/18, 8406200343. 


8406270063 Proposed findings of fact re onsite emergency planning 
contentions. 

FERKIN, Z. G. Pennsylvania, Commonwealth of,. DSB 899. 84/06/19. 

36pp. 25160:029. 24X Fi ch e . 50-352, 84/06/ 1 9, 8406270063. 


Q. Inspection reports, IE Bulletins Zt. corresp ondenc 


8406190001 FOIA request for documents re most recen 
during facility const activities from 830901 to pi 
WARNER, F. Mercury, Pottstown, PA. 84/04/26. I 
Affiliation Given. Ip. 25032:271. 24X Fiche: 50- 

8406190001. 


8406050162 Forwards IE Insp Repts 50-352/84-19 Z 50- 
840401-30 Z< notice of violation. 

STAROSTECKI , R. Division of Project Z Resident Pri 
KEMPER, J. S Philadelphia Electric Co. 2pp. 248^ 
Fiche: 50-352, 84/05/21, 8406050162. 


— 8406050166 Notice of violation from insp on 84040: 
* Region 1, Office of Director. 84/05/21. 4p | 
Fiche: 50-352, 84/05/21, 8406050162. 


8406270106 First set of interrogator ies Zt request for production of 
documents on Limerick Ecology Action admitted offsite 
emergency planning c onten t i ons . Not i c e of appearance for M 
Mulligan Zt svc list end. Related correspondence. 

* Limerick Ecology Action. DSB 897. 84/06/21. Philadelphia 

Electric Co. 15pp. 25160:001. 24X F i c he : 50-352, 84/06/21 , 

0406270106. 


— 8406050 1 68 IE Insp Repts 50-352/84-19 Z 50-353/84- 
Violations noted : fa i 1 ur e to provide formal meth< 
handling discrepant conditions re bldg turnover 
failure to revise drawings affected by HPCI Des: 
CHAUDHARY, S. K. , WIGGINS, J. T. , CONNER, E L. Regii 
Director. 84/05/17. 16pp. 24845 052 24X Fit 

8406050162. 


— 8406270114 Proposed findings of fact & conclusions of law in form of 
partial initial decision re Limerick Ecology Action 
Contention 1-42 concerning environ qua 1 i f i ca t i on of 
electrical equipment. 

MULLIGAN, M. Limerick Ecology Action. 84/06/21. 13pp. 25160:016 

24X Fiche: 50-352, 84/06/21, 8406270106. 


8406190002 Responds to FOIA request for documents ri 
SALP r e p t . Forward s documents listed in app.LPDR ir 
Pottstown, PA should be contacted for add 1 info. 
FELTON, J, M. Division of Rules and Records. 84/01 
Mercury, Pottstown, PA, 2pp. 25032:272. 24X Fit 

8406190002. 


8406290039 Proposed findings of fact .& conclusions of law in form of 
partial initial decision re Limerick Ecology Action onsite 
emergency planning contentions. Certi ficate of Svc encl. 

ELLIOTT, C. W. Limerick Ecology Action. DSB 933. 84/06/21. 61pp. 

25198: 043. 24X Fiche: 50-352, 84/06/2 1 , 8406290039. 


8406250242 Order correcting schedule for proposed findings on NEPA 
severe accident contentions. Served on 840622. 


— 8406190004 Notifies of trigger date for preparing 
SALP for Dec 1982 - Nov 1983, per 821008 Instruci 
SALP input responsibility Zt related info encl. 
CONNER, E. L. Division of Project Zt Resident Pros 

KEIMIG, R. R. Division of Project Z>. Resident Pros 

25032 : 274 24X Fiche: 50-352, 84/05/24, 840619000S 


DOCKETED ITEMS 


3406 1 90004> Notification of Significant Licensee Meeting 84-12 on 840224 
w/ut i 1 in Limerick. PA to discuss SALP 

CONNER- E Region 1. Office of Director. 84/02/01 Region 1, 

Office of Director lp. 25032:313 24X F l c h e : 50— 352. 84/05/24. 

8406190002 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condit: 
° u , tages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response <Post 830103). 84/06/05. Consolidated Edison Co of l 

York, Inc 120pp 25050 124. 24X Fi c h e : 50-000. 84/06/05, 840605O< 


1406190008 Comments on SALP, per 840224 meet i ng Ac t i on taken to support 
preoperational effort & to provide coordinated approach to 
readiness for fuel loading. 

KEMPER, J. S. Philadelphia Electric Co 84/03/14 MURLEY, T. E. 

Region 1, Office of Director. 3pp 25032:333. 24X 

Fiche: 50-352, 84/05/24, 8406 190002. 


8406110298 Forwards preserv 
Boiler S, Pressure Vessel 
Confirmatory Issue 12. 
KEMPER, J. S Philadelphia 
Licensing Branch 2. 26pp 
84061 10298 


ice insp program relief request from ASK£ 
Code to support resolution of SER 

Electric Co 84/06/06. SCHWENCER, A. 
24870 278. 24X Fi c h e : 50-352, 84/06/06, 


15230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ipray Sys. " Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

or k , Inc. 124pp. 24861:201. 24X Fic he : 50-000, 84/05/25, 8405230319. 


8406140179 Ac k receipt of 840514 ltr informing NRC of steps 
correct violations noted in IE Insp Rept 50-352/83-12. 
Corrective actions will be examined during future insp. 
MARTIN, T. T Division of Engineering S, Technical Programs. 

KEMPER, JS Philadelphia Electric Co. 4pp. 24924 156 
Fiche: 50-352, 84/06/06, 8406140179. 


taken t< 

B4/06> 

24X 


5240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
ritical Facility. " Svc list encl. 

ORGAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X F i c he : 50-000, 84/05/25, 840524031 7 


6050498 Ack receipt of 840306 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Rept 50-352/83-12. 

ARTIN, T, T. Division of Engineering & Technical Programs. 84/05/29. 
KEMPER, J. S. Philadelphia Electric Co. 4pp. 24841:280. 24X 

iche; 50-352, 84/05/29, 8406050498. 


406030503 Responds to NRC 840228 ltr re violations noted in IE Insp 
Rept 50-352 / 83-12. Corrective actions: insp performed on all 
Class IE HVAC panels supplied by MCC Powers. Discrepanc ie s 
corrected. 

KEMPER, J. S. Philadelphia Electric Co 84/03/06. MARTIN, T. E. 

Region 1, Office of Director. 4pp 24841:284. 24X 

Fiche: 50-352, 84/05/29, B406050498. 


— 8406140184 Responds to NRC 840228 ltr re violations noted in IE Ir 
Rept 50-352/83-12 Corrective action completed 840301. No 
further response required. 

KEMPER, J. S. Philadelphia Electric Co. 84/05/14. MURLEY, T. E. 
Region 1, Office of Director. lp. 24924:160. 24X 

Fiche: 50-352, 84/06/06, 8406140179 


8406050350 IE Info Notice 84-43, "Storage S< Handling of Opthalmic Be 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103) . 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Qua I if i cat i on Testing of 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of N 

York, Inc. 120pp. 25049:273. 24X Fi c he: 50-000, 84/06/08, 84060603 


5290303 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

nd. 

ORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


6140147 Forwards IE Insp Rept 50-352/84-21 on 840430-0504. No 
iolations noted. 

ARTIN, T. T. Division of Engineering & Technical Programs. 84/05/31. 
KEMPER, J. S. Philadelphia Electric Co. 4pp. 24926:306. 24X 

iche: 50-332, 84/05/31, 8406140147. 


406140152 IE Insp Rept 30-352/84-21 on 840430-0504. No violations 
noted. Major areas inspected:QA pr ogram, in c 1 ud ing audits, 

QA/QC surveillances (monitoring) S< QC insps, document 
control, procurement control & QA/QC admin istration. 

NAPUDA, Q. i BISSETT.P. , SHAUB, T. Region 1, Office of Director. 
04/05/25. 21pp. 24926:310. 24X Fiche : 50-352, 84/05/31, 8406140147 


6010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list encl. 
ORDANiE.L. Division of Emergency Preparedness Sc Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/01 , 8406010423. 


6120398 Notifies of plans to perform independent verification insp 
sing NRC NDE van Sc contractor technicians on 840709—20. 
equests preparation of documentation packages for selected 
elds. 

ARTIN, T, T. Division of Engineering Sc Technical Programs. 84/06/04. 
KEMPER, j, S. Philadelphia Electric Co. 9pp. 24893:027. 24X 

iche: 50-352, 84/06/04, 8406120398. 


8406150196 Requests addl detailed info on completion schedules for e 
specific areas of insp, fire protection Sc security & 
safeguards programs. Response should be updated on monthly 
basis to keep projected schedule current. 

STAROSTECKI, R. Division of Project Sc Resident Programs. 84/06/08 
DALTROFF, S. L. Philadelphia Electric Co. 6pp. 24954:307. 24X 

Fiche: 50-352, 84/06/08, 8406150196. 


8406080176 IE Info Notice 84-45, “Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of N 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/ 11, 84060801 


8406080173 IE Info Notice 04-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of N 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/ 13, 84060801 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of N 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 15, 84061302 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of h 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18- 84061802 


6260368 Forwards IE Insp Rept 30-352/84-16 on 840328,30,0405-06 Sc 
9-13 & notice of violation. 

ARTIN, T. T, Division of Engineering Sc Technical Programs. 84/06/04. 
KEMPER, j. s. Philadelphia Electric Co. 2pp. 25131:068. 24X 

iche: 50-352, 84/06/04, 8406260368. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 1 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of h 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061802 


*06260371 Notice of violation from insp on 840328,30,0405-06 8< 09-13. 
* Region 1, Office of Director, 84/06/04. 3pp, 23131:070. 24X 

Piche: 50-352, 84/06/04, 8406260368. 


*06260374 IE Insp Rept 50-332/84-16 on 840328,30,0405-06 Sc 09-13. 
Violation noted : inadequate test control on 840410. Test 
prerequisites not adequately verified, resulting in emergency 
diesel generator being; run ui/o cooling water. 

BRIGGS, L. , BETTENHAUSEN. L. Region 1, Office of Director. 

84/05/16. 9pp. 25151: 073. 24X Fiche: 50-332, 84/06/04, 8406260368. 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Progr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of h 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 840619032 


0 


DOCKETED ITEMS 


Periodic operating reports & related correspondence 


)6260023 Forwards "Status of Offsite Emergency Preparedness OL 
Reviews." monthly status rept for May 1984 No projected 
Licensing delays resulted from FEMA changes. however. lis ted 
lockets closely followed 

3IRCKS, W J. Office of the Executive Director for Operations 
34/06/19. PALLADINO Commissioners. 3pp. 25157:290 24X 

r iche: 50-000. 84/06/19. 8406260023. 


Reportable occurrences. LERs & related c or r es p ond ence 


D5070325 Significant Deficiency Rept 121 re failure of Pacific 
Scientific Co shock arrestors Defective equipment will be 
corrected per instructions received from vendor. Also 
reportable per Part 21. 

TEMPER. J. S. Philadelphia Electric Co 84/04/19 MURLEY, T. E. 
Region 1, Office of Director. 4pp. 24339:284. 24X 

r iche: 50-352. 84/04/19. 8405070325. 


3405070352 Part 21 rept re fai lure of PSA-1 shock arrestors. 

All PSA-1 & PSA-3 shock arrestors. containing capstan 
springs made by John Evans Co. inspected & spring to 
tang cracks removed to facilitate insp. 

HADNAGY, P.A. Pacific Scientific 83/09/14. HA I ST . D . Region 5, 
Office of Director. 4pp. 24339:286. 24X F i c h e : 50-352, 84/04/19, 

8405070325. 


36010313 Supplemental Part 21 rept re possible insulation damage to 
‘lectrical cables mfg by Rockbestos Co. Initially reported on 
340511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

-ITTLEHALES, G. Rockbestos Co. 84/05/22 Director's Office, 

Iffice of Inspection and Enforcement 5pp. 24756:349 24X 

’iche: 50-000, 84/05/22. 8406010313. 


36120321 Amended final Significant Deficiency Rept 16 re ASME bolts, 
suts & studs obtained from unapproved sources. Initially 
•eported an 800826. Since 801230 final rep t . sub s tan tia 1 1 y 
.arger number of bolting matls received. QC screens matls. 

LEMPER, J. S. Philadelphia Electric Co. 84/06/01. MURLEY, T. E. 
legion 1, Office of Director 3pp. 24894:217. 24X 

: i c h e : 50-352, 84/06/01, 8406120321. 


Hearing transcripts on non-antitrust matters 


16040044 Transcript of 840529 hearing in Ph i lade lph ia, PA. Pp 11,612- 
1, 705. 

Atomic Safety and Licensing Board Panel. 84/05/29. 96pp. 

14796:310. 24X Fiche: 50-352, 84/05/29, 8406040044. 


16050118 Transcript of 840530 hearing in Ph i 1 ad e 1 ph ia , P A. P p 11,706- 
1, 901. 

Atomic Safety and Licensing Board Panel. 84/05/30. 198pp. 

14815: 064. 24X Fiche : 50-352, 84/05/30, 84060501 18. 


'6040234 Transcript of 840531 hearing in Ph i 1 ad e 1 p h ia , PA. P p 11,902- 
1, 995. 

Atomic Safety and Licensing Board Panel. 84/05/31. 96pp. 

14796:134. 24X Fi c h e : 50-352, 84/05/31 , 8406040234 


6060083 Transmittal of testimony of BW Bartram, OF Daebeler, 

F Guarino, GD Kaiser,S Levine, ER Schmidt, AL Toblin & 

Waller re Contention C i ty- 1 5. Cer t i fi cat e of Svc encl. 
elated correspondence. 

ICHOLS, N. N. Philadelphia Electric Co. NICHOLS, N. N. Conner & 
etterhahn. DSB 466. 04/06/04. 5pp. 24661:210. 24X 

iche: 50-352, 04/06/04, 8406060083. 


406060085 Testimony of BW Bartram, GF Daebeler, CF Guar ino, GD Kaiser, 
S Levine, ER Schmidt, AL Toblin & R Waller on Contention City- 
15 re c ontaninat i on of liquid pathway s. Prof qual i f i ca t ions 
enc l. 

BARTRAM, B. W. , DAEBELER, G. F. , GUARINO, C. F. Philadelphia Electric 
Co. 84/06/04. 57p p . 24661:215. 24X Fi c h e : 50-352, 84/06/04, 

8406060083. 


6060446 Forwards testimony of S Acharya,M Fliegel, RG Wescott it 
C Lehr re City of Philadelphia Issue 15. LG Hulman will be 
resent at hearing as back-up witness. LG Hulman prof 
ual if i cati ons encl. Related correspondence. 


--8406C60451 Testimony of JC Lehr on responses to City of Phila 
Issue 15 re FES Prof quail fications encl. 

LEHR , J C Environmental ?, Hydrologic Engineering Branch. 
84/06/04 1 9p p 24667 154 24X F l c h e : 50-352, 84/06/04, 840 


— 8406060454 Testimony of RG Wescott ?, M Fliegel on responses t 
Philadelphia Contention 15 re FES Prof qua 1 i f i cations encl. 
WESCOTT, R G , FLIEGEL, M Environmental ?: Hydrologic Engine 
Branch. 84/06/04 28p p 24667 173 24X Fi c h e : 50-352, 84/ 

8406060446 


8406130316 Transcript corrections for transcript dtd 840511, Pp 
11,088 Certificate of Svc encl 

BUSH, M W Ph i ladelph ia, PA DSB 609. 84/06/08. 4pp. 2491 

24X Fiche 50-352,84/06/08,8406130316. 


8406140094 Transmittal of corrected testimony of BW Bartram, GD 
CF Daebeler.CF Guarino, S Levine, ER Schmidt, AL Toblin it 
R Waller re Contention C 1 1 y - 1 5. Cer t i f i c ate of Svc encl. 
Related correspondence 

WErTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. 
Wetterhahn DSB 629 84/06/12. 5pp. 24927:294. 24X 

Fiche: 50-352, 84/06/12, 8406140094 


— 8406140098 Corrected testimony of BW Bartram, GF Daebeler.CF G 
ED Kaiser, S Levine, ER Schmidt, AL Toblin & R Waller re 
Contention City-15. 

BARTRAM, B W. , DAEBELER, G F. , GUARINO, C. F. Philadelphia Ele 
Co. 84/06/12 47pp. 24927:299. 24X Fi the : 50-352, 84/06/1 

8406140094 


8406250122 Transcript of 840619 hearing in Ph i lad elph ia, PA. P p 1 
12, 103. Supporting documentation encl 

* Atomic Safety and Licensing Board Panel. 84/06/19 184pp 

25121:028. 24X Fi ch e : 50-352, 84/06/19, 8406250122. 


8406250187 Transcript of 840620 hearing in Ph i lad e lp h ia, PA. P p l; 
1 2, 313. Sup p or t ing documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/20. 279pp 

25123:151 24X Fi c h e : 50-352, 84/06/20, 8406250187 


V. Operator Examinations 


8406200052 Notification of Significant Licensee Meeting 84-53 o 
w/util St General Physics Corp in King of Prussia, PA to 
discuss results of facility cold license exam. 

BERRY, J. A. Region 1, Office of Director. 84/06/05 Regio 
Office of Director. 2pp. 25053:286 24X Fi c h e : 50-352, 84/06 

8406200052. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents i>. correspondence 


8406050109 Forwards draft environ protection plan ( nonrad io 1 og i 
for facility, App B to CPPR-106 St CPPR--107. 

DALTROFF , S. L Philadelphia Electric Co. 84/05/31. SCHWENCE 
Licensing Branch 2. 2pp. 24839:137. 24X Fi che: 50-352, 84/05 
8406050109. 


— 8406050111 Draft environ protection plan ( nonrad i o 1 og i ca 1 ) fo 
facility, App B to CPPR-106 St CPPR-107 

* Philadelphia Electric Co. 84/05/31. 23pp. 24839:139 

Fiche: 50-352, 84/05/31, 8406050109. 


8406070006 Forwards Industrial Working Group proposal re nuclea 
shift experience & industry evaluation of operating shift 
experience requirements, Commi ssion should accept industry 
proposal subj to listed items. 

EISENHUT, D. G. Division of Licensing. 84/05/31 BAUER, E. G. 
Philadelphia Electric Co 6pp. 24860:284. 24X 

Fiche: 50-352, 84/05/31, 8406070006. 


— 8406070008 "Industry Evaluation of Operating Shift Experience 
Requirements. " 

MILLER, J. H. Georgia Power Co. 84/02/24. 22pp. 24860:290 

Fiche: 50-352, 84/05/31. 8406070006. 


8406070009 "Niip 1 ear PI jnt: Sh i inra " 


WWUIXC I LU 1 I CIVIO 


)6030112 Forwards revised draft response to request for addl info re 
lemister in standby gas treatment sys, per Effluent Treatment 
(ranch 840413 r eques t . Ca 1 c u 1 at ion summaries also encl. 

Revised response will be incorporated in FSAR. 

TEMPER. J. s. Philadelphia Electric Co. 84/06/04. SCHWENC ER« A. 
.icensing Branch 2 12pp. 24835:135. 24X Fiche: 50-352, 84/06/04, 

(4060801 12. 


(6190050 Notification of 840612-15 meetings w/util in Linfield,PA to 
iscuss preparation of Tech Specs. 

IARTIN, R. E. Licensing Branch 2. 84/06/06. SCHWENCER, A. Licensing 

‘ranch 2. 3pp. 25025:349. 24X Fi che : 50-352, 84/06/06, 8406190050. 


16150347 Notification of 840615 meeting w/util in Bethesda,MD to 

iscuss applicant analysis of tornado missile effects on 

HS. 

ARTIN, R.E. Licensing Branch 2. 84/06/08. SCHWENCER, A. Licensing 

ranch 2. 11pp. 24976:294. 24X Fich e : 50-352, 84/06/08, 8406150347. 


6210103 Forwards request for addl info re confirmatory items of 
nviron qua 1 if icat ion of electrical equipment important to 
afety-re lated mechanical equ i pment, inc lud ing NUREG-0588, 
oncerning gaging program requirements. 

CHWENCER.A. Licensing Branch 2. 84/06/11. BAUER, E.G. 

hiladelphia Electric Co. 7pp. 25091:. 086. 24X 

iche: 50-352, 84/06/11, 8406210103. 


6190325 Forwards response to NRC 840427 questions re selection of 
ontainment vent pressure for emergency procedures, per 
UREG-0737, rtem I. C. 1. 

ErtPER. J. S. Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
icensing Branch 2. 4pp. 24984:358. 24X Fiche: 50-352, 84/06/15, 

406190325. 


6200150 Forwards Rev 4 to "Pump Si Valve Inservice Testing Program, 
ev incorporates changes to exceptions St clarifications re 
nterpretat i on of code requirements. SER Confirmatory Issue 6 
losed. 

31PER, J. S. Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
icensing Branch 2. 2pp. 25045:012. 24X Fich e : 30-352, 84/06/1 5, 

406200150. 


406200153 Rev 4 to "Pump St Valve Inservice Testing Program Plan. " 
HOLLAND, N. Nuclear Energy Service, Inc. 84/05/21. 276pp. 

25045:014. 24X Fi c h e : 50-352, 84/06/1 5, 84062001 50. 


■>250254 Forwards completed experience farms for Torrey Pines 
•chnology reviewer s. Summary , ref lecting task assignment for 
sc h reviewer, also encl. 

•MPER, J. S. Philadelphia Electric Co, 84/06/20. SCHWENCER, A. 
icensing Branch 2. 2lpp. 25117:221. 24X Fiche : 50-352, 84/06/20, 

)06250254. 


(260060 Forwards draft FSAR changes re automatic depressurization 
(s accumulators (TMI Item 1 1. K. 3. 28) . Rev modifies response 
scussed in 840606 telcon. Info will be incorporated in 
(vised FSAR scheduled for release in Uul 1984. 

(ADLEY , E. J. Philadelphia Electric Co. 84/06/21. SCHWENCER, A. 
censing Branch 2. 6pp. 25142:145. 24X Fiche; 50-352, 84/06/21, 

106260060. 


(270241 Retransmits NRC 840607 ltr re risk assessments , to ensure 
stribution to all parties on svc list. 

HWENCER.A. Licensing Branch 2. 84/06/21. BAUER, E.G. 

iladelphia Electric Co. 4pp. 25174:307. 24X 

che: 50-352, 84/06/21 , 8406270241 . 


■06190607 Forwards key elements of continued use of risk assessments 
as discussed in 840330 mee ting . Process of conducting risk 
assessments provides means of integrating potential hazards 
considerations into perspective re importante to safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/06/07. BOYER, V. S. Philadelphia Electric Co. 5pp. 25174:311. 
24X Fiche: 50-352. 84/06/21, 8406270241, 


230228 Transmits Board Notification* 84—062 & 84-067, inadvertently 
itted from distribution, 

SENHUT, D. G. Division of Licensing, 84/06/22. BRENNER, L. , 

LE, R. F. Atomic Safety and Licfensinf Board Panel. KOHL, C. N. 
ornic Safety and Licensing Appeal Panel, 3pp. 25177:001. 24X 

che; 50-352, 84/06/22, 8406250228, 


RC Draft/Final Environmental Statements, suppls & correspondence 



190035 Informs that FES < ER 81—0078—091 — G ) adequately addresses 
pacts on historic & archaeological resources. 

LLIAMS, D. Pennsylvania, Commonwealth of, . 84/06/05. SCHWENCER, A. 

ivision of Licensing. ip, 249<79j283. 24X Fiche: 50-352, 84/06/05, 

0619003“ 


8406130132 Comments on FES re surface water hydrology & water quali 
Comments support recommendation for evaluation of impacts 
during Schuylkill River extreme low flow conditions. 

BLANCHARD, B. Interior, Dept. of. 84/06/06. SCHWENCER, A. Licen 
Branch 2. 2pp. 24913:005. 24X Fi c he : 50-352, 84/06/06, 8406130132 


8406290303 Forwards State of PA Dept of Environ Resources comments 
FES. 

GONTZ, B. J Pennsy Ivan ia, Commonwealth of,. 84/06/25 SCHWENCER 
Licensing Branch 2 2pp. 25199:358. 24X Fiche: 50-352, 84/06/25, 
8406290303. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406070102 Forwards errata sheets for insertion in 840224 structura 
steel survivability evaluation for close out of SER Open 
Item 14, "Structural Steel Protection. " Response to BNL 
comments completed. 

KEMPER, J. S Philadelphia Electric Co. 84/05/31. SCHWENCER, A. 
Licensing Branch 2. 55pp. 24747:202. 24X Fiche: 50-352, 84/05/31. 

8406070102. 


8406110069 Notification of 840606 meeting w/util in Bethesda,MD to 
discuss status Si revieu schedule for open Si confirmatory SER 
items V. plans for completion of plants. 

MARTIN, R. E. Licensing Branch 2. 84/06/05. SCHWENCER, A. Licens: 

Branch 2. 6pp. 24896:337. 24X Fiche: 50-352, 84/06/05, 8406110069. 


8406110344 Forwards requested addl info to complete review of respoi 
to questions re control sys failure evaluation analyses St 
info to close SER Open Item 13. 

KEMPER, J. Philadelphia Electric Co. 84/06/05. SCHWENCER, A. 
Licensing Branch 2. 8pp. 24868:081. 24X Fiche: 50-352, 84/06/05, 

8406110344. 


8406110298 Forwards preservice insp program relief request from ASME 
Boiler S Pressure Vessel Code to support resolution of SER 
Confirmatory Issue 12. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/06. SCHWENCER, A. 
Licensing Branch 2. 26pp. 24870:278. 24X Fiche: 50-352, 84/06/06, 

8406110298. 


8406120367 Forwards revised FSAR Tables 3.2-1 Si 3.2-2 providing add] 
info describing compliance w/Rev 3 to Reg Guide 1.26 St 
codes Si stds used in const. SER (NUREG-0991) Confirmatory 
Issue 1 closed. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/07. SCHWENCER, A. 
Licensing Branch 2. 17pp. 24893:337. 24X Fiche: 50-352, 84/06/07, 

840612036 7. 


8406130074 Forwards addl info to close SER Confirmatory Issue 28 re 
isolators for redundant reactivity control sys Sc Love Model 
106 process signal converter isolator, per 840524 telcon. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/07. SCHWENCER, A. 
Licensing Branch 2. 5pp. 24915:118. 24X Fiche: 50-352, 84/06/07, 

8406130074. 


8406210082 Forwards Mechanical Engineering Branch request for addl 
info re SER confirmatory issues concerning startup test spec 
for balance of plant p i p ing , suppress ion pool hydrodynamic 
load reconciliation Si stiff clamps. 

SCHWENCER, A. Licensing Branch 2. 84/06/11. BAUER, E. G. 

Philadelphia Electric Co. 5pp. 25114:338. 24X 

Fiche: 50-352, 84/06/1 1 , 8406210082. 


8406200150 Forwards Rev 4 to "Pump Si Valve Inservice Testing Program 
Rev incorporates changes to exceptions Si clarifications re 
interpretation of code requirements. SER Confirmatory Issue 6 
closed. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25045:012. 24X Fiche: 50-352, 84/06/15, 

8406200150. 


8406260146 Discusses upward setpoint drift on Target Rock Model 7567 
two-stage main steam/safety relief valves, per SER 
< NUREG-0991 ). Caused by bonding between pilot disc St seat Si 
lack of clearance between pilot Sc labyrinth seal. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/22. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25142:022. 24X Fiche: 50-352, 84/06/22, 

8406260146. 


F. Security, medical, emergency St fire protection plans 


8406200122 Forwards public version of revised emergency implementing 
procedures, inc lud ing EP-102 re unusual event response, EP-103 
re alert response Si EP-104 re site emergency response. W/ 

JM Felton 840612 memo. 

COONEY, M. J. Philadelphia Electric Co. 84/05/04. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
)pp. 25052:197. 24X Fi c h e: 50-352, 84/05/04, 8406200122. 


DOCKETED ITEMS 


106200125 Public version of revised emergency implementing procedures/ 
including EP-102 re unusual event resp onse< EP-103 re alert 
response, EP-104 re site emergency response i> EP-105 re 
general emergency response 

* Philadelphia Electric Co. 84/04/02. 116pp. 25052:201. 24X 

Fiche: 50-352, 84/05/04, 8406200122. 


S>040235 Forwards FEMA Regional Assistance Committee 840427 informal 
valuation of offsite radiological emergency response plan, 
apt is addendum to 840508 interim findings. 

RIMM. R.W. Federal Emergency Management Agency. 84/05/25. 

3RDAN, E. L. Division of Emergency Preparedness i Engineering 

esponse (Post 830103) 2pp. 24794:291. 24X F i c h e 50-352, 84/05/25, 

406040235. 


406040237 "Informal Evaluation of Offsite Radiological Emergency 
Reponse Plans Site-Specific to Limerick Generating Station." 

* Federal Emergency Management Agency. 84/04/27. 24pp. 

24794:293. 24X Fiche: 50-352, 84/05/25, 8406040235. 


bl 10297 Forwards "Evacuation Time Estimates for Limerick Generating 
bation Plume Exposure Emergency Planning Zone, " dtd May 
?84. Related correspondence. 

INNER, T. B. Conner it Wetterhahn. SB 558. 84/06/06. BRENNER, L. 

iomic Safety and Licensing Board Panel. 247pp. 24869:346. 24X 

Lche: 50-352, 84/06/06, 8406110297. 


■>150108 Forwards addendum to FEMA 840515 interim findings on offsite 
idiological emergency response p Ians. Related 
irresp ondence 

3GLER, B. H. Hearing Branch 2. DSB 630. 84/06/08. BRENNER, L. 

:omic Safety and Licensing Board Panel. 27pp. 24942: 316. 24X 

.che: 50-352, 84/06/08, 8406150108. 


>190077 Notification of 840613 meeting w/util in Bethesda,MD to 
.scuss scheduling of implementation of fire protection 
■og ram. 

kRTIN, R. E. Licensing Branch 2. 84/06/08. SCHWENCER, A. Licensing 

•anch 2. 5pp. 25036:355. 24X Fiche: 50-352, 84/06/08, 8406190077. 


>210065 Discusses evaluation of local offsite emergency response 
ans. Plans inadequate. Requests coordination ui/state it local 
anning authorities to correct plan def i c i enc i es . FEMA 
formal evaluation it forwarding ltr encl. 

HWENCER, A. Licensing Branch 2. 84/06/11. BAUER, E G. 

iladelphia Electric Co. 5pp. 25091:097. 24X 

che: 50-352,84/06/11, 8406210065. 


il80300 Rev O to Emergency Plan Implementing Procedure EP-120, "Site 
iergency Coordinator. " Rev 3 to "Emergency Plan Procedure 
dex" enc 1. W/840612 ltr. 

Philadelphia Electric Co. 84/06/12. 12pp. 24961:153. 24X 

che: 50-352, 84/06/12, 8406180300. 


260023 Forwards "Status of Offsite Emergency Preparedness OL 
views," monthly status rept for May 1984. No projected 
censing delays resulted from FEMA changes, however, 1 is ted 
ckets closely followed. 

RCKS, W. J. Office of the Executive Director for Operations. 
/06/19. PALLADINQ Commissioners. 3pp. 25157:290. 24X 

che: 50-000,84/06/19, 8406260023. 


280024 Forwards results of 831205-09 in-progress audit of detailed 
ntrol room design review (DCRDR ), Requirements of 
REG-0737, Sup p 1 1 not met due to lack of DCRDR basis. 

HWENCER, A. Licensing Branch 2. 84/06/21. BAUER, E.G. 

iladelphia Electric Co. 7pp. 25195:286. 24X 

che: 50-352,84/06/21, B406280024. 


290181 Forwards "Control Room Design Review Final Rept, " per 
ppl l to NUREG-0737. Final validation step not completed, 
dendum rept uill be submitted upon completion of 
lidation. 

MPER, J. S. Philadelphia Electric Co. 84/06/25. SCHWENCER, A. 
censing Branch 2. 2pp. 25200:001. 24X Fiche: 50-352, 84/06/25, 

06290181. 


06290191 "Control Room Design Review, Final Rept. " 

* Philadelphia Electric Co. 84/06/30. 300pp. 25200:003. 24X 

F iche; 50-352, 84/06/25, 8406290181. 


06290198 "BWR Owners Group, Control Room Improvement Committee, Human 
r actors Design Review of Limerick 1 & 2 Control Room, Summary 
Rept. " ’ 

JUNKER, R. S. , ROSS, K. C. , MULLEE, G. R. General Electric Co. 

32/04/06. 109pp. 25200:294. 24X Fiche: 50-352, 84/06/25, 

3406290181. 


G. Adjudicatory correspondence 


8405220434 Forwards correspondence i>. documents re emergency plani 
among a p p 1 i cant, NRC, Commonwea 1 th of PA & other responsible 
govt agencies, per ASLB 820601 order Related correspondence. 
CULLEN, E J. Philadelphia Electric Co. DSB 285 84/05/1S. 

MULLIGAN, M. Limerick Ecology Action. 1,167pp. 24566: 006. 2 J 

Fiche. 50-352, 84/05/18, 8405220484. 


8406040377 Answer opposing Del-Aware Uni imi t e d , Inc 840515 reques 
set aside partial initial decision on supplementary cooling 
uater sys contentions. Certificate of Svc encl. 

CONNER, T B Philadelphia Electric Co. CONNER, T. B. Conner & 
Wetterhahn. DSB 431. 84/05/30 Atomic Safety and Licensinj 

Appeal Panel 17pp. 24302:235. 24X Pi c h e : 50-352, 84/0 5 /3 O, 

8406040377 


8406050342 Restated issues of concern of City of Philadelphia re 
emergency p 1 ann ing . Cer t i f i ca te of Svc encl. 

SMOLEN, H. Philadelph ia, PA DSB 463. 84/05/31. 7pp 24809 

24X Fiche: 50-352, 84/05/31, 8406050342. 


8406050423 Forwards restated issues of concern re emergency plan 
Opportunity to reply to any response filed requested. W/ o 
encl. Related correspondence. 

SMOLEN, H. Philadelphia, PA. DSB 464. 84/05/31. BRENNER > L. , 

COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Pane 
24809:205. 24X Fi c h e : 50-352, 84/05/31 , 8406050423. 


8406060442 Answer opposing Del-Aware 840517 proposed late conten 
re applicant 840509 motion for expedited partial initial 
decision Z>. issuance of low power license Contentions should 
be denied & action taken against Del-Aware. 

CONNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner & 
Wetterhahn. DSB 487. 84/06/01. 11pp. 24667:112. 24X 

Fiche: 50-352, 84/06/01, 8406060442. 


— 8406060444 Answer opposing Friends of the Earth 840518 motion 
admission of neu late contentions re applicant 840509 motion 
for expedited partial initial decision i. issuance of low 
power 1 icense. Certif i cate of Svc encl. 

CONNER, T. B. Philadelphia Electric Co. 84/06/01. 11pp. 

24667:123. 24X Fi c h e : 50-352, 84/06/01 , 8406060442. 


8406060448 Forwards Court of Common Pleas of Bucks County 0-40529 
opinion & order rejecting position that agreement between 
util it NWRA void which appeared in 840530 answer to request 
by Del-Aware to set aside partial initial decision. 

CONNER, T. B. Conner it Uetterhahn. CONNER, T. B. Philadelphia E 
Co DSB 488. 84/06/01. K0HL,C.N. , EDLES, G. J. , GOTCHY, R- L. 

Safety and Licensing Appeal Panel. 45pp. 24667:201. 24X 

Fiche: 50-352, 84/06/01, 8406060448. 


8406060064 Memorandum it order on Commonwealth request for 
reconsideration of 840420 ruling on admissibility of 
Conmonwealth-1 . ASLB adheres to denial of Commonwealth— i that 
alleges record dosimeters required. Served on 840605. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 480. 
84/06/04. 8pp. 24660:078. 24X Fi c he : 50-352, 84/06/04, 84 0 6 060 


8406060069 Response opposing Del-Aware 840515 motion to sat; as id 
partial initial decision on environ effects of supplementary 
cooling water sy s. Cer t i fi cate of Svc encl, 

WILCOVE, M. N. Hearing Branch 2. DSB 471. 84/06/04. 12pp. 

24661 : 037. 24X Fiche: 50-352, 84/06/04, 8406060069. 


8406060081 Response to MI Lewis 840514 resubmittal of Citizens fi 
in Northeast financial qual if ication content ion. ASLB 
abeyance on ruling until issuance of Commission statement; o-f 
policy recommended. Certif icate of Svc encl. 

WRIGHT, N. A. Hearing Brinch 2. DSB 469. 84/06/04. Atomic 

and Licensing Board Panel. 5pp. 24661:272. 24X 

Fiche: 50-352, 84/06/04, 8406060081. 


8406060137 Answer to City of Philadelphia 840518 revised issues 
concern re offsite emergency p lann ing. Cert if icate of Svc 
enc l. 

VOGLER, B. H. , WRIGHT, N. A. Hearing Branch 2, DSB 470. 84/06/C 

8pp. 24658:214. 24X Fic h e : 50-352, 84/06/04, 8406060137. 


8406060146 Notifies that applicant does not intend to sup p 1 ansu 
City of Philadelphia 840531 restated issues of concern in 
area of emergency planning. 

CONNER, T. B. Conner «k Wetterhahn. CONNER, T. B, Philadelphia E 
Co. DSB 483. 84/06/04. BRENNER, L. , MORRIS, P. A. , COLE,R. F. 

Safety and Licensing Board Panel. 2pp. 24658:222. 24-X 

Fiche: 50-352, 84/06/04, 8406060146. 


>60397 Answer opposing City of Philadelphia 840518 revised issues 
concern re ingestion pathway emergency planning zone & 

: ect on City Certificate of Svc encl 

JNER, T. B. Philadelphia Electric Co CONNER. T. B. Conner St 

;terhahn DSB 490. 84/06/04. 18pp. 24666 293. 24X 

:he: 50-352. 84/06/04, 8406060397. 


>703 1 5 Response to revised issues of concern of city of 
.ladelphia re emergency p 1 anning . C i ty revised issues not 
iropriate for litigation in instant proceeding. Certificate 
Svc encl. 

IKIN. Z. G. Pennsy 1 vania , Commonwealth of,. DSB 526 84/06/04 

ip. 24850:001. 24X Fi c h e : 50-352, 84/06/04, 840607031 5. 


>60073 Order permitting City of Philadelphia to reply to answers to 
: site emergency planning issues. Reply must be received by 
>613. Courtesy notification encl. Served on 840605. 

INNER, L. Atomic Safety and Licensing Board Panel DSB 479. 

06/05. Philadelphia, PA. 4pp. 24661:049. 24X 

he : 50-352, 84/06/05, 8406060073. 


160421 Forwards requested transcript pages of 840531 hearing re 
'rgency planning implementing procedures. Related 
resp ondence. 

IGDON, A. P. Hearing 3ranch 2. DSB 501. 84/06/05. ELLIOTT, C. W. 

ise & Poswisti 1 lo 12pp. 24667:045 . 24X Fi c h e : 50-352, 84/06/05, 

•6060 421 . 


•60428 Order deferring ruling on financial qua 1 i f icat i on s 
tention proposed by Citizens Against Nuclear Energy. 

Mission will issue neu policy statement in near future, 
ved on 840606. 

INNER, L. Atomic Safety and Licensing Board Panel. DSB 508. 
06/05. Ip. 24666:351. 24X Fiche: 50-352, 84/06/05, 8406060428. 


1.604 38 Response in opposition to Del-Aware 840516 proposed 
tention re lou power operation. Motion should be denied, 
tificate of Svc encl. 

COVE, M. N. Hearing Branch 2. DSB 300. 84/06/05. Atomic Safety 

Licensing Board Panel. 9pp. 24667:103. 24X 

he: 50-352, 84/06/05, 8406060438. 


10022 Forwards remaining refs to NRC staff testimony re City Issue 
filed w/ASLB on 840604. W/o encl. Related correspondence. 

LER, B. H. Hearing Branch 2. DSB 547. 84/06/06. BRENNER, L. , 

E, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
24874:229. 24X Fi c h e : 50-352, 84/06/06, 8406 1 10022 


10297 Forwards "Evacuation Time Estimates for Limerick Generating 
tion Plume Exposure Emergency Planning Zone," dtd May 
4. Related correspondence. 

NER, T. B. Conner St Wetterhahn, CONNER, T. B. Philadelphia Electric 
DSB 558. 84/06/06. BRENNER, L. , COLE, R. F. Atomic Safety and 

easing Board Panel. 247pp. 24869:346. 24X Fi che : 30-352, 

06/06, 8406110297. 


50104 Response opposing Friends of the Earth 840518 motion in 
osition to applicant 840518 motion for expedited partial 
tial decision on lou power license St submission of new 
tentions. Certificate of Svc encl, 

GHT.N. A. Hearing Branch 2. DSB 636. 84/06/07. 14pp. 

42:266. 24X Fiche: 50-352, 84/06/07, 8406150104. 


20159 Proposed findings of fact St conclusions of law in form of 
tial initial decision re Limerick Ecology Action onsite 
rgency planning contentions. 

NER, T. B. , RADER, R. M. Philadelphia Electric Co. CONNER, T. B. 
ner St Wetterhahn. DSB 370. 84/06/08. 54pp. 24889: 137. 24X 

he. 50-352, 84/06/08. 8406120159. 


6120172 Proposed findings of fact & conclusions of law in form of 
artial initial decision t»e Mmericl Ecology Action 
ontention 1-42. Certificate of Svc enel. 

ETTERHAHN, M. J. , NICHOLS, N. N. Philadelphia Electric Co. 

ETTERHAHN, M. J. C o n ner fc We t ter h ahn . 84/06/08. 57pp. 24889:191. 

24X Fiche: 50-352,84/06/08,8406120159. 


20390 Forwards suppl to 840601 1 tr, provid ing correspondence & 
uments among applicant, NRC St State of PA re emergency 
nning. Related correspondence. 

LEN. E. J. Philadelphia Electric Co. DSB 588, 84/06/08. 

LIGAN, M. Limerick Ecology Action. 85pp. 24895:001. 24X 

he: 50-352, 84/06/08. 8406120390. 


50108 Forwards addendum to FEMA 840515 interim findings on offsite 

iological emergency response p Ians. Related 

respondence. 

LER, B, H. Hearing Branch 2 DSB 630 84/06/08. BRENNER, L. , 

RIS, P. A- , COLE, R. F. Atomic Saf&ty and Licensing Board Panel, 
p. 24942.316. 24X Fiche. 50-352, 84/Q6/08, 8406150108. 


8406150354 Transmittal of notion to reopen asbestos question St use < 
judgment by Boyer & Wetterhahn & motion to reopen 
reconsideration on Air S. Water Pollution Patrol Contention 
VI — I. W/ svc list 

ROMANO, F R Air and Water Pollution Patrol. DSB 672 84/06/08. 

Ip. 24955 252. 24X Fi ch e : 50-352, 84/06/08, 8406150354. 


— 8406150355 Motion to reopen asbestos question St use of judgment bi 
Boyer 8-. Wetterhahn 

ROMANO, F. R Air and Water Pollution Patrol. 84/06/08. Atom: 
Safety and Licensing Board Panel 3pp. 24955:253. 24X 

Fiche 50-352, 84/06/08. 8406150354. 


— 8406150358 Motion to reopen reconsideration on Air St Water Pollut: 
Patrol Contention VI-I. 

ROMANO, F R. Air and Water Pollution Patrol. 84/06/08. Atom: 
Safety and Licensing Board Panel 3pp. 24955:256. 24X 

Fiche: 50-352, 84/06/08, 8406150354 


8406140118 Notice of revised onsite emergency planning implementing 
procedures. W/o procedures. W/Certif icate of Svc. 

CONNER, T. B Philadelphia Electric Co. CONNER, T. B. Conner St 
Wetterhahn. DSB 625 84/06/11. Atomic Safety and Licensing Bt 

Panel. 5pp. 24927:352. 24X Fi c h e . 50-352, 84/06/1 1 , 84061401 18. 


8406150338 Motion to withhold final decision re AWPP Contention Vl-3 
pending reinsp of independent measurement described in 
840608 motion. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 669. 84/06/11. 

Atomic Safety and Licensing Board Panel. Ip. 24976:216. 24X 

Fiche: 50-352, 84/06/11. 8406150338. 


8406150302 Reply to separate answers of Commonwealth of PA, applicant 
NRC to City of Philadelphia revised issues re emergency 
p lanning . Certificate of Svc encl. 

SMOLEN, H. Philadelphia, PA. DSB 678. 84/06/12. 20pp. 24956: 

24X Fiche: 50-352, 84/06/12, 8406150302. 


B4061 50340 Forwards reply to separate answers of Commonwealth of 
PA. applicant St staff to city revised issues in area of 
emergency planning. W/o encl. Related correspondence. 

SMOLEN, H, S. Pennsy lvania, Commonwealth of,. DSB 677. 84/06/12. 

BRENNER, L. , COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing B< 
Panel. Ip. 24955:351. 24X Fiche: 50-352, 84/06/12, 8406150340. 


8406150143 Answer opposing Friends of the Earth 840518 supplemental 
motion for admission of new, late contentions re applicant 
motion for expedited partial initial decision St issuance of 
low power 1 i cense. Cert i f i cate of Svc encl. 

CONNER, T. B. Philadelphia Electric Co. CONNER, T. B. Conner St 
Wetterhahn. DSB 649. 84/06/13. Atomic Safety and Licensing B< 

Panel. 8pp. 24954:221. 24X Fic h e : 50-352, 84/06/13, 8406150143. 


8406220260 Forwards Commission Financial Qual if ications Statement oi 
Policy published in FR on 040612. Re lated correspondence. 

WRIGHT, N. A. Hearing Branch 2. DSB 809. 84/06/14. LEWIS, M. I. 

Lewis, M. 5pp. 25088:099. 24X Fiche: 50-352, 84/06/14, 8406220260. 


8406180432 Advises that time for Commission to review ALAB-765 expii 
Commission declined review. Dec ision became final agency 
action on 840608. Served on 840618. 

CHILK, S. J. Commissioners. DSB 696. 84/06/15. Atomic Safety , 

Licensing Board Panel. lp. 24978:144. 24X Fiche: 50-352, 84/06/1! 

8406180432. 


8406220197 Forwards cross-examination plans for City of Philadelphi, 
Issue 15. W/o encl. Related correspondence. 

VOGLER, B. H. Hearing Branch 2. DSB 802. 84/06/15. BRENNER, L. , 
MORRIS, P. A, , COLE, R. F. Atomic Safety and Licensing Board Panel. 
25082' 005. 24X Fiche: 50-352, 84/06/15, 8406220197. 


8406200343 Response opposing Air & Water Pollution Patrol (AWPP) 84< 
second motion for reconsideration of denial of contention re 
asbestos in cooling towers. AWPP has not shown how Board 
failed to adequately deal w/c ontention. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conn 
Wetterhahn. DSB 764. 84/06/18. 3pp. 25051:047. 24X 

Fiche: 50-352, 84/06/18, 8406200343. 


— 8406200346 Answer opposing Air St Water Pollution Patrol (AWPP) 84 
motion to reopen reconsideration re Contention VI-1. AWPP 
basis for motion relies on util 840521 ltr which fails to 
support requested relief. 

WETTERHAHN, M. J. Ph ilad elph ia Electr ic Co. WETTERHAHN, M. J. Co 
U Wetterhahn, 84/06/18. 3pp. 25051:050. 24X 

Fiche: 50-352, 84/06/18, 8406200343. 


— 8406200349 Transmittal of cross-examination plan of staff witness 
Contention CITY-15 per ASLB 840420 order. 

WETTERHAHN, M. J. Ph i lad e 1 p h ia El ec tr i c Co. WETTERHAHN, M. J. Co 
St Wetterhahn. 84/06/18. lp. 25051:053. 24X 

P4 rh.' HO-3SS*. R4/06/18, 8406200343. 
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— 8406200353 Motion to strike Friends of the Earth 840606 rebuttal to 
applicant reply findings on Contentions V-3a Z> V-3b. 

WETTERHAHN, M. J. Philadelphia Electric Co WETTERHAHN, M J Conner 
5t Wetterhahn. 84/06/18. Atomic Safety and Licensing Board 
Panel. 3pp. 25051:054. 24X Fiche: 50-352, 84/06/18, 8406200343 


— 8406200356 Response opposing Air it. Water Pollution Patrol 840611 motion 
to withhold final decision on Contention VI-1 re GA. 

Certificate of Svc end 

WETTERHAHN, M J. Ph i 1 ad e 1 p h 1 a El ec tr i c Co. WETTERHAHN, M J Conner 
it Wetterhahn. 84/06/18 Spp 25051:057. 24X 
Fiche: 50-352. 84/06/18, 8406200343. 


3406270063 Proposed findings of fact re onsite emergency planning 
contentions 

FERKIN, Z. G. Pennsy lvania. Commonwealth of.. DSB 899 84/06/19. 

36pp. 25160:029. 24X Fi ch e 50-352, 84/06/ 19, 8406270063. 


3406270106 First set of interrogatories %r request for production of 
documents on Limerick Ecology Action admitted offsite 
emergency planning eonten t i ons. Not i c e of appearance for M 
Mulligan it svc list end. Related correspondence 

* Limerick Ecology Action. DSB 897. 84/06/21. Philadelphia 

Electric Co. 15pp. 2516 0:001 24X Fiche. 50-352, 84/06/21 , 

8406270106. 


—8406270114 Proposed findings of fact it conclusions of law in form of 
partial initial decision re Limerick Ecology Action 
Contention 1-42 concerning environ qual if ication of 
electrical equipment. 

MULLIGAN, M Limerick Ecology Action 84/06/21. 13pp. 25160:016. 

24X Fiche: 50-352, 84/06/21 . 8406270106 


3406290039 Proposed findings of fact & conclusions of law in form of 
partial initial decision re Limerick Ecology Action onsite 
emergency planning c ontent i ons. Cer t i fi cat e of Svc end. 

ELLIOTT, C. W Limerick Ecology Action. DSB 933. 84/06/21. 61pp. 

25198:043. 24X Fich e : 50-352. 84/06/21, 8406290039. 


>406250242 Order correcting schedule for proposed findings on NEPA 
severe accident contentions. Served on 840622. 

BRENNER, L Atomic Safety and Licensing Board Panel. DSB 820. 
84/06/22. Philadelphia Electric Co 2pp 25119:284. 24X 
Fiche: 50-352, 84/06/22. 8406250242. 


1406290030 First set of interrogatories k request for production of 
documents on Limerick Ecology Action admitted offsite 
emergency planning c ontent i ons. Cer t i fi cat e of Svc end. 

Related correspondence. 

MULLIGAN, M. Limerick Ecology Action DSB 921. 84/06/22. 

Pennsylvania, Commonwealth of,. 14pp. 25198: 188 24X 

Fiche: 50-352, 84/06/2?, 8406290030. 


:406270285 First set of interrogatories i>. requests for production of 
documents to Limerick Ecology Action i>. Friends of the Earth 
re offsite emergency planning contenti ons. Cert if icate of Svc 
end. Related correspondence. 

RADER, R.M. Philadelphia Electric Co. RADER, R. M. Conner & 
Wetterhahn. DSB 906. 84/06/25 Limerick Ecology Action. 23pp. 

25169:075. 24X Fiche: 50-352, 84/06/25, 8406270285. 


Q Inspection reports, IE Bulletins t correspondence 


8406190001 F01A request for documents re most recent SALP perform 
during facility const activities from 830901 to present. 
WARNER. F Mercury, Pottstown, PA 84/04/26 NRC - No Detai 

Affiliation Given. Ip 25032 271 24X F i c h e . 50-352, 84/04/26, 

8406190001 


8406050162 Forwards IE Insp Repts 50-352/84-19 & 50-353/84-06 on 
840401-30 it notice of violation. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/0: 
KEMPER. J S Philadelphia Electric Co 2pp. 24 8 4 5 : 046 . 24X 

Fiche: 50-352, 84/05/21, 8406050162 


— 8406050168 IE Insp Repts 50-352/84-19 it. 50-353/84-06 on 840401- 
Violations noted : fa i 1 ur e to provide formal method for 
handling discrepant conditions re bldg turnover i terns it 
failure to revise drawings affected by HPCI Design Change 5. 
CHAUDHARY, S. K. , WIGGINS, J. T , CONNER, E. L Region 1, Office t 
Director 84/05/17 16pp. 24845.052. 24X Fi c h e : 50-352, 84/ 

8406050162 


8406190002 Responds to FOIA request for documents re facility Fet 
SALP rept. Forwards documents listed in app.LPDR in 
Pottstown, PA should be contacted for addl info. 

FELTON, J. M. Division of Rules and Records. 84/05/24. WARNER, 
Mercury, Pottstown, PA. 2pp. 25032:272. 24X Fi c h e: 50-352, 84/ 

8406190002 


— 8406190004 Notifies of trigger date for preparing inputs to fac 
SALP for Dec 1982 - Nov 1983, per 821008 Instruction 0501.5. 
SALP input responsibility it related info end. 

CONNER, E. L Division of Project it Resident Programs 83/10; 

KEIMIG, R. R Division of Project t- Resident Programs. 39pp. 

25032 274 24X Fi c h e : 50-352, 84/05/24, 8406190002. 


— 8406190006 Notification of Significant Licensee Meeting 84-12 t 
w/util in Limerick. PA to discuss SALP 

CONNER, E Region 1. Office of Director. 84/02/01. Regior 
Office of Director. Ip 25032:313. 24X Fic he 50-352, 84/05/ 
8406190002 


— 8406190008 Comments on SALP, per 840224 mee t i ng . Ac t i on taken to 
preoperational effort i>. to provide coordinated approach to 
readiness for fuel loading. 

KEMPER, J. S Philadelphia Electric Co. 84/03/14 MURLEY, T. E 
Region 1, Office of Director. 3pp. 25032:333. 24X 

Fiche 50-352, 84/05/24, 8406190002. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Cental 
Spray Sys " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. t 

York, Inc 124pp. 24861:201 24X Fi c he : 50-000 , 84 /05/25. 8405; 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co, ( 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000 , 84 /05/25, 8405! 


406290107 Response to 840612 financial qua 1 if i cat ion statement of 
policy & motion for certification of financial 
qualif ications eonten t i ons. W/Cert i f i ca te of Svc. 

LEWIS, M. I. Lewis, M. LEWIS. M. I. Citizen Action in the Northeast. 
DSB 917. 84/06/25. Atomic Safety and Licensing Board Panel. Ip. 

25197:146. 24X Fiche: 50-352, 84/06/25, 8406290107. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc 1: 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. i 

York, Inc. 122pp. 24879 342. 24X Fi c he: 50-000, 84/05/30, 84051 


Insurance i: indemnity information 


406140154 Forwards declaration sheet of NELIA Policy NF-284 it 
certificates of insurance for MAELU Policy M-98 it. NFLIA 
Policy N-98. 

BRADLEY, E J. Philadelphia Electric Co. 84/06/11. SALTZMAN, J. 

Assistant Director for State it. Licensee Relations, 15pp. 24926:221. 

24X Fiche. 50-352,84/06/11, 8406140154. 


Utility Final Safety Analysis Report (FSAR ) it amends 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list 
JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/11. Consolidated Edison Co. i 

York, Inc 100pp. 25050.244. 24X Fi c h e : 50-000, 84/06/01 , 84061 


8406050012 IE Info Notice 84-42, "Equipment Availability for Com 
During Outages Not Covered by Tech Specs. " Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. i 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000 , 84/06/05, 84061 


106190252 Forwards Certificate of Svc 
FSAR, per DG Eisenhut 810706 ltr. 


e distribution of Rev 32 to 


8406110298 Forwards preservice insp program relief request from > 
Boiler & Pressure Vessel Code to support resolution of SER 
Confirmatory Issue 12. 


060336 IE Info Notice 84-44, "Environ Qua 1 1 f i cat 1 on Testing of 
ckbestos Cables. " Svc list end. 

RDAN.E-L- Division of Emergency Preparedness * Engineering 

sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

rk , Inc 120 pp. 25049 273. 24X Fi c h e : 50-000, 84/06/ 08, 8406060336 


080176 IE Info Notice 84-45, "Reversed Differential Pressure 
strument Sensing Lines. " Svc list end. 

RDAN, E L. Division of Emergency Preparedness & Engineering 

sponse (Post 830103). 84/06/11 Consolidated Edison Co. of New 

r k, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060801 76. 


380173 IE Info Notice 84-46, "Circuit Breaker Position 
rification " Svc list encl. 

RDAN, E- L. Division of Emergency Preparedness V. Engineering 

sponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

rk, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 8406080173. 


130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
sctrical Terminal Blocks. " Svc list encl. 

(DAN, E. L. Division of Emergency Preparedness & Engineering 

sponse (Post 830103). 84/06/15 Consolidated Edison Co. of New 

• k. Inc. 122pp. 25049.033. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406 13031 5. 


L 80353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Ives. " Svc list encl. 

(DAN, E. L. Division of Emergency Preparedness & Engineering 

sponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

• k, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Llure. 11 Svc list encl. 

(DAN, E. L. Division of Emergency Preparedness & Engineering 

iponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

•k, Inc. 118pp. 25535 286. 24X Fi c h e : 50-000, 84/06/ 18, 8406180360. 


190327 IE Info Notice 84-50, "C lar if i ca t i on of Scope of QA Programs 
•Transport Packages Pursuant to 10CFR50, App B. " Svc list 

: 1 . 

!DA.N, EL. Division of Emergency Preparedness & Engineering 

iponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

•k, Inc. 63pp. 25535:041. 24X F ic h e : 50-000, 84/06/21 , 84061 90327 


>riodic operating reports & related correspondence 


>60023 Forwards "Status of Offsite Emergency Preparedness OL 
dews, " monthly status rept for May 1984. No projected 
:ensing delays resulted from FEMA changes, however, listed 
:kets closely followed. 

ICKS.W.J. Office of the Executive Director for Operations. 
'06/19. PALLADINO Commissioners. 3pp. 25157:290. 24X 

:he: 50-000, 84/06/19 , 84 0 6 2 6 0023. 


(portable occurrences, LERs & related correspondence 


>10313 Supplemental Part 21 rept re possible insulation damage to 
ictrical cables mfg by Rockbestos Co. Initially reported on 
1511. Certain reels on production records not shipped or 
pped on non-Class IE purchase orders. 

ILEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
ice of Inspection and Enforcement. 5pp. 24756:349. 24X 

he: 50-000, 84/05/22, 840 60 1 0313. 


'aring transcripts on n on-ant i trus t matters 


140044 Transcript of 840529 hearing in Ph i lad e 1 p h ia, P A. P p 11,612- 
705. 

Atomic Safety and Licensing Board Panel. 84/05/29. 96pp. 

'96:310. 24X Fic h e : 50-352, 84/05/29, 8406040044. 


150118 Transcript of 840530 hearing in Ph i la de 1 p h ia , P A. Pp 11,706- 
901. 

Atomic Safety and Licensing Board Panel. 84/05/30. 198pp. 

115:064. 24 X Fic h e : 50-352, 84/05/30, 84060501 18. 


40234 Transcript of 840531 hearing in Ph i lad e 1 ph ia , P A. P p 11,902- 
995. 

Atomic Safety and Licensing Board Panel. 84/05/31. 96pp. 

'96:134 . 24X Fich e : 50-352, 84/05/31, 8406040234. 


'60083 Transmittal of testimony of BW Bertram, GF Daebeler, 
Guarino.GD Kaiser, S Levine, ER Schmidt, AL Toblin & 
laller re Contention Ci ty-1 5. Cer ti f i cate of Svc encl. 
ated correspondence. 

HOLS,N.N. Philadelphia Electric Co. NICHOLS, N. N. Conner it 
terhahn. DSB 466. 84/06/04. 5pp. 24661:210. 24X 

he: 50-352, 84/06/04, 8406060083. 


8406060085 Testimony of BW Bartram, GF Daebeler, CF Guarino, GD Kaise 
® Levine, ER Schmidt, AL Toblin St R Waller on Contention City- 
15 re c ontaninat i on of liquid pathways. Prof qua 1 i f ica t ions 
encl. 

BARTRAM, B. W. , DAEBELER, G. F. , GUARINO, C. F Philadelphia Electric 
Co. 84/06/04. 57 p p 24661 215. 24X Fi c h e : 50-352, 84/06/04, 

8406060083. 


8406060446 Forwards testimony of S Acharya, M Fliegel.RG Wescott it 
JC Lehr re City of Philadelphia Issue 15 LG Hulman will be 
present at hearing as back-up witness LG Hulman prof 
qua 1 if i c a t i ons encl Related correspondence. 

VQGLER, B. H. Hearing Branch 2. DSB 505 84/06/04. BRENNER, L. , 

COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
4pp. 24667:134. 24X Fi c h e : 50-352, 84/06/04, 8406060446. 


•8406060449 Testimony of S Acharya on responses to City of Philadel 
Contention 15 re FES. Prof qual i f i cat ions encl. 

ACHARYA, S. Accident Evaluation Branch. 84/06/04. 16pp. 

24667:138. 24X Fi c h e : 50-352, 84/06/04, 8406060446. 


— 8406060451 Testimony of JC Lehr on responses to City of Philadelph 
Issue 15 re FES. Prof qual i f ications encl. 

LEHR, J. C. Environmental it Hydrologic Engineering Branch. 
84/06/04. 19pp. 24667:154. 24X Fi c h e : 50-352, 84/06/04, 84060604 


8406060454 Testimony of RG Wescott St M Fliegel on responses to Cit 
Philadelphia Contention 15 re FES. Prof qua 1 if i cat ions encl. 
WESCOTT, R. G. , FlIEGEL, M. Environmental St Hydrologic Engineering 
Branch. 84/06/04. 23pp. 24667:173. 24X Fic he: 50-352, 84/06/04 

8406060446. 


8406130316 Transcript corrections for transcript dtd 840511, Pp 11,07 
1 1 , 088. Cer t i f i cate of Svc encl. 

BUSH, M. W. Philadelphia, PA. DSB 609. 84/06/08. 4pp. 24919:192 

24X Fic he: 50-352- 84/06/03, 8406130316. 


8406140094 Transmittal of corrected testimony of BW Bartram, GD Kaise 
CF Daebeler, CF Guarino, S Levine, ER Schmidt, AL Toblin it 
R Waller re Contention City-15. Certificate of Svc encl. 

Related correspondence. 

WET TERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conne 
Wetterhahn. DSB 629 84/06/12. 5pp. 24927:294. 24X 

Fiche: 50-352, 84/06/12, 8406140094. 


— 8406140098 Corrected testimony of BW Bartram, GF Daebeler, CF Guarin 
ED Kaiser.S Levine, ER Schmidt, AL Toblin & R Waller re 
Contention City-15. 

BARTRAM, B. W. , DAEBELER, G. F. , GUARINO, C. F. Philadelphia Electric 
Co. 84/06/12. 47pp. 24927:299. 24X Fi c h e : 50-352, 84/06/12, 

8406140094. 


8406250122 Transcript of 840619 hearing in Ph i ladelph ia, PA. Pp 11,996 
12, 103. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/19. 184pp. 

25121:028. 24X Fiche: 50-352, 84/06/19, 8406250122. 


8406250187 Transcript of 840620 hearing in Ph i ladelphia, PA. P p 12,104 
12, 313. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/06/20. 279pp. 

25123:151. 24X Fiche: 50-352, 84/06/20, 8406250187. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A Application/construction stage documents it correspondence 


8406020440 Notification of 840530 meeting w/util in King of Prussia, 
to review full flow test line design for core spray sys. 

DURR, J. P. Region 1, Office of Director. 84/05/25. Region 1, 
Office of Director. 2pp. 24769:355. 24X Fiche: 50-354, 84/05/25, 

8406020440. 


8406050428 Forwards State of NJ pollutant discharge elimination sys 
permit renewal application for facility, per agreement in 
response to Question E291 . 22. Renewal application submitted 
to State of NJ Dept of Environ Protection on 840511. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey. 
84/05/29. SCHWENCER, A. Licensing Branch 2. 100pp. 24842:191. 

Fiche: 50-354, 84/05/29, 8406050428. 


8406200088 Notification of 840626-28 meetings ui/util it Bechtel in 
San Francisco, CA to discuss open items identified in 
Instrumentation & Control Sys Branch review of facility OL 
application. 

WAGNER, D. H. Licensing Branch 2. 84/0“6/08. SCHWENCER, A. Licens 

Branch 2. 4pp. 25053:065. 24X Fiche: 50-354, 84/06/08, 8406200088. 


276 


DOCKETED ITEMS 


8406250004 Requests re^ieu of FSAR Amend 5 outstanding GA items & 
proposed date for meeting in Bethesda. MD to resolve items. 

SC HUNGER) A Licensing Branch 2 84/06/12. Public Service 

Electric t Gas Co of New Jersey 6pp. 25154:060. 24X 

Fiche: 50-354, 84/06/12. 8406250004. 


8406260541 Summary of 840502 meeting w/util £ Conner l. Wetterhahn in 
Salem, NJ re items resulting from review of QL 
application in personnel qual i f ications section. 

WAGNER, D H Licensing Branch 2. 84/06/1? Licensing Branch 2 

16pp. 25158 088 24X Fiche 50-354, 84/06/19. 8406260541 . 


8406230084 Forwards tabulation of FSAR commitments for May 1984 St 
c orresp ond i ng resolution for each commi tment. Response to 
questions which uill be included m Amend 6 to FSAR also 
end. 

MITrL.R L Public Service Electric & Gas Co of New Jersey. 

84/06/20 SCHWENCER. A. Licensing Branch 2. 25pp 25181 027. 24X 

Fiche: 50-354, 84/06/20, 8406280084 


8406190490 Notification of 840621 meeting w/util in Bethesda, MD t 
discuss SER open items re emergency plan. 

WAGNER, D. H. Licensing Branch 2 84/06/08 SCHWENCER, A. Lice 

Branch 2 4pp 25037:342. 24X F l c h e 50-354 , 84/06/08, 84061904 


8406250399 Summary of 84041Q meeting tu/util £. Bechtel in Bethesda 
re fire protection items identified in draft SER 
WAGNER, D H Licensing Branch 2 84/06/19. Licensing Branch 

7pp. 25137:316. 24X F i c h e : 50-354, 84/06/ 19, 8406250399. 


G. Adjudicatory correspondence 


8406190435 Order denying applicant 840412 motion to dismiss prace 
due to alleged lack of bases for contentions Motion 
premature. Served on 840619 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 741. 
84/06/18. Public Service Electric & Gas Co. of New Jersey. 

25025:155. 24X Fi c h e . 50-354 , 84/06/ 1 8, 84061 90435. 


C. Utility Environmental Report (ERL amends St correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8406050093 Forwards responses to Site Analysis Branch 840420 questions 
re environ rept - OL stage. Answers previously submitted per 
telcon List of estimated gross receipts, franchise £. real 
estate taxes end. 

MITTL.R L Public Service Electric £t Gas Co. of New Jersey. 

84/05/29 SCHWENCER. A. Licensing Branch 2. 4pp. 24839:257. 24X 

Fiche: 50-354, 84/05/29, 8406050093 


E. MRC Safety Evaluation Report (SER), suppls St correspondence 


B4O6060275 Forwards list of missing draft SER sections not provided in 
NRC 840306 transmi tta 1. Ut i 1 preparing responses to open 
items it meeting u/staff to resolve issues to support 
issuance of final SER by 841012. 

MITTL.R L. Public Service Electric S< Gas Co of New Jersey. 

84/05/24 SCHWENCER. A. Licensing Branch 2. 3pp. 24657: 139. 24X 

Fiche: 50-354, 84/05/24, 8406060275. 


3406120374 Forwards schedule of suggested meeting dates covering June, 
Jul & Aug 1984 re discussion & resolution of open items in 
draft SER NRC concurrence required for dates. 

MITTL.R. L., DOUGLAS, R. P Public Service Electric ?t Gas' Co. of New 
Jersey. 84/05/31. SCHWENCER, A Licensing Branch 2. 4pp.*. 

24893:288 24X Fi che: 50-354. 84/05/31, 8406120374. 


1406120353 Forwards, for review £c approval, resolutions to listed draft 
SER open items. 

MITTL, R.L , DOUGLAS. R P. Public Service Electric & Gas Co. of New 
Jersey 84/06/01. SCHWENCER, A. Licensing Branch 2. 145pp. 

24894:001. 24X Fiche: 50-354, 84/06/01. 8406120353. 


*0615021? Forwards status of open items identified in Section 1.7 of 
draft SER as of 840604. A tta c h men t 2 identifies draft SER 
sections not yet provided. 

MITTL. R.L. Public Service Electric £,. Gas Co. of New Jersey. 
84/06/08. SCHWENCER. A. Licensing Branch 2. 8pp. 24949:208 24X 

Fiche: 50-354, 84/06/08, 8406150219. 


406190490 Notification of 840621 meeting w/util in Bethesda, MD to 
discuss SER open items re emergency plan 

WAGNER, D.H Licensing Branch 2. 84/06/08. SCHWENCER, A. Licensing 

Branch 2. 4pp. 25037:342. 24X Fiche: 50-354. 84/06/08, 8406190490. 


406210315 Forwards current list providing status of open items 
identified in Section 1.7 of draft SER. Resolutions re draft 
SER Open Item 92, “Triple Flued-Head Containment 
Penetrations" also encl. 

MITTL, R.L. Public Service Electric & Gas Co. of New Jersey. 

84/06/15. SCHWENCER, A. Licensing Branch 2. 102pp. 25057- 001 24X 

Fiche: 50-354, 84/06/15, 8406210315. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contaii 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o 

York, Inc. 124pp. 24861:201. 24X Fi che: 50-000, 84/05/25, 94052; 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. a- 

York, Inc. 127pp. 24830 103. 24X Fi c h e : 50-000,84/05/23,84032* 


8406120443 Submits final response to IE Bulletin 83-06, "Mat Is Su{ 
by Tube-Line Corp. " Tube-Line Corp supplied 24 carbon steel 
flanges installed on emergency diesel generators 8* 578 
fittings received in bulk purchase orders 

MARTIN, T J. Public Service Electric & Gas Co. of New Jersey 
84/05/25. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24892:294. 24X F i c h e : 50-354, 84/05/25, 8406 120443. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc 1 i ; 
encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. ol 

York, Inc. 122pp. 24879:342. 24X Fi che: 30-000, 84/05/30, 84032' 


8406120326 Responds to Generic Ltr 84-11, "Insps of BWR Stainless 
Piping." Items 1-5 inapp 1 i cab 1 e. Preservic e & inservice insps 
for IGSCC will be conducted per ASME Code 1977 edition, 

Summer 1978. 

MITTL, R.L. Public Service Electric & Oas Co. of New Jersey. 
84/05/31. SCHWENCER, A. Licensing Branch 2, 3pp. 24893:106. 
Fiche: 50-354, 84/05/31, 8406120326. 


8406140164 Forwards IE Insp Rept 50-334/84-06 on B40430-0304 & nol 
of violation. 

MARTIN, T. T. Division of Engineering £,. Technical Programs. B4/C 
MARTIN, T. J. Public Service Electric & Gas Co. of New Jersey. 
24926:348. 24X Fi c h e : 30-354, 84/03/3 1 , 8406 1 40164. 


8406140167 Notice of violation from insp on 840430-0304. 

* Region 1, Office of Director. 84/03/31. 3pp. 24926:330. 
Fiche: 50-354, 84/05/31, 8406140164. 


8406140170 IE Insp Rept 30-354/84-06 on 840430-0304. Vio lat ions r 
QC acceptance of improperly installed snubber ?< failure to 
notify QC of removal of previously accepted snubber, 

NARROW, L. , RAVAL, J. H. , DURR, J. P. Region 1, Office of Director 
84/05/30. 7pp. 24926:353. 24X Fich e: 30-354, 84/05/31, 840614C 


k06250399 Summary of 840418 meeting w/util it Bechtel in 
re fire protection items identified in draft SER. 
UAGNER, D. H. Licensing Branch 2. 84/06/19. Licensin 

7pp. 25137:316. 24X Fiche: 50-354, 84/06/19, 8406250399. 


Bethesda, MD 
g Branch 2. 


B406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list t 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 23050:244. 24X Fiche: 50-000, 84/06/01, 840601 


(06260398 Notification of 840628 meeting w/util in Bethesda, MD to 
discuss hydrology open items identified in draft SER Section 
2.4. 1 through 2.4, 15. 

WAGNER, D. H. Licensing Branch 2. 84/06/22. SCHWENCER, A. Licensin* 

Branch 2. 3pp. 25158:025. 24X Fiche: 50-354, 84/06/22, 8406260598 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness <k Engineering 
Response (Post 830103). 84/06/03. Consolidated Edison Co. of 

York, Inc. 120pp. 25030:124. 24X Fi c h e; 30-000, 84/06/05, 84060! 


DOCKETED ITEMS 


3406060336 IE Info Notice 84-44. "Environ Qua 1 i f 1 cat i on Testing of 
Rockbestos Cables. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08 Consolidated Edison Co. of New 

Vor |r, Inc. 120pp. 25049.273. 24X F i c h e : 50-000, 84/06/08. 8406060336 


1406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

y or |f, Inc 123pp. 25049:001. 24X F i c h e : 50-000, 84/06/ 1 1 , 84060801 76 


1406080173 IE Info Notice 84-46. "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co of New 

York, Inc 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


4061303 1 5 IE Info Notice 84-47, "Environ Qua 1 i f i ca t ion Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


4061B0353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi c he : 50-000, 84/06/ 1 8, 8406180353. 


406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA Programs 
for Transport packages Pursuant to 10CFR50, App B. " Svc list 

end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


Reportable occurrences, LERs & related c orresp ond enc e 


406050311 Interim deficiency rept re missing rear structural support 
plates in three motor control ctrs supplied by Eaton Corp. 

Initially reported on 840424. Eaton/Bech tel evaluation in 
progress. Fi nal rept will be submitted by 840629. 

MARTIN, T. J. Public Service Electric St Gas Co. of New Jersey. 

84/05/23. MURLEY, T-E. Region 1, Office of Director. 2pp. 

24815:262. 24X Fic h e: 50-354, 84/05/23, 840605031 1 . 


406120456 Interim deficiency rept re cracked busses on diesel 
generator lube oil pump discharge noi z 1 es. In i t ia 1 ly reported 
on 840425. Bech tel issued Nonconformance Rept 3826 to control 
hardware Also reported per Part 21, Next rept by 840713. 

MARTIN, T. J. Public Service Electric St Gas Co. of New Jersey, 
84/05/25. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24892:280. 24X Fiche: 50-354, 84/05/25, 8406120456. 


406120490 Interim deficiency rept re incorrect installation of four 
generator potential transformer St Basler Electric exciter 
control panels. Initially reported on 840503. Prob lem subj of 
Part 21 rept submitted to Region III by Basler Electric. 

MARTIN, T. J. Public Service Electric St Gas Co. of New Jersey. 
84/06/01. MURLEY, T. E. Region 1, Office of Director. 2pp. 

24891:038. 24X Fiche: 50-354, 84/06/01, 8406120490. 


406120497 Interim potential const deficiency rept re 13 defective GE 
HEA relays due to malfunction in trip force values. Initial ly 
reported on 840502. Rep lac ement relays from GE scheduled for 
Aug 1984. Next rept will be submitted by 840921. 

MARTIN, T. J. Public Service Electric 8< Gas Co, of New Jersey. 

84/06/01. MURLEY, T. E. Region 1, Office of Director. 2pp. 

24890: 274. 24 X Fiche ; 50-354, 84/06/01, 8406120497. 


406120531 Interipn potential const deficiency; reft re ethylene 
Propylene seals on four GH Bettis actuators which may swell 
due to absorbing oils from actuator lubricant, Initially 
reported on 840503. GH Bettis submitted Part 21 rept. 

MARTIN, T. J. Public Service Electric Sc Gas Co. of New Jersey. 
84/06/04. MURLEY, T. E. Region 1, Office of Director. 2pp, 
24891:112. 24X Fich e : 50-354, 84/06/04, 8406120531. 


406260364 PNS-I -84-0 14; on 840620, individual phoned in bomb threat. 
State/local police & US Army Explosives Ordinance Dept 
notified but did not resp ond. Search by guard force proved 
negative 


V. Operator Examinations 


8406260279 Advises that cold license certification training for PS 
completed Certificates for successful completion of programs 
awarded to listed personnel. Si x individuals require addl 
training 

GALAMBACK, J E. General Physics Corp 84/06/04. BUZY, J. NRC - 
Detailed Affiliation Given. 2pp. 25150:044. 24X 

Fiche: 50-354, 84/06/04, 8406260279. 


DOCKET 50-355 HOPE CREtK NUCLEAR STATION, UNIT 2 


S. Reportable occurrences. LERs Sc related correspondence 


8406120490 Interim deficiency rept re incorrect installation of 
generator potential transformer %>. Basler Electric exciter 
control panels Initially reported on 840503. Prob 1 em subj of 
Part 21 rept submitted to Region III by Basler Electric. 
MARTIN, T. J. Public Service Electric St Gas Co. of New Jersey. 
84/06/01 MURLEY, T. E. Region 1, Office of Director. 2pp. 
24891:038. 24X Fiche: 50-354, 84/06/01 , 8406120490. 


8406120497 Interim potential const deficiency rept re 13 defective 
HEA relays due to malfunction in trip force values. Initial ly 
reported on 840502. Rep lac ement relays from GE scheduled for 
Aug 1984. Next rept will be submitted by 840921. 

MARTIN, T. J. Public Service Electric S< Gas Co. of New Jersey 
84/06/01. MURLEY, T E Region 1, Office of Director. 2pp. 
24890:274, 24X Fi ch e : 50-354, 84/06/01 , 8406120497. 


8406120531 Interim potential const deficiency rept re ethylene 
propylene seals on four CH Bettis actuators which may swell 
due to absorbing oils from actuator 1 ubr i cant. In i t ial 1 y 
reported on 840503. GH Bettis submitted Part 21 rept. 

MARTIN, T. J. Public Service Electric 8< Gas Co. of New Jersey. 
84/06/04. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24891:112. 24X Fiche: 50-354, 84/06/04, 8406120531. 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 


8406050335 RO: on 840529, fast transient rod failed to properly inseT 
into core region when air pressure released. Shutdown margin 
available w/rod removed. Ny Ion shock absorber replaced. 

BECK, G. P. , HOPKE, P. K. Illinois, Univ. of, Urbana, IL. 84/06/01. 
Record Services Branch (Document Control Desk). 2pp. 24838:326. 
24X Fiche: 50-151, 84/06/01, 8406050335. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A Ap p 1 i ca t i on/c ons tr uc t i on stage documents & c orresp ondence 


8406010299 Responds to 840504 ltr notifying NRC of intention to 
discontinue preventive maint & QA programs effective 840518. 
Motion for withdrawal of application filed w/ASLB & Region 
III acceptable. 

KEPPLER, T. G. Region 3, Office of Director. 84/05/25. SCHOTT, J. 
Cincinnati Gas & Electric Co. Ip. 24753:223. 24X 

Fiche: 50-358, 84/05/25, 8406010299. 


8406050405 Forwards "Environ Review of Zimmer Site Status for 
Cincinnati Gas %>. Electric Co," in response to NRC 840503 
request for addl info re withdrawal of QL app 1 ication. W/ 
three oversize f i g ures, Ap er tures cards are available in PDR. 
SCHOTT, J. R. Cincinnati Gas 8t Electric Co. 84/06/01. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 12pp. 24841:331 

24X Fiche: 50-358-84/06/01,8406050405. 


— 8406050409 "Environ Review of Zimmer Site Status for Cincinnati G 
Electric Co. " W/two oversize fi gures. Aperture cards are 
available in PDR. 

* Dames $< Moore. 84/05/31. 8pp, 24841:343. 24X 

Fiche: 50-358, 84/06/01 , 8406050405. 


8406260232 Advises that no addl action required by util re 831116 r 
to QA program included in Rev 98 to FSAR, dtd 831028. NRC 
summary of review & info needs encl. 

NORELIUS, C. E. Division of Project & Resident Programs. 84/06/20 
WAGNER, E. J. Cincinnati Gas & Electric Co. 5pp. 25149:207. 24X 

Fiche: 50-358, 84/06/20, 8406260232. 
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DOCKETED ITEMS 


Adjudicatory correspondence 


>6030129 Forwards util B4G601 response to NRC 840503 request for addl 
.nfo re environ review of request to withdraw application 
: or OL Five oversire drawings enc 1. Aperture cards are 
ivailable in PDR. Related correspondence. 

IONNER, T. B. Conner & Wetterhahn. CONNER < T.B. Cincinnati Gas Si 

•lectric Co. DSB 533 84/06/04 FRYE. J. H. , L INENBERGER, G. . 

(OGPER, F. F Atomic Safety and Licensing Board Panel. 24pp. 

14862:003. 24X Fi c h e : 50-358. 84/06/04, 8406080129. 


Financial information 


>5290307 Forwards "Ohio Edison Annual Rept, 1983, " "Toledo Edison Co 
.983 Annual Rept," "Duquesne Light Co Annual Rept, 1983“ & 

'Cleveland Electric Illuminating Co 1983 Annual Rept." 

JOGLEVER, E. J. Duquesne Light Co 84/05/22. DENTON, H. R. Office of 
luclear Reactor Regulation, Director. 2pp. 24691:078. 24X 

: iche: 50-000, 84/05/22, 8405290307 


1405290310 "Ohio Edison Annual Rept, 1983 " 

ROGERS, J. T. Ohio Edison Co. 83/12/31. 44pp. 24710:026. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


>405290320 "Duquesne Light Co Annual Rept, 1983. " 

ARTHUR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710:094. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


1405290323 "Cleveland Electric Illuminating Co 1983 Annual Rept." 
GINN, R. M. Cleveland Electric Illuminating Co. 83/12/31. 43pp. 

24710:134. 24X Fich e : 50-000, 84/05/22, 8405290307. 


Inspection reports, IE Bulletins Z>. correspondence 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list encl. 

QRDAN, E. L. Division of Emergency Preparedness i>. Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility. " Svc list encl. 

ORDAN, E. L. Division of Emergency Preparedness S: Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X Fic h e : 50-000, 84/05/25, 840524031 7 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
nc 1. 

ORDAN, E. L. Division of Emergency Preparedness S: Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879 342. 24X Fic h e : 50-000, 84/05/30, 8405290383 


6010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list encl 
QRDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050 244. 24X Fi c h e : 50-000, 84/06/01, 8406010423. 


6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. 11 Svc list encl. 

QRDAN, E. L. Division of Emergency Preparedness Si Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


6260037 Forwards IE Insp Rept 50-358/84-04 on 840220-0426. Insp 
ovtred status of welding procedure St welder performance 
ualif ications. 

ARNICK, R. F. Region 3, Office of Director. 84/06/05. SCHOTT, J. F. 
incinnati Gas St Electric Co. 2pp. 25165: 061. 24X 

iche: 50-358, 84/06/05, 8406260037. 


406260039 IE Insp Rept 50-358/84-04 on 840220-0426. Ma j or areas 
inspected: activities re const welding procedure St welder 
performance qual i f i ca t i ons . Add 1 actions required to fully 
determine quality of installed welding. 

FORNEY, W. L. Region 3, Office of Director. 84/06/05. 212pp. 

25165:063. 24X Fi c h e : 50-358, 84/06/05, 8406260037. 


£050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
adiation Applicators." Svc list encl. 

RACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressur 
Instrument Sensing Lines " Svc list encl. 

JORDAN, E L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11 Consolidated Edison Co. 
York, Inc 123pp. 25049 001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84C 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/13. Consolidated Edison Co. 
York, Inc. U9pp. 25049.154. 24X Fi c h e : 50-000, 84/06/13. 84C 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i c a t i on Tests c 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 83010:3). 84/06/15. Consolidated Edison Co. 
York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 84C 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Glc 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S < Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc. 118pp. 25536.043. 24X Fi c h e : 50-000, 84/06/ 18, 84C 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Genera 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. 
York, Inc 118pp. 25535.286. 24X Fi c h e : 50-000, 84/06/ 18, 84C 


8406190327 IE Info Notice 84-50, " C 1 ar if i ca t i on of Scope of QA 

for Transport Packages Pursuant to 10CFR50»App B. " Svc list 
encl. 

JORDAN, E. L Division of F.mergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. 

York, Inc. 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/21 , 840£ 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency S. fire protection plans 


8406060148 Requests response to open items identified in encl r 
"Conformance to Reg Guide 1.97 San Onofre Nuclear Generating 
Station Units 2 & 3, " per Suppl 1 to NUREG-0737, wi th i n 60 
days. 

KNIGHTON, G. W. Licensing Branch 3. 84/05/04. BASKIN, K. P. S 

California Edison Co. HOLCOMBE, J. C. San Diego Gas it Electri 
3pp. 24665:289. 24X Fi c h e : 50-36 1 , 84/05/04, 8406060148. 


— 8402280122 "Conformance to Reg Guide 1,97, San Onofre Nuclear 
Station Units 2 it 3. '* 

SJOFFEL, J. W. EG&G, Inc. FINA-6483. 84/02/29. NRC ~h 

Detailed Affiliation Given. 16pp. 24665:292. 24X 

Fiche: 50-361, 84/05/04, 8406060148. 


8406020450 Notification of 840521 meeting w/util in Bethesda.MC 
discuss proposed changes to fire protection Tech Specs. 

ROOD, H. Licensing Branch 3. 84/05/14. KNIGHTON, G. W. Licer 

Branch 3. 2pp. 24769:350. 24X Fi c he : 50-361 , 84/05/14, 84060S 


8406200220 Revised emergency p lan. W/840613 ltr. 

MEDFORD, M. 0. Southern California Edison Co. 84/05/14. MARI 
Region 5, Office of Director. 7pp. 25047: 196. 24X 

Fiche: 50-206, 84/05/14, 8406200220. 


8406050497 Forwards description of changes it Rev 14 to Mar 198) 
physical security p lan. Descr ipti on & rev withheld (ref 
10CFR73. 21 > . 

HAYNES, J. G. Southern California Edison Co. 84/05/23. MARTI 
Region 5, Office of Director. 3pp. 24842:079. 24X 

Fiche: 50-206, 84/05/23, 8406050497. 


8406270102 Forwards IE Insp Repts 50-206/84-08,50-361/84-11 & 
50-362/84-11 on 840307-16 it 0330-0429 it notice of violation. 
Weaknesses exist in discipline exercised by instrument 
technicians performing routine equipment survei 1 lance. 

BISHOP, T. W. Region 5, Office of Director. 84/05/23. BASKIf 
Southern California Edison Co. 2pp. 25175:301. 24X 

Fiche: 50-206, 84/05/23, 8406270102. 


— 8406270112 IE Insp Repts 50-206/84-08,50-361/84-11 Si 50-3<62/t 
840307-16 St 0330-0429. Violation noted : improper completion i 


DOCKETED ITEMS 


06190221 Forwards description of changes it Rev 15 to physical 
security plan. Changes & rev withheld (ref 10CFR73.21). 

HAYNES, J . G. Southern California Edison Co. 84/06/12. MARTIN, J. B 
Region 5, Office of Director. 2pp. 24989:301. 24X 

Fiche: 50-206, 84/06/12, 8406190221 . 


(06260265 Forwards IE Insp Repts 50-361/84-14 it 50-362/84—14 on 
840506-07 if. notice of violation 

SCARANO, R. A. Division of Radiological Safety & Safeguards Program 
84/06/25. BASKIN, K. B. Southern California Edison Co 2pp. 
25150:015. 24X Fi ch e : 5C-361 . B4/06/25, 8406260265 


8406260281 IE Insp Repts 50-361/84-14 «< 50-362/84-14 on 840506-07. 
Violation noted ; f a i l ur e to promptly classify it declare 
unusual event as required by Emergency Plan Implementing 
Procedure S023-VI 1 1-1, Paragraph 2. 

YUI IAS, G. P . , WENSLAWSKI , F, A. Region 5, Office of Director. 

84/05/25. 10pp. 25150:018. 24X Fi c he : 50-361 , 84/06/25, 8406260265. 


Operating license stage documents & correspondence 


06030144 Discusses implementation status of NUREG-0737 required Tech 
Specs St establishes schedule for implementation of 
outstanding Tech Specs, per Generic Ltr 83-37. Tech Specs for 
RCS vents will be submitted by 840401. 

MEDFORD, M □. Southern California Edison Co. 03/12/09. 

KNICHTON. Q. W. Licensing Branch 3. 3pp. 24858:038. 24X 

Fiche: 50-361, 83/12/09, 8406080144. 


060400 76 Submits status of Tech Spec changes proposed by util 
covering reactor coolant pump bypass valve leak tests it 
access to high radiation areas in containment. 

KNIGHTON, G. W. Licensing Branch 1. 84/05/04. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas it Electric Co. 
3pp. 24845:360. 24X Fic he : 50-361, 84/05/04, 8406040076. 


06210299 Forwards three NRC memos that clarify it explain positions on 

gaseous dose calculations, per 840522 meeting St 840524 

telcon. 

MEINKE, W. Radiological Assessment Branch. 84/05/25. CR INI GAN, P. T. 
Baltimore Gas & Electric Co. Ip. 25069:237 . 24X 

Fiche: 50-000, 84/05/25, 8406210299. 


8406210311 Forwards list of plants w/ Tech Specs requiring reporting of 
offsite doses for 1982 it interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D. R. Assistant Director for Radiation Protection. 

83/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 
25069:247. 24X Fi c h e : 50-000, 84/05/25, 840621 0299. 


06120424 Forwards Nuclear Utility Task Action Committee <NUTAC) 
"Vendor Equipment Technical Info Program, " in response to 
Generic Ltr 83-28, Sec t i on 2 2. 2. Actions listed will be 
taken to implement NUTAC approach. 

NAMDY.F. R. Southern California Edison Co. 84/05/31. EISENHUT , D. G. 
Division of Licensing. 3pp. 24890:294. 24X Fiche: 50-206, 84/05/31, 

8406120424. 


06110195 Forwards results of revised fission gas release analysis 
using models acceptable to meet intent of License Condition 
2. C (6) re high burnup fission gas release, per 840507 
request. 

MEDFORD, M.Q. Southern California Edison Co. 84/06/07. 

KNIGHTON, G. W. Licensing Branch 3. 4pp. 24872:083. 24X 

Fiche: 50-361, B4/06/07, 8406110195. 


06260034 Requests publication of FR notice of consideration of 
issuance of amend to License NPF-10 it proposed NSHC 
determination it opportunity for hearing.NSHC determination 
available in Central Files. 

KNIGHTON, G. W. Licensing Branch 3, 84/06/07. MILLER, J. R. Operating 

Reactors Branch 3. 4pp. 25157:260. 24X Fiche: 50-361, 84/06/07, 

8406260 0 3 4. 


06250051 Forwards safety evaluation supporting NUREG-0737, Item 
II. K. 2 13," Thermal-Mechanical Rept. " Issues studied as 
subset of Unresolved Ba-fety Issue A-49, “Pressurized 
Thermal Shock." Vessel integrity adequately demonstrated. 

KNIGHTON, G. W. Licensing Branch 3, 84/06/08. BASKIN, K. P. Southern 

California Edison Co, 11pp. 23153:306. 24X Fiche: 50-361 , 84/06/08, 

S406250051. 


06210348 Notification of 840626 & 27 meetings w/util in San Diego 
Countu,CA to discuss sus un ora lies , WURFG— 0737 reouir»nmnt« it 


8406290226 Application for amend to Licenses NPF-10 & NPF-15, changin 
Tech Specs re refueling machine it water level it clarifying 
acceptance criteria for fuel handling bldg post-acc ident 
cleanup filter sys. 

MEDFORD, M 0. Southern California Edison Co. 84/06/27. 

KNICHTON, G. U Licensing Branch 3. 2pp. 25197:183. 24X 

Fiche: 50-361, 84/06/27, 8406290226 


— 8406290231 Proposed Tech Specs re refueling machine & water level. 
* Southern California Edison Co. 84/06/27. 32pp. 25197:185. 

24X Fiche 50-361, 84/06/27. 8406290226. 


Q. Inspection reports, IE Bulletins i> correspondence 


8406270102 Forwards IE Insp Repts 50-206/84-08,50-361/84-11 
50-362/84- 1 1 on 840307-16 it 0330-0429 it notice of violation. 
Weaknesses exist in discipline exercised by instrument 
technicians performing routine equipment survei 1 lance. 

BISHOP, T. W. Region 5, Office of Director. 84/05/23, BASKIN, K. P. 
Southern California Edison Co. 2pp. 25175:301. 24X 

Fiche: 50-206, 84/05/23, 8406270102 


— 8406270112 IE Insp Repts 50-206/84-08,50-361/84-11 & 50-362/B4-11 
840307-16 it. 0330-0429. Violation noted : improper completion of 
equipment control form for plant protection sys by 
instrument technician 

CHAFFEE, A. E. , STEWART, J. P. , D'ANGELO, A. Regions, Office of 
Director. 84/05/21. 23pp. 25175:304. 24X Fi ch e: 50-206, 84/05/ 

8406270102. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containme 
Spray Sys " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103), 84/05/25. Consolidated Edison Co. of N 

York, Inc. 124pp. 24861:201. 24X Fic he : 50-000, 84/05/25, 84052303 


8405240317 IE Info Notice B3-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of N 

York, Inc 127pp. 24880:103. 24X Fic he: 50-000, 84/05/25, 84052403 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses.” Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of N 

York, Inc. 122pp. 24879:342. 24X Fic he: 50-000, 84/05/30, 84052903 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list enc 
JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of N 

York, Inc. 100pp. 25050:244. 24X Fi che: 50-000, 84/06/01, 84060104 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditi 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of N 

York, Inc. 120pp. 25050:124. 24X Fi ch e: SO-OOO, 84/06/05. 84060500 


8406050350 IE Info Notice 84-43, "Storage 8t Handling of Opthalmic Be 
Radiation App 1 icators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it. Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fic he : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Qualification Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of h 

York, Inc. 120pp. 25049:273. 24X Fi che: 50-000, 84/06/08, B406060C 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of h 

York. Inc. 123pp, 25049:001. 24X Fiche : 50-000, 84/06/ 11, 84060801 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of h 

York, Inc. U9pp, 25049:154. 24X Fic he : 50-000, 84/06/ 13, 8406080) 


►80 


DOCKETED ITEMS 


—8406260289 IE Insp Repts 50-361/84-12 b 5C-362/84-12 on 840514-18. No 
noncomp 1 lance noted. Major areas inspected : startup test 
program 8* bioshield effectiveness for Unit 3 Z< followup of 
unplanned radioactive gas release on 840602. 

SHERMAN, Cl., YUHAS. G P Region 5, Office of Director. 84/06/12 
10pp. 25150:047. 24X Fic he: 50-361, 84/06/13, 8406260282. 


34061303 1 5 IE Info Notice 84-47, "Environ Qua 1 i f i ca 1 1 on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of New 

York, Inc. 122pp. 25049 033. 24X Fi c he 50-000. 84/06/ 1 5, 84061 3031 5 


3406190387 Submits final response to IE Bulletin 83-06, “Nonconforming 
Mat Is Supplied by Tube-Line Corp Facilities in Long Island 
City, NY, Houston, TX & Carol Stream, IL. " No subj matl in use 
or purchased for facilities. 

HAYNES. J. G. Southern California Edison Co. 84/06/15. MARTIN, J. B. 
Region 5, Office of Director. 2pp 25021:327. 24X 

Fiche: 50-361 , 84/06/15. 8406190387. 


3406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. '* Svc list end. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of New 

York, Inc. 118pp. 25536043. 24X Fiche: 50-000, 84/06/ 18, 8406180353 


1406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi che: 50-000. 84/06/ 18, 8406180360. 


>406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B " Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21* 8406190327. 


1406260265 Forwards IE Insp Repts 50-361/84-14 b 50-362/84-14 on 
840506-07 b. notice of violation. 

SCARANO, R. A. Division of Radiological Safety b. Safeguards Program. 
84/06/25. BASKIN, K B. Southern California Edison Co. 2pp. 
25150:015. 24X Fiche: 50-361 , 84/06/25, 8406260265. 


-8406260273 Notice of violation from insp on 840506-07. 

YUHAS, G. P. Region 5, Office of Director. 84/06/25. Ip. 
25150:017. 24X Fiche: 50-361, 84/06/25, 8406260265. 


-8406260281 IE Insp Repts 50-361/84-14 b 50-362/84-14 on 840506-07. 
Violation noted : fai lure to promptly classify b declare 
unusual event as required by Emergency Plan Implementing 
Procedure SQ23-VI 1 1-1 , Paragraph 2 

YUHAS, G. P ., WENSLAWSKI, F. A. Region 5, Office of Director. 

84/05/25. 10pp. 25150:018. 24X Fiche: 50-361, 84/06/25, 8406260265 


Periodic operating reports b related correspondence 


406200054 "Semiannual Effluent Rept Jul-Dec 1983." W/840322 ltr. 
HAYNES. J. G. Southern California Edison Co. 83/12/31 MARTIN, J. B. 
Region 5, Office of Director. 60pp. 25045:310. 24X 

Fiche: 50-361, 83/12/31, 8406200054. 


406070258 Monthly operating repts Apr 1984. W/840515 ltr. 

MAYWEATHER, L. I. , HAYNES, J. G. Southern California Edison Co. 
84/04/30. 13pp. 24742:298. 24X Fi ch e : 50-361 , 84/04/30, 8406070258. 


406110229 Forwards preconcurrence monthly mgt ltr for May 1984 re insp 
of operating reactors during major outage. 

WHITE, R. L. Laurence Livermore Laboratory. FIN A-0754. 84/06/01. 

JOHNSON, P. Region 5. Office of Director. Ip. 24871:205. 24X 

Fiche: 50-206, 84/06/01, 8406110229. 


-8406110232 "Insp of Operating Reactors During Major Outages," 
preconcurrence mgt ltr for May 1984. Attachment A, listing 
monthly progress financial status through Apr 1984 end. 

WHITE, R.L. Lawrence Livermore Laboratory. FIN A-0754. 84/05/31. 

JOHNSON, P. Region 5, Office of Director. 4pp. 24871:206 . 24X 

Fiche: 50-206, 84/06/01, 84061 10229. 


Reportable occurrences, LERs b related correspondence 


8406050467 LER 84-026-00. on 840427, sp ur ious toxic gas isolation si 
actuations occurred Caused by very conservative setpoints. 

Sys reset. Long-term corrective actions include reanalyzing 
setpoint basis b. submitting Tech Spec rev. W/840525 ltr. 

HAYNES, J. G Southern California Edison Co 84/05/25. 2pp. 
24841:354. 24X Fiche 50-361,84/05/25,8406050467. 


8406040239 Forwards LER 84-030-00 

HAYNES, J. G. Southern California Edison Co 84/05/29. Recori 
Services Branch (Document Control Desk). 2pp. 24794:317. 24X 
Fiche 50-361, 84/05/29, 8406040239. 


— 8406040240 LER 84-03C-CO:on 840525, d i sc re p anc i e s discovered w/ 
preparation of updated fire hazards ana 1 y s i s Def i c i en t 
conditions involve storage of combustible inatls. Compensatory 
fire watches established. 

HAYNES, J. G. Southern California Edison Co. 84/05/29. Ip. 
24794.319. 24X Fi c h e : 50-361 , 84/05/29, 8406040239. 


8406030136 LER 84-015-01: on 840306, fire program discrepancies foui 
during preparation of fire hazard analysis (FHA) &: review 
of IE Info Notice 84-09, Compensatory measures b rev to FHA 
imp lemented . W/B40601 ltr. 

HAYNES, J G. Southern California Edison Co. 84/06/01. 7pp. 
24855:197. 24X Fiche: 50-361 , 84/06/01, 8406080136. 


8406080170 LER 84-027-00: on 840502, bac kleakag e of flow from waste 
compressor C010 through discharge check valve into standby 
compressor C011 resulted in release via C01 1 rupture disc. 
Rupture disc rep lac ed W/840601 ltr 

HAYNES, J. G. Southern California Edison Co. 84/06/01. 3pp. 
24359:127. 24X F i c h e : 50-361 , 84/06/01 , 84060801 70. 


8406120391 PN0-V-84-035: sma 1 1 tube leak observed in steam generati 
E-08B. Licensee monitoring leakage rate to determine 
appropriate shutdown for repair Refresher discussions 
established to enhance abilities in dealing w/tube rupture. 
JOHNSON, P. H. , CHAFFEb , A. Region 5, Office of Director. 84/06/1 
lp. 24893:268. 24X Fi c h e : 50-361 , 84/06/01 , 8406 120391 . 


8406110257 LER 84-023-00: on 840505, waste gas sampling sys pressun 
control valve 2/3PCV0582 failed op en, resul t ing in flow 
through sample pump discharge relief valve 2/3PSV0580 into 
waste gas discharge header. Valve r ep lac ed. W/840604 ltr. 

HAYNES, J. G. Southern California Edison Co. 84/06/04. 3pp. 
24870:354. 24X Fi c h e : 50-361 , 84/06/04, 84061 1 0257. 


8406190311 Discusses LER 84-009-01 re decalibr of static thermal 
power. Unit 3 evaluation b. final recommendation from C— E not 
avai lab 1 e. Rev 1 submittal to LER rescheduled b will be 
provided by 840817. 

HAYNES, J. G. Southern California Edison Co 84/06/13. Recor 

Services Branch (Document Control Desk). Ip. 24984:354. 24X 

Fiche: 50-361, 84/06/13, 8406190311 . 


8406250289 PN0-V-B4-035A: on 840615, leak rate of observed tube lea 
steam generator being monitored. Leak rate 135 gallons per 
day b extrapolated to reach 500 gallons per day on 840620. 
Preparations for repair completed. 

JOHNSON, P H. , CHAFFEE, A. Region 5, Office of Director. 84/06/ 
lp. 25117:361. 24X Fi c h e : 50-36 1 , 84/06/1 5, 8406250289. 


8406250334 PN0-V-84-035B : on 840619, leakage rate in steam generato 
E083 reached 300 gallons per day. Unit shut down on 840620 
to locate b repair leak. Licensee expects outage of approx 
25 days. 

JOHNSON, P. , CHAFFEE, A. Region 5, Office of Director, 84/06/20 
25117:356. 24X Fiche: 50-361, 84/06/20, 8406250334. 


84062902 78 LER 84-023-00: on 840524,27 b. 0620, control room isolati 
sys trains A b B spuriously actuated from noise spike on 
control room airborne radiation monitors 2/3RE-7825 b 
2/3RE-7824. Caused by electrical noise sp i kes. W/840621 ltr. 
HAYNES, J. G. Southern California Edison Co. 84/06/21. 2pp. 
25199:360. 24X Fi ch e : 50-361 , 84/06/21 , 8406290278. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency b fire protection plans 


8406060148 Requests response to open items identified in end rep 
"Conformance to Reg Guide 1.97 San Onofre Nuclear Generating 
Station Units 2 b 3, " per Suppl 1 to NUREG-0737, within 60 


DOCKETED ITEMS 


8402230 i 22 "Conformance to Reg Guide ! 97, San OnoFre Nuclear Generating 
Station Units 2 &■ 3 " 

STOFFEL. J W. EGS..G* Inc FIN A-6483 B4/02/29 NRC - No 

Detailed Affiliation Given. 16pp 24665:292 24X 

Fiche 50-361, 84/05 / 04 , 8406060148 


06020450 Notification of 840521 meeting w/util in Bethesda. MD to 
discuss proposed changes to fire protection Tech Specs 
ROOD, H. Licensing Branch 3 84/05/14 KNIGHTON, G. W. Licensing 

Branch 3 2pp. 24769:350 24X Fi c h e : 50-361 , 84/05/1 4, 8406020450. 


06200270 Revised emergency plan . W/840613 ltr 

flEDrGRD, M. Q. Southern California Edison Co. 84/05/14 MARTIN, J. B 
Region 5, Office of Director. 7pp. 25047: 196. 24X 

r ic he: 50-206, 84/05/14, 8406200220. 


36050497 Forwards description of changes it Rev 14 to Mar 1981 
jhysical security p lan. De sc r 1 p t i on & rev withheld (ref 
10CFR73 21) 

RAYNES, J G Southern California Edison Co. 84/05/23 MARTIN, J. B. 
legion 5, Office of Director. 3pp. 24842:079. 24X 

fiche' 50-206, 84/05/23, 8406050497. 


)6270102 Forwards IE Insp Repts 50-206/84-08,50-361/84-11 t: 
>0-362/84-11 on 840307-16 it 0330-0429 it notice of violation. 
Jeaknesses exist in discipline exercised by instrument 
;echnicians performing routine equipment surveillance. 

IISHOP, T. W Region 5, Office of Director 84/05/23. BASKIN, K. F. 
Southern California Edison Co. 2pp. 25175:301. 24X 

'iche: 50-206, 84/05/23, 8406270102. 


1406270112 IE Insp Repts 50-206/84-08,50-361/84-11 & 50-362/84-11 on 
B40307-16 & 0330-0429. Vi o la t ion no ted . imp r op er completion of 
equipment control form for plant protection sys by 
instrument technician. 

CHAFFEE. A. £. Region 5, Office of Director. 84/05/21. 23pp. 

25175:304. 24X Fi c h e : 50-206, 84/05/23, 8406270102. 


>6190221 Forwards description of changes it Rev 15 to physical 
ecurity plan. Changes & rev withheld (ref 10CFR73. 21). 

1AYNES, J. G Southern California Edison Co. 84/06/12. MARTIN, J. B. 
egion 5, Office of Director, 2pp. 24989:301. 24X 

iche: 50-206, 84/06/12, 8406190221. 


6260265 Forwards IE Insp Repts 50-361/84-14 & 50-362/84-14 on 
40506-07 & notice of violation. 

CARANO,R. A. Division of Radiological Safety it Safeguards Program. 
4/06/25. BASKIN, K. B. Southern California Edison Co. 2p p 
5150:015 24X Fi c h e : 50-361 , 84/06/25, 8406260265. 


406260281 IE Insp Repts 50-361/84-14 h. 50-362/84-14 on 840506-07. 
Violation noted : fa i lure to promptly classify it declare 
unusual event as required by Emergency Plan Implementing 
Procedure S023-VII I— l, Paragraph 2. 

YUHAS, G. P. Region 5, Office of Director. 84/05/25. 10pp. 

25150:018. 24X Fi ch e : 50-361 , 84/06/25, 8406260265. 


Operating license stage documents & correspondence 


6030144 Discusses implementation status of N'JREG-0737 required Tech 
pecs it establishes schedule for implementation of 
utstanding Tech Specs, per Generic Ltr 83-37. Tech Specs for 
CS vents will be submitted by 840401. 

EDFDRD, M. 0. Southern California Edison Co. 83/12/09. 

NIGHTON, G. W. Licensing Branch 3, 3pp. 24858:038. 24X 

iche: 50-361, B3/12/09, 8406080144. 


6040076 Submits status of Tech Spec changes proposed by util 
overing reactor coolant pump bypass valve leak tests i>. 
ccess to high radiation areas in containment. 

NIGHTON* G. W. Licensing Branch 1. 84/05/04. BASKIN, K. P. Southern 

alifornia Edison Co, HOLCOMBE* J. C. San Diego Gas it Electric Co. 
pp. 24845:360. 24X Fiche: 50-361, 84/05/04, 8406040076. 


B050055 Forwards Amend It to License NPF-15 3k safety evaluation. 
vend modifies Tech Specs to change description of specific 
ethodology used to calculate min DNBR trip setpoint from 
afety sys settings. 

MIGHTON, G. W. Licensing Branch 3. 04/05/18. BASKIN, K. P. Southern 

alifornia Edison Co. HOLCOMBE* J C. San Dieyo Gas it Electric Co, 

?p. 24663:001. 24X Fiche; 50-362, 84/05/18, 8406050055. 


8406210299 Forwards three NRC memos that clarify it explain position' 
gaseous dose calculations, per 840522 meeting & 840524 
telcon. 

MEINKE. W Radiological Assessment Branch 84/05/25. CRINIGAN,P. 
Baltimore Gas b Electric Co lp 25069 237. 24X 

Fiche 50-000, 84/05/25, 8406210299 


8406210311 Forwards list of plants w/Tech Specs requiring reportir 
offsite doses for 1982 it interim guidance on reporting 
offsite radiation doses from normal operation 
MULLER, D R Assistant Director for Radiation Protection. 
83/03/10 f4QVAK, T M Assistant Director for Licensing. 6pp. 
25069 247 24X Fiche *0-000,84/05/25,8406210299. 


8406120424 Forwards Nuclear Utility Task Action Committee (NUTAC) 
"Vendor Equipment Technical Info Program," in response to 
Generic Ltr 83-28, Sec ti on 222 Actions listed will be 
taken to implement NUTAC approach. 

NANOY, F. R Southern California Edison Co. 84/05/31. EISENHUT, D. 
Division of Licensing 3pp 24890:294 24X Fiche: 50-206, 84/05/C 

8406120424. 


B406 110195 Forwards results of revised fission gas release analysis 
using models acceptable to meet intent of License Condition 
2.C(6) re high burnup fission gas release, per 840507 
request. 

MEDFORD, M. 0 Southern California Edison Co. 84/06/07. 

KNIGHTON, G UI. Licensing Branch 3 4pp. 24872:083. 24X 

Fiche: 50-361, 84/06/07, 8406110195. 


8406250051 Forwards safety evaluation supporting NUREG-0737, Item 
II. K. 2. 13, " Th erma 1 -Mec h a n i c a 1 Rept. " Issues studied as 
subset of Unresolved Safety Issue A-49, "Pressurized 
Thermal Shock." Vessel integrity adequately demonstrated. 

KNIGHTON, G W. Licensing Branch 3 84/06/08. BASKIN, K. P. Southe 

California Edison Co 11pp. 25153 306. 24X Fi ch e : 50-361 , 84/06/C 

8406250051 


8406210348 Notification of 840626 it 27 meetings w/util in San Diego 
County, CA to discuss sys up g ra des, NUREG-0737 requirements it 
SEP status. Agenda encl. 

MCKENNA, E Operating Reactors Branch 5 84/06/19. CRUTCHFIELD,!) 

Operating Reactors Branch 5 4pp 25054:337. 24X 

Fiche: 50-206, 84/06/19, 8406210348. 


8406290226 Application for amend to Licenses NPF-10 it NPF-15, changin 
Tech Specs re refueling machine i> water level Ik clarifying 
acceptance criteria for fuel handling bldg post-accident 
cleanup filter sys. 

MEDFORD, M. 0. Southern California Edison Co. 84/06/27. 

KNIGHTON, G. W. Licensing Branch 3, 2pp. 25197:183. 24X 

Fiche' 50-361, 84/06/27, 8406290226. 


—8406290231 Proposed Tech Specs re refueling machine V. water level. 
* Southern California Edison Co. 84/06/27. 32pp. 25197:185. 

24X Fiche. 50-361, 84/06/27, 8406290226, 


Q. Inspection reports, IE Bulletins 8 < correspondence 


8406270102 Forwards IE Insp Repts 50-206/84-08,50-361/84-11 it 
50-362/84-11 on 840307-16 it 0330-0429 it notice of violation. 
Weaknesses exist in discipline exercised by instrument 
technicians performing routine equipment surveillance. 

BISHOP, T. W. Region 5, Office of Director. 84/05/23. BASKIN, K. P. 
Southern California Edison Co. 2pp. 25175:301. 24X 

Fiche: 50-206, 84/05/23, 8406270102. 


8406270108 Notice of violation from insp on 840307-16 it 0330-0429. 
CANTER, H. L. Region 5, Office of Director. 84/05/23. lp. 
25175:303, 24X Fi ch e ; 50-206, 84/05/23, 8406270102. 


— 8406270112 IE Insp Repts 50-206/84-08,50-361/84-11 & 50-362/84-11 
840307-16 & 0330-0429. Vi o lat ion noted : imp r op er completion of 
equipment control form for plant protection sys by 
instrument technician. 

CHAFFEE, A. E, , STEWART, J. P . , D'ANGELO, A. Region 5, Office of 
Director. 84/05/21. 23pp. 25175' 304. 24X Fi c h e: 50-206, 84/05/ 

8406270102. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containme 
Spray Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Resaonse (Post 830103). 84/05/25. Consolidated Edison Co of N 


2 


DOCKETED ITEMS 


•5290333 IE Info Notice 84-40. “Emergency Worker Doses " Svc list 
nc l 

IORDAN, E L Division of Emergency Preparedness ? Engineering 
lesponse (Post 830103) 84/05/30 Consolidated Edison Co. of New 

'orki Inc 122pp. 24879 342 24X Fiche 50-000.84/05/30,8405290383 


>6010423 It' Info Notice 84-41, "IGSCC in BWR Plants " Svc list enc 1 
JORDAN, E L. Division of Emergency Preparedness ?• Engineering 
lesponse (Post 830103) 84/06/11 Consolidated Edison Co. of New 

'ark. Inc 100pp. 25050 244 24X F i c h e 50-000, 84/06/01 , 8406010423 


>6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
luring Outages Not Covered by Tech Specs. " Svc list encl. 

IORDAN, E l.. Division of Emergency Preparedness ? Engineering 
lesponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

'ark, Inc 120pp 25050 124 24X Fiche 50-000.84/06/05,8406050012 


>6050350 IE Info Notice 84-43, "Storage h Handling of Qpthalmic Beta 
ladiation Applicators " Svc list encl 

>RACE, J. N. Division of QA, Safeguards S. Inspection Programs (Post 
130103). 84/06/07 Consolidated Edison Co. of New York, Inc. 

•2pp. 25050 : 032. 24X Fi c h e . 50-000, 84/06/07, 8406050350. 


•6060336 IE Info Notice 84-44, "Environ Qua 1 i f i c at i on Testing of 
lockbestos Cables. " Svc list encl 

IORDAN, E L Division of Emergency Preparedness Z> Engineering 
esponse (Post 830103). 84/06/08 Consolidated Edison Co. of New 

'ark, Inc I20pp 25049 273 24X Fi che : 50-000, 84/06/08, 8406060336 


•6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list encl 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/11 Consolidated Edison Co. of New 

■ork, Inc 123pp 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060801 76. 


8406190327 IF Info Notice 84-50. "Clarification of Scope of QA 
for Transpoit Packages Pursuant to 10CFR50, App B " Svc list 
encl 

JORDAN, E l. Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/06/21 Consolidated Edison Co. 

York, Inc 63pp 25535 04l 24X Fiche 50-000,84/06/21,8406 


8406290266 Responds to NRC 840523 ltr re violations noted in IE 
Rept 50-362/84-11 Corrective actions: personnel trained, 
administrative procedures reviewed 8, temporary change 
notices issued to clarify control process. 

BASKIN, k P Southern California Edison Co. 84/06/21 MARTI 
Region 5, Office of Director 5pp 25196 355. 24X 

Fiche: 50-362, 84/06/21 , 8406290266 


8406260265 Forwards IE Ir.sp Repts 50-361/84-14 &>. 50-362/84-14 c 
840506-07 notice of violation. 

SCARANO, R A Division of Radiological Safety & Safeguards Pr 
84/06/25 GASKIN- K B Southern California Edison Co. 2pp. 
25150:015 24X F l c h e 50-36 1 , 84/06/25, 8406260265. 


--8406260273 Notice of violation from insp on 840506-07. 

YUHAS, G P Region 5, Office of Director 84/06/25. Ip. 
25150:017 24X Fi c h e : 50-36 1 , 84/06/25, 8406260265. 


— 8406260281 IE Insp Repts 50-361/84-14 50-362/84-14 on 8405C 

Violation noted : fa i 1 ure to promptly classify & declare 
unusual event as required by Emergency Plan Implementing 
Procedure S023-VI 1 1- 1 , Para grap h 2. 

YUHAS, G P , WENSLAWSKI, F. A Region 5, Office of Director. 
84/05/25 10pp. 25150 018 24X F i c h e : 50-361 , 84/06/25, 84C 


R. Periodic operating reports -5 related correspondence 


60B0 1 73 IE Info Notice 84-46- "Circuit Breaker Position 
'erification " Svc list encl. 

[ ORDAN, E. L. Division of Emergency Preparedness V Engineering 
esponse (Post 830103). 84/06/13 Consolidated Edison Co. of New 

ork, Inc 119pp 25049.154. 24X Fi che 50-000, 84/06/13, 8406080173 


6260282 Forwards IE Insp Repts 50-361/84-12 & 50-362/84-12 on 
40514-18 No noncompliance noted 

ENSLAWSKI, F. A. Region 5, Office of Director. 84/06/13. 

ASKIN, K.B Southern California Edison Co. Ip. 25150:046. 24X 

iche: 50-361, 84/06/13, 8406260282 


406260289 IE Insp Repts 50-361/84-12 &■ 50-362/84-12 on 840514-18. No 
noncompliance noted Major areas inspected : startup test 
program & bioshield effectiveness for Unit 3 & followup of 
unplanned radioactive gas release on 840602. 

SHERMAN, C. I . , YUHAS, G. P Region 5, Office of Director. 84/06/12. 
10pp. 25150:047. 24X F ic he ; 50-361, 84/06/13, 8406260282. 


6130315 IE Info Notice 84-47, "Environ Qualification Tests of 
lectrical Terminal Blocks " Svc list encl 

ORDAN, E. L. Division of Emergency Preparedness V. Engineering 
esponse (Post 830103). 84/06/15 Consolidated Edison Co. of New 

ork, Inc. 122pp. 25049 033. 24X Fi c h e : 50-000, 84/06/ 1 5, 840613031 5 


6190307 Submits final response to IE Bulletin 83-06, "Nonconforming 
atls Supplied by Tube-Line Corp Facilities in Long Island 
ity, NY, Houston, TX fc Carol Stream, IL. " No subj matl in use 
r purchased for facilities. 

AYNES, J G Southern California Edison Co. 84/06/15 MARTIN, J. B. 
egion 5, Office of Director. 2pp 25021: 327. 24X 

iche: 50-361 , 84/06/15, 8406190387. 


8406200054 "Semiannual Effluent Rept Jul-Dec 1983. " W/840322 It 
HAYNES, J. G Southern California Edison Co 83/12/31. MARTI 
Region 5, Office of Director 60pp 25045:310 24X 

Fiche: 50-361 , 83/12/31 , 8406200054 


8406070258 Monthly operating repts Apr 1984. W/84051 5 ltr. 

MAYWEATHER, L. I . , HAYNES, J. G Southern California Edison Co 

84/04/30 1 3p p 24742:298 24X Fi c h e . 50-361 , 84/04/30, Q406C 


8406110229 Forwards preconcurrence monthly mgt ltr for May 1984 
of operating reactors during major outage. 

WHITE, R.L Laurence Livermore Laboratory. FIN A-0754. 84/C 
JOHNSON, P Region 5, Office of Director. Ip. 24871:205. I 
Fiche. 50-206, 84/06/01, 8406110229 


--84061 10232 "Insp of Operating Reactors During Major Outages,' 
preconcurrence mgt ltr for May 1984 Attachment A, listing 
monthly progress financial status through Apr 19Q4 encl. 
WHITE, R.L Lawrence Livermore Laboratory. FIN A-0754. 8 i 

JOHNSON, P Region 5, Office of Director. 4pp. 24871:206. 

Fiche. 50-206, 84/06/01, 8406110229 


S. Reportable occurrences, LERs & related correspondence 


8406010313 Supplemental Part 21 rept re possible insulation dar 
electrical cables nfg by Rockbestos Co. Initially reported on 
84051 1 . Certa in reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Offii 

Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 


6200062 Responds to 840516 notice of violation V. proposed 
mposition of civil penalties in amount of *250, 000. Reques t 
or remission of proposed civil penalty & response to notice 
f violation encl. 

OGARTY, D J. Southern California Edison Co. 84/06/15. DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement. 20pp. 
5045:290 24X Fi c h e : 50-362, 84/06/ 1 5, 8406200062 


6180353 IE Info Notice 84-48 
alves. " Svc list encl. 

□ROAN, E L. Division of Emergency Preparedness 
esponse (Post 830103) 84/06/13 

ork, Inc. 110pp. 25536:043. 


Failures of Rockwell Inti Globe 


& Engineering 

Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/06/18, 8406180353 


8406050330 LER 84-015-00; on 840427,0505 ?s 07.RCS specific actr 
exceeded 1 uCi/g dose equivalent of 1-131. Cause not stated. 
Primary coolant activity will be monitored & evaluated 
w/840529 ltr 

HAYNES, J G Southern California Edison Co. 84/05/29. lOpp 
24338:001 24X F i c h e : 50-362 , 84/05/29, 8406050330. 


8406130154 LER 84-019-00: on 840505, p os t-ma i n t testing not perf 
following packing adjustment to reduce leakage on 
containment isolation valves 3HV9205 5* 3HV9212. Caused by 
personnel error. Operations personnel briefed W/840531 ltr. 
HAYNES, J G Southern California Edison Co. 84/05/31 3pp. 
24913:099 24X F i c h e 50-362, 84/05/3 1 , 84061 30 1 54. 


DOCKETED ITEMS 


B406l3Q18e! Forwards LERs 84-013-01 & 84-015-01. 

HAYNES* J. G Southern California Edison Co. 84/06/08. Record 

Services Branch (Document Control Desk). Ip. 24911:223. 24X 

piche: 50-362. 84/06/08. 8406130182 


— 8406130 1B5 LER 84-013-01: on 840330 & 0401 . f o 1 1 oid i ng reactor shutdown 
for maint.RCS sample analysis indicated that RCS specific 
activity exceeded 1 O uCi/g dose equivalent 1-131. Cause 
indicative of iodine spiking following power change. 

HAYNES, J. G. Southern California Edison Co. 84/06/08. 6pp. 

24911 224 . 24X Fi ch e : 50-362. 84/06/08. 8406130182. 


-8406130187 LER 84-015-01: on 840427.0505 Sc 07. analysis of RCS sample 
indicated that specific activity exceeded 1.0 uCi/g dose 
equivalent 1-131. Cause not stated . Per sonne 1 instructed to 
perform sampling within required 4 h period. 

HAYNES, J G. Southern California Edison Co. 84/06/08. 9pp. 
24911:230. 24X Fiche : 50-362. 84/06/08. 8406130182. 


3406190166 Updated LER 83 - 007/03X-1 : on 830119. HPSI hot leg flow 
indicator 3FI-0321-1 failed & declared inoperable due to 
erroneous reading Cause not determined. Indicator tested St 
returned to svc.W/840613 Itr. 

HAYNES. J. G. Southern California Edison Co. 84/06/13. MARTIN. J. B. 
Region 5, Office of Director. 2pp. 24981:073. 24X 

Fiche: 50-362. 84/06/13, 8406190166 


3406280149 LER 84-018-00: on 840525. d ur ing s ur ve i 1 lan c e. un d er vo 1 ta g e 
trip device for reactor trip breaker. Serial 256A4002-656-29. 
exhibited procedurally unacceptable response time. Breaker 
replaced w/spare. W/840621 ltr. 

HAYNES. J. G. Southern California Edison Co. 84/06/21. 3pp. 
25193:296 . 24X Fiche: 50-362, 84/06/21. 8406280149. 


!OCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


Security, medical, emergency St fire protection plans 


)406230391 Forwards confirmatory order re NUREG-0737, Sup p 1 1 completion 
dates per 830712 memo on emergency response schedules. 

Confirmatory order should be sent to util on 840419. 

REEVES. E. A. Operating Reactors Branch 1. 84/04/25, EISENHUT, D. G. 

Division of Licensing. 2pp. 25195:037. 24X Fi ch e : 50-348, 84/04/25, 

8406280391. 


J4061 502 40 Rev 31 to Emergency Plan Implementing Procedure FNP-0-EIP-8, 
"Notification Roster, " W/840611 ltr. 

* Alabama Power Co. 84/06/11. 112. 24950:126. 24X 

Fiche: 50-348, 84/06/11, 8406150240. 


J406280009 Forwards order confirming licensee commitments to implement 
post-TMI-r elated items in NUREG-0737, Sup p 1 l*per 830415, 

0805,0922.12 1 5 & 840406 St 19 ltrs responding to Generic 
Ltr 82-33. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/12. MCDONALD, R. P. 

Alabama Power Co. 4pp. 25195:331. 24X Fiche: 50-348, 84/06/12, 

8406280 0 09. 


-8406280015 Order confirming licensee commitments to implement post-TMI- 
related items in NUREG-0737, Sup p 1 1, per 830415,0805,0922, 

1215 St 840406 Sr. 19 ltrs responding to Generic Ltr 82-33. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Alabama Power 
Co. 6pp. 25195:335. 24X Fich e : 50-348, 84/06/ 12, 8406280009. 


1406290178 Public version of revised emergency plan implementing 
procedures, including FNP-D-EIP-^8 re notification roster, 

FNP-Q-EIP-11 re handling of injured personnel Ik FNP— O-EIP-6 
re technical support. W/Fe lton 840625 ltr. 

HUDSPETH, J. B. Alabama Power Co. 84/06/25. MCKNIGHT, J. M. Record 
Services Branch (Document Control Desk). 105pp. 25212: 134. 24X 

Fiche: 50-348, 84/06/25, 8406290178. 


I General correspondence 


1406270028 Forwards outstanding transmittal forms for signature, per 
Administrative Procedure FNP-O-AP-4. W/o ends. 

HUDSPETH, J. B. Alabama Power Co. 84/06/19, Office of Nuclear 
Reactor Regulation, Director. MCKNIGHT, J. Record Services Branch 
(Document Control Desk). Ip. 25176:010. 24X Fiche: 50-348, 84/06/19, 

84062700 28. 


1 Antitrust correspondence 


P. Operating license stags documents St correspondence 


8404230402 Forwards evaluation of util 830310 St 1212 responses to 
Generic Ltr 82-28 re NUREG-0737, Item II. F. 2, "Inadequate 
Core Coaling Instrumentation Sys " Responses unacceptab le. 
Further response requested within 30 days. 

VARCA.S A Operating Reactors Branch 1. 84/04/02. CLAYTON, F. L 

Alabama Power Co 7pp 24187:237. 24X Fi c h e : 50-348, 84/04/02, 

8404230402 


8406010449 Forwards request for info re capsule U h ea tup / coo 1 d own 
curves. Response required within 30 days of ltr receipt. 

VARGA, S A Operating Reactors Branch 1 84/05/14. MCDONALD, R. 

Alabama Power Co. 4pp. 24769.102. 24X Fiche: 50-364, 84/05/14, 

8406010449 


8406010197 Summary of 840425 meeting w/util re 840113 request for 
exemption from 10CFR20 to allow use of protective factors 
for radioiodine canisters. Attendee list end. 

REEVES, E A Operating Reactors Branch 1. 84/05/17. Operatin 

Reactors Branch 1. 5pp. 24765:272. 24X Fiche: 50-348, 84/05/17, 

8406010197 


8406080077 Forwards Amend 34 to License NPF-8 Sc safety evaluation. 
Amend modifies Tech Specs to include list of containment 
penetration overcurrent protection devices & safety-related 
mechanical snubbers. 

REEVES, E. A. Operating Reactors Branch 1. 84/05/17. MCDONALD, R 

Alabama Power Co. 2pp 24865:304. 24X Fiche: 50-364, 84/05/17, 

8406080077. 


--8406080080 Amend 34 to License NPF-8, modify ing Tech Specs to inc 
list of containment penetration overcurrent protection 
devices S: safety-related mechanical snubbers St reflect 
containment ventilation sys valve replacement. 

VARGA, S. A Operating Reactors Branch 1. 84/05/17. 46pp. 

24865 306. 24X Fi c h e : 50-364, 84/05/ 17, 8406080077. 


— 8406080085 Safety evaluation supporting Amend 34 to License NPF- 
* Office of Nuclear Reactor Regulation, Director. 84/05/17. 
24365 :352. 24X F i c h e : 50-364, 84/05/ 1 7, 8406080077. 


8406210299 Forwards three NRC memos that clarify St explain positio 
gaseous dose ca 1 c u lat i ons , p er 840522 meeting St 840524 
te Icon. 

MEINKE, W. Radiological Assessment Branch. 84/05/25. CRINIGAN, 
Baltimore Gas h Electric Co. Ip. 25069:237. 24X 

Fiche: 50-000, 84/05/25, 8406210299. 


--8406210311 Forwards list of plants w/Tech Specs requiring report 
offsite doses for 1982 St interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D. R. Assistant Director for Radiation Protection. 
83/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 
25069:247. 24X Fiche : 50-000, 84/05/25, 8406210299. 


8406050128 Forwards significant hazards determination analysis in 
support of 840330 requested Tech Spec mods to allow use Sc 
storage of reload fuel enriched to max 4.3% U-235, Chang es 
involve NSHC. 

MCDONALD, R. P. Alabama Power Co. 84/05/29. VARGA, S. A. Office 
Nuclear Reactor Regulation, Director 5pp. 24838:115. 24X 
Fiche: 50-348, 84/05/29, 8406050128. 


8406050065 Requests permanent relief from inservice insp requireme 
of ASME Code, Section XI for accumulator check valves Sc 
refueling water storage tank to containment spray pump 
suction check valve, by 841203. Testing plan end. 

MCDONALD, R. P. Alabama Power Co. 84/06/01. VARGA, S. A. Office 
Nuclear Reactor Regulation, Director. 6pp. 24839:339. 24X 

Fiche: 50-348, 84/06/01, 8406050065. 


8406110304 Forwards updated status of 1984 licensing items requiri 
NRC approval identified in util 840426 ltr. Format of 
attachment tabulated chronologically by util requested NRC 
approval date. 

MCDONALD, R. P. Alabama Power Co. 84/06/01. VARGA, S. A. Office 
Nuclear Reactor Regulation, Director. 7pp. 24870:319. 24X 

Fiche: 50-348, 84/06/01 , 84061 10304. 


8406210169 Forwards Amends 44 St 35 to Licenses NPF-2 Sc NPF-8, 
respectively St safety eva 1 ua t i on. Amend s modify Tech Specs 
for movable control rods to allow up to 36 h for diagnosing 
electrical problems, 
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DOCKETED ITEMS 


— 84052101 75 Amends 44 Z> 35 to Licenses NPF-2 ? NPF-8 > respectively* 
modifying Tech Specs for movable control rods to allow up to 
36 h for diagnosing t correcting electrical problems w/more 
than one rod inoperable 

VARGA, S A Operating Reactors Branch 1 84/06/06 10pp. 

25090:042 24X Fiche 50-348, 84/06/06, 8406210169. 


— 8406210178 Safety evaluation supporting Amends 44 t* 35 to Licenses 
NPF-2 S- NPF- 8 , respectively 

+ Office of Nuclear Reactor Regulation, Director 84/06/06. 9pp 
25090:052 24X Fi che 50-343, 84/06/06, 8406210169. 


— 840622001 2 IE Insp Repts 50-348/84-12 S 50-364/84-12 on 8-10433-' 
violations or deviations noted. Major areas inspected 
post-refueling b startup tests 

BURNETT , P T , JA D E, F Region 2, Office of Director. 84/05/n 
5pp. 25126 354 24X F i c h e : 50-348, 84 /05/22, 840622001 1 . 


8406250218 Forwards IE Insp Repts 50-348/84-13 & 50-364/84-13 on 
840430-0503 No violations or deviations identified. 

VERRELLI, D M. Region 2, Office of Director 84/05/23 
MCDONALD, R P Alabama Power Co 2pp. 25140:049. 24X 

Fiche: 50-348, 84/05/23, 8406250218 


8406210154 Forwards Amends 45 l. 36 to Licenses NPF-2 S. NPF- 8 , 
respectively £ safety eva luat ion. Amends delete river water 
sys specs S modify diesel generator testing 

REEVES, E. A Operating Reactors Branch 1 84/06/07 MCDONALD, R. P 

Alabama Power Co. 2pp 25090' 263 24X Fiche. 50-348, 84/06/07, 

8406210154 


— 8406210158 Amends 45 b 36 to Licenses NPF-2 i>. NPF- 8 , respec tively, 
deleting river water sys specs S>. modifying diesel generator 
testing 

VARGA. S A Operating Reactors Branch 1. 84/06/07 18pp. 

25090:265 24X Fiche: 50-348, 84/06/07, 8406210154 


— 8406250227 IE Insp Repts 50-348/84-13 & 50-364/84-13 on 840430-0 
violations i d ent i f i ed Ma j or areas inspected . gaseous h. liquid 
waste sys, radiological effluent accountability *.■ reactor 
coolant & secondary uater requirements 

KUZO, G. B , MONTGOMERY, D M. Region 2, Office of Director. 
84/05/22 5pp 25140' 051 24X Fi c h e : 50-348, 84/05/23, 8406250, 


8405230319 IE Info Notice 84-39, ‘'Inadvertent Isolation of Contam, 
Spray Sys. " Svc list enc 1 . 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/05/25. Consolidated Edison Ca af 

York, Inc 124pp. 24861 201. 24X Fi c h e : 50-000, 04/05/25. 8403231 


8406210164 Safety evaluation supporting Amends 45 b 36 to Licenses 
NPF-2 & NPF- 8 , respec tivel y 

* Office of Nuclear Reactor Regulation, Director. 84/06/07. 
10pp. 25090:283. 24X Fi c h e 50-348, 84/06/07, 8406210 1 54. 


8406270162 Submits fee of *7,200 in response to NRC 840521 request re 
util 830128,0705 it 0927 applications for relief from 
inservice insp & testing requirements. 

MCDONALD, R P. Alabama Power Co. 84/06/14 MILLER, W 0- License Fee 
Management Branch. Ip. 25161:293. 24X Fiche: 50-348. 84/06/14, 

8406270162 


8405240317 IE Info Notice 83-66, Suppl 1 , "Fatality at Argentina 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103) 84/05/25. Consolidated Edison Co of 

York, Inc. 127pp 248S0:103. 24X Fi c h e : 50-000, 84/05/25, 8403240 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses - Svc list 
encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of, 

York, Inc 122pp 24879 342. 24X Fi c h © : 50-000. 84/05/30, 8405290 


8406250210 Responds to 840611 request for c la r i f i ca t ion of util 
position re NUREG-0737, Item II. B 3, "Post-Accident Sampling 
Sys," it commitment for semiannual train ing . Uti 1 i zat ion of 
sampling equipment meets intent of NRC 820722 ltr. 

MCDONALD, R P Alabama Power Co. 84/06/15. VARGA, S A Office of 

Nuclear Reactor Regulation, Director. 2pp. 25130. 170 24X 

Fiche: 50-348. 84/06/15. 8406250210 


3406250259 Forwards response to 840531 request for clarification of 
840515 response to 840409 request for info on control of 
heavy loads re verification of reactor vessel head St 
internals lifting rigs const. 

MCDONALD, R. P Alabama Power Co. 84/06/18. VARGA, S. A Office of 

Nuclear Reactor Regulation, Director 2pp. 25119 175 24X 

Fiche: 50-348, 84/06/18, 8406250259 


1406250279 Forwards info clarifying 831110 reactor vessel surveillance 
capsule rept & 840210 associated Tech Spec change request, 
per B40503 it 14 requests. 

MCDONALD, R. P. Alabama Power Co. 84/06/18 VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 12pp. 25119- ns 24X 

Fiche: 50-000, 84/06/18, 8406250279 


-8406250281 "Fracture it NOE Evaluations for Closure Flange Regions of 
Comanche Peak Units l & 2 " 

KAISER, W. T , ADAMONIS, D. C. , PRAGER, D E. Texas Utilities Electric 
TeXaS Utilities Generating Co. ). 84/04/30. 3 lpp 

25119.130. 24X Fiche: 50-000, 84/06/18, 8406250279. 


*•06260521 Forwards safety evaluation re NUREG-0737, Item II K 2 13 
Thermal-Mechanical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A— 49, “Pressurized Thermal Shock" b A-45, "Dl-ffl " 

VARGA, S. A. Operating Reactors Branch 1 . 84/06/18. MCDONALD, R P 

840626052 1 11,8 r ^ 25158: 169 ’ 24X Fi ch e : 50-348, 84/06/18! 


06260237 Forwards final response to Generic Ltr 83-28, Sec t i on 2.2.2 
re NRC position on Salem ATWS events. Required procedure revs 
will be completed by Sept 1984. 

S1!1: D b!' P ) . Alabama Power Co. 84/06/25. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 3 pp 25149 - 251 24X 

Fiche: 50-348, 84/06/25, 8406260237. ’ 31 24X 


Office of 
24X 


In * P * Cti0n reports ' lE Bulletins b correspondence 


8406010<I23 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc Utt; 
JORDAN, E L. Division of Emergency Preparedness b. Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co o 

York, Inc 100 pp. 25050:244. 24X Fi c h ® : 50-000, 84/06/0 1 , 84060 


8406050065 Requests permanent relief from inservice insp requires 
of ASME Code, Section XI for accumulator check valves Sc 
refueling water storage tank to containment spray pump 
suction check valve, by 841203. Testing plan encl. 

MCDONALD, R. P. Alabama Power Co. 84/06/01. VARGA, S. A Office 

Nuclear Reactor Regulation, Director. 6 pp. 24839 339 24X 

Fiche: 50-348, 84/06/01, 8406050065. 


8406050012 IE Info Notice 84-42, “Equipment Availability for Cond 
During Outages Not Covered by Tech Specs." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co ol 

York, Inc. 120pp. 25050:124, 24X Fiche: 50-000, 84/06/05, 04060! 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic 
Radiation Applicators. " Svc list encl. 

N ' °* QA ' & Inspection Programs (P 

830103). 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing. 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co 1 

York. Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406C 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressurn 
Instrument Sensing Lines. " Svc list encl. 

R 8 <nnn«o c"p ° f Emer 9 enc V Preparedness b Engineering 

r r ;l 830l0 , 3> ' 84/06/11. Consolidated Edison Co . 

York, Inc. 123pp. 25049:001. 24X Fi c h e: 50-000, 84/06/ H , 04061 


^vtrfMcatJon 1 -^ N °V- C * 84 " 46 ' " Circuit Breaker Position 
Verification. Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13, Consolidated Edison Co \ 

YoTk, Inc. 119pp. 25049:154, 24X Fiche: 50-000, 84/06/13, 8406C 


84 ut?rs30l2« b STns £ e mo5 f * 7 ' 200 in NRC 840521 requ, 

util 830128,0705 & 0927 applications for relief fro- 


.g^ST IF Info Notice 84-48* "Failures of Rockwell Inti Globe 
ves " Svc. list end 

isdaN, E l Division of Emergency Preparedness & Engineering 
’ oon se (Post 830 1 03 ) 84/06/18 Consolidated Edison Co. of New 

j r lo Inc llSp P • 25536 043. 24X Fi c h e ; 50-000, 84/06/ 18, 8406180353 


8406150318 Requests addl 
to 840525 request for 
appear acceptable 
R I VENBARK, G W Operat 
Georgia Power Co 3p 
8406150318 


info on App R imp 1 emen ta t i on, nee ded to res| 
schedular exemption Proposed schedules 

ing Reactors Branch 4 84/06/08. BECKHAM, , 

p 24976 319 24X F l c h e 50-321 , 84/06/08, 


(80360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
^ure 11 Svc list enc 1 

’RDANi E L. Division of Emergency Preparedness it Engineering 

Isponse (Post 830103). 84/06/18 Consolidated Edison Co. of New 

| r [, Inc 118pp. 25535.286. 24X Fi c h e : 50-000, 84/06/ 1 8, 84061803,60 


8406180440 Rev 9 to Emergency Plan Implementin 
“Radiation & Contamination Surveys " W/84061 
SORRELL, E C Georgia Power Co 84/06/12 
Fiche. 50-321, 84/06/12, 8406180440 


g Procedure HNP-8012, 

2 ltr. 

105pp 24964: 193. 2^ 


,190327 IE Info Notice 84-50, " C 1 ar i f i ca t i on of Scope of QA Programs 

,r Transport Pac kages Pursuant to 10CFR50, App B •* Svc list 

id. 

jrDAN, E t Division or Emergency Preparedness i>. Engineering 

isponse (Post 830103). 84/06/21. Consolidated Edison Co. of Neu 

irk, Inc. 63pp 25535:041. 24X F l c h e : 50-000, 84/06/2 1 , 84061 90327 


eriodic operating reports S< related correspondence 


,070199 Monthly operating rept for Apr 1 984. W/84051 1 ltr. 

IRSTON, W G . , MCDONALD, R. P. Alabama Power Co. 84/04/30. 5pp. 
746:346 24X F l c h e : 50-364 , 84/04/30, 8406070199. 


eportable occurrences, LERs & related correspondence 


310352 Part 21 rept re potential undetectable failure of test 
itch in Westinghouse solid state protection sys. Minor 
ring change finalized h being forwarded to affected 
ants. Diagrams & list of affected plants end. 

HE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R, 
rector's Office, Office of Inspection and Enforcement. 3pp. 
019:307. 24X Fi c h e : 50-000, 84/01 / 17, 8401 310352. 


220209 LER 84-006-00: on 840319, d l ese I generator 2B tripped on high 

cket water temp.Revieu revealed generator output breaker 

uld not open if trip followed nonemer gene y test start. 

sign implemented to correct cond i t i on. W/840618 ltr 

IRSTON, W. G i MCDONALD, R. P. Alabama Power Co. 84/06/18. 3pp. 

OBI: 239. 24X Fiche 30-364,84/06/18,8406220209. 


04 ?™° 201 ACk recei P t of 8^0227 & 0430 ltrs transmitting Jan it Apr 
1934 revs to physical security p Ian , r es p ec t i ve 1 y NRC 
concerns addressed by util 840601 ltr transmitting June 1984 
rev to plan Revs acceptable per 10CFR50. 54 ( p ) . 

LEWIS, R C Region 2, Office of Director 84/06/19 KELLEY, R J 
Georgia Power Co. 3pp. 25082:009 24X Fi c h e : 50-321 , 84/06/ 19^ 

8406220201 


8406250168 Supports State of GA 840123 it 0319 requests to participal 
in 840802 emergency plan exercise on small-scale basis, per 
10CFR50, Ap p E, Section IV. F. 3 

KRII1M, R W. Federal Emergency Management Agency 84/06/19. 

JORDAN, E L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103) . 4pp. 25130:130. 24X Fi c h e 50-32 1 , 84/06; 

8406250168 


P. Operating license stage documents & correspondence 


8405310295 Forwards notice of consideration of issuance of amend to 
License NPF-5 & proposed NSHC determination re 840403 amend 
application to modify Tech Specs for Cycle 5. 

R I VENBARK. G. W. Operating Reactors Branch 4. 84/05/10 BECKHAM. 

Georgia Power Co 2pp. 24760:089. 24X Fiche: 50-366, 84/05/10, 

8405310295 


8405290023 Notice of consideration of issuance of amend to License 
NPF-5 & proposed NSHC determination & opportunity for 
hearing Amend modifies Tech Specs for Cycle 5. 

STCTLZ, J. F. Operating Reactors Branch 4 84/05/10 10pp. 

24760:093. 24X Fi c h e : 50-366, 84/05/ 10, 8405310295. 


ET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


ecurity, medical, emergency & fire protection plans 


350336 Forwards description of scope it objectives of small-scale 
nual emergency exercise scheduled for 840802, pend ing 
proval. Simulator will be used as control room to lend 
al ism to exercise. 

IKHAII.J T. Georgia Power Co. 84/04/23. STOHR, J. P. Division of 

ergency Preparedness JU Materials Safety. 4pp. 24818:337 . 24X 

che: 50-321, 84/04/23. 8406050336. 


310334 Revised emergency plan implementing procedures, includ ing 
3 -4867 re operations support ctr activation, HNP-8004 re 
rsonnel dosimetry & HNP-8022 re environ it personnel TLD 
35S check. W/840529 ltr. 

?REIL, E C. Georgia Pouer Co. 84/05/29, 60pp. 24753:088. 24X 

:he: 50-321, B4/05/29, 8406010334. 


140204 Forwards amend to security plan. Amend withheld 
10CFR73 21 it 2 790) . 

IKHAM, J. T Georgia Pouer Co. 84/06/01. O'REILLY, J. P, Region 2, 
Fice of Director lp. 24924:322. 24X Fi c h e : 50-321 , 84/06/01 , 

)6 140204 


370 1 65 Rev 16 to Emergency Plan Implementing Procedure HNP-8016>, 
lipment of Radioactive Matl. " W/840604 ltr. 

!RELL,E C Georgia Power Co. 84/06/04. 22pp. 24747:061. 24X 

:he: 50-321, 84/06/04. 8406070165. 


•20259 Responds to NRC 840423' request for -in fo re safety parameter 
: P la y sys per Sup p 1 1 to NUREG-0737. Safety f eatures, data 
•idation, human factors & method of electrical isolation 
mussed Description of Foxboro optical isolators end. 

; WA,L T Georgia Power Co. 84/06/07. STOLZ, J. F. Operating 
ictors Branch 4. 14pp. 24894: 275. 24 X Fiche: 50-321, 84/06/07, 

>6120259. 


20415 Rev 4 to Emergency. Flan impiementing Procedure HNP-8143, 
lu Vo1 Air Sampler Model H-809 VI. " W/840608 ltr, 

Georgia Power Co. 84/06/08. • ■$,«*»' 3AHTO- 323 24 X 

he: 50-321, 84/06/08, 8406120415 


8406010055 Forwards notice of consideration of issuance of amends tc 
Licenses DPR-57 i>. NPF-5 it opportunity for prior hearing, in 
response to 840206 it 0403 applications re average power 
range monitor improvement program. 

STOLZ, J. F. Operating Reactors Branch 4 84/05/10. BECKHAM, J. T. 

Georgia Power Co. 3pp. 24764:165. 24X Fi c he : 50-321 , 84/05/10, 

8406010055. 


8406010059 Notice of consideration of issuance of amends to Licens 
DPR-57 t>. NPF-5 & for prior hearing re average power range 
monitor improvement program. NSHC available in Central Files. 
STOLZ, J. F. Operating Reactors Branch 4. 84/05/10. 6pp. 

24764:169. 24X Fi ch e : 50-321, 84/05/10, 8406010055. 


8406050276 Forwards response to 840515 questions re traversing in— cc 
probe (TIP) sys Process Computer Sys QD-2 & recalibr of 
individual local power range monitors using TIP sys 
described. 

GUCWA. L. T. Georgia Power Co. 84/05/25 STOLZ, J. F. Operating 
Reactors Branch 4 3pp. 24836 097 24X Fiche: 50-366, 84/05/25, 

8406050276. 


8406040029 Advises that if relief from recombiner capability 
requirements still desired, util should resubmit request 
under guidance provided in Generic Ltr 84-09. 

R I VENBARK, G. W. Operating Reactors Branch 4. 84/05/29. BECKHAM, 

Georgia Power Co. 2pp. 24807:325. 24X Fi che: 50-321, 84/ 05/2^?, 

8406040029. 


8406070353 Informs that ASME Code Class 1 V. 2 pressure boundary pipi 
safe ends it fitting matls do not meet NUREG— 0313, Rev 1 
requirements per util 810629 it 830107 responses to Generic 
Ltr 81-04. SER it technical evaluation rept encl. 

R I VENBARK, G. U. Operating Reactors Branch 4. 84/05/29. BECKHAM, v 

Georgia Power Co. 3pp. 24854:239. 24X Fiche: 50-321, 84/05/29, 

8406070353. 


— 8406070361 Safety evaluation re IGSCC in RCPB piping sys. Util resf 
unaccep tab le. 

* NRC - No Detailed Affiliation Given. 84/05/29. 7pp. 
24854:242. 24X Fiche: 50-321, 84/05/29, 8406070353. 


— 8405310368 “Technical Evaluation of Integrity of Edwin I Hatch Nut 
Power Plant Unit 1 V. 2 RCPB Piping Sys. " 

NAGATA, P. EG&G, Inc. FIN A-6429. EGG-FM-6252. 83/07/31. 

KOO, W. H. Division of Engineering. 43pp, 24854:249. 24X 

Fiche: 50-321, 84/05/29, 8406070353. 
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36070085 Responds to 840412 request for info re implementation of 
NUREG-0737. TMI Action Item II K 3 16. "Reduction of 
Challenges Failures of Relief Valves " Unit 1 converted to 
two-stage safety relief valves in 1978 

SUCWA.L.T Georgia Pouer Co. 84/06/01 ST0L2. J F Operating 
Reactors Branch 4 3pp. 24747 264 24X Fi c h e 50-321 . 84/ 06/01 . 

B406070085 


06110346 Forwards addl info requested per 840514 ltr re electrical 
equipment qual lfication, covering balance of plant 
components, NSSS components ! methodology to identify 
equipment per 10CFR50. 49 ( b ) 

GUCWA.L T Georgia Pouer Co. 84/06/04 STOLZ. J F Operating 
Reactors Branch 4 141pp. 24867 249. 24X Fi che. 50-321, 84/06/04, 

8406110346. 


36130303 Confirms that util will comply w/TMI Action Item II. K. 3 18 
by modifying automatic depressurization sys logic to 
eliminate drywall pressure permissive & adding manual 
inhibit switch. Mod acceptable Item closed 

RIVENBARK, G W Operating Reactors Branch 4. 84/06/05 BECKHAM, J T 

Georgia Power Co 2pp 24919 359 24X Fi che: 50-321 , 84/06/05. 

3406130303. 


36190202 Submits schedule requested in 840514 ltr re implementation 
d f nods resulting in scram discharge vol vent Z< drain valve 
rlosure times uhich meet GE requirements of 30 s. Tests will 
ie performed to determine extent of mods. 

3UCWA. L. T. Georgia Power Co. 84/06/14 STQL2, J. F Operating 
Reactors Branch 4. 2pp. 24980:361 24X F i c h e 50-321 , 84/ 06/1 4, 

3406190202. 


36190402 Forwards revised response to Question 1-2, incorporating addl 
Info requested by NRC Z>. corrected response to Question 1-3 
-e proposed analog transmitter trip sys Tech Spec changes. 
ier 840613 fcelcon. 

SUCWA, L. T Georgia Power Co. 84/06/14 STOLZ. J. F. Operating 
Reactors Branch 4 3pp 25023 089. 24X F i ch e 50-321 . 84/06/1 4, 

3406 1 904 02. 


>6190105 Submits addl info re proposed Tech Spec changes, per NRC 
■equest Hardware associated u/ATTS l\ non-ATTS sys discussed. 
rUCWA, L. T. Georgia Power Co. 84/06/15 STOLZ, J. F. Operating 
leactors Branch 47 lp 24979:351 24X Fi che : 50-321 , 84/06/15, 

1406190105. 


16260540 Forwards Amends 100 Sc 37 to Licenses DPR-57 & NPF— 5, 
espectively ?j. safety evaluation Amends establish limiting 
ondition for operation for loss of secondary containment 
ntegrity h clarify operability requirements. 

: I VENBARK, G. W. Operating Reactors Branch 4 84/06/20 BECKHAM, J. T. 

Georgia Power Co. 2pp. 25158 104 24X Fich e : 50-321, 84/06/20, 

1406260540. 


:406260543 Amends 100 Z>. 37 to Licenses DPR-57 & NPF-5, r e sp ec ti ve 1 y , 
establishing limiting condition for operation for loss of 
secondary containment integrity h clarifying operability 
requirements for standby gas treatment sys 

RIVENBARK, G. W. Operating Reactors Branch 4 84/06/20. 11pp. 

25158:106 24X F i c h e : 50-321 , 84/06/20, 8406260540. 


406260547 Safety evaluation supporting Amends 100 & 37 to Licenses 
DPR-57 S- NPF-5, re sp ec t i ve 1 y . 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 2pp 
25158:117 24X Fi c h e : 50-321 . 84/06/20. 8406260540. 


6260200 Responds to Generic Ltr 84-09, "Hydrogen Recombiner 
equirements of 10CFR50. 44. " Inerted BWR Mark I containments 
equested to be exempt from equipment qua I i f i ca 1 1 on 
equirements (ref 10CFR50 .44 ( c ) (3 ) ( i i ) ) . 

UCWA, L. T. Georgia Power Co 84/06/21. STOLZ, J. F. Operating 
eactors Branch 4. 3pp. 25141:185. 24X F i c h e : 50-321 , 84/06/21 , 

406260200. 


Inspection reports, IE Bulletins & correspondence 


6230015 Forwards IE Insp Repts 50-321/84-15 & 50-366/84-15 on 
40416-20 No violations or deviations noted. 

4IMCE, H. C. Region 2, Office of Director 84/05/23. KELLY, R. J. 
Borgia Power Co. 2pp. 25135:016. 24X Fi c h e : 50-321 , 84/05/23, 

406230015. 


406230018 IE Insp Rept 50-321/84-15 & 50-366/84-15 on 840416-20. No 
violations or deviations noted. Major areas inspected: 
organization Z>. mgt, external exposure, control of radioactive 
matls,ALARA program h solid wastes & transp ortat i on. 

PEERY , W. W. . JENKINS, G.R. Region 2, Office of Director. 84/05/17 
6pp. 25135:018. 24X Fich e: 50-321 , 84/05/23, 840623001 5. 


8406250065 Forwards IE Insp Repts 50-321/84-14 50-366/84-14 on 
840501-04 No violations or deviations noted 

DANCE, H C Region 2, Office of Director. 84/05/23 KELLY, R. , 
Georgia Power Co 2pp 25140.197 24X Fi c h e : 50-32.1 , 84/05/23, 
8406250065 


— 8406250073 IE Insp Repts 50-321/84-14 Sc 50-366/84-14 on 840501- 
violations or deviations noted Major areas inspected 
recirculation piping replacement, IE bulletins & inspector 
followup items. 

CROWLEY, B R. , BLAKE, j J, Region 2, Office of Director. S4/< 
llpp 25140.199 24X F l c h e 50-32 1 , 84/05/23, 8406250065. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Conta: 
Spray Sys " Svc list encl. 

JCROAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). S4/05/25. Consolidated Edison Co. i 

York, Inc. 124pp 24861.201 24X Fi c he 50-000, 84/05/25, 84051 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness h Engineering 
Response (Post 830103). 84/05/25 Consolidated Edison Co. i 

York, Inc 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, B405; 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses " Svc 1: 
encl. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. i 

York, Inc. 122pp 24879:342 24X Fi c h e : 50-000, 84/05/30, 8405; 


8406210469 Ac k receipt of 840517 ltr informing NRC of steps takei 
correct violations noted in IE Insp Repts 50-321/84-11 St 
50-366/84-11 

DANCE, H. C Region 2, Office of Director. 84/05/31. KELLY, R. , 
Georgia Power Co lp 25089:069. 24X Fi c h e : 50-32 1 , 84/05/31 , 

8406210469 


— 8406210471 Responds to NRC 840419 ltr re violations noted in II 
Repts 50-321/84-11 Sc 50-366/84- 1 1 Cor rec t i ve actions : interim 
program implemented uhich requires calibr of automatic 
welding machines at least every 6 months. 

GUCWA, L. T Georgia Pouer Co 84/05/17. 0 'REILLY, J. P. Reg 

Office of Director. 2pp. 25089:070. 24X Fi c h e : 50-321 . 84/0! 

8406210469. 


—8406210472 Forwards IE Insp Repts 50-321/84-11 Sc 50-366/84-11 i 
840403-06 S: notice of violation. 

DANCE, H. C. Division of Project St Resident Programs. 84/04/ 
KELLY, R J. Georgia Pouer Co 2pp 25089:072. 24X 

Fiche 50-321, 84/05/31 , 8406210469 


— 8406210475 Notice of violation from insp on 840403-06 

* Region 2, Office of Director. 84/04/19. lp 25089:074. 
Fiche: 50-321, 84/05/31, 8406210469. 


— 8406210477 IE Insp Repts 50-321/84-11 St 50-366/84-11 on 840403 
Noncompliance noted : fai lure to provide procedure for calibr 
of automatic welding equipment. 

CROWLEY, B R. , BLAKE, J. J. Region 2, Office of Director. 84/' 
llpp. 25089:075. 24X F l c h e : 50-321 , 84/05/31 , 8406210469. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/06/11. Consolidated Edison Co. 

York, Inc 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/01, 8406 

8406190068 Grants extension to 840615 to respond to Generic Ltr 
FR notice of considerat ion of issuance of amend encl. 

EISENHUT , D. G Division of Licensing. 84/06/01. BECKHAM, J. T. 
Georgia Power Co. 3pp. 25023:356. 24X Fi c h e: 50-321 , 84/06/01 

8406190068. 


8406230490 Ac k receipt of 840416 Sc 0514 ltrs informing NRC of st 
taken to correct violations noted in IE Insp Repts 
50-321/84-05 V. 50-366/84-05 

DANCE, H C Region 2, Office of Director. 84/06/04 KELLY, R. 
Georgia Power Co. lp 25133: 175. 24X Fiche 50—321, 84/06/04, 

8406230490. 


— 8406230498 Suppls response to NRC 840315 ltr re violations not 
Insp Repts 50-321/84-05 & 50-366/84-05. Correct ive actions: 
further review of QC insp records will be performed to 
determine adequacy of insp. 

GUCWA, L. T Georgia Pouer Co. 84/05/14. 0 'REILLY, J. P. Regi 

Office of Director. lp 25133:176 24X Fi ch e: 50-321 , 84/06 

8406230490 
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5406230510 Responds to NRC ltr re violations noted in IE Insp Repts 
50-321/34-05 & 50-366/84-05 . Cor r e c 1 1 ve actions; QC inspectors 
trained to review details on design documents before 
performing insps. 

GUCWA, L. T . Georgia Power Co. 84/04/ 16. 0 'REILLY, J. P. Region 2, 

Office of Director 2pp. 25133:177. 24X F l c h e : 50-32 1 , 84/06/04, 

0406230490. 


1406230517 Forwards IE Insp Repts 50-321/84—05 & 50-366/84-05 on 
840221-23 & notice of violation. 

DANCE, H. C. Division of Project & Resident Programs. 84/03/15. 
KELLY, R J. Georgia Pouer Co. 2pp 25133: 179. 24X 

Fiche: 50-321, 84/06/04. 8406230490. 


'406230 5 30 Notice of violation from insp on 840221-23. 

* Region 2, Office of Director. 84/03/15. Ip. 25133: 181. 24X 

Fiche; 50-321, 84/06/04, 8406230490. 


406230 5 39 IE Insp Repts 50-321/84-05 & 50-366/84-05 on 840221-23. 
Violation noted: inadequate insp of masonry wall mods. 

LENAHAN, J J. Region 2, Office of Director JAPE, F. Division of 
Engineering & Operational Programs. 84/03/08. 5pp. 25133:182. 
24X Fiche; 50-321,84/06/ 04,8406230490. 


60500 1 2 IE Info Notice 84-42, "Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. " Svc list encl. 

ORGAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork, Inc 120pp 25050:124. 24X Fiche : 50-000, 84/06/05, 8406050012. 


6050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
adiation Applicators." Svc list encl. 

RACE, j. N. Division of QA, Safeguards it Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2 pp. 25050:032 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


606033 6 IE Info Notice 84-44, "Environ Qual if ication Testing of 
ockbestos Cables." Svc list encl. 

DRDAM, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list encl. 

DRDAN, E L Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 123pp. 25049:001. 24X Fi ch e : 50-000, 84/06/ 1 1 , 8406080176. 


6080173 IE Info Notice 84-46, "Circuit Breaker Position 
srificat ion. " Svc list encl. 

3RDAN, E. L. Division of Emergency Preparedness i>. Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/ 13, 8406080173. 


6130315 IE Info Notice 84-47, "Environ Qua 1 i f i ca t i on Tests of 
lectrical Terminal Blocks. " Svc list encl, 

1RDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

:rk, Inc 122pp 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 84061 303 1 5. 


61901 1 3 Responds to Generic Ltr 84-11 re insp of BWR stainless steel 
Lping. Current plans for IGSCC & leakage detection insp 

id. 

iCKHAM, J T. Georgia Pouer Co. 84/06/15. STOLZ, J. F. Operating 
•actors Branch 4. 4pp. 24980:236. 24X F i c h e : 50-321 , 84/06/1 5, 

1061901 13. 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
alves. " Svc list encl. 

1RDAN, E. L. Division of Emergency Preparedness it Engineering 
isponse (Post B30103). 84/06/18. Consolidated Edison Co. of New 

irk, Inc 118pp. 25536. 043. 24X Fi che: 50-000, 84/06/18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
iilure. " Svc list encl. 

3RDAN, E. L. Division of Emergency Preparedness & Engineering 
isponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

irk, Inc. 118pp. 25535:286. 24X Fi che: 30-000, 84/06/ 18, 8406180360. 


6190327 IE Info Notice 84-50, "Clar if icati on of Scope of QA Programs 
ir Transport Packages Pursuant to 10CFR50, App B. " Svc list 

id. 

JRDAN, E. L. Division of Emergency Preparedness V, Engineering 
isponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

irk, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/2 1 , 84061 90327. 


'eriodic operating reports 4: relate# correspondence 


S Reportable occurrences, LERs it related correspondence 


8406200250 Forwards engineering evaluation rept, "Failure of 
Anticavi tati on Device in RHR Svc Water HX Outlet Valve," 
presenting potential generic problem Review of compatibility 
of ant i cavi tat i on device for use in row water urged. 

HSU, C. Reactor Operations Analysis Branch. 84/05/22. SEYFRIT, K. 
Reactor Operations Analysis Branch. 4pp. 25051:251. 24X 

Fiche: 50-366, 84/05/22, 8406200250 


— 8406200253 AEQD engineering evaluation rept, "Failure of Anticavit 
Device in RHR Svc Water HX Outlet Valve. " 

HSU, C. Director's Office. 84/05/22. 9pp. 25051:255. 24X 

Fiche 50-366, 84/05/22, 8406200250. 


8406190066 Forwards Engineering Evaluation Rept AE0D/E414 re stuck 
open isolation check valve on RHR sys, for r evi ew. Def i n i t i on 
of good industry practice for disabling air actuators of 
testable check valves uhen flow testing requested. 

HELTEMES, C.J Director's Office. 84/06/01. PATE, Z. T. Institute 
Nuclear Power Operations. 2pp. 25032:337. 24X 

Fiche: 50-366, 84/06/01, 6406190066. 


— 8406190082 Forwards Engineering Evaluation Rept AE0D/E414 re stuck 
open isolation check valve on RHR sys at Hatch Unit 2. 

Human errors & degraded isolation barriers between 
high-pressure RCS & low-pressure RHR sys caused event. 

HELTEMES, C. J. Director's Office. 84/06/01. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25032:339. 24X F i c h e : 50-366, 84/06/01 , 8406190066. 


--8406190089 Foruards Engineering Evaluation Rept AE0D/E414 re stuck 
isolation check valve on RHR sys at Hatch Unit 2. Isolation 
barriers between high-pressure RCS sys i>. low-pressure RHR 
sys degraded. IE requested to prepare info notice. 

HELTEMES, C. J. Director's Office. 84/06/01. DENTON, H. R. Off ic 
of Nuclear Reactor Regulation, Director. 2pp. 25032:341. 24X 

Fiche : 50-366, 84/06/01 , 8406190066. 


— 8406190095 Foruards Engineering Evaluation Rept AE0D/E414 re stuck 
isolation check valve on RHR sys at Hatch Unit 2. Preparation 
of IE info notice suggested, based on degradation of 
h i gh-pr essur e/1 ow-pr essure sys boundaries. 

LAM, P. Reactor Operations Analysis Branch. 84/05/31. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. 2pp. 25139:0; 
24X Fiche: 50-366, 84/06/01, 8406190066. 


— 8406190101 "Stuck Open Isolation Check Valve on RHR Sys at Hatch Ui 
2," engineering evaluation rept. 

LAM, P Director's Office. 84/05/31. 11pp. 25032:343. 24X 

Fiche: 50-366, 84/06/01, 8406190066. 


8406200188 PNO-1 1-84-037: 1 i c en see indicated NDE of tuio jet pump 
instrument nozzles showed presence of cracks. Cause unknown. 
Investigation & exam continuing. 

PANCIERA, V. , BLAKE, J. Region 2, Office of Director. 84/06/14. 1| 

25046:349. 24X Fiche; 50-366, 84/06/14, 8406200188. 


8406250077 Updated LER 82-140/03X-1 ; on 821208, during routine panel 
s urve i 1 lane e, RHR loop A discharge pressure discovered at 
zero & loop not filled u/water,per Tech Specs. Cause unknown. 

Sys refilled it vented. lJ/840620 ltr, 

TIPPS, SB,, NIX,H.C. Georgia Power Co. 84/06/20. 0 'REILLY, J. P. 

Region 2, Office of Director 4pp. 25121:348. 24X 

Fiche: 50-366, 84/06/20, 8406250077. 


8406280039 LER 84-005-00: on 840525, standby liquid control sys PRVs 
lifted at lower than expected pressure when bench tested. 

Design change initiated to replace existing PRVs w/PRVs of 
different model. One PRV replaced thus far. W/840623 ltr. 

ELTON, T. L. , NIX, H. C. Ceorgia Power Co. 84/06/23. 4pp. 23180:35 
24X Fiche: 30-366, 84/06/23, 8406280039. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8406060466 Forwards request for addl info re procedures generation 
p a c ka g e . Resp onse requested within 30 days of ltr receipt. 

Early review will assure Unit 2 emergency operating 
procedures consistent u/Suppl 1 to NUREG-0737. 

R IVENBARK, G. W. Operating Reactors Branch 4. MILLER, J. Operating 
Reactors Branch 3, 84/05/30. GRIFFIN, J. M. Arkansas Power & Ligh 

Co. 3pp. 24748:320. 24X Fiche: 50-313, 84/05/30, 8406060466. 


8406050295 Ack receipt of 840430 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-31 it 


— 8406050298 Responds to NRC 840110 ltr re violations noted in IE Insp 
Repts 50-313/83-31 Z 50-368/83-31 Corrective actions tuo 
it three man fire brigade support teams implemented Tracking 
program instituted 

MARSHALL* J. R. Arkansas Power & Light Co 84/04/30. DENISE. R. P. 
Division of Resident. Reac tor Project Z Engineering Programs. 2pp. 
24938:299. 24X Fi c he : 50-313. 84/05/31 . 8406050295. 


8406110018 Summary of 840427 meeting u/util S. Bechtel in Bethesda.MD re 
methodology used in reanalyzing fire protection features for 
conformance to requirements of 10CFR50, App R. 

LEE. R. Operating Reactors Branch 3 84/06/05 Operating Reactors 

Branch 3. 4pp. 24897:106. 24X Fiche : 50-313. 84/06/05, 84061 10018. 


8406210494 Summary of 840502 meeting w/util in Bethesda.MD re detailed 
control room design review program plan. 

VISSING, G S. Operating Reactors Branch 4. 84/06/07. Operating 

Reactors Branch 4. 68pp. 25093:274 24X Fiche. 50-313, 84/06/07. 

8406210494. 


B406230362 Forwards order confirming licensee commitments on emergency 
response capability schedules. per Generic Ltr 82-33. 

MILLER, J. R. Operating Reactors Branch 3. STOLZ. J.F Operating 
Reactors Branch 4. 84/06/14. GRIFFIN, J M. Arkansas Power Z Light 

Co. 5pp. 25195:166. 24X F iche . 50-313, 84/06/14. 8406280362. 


— 8406280372 Order confirming licensee commitments on emergency response 
capabilities, per Suppl 1 to NUREG-0737 Z. Generic Ltr 82-33. 

EISENHUT, D. G. Division of Licensing. 84/06/14. Arkansas Power 
Z Light Co 12pp. 25195:171. 24X Fic h e : 50-313, 84/06/ 1 4, 

8406280362. 


J. Insurance Z indemnity information 


3406260370 Forwards Endorsements 50,51 Z 52 to MAELU Policy MF-74 Z 
Endorsements 59,60 Z 61 to NELIA Policy NF-210. 

MARSHALL. J. R. Arkansas Power Z Light Co 84/06/20. DINITZ, I. NRC 
- Mo Detailed Affiliation Given 7pp 25151:061 24X 

Fiche: 50-313, 84/06/20, 8406260370. 


Operating license stage documents Z. correspondence 


1406290393 "Arkansas Nuclear One Steam Electric Station Unit Two Cycle 
Four Startup Rept, “ for period ending 840315. W/840622 ltr. 

* Arkansas Power Z Light Co. 84/03/15. MILLER, J. R. Operating 
Reactors Branch 3. 35pp 25206:059. 24X Fiche: 50-368, 84/03/15, 
B406290393. 


405180373 Provides equipment qualification program status rept for 
2-uk period ending 840505 

KARSCH, R. 0. Assistant Director for Operating Reactors 84/05/08. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 8pp. 
24897:284 24X Fiche: 50-000. 84/05/08, 8405180373. 


406070367 Informs that 840423 request to delay snubber surveillance 
until 840519 acceptable. Revi sed Tech Spec change request by 
840519 requested. 

MILLER* J. R. Operating Reactors Branch 3. 84/05/16. GRIFFIN, J. M. 

Arkansas Power Z Light Co. 2pp. 24854: 181. 24X 

Fiche: 50-368, 84/05/ 1 6, 8406070367 


406010303 Application for amend to Licenses DPR-51 Z NPF-6, upgrading 
Tech Specs to extend leak testing interval for sealed 
radioactive sources from 6 to 18 months. 

GRIFFIN, U. M. Arkansas Power Z Light Co. 84/05/24. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, J. R. Operating Reactors Branch 
3. 4pp. 24755:172. 24X Fic he: 50-313, 84/05/24, 8406010303. 


-8406010308 Proposed Tech Spec s. extending leak testing interval from 6 
to 18 months for sealed radioactive sources. 

* Arkansas Power Z Light Co. 84/05/24. 3pp. 24755:176. 24X 

Fiche: 50-313, 84/05/24, 8406010303. 


k06080203 Forwards AEOD rept re sys responses of PWRs during natural 
circulation mode of DHR. Study confirms that combination of 
reactor coolant loop temps provides reliable indicator of 
natural circulation flou & can be used for all PWRs. 

I4ELTEMES, C. J. Director's Office. 84/05/29. THOMPSON, H. L. Division 
of Human Factors Safety. 2pp. 24877:178. 24X Fiche ■ 50-000, 

84/05/29, 8406080203. 


8406080214 Forwards "Natural Circulation in PWRs," engineering 
evaluation rept. Rept indicates that PWR designs respond 
similarly during transition to Z establishment of natural 
circulation cooling. 

LANNING, W. D. Reactor Operations Analysis Branch. 84/05/25. 
SEYFRIT, K. V. Reactor Operations Analysis Branch. lp. 24877:180. 

say r,,li a . crn_ r\f\r\ cyy ,ne n*n, nnn'lA', 


- -8406080234 "Natural Circulation in PWRs." engineering evaluatior 
* Director's Office 84/05/31 QOpp 24877:181 24X 

Fiche 50-000, 84/05/29, 8406080203 


8406040279 Responds to 840504 submittal of Rev 6 to QA manual.Subn 
satisfies requirements of l0CFR50,App B 

JOHNSON, E. H Region 4, Office of Director. 84/05/30. GRIFFIN, 
Arkansas Power Z Light Co. 2pp 24795.040 24X 

Fiche: 50-313, 84/05/30- 8406040279 


— 8406040280 Forwards Rev 6, " QA Manual Operations," for final re\ 

Z > acceptance Manual incorporates comments by NRC. 

MARSHALL, J. R. Arkansas Power Z Light Co 84/05/04. DENISE, P 
Region 4, Office of Director. 9pp. 24795:042. 24X 

Fiche 50-313, 84/05/30, 8406040279 


— 8406040291 Rev 6 to "QA Manual Operations, “ revised per NRC com 
* Arkansas Power & Light Co 83/06/10. 158pp. 24795:051. 

Fiche 50-313, 84/05/30, 8406040279. 


8406120357 Forwards current 2R4 refueling outage schedule per 83l£ 
c ommitment. Outage planned for early Feb 1985. Approx monthly 
updates of design Z testing data will be provided. 

MARSHALL, J. R Arkansas Power Z Light Co. 84/06/04. MILLER, J.F 
Operating Reactors Branch 3. 3p p 24893:254. 24X 

Fiche: 50-368. 84/06/04, 8406120357 


8406200477 Forwards safety evaluation re licensee response to 
NUREG-0737, Item II. K. 2. 13, “ Th erma l~Mec han i cal Rept." Info 

demonstrates reasonable assurance that vessel integrity 
maintained. Item closed 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. GRIFFIN 

Arkansas Power Z Light Co. 11pp. 25065:346. 24X 

Fiche: 50-313, 84/06/05, 8406200477. 


8406180115 Forwards interim response to 840306 ltr re control of h 
loads. Ongoing test/insp program established consistent 
w/Article 5 3 of ANSI N14 6- 1 978. Fo 1 1 o wup response expected 
by 840831. 

MARSHALL, J R. Arkansas Power %>. Light Co. 84/06/08. STOLZ, J. F. 
Operating Reactors Branch 4 MILLER, J. R Operating Reactors Br 
3. 6pp. 24967:305. 24X F i c h e 50-3 13, 84/06/08, 8406180 1 1 5 . 


8406280111 Ack receipt of 840511 request that next annual FSAR upd 
include details of operator replacement Z. r equa 1 i f i cat i on 
program, per Generic Ltr 04-14. Issue will be addressed in 
1984-B5 FSAR update to be submitted by 850722. 

MARSHALL, J. R. Arkansas Power Z. Light Co. 84/06/20. EISENHUT, E 
Division of Licensing. lp. 25180:338. 24X Fi c h e : 50-3 13, 84/06/ 

8406280111. 


Q. Inspection reports, IE Bulletins Z correspondence 


8406230042 Forwards IE Insp Repts 50-313/84-10 Z. 50-368/84-10 on 
840301-31. No violations or deviations noted 

JOHNSON, E. H. Region 4, Office of Director. 84/04/12, GRIFFIN, 
Arkansas Power Zt Light Co. 2pp. 25134:353. 24X 

Fiche: 50-313, 84/04/12, 8406230042. 


-8406230044 IE Insp Repts 50-313/84-10 Z 50-368/84-10 on 840301-2 
violations or deviations noted. Major areas inspected: 
operational safety verification Z. maint. 

CALLAN, L J , HARRELL, P. H. , JOHNSON, W. D Region 4, Office of 
Director. 84/04/09. 5pp 25134:355. 24X Fiche: 50-313, 84/0*1 

8406230042. 


8406050294 Forwards exam rept conducted on 840320-22 Z. 27-29. 

JOHNSON, E H Region 4, Office of Director. 84/05/09. GRIFFIN, 
Arkansas Power Z Light Co 2pp. 24818:076. 24X 

Fiche: 50-368. 84/05/09, 8406050294. 


•8406050299 Exam rept conducted on 840320-22 Z 27-29. Wr l tten Z or 
exams administered to nine reactor o p era tor s , e i g h t upgrade 
senior reactor operators Z one instructor cert i f i cat i on 
senior reactor operator. El even passed Z all others failed. 
MCCRORY, S, L. , COOLEY, R. A. Region 4, Office of Director. 84/C 
100pp. 24818:078. 24X F i c h e : 50-368, 84/05/09, 8406050294. 


8406250098 Forwards IE Insp Repts 50-313/84-09 Z 50-368/84-09 on 
840326—0406 St notice of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/10. GRIFFIN, 
Arkansas Power Z Light Co. 2pp. 25140:173. 24X 

Fiche: 50-313, 84/05/10, 8406250098 


--8406250107 Notice of violation from insp on 840326-0406. 

* Region 4, Office of Director. 84/05/10. lp. 25140: 175, 
Fiche: 50-313, 84/05/10, 8406250098. 


DOCKETED ITEMS 


8405250112 IE Insp Repts 50-313/84-09 * 50-368/84-09 on 840326-0406. 
Violation noted: as of 840406. annua 1 performance test not 
canduc ted . 

BAER.R E . MURRAY. B. , JOHNSON. W. D. Region 4. Office of Director 
'84/05/08 21pp. 25140 176. 24X Fi c h e : 50-31 3, 84/05/ 1 0, 8406250098 


36220151 Forwards IE Insp Repts 50-313/84-12 & 50-368/84—12 on 
340401-30 notice of violation 

JOHNSON. E. H Region 4, Office of Director 84/05/16. GRIFFIN. J. M 
Arkansas Power ?/ Light Co 2p p 25100:333 24X 

: lC he: 50-313. 84/05/16. 8406220151 


3406220156 Notice of violation from insp on 840401-30 
* Region 4, Office of Director 84/05/16. Ip. 25100.335 24X 

Fiche 50-313, 84/05/16, 8406220151. 


3406220160 IE Insp Repts 50-313/84-12 * 50-368/84-12 on 840401-30. 
Violation noted : fa i 1 ure to control combustible matl in Unit 
2 steam pipe area. 

JOHNSON, W D. , HARRELL, P H. Region 4, Office of Director. 

84/05/09 5pp 25100:336. 24X Fic he 50-313, 84/05/ 1 6, 84062201 51 

35230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys " Svc list encl 

JORDAN. E. L. Division of Emergency Preparedness 8s Engineering 
lesponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

fork, Inc 124pp. 24861.201. 24X Fi ch e . 50-000, 84/05/25, 8405230319. 


35240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
;ritical Facility." Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness 8s Engineering 
lesponse (Post 830103). 84/05/25 Consolidated Edison Co. of New 

fork, Inc 127pp 24880 103 24X Fi che : 50-000, 84/05/25, 8405240317. 


35290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
•ncl. 

JORDAN, E. L Division of Emergency Preparedness 8s Engineering 
lesponse (Post 830103) 84/05/30 Consolidated Edison Co. of New 

fork, Inc 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383 


36050295 Ac k receipt of 840430 ltr informing NRC of steps taken to 
:orrect violations noted in IE Insp Repts 50-313/83-31 & 

50-368/B3-31. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/31. GRIFFIN, J. M. 
Arkansas Power ?< Light Co. Ip. 24838:298. 24X 

r iche: 50-313, 84/05/31, 8406050295. 


3406050298 Responds to NRC 840110 ltr re violations noted in IE Insp 
Repts 50-313/83-31 8s 50-368/83-31 . Correct ive actions: two 
It three man fire brigade support teams imp 1 emented. Trac k ing 
program instituted. 

MARSHALL, J R. Arkansas Power it Light Co. 84/04/30. DENISE, R. P. 
Division of Resident, Reactor Project & Engineering Programs. 2pp. 
24838:299 . 24X Fi c h e : 50-313, 84/05/3 1 , 8406050295. 


>6010423 IE Info Notice 84-41, “IGSCC in DWR Plants." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness 8s Engineering 
lesponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

fork, Inc 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/01 , 84060 10423. 


16050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
luring Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
lesponse (Post 830103) 84/06/05. Consolidated Edison Co. of New 

fork, Inc. 120pp. 25050.124. 24X Fiche: 50-000, 84/06/05, 8406050012 


>6050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
ladiation Applicators. " Svc list encl. 

5RACE.J N. Division of QA, Safeguards & Inspection Programs (Post 
330103) 84/06/07. Consolidated Edison Co. of New York, Inc. 

?2pp. 25050: 032 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


>6060336 IE Info Notice 84-44, "Environ Qualification Testing of 
lockbestos Cables." Svc list encl. 

JORDAN, E L Division of Emergency Preparedness St Engineering 
lesponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

'ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336 


>6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
lesponse (Post 830103), 84/06/11. Consolidated Edison Co. of New 

fork, Inc. 123pp. 25049:001 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


8406130315 IE Info Notice 84-47, “Environ Qua I i f l cat i on Tests of 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness t>. Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. of N 

York, Inc 122pp. 25049:033 24X Fi c h e : 50-000, 84/06/ 1 5, 84061302 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves " Svc list encl. 

JORDAN, £ L Division of Emergency Preparedness 8s Engineering 
Response (Post 830103) 84/06/18 Consolidated Edison Co. of h 

York, Inc llBpp 25536 043 24X Fi c he : 50-000, 84/06/ 18, 8406180c 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator T 
Failure " Svc list encl 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/06/18. Consolidated Edison Co. of N 

York, Inc 118pp. 25535 286. 24X Fi c h e : 50-000, 84/06/ 18, 8406 1802 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Progr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1 . 

JORDAN, E L. Division of Emergency Preparedness 8s Engineering 
Response (Post 830103) 84/06/21. Consolidated Edison Co. of In 

York, Inc. 63pp 25535:041 24X Fi c h e : 50-000, 84/06/21 , 840619032 


R. Periodic operating reports 8< related correspondence 


8406070034 Monthly operating rept for Apr 1984. W/840515 ltr. 

BRAMLETT , L S , MARSHALL, J. R. Arkansas Power &t Light Co. 84/04/3G 
BASSETT, H S Division of Data Automation 4s Management Information 
6pp. 24747:341. 24X Fi c h e : 50-368. 84/04/30, 8406070034. 


S Reportable occurrences, LERs 8s related correspondence 


8406040192 Revised LER 82-038/03X-1 : on 821 1 1 1 , emer g ency feedwater 
control valve 2CV-1076-2 found incorrectly wired. Possib ly 
caused by installation oversight Wiring c orrected . W/840525 
ltr. 

ROGERS, P , MARSHALL, J R Arkansas Power i. Light Co. 84/05/25. 2 

24796:285 24X F ic h e : 50-368. 84/05/25, 8406040192. 


8406040276 Updated LER 82-0 1 2/03X-1 : on 820331 , charg ing pump 2P-36A 
found leaking during operations tour. Caused by cracked 
cylinder head. Cy 1 inder head replaced. W/840524 ltr. 

ROGERS, P , MARSHALL. J R. Arkansas Power 8-. Light Co. 84/05/25. 
24793:351. 24X F i c h e ; 50-368, 84/05/25, 8406040276. 


8406050494 Updated LER 82-018/03X-1 : on 820516, breaker for 2CV-1075, 
discharged control valve from emergency feedwater pump 2P-7B 
to steam generator 2E-24B tr i p p ed . Caused by failure of 
hydraulic pump motor b ear i ng s. Mot or rep lac ed . W/840525 ltr. 

ROGERS, P. , MARSHALL, J. R. Arkansas Power 8s Light Co, 84/03/25. 2 

24842:097 24X F i c h e : 50-368, 84/05/23, 8406050494. 


8406050495 LER 82-01 9/03X-1 : on 820520, d ischarge control valve ZCV-1C 
from emergency feedwater pump 2P-7B to steam generator B 
taken out of svc for maint after discovery of leak. Caused by 
failure of hydraulic sys pump 8< pump motor. W/840523 ltr. 

ROGERS, P. , MARSHALL, J. R. Arkansas Power 8; Light Co. 84/03/25. 2 

24342:095 24X Fi c h e : 30-368, 84/05/25, 8406050495. 


8406120284 Revised LER 79-025/01 X-l ; on 790330,11 fire dampers 
identified as not seismically qual if ied, per GDC 3. Caused by 
faulty installation QA. Eight dampers replaced 8< three 
upgraded to required seismic qual if ications. W/840607 ltr. 

ROGERS, P. , MARSHALL, J R. Arkansas Power 8s Light Co. 84/06/07. ! 

24808:336. 24X Fiche: 30-368, 84/06/07, 0406120284. 


8406130060 Oversize updated LER 79-026/03X-1 : on 790323, fire dampers 
installed per design specs. Caused by installation QA. Fire 
dampers cited installed as required. WI/840607 ltr. Aperture 
card available in PDR. 

ROGERS, P. , MARSHALL, J. R. Arkansas Power 5s Light Co. 84/06/07. I 
24943:333. 24X Fiche. 50-368, 84/06/07, 8406150060. 


8406190102 LER 84-011-00: on 840507, reactor turbine trip occurred du< 
to high level on steam generator B. Caused by master 
controller settings not being set at optimum setpoints for 
maneuvering at reduced power levels. W/840607 ltr. 

ROGERS, P. C. , MARSHALL. J. R, Arkansas Power 8< Light Co. 84/06/07. 
3pp. 24982:074. 24X Fic he: 50-368, 84/06/07, 8406190102. 


£znj 
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V. Operator Exaniriations 


8406050294 Forwards exam rept conducted on 840320-22 ?- 27-29. 

JOHNSON, E. H. Region 4, Office of Director 84/05/09 GRIFFIN, J. M 
Arkansas Power Z Light Co 2pp 24818 076 24X 

Fiche: 50-368, 84/05/09, 8406050294 


— 840605023c, Responds to NRC 840411 1 tr re violation; 

Repts 50-369/84-08 * 50-370/84-08 Corrective act 

withheld (ref 10CFR73 80* 

TUCKER, H B Duke Power Co. 84/05/11 O'REILLY, 
Office of Director lp 24840 350 24X Fiche: ! 

8406050232 


— 8406050299 Exam rept conducted on 840320-22 27-29. Ur l tte n oral 

exams administered to nine reactor operators, eight upgrade 
senior reactor operators Z> one instructor certification 
senior reactor operator Eleven passed & all others failed. 

MCCRORY. S. L. , COOLEY, R. A Region 4, Office of Director. 84/05/02 
lOOpp 24818:078 24X Fi che 50-368, 84/05/09, 8406050294. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency Z fire protection plans 


8403020254 Ac k receipt of 840125 Z> 831010 ltrs transmitting Revs 6 h 5 
to guard training & qualification p lan, resp ec tive 1 y. Revs 
consistent w/ 10CFR50 54 ( p ) Z>. acceptable. 

LEWIS, R.C. Division of Project Z> Resident Programs 84/02/29. 
TUCKER, H, B. Duke Power Co 2pp. 22439 003. 24X 

Fiche: 50-369, 84/02/29, 8403020254 


8406190225 Forwards addl info re spent fuel pool two 
mods, per 840514 request. Health physics Z emergency 
administered, per 10CFR19 ?• Reg Guide 8 27 
TUCKER, H B Duke Power Co 84/06/07 DENTON, H. R 
Nuclear Reactor Regulation, Director ADENSAM, E. G 
4 5pp 25023 117 24X F i c h e : 50-369, 84/06/07, 84( 

8406230276 Forwards order confirming licensee 830414 
emergency response capability 

ADENSAM, E G Licensing Branch 4 84/06/15 TUCKI 

Co 3pp 25192.343. 24X F l c h e : 50-369, 84/06/ 1 5, 8' 


— 8406280278 Order confirming licensee 830414 commiti 
response capability, per Suppl 1 to NUREG — 0737 ( G 
82-33 ) 

EISENHUT, D G Division of Licensing. 84/06/15. 
6pp. 25192:345 24X F i c h e : 50 -369, 84/06/ 1 5, 8406; 


I. Financial information 


8406050270 Forwards IE Safeguards Insp Repts 50—369/84-08 & 
50-370/84-08 on 840325-29 & notice of violati on. Notice of 
violation & rept details withheld (ref 10CFR2. 790 & 73.21). 
LEWIS, R. C Division of Project & Resident Programs. 84/04/11. 
TUCKER, H. B Duke Power Co. 2pp. 24836 100. 24X 

Fiche: 50-369, 84/04/11, 8406050270. 


8406270173 Forwards NP Morrow 840614 statement re av 
funds to satisfy liability per 10CFR 140. 2 1 , annual 
rept for 1983 .5 financial forecast for 1984-86. 
TUCKER, H B Duke Power Co. 84/06/20. DENTON, H. R 
Nuclear Reactor Regulation, Director 17pp. 2517 

Fiche: 50-000, 84/06/2 0, 8406270173 


— 8406050275 IE Safeguards Insp Rept 50-369/84-08 50-370/84-08 on 

840325-29. Vi o lat ion noted: failure to provide complete 
intrusion detection capability at protected area boundary. 

Details withheld (ref 10CFR2. 790 Z. 73.21). 

MOORE. D. E Region 2, Office of Director. MCGUIRE, D R Division 
of Emergency Preparedness & Materials Safety. 84/04/10 lp. 
24836 102. 24X Fi C h e : 50-369, 84/04/1 1 , 8406050270 


8406200354 Forwards public version of Revs 8 Z 9 to crisis mgt plan. 
Revs resubmitted due to failure to docket initial submittal. 
W/840612 release memo. 

TUCKER, H. B Duke Power Co. 84/04/16. Record Services Branch 
(Document Control Desk). 3pp. 25067:001. 24X Fi c he : 50-000, 

84/04/16, 8406200354 


P. Operating license stage documents Z correspondenc 


8402030156 Forwards differing prof op in ion . < DPO ) re 
between Tech Specs Z FSAR safety analyses for boro 
ESF actuation instrumentation Z. t h erma 1 -h y dra u 1 i c 
L ICC I AR DO, R A. Reactor Systems Branch. 84/01/26. 

Office of Nuclear Reactor Regulation, Director. 4 
24X Fiche 50-369, 84/01/26, 8402030156. 


— 8404110461 Forwards proposed 5ER on McGuire Tech S 
L ICC I ARDO, R NRC - No Detailed Affiliation Give 

NRC - No Detailed Affiliation Given. lp. 24861 
Fiche 50-369, 84/01/26, 8402030156. 


■8406200360 Public version of Rev 8 to crisis mgt plan 

GLOVER, R. M. Duke Power Co. 83/03/04 102pp 25067:003. 24X 

Fiche: 50-000, 84/04/16, 8406200354 


•8406200370 Public version of Rev 9 to crisis mgt plan 

GLOVER, R. M. Duke Pouer Co 83/06/06 108pp 25067:105. 24X 

Fiche: 50-000, 84/04/16, 8406200354 


— 8306080324 Forwards safety evaluation supporting 8 
Spec changes re reactor coolant flow uncertainty 
in wording for surveillance requirement recommen 
HOUSTON, R W. Assistant Director for Reactor Saf 
NOVAK, T M. Assistant Director for Licensing. 1 
24X Fiche 50-369, 84/01/26, 8402030156. 


8406290074 Rev 12 to "Crisis Mgt Plan. " UI/840517 ltr. 

VAUGHN, T. S. Duke Pouer Co 84/04/30. Ulpp. 25212:003. 24X 

Fiche: 50-000, 84/04/30 , 8406 2 9 0074. 


— 8406290067 Releases public version of util emergency plan 
documentation 

FELTON, J. M. Division of Rules and Records. 84/06/25. Document 

Management Branch 2pp. 25212 001 24X Fiche 50-000, 84/04/30, 

8406290074. 


8406200375 Forwards public version of crisis mgt implementing 
procedures, including Rev 8 to 5. 3 1 re recovery manager Z 
immediate staff group plan.W/JM Felton 840612 release memo. 
TUCKER, H. B. Duke Power Co. 84/05/21. 0 'REILLY, J. P. Region 2, 

Office of Director. 4pp. 25067 219 24X Fic h e : 50-000, 84/05/21 , 

8406200375. 


— 8406200381 Public version of revs to crisis mgt implementing 
procedures, inc lud ing Rev 8 to 5.3 1 re recovery manager Z 
immediate staff group plan. 

* Duke Power Co. 84/04/30. 133pp. 25067:222. 24X 

Fiche: 50-000, 84/05/21, 8406200375 


8406050232 Ac k receipt of 840511 Z 22 ltrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-369/84-08 Z 
50-370/84-08. 

LEWIS, R.C. Division of Project Z Resident Programs 84/05/31. 

TUCKER, H. B Duke Power Co. lp 24840:349 24X 

Fiche: 50-369, 84/05/31 , 8406050232. 


8406060459 Requests extension until 840229 for resol 
R Licciardo differing prof opinion re safety sys Z 
Tech Specs. 

BARRETT, L. H TMI Program Office 84/01/27 DENT 
Nuclear Reactor Regulation, Director. lp 24748: 
Fiche- 50-369- 84/01/27, 8406060459. 


84041 10467 Forwards JE Rosenthal 840130 
process Z technical issues associated 
SHERON, B W. Reactor Systems 3ranch. 
Program Office lp 24662 033 24X 

8404110467. 


memo re reco 
w/McGuire Te 
84/02/01 B 
Fiche: 50-369 


8403020416 Advises of results of efforts to assist R 
McGuire Tech Specs. No basis or traceability provid 
Specs. T rans f onnat ion of proposed SER w/ marked- up T 
recommended 

SHERON, 3 W Reactor Systems Branch. 84/02/22. B 
Program Office. 2pp. 24662.084 24X Fiche: 50-36 

8403020416 


8404110524 Forwards 840321 memo providing descriptio 
taken to resolve technical issues expressed in dif 
prof opinion re disparities in McGuire Tech Specs. 
DENTON, H. R Office of Nuclear Reactor Regulation, 
84/03/20. LICCIARDO, R. 3. Reactor Systems Branch. 
24X Fiche. 50-369, 84/03/20, 8404110524. 


8406180030 Partial response to FOIA request for doci 
Notices 81-29,82-52,83-57 .V 83-72 Z Board Notifies 
83-128 Z 83--123A. Forwards Ap p A d oc. uments . Doc umen t 
available in PDR App B documents available in PDR. 
FELTON, J M Division of Rules and Records. 84/03 
Harnon Z Weiss. 18pp. 25070.115, 24X Fiche: 50-C 


DOCKETED ITEMS 


8203030187 Disputes NSC contention that util proposed confirmatory 
tests on electrical connectors must include addl margin at 
temp of 1 -h for any temp transient calculated to be less 
than 1 -h Clarification requested 

SrtIFZEK, J H Assistant Director for Radiation Protection. 

81/11/09 VGLLMER, R. H. Division of Engineering. 2pp. 25072' 023 
24X Fiche 5C-C00, 84/03/20, 8406180030. 


8406190253 Application for amend to Licenses NPF-9 

it 1 Tech 
to currently 


__ „ . . .. , , 8 NPF-17. expandin 

po«jer distribution limits section of Unit 1 Tech Specs to 
include base load operation in additi 
approved RAOC operation 

TUCKER. H B Duke Power Co. 84/06/14. DENTON. H. R. 

Nuclear Reactor Regulation, Director ADENSAM, E. G. Licensing Bra 
4. 4pp 24989:182 24X F i c h e 50-369, 84/06/ 14, S406190253. 


Office of 


5621029? Forwards three NRC memos that clarify 8 explain positions on 

lajeous dose calculations, per 840522 meeting 8 840524 

:elcon. 

IEINKE. W Radiological Assessment Branch 84/05/25 CR I NIGAN, P T 
laltimore Gas h Electric Co. Ip. 25069:237. 24X 

'iche. 50-000, 84/05/25, 8406210299 


■8406190255 Proposed Tech Specs expanding Unit 1 power distribution 
section to include base load operation in addition to 
currently approved PAOC operation. 

'* Dul <e Power Co. 84/06/14. 33pp 24989:186 . 24X 

Fiche 50-369, 84/06/14, 8406190253 


40621031 1 Forwards list of plants w/Terh Specs requiring reporting of 
offsite doses for 1982 & interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D R Assistant Director for Radiation Protection. 

63/03/10 NOVAK, T. M. Assistant Director for Licensing. 6 pp. 
25069:247. 24X Fi c h e . 50-000. 84/05/25, 8406210299. 


8406260142 Application to ante 
disposal of very low level 
disposal method 8 fee end 
TUCKER, H B. Duke Power Co. 
Nuclear Reactor Regulation, 
4. 56pp. 25142 236 24X 


nd Licenses NPF-9 8 NPF-17, a uth or i z ing 
radwaste Discussion of proposed 

84/06/18. DENTON, H. R. Office of 
Director. ADENSAM, E. G. Licensing Brar 
Fiche. 50-369, 84/06/18, 8406260142. 


6050050 Forwards correct pages to Amends 32 8 . 13 to Licenses NPF-9 
MPF-17, respectively, transmitted by 840420 ltr. 

3 ENSAM, E G Licensing Branch 4. 84/05/29. TUCKER, H. B. Duke Power 

). 2 pp. 24662 356 24X F i c he : 50-369, 84/05/29, 8406050050. 


8406260438 Forwards addl info 
in response to 840611 reques 
TUCKER, H B. Duke Power Co. 
Nuclear Reactor Regulation, 

4. 4pp 25151 : 354. 24X Fi 


re spent fuel pool two region rerack mo 
t from Franklin Research Ctr. 

84/06/19 DENTON, H. R. Office of 
Director ADENSAM. E. G. Licensing Bran 
che: 50-369, 84/06/19. 8406260438. 


106050053 Corrected Amends 32 8 13 to Licenses NPF-9 8 NPF-17, 
respec tively , re increase/decrease in thermal power, quadrant 
power tilt ratio 8 operability of cold leg injection 
accumulator. 

* NRC - No Detailed Affiliation Given. 84/05/29. 2pp. 
24662:358. 24X Fi ch e : 50-369, 84/05/29, 8406050050. 


030203 Forwards AEOD rept re sys responses of PUIRs during natural 
rculation mode of DHR. Study confirms that combination of 
actor coolant loop temps provides reliable indicator of 
tural circulation flow 8 can be used for all PWRs. 

i.TEMES, C J Director's Office. 84/05/29. THOMPSON, H. L. Division 
Human Factors Safety. 2pp. 24877:178. 24X Fiche- 50-000, 

/05/29, 8406080203. 


3603021 4 Forwards "Natural Circulation in PWRs," engineering 
•valuation rept. Rept indicates that PUR designs respond 
iinilarl y during transition to 8 establishment of natural 
:irculation cooling. 

.MINING, W. D. Reactor Operations Analysis Branch. 84/05/25. 

iEVFRIT, K. V. Reactor Operations Analysis Branch. lp. 24877' 180 

!4X Fiche: 50-000, 84/05/29, 8406080203. 


:608O234- Natural Circulation in PWRs," engineering evaluation rept 
Director's Office. 84/05/31. 80pp. 24877:181. 24X 

iche 50-000, 84/05/29, 8406030203. 


30218 Advises of extension of completion date to Aug 1984 to 
ate FSAR, per 821222 request for exemption from 
FR50. 71(e) requirements. 

KER, H. B Duke Power Co. 84/05/31. DENTON, H. R. Office of 

lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

lp. 24855 242. 24X Fi c h e : 50-369, 84/05/31 , 8406080218. 


10005 Forwards Amends 33 8 14 to Licenses NPF-9 8 NPF-17, 
jectively & safety eva luation. Amends change Tech Specs to 
lace diesel fuel oil test to ensure quality for emergency 
»el generators. 

(SAM, E. G Licensing Branch 4. 84/06/05. TUCKER, H B. Duke Power 
2pp. 2 5092:321 24X Fi che; 50-369, 84/06/05, 8406210005. 


>210009 Amends 33 8 14 to Licenses NPF-9 8 NPF-17, resp e c tively , 
langing Tech Specs to replace diesel fuel oil tests w/ 
fries of different tests ensuring quality fuel oil for use 
i emergency diesel generators. 

IENSAM, E. G. Licensing Branch 4. 84/06/05. 9pp. 25092- 323 24X 

Che: 50-369, 84/06/05, 8406210005. 


210012 Safety evaluation supporting Amends 33 8 ,. 14 to Licenses 
r-9 8 NPF-1 7, r e sp e c t i vel y . 

Office of Nuclear Reactor Regulation, Director. 84/06/05 5 pp 
v/Q92: 332 24X Fiche: 50-369, 84/06/05, 8406210005. 


0225 Forwards addl info re spent fuel pool two region rerack 
, per 840514 request Health physics 8 emergency training 
mstered, per IOCFR 19 & R eg Guide 8.27. 

ER,H. B. Duke Power Co. 84/06/07, DENTON, H. R. Office of 


8406280244 Forwards response to 840620 request for addl info re draft 
Tech Specs Enel proprietary rept, "Westinghouse Reactor 
Protection Sys/ESF Actuation Sys Setpoint Methodology, » 
withheld (ref 10CFR2. 790). 

TUCKER, H. B Duke Power Co 84/06/25. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E G. Licensing Bran 
4. 24pp 25177:031. 24X F i c he : 50-000, 84/06/25, 8406280244. 


Q Inspection reports, IE Bulletins 8 . correspondence 


8406050270 Forwards IE Safeguards Insp Repts 50-369/84-08 8 
50-370/ 84-08 on 840325-2? 8 notice of vi 0 la t i on No t ic e of 
violation 8 . rept details withheld (ref 10CFR2. 790 8 73.21). 
LEWIS, R. C. Division of Project 8 Resident Programs. 84/04/11. 
TUCKER, H. B. Duke Power Co. 2pp. 24836: 100. 24X 

F iche: 50-369, 84/04/1 1, 8406050270. 


8406050275 IE Safeguards Insp Rept 50-369/84-08 8 50-370/84-08 on 
840325-29. Vi olat i on noted : fai lure to provide complete 
intrusion detection capability at protected area boundary. 

Details withheld (ref 10CFR2. 790 8 73.21). 

MOORE, D. E. Region 2 , Office of Director. MCGUIRE, D. R. Division 
of Emergency Preparedness 8 Materials Safety. 84/04/10. lp 
24836:102. 24X Fi c h e : 50-369, 84/04/1 1 , 8406050270. 


8406220013 Forwards IE Insp Repts 50-369/84-12 8 50-370/84-10 on 
840501-04. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/21 TUCKER, H B 
Duke Power Co. 2 pp. 25127:039. 24X Fiche: 50-369, 84/05/21, 

8406220013. 


— 8406220015 IE Insp Repts 50-369/84-12 8 50-370/84-10 on 840501-04. No 
violations or deviations noted. Major areas inspected: 
post-refueling 8 startup tests. 

BURNETT, P. T. , JAPE, F. Region 2, Office of Director 84/05/16 
5pp. 25127:041. 24X Fiche- 50-369, 84/05/21, 8406220013. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 0405230319 


8405240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
Critical Facility. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24830:103. 24X Fi che: 50-000, 84/05/25, 8405240317 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383 


8406050232 Ac k Tnr-eint pa.n« 5 ii 95 i 
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— 8406050236 Responds to NRC 84041 1 ltr re violations rioted in IE Insp 
Repts 50-369/84-03 S- 50-370,’ 84-08 Corrective actions 
withheld (ref 10CFR73. 80) 

TUCKER, H. B Duke Fouer Co. 84/05.11 O’REILLY. J P Region 2, 
Office of Director. Ip 24840:350. 24X F i c h e : 50-369, 84/05/31 . 

8406050232 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end 
JORDAN, E L Division of Emergency Preparedness 5- Engineering 
Response (Post S30103). 84/06/11 Consolidated Edison Co. of New 

York, Inc 100pp. 25050 244. 24X Fi c h e . 50-000, 84/06/01 , 8406010423 


8406050012 IE Info Notice 84-42. “Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?s Engineering 
Response (Post 830103) 84/06/05 Consolidated Edison Co. of New 

York, Inc 120pp 25050 124. 24X Fi c h e . 50-000, 84/06/05, 8406050012. 


S Reportable occurrences. LERs l related correspond 


8401310352 Fart 21 rept re potential undetectable fa 
switch in Westinghouse solid state protection sys, 
uiring change finalized ■!* being forwarded to affec 
plants. Diagrams •?< list of affected plants encl 
RAHE, E. P. West inghause Electric Corp 84/01/17. 
Director’s Office, Office of Inspection and Enforc 
22019:307 24X F i c h e , 50-000, 84/01 / 1 7 , 8401310352 


8406190321 RO 369/83-07 re radioactive gaseous efflu 
instrumentation channels per Tech Spec 3 3. 3 9. Ine 
to change filters monthly unless large or rapid in 
counts or count rate or loss of flow to EMF noted. 
TUCKER, H. B Duke Power Co 84/04/27 O'REILLY. J 
Office of Director lp 24983 360 24X Fiche:50 

8406190321 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
Radiation Applicators " Svc list encl. 

GRACE* J. N Division of GA, Safeguards Inspection Programs (Post 
830103). 84/06/07 Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406040292 LER 84-014-00 : on 840420, es sent la 1 4, 160-v 
equipment transfer aisle 1 inadvertently deenergiz 
ESF test. Caused by personnel error Offsite power r 
equipment transfer aisle l.W/840521 ltr. 

NARDOC I , P B. , TUCKER, H. B Duke Power Co. 84/05/2 
24794:287 24X F i c h e . 50-369, 84/05/2 1 , 8406040292. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 if i cat 1 on Testing of 
Rockbestos Cables " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fic he : 50-000, 84/06/08, 8406060336. 


8406130102 Discusses IE Insp Repts 50-369/83-39 & 50-370/83-46 on 
830929-1009 & 840227 & forwards notice of violation & 
proposed imposition of civil penalty 

Q 'REILLY, J. P. Region 2, Office of Director. 84/06/08. TUCKER, H. B 
Duke Power Co. 4pp. 24913:010. 24X Fiche: 50-369, 84/06/08, 

8406130102. 


— 8406130104 Notice of violation &• proposed imposition of civil penalty 
in amount of *40, 000. None omp 1 i anc e no ted : fai 1 ure to 
implement Tech Specs & inadequate implementation of 
independent verification 

O'REILLY, J P. Region 2, Office of Director. 84/06/08. 3pp. 
24913:014. 24X Fi ch e: 50-369, 84/06/08, 8406130102. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fic he : 50-000, 84/06/ 1 1 , 8406080176 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification . " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 84060B0173. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if i cat i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


8406040174 Forwards Part 21 rept re bug in computer 
calculation of Tech Specs for nuclear enthalpy ris 
factor. Bug corrected. 

SHANSTROM, R. T. Shanstrom Nuclear Associates. 84/ 
EISENHUT, D. G. Division of Licensing. lp. 24795: 
Fiche: 50-000, 84/05/24, 8406040174 


— 8406040185 Part 21 rept re bug in DETECTOR compute 
possible miscalculation of Tech Spec parameters 
rise peaking factor Problem corrected & responsi 
notif ied 

SHANSTROM, R. T. Shanstrom Nuclear Associates 8 
KURLEY, T. E Region 1, Office of Director. 8pp. 
Fiche : 50-000, 84/05/24, 8406040174 


8406130072 LER 84-015-00: on 840426, d ur mg performanc 
cluster assembly drop timing, rod B-12 failed to in 
correct p os i t i on. Caused by defective d e tec t or /enc o 
Card replaced & drop timing completed W/S40529 ltr 
NARDOC I , P. B. , TUCKER, H. B. Duke Power Co. 84/05/2' 
24915:106. 24X Fi c h e : 50-369, 84/05/29, 84061 30072 


8406110352 EN-84-031:on 840608, n ot i c e of violation & 
imposition of civil penalties in amount of *40,000 
issued. Action based on (Disposition of Unit 2 conta 
spray recirculation valve 

FARRON, P. , AXELRAD, J. Director's Office, Office o 
Enforcement 84/06/05. lp. 24868 076. 24X Fichi 

8406110352. 


8406130137 Ac k receipt of 840529 ltr notifying of QA 
equipment mfg by Bahnson Co Equipment will be revi< 
determine d ef i c i enc i es, in c 1 u d i ng Catawba & Oconee , 
handling units. 

LEE, W. S. Duke Pouer Co 84/06/08 DEYOUNG, R. C. 
Office of Inspection and Enforcement lp. 24913; 
Fiche: 50-000, 84/06/08, 8406130137 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York* Inc. U8pp. 25536:043. 24X Fi c he : 50-000, 84/06/ 18, 8406 1 80353 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness % Engineering 
Response (Post 830103). 84/06/18, Consolidated Edison Co, of New 

York* Inc. U8pp. 25535:286. 24X Fiche: 50-000, 84/06/18* 8406180360. 


X. Onsite Storage of Low Level Waste 


8406260142 Application to amend Licenses NPF-9 & NPF- 
disposal of very low level radwaste. Di scuss ion of | 
disposal method & fee encl. 

TUCKER, H. B. Duke Power Co. 84/06/18. DENTON, H R. 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
4. 56pp. 25142:236 24X Fiche 50-369, 84/06/18, S' 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UN] 


8406190327 IE Info Notice 84-50, "C lar if i cat i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York* Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21* 8406190327 


R. Periodic operating reports & related correspondence 


F. Security* medical, emergency & fire protection pi* 


8403020254 Ac k receipt of 840125 & 831010 ltrs transr 
to guard training & qua 1 i f i c a t ion p lan, resp ec tivelt, 
consistent w/lOCFRSO 54(p) & acceptable. 

LEWIS, R. C. Division of Project & Resident Program* 
TUCKER, H.B. Duke Power Co. 2pp. 22439, 003. 24X 

Fiche: 50-369. 84/02/29, 8403020254. 


8406190178 Monthly operating repts for May 1984. W/84061 5 ltr 
REAVIS* J. A. , TUCKER* H. B. Duke Power Co 84/05/31. 12pp. 

24980:268. 24X Fiche: 50-369* 84/05/31, 840619017B. 


8406050270 Forwards IE Safeguards Insp Repts 50-369/8 
50-370/84-08 on 840325-29 & notice of violation. Nol 
violation & rept details withheld (ref 10CFR2. 790 ? 


DOCKETED ITEMS 


3;060502' t 5 IE Safeguards Insp Rept 50-369/84-08 S. 50-370/84-08 on 
840335-29 Violation noted failure to provide complete 
intrusion detection capability at protected area boundary. 

Details withheld 'ref 1QCFR2 790 S' 73 21) 

MOCRE; D E. Region 2, Office of Director. 84/04/10 lp 
24036 102 24X F l c h e . 50-369, 84/04/ 1 1 , 8406050270 


06200354 Forwards public version of Revs 8 & 9 to crisis mgt plan. 
Revs resubmitted due to failure to docket initial submittal 
W/040612 release memo 

TUCKER, H B. Duke Power Co 84/04/lfc. Record Services Branch 
(Document Control Desk). 3pp. 25067 001. 24X Fiche 50-000, 

84/04/16, 84062Q0354 


8405200360 Public version of Rev 8 to crisis mgt plan 
GLOVER, R. M. Duke Pouer Co. 83/03/04. 102pp. 25067.003. 24X 

Fiche: 50-000. 84/04/16. 8406200354. 


•8406200370 Public version of Rev 9 to crisis mgt plan 
GLOVER, R M. Duke Pouer Co. 83/06/06. 108pp. 25067:105. 24X 

Fiche 50-000, 84/04/16, 8406200354 


P Operating license stage documents S> correspondence 


S40203015& Forwards differing prof opinion (DPO) re disparities 
between Tech Specs S. FSAR safety analyses for boron limits, 

ESF actuation instrumentation 8, t h erma 1 -hy d r au 1 1 c limits. 

LICC IARDQ, R A Reactor Systems Branch 84/01/26. BARRETT, L. H. 
Office of Nuclear Reactor Regulation, Director 4pp 24861:076. 
24X Fiche 50-369, 84/01/26, 8402030156 


— 8404110461 Forwards proposed SER on McGuire Tech Specs. W/o end 
LICCIARDO, R NRC - No Detailed Affiliation Given. 83/06/24. 
NRC - No Detailed Affiliation Given. lp. 24861:080. 24X 

Fiche 50-369. 84/01/26, 8402030156 


— 8306030324 Forwards safety evaluation supporting 830427 proposed T 
Spec changes re reactor coolant flow unc erta inty . Changes 
in wording for surveillance requirement recommended. 

HOUSTON, R W. Assistant Director for Reactor Safety. 83/06/02. 
NOVAK, T M Assistant Director for Licensing. 120pp.. 24861:06 

24X Fiche: 50-369. 84/01/26, 8402030156. 


(062900 74 Rev 12 to “Crisis Mgt Plan. " W/840517 Itr. 

VAUGHN, T S Duke Pouer Co. 84/04/30. 111pp. 25212:003. 24X 

Fiche: 50-000, 84/04/30, 8406290074. 


•8406290 0 67 Releases public version of util emergency plan 
documentati on. 

FELTON, J. M Division of Rules and Records 84/06/25. Document 
Management Branch 2pp 25212:001, 24X Fi ch e : 50-000, 84/04/30, 

B406290074 


406200375 Forwards public version of crisis mgt implementing 
procedures, including Rev 8 to 5.3. 1 re recovery manager It 
ianediate staff group plan.W/JM Felton 840612 release memo. 

TUCKER, H B. Duke Power Co. 84/05/21. O'REILLY, J P. Region 2, 
Office of Director. 4pp 25067:219. 24X Fic h e : 50-000, B4/05/21 , 

840620 0 3 7 5 


•8406200381 Public version of revs to crisis mgt implementing 
procedures, incl ud ing Rev 8 to 5.3.1 re recovery manager St 
mmediate staff group plan. 

* Duke Power Co. 84/04/30. 133pp 25067:222. 24X 

Fiche. 50-000, 84/05/21 , 8406200375. 


406050232 Ac k receipt of 840511 St 22 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-369/84-08 & 
50-370/84-08 

LEWIS, R C. Division of Project St Resident Programs. 84/05/31. 

TUCKER, H. B Duke Pouer Co. lp. 24840:349. 24X 

Fiche. 50-369, 84/05/31- 8406050232. 


-8406050236 Responds to NRC 840411 ltr re violations noted in IE Insp 
Repts 50-369/84-08 St 50-370/84-08. Correc t ive actions 
withheld Cref 10CFR73 80). 

TUCKER, H. B Duke Power Co. 84/05/11. 0 'REILLY, J P Region 2, 

Office of Director. lp. 24840:350. 24X Fiche: 50-369, 84/05/31, 

84060502 32 


(06190225 Forwards addl info re spent fuel pool two region rerack 
nods, per 840514 r equest. Hea 1 th physics St emergency training 
admirsis tered, p er 10CFR19 & Reg Guide 8.27. 

TUCKER, H B. Duke Power Co. 84/06/07. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 5pp. 25023:117. 24X 

Fiche: 50-369, 84/06/07, 8406190225. 


1062302 76 Forwards order confirming licensee 830414 commitments on 
emergency response capability. 

A DENS AM i E. G. Licensing Branch 4. 84/06/15, TUCKER, H. B. Duke Power 

Co. 3p p 25192.343. 24X Fiche; 50-369, 84/06/15, 8406280276. 


•8406280278 Order confirming licensee 830414 commitments on emergency 
response capab i 1 i ty . p er Sup pi 1 to NUREG-0737 (Generic Ltr 
82-33). 

EISENHUT, D. G Division of Licensing. 84/06/15. Duke Power Co. 
6pp. 25192:345. 24X Fi c h e : 50-369, 84/06/15, 8406280276. 


8406060459 Requests extension until 840229 for resolution of 
R Licciardo differing prof opinion re safety sys & related 
Tech Specs 

BARRETT, L. H T MI Program Office. 84/01/27. DENTON, H. R. Office 

Nuclear Reactor Regulation, Director lp. 24748:330 . 24X 
Fiche: 50-369, 84/01/27, 8406060459 


8404110467 Forwards JE Rosenthal 840130 
process St technical issues associated 
SHERON, B. W. Reactor Systems Branch. 
Program Office. lp 24662: 083. 24X 

8404110467 


memo re recollection of revi 
w/McGuire Tech Specs. 
84/02/01. BARRETT, L. TMI 
Fiche: 50-369, 84/02/01, 


8403020416 Advises of results of efforts to assist R Licciardo on 
McGuire Tech Specs. No basis or traceability provided w/Tech 
Sp ecs. Transformation of proposed SER w/marked-up Tech Specs 
r e c ommend ed . 

SHERON, B. W. Reactor Systems Branch. 84/02/22. BARRETT, L. TMI 
Program Office. 2pp 24662:084. 24X Fi c h e: 50-369, 84/02/22, 

8403020416 


8404110524 Forwards 840321 memo providing description of actions bei 
taken to resolve technical issues expressed in differing 
prof opinion re disparities in McGuire Tech Specs. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/20, LICCIARDO, R . B. Reactor Systems Branch. lp. 24879:341 
24X Fiche: 50-369, 84/03/20, 8404110524. 


8406180030 Partial response to FOIA request for documents re IE Info 
Notices 81-29,82-52,83-57 St 83-72 & Board Notifications 
83-128 & 83-128A. Forwards App A documents. Documents also 
available in PDR. App B documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/20. JORDAN, W. S 
Harmon St Weiss. 18pp. 25070:115. 24X Fiche: 50-000, 84/03/20, 

8406180030. 


— 8203030187 Disputes NRC contention that util proposed confirmatory 
tests on electrical connectors must include addl margin at 
temp of l-h for any temp transient calculated to be less 
than l-h Clarification requested, 

SNIEZEK, J. H. Assistant Director for Radiation Protection. 
81/11/09. VOLLMER, R. H. Division of Engineering. 2pp. 25072: C 
24X Fiche: 50-000, 84/03/20, 8406180030. 


8406050050 Forwards correct pages to Amends 32 & 13 to Licenses NPF- 
St NPF-17, respectively , transmitted by 840420 ltr. 

ADENSAM, E G. Licensing Branch 4. 84/05/29. TUCKER, H. B. Duke Pc 

Co. 2pp 24662.356. 24X Fi c he: 50-369, 84/05/29, 8406050050. 


— 9406050053 Corrected Amends 32 S/. 13 to Licenses NPF-9 St, NPF-17, 
r esp e c t i ve 1 y , re increase/d ecrease in thermal power, quadrant 
power tilt ratio St operability of cold leg injection 
accumu lator. 

* NRC - No Detailed Affiliation Given. 84/05/29. 2pp. 
24662:358. 24X Fiche: 50-369, 84/05/29, 8406050050. 


Financial information 


106270173 Forwards NP Morrow 840614 statement re available sources of 
funds to satisfy liability per 1QCFR140. 21, annual financial 


8406030218 Advises of extension of completion date to Aug 1984 to 
update FSAR, per 821222 request for exemption from 
10CFR50. 71 (e ) requirements. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bra 
4. lp. 24855:242. 24X Fiche: 50-369, 84/05/31, 8406080218. 
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— 8406210009 Amends 33 Z 14 to Licenses NPF-9 S NPF-17, respectively, 
changing Tech Specs to replace diesel -Fuel oil tests w/ 
series of different tests ensuring quality fuel oil for use 
in emergency diesel generators 

ADENSAM, E. G. Licensing Branch 4. 84/06/05 9pp. 25092 323 24* 

Fiche 50-369, 84/06/05. 8406210005 


8405290383 I IF Info Notice 84-40. "Emergency Worker 
enc 1 . 

JORDAN. E L Diusiun oF Emergency Preparedness Z 
Response (Post 833103 '« 84/05/30 Consolidate 
York, Inc 122pp 24879 342 24 X Fiche 50-000. 


— 8406210012 Safety evaluation supporting Amends 33 Z 14 to Licens 
NPF-9 Z. NPF-17. resp ec t i ve 1 y 

# Office of Nuclear Reactor Regulation, Director. 84/06/05 
25092:332 24X Fi c h e : 50-369. 84/06/05. 840621 0005. 


8406050232 Ac k receipt of 840511 S 22 Itrs informir 
s to correct violations noted in IE Irisp Pepts 50-2 

50-370/84-08 

5 pp LEWIS, R. C Division of Project ?• Resident Progre 

TUCKER. H. B Duke Power Co lp 24840 349 24> 

Fiche 50-369, 84/05/31 , 8406050232 


8406190225 Forwards addl info re spent fuel pool two region rerack 
mods, per 840514 request. Hea l th physics Z emergency training 
a dmini s ter ed . p er 10CFR19 >5 Reg Guide 8 27 

TUCKER, H B Duke Pouer Co 84/06/07. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4. 5pp. 25023:117. 24X F i c h e 50-369, 84/06/07. 84061 90225 . 


— 8406050236 Responds to NR C 840411 ltr re violatic 
Repts 50-369/84-08 Z 50-370/84-08. Corrective ac 
withheld (ref 10CFR73. 80) 

TUCKER, H B Duke Pouer Co 84/05/11 0 'REILL 

Office of Director lp 24840 350. 24X Fiche 

8406050232. 


8406190263 Forwards addl info re spent fuel pool rerack mods, in 
response to 840530 telcon request. 

TUCKER, H. B. Duke Power Co 84/06/11. DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing 
4. 5pp. 24989:238. 24X Fi c h e . 50-369, 84/06/ 1 1 , 84061 90263. 


8406010423 IE Info Notice 84-41, "IG3CC in BWR Plar 
JORDAN, E L. Division of Emergency Preparedness Z 
Branch Response (Post 830103). 84/06/11 Consolidate 

York, Inc. 100pp. 25050 244. 24X Fi c h e : 50-000, 


8406190253 Application for amend to Licenses NPF-9 Z. NPF-17, expanding 
power distribution limits section of Unit 1 Tech Specs to 
include base load operation in addition to currently 
approved RAOC operation. 

TUCKER. H. B Duke Power Co. 84/06/14 DENTCN. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E G. Licensing Branch 

4. 4pp. 24989:182. 24X Fi c he: 50-369. 84/06/14, 8406190253. 


— 8406190255 Proposed Tech Specs expanding Unit 1 power distribution 
section to include base load operation in addition to 
currently approved RAOC operation. 

* Duke Power Co 84/06/14. 33pp 24989 1 86 . 24X 
Fiche 50-369, 84/06/14, 8406190253 


8406260142 Application to amend Licenses NPF-9 Z NPF-17. auth ori 2 ing 
disposal of very low level radwaste Discussion of proposed 
disposal method Z fee enc 1 

TUCKER, H B Duke Power Co 84/06/18. DENTON, H R. Office of 
Nuclear Reactor Regulation. Director ADENSAM, E. G Licensing Branch 
4. 56pp. 25142:236 24X Fiche: 50-369, 84/06/18, 8406260142. 


8406260438 Forwards addl info re spent fuel pool two region rerack mods 
in response to 840611 request from Franklin Research Ctr. 

TUCKER, H. B. Duke Pouer Co 84/06/19. DENTON, H. R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E. G Licensing Branch 
4. 4pp. 25151:354 24X F i c h e 50-369. 84/06/ 1 9, 8406260438 . 


Q. Inspection reports, IE Bulletins 5 correspondence 


8406050270 Forwards IE Safeguards Insp Repts 50-369/84-08 & 

5C— 370/84-08 on 840325-29 & notice of vi o la t i on . Not ic e of 
violation Z rept details withheld (ref 10CFR2 790 & 73. 21). 
LEWIS, R. C. Division of Project Z. Resident Programs. 84/04/11. 
TUCKER, H. B. Duke Pouer Co 2pp 24836:100. 24X 

Fiche: 50-369, 84/04/11, 8406050270. 


— 8406050275 IE Safeguards Insp Rept 50-369/84-08 Z 50-370/84-08 on 
840325-29. Violation noted : fai lure to provide complete 
intrusion detection capability at protected area boundary. 

Details withheld (ref 10CFR2. 790 & 73.21). 

MOORE, D. E. Region 2, Office of Director. MCGUIRE. D. R. Division 
of Emergency Preparedness Z Materials Safety. 84/04/10. lp 
24836.102 . 24X Fich e: 50-369, 84/04/1 1, 8406050270 


8406050012 IE Info Notice 84-42, "Equipment Availab 
During Outages Not Covered by Tech Specs. " Svc li 
JORDAN, E L Division of Emergency Preparedness % 
Response (Post 830103). 84/06/05 Consolidate 

York, Inc. 120pp. 25050.124. 24X Fi c h e 50-000, 


8406050350 IE Info Notice 84-43, "Storage Z Haridlin 
Radiation Applicators " Svc list end. 

CRACE, J. N. Division of QA, Safeguards Z Inspecti 
830103) 84/06/07 Consolidated Edison Co of 
92pp. 25050 032. 24X Fi c h e . 50-000, 84/06/07, 8406 


8406060336 IE Info Notice 84-44, "Environ Qualifica 
Rockbestos Cables " Svc list enc 1 

JORDAN, E. L. Division of Emergency Preparedness Z 
Response (Post 830103). 84/06/08 Consolidate 

York, Inc. 120pp. 25049 273 24X Fi c h e : 50-000, 

8406130102 Discusses IE Insp Repts 50-369/83-39 Z 5 
830929-1009 Z 840227 Z forwards notice of violati 
proposed imposition of civil penalty. 

O'REILLY, J P. Region 2, Office of Director. 84/ 
Duke Power Co. 4pp. 24913 010. 24X Fiche: 50-36 
8406130102 


— 8406130104 Notice of violation Z proposed imposit 
in amount of *40, 000 Noncomp 1 ianc e noted: failur 
implement Tech Specs Z. inadequate imp 1 ementat i o 
independent verification. 

O'REILLY, J P. Region 2, Office of Director. 8 
24913 014 24X F i c h e : 50-369, 84/06/08, 840613010 


8406080176 IE Info Notice 84-45, "Reversed Differen 
Instrument Sensing Lines " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z 
Response (Post 830103). 84/06/11 Consolidate 
York, Inc. 123pp 25049.001. 24X Fi c h e : 50-000, 


8406030173 IE Info Notice 84-46, "Circuit Breaker P 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z. 
Response (Post 830103). 84/06/13. Consolidate 
York, Inc 119pp. 25049:154. 24X Fi c h e : 50-000, 


8406220013 Forwards IE Insp Repts 50-369/84-12 Z 50-370/84-10 on 
840501-04. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/21. TUCKER, H. B. 
Duke Power Co. 2pp. 25127:039. 24X Fi c h e . 50-369, 84/05/2 1. 

8406220013. 


8406130315 IE Info Notice 84-47, "Environ Qualifica 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness Z 
Response (Post 830103) 84/06/15 Consolidate 
York, Inc 122pp. 25049 033. 24X F i c h e : 50-000, 


— 8406220015 IE Insp Repts 50-369/84-12 Z. 50-370/84-10 on 840501-04. No 
violations or deviations noted. Major areas inspected: 
post-refueling Z startup tests. 

BURNETT, P. T. , JAPE, F. Region 2, Office of Director. 84/05/16. 

5pp. 25127:041. 24X F i c h e : 50-369, 84/05/21 , 8406220013 


8406180353 IE Info Notice 84-48, "Failures of Rockw 
Valves," Svc list encl. 

JORDAN, E L Division of Emergency Preparedness Z. 
Response (Post 830103). 84/06/18. Consolidate 
York, Inc. 118pp. 25536 043. 24X Fi c h e ; 50-000, 


8405230319 IE Info Notice 84—39, “ Inadvertent Isolation of Containment 

Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861.201. 24X Fi c h e ; 50-000, 84/05/25, 84052303 19. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to 
Failure " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St 
Response (Post 830103). 84/06/18 Consolidate 
York, Inc 118pp 25535 286. 24X Fi c h e : 50-000, 


8405240317 IE Info Notice 83— 66, SuppI 1. "Fatality at Argentine 
Critical Facility." Svc list encl 


DOCKETED ITEMS 


3406190327 IE Info Notice 84-50. "Clan 1 f i ca t i on of Scope of QA Programs 
for Transport Packages Pursuant to 1QCFR50, App B. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York. Inc. 63pp. 25535:041. 24X F i c h e : 50-000, 84/06/2 1 . 84061 90327 


r periodic operating reports ?, related correspondence 


B 40619 O 178 Monthly operating repts for May 1984. W/840615 ltr. 
REAVIS, J. A., TUCKER, H B. Duke Power Co. 84/05/31. 12pp. 

24980:268 24X F i c h e : 50-369 , 84/05/31 , 84061901 78. 


3 Reportable occurrences, LERs $■: related correspondence 


3401310352 Part 21 rept re potential undetectable failure of test 
suited in Westinghouse solid state protection sys. Minor 
Hiring change finalized !< being forwarded to affected 
plants. Diagrams tc list of affected plants end. 

RAHE, E P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche : 50-000, 84/01 /17, 8401310352. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8403200206 Revised emergency plan implementing pr oc ed ur es , in c 1 ud ing 
LZP index & Rev 3 to Procedure LZP-1550-6, "Operational 
Support Ctr Quarterly Surveillance. " 

* Commonwealth Edison Co. 84/03/22 13pp. 22700:007. 24X 

Fiche: 50-373, 84/03/22, 8403200206 


8404040169 Forwards exercise repts for LaSalle it Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 8, 0629-30, respectively. 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/26. 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 2pp. 22883 122. 24X Fi c h e: 50-000, 84/03 

8404040169 


8406210331 Revised emergency plan implementing p r oc ed ur es , in c 1 ud ing 
LZP-Ind e x, LZP-1320-1 , "Augmentation of Plant Staffing" & 
LZP-1360-01 , "Protective Measures for Onsite Personnel. " 

W/840614 transmittal form. 

* Commonwealth Edison Co. 84/04/11. 124pp. 25054:176. 24X 

Fiche: 50-373, 84/04/11, 8406210331. 


3406050403 LER 84-010-00: on 840419, d ur ing auxiliary power automatic 
transfer test, CF pump 2B failed to return to speed, caus ing 
turbine & reactor trip. Caused by component failure due to 
control ail orifice becoming b loc k ed . W/840521 ltr. 

NARDOCI, P. B. , TUCKER, H. B. Duke Power Co. 84/05/21. 5pp. 

24343:345. 24X Fi che : 50-370, 84/05/21, 8406050403 


8406060186 Public version of Rev 4 to generating stations emergency 
p Ian. W/B40505 ltr. 

* Commonwealth Edison Co 84/04/30 197pp. 24660:086. 24X 

Fiche: 50-000, 84/04/30, 8406060186 


1406070 231 LER 84-011-00; on 840423, control room annunciator alarmed it 
Channel 1 lost. Caused by failure of main power supply in 
process control sys Protection Cabinet I it design defect. 

Power supply replaced & procedures revised. W/840523 ltr. 

NARDOCI , P. B , TUCKER, H B. Duke Power Co. 84/05/23. 4pp. 

24742:358. 24X Fi c h e : 50-370, 84/05/23, 8406070281 . 


1406040 1 74 Forwards Part 21 rept re bug in computer code affecting 
calculation of Tech Specs for nuclear enthalpy rise peaking 
factor. Bug corrected. 

SHANSI RDM, R. T. Shanstron Nuclear Associates. 84/05/24. 

EISENHUT, D. G. Division of Licensing. Ip. 24795:225. 24X 

Fiche: 50-000, 84/05/24, 8406040174. 


-8406 0 40 1 85 Part 21 rept re bug in DETECTOR computer code resulting in 
possible miscalculation of Tech Spec parameters for enthalpy 
rise peaking fac t or . Pro b 1 em corrected & responsible parties 
notif led . 

SHANSTROM, R. T. Shanstrom Nuclear Associates. 84/05/24. 

HURLEY, T. E Region 1, Office of Director. 8pp. 24795:226. 24X 

Fiche: 50-000, 84/05/24, 8406040174. 


8406120187 Forwards IE Insp Repts 50-373/84-12 & 50-374/84-16 on 
840507-11 it notice of violation. 

PAPERIELLO, C. U. Region 3, Office of Director. 84/05/29. REED, C 
Commonwealth Edison Co. 2pp. 24890:222. 24X Fiche: 50-373, 84/05 
8406120187. 


— 8406120192 Notice of violation from insp on 840507-11. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/05/29. Ip. 
24890:224 24X F i c h e ; 50-373, 84/05/29, 84061201 87. 


— 8406120198 IE Insp Repts 50-373/84-12 it 50-374/84-16 on 840507-11 
Noncompliance noted : act ivat ion of emergency plan. 

PLOSK I , T. , CHRISTOFFER, G. , PHILLIPS, M. P. Region 3, Office of 
Director. 84/05/29. 13pp. 24890:225. 24X F i c h e : 50-373, 84/05 

8406120187. 


8406050297 Forwards IE Safeguards Insp Repts 50-373/84-15 it 
50-374/84-19 on 840517. No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/05/30. REED, C. 
Commonwealth Edison Co. 2pp. 24839:090. 24X Fi c he: 50-373, 84/05 

8406050297. 


1406110352 EN-84-031 on S40608, noti ce of violation it proposed 
imposition of civil penalties in amount of *40,000 to be 
issued Action based on disposition of Unit 2 containment 
spray r ec ire u 1 at l on valve 

FARRON, P. , AXELRAD, U. Director's Office, Office of Inspection and 
Enforcement. 84/06/05. Ip. 24868:076. 24X Fiche. 50-369, 84/06/05, 

8406110 3 52 


406130137 Ac k receipt of 840529 ltr notifying of QA problems w/HVAC 
equipment mfg by Bahnson Co. Equipment will be reviewed to 
determine d ef ic i enc i es , in c 1 ud ing Catawba it Oconee air 
handling units. 

LEE, W. S. Duke Power Co. 84/06/08. DEYOUNG, R. C. Director's Office, 
Office of Inspection and Enforcement. Ip. 24913- 106. 24X 

Fiche: 50-000. 84/06/08. 8406130137. 


40628 0 4 8 0 LER 84-012-00 : on 840510, reactor trip occurred when steam 
generator C level dropped below lo-lo level reactor trip 
setpoint. Caused by main feedwater transient. Feedwater 
regulator pilot valve stem c 1 eaned . W/84061 1 ltr. 

NARDOCI, P. B. , TUCKER, H. B. Duke Power Co. 84/06/11. 4pp. 
25193:062. 24X Fiche: 50-370, 84/06/11, 8406280480. 


406280401 LER 84-013-00: on 840511, reactor trip occurred when steam 
generator 2D level dropped below lo-lo level reactor tr.ip 
setpoint. Caused by failure of check valve 2CF-158 to close. 

Valve will be repaired during next outage. W/840614 ltr. 

NARDOCI, P. B. , TUCKER, H.B. Duke Power Co. 84/06/14. 4pp. 

25193:089 24X Fi eh e ■ 50-370, 84/06/ 14, 8406280401 . 


— 8406050304 IE Safeguards Insp Repts 50-373/84-15 it 50-374/84-19 o 
840517. No noncompliance noted, Major areas insp ec ted : sec ur ity 
or gan i zat i on-resp on s e. Deta i 1 s withheld (ref 10CFR73. 21). 
STAPLETON, B. W. , MADEDA, T. J. , CREED, J. R. Region 3, Office of 
Director. 84/05/30. Ip. 24839:092. 24X Fic he: 50-373, 84/05/3 

8406050297. 


B406050194 Forwards "Analysis of Fire Detector Locations at LaSalle 
County Station" It portions of Final Interim Repts 1 it 3. 

Planned mods to detection sys will be completed before 
startup after first Unit 2 refueling outage. 

MARSHALL, J. G. Commonwealth Edison Co. 84/06/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 25pp. 24836:103 

24X Fiche: 50-373, 84/06/01, 8406050194. 


— 8406050197 "Analysis of Fire Detector Locations at LaSalle County 
Stat i on. " 

* Schirmer Engineering Corp. 84/05/24. 25pp. 24836:130. 24 

Fiche: 50-373, 84/06/01 , 8406050194. 


8406060283 Responds to 840427 ltr re proposed means for satisfying 
1 0CFR50, Ap p E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns i>. comments on util 
four-point proposal. 

PAPERIELLO, C, U. Region 3, Office of Director. 84/06/04. REED, C 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fich e: 50-000, 84/06 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50, App E, 
Paragraph IV. B requirements to annually review emergency 
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,070093 Forwards updated Region III access authorization lists for 
mission of NRC personnel to vital areas Access provisions 
tr inspectorsi other employees & contractors d iscussed Lis t 
: fective upon receipt. 

[ELSQrJi W. L. Region 3- Office of Director 84/06/04 REED. C. 
immonwealth Edison Co 7pp. 24747 126. 24X Fiche. 50-373, 84/06/04, 

^06070093. 


>250083 Offsite procedure notification forms for LZP-1201-1, 
:P-1310-1, LZP-1550-12, LZP-1550-6, LZP-170C-3 & LZP-1390-1. 
'840612 ltr 

Commonwealth Edison Co 84/06/12 8pp. 25130.019. 24X 

.che: 50-373, 84/06/12, 8406250083 


>280432 Ack receipt of 840210 ltr re steps taken to change 
:ceptance criteria for Firecode CT gypsum cement fire 
;ops. Ltr forwarded to NRR for review. 

>ESSARD, R. L. Division of Emergency Preparedness & Operational 
»pport. 84/06/21. REED.C. Commonwealth Edison Co. Ip. 
>193:109. 24X Fiche; 50-373, 84/06/21, 8406280432 


--■8406050140 Proposed rev to Tech Spec Table 3. 3 2-2, a 1 1 o w in g mai 
steam tunnel leak detection differential temp setpoint to 
be raised to 36 F w/max of 42 F 

* Commonwealth Edison Co 84/05/25 6p p 24838. 102. 24X 

Fiche 50-373, 84/05/25, 8406050138 


8406210299 Forwards three NRC memos that clarify explain positi 
gaseous dose c a 1 c u 1 a 1 1 ons , p er 840522 meeting & 840524 
te 1 con. 

MEINK6.W Radiological Assessment Branch. 84/05/25. CRINIGAN 
Baltimore Gas 5: Electric Co lp 25069 237. 24X 

Fiche: 50-000, 84/05/25, 8406210299. 


— 8406210311 Forwards list of plants w/Tech Specs requiring repor 
offsite doses for 1982 & interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D R Assistant Director for Radiation Protection. 
83/03/10. NOVAK, T M. Assistant Director for Licensing. 6>p p 

25069:247. 24X Fi c h e : 50-000, 84/05/25, 8406210299. 


>230266 Forwards SER on safety parameter display sys for plants, 
mtinued implementation acceptable pending adequate 
iolation devices it data validation provided. Info to perform 
mfirmatory review requested in 60 days. 

1UTCHF1ELD, D. Operating Reactors Branch 5. 84/06/22. FARRAR, D. L. 

immonwealth Edison Co. 3pp. 25178:088. 24X Fi ch e : 50—000, 84/06/22, 

106280266. 


■06280280 Safety evaluation on safety parameter display sys, per 
Suppl 1 to NUREC-0737. Continued implementation acceptable 
pending adequate isolation devices & data validation 
provided. 

* Office of Nuclear Reactor Regulation, Director. 84/06/22. 7pp. 
25178:091. 24X Fi c h e : 50-000, 84/06/22, 8406280266. 


,280189 Releases public version of util emergency plan 
curaentat ion, 

ILTON, J. M. Division of Rules and Records. 84/06/25. Record 

rvices Branch (Document Control Desk). 2pp. 25209:083. 24X 

che: 50-000,84/06/25, 8406280189 


8406050418 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events. “ 

BARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. 0 
of Nuclear Reactor Regulation, Director. 27pp 24804:113. 24 

Fiche: 50-000, 84/06/01, 8406050418. 


8406200491 Summary of 840516 meeting w/util,GE & C-E re experimen 
replacing one peripheral locking piston drive sys w/new 
drive sys identified as fine motion CRD sys List of 
attendees & viewgraphs encl 

BOURNIA, A Licensing Branch 2. 84/06/06. Licensing Branch I 

33pp. 25058 165. 24X Fi c h e : 50-373, 84/06/06, 8406200491 . 


8406200017 Forwards paid public notice re 840525 application for , 
to OL. Time does not allou for normal FR publication due to 
exigent c ire urns tanc es Commen t period expires 840622. 

SCHWENCER, A. Licensing Branch 2. 84/06/07. FARRAR, D. L. 

Commonwealth Edison Co. 7pp. 25053:308. 24X Fic he. 50-373, 84/< 

8406200017 


•06280227 Public version of offsite generating station emergency plan 
organ i zat i on . 

* Commonwealth Edison Co. 84/06/30 lp, 25209:085. 24X 

Fiche: 50-000,84/06/25, 8406280189. 


perating license stage documents & correspondence 


070106 Partial response to FOIA request for documents re NRC 
cision to offer opportunity for prior hearing on proposed 
amends for 11 nuclear rea c tor s , a 1 1 o wing operation w/one 
circulation loop out of svc. Forwards App A documents. 

LTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
clear Information & Resource Service. 11pp. 24851:003. 24X 

che: 50-000, 84/03/19, 8406070106. 


12220333 Forwards SER supporting operation on single loop w/power 
limited to 507.. 

SPEIS, T. P. Assistant Director for Reactor Safety 82/12/14. 
NOVAK, T. Assistant Director for Licensing. lp. 24851:057. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


06070166 Safety evaluation supporting single loop operation up to 
power level of 507 authorized during Cycle 1. 

•* Office of Nuclear Reactor Regulation, Director. 82/12/14. 

10pp. 24851:058. 24X F i c h e : 50-000, 84/03/1 9, 84060701 06. 


040294 Forwards order requiring diesel generator insp . Fa c i 1 i ty 
11 not operate unless in conformance w/revised interim 
ch Specs. 

ENSAM, E. G. Licensing Branch 4. 84/05/22. MCGAUGHY, J. P . 

ssissippi Power & Light Co. 2pp 24808:021. 24X 

che: 50-000, 84/05/22, 8406040294. 


06040301 Forwards rept on reduction in risk associated w/proposed 
low power testing program. 

MATTSON, R. V. Division of Systems Integration (post 811005). 
02/02/18, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 7pp. 24808:057. 24X Fic h e; 50-000, 84/05/22, 8406040294 


8406210170 Advises that util 810707,821228 & 830118 responses to 
Generic Ltr 81-04 fail to meet NUREG-0313, Rev 1 guidelines. 
Forwards SER k technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 & 84-11 
SCHWENCER, A. Licensing Branch 2. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25090:064. 24X Fic he: 50-000, Q4/I 

8406210170 


— 8406210179 SER re IGSCC in RCPB piping sys. 

* Materials Engineering Branch. 84/06/11. 7pp. 25090:066. 
Fiche: 50-000, 84/06/11, 8406210170. 


— 8406210193 "Integrity of Dresden Station, Uni ts 2 h. 3, Quad Citie 
Station, Units 1 it 2 & LaSalle County Station, Unit 1 RCPB 
Sys," technical evaluation rept. 

NAGATA, P. K. EG&G, Inc FINA-6429. EGG-FM-6250. 83/07/31. 

KOO, W. H. Division of Engineering. 51pp. 25090:073. 24X 

Fiche. 50-000, 84/06/11, 8406210170 


8406280192 Discusses updated FSAR, prepared using original FSAR th 
Amend 64 Updated FSAR believed to accurately ref lect 
as-built condition & should be used to perform 10CFR50. 59 
reviews. 

DELOEORGE, L. 0. Commonwealth Edison Co. 84/06/15. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25180:31' 
24X Fiche: 50-373, 84/06/15, 8406280192 


Q. Inspection reports, IE Bulletins correspondence 


8406030177 Forwards transparencies used in 840518 presentation re 
status of regulatory improvement program, 

FARRAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. i 
3, Office of Director. 41pp. 24858:239. 24X Fi c h e. 50-000, 84/i 

8406080177. 


8406110325 Forwards exam rept on 840416-18. 

WALKER, Ijt. D. Region 3, Office of Director. 84/05/24. REED, C. 
Commonwealth Edison £ 0 . 2pp. 24867:163. 24X Fiche: 50-373, 84/< 

8406110325. 


DOCKETED ITEMS 


0523031*? IE Info Notice 84-39. "Inadvertent Isolation of Containment 
Spray Sys. " Svc List end 

JORDAN. E L Division of Emergency Preparedness ?v Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

/or l(, Inc 1 24p p 24361 201 24X Fi c he : 50-000. 84/05/25. 8405230319 


35240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
"ritical Facility " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25 Consolidated Edison Co. of New 

f 0r lo Inc. 127pp. 24880 103 24X Fi c h e : 50-000, 84/05/25, 84052403 1 7 


35120187 Forwards IE Insp Repts 50-373/84-12 & 50-374/84-16 on 
340 5 07-1 1 ?< notice of violation. 

> A PER1ELL0, C J. Region 3, Office of Director. 84/05/29. REED, C . 
; om nonuiealth Edison Co 2pp. 24890 222 24X Fic he 50-373, 84/05/29, 

3406120187. 


1406120 1 92 Notice of violation from insp an 840507-11. 

PAPER IELLO, C. J Region 3, Office of Director. 84/05/29. Ip. 
24890 224 . 24X Fi c h e : 50-373, 84/05/29, 84061 20187. 


1406120198 IE Insp Repts 50-373/84-12 &. 50-374/84-16 on 840507-11. 
Noncompliance noted : ac t iva t i on of emergency plan. 

PLOSKI.T. , CHR I STOPPER, G. , PHILLIPS, M. P. Region 3, Office of 
Director. 84/05/29 13pp. 24890:225. 24X Fiche: 50-373, 84/05/29, 

8406120187 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
ncl. 

DRDAN, E L Division of Emergency Preparedness k Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879 342. 24X Fic he : 50-000, 84/05/30, 8405290383 


6050297 Forwards IE Safeguards Insp Repts 50-373/84-15 & 

0-374/84-19 on 840517. No noncomp 1 lance noted. 

XELSON, W. L Region 3, Office of Director 84/05/30. REED, C. 
onmonuealth Edison Co 2pp. 24839:090. 24X Fiche: 50-373, 84/05/30. 

406050297. 


406050304 IE Safeguards Insp Repts 50-373/84-15 & 50-374/84-19 on 
840517 No noncompliance noted. Major areas inspected : security 
organization-response. Detai Is withheld (ref 10CFR73. 21). 

STAPLETON, 0. W. , MADEDA, T J. , CREED, J. R. Region 3, Office of 
Director 84/05/30. Ip 24839:092 24X F i c h e : 50-373, 84/05/30, 

8406050297. 


5050378 Discusses 840518 meeting re implementation of util 
egulatory performance improvement p lan, developed in 
esponse to NRC concerns aver recent errors & escalated 
iforcement action®. 

OREL I US, C. E Division of Project & Resident Programs. 84/05/31. 
-£D, C. Commonuealth Edison Co- 3pp. 24804:007. 24X 

iche; 50-000, 04/05/31, 8406050378. 


5150033 Forwards IE Insp Repts 50-373/84-03 & 50-374/84-02 on 
10416-0511 & notice of violation 

WFER.W. D. Region 3, Office of Director. 84/05/31, REED, C. 

mnonuealth Edison Co. 2pp. 24943:006. 24X Fi c h e: 50-373, 84/05/31 , 

106150033. 


(06150033 Notice of violation from insp on 840416-0511. 

SHAFER, WD Region 3, Office of Director. 84/05/31. 2pp. 
24943:008 . 24X Pi c h e : 50-373, 84/05/31 , 84061 50033. 


(06150037 IE Insp Repts 50-373/04-03 & 50-374/04-02 on 840416-0511 
Noncomp 1 ianc e noted : fa i 1 ure to follow procedures re offgas 
hydrogen samples & failure to meet Tech Spec requirements on 
reactor water cleanup. 

OULDEMONDi W. 0. # GUTHR IE, S. C. , EVANS, C. D. Region 3, Office of 
Director 84/05/31. 14pp. 24943:010. 24X Fi c h e: 50-373, 84/05/31 , 

8406150033 


>010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list encl. 
IRDAN, E. L Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc 100pp. 25050:244. 24X Fiche ; 50-000, 84/06/01, 8406010423. 


070093 Forwards updated Region III access auth or i zat i on lists for 
nission of NRC personnel to vital areas. Access provisions 
r inspectors, other employees & contractors d iscussed. List 
Tective upon receipt. 

ElSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
nnonuealth Edison Co. 7pp 24747:126. 24X Fi c he: 50-373, 84/06/04, 

06070093. 


8406110193 Responds to Generic Ltr 84-11 re insp of BWR stainless si 
piping. Induction heat stress insp performed on welds before 
startup , extensive containment leakage sys installed & 
examiners will have demonstrated competence. 

RYBAK, B Commonwealth Edison Co 84/06/04. DENTON, H R. Office 
Nuclear Reactor Regulation, Director 3pp 24872:080 24X 

Fiche: 50-373, 84/06/04, 84061 10193 


8406230047 Forwards IE Insp Repts 50-373/84-13 fj. 50-347/84-17 on 
840515-18. No nonconp 1 iance noted. 

PAPERIELLO, C J. Region 3, Office of Director 84/06/04. REED, C. 
Commonwealth Edison Co 2pp 25134:316 24X Fi c h e: 50-373, 84/06/ 
8406230047 


— 8406230050 IE Insp Repts 50-373/84-13 f* 50-374/84-17 on 840515-18. 
violations noted. Major areas i ns p ec ted : op era t i ona 1 
raduaste mgt pr ogram, 1 i c en see actions on past open items & 
startup radiation surveys 

MILLER, D. E , OESTMAN, H. J. , GREGER, L. R. Region 3, Office of 
Director. 84/06/04. 8pp. 25134:318 24X F i c h e : 50-373, 84/06/C 

8406230047. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Conditi 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/06/05. Consolidated Edison Co. of N 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/05, 84060500 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic Be 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA. Safeguards St Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi c he: 50-000, 84/06/07, 8406050350. 


8406120120 Ack receipt of 840518 St 30 ltrs informing NRC of steps ta 
to correct violations noted in IE Insp Repts 50-373/84-05 St 
50-374/84-05. 

NCRELIUS, C. E. Region 3, Office of Director. 84/06/07. REED, C. 
Commonwealth Edison Co. ip. 24892:065 24X Fiche: 50-373, 84/06/0 

8406120120. 


-8406120125 Responds to NRC 840418 ltr re violations noted in IE In 
Repts 50-373/84-05 8< 50-374/84-05. Correct ive actions: 
discussion held w/Iead workman on job to emphasize attention 
to detail S- valve position verified 

FARRAR, D. L. Commonwealth Edison Co. 84/05/18 KEPPLER, J. G. 
Region 3, Office of Director. 4pp. 24892:066. 24X 

Fiche: 50-373, 84/06/07. 8406120120. 


— 8406120133 Suppls 840518 response to NRC 840418 ltr re violations 
noted in IE Insp Repts 50-373/84-05 St 50-374/84-05. 

Corrective actions: training conducted on maint of CRD 
directional control valve solenoids. 

FARRAR, D. L. Commonwealth Edison Co. 84/05/30. KEPPLER, J. G. 
Region 3, Office of Director 3pp. 24892:070. 24X 

Fiche: 50-373, 84/06/07, 8406120120. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of Ni 

York, Inc 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 84060603: 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of Ni 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 84060801' 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of Ni 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 84060801' 


8406130315 IE Info Notice 84-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of Ni 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 84061303 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of N 

York, Inc. 118pp, 25536:043. 24X Fiche: 50-000, 84/06/18, 84061803 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator T 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
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DOCKETED ITEMS 


8406260095 Ac k receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repta 50-373/84-10 & 
50-374/84-13 

SHAFER. W D Division of Project & Resident Programs. 84/06/19 
REED. C. C&mmonuea 1 th Edison Co lp 25142.207 24X 

Fiche: 50-373, 84/06/19, 8406260095 


8406120225 LER 84-025-00 on 84051 7. trap d our on auxilj 
neither posted as high radiation area nor secured i 
unauthorized entry Entrance posted as high radiatic 
access controlled door secured W/840608 ltr 
EISELE, W. F . DIEDERICH, CJ Commonuiea 1 th Edison Cc 
24390- 126. 24X Fiche 50-373, 84/06/08, 8406120225. 


— 8406260109 Responds to NRC 840510 ltr re violations noted in IE Insp 
Repts 50-373/84-10 % 50-374/84-13. Correc tive actions main 
steam line drain valves closed & Procedure LGP— 1— SI revised 
to provide better guidance. 

FARRAR, D. L. Commonwealth Edison Co. 84/06/11. KEPPLER . J G. 
Region 3. Office of Director. 3pp. 25142:208. 24X 

Fiche : 50-373, 84/06/19, B406260095 


8406180328 LER 84-026-00 on 840517, Transc o personnel 
unsealed conduit penetration firestop Unsealed circ 
identified in prior insps Repairs It insps c omp 1 etec 
W/840608 ltr 

MCVEY, E A , DIEDERICH, G J Commonwealth Edison Co 
24962:071 24X F i ch e 50-373, 84/06/08, 84061 80328. 


8406190327 IE Info Notice 84-50, "C lar i f i cat i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/21 , 8406190327 


8406200194 LER 84-027-00 on 840520, of f gas hydrogen s. 
performed until 5. 5 h after power drop Caused by Ri 
not notified to begin 4 h sampling Shift supervise 
rept to shift engineer re plant evo lut i on. W/840608 
SMYTHE, D R , DIEDER ICH, C. J. Commonwealth Edison Cc 
25046:352 24X F i c h e . 50-373, 84/06 /08, 84062001 94. 


R. Periodic operating reports & related correspondence 


8406070100 Monthly operating repts for Apr 1984 W/B40510 ltr. 

LINTAKAS, A. R. , DIEOERICH, G . J. Commonwealth Edison Co. 84/04/30. 
32pp. 24747:094. 24X Fi che : 50-373, 84/04/30, 8406070100. 


8406180121 LER 84-028-00: on 840513, s p u r i ous closure c 
steam line high temp isolation switch caused steam 
isolate turbine to trip Temp switches recalibr.W, 
1 tr. 

WATFORD, P. S , DIEDERICH, C J Commonwealth Edison C 
3pp. 24967:300. 24X F i c h e 30-373, 84/06/ 1 1 , S40618C 


S. Reportable occurrences, LERs & related correspondence 


8402220284 LER 84-005-00. on 8401 16, reactor protection sys initiated 
reactor scram when turbine generator tripped due to low 
vacuum. Caused by ruptured rubber boot seal. Boot seal 
replaced & extraction steam line capped . W/B4021 5 ltr. 

WESTPHAL, B. S. , DIEDER ICH, G. J. Commonwealth Edison Co. 84/02/15. 
5pp. 22337:048. 24X Fi c h e : 50-373, 84/02/ 1 5, 8402220284. 


8403200032 LER 84-013-00: on 840214, nine of 16 main steam high flow 
switches found out of spec, in violation of Tech Spec limits. 

Caused by increase in follower drag on Barton 288A switch. 
Instruments recal ibr. W/84031 5 ltr. 

REIS, J. B. , DIEOERICH, G. J. Commonwealth Edison Co. 84/03/15. 6pp. 
22697:118. 24X F i ch e : 50-373, 84/03/ 1 5, 8403200032. 


8406200038 LER 84-029-00; on 840531, low vacuum turbim 
occurred at 557. reactor thermal power. Caused by vac 
It defective flow recorder pen. Flow recorder repairs 
indicator, to permit conpar is on, inc orp orated . W/B4061 
WESTPHAL, B S ', DIEDER ICH, G. J. Commonwealth Edison 
5pp. 25046:019. 24X Fi c h e . 50-373, 84/06/ 13, 840620C 


8406230155 L.ER 84-030-00: on 840531 , i s o la t i on of read 
(RWCU) occurred due to high differential flow on Di 
On 840601, RWCU isolation occurred due to high diffs 
flou on Div 1. Caused by density d i F f er enc es . W/B4061 
SPRUNGER. C. K. , DIEDER ICH, G. J. Commonwealth Edison 
4pp. 25193:299 24X Fi c h e : 50-373, 84/06/ 18, 840628( 


V. Operator Examinations 


8403200204 LER 84-012-00: on 840214, containment leakage exceeded Tech 
Spec limits. Caused by misalignment prob lem. Va 1 ve realigned. 

W/84031 5 ltr. 

DUS, R. S. , DIEDERICH, G. J. Commonwealth Edison Co. 84/03/15. 4pp. 
22686:350 24X Fi c h e 50-373 , 84/03/ 1 5, 8403200204. 


8406050086 LER 84-018-01: on 840310, two allegations made re use of 
incorrect splicing technique in insp of butt splices ?< 
removal of outer jacketing from cab ling. Caused by terminator 
error. Butt splices visually insp ec ted . W/840522 ltr. 

GIESEKER, J. W. , DIEDERICH, G. J. Commonwealth Edison Co. 84/05/09. 
25pp. 24839:190. 24X Fi c h e : 50-373, 84/05/09, 8406050086 . 


8406110325 Forwards exam rept on 840416-18. 

WALKER, R. D. Region 3, Office of Director. B4/05/I 
Commonwealth Edison Co. 2pp 24867. 163. 24X Fief 
8406110325. 


— 8406110330 Exam rept on 840416-18 Exam results wril 
administered to two senior reactor operators & tl 
operators Written reexams also administered to tt, 
operators. Four candidates passed. 

DIMMQCK, L , LANG, T. , SLY. G Region 3, Office of 
84/05/22. 74pp. 24867:165. 24X Fi c he : 50-373. 8* 


8406120441 Updated LER B2-176/03X-2: on 821228, exc essive vibration noted 
on RHR pump shaft IB. Caused by excessive bearing wear ?s. 
uppeT pump column mi sa 1 i g nment . Bear ing s replaced & upper 
column mac h ined. W/840523 ltr. 

HOUSTON, R. W. , DIEDERICH, G. J. Commonwealth Edison Co 84/05/23. 
KEPPLER, J. G Region 3, Office of Director. 3pp. 24892:261. 24X 

Fiche: 50-373, 84/05/23, 8406120441 


8406050262 LER 84-017-01' on 840308, ammon ia/c h 1 or i ne monitors 0AE-VC091A 
3< 0AE-VC091B for HVAC sys alarmed Alarms could not be reset. 

Train B ammonia/ch lor ine detectors discovered frozen h 
train A detector also inop erab le. W/840525 ltr. 

MASTERSON, V. , DIEDER ICH, G. J. Commonwealth Edison Co. 84/05/25. 

4pp. 24840:253, 24X Fi c h e ; 50-373, 84/05/25, 8406050262. 


8406050249 Updated LER 83-1 12/03X-1 . on 830914, train A charcoal adsorber 
bypass damper 0VC13YA failed shut, causing temporary loss of 
control room ventilation Caused by degraded piston cylinder 
upper seal. Seal replac ed. W/840529 ltr. 

LINTAKAS. A., DIEDERICH, 0. J. Commonwealth Edison Co. 84/05/29, 
KEPPLER, U. G. Region 3, Office of Director. 3pp. 24841:259. 24X 

Fiche: 50-373, 84/05/29, 8406050249. 
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F. Security, medical, emergency & fire protection pl« 


8404040169 Forwards exercise repts for LaSalle & Drei 
radiological emergency preparedness exercises condt 
820414-15 & 0629-30, respectively . 

KRIMM, R. W. Federal Emergency Management Agency. £ 
JORDAN, E. L. Division of Emergency Preparedness & E 
Response (Post 830103). 2pp. 22883:122. 24X Ficl 

8404040169. 


8406210331 Revised emergency plan implementing procec 
LZP-Ind ex, LZP-1320-1, “Augmentation of Plant Staff: 
LZP-1360-01, "Protective Measures for Onsite Persor 
W/840614 transmittal form 

* Commonwealth Edison Co. 84/04/11. 124pp. 250J 

Fiche: 50-373, 84/04/1 1 , 8406210331 . 


8406060186 Public version of Rev 4 to generating stal 
p lan. W/840505 ltr. 

* Commonwealth Edison Co 84/04/30. 197pp. 246^ 

Fiche: 50-000. B4/04/30. 8406060186. 


8406120425 LER 84-005-01 : on 8401 16, reactor protection sys initiated 
reactor scram when turbine generator tripped due to low 
vacuum. Caused by rupture of rubber boot seal expansion 
joint Rubber boot replaced. W/840531. 

LirOTDUAI DC* r\ Trr\CO T/'ii i /**■ . ^ l c~ j * ~ e* - 


8406120187 Forwards IE Insp Repts 50-373/84-12 h. 5G-' 
840507-11 & notice of violation. 

PAPERIELLQ, C. J. Region 3, Office of Director 84/ 


DOCKETED ITEMS 


8406120198 IE Insp Repts 50-373/84-12 in 50-374/84-16 on 840507-11. 
Noncompliance noted : activation of emergency plan. 

PLQSKIiT. Region 3. Office of Director. 84/05/29. 13pp. 

24890:225. 24X Fi che: 50-373, 84/05/29, 8406120187. 


D6050297 Forwards IE Safeguards Insp Repts 50-373/84-15 & 

50-374/84-19 on 840517. No noncomp 1 ianc e noted. 

ftXELSON, W. L. Region 3, Office of Director. 84/05/30. REED, C. 
Commonwealth Edison Co. 2pp. 24839:090. 24X Fiche: 50— 373, 84/05/30, 

3406050297. 


3406050304 IE Safeguards Insp Repts 50-373/84-15 in 50-374/84-19 on 
840517. No nonconp 1 iance noted. Major areas insp ec ted : s ec ur i ty 
organ i zati on-resp onse. Deta i 1 s withheld (ref 10CFR73. 21). 
STAPLETON, B. W. Region 3, Office of Director. 84/05/30. Ip. 
24839: 092. 24X Fiche: 50-373, 84/05/30, 8406050297. 


)6050194 Forwards “Analysis of Fire Detector Locations at LaSalle 
:ounty Station" t* portions of Final Interim Repts 1 St 3. 

•lanned mods to detection sys will be completed before 
startup after first Unit 2 refueling outage. 

fARSHALL, J. ©. Commonwealth Edison Co. 84/06/01. DENTON, H. R. 
Jffice of Nuclear Reactor Regulation, Director. 25pp. 24836: 103. 

!4X Fiche: 50-373, 84/06/01, 8406050194. 


1406050197 "Analysis of Fire Detector Locations at LaSalle County 
Station. " 

» Schirmer Engineering Corp. 84/05/24. 25pp. 24836: 130. 24X 

Fiche: 50-373, 84/06/01, 8406050194. 


16060283 Responds to 840427 ltr re proposed means for satisfying 
0CFR5O, App E, Paragraph IV. B requirement to annually review 
mergency action levels. Lists concerns in comments on util 
our-point proposal. 

APERIELLO, C. J. Region 3, Office of Director. 84/06/04. REED, C. 
ommonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 50-000, 84/06/04, 

1406060283. 


1406060295 Discusses proposed means for satisfying 10CFR50, App E, 
Paragraph IV. B requirements to annually review emergency 
action levels. Annual meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER , J. G. 
Region 3, Office of Director. 2pp. 24657: 169. 24X 

Fiche: 50-000, 84/06/04, 8406060283. 


6070093 Forwards updated Region III access authorization lists for 
dmission of NRC personnel to vital areas. Access provisions 
or inspectors, other employees in contractors d iscussed. List 
ffective upon receipt. 

XELSON, W. L. Region 3, Office of Director. 34/06/04. REED, C. 
ommonwealth Edison Co. 7pp. 24747:126. 24X Fiche: 50-373, 84/06/04, 

406070093. 


6250083 Offsite procedure notification forms for LZP-1201-1, 
ZP-1310-1, LZP-1550-12, LZP-1550-6, LZP-1700-3 in LZP-1390-1. 
/840612 ltr. 

Commonwealth Edison Co. 84/06/12. 8pp. 25130:019. 24X 

iche: 50-373, 84/06/12, 8406250083. 


P. Operating license stage documents in correspondence 


8406070106 Partial response to FQIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear reactors, al lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information St Resource Service. 11pp. 24851:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8305160254 Forwards Reactor Sys Branch SER supporting licensee p 
re ap p 1 icab i 1 i ty of Unit 1 license conditions to Unit 2. 
HOUSTON, R. W. Assistant Director for Reactor Safety 83/05/06 
NOVAK, T. M. Assistant Director for Licensing. 7pp. 24851:087 
24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070183 Safety evaluation supporting app 1 i cab i 1 i ty of Unit 1 
conditions to Unit 2. 

* Office of Nuclear Reactor Regulation, Director. 83/05/06. 
24851:088. 24X Fi c h e : 50-000, 84/03/ 19, 8406070106. 


8406040294 Forwards order requiring diesel generator insp . Fa c i 1 i ty 
will not operate unless in conformance w/revised interim 
Tech Specs. 

ADENSAM, E. G. Licensing Branch 4. 84/05/22. MCGAUGHY, J. P. 

Mississippi Power in Light Co. 2pp. 24808:021. 24X 

Fiche: 50-000. 84/05/22, 8406040294. 


— 8406040301 Forwards rept on reduction in risk associated w/propo 
low power testing program. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
82/02/18. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 7pp. 24808:057. 24X Fiche: 50-000, 84/05/22, 8406040 


8406050488 Application for amend to License NPF-18, revising Tech S 
to include reactor scram on low CRD pump discharge pressure. 
Class III fee end. 

MARSHALL, J. O. Commonwealth Edison Co. 84/05/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24842:039 
24X Fiche: 50-374, 84/05/24, 8406050488. 


— 8406050492 Proposed Tech Specs adding reactor scram on low CRD 
pump discharge pressure. 

* Commonwealth Edison Co. 84/05/24. 13pp. 24842:042. 24X 

Fiche: 50-374, 84/05/24, 8406050488. 


8406050138 Application for amend to Licenses NPF-11 in NPF-18, reque 
exigent change to Tech Specs & FSAR Table 7. 3-2. Changes 
would allow main steam tunnel leak detection differential 
temp setpoint to be raised to 36 F w/max of 42 F. 

MARSHALL, J. G. Commonweal th Edison Co. 84/05/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24838:100 
24X Fiche: 50-373, 84/05/25, 8406050138 


— 8406050140 Proposed rev to Tech Spec Table 3. 3. 2-2, al lowin g main 
steam tunnel leak detection differential temp setpoint to 
be raised to 36 F w/max of 42 F. 

* Commonwealth Edison Co. 84/05/25. 6pp. 24838: 102. 24X 

Fiche: 50-373, 84/05/25, 8406050138. 


6280432 Ack receipt of 840210 ltr re steps taken 
cceptance criteria for Firecode CT gypsum cement 
tops. Ltr forwarded to NRR for review. 

PESSARD, R. L. Division of Emergency Preparedness 
upport. 84/06/21. REED, C. Commonwealth Edison 
5193: 109. 24X Fiche: 50-373, 84/06/21, 8406280432. 


to change 
fire 

in Operational 
Co. Ip. 


8406050418 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events. " 

BARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Of 
of Nuclear Reactor Regulation, Director. 27pp. 24804:113. 24X 

Fiche: 50-000, 84/06/01, 8406050418. 


6280266 Forwards SER on safety parameter display sys for plants, 
ontinued' implementation acceptable pending adequate 
solation devices & data validation provided. Info to perform 
onfirmatory review requested in 60 days. 

RUTCHFIELD, D. Operating Reactors Branch 5. 84/06/22. FARRAR, D. L. 

ommonwealth Edison Co. 3pp. 25178:088. 24X Fiche: 50-000, 84/06/22, 

406280266. 


8406200017 Forwards paid public notice re 840525 application for a 
to OL. Time does not aliou for normal FR publication due to 
exigent circumstances. Comment period expires 840622. 

SCHWENCER, A. Licensing Branch 2. 84/06/07. FARRAR, D. L. 

Commonwealth Edison Co. 7pp. 25053:308. 24X Fiche: 50-373, 84/0 

8406200017. 


406280280 Safety evaluation on safety parameter display sys, per 
Suppl 1 to NUREG-0737. Continued implementation acceptable 
pending adequate isolation devices in data validation 
provided. 


8406280192 Discusses updated FSAR, prepared using original FSAR thr 
Amend 64. Updated FSAR believed to accurately reflect 
as-built condition it should be used to perform 10CFR50. 59 
reviews. 


LJ 


300 


DOCKETED ITEMS 


84061 10325 Forwards exam rept on 840416-18. 

WALKER i R. D. Region 3, Office of Director. 84/05/24. REED. C. 
Commonuea 1th Edison Co. 2pp. 24867:163. 24X Fiche: 50-373. 84/05/24. 
8406110325. 


— 8406110330 Exam rept on 840416-18. Exam results: written & oral exams 
administered to two senior reactor operators & three reactor 
operators. Written reexams also administered to two reactor 
operators. Four candidates passed. 

DIMMOCK, L. i LANG. T. , SLY. G. Region 3. Office of Director. 

84/05/22. 74p p . 24867:165. 24X Fiche: 50-373. 84/05/24. 8406110325. 


8405230319 IE Info Notice 84-39. "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York. Inc. 124pp. 24861:201. 24X Fic he : 50-000. 84/05/25. 8405230319. 


8405240317 IE Info Notice 83-66. Suppl 1. "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York. Inc 127pp 24880:103. 24 X Fiche: 50-000. 84/05/25. 8405240317. 


8406120187 Forwards IE Insp Repts 50-373/84-12 & 50-374/84-16 on 
840507-11 & notice of violation. 

PAPERIELLO. C. J. Region 3. Office of Director. B4/05/29. REED. C. 
Commonwealth Edison Co. 2pp. 24890:222. 24X Fich e: 50-373. 84/05/29. 

8406120187. 


8406070093 Forwards updated Region III access authori 
admission of NRC personnel to vital areas. Access pT 
for inspectors, other employees & contractors discus 
effective upon receipt. 

AXELSON, W. L. Region 3. Office of Director. 84/06/ 
Commonwealth Edison Co. 7pp. 24747:126. 24X Fich 

8406070093. 


8406110193 Responds to Generic Ltr 84-11 re insp of E 
piping Induction heat stress insp performed on weld 
startup, extensive containment leakage sys installed 
examiners will have demonstrated competence. 

RYBAK, B. Commonwealth Edison Co. 84/06/04. DENTC 
Nuclear Reactor Regulation, Director. 3pp. 24872: 
Fiche: 50-373, 84/06/04, 8406110193. 


8406230047 Forwards IE Insp Repts 50-373/84-13 & 50-C! 
840515-18. No noncompliance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/ 
Commonwealth Edison Co. 2pp. 25134:316. 24X Fich 
8406230047. 


—8406230050 IE Insp Repts 50-373/84-13 b 30-374/84-1 
violations noted. Major areas inspected: operations 
radwaste mgt program, licensee actions on past op* 
startup radiation surveys. 

MILLER, D. E. , OESTMAN, h. J. , GREGER. L. R. Region 3, 
Director. 84/06/04. 8pp. 25134:318. 24X Fichi 

8406230047. 


— 8406120192 Notice of violation from insp on 840507-11. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/05/29. Ip. 
24890:224. 24X Fiche: 50-373, 84/05/29, 8406120187. 


8406050012 IE Info Notice 84-42, "Equipment Availabil 
During Outages Not Covered by Tech Specs. " Svc lisl 
JORDAN, E. L. Division of Emergency Preparedness & E 
Response (Post 830103). 84/06/05. Consolidated 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 8' 


— 8406120198 IE Insp Repts 50-373/84-12 & 50-374/84-16 on 840507-11. 
Noncompliance noted : activation of emergency plan. 

PLOSKI, T. , CHRISTOFFER, G. , PHILLIPS, M. P. Region 3, Office of 
Director. 84/05/29. 13pp. 24890:225. 24X Fiche: 50-373, 84/05/29, 

8406120187. 


8406050350 IE Info Notice 84-43, "Storage & Handling 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspectior 
830103). 84/06/07. Consolidated Edison Co. of h 
92pp. 25050:032. 24X Fi che : 50-000, 84/06/07, 84060! 


8405290383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


8406050297 Forwards IE Safeguards Insp Repts 50-373/84-15 & 
50-374/84-19 on 840517. No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/05/30. REED, C. 
Commonwealth Edison Co. 2pp. 24839:090. 24X Fiche: 50-373, 84/05/30, 

8406050297. 


—8406050304 IE Safeguards Insp Repts 50-373/84-15 & 50-374/84-19 on 
840517. No noncompliance noted. Major areas insp ec ted : sec uri ty 
organi ration-response. Details withheld (ref 10CFR73. 21). 
STAPLETON, B. W. , MADEDA, T. J. , CREED, J. R. Region 3, Office of 
Director. 84/05/30. Ip. 24839:092. 24X Fi c h e : 50-373, 84/05/30, 

8406050297. 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, developed in 
response to NRC concerns over recent errors it escalated 
enforcement actions. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/05/31. 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 50-000, 84/05/31, 8406050378. 


8406150033 Forwards IE Insp Repts 50-373/84-03 4t 50-374/84-02 on 
840416-0511 «» notice of violation. 

SHAFER. W. D. Region 3, Office of Director. 84/05/31. REED, C. 
Commonwealth Edison Co. 2pp. 24943:006. 24X Fiche: 50-373, 84/05/31, 

8406150033. 


—8406150035 Notice of violation from insp on 840416-0511. 

SHAFER, W. D. Region 3, Office of Director. 84/05/31. 2pp. 
24943: 008. 24X Fiche: 50-373, 84/05/31 , 84061 50033. 


— 8406150037 IE Insp Repts 50-373/84-03 St 50-374/84-02 on 840416-0511. 
Noncompliance noted : fai lure to follow procedures re offgas 
hydrogen samples it failure to meet Tech Spec requirements on 
reactor water cleanup. 

GULDEMOND, W. G. , GUTHRIE, S. C. , EVANS, C, D. Region 3, Office of 
Director. 84/05/31. 14pp. 24943:010. 24X Fiche: 50-373, 84/05/31, 


8406120120 Ack receipt of 840518 it 30 ltrs informing 
to correct violations noted in IE Insp Repts 50-37! 
50-374/84-05. 

NORELIUS, C. E. Region 3, Office of Director. 84/0( 
Commonwealth Edison Co. Ip. 24092:065. 24X Fichi 

8406120120. 


— 8406120125 Responds to NRC 840418 ltr re violationi 
Repts 50-373/84-05 it 50-374/84-05. Corrective act: 
discussion held w/lead workman on job to emphasi; 
to detail S< valve position verified. 

FARRAR, D. L. Commonwealth Edison Co. 64/05/18. 
Region 3, Office of Director. 4pp. 24892:066. 
Fiche: 50-373, 84/06/07, 8406120120. 


— 8406120133 Suppls 840518 response to NRC 840418 lti 
noted in IE Insp Repts 50-373/84-05 it 50-374/84-< 
Corrective actions: training conducted on maint o^ 
directional control valve solenoids. 

FARRAR, D. L. Commonwealth Edison Co. 84/05/30. 
Region 3, Office of Director. 3pp. 24892:070. 
Fiche: 50-373, 84/06/07, 0406120120. 


8406060336 IE Info Notice 84-44, "Environ Qualificat: 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St I 
Response (Post 830103). 84/06/08. Consolidated 
York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 8- 


8406080176 IE Info Notice 84-45, "Reversed Different 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & I 
Response (Post 830103). 84/06/11. Consolidated 
York, Inc. 123pp. 25049:001. 24X Fiche: 50-000,8- 


8406260141 Forwards IE Insp Rept 50-374/84-10 on 840! 
noncompliance noted. 

LITTLE, W. S. Region 3, Office of Director. 84/06/ 
Commonwealth Edison Co. 2pp. 25141:264. 24X Ficl 
8406260141. 


— 8406260144 IE Insp Rept 50-374/84-10 on 840314-052- 


DOCKETED ITEMS 


580173 IE Info Notice 84-46, "Circuit Breaker Position 
'ification. " Svc list end 

?DAN, E. L. Division of Emergency Preparedness 8c Engineering 
sponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

'St, Inc. 119pp. 25049:154. 24X Fi c he : 50-000, 84/06/ 13, 84060801 73. 


L90086 Confirms 840622 enforcement conference at Region III ofc to 
;cuss bypassing isolation switches for reactor water 
»anup sys, per 840612 discussion. 

>PLER, U. G. Region 3, Office of Director. 84/06/14. REED, C. 
wonwealth Edison Co. Ip. 24981:101 24X Fiche: 50-374, 84/06/14, 

)6190086. 


.90230 Ack receipt of 840604 ltr informing NRC of steps taken to 
•rect violations noted in IE Insp Rept 50-374/84-14. 

.KER, R. D. Region 3, Office of Director. 84/06/14. REED, C. 
unonwealth Edison Co. Ip. 25023:083. 24X Fiche: 50-374, 84/06/14, 

16190230. 


>6190232 Responds to NRC 840508 ltr re violations noted in IE Insp 
!ept 50-374/84-14. Corrective ac ti ons : Sp ec ial Test LST-84-108 
erformed to verify proper operation of Relays K60 & K73. 

ARRAR, D. L. Commonwealth Edison Co. 84/06/04. KEPPLER, J. G. 
egion 3, Office of Director. 2pp. 25023:084. 24X 

iche; 50-374, 84/06/14, 8406190230. 


30315 IE Info Notice 84-47, "Environ Qua 1 if i cat i on Tests of 
ctrical Terminal Blocks. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness 8c Engineering 
ponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

k, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


80353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
ves. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness 8c Engineering 
ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


80360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
lure. " Svc list encl. 

DAN, E. L. Division of Emergency Preparedness 8e Engineering 
ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


60095 Ack receipt of 840611 ltr informing NRC of steps taken to 
rect violations noted in IE Insp Repts 50-373/84-10 8c 
374/84-13. 

FER, W. D. Division of Project 8c Resident Programs. 84/06/19. 

D, C. Commonwealth Edison Co. Ip. 25142:207. 24X 

he: 50-373, 84/06/19, 8406260095. 


6260109 Responds to NRC 840510 ltr re violations noted in IE Insp 
epts 50-373/84—10 8c 50-374/84-13. Corrective actions: main 
team line drain valves closed 8c Procedure LGP-1-S1 revised 
a provide better guidance. 

ARRAR, D. L. Commonwealth Edison Co. 84/06/11. KEPPLER, J. G. 
egion 3, Office of Director. 3pp. 25142:208. 24X 

iche: 50-373, 84/06/19, 8406260095. 


90327 IE Info Notice 84-50, "Clar if ication of Scope of QA Programs 
Transport Packages Pursuant to 10CFR50, App B. " Svc list 
1 . 

DAN, E. L. Division of Emergency Preparedness 8c Engineering 
ponse (Post 830103), 84/06/21. Consolidated Edison Co. of New 

k, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/21 , 84061 90327. 


riodic operating reports & related correspondence 


70100 Monthly operating repts for Apr 1984. W/840510 ltr. 

TAKAS, A. R. f DIEDERICH, G. J. Commonwealth Edison Co. 84/04/30. 
p. 24747: 094. 24X Fiche : 50-373, 84/04/30, 8406070100. 


portable occurrences, LERs & related correspondence 


50260 LER 84-017-00: on 840503, reactor manually scrammed when 
ctor vessel level could not be maintained due to loss of 
or driven f eedwa ter pump. Caused by operator error, 
cedures reviewed. W/840 523 ltr. 

STAVE, D. II. , DIEDERICH, G. J. Commonwealth Edison Co. 84/05/23. 
24840:287, 24X Fi ch e: 50-374, 84/05/23, 8406050260. 


8406120506 LER 84-019-00; on 840509, h y dro g en samples of operable of 
treatment sys not obtained at required frequency . Caused by 
technicians failing to determine status prior to taking 
samples. Procedure r evi sed . W/840605 ltr. 

ALDRICH, L. R. , DIEDERICH, G. J. Commonwealth Edison Co. 84/06/05. 
4pp. 24892:027. 24X Fi c h e : 50-374, 84/06/05, 8406120506. 


8406120011 LER 84-022-00: on 840521, Door 213, c ontr o 1 1 ing access to < 
behind turbine shield walls, found open. Caused by personnel 
error. Security contacted to determine which individuals 
passed through door. W/840607 ltr. 

EISELE, W. , DIEDERICH, G. J. Commonwealth Edison Co. 84/06/07. 3| 

24888:174. 24X Fi c h e : 50-374, 84/06/07, 840612001 1 . 


8406120016 LER 84-021-00: on 840515, d ur ing repair of filter 

demineralizer 2C post strainer section, outlet valve opened & 
reactor water cleanup sys isolated on high differential 
flow. Cause not stated. W/840607 ltr. 

SHIELDS, J., DIEDERICH, O. J. Commonwealth Edison Co. 84/06/07. i 
24893: 095. 24X Fiche. 50-374, 84/06/07, 8406120016. 


8406180292 LER 84-020-00: on 840521, main power transformer backup 
differential overcurrent relay tripped main generator, 
causing main turbine trip. Caused by current transformer 
inputs wired incorrectly . Transformer rewired. W/840607 ltr. 
SETTLES, A. C. , DI EDER ICH, G. J. Commonwealth Edison Co. 84/06/07. 
4pp. 24961:083. 24X Fi che: 50-374, 84/06/07, 8406180292. 


8406180386 LER 84-024-00: on 840531 , normal 8c remote shutdown panel 
control 8e instrumentation power supplies for RCIC sys lost. 

Caused by protective high voltage trip setpoint drift. Trip 
setpoints re s et. W/840609 ltr. 

ULLRICH, J., DIEDERICH, 0. J. Commonwealth Edison Co. 84/06/09. t 
24965:268. 24X Fi ch e: 50-374, 84/06/09, 8406180386. 


8406 1B0290 LER 84-023-00: on 840529, reactor water cleanup sys isolat 
three separate times on high differential temp. After reactor 
water cleanup sys restarted, sys isolated on high 
differential flow. Caused by damaged valve. W/840611 ltr. 

SPRUNGER, C. K. , DIEDERICH, G. J. Commonwealth Edison Co. 84/06/11. 
5pp. 24961:078. 24X Fi c h e: 50-374, 84/06/1 1 , 8406180290. 


8406190086 Confirms 840622 enforcement conference at Region III ofc 
discuss bypassing isolation switches for reactor water 
cleanup sys, per 840612 discussion. 

KEPPLER, J. G. Region 3, Office of Director. 84/06/14. REED, C. 
Commonwealth Edison Co. Ip. 24981:101. 24X Fiche: 50-374, 84/06/ 

8406190086. 


V. Operator Examinations 


8406110325 Forwards exam rept on 840416-18. 

WALKER, R. D. Region 3, Office of Director. 84/05/24. REED, C. 

Commonwealth Edison Co. 2pp. 24867:163. 24X Fiche: 50-373, 84/0! 

8406110325. 


— 8406110330 Exam rept on 840416-18. Exam results: written & oral exa 
administered to two senior operators 8c three reactor 
operators. Written reexams also administered to two reactor 
operators. Four candidates passed. 

DIMMOCK,L. , MCMILLEN, J. I. Region 3, Office of Director. 84/0! 
74pp. 24867:165. 24X Fiche: 50-373, 84/05/24, 8406110325. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A. Application/construction stage documents 8c correspondence 


8406040065 Forwards updated status of responses to recommend at ions 
developed by INPO during 831212-16 corporate assistance 
visit. 

LEDDICK, R. S. Louisiana Power & Light Co. 84/04/26. PATE, Z. T. 
Institute of Nuclear Power Operations. 23pp. 24806:336. 24X 

Fiche: 50-382, 84/04/26, 8406040065. 


8405100084 Forwards addl info re selection of radiation threshold 
values. Util will identify preestablished replacement 
intervals for nonmetallic matls failures which could impact 
safety function of mechanical equipment in harsh environ. 

COOK, K. W. Louisiana Power 8c Light Co. 84/05/07. KNIGHTON, G. W. 
Licensing Branch 1. 7pp. 24412:355. 24X Fi c he: 50-382, 84/05/07, 

8405100084. 


DOCKETED ITEMS 


060155 Forwards request for ad d 1 info to complete review of Tech 
ecs. Required info focuses on reactor protective 
strumentat ion setpoints i>. moderator temp coefficient. Info 
ould be provided within 7 days. 

IGHTON, G. W. Licensing Branch 3. 84/05/18. LEDDICK, R. S. 

uisiana Power it Light Co. 10pp. 24847:296. 24X 

Che: 50-382, 84/05/18, 8406060153. 


260131 Forwards "Industrial Evaluation of Operating Shift 
perience Requirements" & "Nuclear Plant Shift Experience." 
aff recommends Commission accept industry proposal subj 
listed items. 

SENHUT, D. G. Division of Licensing. 84/05/29. LEDDICK, R. S. 
uisiana Power JU Light Co. 3pp 25157: 110. 24X 

che: 50-382, 04/05/29, 8406260131. 


040219 Forwards justification for interim operation of auxiliary 
essuriier spray sys, in further response to GW Knighton 
0330 request for schedule for resolution of NRC concerns. 

OK, K. W. Louisiana Power it Light Co. 84/05/30. KNIGHTON, G. W. 
censing Branch 3. 7pp. 24796:256. 24X Fi c h e : 50-382, 84 /05/30, 

06040219. 


040272 Provides consolidated view of compliance to Generic Ltr 
-28, "Required Actions Based on Generic Implications of 
lem ATWS Events. " 

OK, K. W. Louisiana Power i « Light Co. 84/05/30. KNIGHTON, G. W. 
censing Branch 3. 3pp. 24793:360. 24X Fiche : 50-382, 84/05/30, 

06040272. 


190541 Forwards request for addl info re function recovery 
ideline portion of procedures generation package submitted 
840302. Info requested by 840630. 

IGHTON, G. W. Licensing Branch 3. 84/05/30. LEDDICK, R. S. 

uisiana Power h Light Co. 9pp. 25036:325. 24X 

che: 30-382, 04/05/30, 8406190541. 


230060 Forwards new pages for Tech Specs which reflect editorial & 
pographical changes as well as resolution of issues re 
actor sys, emergency feedwater sys operations 8, ESF 
tuation sys relay testing, W/o end, 

IGHTON, G. W. Licensing Branch 3. 84/05/30. LEDDICK, R. S. 

uisiana Power & Light Co. 2pp. 25153:032. 24X 

che: 30-382, 84/05/30, 8406250060, 


260409 Forwards NRC 840330,25,09 it 0406 memos describing 
tegration of activities for plants w/near-term licensing 
tivities. Briefing on integrated schedules expected by 
0618 

RCKS, W. J. Office of the Executive Director for Operations. 
/ 06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

che: 50-000,84/06/01, 8406260489, 


06260303 Assigns project managers to develop integrated schedules , for 
action on plants w/near-term licensing ac tivi ty . Dir ec tor s 
requested to assemble list of remaining activities it 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/30. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. 2pp. 23137:325. 24X Fiche: 50-000, 84/06/01, 

B4062604Q9. 


06260318 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers it 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/09. DIRCK8, W. J, Office of the Executive Director for 
Operations. 3pp. 23157:330. 24X Fi che: 30-000, 84/06/01 , 

8406260489. 


04170643 Submits list of outstanding regulatory actions to be 
completed in preparation on rear-term OL issuance during 
next 12-18 months. Mgt plan for each facility should be 
developed it implemented 6 to 9 months before OL date. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
B4/04/06. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 23157:333. 24X Fiche : 50-000, 84/06/01 , 8406260489. 


120114 Advises that C-E Owners Group work has begun on shutdown 
oling sys relief valve operability. Evaluation results will 
transmitted by 040831. 

OK, K. W. Louisiana Power it Light Co. 84/06/06. KNIGHTON, 0. W. 
censino Branch 3. ip. 24888:240. 24X Fi ch e : 50-382, 84/06/06, 


8406120149 Responds to 840419 request for review of final draft Ti 
Specs it submittal of ltr certifying accuracy of draft. 

Proposed Tech Specs adequately validate accident analysis 
assumptions i>. reflect FSAR & SER. 

LEDDICK, R. S. Louisiana Power %>. Light Co. 84/06/08. EISENHUT, ! 
Division of Licensing. 3pp 24889:338. 24X Fiche- 50-382, 84/0, 

8406120149. 


8406130083 Suppls 840523 ltr %> discusses R Beker concerns re Ques 
640. 17-22. FSAR changes uhich will be implemented in future 
amend per 10CFR50. 71 ( e ) requirements. 

CDQK, K. W. Louisiana Power Light Co. 84/06/11. KNIGHTON,©. W 
Licensing Branch 3. 37pp. 24915:069. 24X Fiche: 50-382, 84/06/ 

8406130083. 


8406250162 Forwards certification of pollution control facilities 
840504 request. Request i< response available in LPDR. 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 84/ 
LEDDICK, R. S. Louisiana Power it Light Co. 6pp. 25139:323 2 

Fiche: 50-382, 84/06/12, 8406250162. 


8406250385 Summary of 840608 meeting w/util in Bethesda,MD re 
preliminary results of team efforts. List of attendees it 
items discussed end. W/o encls. 

WILSON, J. H. Licensing Branch 3. 84/06/12. Licensing Branch 

lp. 25137:357. 24X Fi c h e : 50-382, 84/06/12, 8406250385. 


8406180230 Forwards Rev 1 to Procedure TG— OP— 902— 008 covering vit 
auxiliaries i>. reactivity control, per 840530 request. 

COOK, K. W. Louisiana Pouer it Light Co. 84/06/13. KNIGHTON, G. (. 
Licensing Branch 3. 102pp. 24964:303. 24X Fiche: 50-382, B4/G£ 

8406180230. 


— 8406180231 Rev 1 to Procedure TG-OP-902-008 covering vital auxi 
8c reactivity control. 

* Louisiana Power 8c Light Co. 84/05/29. 102pp. 24964:304. 

Fiche: 50-382, 84/06/13, 8406180230. 


8406210344 Requests program 8-. schedule for detailed it thorough 
assessment of listed items w/potential safety implications. 
EISENHUT, D, G. Division of Licensing. 84/06/13. CAIN, J. M. 
Louisiana Power it Light Co. 17pp. 25069:184. 24X 

Fiche: 50-382, 84/06/13, 8406210344. 


8406260065 Notification of contract execution, Mod 21, Task Order < 
"Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents." Contractor : Parameter, Inc . 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-1302 
84/06/18. BLAHA, J. Director's Office, Office of Inspection a 
Enforcement. LAUDAN, W, NRC - No Detailed Affiliation Given. 
25157:255. 24X Fiche: 50-382, 84/06/18, 8406260065. 


— 8406260070 Mod 21, issuing Task Order 61 8c Rev 1 for activities 
Waterford 3, to "Technical Assistance to Support NRC IE 
Personnel in Investigations of Incidents." 

LOFY, R. A, Parameter, Inc. SMITH, P. A. Division of Contract 
B-1302. 84/06/18. 3pp. 25157:256. 24X Fiche: 50-382, 84/Q6 

8406260065. 


8406260138 Forwards addl info on Tech Specs re reactor protectiv 
instrumentation response times per 840518 request. 

COOK, K. W. Louisiana Pouer 8t Light Co. 84/06/18. KNIGHTON,©. 
Licensing Branch 3. 3pp. 25142:298. 24X Fiche: 50-382, 84/06/ 
8406260138. 


8406280102 Responds to Generic Ltr 83-28, Items 4, 2. 3 & 4. 2 4 re 
cycle testing it periodic replacement requirements for 
reactor trip br eakers. Uti I will provide program & schedule 
to complete section requirements by 841130. 

COOK, K. W. Louisiana Power 8,. Light Co. 84/06/22. KNIGHTON,©, 
Licensing Branch 3. lp. 25180:342. 24X Fiche: 50-382, 84/06/; 

8406280102. 


8406280210 Requests extension to 840731 for resubmittal of proc 
generation pac kage. Delay due to dedication of personnel 
resources to other areas it uncertainty in fuel load 
schedule. 

COOK, K. W. Louisiana Power it Light Co, 84/06/22. KNIGHTON, © 
Licensing Branch 3. Ip. 25179:251. 24X Fiche: 50-382, 84/06/ 

8406280210. 


DOCKETED ITEMS 


D 40263 Advises that reactor power cutback sys initiated at facility 
accommodate certain types of imbalances by providing 
tep" reduction in reactor power. Inadvertent or spurious 
eration of subj sys will be reported to NRC, per SER. 

3K, K. W. Louisiana Power & Light Co. 84/06/01. KNIGHTON, G. W. 
censing Branch 3. Ip. 24794:397. 24X Fiche: 50-382, 84/06/01, 

36040263. 


ecurity, medical, emergency & fire protection plans 


310268 Informs that public info program implemented per SER 
ction 13. 3. 2. 7. Public info brochure addressing specific 
bj SER section items distributed on 840509. Poster 
stribution uill be complete by 840717. 

3K,K. W. Louisiana Power & Light Co. 84/05/28. KNIGHTON, G, W. 
censing Branch 3. Ip. 24756:354. 24X Fiche: 50-382, 84/05/28, 

36010268. 


370291 Forwards proprietary & nonproprietary versions of revised 
irgency plan implementing procedures, including EP-1-010 
unusual event, EP-1-020 re alert 8c EP-1— 030 re site area 
ergency. Proprietary procedures withheld. 

3DICK, R. S. Louisiana Power 8c Light Co. 84/06/05. Office of 
clear Reactor Regulation, Director. 2pp. 24745:001. 24X 

:he: 30-382, 84/06/05, 8406070291. 


36070292 Revised emergency plan implementing procedures, including 
IP— 1—010 re unusual event, EP-1-020 re a lert, EP— 1-030 re site 
srea emergency 8c EP-1— 040 re general emergency. 

3ARKHURST, R. P. Louisiana Power 8c Light Co. 84/05/18. 126pp. 

24743 : 003. 24X Fiche: 30-382. 84/06/05, 840607029 1 . 


L 20287 Submits addl info to 840326 8c 0517 requests for relief from 
rtain technical requirements of App R to 10CFR50 re fire 
riper instal lation, air handler units AH-13 8c control room 
ake detection. 

3K. K. W. Louisiana Pouer 8c Light Co. 84/06/03. KNIGHTON, G. W. 
censing Branch 3. 15pp. 24893:295. 24X Fiche: 50-382, 84/06/05, 

36120287. 


250163 Forwards RW Krimm 840511 ltr forwarding FEliA supplemental 
berim finding rept on four offsite planning issues 
ecified in ASLB 821103 partial initial dec ision. Continued 
ordination to ensure Issue 2 resolution recommended. 

IGHTON, G. W. Licensing Branch 3. 84/06/12. LEDDICK, R. S. 

Jisiana Power 8t Light Co. 3pp. 23139:316. 24X 

che: 50-382, 84/06/12. 8406250163. 


220165 Forwards documents re emergency planning 8c preparedness 
r ASLB 821018 order. Related correspondence. 

RK» S. E. Hearing Branch i. DSB 797. 84/06/18. GRQESCH, G. L. 

Filiation Not Assigned. 153pp. 25088:200. 24X 

che: 50-382. 84/06/18. 8406220165. 


ijudicatory correspondence 


340299 Order extending time until further order for Commission to 
b to review ALAB-753. Served on 840604. 

ILK, S. \J. Office of the Secretary of the Commission. DSB 422. 
'06/01. Commissioners. Ip. 24802:353. 24X 

che: 50-382, 84/06/01, 8406040299. 


L80424 Requests that City of New Orleans, LA be added to svc list 
r substantive orders 8c notices of opportunity for hearing 
r listed dockets. Related correspondence. 

IDSTROM, P. E. Verner, Liipfert, Bernhard 8c McPherson. 

?DSTROM, P. E. New Orleans, LA. DSB 695. 84/06/14. Docketing 8: 

rvices Branch. Ip. 24978:133. 24X Fiche: 30-000, 84/06/14, 

3618042 ” 


220137 Motion for addl extension of time until 840706 to respond to 
int Interveners amended St supplemental motion to reopen 
retention 22. 

RK, S. E. Hearing Branch 1- DSB 808. 84/06/14. Atomic Safety 

i Licensing Appeal Panel. 2pp. 25088: 135. 24X 

che: 50-382, 84/06/14, 8406220137. 


36220141 Affidavit of DM Crutchfield re base mat— related issues. 
Certificate- of SVe encl. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/14. 19pp. 

25088:137. 24X Fiche: 00^-382, 84/06/14, 8406220137. 


8406220213 Forwards listed documents re NRC review of allegations. 
Related correspondence. 

TURK, S. E. Hearing Branch 1. DSB 790. 84/06/15. KOHL, C. N. , 

JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing Appeal Pane 
25pp. 25087:236. 24X Fi che: 30-382, 84/06/15, 8406220213. 


— 8406220214 Transcript of 840608 meeting w/util in Bethesda , MD. Pp 
1-52. 

* Commissioners. 84/06/08. 53pp. 25087:261. 24X 

Fiche: 50-382, 84/06/15,8406220213. 


8406220165 Forwards documents re emergency planning 8< preparedness 
per ASL3 821018 order. Related correspondence. 

TURK, S. E. Hearing Branch 1. DSB 797. 84/06/18. GROESCH, G. L. 

Affiliation Not Assigned. 153pp. 25088:200. 24X 

Fiche: 50-382, 84/06/18, 8406220165. 


I. Financial information 


8406260138 Forwards request for addl info re financial qualification 
in order to make finding for issuance of OL. Info requested 
by 840523. 

KNIGHTON, G. W. Licensing Branch 3. 84/05/14. LEDDICK, R. S. 

Louisiana Power & Light Co. 9pp. 23157:087. 24X 

Fiche: 50-382, 84/03/14. 84062601 58. 


Q. Inspection reports, IE Bulletins & correspondence 


8406230571 Forwards IE Insp Rept 50-382/84-13 on 840326-30. No 
violations or deviations identified. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/04/24. 

LEDDICK, R. S. Louisiana Power & Light Co. 2pp. 23136:001. 24X 

Fiche: 30-382, 84/04/24, 8406230571. 


— 8406230584 IE Insp Rept 50-382/84-13 on 840326-30. No violations or 
deviations identified Major areas inspected: licensee 
chemistry/radiochemistry program, including review of 
outstanding open items, organization & staff qual ifications. 
NICHOLAS, J. B. , MURRAY, B. , CROSSMAN, W. A. Region 4, Office of 
Director. 84/04/18. 8pp. 23136:003. 24X Fiche: 50-382, 84/04/2 

8406230571. 


8403230319 IE Info Notice 84-39, "Inadvertent Isolation of Containme 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/03/23. Consolidated Edison Co. of N 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/03/23, 84032303 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/23. Consolidated Edison Co. of N 

York, Inc. 127pp. 24880:103. 24X Fiche : 30-000, 84/03/25, 84032403 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of N 

York, Inc. 122pp. 24879:342. 24X Fiche: 30-000, 84/03/30, 84052903 


8406230053 Forwards IE Insp Rept 30-382/84-17 on 840416-20. No 
violations noted. 

GAGLIARDO, R. P. Region 4, Office of Director. 84/05/30. 

LEDDICK, R.S. Louisiana Power & Light Co. 2pp. 25134:295. 24X 

Fiche: 30-382, 84/05/30, 8406230053. 


— 8406230036 IE Insp Rept 50-382/84-17 on 840416-20. No violations no 
Major areas inspected: 1 icensee closeout actions re selected 
significant const deficiencies. 

BOARDMAN, J. R. , HALL, R. E. , JAUDON, J. P. Region 4, Office of 
Director. 84/05/11. 12pp. 23134:297. 24X Fiche: 30-382, 84/03/ 

8406230053. 


8406260013 Forwards IE Insp Rept 50-382/84-18 on 840423-27. No 
violations or deviations noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/05/30. 

LEDDICK, R.S. Louisiana Power & Light Co. 2pp. 23165:287. 24X 

Fiche: 50-382, 84/03/30, 8406260013. 


— 8406260014 IE Insp Rept 50-382/84-18 on 840423-27. No violations or 
deviations noted. Ma lor areas insoected: oroani zation, training 
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DOCKETED ITEMS 


8406050324 Advises that IE Info Notices 82-03-82-52 St 83-45 addressed S: 
closed oot. Records of review available for insp. IE Info 
Notice 83-72 will be addressed prior to exceeding 5 X power. 

COOK- K. W. Louisiana Power St Light Co. 84/05/31. KNIGHTON- G. W. 
Licensing Branch 3. Ip. 24838:325. 24X Fiche: 50-382, 84/05/31- 

8406050324. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. “ Svc list end. 
JORDAN, 8. L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000- 84/06/01, 8406010423. 


8406050012 IE Info Notice 84-42- "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN- C. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

York- Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406050350 IE Info Notice 84-43- "Storage S< Handling of Qpthalmic Beta 
Radiation Applicators. “ Svc list encl. 

GRACE- J. N. Division of QA- Safeguards Ss Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York- Inc. 

92pp. 25050:032. 24X Fi C he : 50-000- 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, “Environ Qual if ication Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche 50-000, 84/06/11- 8406080176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks." Svc listiencl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co., of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15,-8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi che: 50-000, 84/06/ 18, 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


B406190327 IE Info Notice 84-50, “Clar if ication of Scope of QA Programs 
for Transport Package* Pursuant to 10CFR50,App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21. 8406190327. 


3406280299 Advises that American Bridge had no contractural or 
subcontractural agreement w/Pedan Steel which dealt directly 
u/Louisiana Power Sc Light S« Ebasco, per Const Appraisal 
Rept 50-382/84-07. 

CARUS-R.V. United States Steel Corp. 84/06/22. DEYOUNG, R. C. 
Director's Office. Office of Inspection and Enforcement. Ip. 
25177: 030. 24X Fiche: 50-302, 84/06/22, 8406280299. 


3. Reportable occurrences, LERs Sc related correspondence 


3403270117 Seventh interim Significant Const Deficiency Rept 60 re 
turnover documentation Sc inadequate hanger weld problems 
T Sc B. Questions generated by documentation reviews 
unresolved. Next rept will be submitted by 840427. 

GERRETS, T. F. Louisiana Power Sc Light Co. 84/03/16. COLLINS, J. T. 


8406050164 Final Significant Const Deficiency Rept 103 re RADFL1 
sealant matl installed in wall penetrations supplied by BScB 
Insulation, Inc. Insp of RADFLEX seals accomplished w/o damage 
to flexible boots. 

GERRETS. T. F. Louisiana Power St Light Co. 84/05/23. COLLINS, 
Region 4, Office of Director. 6pp. 24813:331. 24X 

Fiche: 50-382, 84/05/23, 8406050164. 


8406050172 Final Significant Const Deficiency Rept 111 re failui 
fuel oil pump causing shutdown of Diesel Generator 3A— S. 

Cause unknown. Fuel oil pump replaced. Vendor indicated no 
other failures identified. 

GERRETS, T. F. Louisiana Power St Light Co. 84/05/24. COLLINS, 
Region 4, Office of Director. 3pp. 24838:161. 24X 

Fiche: 50-382, 84/05/24, 8406050172. 


8406050413 Final Significant Const Deficiency Rept 102 re failtn 
install dowels St shear blocks on emergency feedwater pumps, 
motors, turbine St emergency diesel generators. Instal lat ion of 
required items complete. 

OERRETS, T. F. Louisiana Power St Light Co. 84/05/28. COLLINS, 
Region 4, Office of Director. 3pp. 24845:172. 24X 

Fiche: 50-382, 84/05/28, 8406050413. 


8406050456 Interim Significant Const Deficiency Rept 74 re 
identification of 12 undersize Tomp k ins-Bec kwith Schedule 80 
socket welds of Piping Isometric CC-IC-47. Welds not meeting 
ASHE Code repaired. 

GERRETS, T. F. Louisiana Power St Light Co. 84/05/28. COLLINS, 
Region 4, Office of Director. 17pp. 24842:338. 24X 

Fiche: 50-382, 84/05/28, 8406050456. 


8406050509 Final Significant Const Deficiency Rept 90 re overlor 
overloaded or otherwise defective safe shutdown conduits. 
Fischbach Sc Moore ceased performing installations. 

NCR— W3-6727 issued to track 8< document corrective actions. 
OERRETS, T. F. Louisiana Power Sc Light Co. 84/05/28. COLLINS, 
Region 4, Office of Director. 4pp. 24842:057. 24X 

Fiche: 50-382, 84/05/28, 8406050509. 


8406110247 Final Significant Const Deficiency Rept 99 re safety 
injection tank (SIT) isolation valves supplied by 
Lunkenheimer Corp. Initial ly reported on 840525. Fai led 
components for actuators on three valves replaced. 

OERRETS, T. F. Louisiana Power St Light Co. 84/05/29, COLLINS, 
Region 4, Office of Director. 3pp. 24868:124. 24X 

Fiche: 50-382,84/05/29, 8406110247. 


8406110251 Final Significant Const Deficiency Rept 107 re lack c 
traceability for 1-inch St 2-inch carbon steel pipe/fittings 
in ASME Section III, Class III instal lations. Forty-one items 
u/indeterminate traceability replaced w/traceable matls. 
OERRETS, T. F. Louisiana Power St Light Co. 84/05/30, COLLINS, 
Region 4, Office of Director. 3pp. 24868:134. 24X 

Fiche: 50-382, 84/05/30, 8406110251. 


8406180404 Final Significant Const Deficiency Rept 97 re diesel 
generator B turbocharger fai lure. Caused by turbo thrust 
bearing fai lure. Defecti ve/damaged components rep laced, lube 
oil filters replaced St strainer cleaned. 

GERRETS, T. F. Louisiana Power St Light Co. 84/06/06. COLLINS, 
Region 4, Office of Director. 5pp. 24965:282. 24X 

Fiche: 50-382, 84/06/06, 8406180404. 


8406210142 Final Potentially Reportable Deficiency Rept 169 re p 
problem in procurement sy s. Ini tial ly reported on 840508. Q A 
group intends to reaudit procurement program prior to Sept 
1984. Condition not reportable per 10CFR50. 55(e). 

OERRETS, T. F. Louisiana Power St Light Co. 84/06/07. COLLINS, 
Region 4, Office of Director. 2pp. 25057:114. 24X 

Fiche: 50-382, 84/06/07, 8406210142. 


T. Hearing transcripts on non-antitrust matters 


8406220213 Forwards listed document* re NRC review of allegation 
Related correspondence. 

TURK, S. E. Hearing Branch 1. DSB 790. 84/06/15. KOHL, C. N. , 

JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing Appeal 
25pp. 25087:236. 24X Fi che : 50-382, 84/06/15, 0406220213. 


— 8406220214 Transcript of 840608 meeting w/util in Bethesda, MD. 
1-52 

•* Commissioners. 84/06/08. 53pp. 25087:261. 24X 

Piche' sr>— RA/nA/i s. 


UUUIVfc S HU I I ClYSo 


HEf 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 

NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8406200297 Forwards SEK re Rev 7 to emergency plan & 840313 detailed 
description of plan for staffing emergency operations 
facility, per NUREG-0654 Sc Suppl 1 to NUREG-0737. Rev 7 
acceptable w/rev to App E corporate policy statement. 

SCHWENCER, A. Licensing Branch 2. 84/06/06. CURTIS, N. W. 

Pennsylvania Power 8e Light Co. 3pp. 23051:199. 24X 

Fiche: 50-387, 84/06/06, 8406200297. 


6110367 Forwards SSER 7 (NURE0-0776). W/o end. 

DUNGBLOOD, B. U. Licensing Branch 1. 84/06/05. CURTIS, N. W. 

ennsylvania Power Sc Light Co. 2pp. 24880.289. 24X 

ic he: 30-387, 84/06/03, 84061 10367. 


Security, medical, emergency Sc fire protection plans 


6010034 Forwards Amend 22 to License NPF-14 Sc safety evaluation, 
nend incorporates Changes N, 0 Sc P to physical security 
lan & Changes A Sc B to security training Sc qual if ication 
lan. License Condition 2. C. (28(B) deleted. 

;HWENCER,A. Licensing Branch 2. 84/05/14. CURTIS, N. W. 

snnsylvania Power Sc Light Co. 2pp. 24769:253. 24X 

iche: 30-387. 84/05/14, 8406010034. 


106010099 Amend 22 to License NPF-14, incorporating changes to physical 
security plan Sc security training Sc qualification plan 8c 
deleting License Condition 2. C. (28) (B), "Special Low Power 
Testing 8, Training. " 

EISENHUT, D. 0. Division of Licensing. 84/05/14. 3p p . 24769:235. 

24X Fiche: 50-387, 84/05/14. 8406010034. 


106010103 Safety evaluation supporting Amend 22 to License NPF-14. 
* NRC - No Detailed Affiliation Given. 84/05/14. 6pp. 

24769:258. 24X Fiche: 50-387, 84/03/14, 8406010034. 


>030160 Rev 1 to Attachment E, Page 13 of Emergency Plan Implementing 
‘octdure EP-IP-001, "Category - Abnormal Events Requiring 
[ant Shutdown. “ W/procedure change approval form 8c 840529 
•ansmittal. 

Pennsylvania Power & Light Co. 84/03/24. SCHWENCER NRC - No 
(tailed Affiliation Given. 3pp. 24813:337. 24X 

che: 30-387, 84/03/24, 8406030160. 


.030034 Forwards "Susquehanna Steam Electric Station Conformance to 
>g Guide 1. 97, Rev 2, " in response to Suppl 1 to NUREG-0737. 

(p t satisfies requirements of Unit 2 license per 
immitment# made in 830415.0722 8c 840314 ltrs. 

(RTIS.N. W. Pennsylvania Power 8c Light Co. 84/03/31. SCHWENCER, A. 
censing Branch 2. Ip. 24838:217. 24X Fiche: 50-387, 84/05/31, 

[06030034. 


,06030037 "Susquehanna Steam Electric Station Conformance to Reg 
Cuide 1.97, Rev 2. " 

* Pennsylvania Power 8c Light Co. 84/03/31. 27pp. 24838:218. 

24X Fiche: 30-387, 84/03/31 , 8406030054. 


,050309 Discusses detailed control room design review summary rept 
resolution of 43 human engineering deficiencies. Util gave 
immitment to improve human factors. Draft procedure covering 
intro 1 of operator aids under review. 

IRTIS.N. W. Pennsylvania Power 8c Light Co. 84/05/31. SCHWENCER, A. 
censing Branch 2. 2pp. 24838:293. 24X Fiche: 30-387. 84/05/31, 

06030309. 


>180373 Revised emergency plan implementation procedures, including 
-IP-008 re natural occurrences, EP- IP— 027 re activation of 
storation organization 8c EP-IP-029 re activation of 
chnical support ctr. 

Pennsylvania Power 8c Light Co. 84/03/31. 37pp. 24963:306. 24X 

che: 30-387, 84/05/31, 8406180373. 


120068 Forwards SER re safety parameter display sys SAR submitted 
response to Generic Ltr 82-33. SAR acceptable provided 
s isolated to avoid electrical 8c electronic interference 
equipment 8c sensors 8c human factors aspects improved. 

HWENCER, A. Licensing Branch SL 84/06/02. CURTIS, N. W. 
nnsylvania Power 8c Light Co. 4pp. 24898: 340. 24X 

che: 50-387, 84/06/02, 8406120068. 


06120078 SER re safety parameter display sys (BPDS) SAR, per Suppl 1 
to NUREG-0737. Continued implementation of SPDS subj to 
adequate resolution of human factor concerns stated in 
Section C. 

* NRC - No Detailed Af filiation Given. 84/06/02. 12pp. 

24898: 344. 24X Fiche: 50-387. 84/06/02, 8406120068. 


220207 Revised emergency plan implementing procedures, including Rev 
to table of contents 8c Rev 1 to EP-IP-029, "Action Step 
chnical Support Ctr Communicator. " W/transmittal form. 

Pennsylvania Power 8t Light Co. 84/06/05. 14pp. 25081:245. 24X 

che: 50-387. 84/06/03, 8406220207. 


—8406200298 Safety evaluation re Rev 7 to emergency plan 8c detailed 
description of plan for staffing emergency operations 
facility, per NUREG-0634 8< Suppl 1 to NUREG-0737. Corporate 
policy statement should be revised. 

♦ NRC - No Detailed Affiliation Given. 84/06/06. 3pp. 
25051:198. 24X Fiche: 50-387, 84/06/06, 8406200297. 


8406270145 Forwards 840614 order confirming licensee commitments re 
emergency response capab i 1 ity. Order based on 830415,0722, 

0803 8< 1123 responses to Generic Ltr 82-33. 

SCHWENCER, A. Licensing Branch 2. 84/06/14. CURTIS, N. W. 

Pennsylvania Power 8c Light Co. 3pp. 23176:335. 24X 

Fiche: 50-387, 84/06/14, 8406270145. 


8406270134 Order confirming licensee commitments on emergency resp 
capability. per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISFNHUT, D. G. Division of Licensing. 84/06/14. Pennsylvania 
Power 8c Light Co. 7pp. 23176:338. 24X Fiche: 50-387, 84/06/14, 

8406270145. 


8406260154 Notifies that distribution of emergency plan changed, per 
10CFR30. 34 8c only two copies of plan will be sent. Copies 
77-84 no longer controlled 8c should be returned to listed 
address or destroyed. 

DEWALT, D. M. Pennsylvania Power 8c Light Co. 84/06/19. Record 
Services Branch (Document Control Desk). Ip. 25142:090. 24X 

Fiche: 50-387, 84/06/19, 8406260154. 


P. Operating license stage documents 8c correspondence 


8406010034 Forwards Amend 22 to License NPF— 14 8c safety evaluation. 
Amend incorporates Changes N. O 8c P to physical security 
plan 8c Changes A 8c B to security training 8c qualif ication 
plan. License Condition 2. C. (28(B) deleted. 

SCHWENCER, A. Licensing Branch 2. 84/03/14. CURTIS, N. W. 

Pennsylvania Power 8c Light Co. 2pp. 24769:233. 24X 

Fiche: 30-387, 84/03/14, 8406010034. 


— 8406010099 Amend 22 to License NPF-14, incorporating changes to phy 
security plan 8c security training 8c qualif ication plan 8c 
deleting License Condition 2. C. (28) (B), "Special Low Power 
Testing 8c Training. “ 

EISENHUT, D. G. Division of Licensing. 84/03/14. 3pp. 24769:23 
24X Fiche: 30-387. 84/03/14, 8406010034. 


— 8406010103 Safety evaluation supporting Amend 22 to License NPF-14 
* NRC - No Detailed Affiliation Given. 84/03/14. 6pp. 

24769: 238. 24X Fiche: 30-387, 84/03/14, 8406010034. 


8406030023 Forwards Amend 23 to License NPF-14 8c safety evaluation. 
Amend changes requirements of Tech Spec 4.7.4a re inservice 
visual insp of snubbers 8c Tech Spec 4. 7. 1.3 to modify 
requirements for determining spray pond operability. 

SCHWENCER, A. Licensing Branch 2. 84/03/23. CURTIS. N. W. 

Pennsylvania Power 8c Light Co. 3pp. 24662:333. 24X 

Fiche: 50-387, 84/05/23, 8406050025. 


— 8406030029 Amend 23 to License NPF-14, changing requirements of Tec 
Spec 4.7.4 re inservice visual insp of snubbers 8c changing 
Tech Spec 4. 7. 1. 3 to modify requirements for determining 
spray pond operability. 

SCHWENCER, A. Licensing Branch 2. 84/03/23. 13pp. 24662:338. 

24X Fiche: 30-387, 84/03/23, 8406030023. 


— 8406050032 Safety evaluation supporting Amend 23 to License NPF-14 
* NRC - No Detailed Affiliation Given. 84/03/23. 3pp. 

24662: 353. 24X Fiche: 30-387, 84/03/23, 8406030025. 


8406210299 Forwards three NRC memos that clarify 8c explain positions 
gaseous dose calculations, per 840322 meeting 8c 840324 
tele on. 

MEINKE, W. Radiological Assessment Branch. 84/03/23. CRIN10AN.P. 
Baltimore Gas 8c Electric Co. Ip. 25069:237. 24X 

Fiche: 50-000, 84/05/25, 8 406210299. 


— 8406210311 Forwards list of plants w/Tech Specs requiring reportin 
offsite doses for 1982 8c interim guidance on reporting 
offsite radiation doses from normal operation. 

MULLER, D. R. Assistant Director for Radiation Protection. 
83/03/10. NOVAK, T. M. Assistant Director for Licensing. 6pp. 
25069:247. 24X Fiche : 50-000, 84/03/25, 8406210299. 


306 


DOCKETED ITEMS 


8406010094 Requests exemption •from 10CFR50, App A, GDC 56 for 
instrument gas penetration X-218. Addl check valve required 
outside containment between penetration & globe valve to 
accommodate isolation. 

CURTIS* N. W. Pennsylvania Power & Light Co. 84/05/29. SCHWENCER, A. 
Licensing Branch 2. Ip. 24756:312. 24X Fiche: 50-387, 84/05/29, 

8406010094. 


8406050122 Responds to NRC request for addl info re 820709 Amend 49 to 
OL app lication. Each FSAR section change & justification 
listed. 

CURTIS* N. W. Pennsylvania Power & Light Co. 84/06/01. SCHWENCER* A. 
Licensing Branch 2. 11pp. 24813:348. 24X Fiche: 50-387* 84/06/01, 

8406050122. 


*06070078 Responds to 830706 ltr re outstanding requests for proposed 
changes to License NPF-14. Proposed change re development 
of setpoints for safety relief valve acoustic monitors 
withdrawn. Remaining recommendations listed. 

CURTIS, N. W. Pennsylvania Power & Light Co. 84/06/04. SCHWENCER, A. 
Licensing Branch 2. 2pp. 24747:140. 24X Fiche: 50-387, 84/06/04, 

8406070078. 


8405230319 IE Info Notice 84-39, "Inadvertent Isoli 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ? 
Response (Post 830103). 84/05/25. Consolidati 
York, Inc 124pp. 24861:201. 24X Fiche: 50-000. 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ? 
Response (Post 830103). 84/05/25. Consolidati 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000* 


8405290383 IE Info Notice 84—40, "Emergency Worker 
end. 

JORDAN, E. L. Division of Emergency Preparedness ? 
Response (Post 830103). 84/05/30. Consolidati 
York. Inc. 122pp. 24879:342. 24X Fiche: 50-000, 


8406010423 IE Info Notice 84-41* "IGSCC in BWR Plat 
JORDAN, E. L. Division of Emergency Preparedness a 
Response (Post 830103). 84/06/11. Consolidati 

York, Inc. 100pp. 25050:244. 24X Fi ch e: 50-000, 


406190271 Requests Jul meeting w/NRC to discuss description of new 
project to design construct fifth diesel generator, to 
enhance reliability of onsite ac power supplies & reduce 
exposure to generator-related shutdowns. 

CURTIS, N. W. Pennsylvania Power & Light Co. 84/06/14. NOVAK, T. M. 
Assistant Director for Licensing. Ip. 24986:362. 24X 

Fiche: 50-387, 84/06/14, 8406190271. 


8406060262 Responds to Generic Ltr 84-11, "Insp of 
Piping. " Induction heating stress improvement & i 
testing or radiography will be performed on Unit 
during first refueling outage. 

CURTIS, N. W. Pennsylvania Power & Light Co. 84/C 
Licensing Branch 2. 4pp. 24657: 151. 24X Fiche: 

8406060262. 


406260378 Forwards detailed analysis used to obtain equivalent gap 
inventory results in response to request for addl info 
re proposed change to main steam line high radiation 
setpoint Tech Spec. 

CURTIS, N. W. Pennsylvania Power & Light Co. 84/06/21. SCHWENCER, A. 
Licensing Branch 2. 52pp. 25152:120. 24X Fiche: 50-387, 84/06/21, 

8406260378. 


8406230461 Forwards IE Enforcement Conference Rept 
840320. 

STAROSTECKI, R. Division of Project Sc Resident Pt 
KENYON, B. D. Pennsylvania Power & Light Co. 2pp. 
Fiche: 50-387, 84/06/04. 8406230461. 


Inspection reports, IE Bulletins Sc correspondence 


406080125 Forwards IE Insp Repts 50-387/84-14 & 50-388/84-16 on 
840401-0507 Sc notice of vio lai ton. Recurring RCIC turbine 
overspeed trips experienced on Unit 1 in 1983 also reviewed. 
STAROSTECKI, R. Division of Project Sc Resident Programs. 84/05/22. 
KENYON, B. D. Pennsylvania Power Sc Light Co. 2pp. 24855:205. 24X 

Fiche: 50-387, 84/05/22. 8406080125. 


-8406080131 Notice of violation from insp on 840401-0507. 

* Region 1, Office of Director. 84/05/22. Ip. 24855:207. 24X 

Fiche: 50-387, 84/05/22, 8406080125. 


1406050025 Forwards Amend 23 to License NPF-14 Sc safety evaluation. 
Amend changes requirements of Tech Spec 4.7.4a re inservice 
visual insp of snubbers Sc Tech Spec 4. 7. 1. 3 to modify 
requirements for determining spray pond operability. 

SCHWENCER, A. Licensing Branch 2. 84/05/23. CURTIS, N. W. 

Pennsylvania Power 8c Light Co. 5pp. 24662:333. 24X 

Fiche: 50-387. 84/05/23, 8406050025. 


— 8406050029 Amend 23 to License NPF-14, chang ing requirements of Tech 
Spec 4.7.4 re inservice visual insp of snubbers 8c changing 
Tech Spec 4. 7. 1.3 to modify requirements for determining 
spray pond operability. 

SCHWENCER, A. Licensing Branch 2. 84/05/23. 15pp. 24662:338. 

24X Fiche: 50-387, 84/05/23. 8406050025. 


— 840623047 7 IE Enforcement Conference Rept 50-387/ 
areas discussed : findings of Special Insp Rept I 
re sys lineup problems due to inoperable HPCI 8 
Viewgraphs end. 

KELLY, E. M. , MCCABE, E. C. Region 1, Office of Di 
22pp. 25133:232. 24X Fic he: 50-387, 84/06/04, 8< 


8406050012 IE Info Notice 84-42, "Equipment Availab 
During Outages Not Covered by Tech Specs." Svc li 
JORDAN, E. L. Division of Emergency Preparedness 8 
Response (Post 830103). 84/06/05. Consolidati 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 


8406050350 IE Info Notice 84-43, "Storage 8< Handlir 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspect] 
830103). 84/06/07. Consolidated Edison Co. o* 

92p p . 25050: 032. 24X Fiche: 50-000, 84/06/07, 840<£ 


8406060336 IE Info Notice 84-44, "Environ Qualifier 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 
Response (Post 830103). 84/06/08. Consolidate 
York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 


8406080176 IE Info Notice 84-45, "Reversed Differer 
Instrument Sensing Lines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8 
Response (Post 830103). 84/06/11. Consolidati 
York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 


8406080173 IE Info Notice 84-46. "Circuit Breaker F 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 
Response (Post 830103). 84/06/13. Consolidati 
York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 


-8406080138 IE Insp Repts 50-387/84-14 Sc 50-388/84-16 on 840401-0507. 
Violation noted: local leak rate test valves in Unit 1 dosed 
instead of closed Sc locked as required by sys PScID Sc 
administrative procedures. 

JACOBS, R. , PLISCO, L. , PAULITZ, F. Region 1, Office of Director. 
84/05/14. 19pp. 24855:208. 24X Fiche: 50-387, 84/05/22, 8406080125. 


— 8406050032 Safety evaluation supporting Amend 23 to License NPF-14. 
* NRC - No Detailed Affiliation Given. 84/05/23. 3pp. 

24662: 353. 24X Fiche: 50-387, 84/05/23, 8406050025. 


3406120342 Forwards IE Insp Repts 50-387/84-13 Sc 50-388/84-15 on 
840314-15 & 20-21. No violations noted. 

MARTIN, T. T. Division of Engineering !< Technical Programs. 84/05/24. 
KENYON, B. D. Pennsylvania Power & Light Co. 2pp. 24894: 146. 24X 


8406130315 IE Info Notice 84-47. "Environ Qualifier 
Electrical Terminal Blocks." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness S 
Response (Post 830103). 84/06/15. Consolidati 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 


8406180333 IE Info Notice 84-48, "Failures of Rocku 


6190327 IE Info Notice 84-50i "Clar if icat ion of Scope of QA Programs 
or Transport Packages Pursuant to 10CFR50,App B. " Svc list 

□ROAN. E. L. Division of Emergency Preparedness St Engineering 
esnonse (Post B30103). 84/06/21. Consolidated Edison Co, of New 

or J, Inc. 63pp. 25535: 041 . 24X Fic h e : 50-000, 84/06/2 1 , 8406190327. 


Periodic operating reports St related correspondence 


6070185 Monthly operating repts for Apr 1984. W/84051 1 ltr. 
UCZYNSKI, L. A. , KENYON, B. D. Pennsylvania Power & Light Co. 
4/04/30 BEEBE, M. R. Office of Resource Management, Director. 
8pp 24746:322. 24X Fi c he : 50-387, 84/04/30, 8406070185. 


Reportable occurrences, LERs & related correspondence 


6050186 LER 84-025-00: on 840430, two main turbine weekly surveillance 
ests not performed within time limit required by Tech 
pecs. Caused by personnel err or. Survei 1 lance successfully 
oopleted on 840501. W/840530 ltr. 

UCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power St Light Co. 

4/05/30. 3pp. 24838:153. 24X Fiche: 50-387, 84/05/30, 8406050186. 


6070285 LER 83-1 41 /03X-1 : on 830928, during monthly surveillance, 
iesel generator D output breaker could not be tripped, 
aused by misaligned truck operated cell (TOC) switch 
ontacts. TOC adjusted Sc other TOCs inspected. W/840601 ltr. 
.UCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power & Light Co. 
14/06/01. MURLEY, T. E. Region 1, Office of Director. 3pp. 
►4744:205. 24X Fiche: 50-387, 84/06/01, 8406070285. 


>6130119 Updated LER 84-017-01: on 840310, during performance of weekly 
ireventive maint act ivity , spray pond riser networks A-l St 
1-2 found frozen. W/advent of mild weather, networks thawed & 
moped down. Long-term fixes investigated. W/840606 ltr. 

(UCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power St Light Co. 

14/06/06. 4pp. 24915:034. 24X Fiche : 50-387, 84/06/06, 84061301 19. 


>6140200 NPDES noncompliance notification: on 840531 , d is c ha rg e level 
if total suspended solids was 213.2 mg/1 (limit 200 mg/1). 

•ligh level attributed to high river water levels during wk 
3 f 840528. 

r IELDS, J. S. Pennsylvania Power Sc Light Co. 84/06/08. KOVAL, P. 
’ennsylvania, Commonwealth of,. 2pp. 24924:320. 24X 

■ iche: 50-387, 84/06/08, 8406140200. 


36210347 Revised LER 84-012-01: on 840225. due date St violation date 
inadvertently omitted from cover sheet of quarterly 
Surveillance Procedure SI-072— 301. Administrative procedures 
revised. W/840614 ltr. 

WILKS, B. L. < KEISER, H. W. Pennsylvania Power St Light Co. 84/06/14. 
3pp. 25054:331. 24X Fiche: 50-387, 84/06/14, 8406210347. 


06280326 LER 84-026— 00: on 840516, Tech Spec review revealed current 
plant design of core spray valve full flow test isolation 
signal not in agreement w/isolation signal specified by 
Tech Specs or FSAR. W/840614 ltr. 

STANLEY, R. W. , KEISER, H. W. Pennsylvania Power St Light Co. 84/06/15. 
3pp. 25193:131. 24X Fic he: 50-387, 84/06/15, 8406280326. 


06280436 LER 84-027— 00: on 840622, two grab samples required by Tech 
Spec action statements not taken within requisite time 
limits. Caused by personnel oversight. Supervisor met w / 
technicians to review res pons ibi 1 it ies. W/840622 ltr. 

KUCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power St Light Co. 

84/06/22. 4pp. 25193:112. 24X Fiche: 50-387, 84/06/22, 8406280436. 


»CKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


NRC Safety Evaluation Report (SER), suppls S< correspondence 


06110367 Forwards SSEK 7 (NUREG-0776). W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/05. CURTIS, N. W. 

Pennsylvania Power & Light Co. 2pp. 24880:289. 24X 

Fiche: 50-387, 84/06/05, 8406110367. 


Security, medical, emergency St fire protection plans 


06050160 Rev 1 to Attachment E.Page 15 of Emergency Plan Implementing 
Procedure EP-IP-OOi, "Category - Abnormal Events Requiring 
Plant Shutdown. 11 W/procedure change approval form St 840529 
transmittal. 

* Pennsylvania Power & Light Co. 84/05/24. SCHWENCER NRC - No 
Detailed Affiliation Given. 3pp. 24813:337. 24X 

Fiche: 50-387, 84/05/24, 8406050160. 


8406050054 Forwards "Susquehanna Steam Electric Station Conformance 
Reg Guide 1.97, Rev 2," in response to Suppl 1 to NUREG-0737. 

Rept satisfies requirements of Unit 2 license per 
commitments made in 830415,0722 8< 840314 ltrs. 

CURTIS, N. W. Pennsylvania Power S< Light Co. 84/05/31. SCHWENCER, 
Licensing Branch 2. Ip. 24838:217. 24X Fiche: 50-387, 84/05/31, 

8406050054. 


— 8406050057 "Susquehanna Steam Electric Station Conformance to Reg 
Guide 1. 97, Rev 2. " 

* Pennsylvania Power St Light Co. 84/05/31. 27pp. 24838:218. 

24X Fiche: 50-387, 84/05/31, 8406050054. 


8406050309 Discusses detailed control room design review summary rep 
re resolution of 45 human engineering deficiencies. Uti 1 gave 
commitment to improve human factors. Draft procedure covering 
control of operator aids under review. 

CURTIS, N. W. Pennsylvania Power S< Light Co. 84/05/31. SCHWENCER, 
Licensing Branch 2. 2pp. 24838:293. 24X Fiche: 50-387, 84/05/31, 

8406050309. 


8406180373 Revised emergency plan implementation procedures, includir 
EP-IP-008 re natural occurrences, EP-IP-027 re activation of 
restoration organization St EP-IP-029 re activation of 
technical support ctr. 

* Pennsylvania Power St Light Co. 84/05/31. 37pp. 24965:306. Z 

Fiche: 50-387, 84/05/31 , 8406180373. 


8406120068 Forwards SER re safety parameter display sys SAR submitte 
in response to Generic Ltr 82-33. SAR acceptable provided 
sys isolated to avoid electrical St electronic interference 
w/equipment St sensors St human factors aspects improved. 

SCHWENCER, A. Licensing Branch 2. 84/06/02. CURTIS, N. W. 

Pennsylvania Power 8t Light Co. 4pp. 24898:340. 24X 

Fiche: 50-387, 84/06/02, 8406120068. 


— 8406120078 SER re safety parameter display sys (SPDSJf SAR, per Supp 
to NUREG-0737. Continued implementation of SPDS subj to 
adequate resolution of human factor concerns stated in 
Section C. 

* NRC - No Detailed Affiliation Given. 84/06/02. 12pp. 

24898:344. 24X Fi c h e : 50-387, 84/06/02, 8406120068. 


8406220207 Revised emergency plan implementing procedures, including 
44 to table of contents St Rev 1 to EP-IP-029, "Action Step 
Technical Support Ctr Communicator. “ W/transmi ttal form. 

* Pennsylvania Power St Light Co. 84/06/05. 14pp. 25081:245. S 

Fiche: 50-387, 84/06/05, 0406220207. 


8406200297 Forwards SER re Rev 7 to emergency plan Sc 840313 detailed 
description of plan for staffing emergency operations 
facility, per NUREG-0654 St Suppl 1 to NUREG-0737. Rev 7 
acceptable w/rev to App E corporate policy statement. 

SCHWENCER, A. Licensing Branch 2. 84/06/06. CURTIS, N. W. 

Pennsylvania Power St Light Co. 3pp. 25051:195. 24X 

Fiche: 50-387, 84/06/06, 8406200297. 


— 8406200298 Safety evaluation re Rev 7 to emergency plan S< detailed 
description of plan for staffing emergency operations 
facility, per NUREG-0654 S< Suppl 1 to NUREG-0737. Corporate 
policy statement should be revised. 

* NRC - No Detailed Affiliation Given. 84/06/06. 3pp. 

25051 .198. 24X Fiche: 50-387, 84/06/06, 8406200297. 


8406260154 Notifies that distribution of emergency plan changed, per 
10CFR50. 54 St only two copies of plan will be sent. Copies 
77-84 no longer controlled St should be returned to listed 
address or destroyed. 

DEWALT, D. M. Pennsylvania Power St Light Co. 84/06/19. Record 
Services Branch (Document Control Desk). ip. 25142:090. 24X 

Fiche: 50-387, 84/06/19, 8406260154. 


P. Operating license stage documents 8< correspondence 


8406070106 Partial response to FOIA request for documents re NRC 
decision to offer opportunity for prior hearing on proposed 
OL amends for 11 nuclear reactors, al lowing operation w/one 
recirculation loop out of svc. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/03/19. BELL, N. 
Nuclear Information St Resource Service. 11pp. 24851:003. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8402140587 Responds to D Eisenhut 840131 request for corrections 1 
concurrence on proposed license package. Concurs w/encl 
L Rubenstein 840203 memo re revising Tech Specs for single 
loop operation. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
84/02/07. EISENHUT, D. G. Division of Licensing. Ip. 67167:291 
24X Fiche: 50-000, 84/03/19, 8406070106. 


DOCKETED ITEMS 


i 


402140590 Advises that Tech Spec 3. 4. 1. l re limiting conditions for 
operation in natural circulation w/one recirculation loop 
should be revised. Amend should protect against potential 
for thermal hydraulic instability. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
84/02/03. MATTSON, R. J. Division of Systems Integration (post 
811005). Ip. 24851:116. 24X Fiche: 50-000, 84/03/19, 8406070106. 


6010094 Requests exemption from 10CFR50, App A, GDC 56 for 
nstrument gas penetration X-218. Addl check valve required 
utside containment between penetration & globe valve to 
ccommodate isolation. 

URTIS, N. W. Pennsylvania Power & Light Co. 84/05/29. SCHWENCER, A. 
icensing Branch 2. Ip. 24756:312. 24X Fiche: 50-387, 84/05/29, 

406010094. 


6040025 Staff requirements memo re 840524 briefing by staff & util 
n Wash ington, DC on readiness for full power OL St vote 
uthorizing issuance of full power OL amend. 

HILK, S. J. Office of the Secretary of the Commission. 84/05/29. 
IRCKS, W. J. Office of the Executive Director for Operations. Ip. 
4807:342. 24X Fiche: 50-388, 84/05/29, 8406040025. 


6050122 Responds to NRC request for addl info re 820709 Amend 49 to 

L appl ication. Each FSAR section change & justif ication 

isted. 

L/RTIS, N. W. Pennsylvania Power & Light Co. 84/06/01. SCHWENCER, A. 
icensing Branch 2. 11pp. 24813:348. 24X Fiche: 50-387, B4/06/01, 

406050122. 


6260489 Forwards NRC 840530,25,09 & 0406 memos describing 
ntegration of activities for plants w/near-term licensing 
ctivities. Brief ing on integrated schedules expected by 
40618. 

IRCKS, W. J. Office of the Executive Director for Operations. 
1/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

iche: 50-000, 84/06/01, 8406260489. 


106260518 Discusses outstanding regulatory issues for neai — term OL 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche : 50-000, 84/06/01 . 

8406260489. 


■>190505 Requests publication of FR notice of consideration of 
isuance of amend to License NPF-22 proposed NSHC 
(termination Sc opportunity for hearing re spray pond 
(quirements. 

3UNGBL00D, B. J, Licensing Branch 1. 84/06/08. MILLER, J. R. 

>erating Reactors Branch 3. 3pp. 25036:352. 24X 

iche: 50-388, 84/06/08. 8406190505. 


>190271 Requests Jul meeting w/NRC to discuss description of new 
•oject to design Sc construct fifth diesel generator, to 
ihance reliability of onsite ac power supplies S< reduce 
tposure to generator-related shutdowns. 

JRTIS, N. W. Pennsylvania Power Sc Light Co. 84/06/14. NOVAK, T. M. 
isistant Director for Licensing. Ip. 24986:362. 24X 

che: 50-387, 84/06/14. 8406190271. 


nspection reports, IE Bulletins Sc correspondence 


>010379 Forwards IE Insp Rept 50-388/84-18 on 840402-20. No 
olations noted. 

iRTIN, T. T. Division of Engineering Sc Technical Programs. 84/05/17. 
ENYON, B. D. Pennsylvania Power Sc Light Co. 2pp. 24752:140. 24X 

che: 50-388, 84/05/17. 8406010379. 


06010384 IE Insp Rept 50-388/84-18 on 840402-20. No noncompliance 
noted. Major areas inspected : startup test program, inc 1 ud ing 
witnessing of initial fuel loading, administrative 
activities, procedure review Sc implementation. 

CHUNG, J. W. , NICHOLAS, H. H. , FLOREK. D. J. Region 1, Office of 
Director. 84/05/08. 21pp. 24752:142. 24X Fiche: 50-388, 84/05/17, 

B4060 10379. 


050245 Forwards IE Enforcement Conference Rept 50-388/84-19 on 
0307 re findings of IE Special Insp Rept 50-388/84-19. 

AROSTECKI, R. Division of Project Sc Resident Programs. 84/05/21. 
MYQN, B. D. Pennsylvania Power Sc Light Co. 2pp. 24841:235. 24X 
che: 50-388, 84/05/21, 8406050245. 


8406080125 Forwards IE Insp Repts 50-387/84-14 Sc 50-388/84-16 on 
840401-0507 Sc notice of v i o la i ton. Rec urr ing RCIC turbine 
overspeed trips experienced on Unit 1 in 1983 also reviewed. 
STARQSTECKI, R. Division of Project Sc Resident Programs. 84/05, 
KENYON, B. D. Pennsylvania Power 8< Light Co. 2pp. 24855:205. I 
Fiche: 50-387, 84/05/22, 8406080125. 


— 8406080138 IE Insp Repts 50-387/84-14 Sc 50-388/84-16 on 840401H 
Violation noted: local leak rate test valves in Unit 1 closed 
instead of closed Sc locked as required by sys P&ID Sc 
administrative procedures. 

JACOBS, R. , PLISCO, L. , PAULITZ, F. Region 1, Office of Directoi 
84/05/14. 19pp. 24855:208. 24X Fi c h e : 50-387, 84/05/22, 84G60J 


8406120342 Forwards IE Insp Repts 50-387/84-13 Sc 50-388/84-15 on 
840314-15 Sc 20-21. No violations noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. B4/( 
KENYON, B. D. Pennsylvania Power Sc Light Co. 2pp. 24894:146. 
Fiche: 50-387, 84/05/24, 8406120342. 


— 8406120346 IE Insp Repts 50-387/84-13 Sc 50-388/84-15 on 840314-1 
20-21. No violations noted. Major areas inspected : rec ent 
spills or re leases, status of items needed for fuel load Sc 
radiation protection organization Sc staffing. 

NIMITZ, R. L. , SHANBAKY, M. M. Region 1, Office of Director. 
84/05/21. 10pp. 24894:148. 24X Fiche: 50-387, 84/05/24, 84061; 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contair 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fi che : 50-000, 84/05/25, 84052: 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 84052^ 

8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc lis 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. ' 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, S4052<3 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list « 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000. 84/06/01 , 840601 


8406060262 Responds to Generic Ltr 84-11, "Insp of BWR Stainless £ 
Piping. “ Induction heating stress improvement & ultrasonic 
testing or radiography will be performed on Unit 1 welds 
during first refueling outage. 

CURTIS, N. W. Pennsylvania Power & Light Co. 84/06/01. SCHWENCE 
Licensing Branch 2. 4pp. 24657:151. 24X Fi ch e : 50-387, 84/06/01 

8406060262. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 840601 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Pc 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92p p . 25050 : 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tn Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fic he : 50-000, 84/06/08, 84060* 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 84060E 


DOCKETED ITEMS 


7613031 5 IE Info Notice 84-47. "Environ Qualif ication Tests of 
Electrical Terminal Blocks. " Svc list end. 

IORDAN. E. L. Division of Emergency Preparedness St Engineering 
tesponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

fork. Inc. 122pp. 25049:033. 24X Fi che : 50-000. 84/06/ 1 5. 8406130315. 


76180353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
/a Ives. " Svc list end. 

IORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
tesponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'or k. Inc. 118pp. 25536:043. 24X Fi che : 50-000, 84/06/ 18, 8406180353. 


>6180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generator Tube 
'ailure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
tesponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'ork, Inc. 118pp. 25535:286. 24X Fi che : 50-000. 84/06/ 18, 8406180360, 


>6190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA Programs 

f or Transport Packages Pursuant to 10CFR50,App B. " Svc list 

incl. 

IORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
tesponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

’ork, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


Periodic operating reports 8< related correspondence 


(6070185 Monthly operating repts for Apr 1984. W/84051 1 ltr. 
.UCZYNSKI , L. A. , KENYON, B. D. Pennsylvania Power 8c Light Co. 
14/04/30. BEEBE, M. R. Office of Resource Management, Director. 
8pp. 24746:322. 24X Fi che : 50-387, 84/04/30, 8406070185. 


Reportable occurrences, LERs 8c related correspondence 


(6040268 PN0-I-84-048: on 840528, while at 47C indicated power, 
lalfunetions in steam bypass valves caused valve closure, 
njection of cold feedwater in response to decreased water 
evel resulted in power transient above 37. power. 

IACOBS, R. , MCCABE, E. Region 1, Office of Director. 84/05/29. Ip. 
14794:361. 24X Fic h e : 50-388, 84/05/29, 8406040268. 


6070057 LER 84— 004-00: on 840501 , d uring shutdown w/non irra d iated 
uel.ESF actuations occurred while installing test equipment 
n Div 11 primary containment isolation sys c ircui try . Caus ed 
y grounded leads. W/840531 ltr. 

1TANLEY. R. W. , KEISER, H. W. Pennsylvania Power 8< Light Co. 84/05/31. 
Ipp. 24747:142. 24X Fiche: 50-388, 84/05/31, 8406070057. 


6120493 Final deficiency rept re base metal cracking & bending of 
ngle fittings mfg by Unistrut, Powerstrut 8c B-Line used on 
lass IE electrical raceways it Category 1 HVAC supports, 
nitially reported on 840206. Spec revised. 

URTIB, N. W. Pennsylvania Power 8c Light Co. 84/06/01. MURLEY, T. E. 
eg ion 1, Office of Director. 18pp. 24890:276. 24X 

iche: 50-388, 84/06/01, 8406120493. 


6140200 NPDES noncompliance notification: on 840531 , d ischarge level 
if total suspended solids was 213.2 mg/1 (limit 200 mg/1), 
ligh level attributed to high river water levels during wk 
f 840528. 

7ELDS, J. S. Pennsylvania Power 8 « Light Co. 84/06/08. KOVAL, P. 
ennsylvania, Commonwealth of,. 2pp. 24924:320. 24X 

iche: 50-387, 84/06/08, 8406140200. 


6200094 Trip rept of 840530 site visit w/util re 840528 
nanticipated transient experienced during low power 
esting.List of attendees, sequence of events 8< manual 
oint-to-point plot end. 

ERCH. R.L. Licensing Branch 2. 84/06/11. YOUNGBLOOD, B. J. 

.icensing Branch 1. 10pp. 25053:047. 24X Fiche: 50-388, 84/06/11, 

1406200094. 


6150230 LER 84-005-00: on 840515, during monthly functional test of 
eactor water cleanup sys area ventilation differential 
emp controls test, personnel caused inadvertent closure of 
rimary containment isolation valve. W/8406 12 ltr. 

UCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power 8c Light Co. 
4/06/12. 3pp. 24944: 354. 24X Fiche: 50-388, 84/06/12, 8406150230, 


6280337 LER 84-007-00: on 840525, reactor water cleanup differential 
ressure switch jumpered out for calibr check. Caused by 
ersonnel oversight. Shift supervision counseled on 
ccurrence, M/840622 ltr. 

UCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power 8c Light Co. 

4/06/22. 3pp. 25193:187. 24X Fiche: 50-388, 84/06/22, 8406280337. 


T. Hearing transcripts on non-anti trust matters 


8406040055 Transcript of 840524 discussion/possible vote in Washin 
DC on full pouer OL for Susquehanna-2. Pp 1-84. Supporting 
documentation end. 

* Commissioners. 84/05/24. 121pp. 24807:001. 24X 

Fiche: 50-388, 84/05/24, 8406040055. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8406060289 Forwards pre-implementation audit rept of detailed cont 
room design review per Suppl 1 to NUREG-0737. Rept identifies 
resolved open or confirmatory items in draft SER & items 
requiring addl info. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/21. WILLIAMS, U. I 

Florida Power & Light Co. 45pp. 24665: 142. 24X 

Fiche: 50-000, 84/05/21,8406060289. 


8406040221 Forwards IE Safeguards Insp Repts 50-335/84-17 & 
50-389/84-18 on 840518. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/05/30. WILLIAMS,J. 
Florida Power & Light Co. 2pp. 24796:275. 24X 

Fiche: 50-335, 84/05/30, 8406040221. 


8406040227 IE Safeguards Insp Repts 50-335/84-17 St 50-389/84-18 < 
840518. No noncompliance noted. Major areas inspected: 
circumstances surrounding physical security event re 
insecure vital area door. Details withheld (ref 10CFR2. 790). 
TILLMAN, A. Region 2, Office of Director. 84/05/29. Ip. 
24796:277. 24X Fiche: 50-335, 84/05/30, 8406040221. 


8406260062 Rev 1 to Offnormal it Emergency Operating Procedure 
2-1220030, "Linear Power Range Channel Malfunction. " 

W/84061 4 ltr. 

BARROW, J. H. , WETHY, C M. Florida Power St Light Co. 84/06/14. 5| 

25142:151. 24X Fiche: 50-389 , 84/06 / 1 4, 8406260062. 


8406270206 Forwards orders confirming licensee commitments on emeri 
response capability schedules. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/14. WILIAMS, U. 1 

Florida Power it Light Co. 5pp. 25174:316. 24X 

Fiche: 50-335. 84/06/14, 8406270206. 


— 8406270208 Order confirming licensee commitments to imp lementati< 
scheduling of emergency response capability items of Generic 
Ltr B2-33 (NUREG-0737, Sup p 1 1). 

EISENHUT, D. G. Division of Licensing. 84/06/14. Florida Poi 
Light Co. 6pp. 25174:327. 24X Fiche: 50-335. 84/06/14, 84062701 


8406250179 Requests deletion of Tech Spec 6.4.2 re fire brigade 
training due to 10CFR50, App R specifying training 
requirements, p er 840515 St 21 applications to amend Tech 
Specs, incorporating Generic Ltr 83-43 recommendations. 

WILLIAMS, J. W. Florida Power it Light Co. 84/06/19. EISENHUT, D. < 
Division of Licensing. Ip. 25130:142. 24X Fiche: 50-335, 84/06/: 
8406250179. 


J. Insurance & indemnity information 


8406050290 Forwards Endorsement 53 to NELIA Policy NF-227 & Endors< 
43 to MAELU Policy MF-8S. 

DUCK, J. R. Marsh St McLennan, Inc. 84/06/01. SALTZMAN, J. Assis 
Director for State St Licensee Relations. 3pp. 24838:337. 24X 

Fiche: 50-335, 84/06/01 , 8406050290. 


8406230239 Forwards Endorsement 55 to NELIA Policy NF-227 it Endorsi 
44 to MAELU Policy MF-8S. 

DUCK, J. R. Marsh it McLennan, Inc. 84/06/21. SALTZMAN, J. Assis 
Director for State it Licensee Relations. 3pp. 25179:096. 24X 

Fiche: 50-335, 84/06/21, 8406280239. 


P. Operating license stage documents it correspondence 


8406060178 Application for amend to License DPR-67 reflecting Tech 
change in offsite organization it updating reporting 
requirements of 10CFR50. 72 it 10CFR50. 73. Amend involves 
NSHC. 

WILLIAMS, U. W. Florida Power it Light Co. 84/05/21. EISENHUT, D. 
Division of Licensing. 4pp. 24658:224. 24X Fiche: 50— 389, 84/05 

8406060178. 


— 8406060182 Proposed Tech Specs reflecting changes in offsite 
organization it updating reporting requirements of 


110288 Application for amend to License NPF-16, revising Tech Specs 
reflect changes required to commence Cycle 2 operation. 

Fidavi t» reload safety evaluation summary & "Reload Safety 
pt" end. App I to rept withheld (ref 10CFR2. 790). 

_LIAMS, J. W, Florida Power Se Light Co. 
vision of Licensing. 29pp. 24868:188. 

36110288. 


84/06/04. EISENHUT, D. G. 

24 X Fiche: 50-389, 84/06/04, 


36110289 Marked-up proposed Tech Specs reflecting changes required to 
commence Cycle 2 operation. 

* Florida Power tt Light Co. 84/06/04. 54pp. 24868:217 . 24X 

-iche: 50-389, 84/06/04, 8406110288. 


8406050350 IE Info Notice 84-43, "Storage 8* Handling of Opthalmic Be 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche : 50-000. 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of N 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08. 84060603 


36110290 “Reload Safety Rept." App I withheld (ref 10CFR2. 790). 

* Florida Power & Light Co. 84/06/30. 435pp. 24868:271. 24X 

-iche: 50-389,84/06/04, 8406110288. 


8406080176 IE Info Notice 84-45, “Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co, of N 

York, Inc. 123pp. 25049:001. 24X Fic h e : 50-000, 84/06/ 1 1 , 84060801 


210460 Advises that util submittals adequately demonstrate 
lurance that vessel integrity maintained for NUREG-0737, 
tm II. K. 2. 13 event. Safety evaluation end. 

JL ER , ./ P Operating Reactors Branch 3. 84/06/06. WILL IAMS, J. W. 

jrida Power tt Light Co. Upp- 25094:337. 24X 

:he: 50-000.84/06/06, 8406210460. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of N 

York, Inc. 119pp. 25049:154. 24X Fi ch e : 50-000, 84/06/ 13, 84060801 


250179 Requests deletion of Tech Spec 6.4.2 re fire brigade 
lining due to 10CFK50, App R specifying training 
luirements, per 840515 h 21 applications to amend Tech 
scs, incorporating Generic Ltr 83-43 recommendations. 

-LIAMS, J. W. Florida Power & Light Co. 84/06/19. EISENHUT, D. G. 
vision of Licensing. Ip. 25130:142. 24X Fiche: 50-335, 84/06/19, 

>6250179. 


ispection reports, IE Bulletins & correspondence 


230008 Forwards IE Insp Repts 50-335/84-14 & 50-389/84-16 on 
)418— 19 & 24-30. No violations or deviations noted. 

ICE, H. C. Region 2, Office of Director. 84/05/18. WILLIAMS, J. W. 
irida Power & Light Co. 2pp. 25135: 029. 24X 

:he: 50-335. 84/05/18, 8406230008. 


>6230010 IE Insp Repts 50-335/84-14 & 50-389/84-16 on 840418-19 8c 
>4-30. No violations or deviations noted. Major areas 
nspected: primary sys valve leak check, rod drop time 
:esting, initial criticality & zero power physics testing. 

►AVENPORT , K. E. , JAPE, F. Region 2, Office of Director. 84/05/16. 
>pp. 25135:031. 24X Fiche: 50-335, 84/05/18, 8406230008. 


30319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ay Sys. “ Svc list end. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

k, Inc. 124pp. 24861:201. 24X Fiche: 50-000. 84/05/25, 8405230319. 


140317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
tical Facility. “ Svc list end. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

k, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


90383 IE Info Notice 84—40, "Emergency Worker Doses. " Svc list 

l. 

DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

k, Inc. 122pp. 24879:342. 24X Fi c he: 50-000, 84/05/30, 8405290383. 


40221 Forwards IE Safeguards Insp Repts 50-335/84-17 &c 
389/84-18 on 840518. No violations or deviations noted. 

CE, H. C. Region 2, Office of Director. 84/05/30. WILLIAMS, J. W. 
ricfa Power «e Light Co. 2pp. 24796:275. 24X 

he: 50-335, 84/05/30, 8406040221. 


6040227 IE Safeguards Insp Repts 50-335/84-17 St 50-389/84-18 on 
40518. No nonconpl iance noted. Major areas inspected: 
ircumstances surrounding physical security event re 
nsecure vital area door. Details withheld (ref 10CFR2. 790). 

ILLMAN, A. , MCGUIRE, D. R. Region 2, Office of Director. 84/05/29. 

[>. 24796:277. 24X Fi c he: 50-335, 84/05/30, 8406040221 . 


L0423 IE Info Notice 84-41. "IGSCC in BWR Plants. " Svc list end. 
DAM.E. L. Division of Emergency Preparedness St Engineering 
jonse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. lOOpp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


500:12 IE Info Notice 84-42, "Equipment Availability for Conditions 
mg Outages Not Covered by Tech Specs. " Svc list end. 

>AN,E. L Division of Emergency Preparedness St Engineering 
»onse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

k, Inc. 1 20pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cati on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of N 

York, Inc. 122pp. 25049:033. 24X Fi ch e: 50-000, 84/06/ 1 5. 8406 1303 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti ©lobe 
Valves. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of N 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 84061803 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator T 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of N 

York, Inc. U8pp. 25535:286. 24X Fiche : 50-000, 84/06/18, 84061803 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Progr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of N 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21 , 840619032 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents St correspondence 


8406040050 Summary of 840409 meeting w/util, INEL St Black & Veatch (B 
re results of independent design review performed by BStV on 
auxiliary feeduater sys. List of attendees, agenda h. 
viewgraphs end. 

KENYON, T. J. Licensing Branch 4. 84/05/22. Licensing Branch 4. 

31pp. 24807:269. 24X Fiche: 50-390, 84/05/22, 8406040050. 


8406060420 Requests confirmation that experience levels of operating 
creu personnel presented in Mar 1984 ltr still correct. 

Also requests statement re whether or not shift advisors 
will be used to augment operating shifts. 

EISENHUT, D. G, Division of Licensing. 84/05/30. PARRIS, H. ©. 
Tennessee Valley Authority. 3pp. 24848:001. 24X 

Fiche: 50-390, 84/05/30, 8406060420. 


8406060423 Speech entitled, "Industry Evaluation of Operation Shif 
Experience Requirements, " presented at 840224 meeting 
before Commissioners in Wash ing ton, DC. 

MILLER, J. H. Georgia Power Co. 84/02/24. 13pp. 24848’ 004 24 

Fiche: 50-390, 84/05/30, 8406060420. 


— 8406060425 Speech entitled, "Nuclear Plant Shift Experience." 
presented at 840224 meeting before Commissioners in 
Washington, DC. 

SCHNELL, D. F. Union Electric Co. 84/02/24. 22pp. 24848-026 

Fiche; 50-390, 84/05/30, 8406060420. 


8406260489 Forwards NRC 840530,25,09 & 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities. Brief ing on integrated schedules expected bu 
840618. * 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 25157:324 24X 

Fiche: 50-000, 84/06/01, 8406260489. 


UUOIVE I CU I 1 KZIVIO 


8406260518 Discusses outstanding regulatory issues for neai — term 0L 
reviews. Recommendations for assignment of project managers ic 
completion of licensing review effort provided. Ul/o ends. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fi ch e : 50-000, 84/06/01 , 

8406260489. 


06030095 Forwards revised response to NUREG-0737. TMI Action Item 
1 1. B. 2. Post-acc id ent sampling facility will be designed & 
shielded to allow access after accident. No addl shielding 
will be required. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/04. ADENSAM, E. 
Licensing Branch 4. 2pp. 24855:361. 24X Fic he: 50-390. 84/06/04, 

8406080095. 


06080202 Forwards response to SER requiring plant-specific design 
info for automatic shunt trip mod, per Generic Ltr 83-28. 

Relay contacts adequately sized for shunt trip function. W/ 
four oversize drawings. One aperture card in PDR, three in CF. 
KAMMER, D. S. Tennessee Valley Authority. 84/06/04. ADENSAM, E. 
Licensing Branch 4. 8pp. 25139:134. 24X Fi che: 50-390, 84/06/04, 

8406080202. 


06120005 Forwards results of TVA exam of radiographs for wedges in 
Main Feedwater Isolation Valves 66291 & 66459, in response to 
NRC 840531 ltr. Wedges acceptable. 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. ADENSAM, E. 
Licensing Branch 4. 8pp, 24888:177. 24X Fiche: 50-390, 84/06/07, 

8406120005. 


06190256 Responds to 840303 request for addl info 8t clarification of 
analysis & mitigation of steam generator tube rupture. 

Issue should be treated as confirmatory issue to be resolved 
before startup following first refueling outage. 

MILLS, L. M. Tennessee Valley Authority. 84/06/11. ADENSAM, E. 
Licensing Branch 4. 2pp. 25023:086. 24X Fiche: 50-390, 84/06/1 1, 

8406190256. 


06190323 Forwards supplemental response to 840320,0405 & 0522 
responses to findings identified during NRC 840214-16 audit 
of electrical equipment qual if ication program, per NRC 84041B 
meeting . 

MILLS, L. M. Tennessee Valley Authority. 84/06/11. ADENSAM, E. 
Licensing Branch 4. 26pp. 25023:037. 24X Fiche: 50-390, 84/06/11, 

8406190323. 


06180242 Advises that results of specific rod drop ana 1 y s i s, based on 
Westinghouse Topical Rept WCAP-10298, "Dropped Rod 
Methodology for Negative Flux Rate Trip Plant," confirms it 
supports decision to delete rod drop & plant trip test. 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM, E. 
Licensing Branch 4. Ip. 24964:103. 24X Fiche: 50-390, 84/06/13. 

84061B0242. 


-06260047 Forwards evaluation of integrity of cement mortar lining in 
ERCW piping, per 840531 telcon. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/15. ADENSAM, E. 
Licensing Branch 4. 2pp. 25142:143. 24X Fiche: 50-390, 84/06/15, 

8406260047. 


1-06270261 Forwards public notice of proposed reissuance of NPDES 
permit, fact sheet Ze draft permit for comment by 840723. 

KAPLAN, C. H. Environmental Protection Agency. 84/06/18. 
ADENSAM, E.G. Licensing Branch 4. 58pp. 25175:153. 24X 

Fiche: 50-390, 84/06/18. 8406270261. 


1-06220189 Forwards marked-up proof & review Tech Specs k basis for 
requested change. Meeting requested for wk of 840709. Other 
proposed mods transmitted previously. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/19. ADENSAM, E. 
Licensing Branch 4. 373pp. 23082:049. 24X Fiche: 50-390, 84/06/19, 

8406220189. 


106220198 Advises that installation of adjusted end rails & interim 
spacers expected by 840601 & 1201, respectively, in response 
to Specific Concern 7b from NRC 840425 ltr re 125-volt dc 
vital batteries. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/19. ADENSAM, E. 
Licensing Branch 4. Ip. 23082:006. 24X Fiche: 50-390, 84/06/19, 

8406220198. 


1-06290224 Forwards final response to Generic Ltr 83-10C re automatic 
trip of reactor coolant pumps. Implementation of Rev 1 to 
emergency response guidelines in plant-specific procedures 
resolves all issues associated w/automatic tripping. 

MILLS, L. M. Tennessee Valley Authority. 84/06/25. ADENSAM, E. 
Licensing Branch 4. 4pp. 25196:342. 24X Fiche: 50-390, 84/06/23, 

8406290224. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406040270 Requests that low power license contain requested exem 
from Tech Specs for performing natural circulation tests 
several times during startup test program for operator 
training per SSER 1 (NUREG-001 1 ) . 

MILLS, L. M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
Licensing Branch 4. 2pp. 24794:282. 24X Fiche: 50-390, 84/05/3 

8406040270. 


8406110407 Requests that info re organizational changes St possibl 
effects on QA, training, technical support S< Tech Specs be 
provided by 840624. Cone lus ions in SER (NUREG-084 7) 
supporting fuel load may be invalid. 

NOVAK, T. M. Assistant Director for Licensing. 84/06/05. PARRI 
Tennessee Valley Authority. 2pp. 24880:318. 24X 

Fiche: 50-390, 84/06/05, 8406110407. 


8406120312 Forwards "Setpoint Program Determination for Westingho 
Cold Overpressure Mitigating Sys in Watts Bar Unit 1 Plant, " 
per SER CNUREG-0847) Section 3.2.2, "Overpressure 
Protection. " 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. ADENSAM, E. 
Licensing Branch 4. Ip. 24894:220. 24X Fich e : 50-390, 84/06/07 

8406120312. 


— 8406120314 "Setpoint Program Determination for Westinghouse Col 
Overpressure Mitigating Sys in Watts Bar Unit 1 Plant. " 
CALVQ.R. Tennessee Valley Authority. 83/11/30. 45pp. 2489 

24X Fiche: 50-390,84/06/07,8406120312. 


8406290316 Requests prompt review of end info re SSER 2 to resol 
one confirmatory & four outstanding items, four license 
conditions & eight miscellaneous items to ensure resolution 
before fuel load. 

MILLS, L. M. Tennessee Valley Authority. 84/06/25. ADENSAM, E. 
Licensing Branch 4. 19pp. 25204:034. 24X Fi che: 50-390, 84/06/ 

8406290316. 


F. Security, medical, emergency & fire protection plans 


8406050440 Forwards addl info re fire barrier matl used to enclos 
junction boxes. Insp results re safe shutdown circuits 
outside containment to verify proper correlation between 
as-designed & as-constructed configurations end. 

MILLS, L. M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
Licensing Branch 4. 4pp. 24879:190. 24X Fi c he : 30-390, 84/05/3 

8406050440. 


8406190151 Forwards vital area definition repts confirming dicuss 
at 840412 vital area validation exit briefing. Commitments 
will cover at least one set of areas listed in Section IV C 
of repts. Ends withheld (ref 10CFR73.21). 

ADENSAM, E.G. Licensing Branch 4. 84/06/06. PARRIS, H. G. Tenn 

Valley Authority. 3pp. 25029:354. 24X Fiche: 50-390, 84/06/06, 

8406190151. 


8406200021 Forwards Rev 7 to physical security plan. Rev withheld 
10CFR73. 21 ). 

MILLS, L. M. Tennessee Valley Authority. 84/06/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 23047:23 
24X Fiche: 50-390, 84/06/1 1 , 8406200021. 


8406180348 Revised emergency implementing procedures, cons ist ing a 
4 to CECC-IPD, Rev 3 to CECC - IP-1, Rev 9 to CECC - IP-3 & 

Rev 1 to CECC - IP-16. W/840612 ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. 23pp. 2496 

24X Fiche: 50-000,84/06/12,8406180348. 


8406260554 Discusses min staffing requirements for Tech Specs, per 
840523 memo. Onsite emergency response plan must meet stds 
addressed in NUREG-06S4. 

EISENHUT, D. G. Division of Licensing. 84/06/19. LEWIS, R. C. 
Division of Project tk Resident Programs. 3pp. 25158:046. 24> 

Fiche: 50-390, 84/06/19, 8406260354. 


— 8406260561 Discusses region inspector findings re min staffing 
inconsistencies between Tech Specs & NUREG-0654. Applicant 
Tech Specs consistent u/Suppl 1 to NUREG-0737. 

LEWIS, R. C. Division of Project & Resident Programs. 84/03/S 
EISENHUT, D. G. Division of Licensing. Ip. 25158:049. 24X 

Fiche: 50-390, 84/06/19, 8406260534. 


8406260149 Revised emergency plan implementing procedures, includi 
IP-6, "Activation of Technical Support Ctr, '* IP-7, 

"Activation of Operations Support Ctr" & IP— 20, "Environ 
Monitoring During Radiological Emergency. " W/ 840620 ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/06/20. O'REILLY, J. 
Region 2, Office of Director. 64pp. 25142:025. 24X 

Fiche: 50-390, 84/06/20, 8406260149. 


260043 Forwards addl rev to 831104 Info re fire protection program 
rev to 840112 rev to fire protection info re App A to 
anch Technical Position 9. 5-1. Revs resolve conflicts 
ncerning valves in underground piping & sprinkler sys. 

LLS.L. M. Tennessee Valley Authority. 84/06/21. ADENSAMi E. 
censing Branch 4. 5pp. 25142:301. 24X Fiche: 50-390. 84/06/21, 

06260043. 


inane ial information 


060344 Forwards request for addl info re financial qualif ications 
view. Responses requested by 840701. 

EMSAH. E. O. Licensing Branch 4. 84/05/29. PARRIS, H. G. Tennessee 

1 ley Authority. 7pp. 24663:093. 24X Fiche: 50— 390, 84/05/29, 

06060344. 


tility Final Safety Analysis Report < FSAR ) & amends 


050390 Forwards affidavit certifying that on 840523, Amends 50 it 51 
FSAR served upon identified individuals. 

LLS , L M. Tennessee Valley Authority. 84/05/23. ADENSAM, E. 
censing Branch 4. 2pp. 24845:185. 24X Fiche : 50-390, 84/05/23, 

06050390. 


250144 Forwards Amend 52 to FSAR. 

JLS.L. M. Tennessee Valley Authority. 84/06/18. ADENSAM, E. 
censing Branch 4. Ip. 25166:001. 24X Fiche: 50-390, 84/06/18, 

36250144. 


>6250147 Amend 52 to FSAR. One hundred twenty-four oversize drawings 
incl. Aperture cards are available in PDR. 

* Tennessee Valley Authority. 84/06/18. 1,146pp. 25166:002. 

24X Fiche: 50-390. 84/06/18, 8406250144. 


ispection reports, IE Bulletins it correspondence 


J20157 Forwards IE Insp Repts 50-390/84-28 it 50-391/84-23 on 
>324-0420. No violations noted. 

IREULI , D. M. Region 2, Office of Director. 84/05/11. PARRIS, H. G. 
messee Valley Authority. 2pp. 25126:226. 24X 

:he: 50-390. 84/05/11. 8406220157. 


>6220177 IE Insp Repts 50-390/84-28 8c 50-391/84-23 on 840324-0420. No 
violations noted. Major areas inspected: IE bulletin closeout, 
ireoperational test program implementation, safety 
ommittee activity 8c licensee action on previous insp items. 
fHYMLDCK, M. B. , SWAN, W. B. # HOLLAND, W. E. Region 2, Office of 
Erector. 84/05/11. 8pp. 25126:228. 24X Fiche; 50-390. 84/05/11, 

(406220157. 


*30069 Forwards IE Insp Repts 50-390/84-30 8c 50-391/84-25 on 
>409—13. No violations noted. 

!REl_I_I# D. M. Region 2, Office of Director. 84/05/11. PARRIS, H. G. 
messee Valley Authority. 2pp. 25134:264. 24X 

he: 50-390, 84/05/11. 8406230069. 


>6230072 IE Insp Repts 50-390/84-30 8c 50-391/84-25 on 840409-13. No 
violations noted. Major areas inspected: IE Bulletin 79-14 
: licensee identified items. 

ORK, J. W. , JULIAN, C. A. Region 2. Office of Director. 84/05/11. 
pp. 25134:266. 24X Fiche: 50-390, 84/05/1 1, 8406230069. 


20180 Forwards IE Insp Repts 50-390/84-27 it 50-391/84-22 on 
409—13. No violations no tod. 

RELLI.D. ML Region 2, Off ice of Director. 84/05/15. PARRIS, H. G. 
nessee Valley Authority. 2pp. 25126:236. 24X 

he: 50-390, 84/05/15, 8406220180. 


6220182 IE Insp Repts 50-390/84-27 & 50-391/84-22 on 840409-13. No 
iolations noted. Major areas inspected: housekeeping 
ctivities & verification of as-builts. 

RIGHT, R. Id. • UPRIGHT, C. M. Region 2, Office of Director. 84/05/10. 
8pp. 25126:238. 24X Fiche: 50-390, 84/05/15. 8406220180. 


30319 IE Info Notice 84—39# "Inadvertent Isolation of Containment 
ey Sys. " Svc list end. 

DAN. E. L. Division of Emergency Preparedness 8c Engineering 
ponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

fcf Inc. 124pp. 24861:201. 24X Fiche; 50-000, 84/05/25# 8405230319. 


*0317 IE Info Notice 83-66# SUppl 1, "Fatality at Argentine 
feicel facility. * Svc |me&* 

>AN, E. L. Division of Emergency Preparedness Sc Engineering 
jrense (Post 83. :03). 84/05/25. Consolidated Edison Co. of New 

I* Inc. 127pp. 24880:103. 24X Fiche: 50-000# 84/05/25# 8405240317. 


8406210480 Ac k receipt of 840517 ltr informing NRC of steps taken 1 
correct violations noted in IE Insp Repts 50-390/84-20 8< 
50-391/84-16. 

LEWIS, R.C. Region 2, Office of Director. 84/05/25. PARR IS, H. 0. 
Tennessee Valley Authority. Ip. 25089:049. 24X 

Fiche: 50-390, 84/05/25, 8406210480. 


— 8406210483 Responds to NRC 840416 ltr re violations noted in IE I 
Repts 50-390/84-20 St 50-391/84-16. Correct ive actions: test 
engineer instituted test exception against Prerequisite 
2.3.6 St repositioning of breakers made knou/n to engineer. 

MILLS, L. M. Tennessee Valley Authority. 84/05/17. 0 'REILLY, J. 

Region 2, Office of Director. 3pp. 25089:050. 24X 

Fiche: 50-390. 84/05/25, 8406210480. 


— 8406210485 Forwards IE Insp Repts 50-390/84-20 S< 50-391/84-16 on 
840223-0323 Sc notice of violation. 

LEWIS, R.C. Division of Project Sc Resident Programs. 84/04/16. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 25089:053. 24X 

Fiche: 50-390, 04/05/25, 8406210480. 


— 8406210488 Notice of violation from insp on 840223-0323. 

* Region 2, Office of Director. 84/04/16. Ip. 25089:055. 
Fiche: 50-390, 84/05/25. 8406210480. 


— 8406210489 IE Insp Repts 50-390/84-20 Sc 50-391/84-16 on 840223-03 
Violation identif ied : fa i lure to assure that test 
prerequisites met. 

SHYMLOCK, M. B. , SWAN, W. B. . HOLLAND, W. E. Region 2, Office of 

Director. 84/04/12. 6pp. 25089:056. 24X Fiche: 50-390, 84/05/ 
8406210480. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fic he: 50-000. 84/05/30, 8405290 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list en 
JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fi c he : 50-000, 84/06/01 . 8406010 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condit 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/03. 8406050 


8406220229 Ack receipt of ltrs informing NRC of steps taken to corr 
violations noted in IE Insp Repts 50-259/83-53. 30-260/83-33, 
50-296/83-53, 50-327/83-27, 50-328/83-27, 30-390/83-49, 

50-391/83-38, 50-438/83-30, 50-439/83-30. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/06/06. PARRIS# H 
Tennessee Valley Authority. 2pp. 25126: 116. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220237 Suppls 840423 response re violations noted in IE Insp 
50-239/83-53, 50-260/83-33, 30-296/83-53. 30-327/83-27, 
30-328/83-27, 50-390/83-49, 50-391/83-38, 30-438/83-30 S< 
30-439/83-30. Policy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 04/05/31. 0 'REILLY, -J. 

Region 2, Office of Director. Ip. 23126: 118. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


— 8406220244 Responds to NRC 840326 ltr re violations noted in IE I 
Repts 50-259/83-53, 50-260/83-53, 50-296/83-33, 30-327/83-27, 
50-328/83-27, 50-390/83-49, 30-391/83-38, 30-438/03-30 S« 
50-439/83-30. Policy statement will be issued by 840331. 

MILLS, L. M. Tennessee Valley Authority, 84/04/25. O'REILLY, J. 
Region 2. Office of Director. 17pp. 25126:119. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


-8406220249 Ack receipt of 840215 & 22 ltrs informing NRC of steps 
to correct violations noted in IE Insp Repts 50-259/83-53, 
50-260/83-53, 50-296/83-53, 50-327/83-27, 50-328/83-27, 
50-390/83-49, 50-391/83-38, 50-438/83-30 & 50-439/83-30. 

LEWIS, R.C. Region 2, Office of Director. 84/03/26. PARRIS, H 
Tennessee Valley Authority. 2pp. 25126: 136. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


840622025 1 Forwards page inadvertently omitted from 840213 respan 
IE Insp Repts 50-259/83-53, 30-260/83-33, 30-296/83-53, 
50-327/83-27, 50-328/83^27, 50-390/83-49, 30-391/83-38, 

50-438/83-30 it 50-439/83-30. 

MILLS# UH. Tennessee Valley Authority. 84/02/22. O'REILLY, J.i 
Region 2, Office of Director. 2pp. 25126:138. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


DOCKETED ITEMS 


1406220257 Responds to NRC 840116 ltr re violations noted IE Insp 
Repts 50-259/83-53. 50-260/83-53. 50-296/83-53. 50-327/83-27. 
50-328/83-27. 50-390/83-49. 50-391/83-38, 50-438/83-30 & 
50-439/83-30. Open audit items being evaluated. 

MILLS, L. M. Tennessee Valley Authority. 84/02/15. 0 'REILLY. J. P. 

Region 2, Office of Director. 14pp. 25126:140. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


1406220265 Forwards IE Insp Repts 50-259/83-53.50-260/83-53. 
50-296/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 
50-391/83-38,50-438/83-30 & 50-439/83-30 on 831107-10.14-18 
& 1209 Jk notice of violation. 

O'REILLY, J. P. Region 2, Office of Director. 84/01/16. 

PARRIS, H. G. Tennessee Valley Authority. 3pp. 25126:154. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


1406220272 Notice of violation from insp on 831107-10,14-18 & 1209. 

* Region 2, Office of Director. 84/01/16. 4pp. 25126:157. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


1406220283 IE Insp Repts 50-259/83-53,50-260/83-53,50-296/83-53, 
50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 

50-438/83-30 & 50-439/83-30 on 831107-10,14-18 & 1209. 

Violations noted : fai lure to issue timely audits. 

BELISLE, G. A. , UPRIGHT, C. M. , YORK, J. W. Region 2, Office of 
Director. 84/01/10. 24pp. 25126:161. 24X Fi ch e: 50-000, 84/06/06, 

8406220229. 


6050350 IE Info Notice 84-43, "Storage Sc Handling of Opthalmic Beta 
adiation Applicators. " Svc list end. 

RACE, J. N. Division of QA, Safeguards &>. Inspection Programs (Post 
130103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


16060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
ockbestos Cables." Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork. Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


16090176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 123pp. 25049:001. 24X Fi ch e : 50-000, 84/06/ 1 1 , 8406080176. 


'6080173 IE Info Notice 84—46, "Circuit Breaker Position 
'erif ication. “ Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork, Inc. 119pp. 25049:154. 24X Fiche : 50-000, 84/06/13, 8406080173. 


16180239 Forwards results of util addl insps of Limitorque operators, 
er request at 840418 meeting. W/o end. 

[ILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM, E. 
.icensing Branch 4. Ip. 24964:080. 24X Fiche: 50-390, 84/06/13, 

1406180239. 


►6130315 IE Info Notice 84—47, "Environ Qualification Tests of 
ilectrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

'ork, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


►6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
'alves. " Svc list end. 

►ORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'ork, Inc. 118pp. 25536:043. 24X Fiche : 50-000, 84/06/18, 8406180353. 


>6180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generator Tube 
: ailure. '* Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
(esponse (Post 830103), 84/06/18. Consolidated Edison Co. of New 

'ork, Inc. 118 pp. 25535*286. 24X Fic h e : 50-000, 84/06/18, 8406180360. 


►6190327 IE Info Notice 84—50, "CLar if i cation of Scope of QA Programs 

'or Transport Packages Pursuant to 10CFR50, App B. " Svc list 

(nd. 

JORDAN, E. L. Division *»# Emergency Preparedness St Engineering 
(esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

'ork, Inc. 63pp. 25535: 041. 24X Fiche: 50-000,84/06/21,8406190327. 


8406190180 Final deficiency rept for Watts Bar St first interim 
deficiency rept for Bellefonte re failure of Target Rock 
solenoid valves on post-acc ident sampling facility to meet 
back pressure requirements. Next rept by 850612. 

MILLS, L. M. Tennessee Valley Authority. 84/04/27. O'REILLY, 
Region 2. Office of Director. 3pp. 24980:347. 24X 

Fiche: 50-000, 84/04/27, 8406190180. 


8406190143 Second interim deficiency rept re inadequately impli 
Limitorque QA program. Int ial ly reported on 831 1 1 5. Vend or 
responses re proposed corrective actions acceptable. Next 
rept expected by 840808. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/04/30. O'REILLY, 
Region 2, Office of Director. 2pp. 24979:312. 24X 

Fiche: 50-000, 84/04/30, 8406190143. 


8406190177 First interim deficiency rept re air cleanup units ► 
control bldg not anchored for seismic event. Initially 
reported on 840330. Adequate anchorage will be provided, per 
drawing analysis. Next rept will be submitted by 840517. 

MILLS, L. M. Tennessee Valley Authority. 84/04/30. O'REILLY, 
Region 2, Office of Director. 2pp. 24980:280. 24X 

Fiche: 50-390, 84/04/30, 8406190177. 


8406110200 Final deficiency rept re fillet welds in main steam 
valve rooms lacking sufficient cross section. Initially 
reported on 840410. Caused by personnel error. Steel welds 
reinspected & new punchlists created. 

MILLS, L. M. Tennessee Valley Authority. 84/05/09. O'REILLY, 
Region 2, Office of Director. 2pp. 24872:094. 24X 

Fiche: 50-390, 84/05/09, 8406110200. 


8406110254 Revised final deficiency rept re seismically qualifi 
for makeup to spent fuel storage facility not provided. 
Initially reported on 781 103. Qual if ied line & necessary 
valves installed. 

MILLS, L. M. Tennessee Valley Authority. 84/05/22. O'REILLY, 
Region 2, Office of Director. 2pp. 24868:149. 24X 

Fiche: 50-390, 84/05/22, 8406110254. 


8406110286 Third interim deficiency rept re peak containment tf 
Initially reported on 831229. Plant-specific analysis will be 
conducted w/Westing h ouse following Containment Sys Branch 
approval of Catawba analysis. Also reportable per Part 21. 
MILJ-S, L.M. Tennessee Valley Authority. 84/05/22. O'REILLY, 
Region 2, Office of Director. 2pp. 24870:248. 24X 

Fiche: 50-390, 84/05/22,8406110286. 


8406110331 Fifth interim deficiency rept re use of incorrect r« 
spectra in Gilbert/Commonwealth piping analysis. Initial ly 
reported on 820426. Support drawings will be modified. Next 
rept expected by 840823. Also reportable per Part 21. 

MILLS. L. M. Tennessee Valley Authority. 84/05/22. O'REILLY, 
Region 2, Office of Director. 2pp. 24866:320. 24X 

Fiche: 50-390. 84/05/22, 8406110331. 


8406110239 First interim deficiency rept re conduit support dat 
provided for some areas w/conduit Installed in auxiliary 
bldg. Initially reported on 840424. Design Criteria 
UB-DC-40— 31. 10 revised. Next rept expected by 840629. 

MILLS, L. M. Tennessee Valley Authority. 84/05/23. O'REILLY. 
Region 2, Office of Director. 2pp. 24871:090. 24X 

Fiche: 50-390*, 84/05/23, 8406110239. 


8406110324 Second interim deficiency rept re moisture intrusion 
saf ety-re lated equipment. Initially reported on 840229. 

Conduit seal will be designed & installed or justification 
provided for not sealing. Next rept expected by 840716. 

MILLS, L. M. Tennessee Valley Authority. 84/05/23. O'REILLY, 
Region 2, Office of Director. 2pp. 24867:161. 24X 

Fiche: 50-390, 84/05/23, 8406110324. 


8406110178 Final deficiency rept re main control room pressuriz 
loss through fire protection pip ing. Initial ly reported on 
840503. Control air regulator replaced w/seismically 
qualified regulator. 

MILLS, L. M. Tennessee Valley Authority. 84/06/01. O'REILLY, 
Region 2, Office of Director. 2pp. 24872:049. 24X 

Fiche: 50-390, 84/06/01, 84061 10178. 


8406110326 Supplemental final deficiency rept re air flow rates 
safety-related room exhaust fans below acceptance criteria. 
Initially reported on 831 107. Test ing delayed. Corrective 
action to be completed by 840621. 

MILLS, L. M. Tennessee Valley Authority. 84/06/01. O'REILLY, 
Region 2, Office of Director. Ip. 24868:093. 24X 
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16230336 Final deficiency rept for Watts Bar Unit 1 & first interim 
■ept for Bellefonte re defect in catalyst bed in Comsip,Inc 
ydrogen ana ly z ers. Ex is t ing beds to be removed & replaced. 

>lso reportable per Part 21. 

IILLS, L.M. Tennessee Valley Authority. 84/06/19. 0 'REILLY, U. P. 

legion 2, Office of Director. 3pp. 25193:234. 24X 

’iche: 50-000, 84/06/19, 8406280336. 


:KET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


Application/construction stage documents St correspondence 


>6060420 Requests confirmation that experience levels of operating 
reu personnel presented in Mar 1984 ltr still correct, 
ilso requests statement re whether or not shift advisors 
rill be used to augment operating shifts. 

IISENHUT, D. G. Division of Licensing. 84/05/30. PARRIS, H. G. 
ennessee Valley Authority. 3pp. 24848:001. 24X 

iche: 50-390, 84/05/30, 8406060420. 


1406060423 Speech entitled, "Industry Evaluation of Operation Shift 
Experience Requirements," presented at 840224 meeting 
before Commissioners in Wash ing ton, DC. 

MILLER, J. H. Georgia Power Co. 84/02/24. 13pp. 24848:004. 24X 

Fiche: 50-390, 84/05/30, 8406060420. 


406060425 Speech entitled, "Nuclear Plant Shift Experience." 
presented at 840224 meeting before Commissioners in 
Washington, DC. 

SCHNELL, D. F. Union Electric Co. 84/02/24. 22pp. 24848:026. 24X 

Fiche: 50-390, 84/05/30, 8406060420. 


6080095 Forwards revised response to NUREG-0737, TMI Action Item 
I. B. 2. Post-acc ident sampling facility will be designed & 
hielded to allow access after accident. No addl shielding 
ill be required. 

AMMER, D. S. Tennessee Valley Authority. 84/06/04. ADENSAM, E. 
icensing Branch 4. 2pp. 24855:361. 24X Fiche: 50-390, 84/06/04, 

406080095. 


6030202 Forwards response to SER requiring plant-specific design 
nfo for automatic shunt trip mod, per Generic Ltr 83-28. 
elay contacts adequately sized for shunt trip function. W/ 
our oversize drawings. One aperture card in PDR, three in CF. 

AMMER, D.S. Tennessee Valley Authority. 84/06/04. ADENSAM, E. 
icensing Branch 4. 8pp. 25139:134. 24X Fiche : 50-390, 84/06/04, 

406080202. 


6120005 Forwards results of TVA exam of radiographs for wedges in 
ain Feedwater Isolation Valves 66291 & 66459, in response to 
RC 840531 ltr. Wedges acceptable. 

ILLS, L.M. Tennessee Valley Authority. 84/06/07. ADENSAM, E. 
icensing Branch 4. 8pp. 24888:177. 24X Fiche : 50-390, 84/06/07, 

406120005. 


6190256 Responds to 840503 request for addl info & clarification of 
nalysis St mitigation of steam generator tube rupture, 
ssue should be treated as c onf irmatory issue to be resolved 
efore startup following first refueling outage. 

ILLS, L.M. Tennessee Valley Authority. 84/06/11. ADENSAM, E. 
icensing Branch 4. 2pp. 25023:086. 24X Fiche: 50-390, 84/06/11, 

406190256. 


6190323 Forwards supplemental response to 840320,0405 Sc 0522 
esponses to findings identified during NRC 840214-16 audit 
f electrical equipment qual if icat ion program, per NRC 840418 
acting. 

ILLS, L.M. Tennessee Valley Authority. 84/06/11, ADENSAM, E. 
icensing Branch 4. 26pp. 25023:057. 24X Fiche: 50-390, 84/06/1 1, 

*06 190323. 


6180242 Advises that results of specific rod drop analysi s, based on 
sstinghouse Topical Rept WCAP-10298, "Dropped Rod 
#thodology for Negative Flux Rate Trip Plant, " confirms St 
jpports decision to delete rod drop St plant trip test. 

[LLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM, E. 
Icensing Branch 4. Ip. 24964:103. 24X Fiche: 50-390, 84/06/13, 

106180242. 


i»260047 Forwards evaluation of integrity of cement mortar lining in 
ICW piping, per 840531 telcon. 

UIMER, D. S. Tennessee Valley Authority. 84/06/15. ADENSAM, E. 
censing Branch 4. 2pp. 25142:143. 24X Fiche: 50-390, 84/06/15, 

106260047. 


>270261 Forwards public notice of proposed reissuance of NPDES 
>rmit, fact sheet Sc draft permit for comment by 840723. 
lDi am . r u aa //%a 


8406220198 Advises that installation of adjusted end rails Sc inte 
spacers expected by 840601 St 1201, respectively, in response 
to Specific Concern 7b from NRC 840425 ltr re 125-volt dc 
vital batteries 

K. AMMER, D. S. Tennessee Valley Authority. 84/06/19. ADENSAM, E. 
Licensing Branch 4. Ip. 25082:006. 24X Fiche: 50-390, 84/06/19 

8406220198. 


8406290224 Forwards final response to Generic Ltr 83-10C re autom 
trip of reactor coolant pumps. Implementation of Rev 1 to 
emergency response guidelines in plant-specific procedures 
resolves all issues associated w/automatic tripping. 

MILLS, L.M. Tennessee Valley Authority. 84/06/25. ADENSAM, E. 
Licensing Branch 4. 4pp. 25196. 342. 24X Fi c h e : 50-390, 84/06/2 

8406290224. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8406110407 Requests that info re organi zational changes St possibl 
effects on QA, training, technical support & Tech Specs be 
provided by 840624. Cone lus i ons in SER (NUREG-0847) 
supporting fuel load may be invalid. 

NOVAK, T. M. Assistant Director for Licensing. 84/06/05. PARRI 
Tennessee Valley Authority. 2pp. 24880:318. 24X 

Fiche: 50-390, 84/06/05. 8406110407. 


8406290316 Requests prompt review of end info re SSER 2 to resol 
one confirmatory & four outstanding items, four license 
conditions Sc eight miscellaneous items to ensure resolution 
before fuel load. 

MILLS, L.M. Tennessee Valley Authority. 84/06/25. ADENSAM, E. 
Licensing Branch 4. 19pp. 25204:034. 24X Fiche: 50-390, 84/06/ 

8406290316. 


F. Security, medical, emergency Sc fire protection plans 


8406050440 Forwards addl info re fire barrier matl used to enclos 
junction boxes. Insp results re safe shutdown circuits 
outside containment to verify proper correlation between 
as-designed Sc as-constructed configurations end. 

MILLS, L.M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
Licensing Branch 4. 4pp. 24879:190. 24X Fiche: 50-390, 84/05/3 

8406050440. 


8406190151 Forwards vital area definition repts confirming dicuss 
at 840412 vital area validation exit brief ing. Commitments 
uill cover at least one set of areas listed in Section IV C 
of repts. Ends withheld (ref 10CFR73. 21), 

ADENSAM, E.G. Licensing Branch 4. 84/06/06. PARRIS, H. G. Tenn 

Valley Authority. 3pp. 25029:354. 24X Fiche: 50-390, 84/06/06, 

8406190151. 


8406200021 Forwards Rev 7 to physical security plan. Rev withheld 
10CFR73. 21 ). 

MILLS, L.M. Tennessee Valley Authority. 84/06/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25047:23 
24X Fiche: 50-390, 84/06/11, 8406200021. 


8406180348 Revised emergency implementing procedures, consisting o 
4 to CECC-IPD, Rev 3 to CECC - IP-1, Rev 9 to CECC - IP-3 S< 

Rev 1 to CECC - IP-16. W/840612 ltr. 

MILLS, L.M. Tennessee Valley Authority. 84/06/12. 23pp. 2496 

24X Fiche: 50-000,84/06/12,8406180348. 


8406260554 Discusses min staffing requirements for Tech Specs, per 
840523 memo. Onsite emergency response plan must meet stds 
addressed in NUREC-0654. 

EISENHUT, D. G. Division of Licensing, 84/06/19. LEWIS, R. C. 
Division of Project St Resident Programs. 3pp. 25158:046. 24X 

Fiche: 50-390, 84/06/19, 8406260554. 


— 8406260561 Discusses region inspector findings re min staffing 
inconsistencies between Tech Specs St NUREG-0654. App 1 i cant 
Tech Specs consistent u/Suppl 1 to NUREG-0737. 

LEWIS, R.C. Division of Project St Resident Programs. 84/05/2 
EISENHUT, D. G. Division of Licensing. Ip. 25158:049. 24X 

Fiche: 50-390, 84/06/19, 8406260554. 


8406260149 Revised emergency plan implementing procedures , in cl ud i 
IP-6, "Activation of Technical Support Ctr, " IP-7, 

"Activation of Operations Support Ctr" 8< IP-20, "Environ 
Monitoring During Radiological Emergency." W/840620 ltr. 

MILLS, L.M. Tennessee Valley Authority. 84/06/20. O'REILLY, J. 
Region 2, Office of Director. 64pp. 25142:025. 24X 

Fiche: 50-390, 84/06/20, 8406260149. 


8406260043 Forwards addl rev to 831104 info re fire protection pr 


LMJUKt I tU I I clVib 


Financial information 


*6060344 Forwards request for addl info re financial qual i f i cat ions 
evieu. Responses requested by 840701. 

iDENSAM, E. G. Licensing Branch 4. 84/03/29. PARRIS.H. G. Tennessee 

'alley Authority. 7pp. 24663:093. 24X Fiche : 50-390. 84/05/29. 

(406060344. 


Utility Final Safety Analysis Report (FSAR) it amends 


>6050390 Forwards affidavit certifying that on 840523. Amend s 50 it 51 
o FSAR served upon identified individuals. 

iILLS,L. M. Tennessee Valley Authority. 84/05/23. ADENSAM. E. 
icensing Branch 4. 2pp. 24845:185. 24X Fic he: 50-390. 84/05/23. 

406050390. 


6250144 Forwards Amend 52 to FSAR. 

ILLS, L. M. Tennessee Valley Authority. 84/06/18. ADENSAM, E. 
icensing Branch 4. Ip. 25166:001. 24X Fiche : 50-390, 84/06/18, 

406250144. 


406250147' Amend 52 to FSAR. One hundred twenty-four oversize drawings 
end. Aperture cards are available in PDR. 

-* Tennessee Valley Authority. 84/06/18. 1,146pp. 25166:002. 

24X Fiche: 50-390,84/06/18, 8406250144. 


Inspection reports. IE Bulletins *< correspondence 


'6220157 Forwards IE Insp Repts 50-390/84-28 it 50-391/84-23 on 
140324-0420. No violations noted. 

'ERRELLI, D. M. Region 2, Office of Director. 84/05/11. PARRIS, H. O. 
'ennessee Valley Authority. 2pp. 25126:226. 24X 

i ch e : 50-390, 84/05/ 1 1 , 84062201 57. 


1406220177 IE Insp Repts 50-390/84-28 it 50-391/84-23 on 840324-0420. No 
violations noted. Major areas inspected: IE bulletin closeout, 
preoperational test program implementation, safety 
committee activity it licensee action on previous insp items. 

SHYMLOCK, M. B. , SWAN.W.B. , HOLLAND. W. E. Region 2, Office of 
Director. 84/05/11. 8pp. 25126:228 . 24X Fiche: 50-390 , 84/05/ 1 1 . 

8406220157. 


16230069 Forwards IE Insp Repts 50-390/84-30 8, 50-391/84-23 on 
140409— 13. No violations noted. 

'ERRELLI, D. M. Region 2. Office of Director. 84/05/11. PARRIS.H. G. 
"ennessee Valley Authority. 2pp. 23134:264. 24X 

iche: 50-390, 84/05/11, 8406230069. 


1406230072 IE Insp Repts 50-390/84-30 8c 50-391/84-23 on 840409-13. No 
violations noted. Major areas inspected: IE Bulletin 79-14 
it licensee identified items. 

YORK, J. W. , JULIAN, C. A. Region 2, Office of Director. 84/03/11. 
6pp. 25134:266. 24X Fiche: 50-390, 84/05/11, 8406230069. 


•6220180 Forwards IE Insp' Repts 50-390/84-27 8c 50-391/84-22 on 
(40409-13. No violations noted. 

•ERRELLI, D. M. Region 2, Office of Director. 84/03/15. PARRIS.H. G. 
'ennessee Valley Authority. 2pp. 25126:236. 24X 

iche: 50-390. 84/05/15, 8406220180. 


(406220182 IE Insp Repts 50-390/84-27 S» 50-391/84-22 on 840409-13. No 
violations noted. Me jior areas inspected: housekeeping 
activities 8c verification of as-builts. 

WRIGHT, R. W. , UPRIGHT, C. K. Region 2, Office of Director. 84/05/10. 
6pp. 25126:238. 24X Fiche: 50-390, 84/05/15. 8406220180. 


>5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
tesponse (Post 8301881. 84/05/25. Consolidated Edison Co. of New 

'ork, Inc. 124pp. 24861:201. 24X Fi che: 50-000, 84/05/25, 8405230319. 


>5240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Critical Facility. * Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
tesponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

'or k, Inc. 127pp. 24880:103. 24X Fiche; 50-000, 84/05/25, 8405240317. 


>6210480 Ack receipt of 840517 ltr informing NRC of steps taken to 
:orrect violations noted in IE Insp Repts 50-390/84-20 8< 
>0-391/84-16. 

-EWIS, R. C. Region 2, Off ice of Director. 84/05/25. PARRIS.H. G. 
'ennessee Valley Authority. Ip. 25089:049. 24X 

r iche: 50-390. 84/05/25. 8406210480. 


— 8406210483 Responds to NRC 840416 ltr re violations noted in IE 
Repts 50-390/84—20 & 50— 391/84-16. Corrective actions: test 
engineer instituted test exception against Prerequisite 
2.3.6 8t repositioning of breakers made known to engineer. 
MILLS, L M. Tennessee Valley Authority. 84/05/17. Q 'RE ILLY, t 
Region 2, Office of Director. 3pp. 25089:050. 24X 

Fiche: 50-390,84/05/25. 8406210480. 


— 8406210485 Forwards IE Insp Repts 50-390/84-20 8c 50-391/84-16 oi 
840223-0323 8< notice of violation. 

LEWIS, R. C. Division of Project 8c Resident Programs. 84/04/14 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 25089:053. 2^ 

Fiche: 50-390, 84/05/25, 8406210480. 


— 8406210489 IE Insp Repts 50-390/84-20 8c 50-391/84-16 on 840223-C 
Violation i dent if ied: f a i lure to assure that test 
prerequisi tes met. 

SHYMLOCK, M. B. , SWAN.W.B., HOLLAND, W. E. Region 2, Office of 
Director. 84/04/12. 6pp. 25089:056. 24X Fiche: 50-390, 84/0! 

8406210480. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc Hi 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. o( 

York, Inc. 122pp. 24879:342. 24X Fic h e: 50-000, 84/05/30, 84052f 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list t 
JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. oi 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060: 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cond : 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. oi 

York, Inc. 120pp. 25050:124. 24X Fi che: 50-000, 84/06/05, 84060! 


8406220229 Ack receipt of Itrs informing NRC of steps taken to coi 
violations noted in IE Insp Repts 50-239/83-53,50-260/83-53. 
50-296/83-53. 30-327/83-27, 30-320/83-27, 50-390/83-49, 
50-391/83-38, 50-438/83-30, 30-439/83-30. 

0 'REILLY, J. P. Region 2, Office of Director. 84/06/06. PARRIS, 
Tennessee Valley Authority. 2pp. 25126:116. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220237 Suppls 840425 response re violations noted in IE In*| 
50-259/83-53, 50-260/83-53, 50-296/83-53, 50-327/83-27, 
50-328/83-27,50-390/83-49, 50-391/83-38,50-438/83-30 & 
30-439/83-30. Policy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. O'REILLY,, 
Region 2, Office of Director. Ip. 25126:118. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220244 Responds to NRC 840326 ltr re violations noted in IE 
Repts 50-259/83-53, 50-260/83-53. 30-296/83-53, 50-327/83-27, 
50-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/83-30 it 
50-439/83-30. Policy statement will be issued by 840531. 

MILLS, L. M. Tennessee Valley Authority. 84/04/25. O'REILLY., 
Region 2, Office of Director. 17pp. 25126:119. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


—8406220249 Ack receipt of 840215 it 22 ltrs informing NRC of ste| 
to correct violations noted in IE Insp Repts 50-259/83—33, 
50-260/83-53, 50-296/83-53, 50-327/83-27, 30-328/03-27, 
50-390/83-49,50-391/83-38,50-438/83-30 * 50-439/83-30. 

LEWIS, R. C, Region 2, Office of Director. 84/03/26. PARRIS, I 
Tennessee Valley Authority. 2pp. 25126: 136. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220251 Forwards page inadvertently omitted from 840215 respi 
IE Insp Repts 50-259/83-53,50-260/83-33,50-296/83-53, 
50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 
50-438/83-30 St 50-439/83-30. 

MILLS, L. M. Tennessee Valley Authority. 84/02/22. O'REILLY,, 
Region 2, Office of Director. 2pp. 25126:138. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


— 8406220257 Responds to NRC 840116 ltr re violations noted IE In- 
Repts 50-259/83-53, 50-260/83-53, 50-296/83-53, 50-327/83-27, 
50-328/83-27, 50-390/83-49,50-391/83-38,50-438/83-30 it 
50-439/83-30. Open audit items being evaluated. 

MILLS, L. M. Tennessee Valley Authority. 84/02/15. O'REILLY,- 
Region 2, Office of Director. 14pp. 25126:140. 24X 

Fiche : 50-000, 84/06/06, 8406220229. 


— 8406220265 Forwards IE Insp Repts 50-259/83-53,50-260/83-53, 
50-296/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 
50-391/83-38, 50-438/83-30 it 50-439/83-30 on 831107-10,14-18 
it 1209 it notice of violation. 

O'REILLY, J. P. Region 2, Office of Director. 84/01/16. 

PARRIS, H. G. Tennessee Valley Authority. 3pp. 25126:154. 2 
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3406220272 Notice of violation from 'insp on 831107-10, 14-18 & 1209. 

* Region 2, Office of Director. 84/01/16. 4pp. 25126: 157. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


3406220283 IE Insp Repts 50-259/83-53,50-260/83-53,50-296/83-53, 
50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 

50-438/83-30 50-439/83-30 on 831107-10, 14-18 & 1209. 

Violations noted : fa i lor e to issue timely audits. 

BELISLE, G. A. , UPRIGHT, C . M. , YORK, J. W. Region 2, Office of 
Director. 84/01/10. 24pp. 25126:161. 24X Fiche: 50-000, 84/06/06, 

8406220229. 


D6050350 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
Radiation Applicators." Svc list end. 

SRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
330103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

72pp. 25050:032. 24X Fi.c'he : 50-000, 84/06/07, 8406050350. 


36060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

fork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


36080176 IE Info Notice 04-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

fork, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1. 8406080176. 


36080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

r'or k, Inc. U9pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


)6 180239 Forwards results of util addl insps of Limitorque operators, 
ier request at 840418 meeting. W/o end. 

1ILLS, L. M. Tennessee Valley Authority. 84/06/13. ADENSAM, E. 
licensing Branch 4. Ip. 24964:080. 24X Fiche: 50-390, 84/06/13, 

J4061Q0239. 


>6130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
(esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

'or k* Inc. 122pp. 25049:033. 24X Fiche : 50-000, 84/06/15, 8406130315. 


>6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Salves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
tesponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'ork, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/ 18, 8406180353. 


>6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
r ailure. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
tesponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'ork, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


>6190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 

s or Transport Packages Pursuant to 10CFR50, App B. " Svc list 

mcl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
tesponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

'ork, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


Reportable occurrences, LERs St related correspondence 


>1310352 Part 21 rept re potential undetectable failure of test 
(witch in Westinghouse solid state protection sys. Minor 
firing change finalized St being forwarded to affected 
> lants. Diagrams St list of affected plants end. 

!AHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
tirector's Office, Office of Inspection and Enforcement. 5pp. 
•2019:307. 24X Fiche: 50-000, 84/01/17, 8401310352, 


•6190180 Final deficiency rept for Watts Bar St first interim 
eficiency rept for Bellefonte re failure of Target Rock 
olenoid valves on post-accident sampling facility to meet 
ack pressure requirements. Next rept by 850612. 


8406190177 First interim deficiency rept re air cleanup units fc 
control bldg not anchored for seismic event. Initially 
reported on 840330. Adequate anchorage will be provided, per 
drawing analysis. Next rept will be submitted by 840517. 

HILLS, L. M. Tennessee Valley Authority. 84/04/30. O'REILLY, v 
Region 2, Office of Director. 2pp. 24980:280. 24X 

Fiche: 50-390, 84/04/30, 8406190177. 


8406110254 Revised final deficiency rept re seismically qualifie 
for makeup to spent fuel storage facility not provided. 
Initially reported on 781 103. Qual i f ied line & necessary 
valves installed. 

MILLS, L. H. Tennessee Valley Authority. 84/05/22. O'REILLY, „ 
Region 2, Office of Director. 2pp. 24868: 149. 24X 

Fiche: 50-390, 84/05/22, 8406110254. 


8406110286 Third interim deficiency rept re peak containment ten 
Initially reported on 831229. Plant-spec if ic analysis will be 
conducted w/Westinghouse following Containment Sys Branch 
approval of Catawba analys is. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/22. O'REILLY, J 
Region 2, Office of Director. 2pp. 24870:248. 24X 

Fiche: 50-390, 84/05/22, 8406110286. 


8406110331 Fifth interim deficiency rept re use of incorrect res 
spectra in Gi lb ert/Commonwea 1 th piping analysis. Ini tial ly 
reported on 820426. Support drawings will be mod if ied. Ne xt 
rept expected by 840823. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/22. 0 'REILLY, J 

Region 2, Office of Director. 2pp. 24866:320. 24X 

Fiche: 50-390, 84/05/22, 8406110331. 


8406110239 First interim deficiency rept re conduit support data 
provided for some areas u/conduit installed in auxiliary 
b ldg. Initial ly reported on 840424. Design Criteria 
WB-DC-40— 31. 10 revised. Next rept expected by 840629. 

MILLS, L. M. Tennessee Valley Authority. 84/05/23. O'REILLY, J 
Region 2, Office of Director. 2pp. 24871:090. 24X 

Fiche: 50-390, 84/05/23, 8406110239. 


8406110324 Second interim deficiency rept re moisture intrusion 
saf ety-re lated equipment. Initially reported on 840229. 

Conduit seal will be designed & installed or justification 
provided for not sealing. Next rept expected by 840716. 

MILLS, L. M. Tennessee Valley Authority. 84/05/23. O'REILLY, J 
Region 2, Office of Director. 2pp. 24867: 161. 24X 

Fiche: 50-390, 84/05/23, 8406110324. 


8406110178 Final deficiency rept re main control room pressuriza 
loss through fire protection pip ing. Initial ly reported on 
840503 Control air regulator replaced ui/sei smically 
qualified regulator. 

MILLS, L. M. Tennessee Valley Authority. 84/06/01. O'REILLY, J 
Region 2, Office of Director. 2pp. 24872:049. 24X 

Fiche: 50-390, 84/06/01, 8406110178. 


8406110326 Supplemental final deficiency rept re air flow rates 
safety-related room exhaust fans below acceptance criteria. 
Initially reported on 831 107. Test ing delayed. Corrective 
action to be completed by 840621. 

MILLS, L. M. Tennessee Valley Authority. 84/06/01. O'REILLY, J. 
Region 2, Office of Director. Ip. 24868:093. 24X 

Fiche: 50-390, 84/06/01,8406110326. 


8406190432 Eleventh interim Deficiency Rept NCR 3567R re qualifi< 
of epoxy grout for saf ety-re lated applications. Initially 
reported on 810827. No progress made on nonconformance, due 
to engineering support required for Unit 1 fuel loading. 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. O'REILLY, J. 
Region 2, Office of Director. Ip. 25022:035. 24X 

Fiche. 50-391, 84/06/07, 8406190432. 


8406190085 Final deficiency rept re failure to provide fire detei 
in rooms containing redundant safe shutdown circuits. 

Initially reported on 840511. Cross zoned ionization smoke 
detectors added to actuate existing preaction sprinkler sys. 
MILLS, L.h. Tennessee Valley Authority. 84/06/08. 0 'REILLY, J. 

Region 2, Office of Director. 2pp. 24982:080. 24X 

Fiche: 50-390, 84/06/08, 8406190085. 


8406280204 Sixth interim deficiency rept re use of incorrect sei: 
displacements & response spectra. Initially reported on 
820430. Util will reanalyze saf ety-related lines attached 
to reactor coolant looo. Next reot expected bu 851101 


DOCKETED ITEMS 


10297 Sixth interim deficiency rept re discrepancies in support 
ill®. Initially reported on 830311. Due to extensive u/ork 
teet Unit 1 schedules. Uni t 2 work rescheduled. Next rept 
. be submitted by 851101. 

.S* L. M. Tennessee Valley Authority. 84/06/19. O'REILLY. J. P. 
on 2* Office of Director. 2pp. 25193:240. 24X 

ie: 30—391. 84/06/19. 8406280297. 


8406120324 Addresses NRC concerns re emergency diesel engine auxilia 
support sys. per License Condition 2. C. 19. Affected relays 
uill be mounted in seismically qualified panel on wall below 
diesel generator room. 

DIXON. 0. W. South Carolina Electric it Gas Co. 84/06/06. DENTON. H 
Office of Nuclear Reactor Regulation. Director. 2pp. 24893:119. 
24X Fi c h e : 50-395. 84/06/06. 8406120324. 


’ 50-393 VI ROIL C. SUMMER NUCLEAR STATION, UNIT 1 


:urity, medical, emergency it fire protection plans 


10223 Rev 12 to EP-100. "Radiation Emergency Plan. " W/840608 ltr. 
.Ei K. E. , DIXON. G. W„ South Carolina Electric St Gas Co. 84/05/31. 
fON. H. R. Office of Nuclear Reactor Regulation, Director. 61pp 
14:206. 24X Fiche: 50-395, 84/05/31, 8406140223. 


10006 Ack receipt of 840518 ltr informing NRC of steps taken to 
*oc t violations noted in IE Insp Rept 50-395/84-08. 

;S, R.C. Region 2, Office of Director. 84/05/31. DIXON, 0. W. 

;h Carolina Electric it Gas Co. Ip. 25126:253. 24X 

ie: 30-393, 84/05/31 . 8406220006. 


>220007 Responds to NRC 840420 ltr re violations noted in IE Insp 
ipt 30-393/84-08. Corrective ac tions: trac k ing process 
^proved by requiring fire extinguishers to be tracked by 
j r® detailed log book when issued for use. 

IXON.O. W. South Carolina Electric Sc Gas Co. 84/03/18. 

'REILLY. J. P. Region 2, Office of Director. 6pp. 23126:234. 24X 

Lch e : 30-393. 84/03/31. 8406220006. 


£»220O09 Notice of violation from insp on 840301-31. 

Region 2, Office of Director. 84/04/20. 2pp. 25126:262. 24X 

icho 30-393, 84/03/31. 8406220006. 


£,220010 IE Insp Rept 30-393/84-08 on 840301-31. None omp 1 iance noted, 
eilur© to implement fire protection procedures. 

iHL, C. W. , CANTRELL, F. S. Region 2, Office of Director. 84/04/19. 
pp. 25126:264. 24X Fich e: 30-395, 84/05/31, 8406220006. 


30307 Forwards order confirming licensee 830413,0721,1228 S< 
404 commitments on emergency response capability. 

M8AM. E. G. Licensing Branch 4. 84/06/13. DIXON, 0. W. South 

olina Electric * Gas Co. 3pp. 23192:142. 24X 
he: 50-393, 84/06/15, 8406280307. 


6280312 Order confirming licensee 830413,0316,0721,1228 8< 840404 
ommi tments on emergency response capab i 1 i ty , per Suppl 1 to 
JRE0-0737 COeneric Ltr 82-33). 

ISENHUT, D. 0. Division of Licensing. 84/06/13. South Carolina 
Uctric St Gas Co. 6pp. 23192:143. 24X Fiche: 30-395. 84/06/15, 

406280307. 


©rating license stage documents St correspondence 


10299 Forwards three NRC memos that clarify St explain positions on 

•ous dose calculations, per 840522 meeting S< 840324 

con. 

NKE# W. Radiological Assessment Branch. 84/03/23. CRINIGAN, P. T. 
fcimore Gas & Electric Co. lp« 23069:237. 24X 

he: 50-000, 84/05/25, 8406210299. 


8406250312 Application for amend to License NPF-12, revis ing Tech Spe 
re measurement uncertainty for RCS flow rate to define 
allowable RCS power levels for flow rate less than 100% of 
thermal design flow. Fee end. 

DIXON- 0. W. South Carolina Electric it Gas Co. 84/06/19. DENTON, H 
Office of Nuclear Reactor Regulation, Director. 2pp. 25117:302. 
24X Fiche: 50-395, 84/06/19, 8406250312. 


— 8406250314 Proposed Tech Specs re measurement uncertainty for RCS 
flow rate, defining allowable RCS power levels for flow rate 
less than 100% of thermal design flow. 

•* South Carolina Electric it Gas Co. 84/06/19. 16pp. 25117:30 

24X Fiche: 50-395, 84/06/19, 8406250312. 


8406260259 Application for amend to License NPF-12, revi sing Tech Spe 
re measurement uncertainty for RCS flow rate Sc defining 
allowable power levels for RCS flow rate less than 100% of 
thermal design flow. Marked-up Tech Specs end. 

DIXON. 0. W. South Carolina Electric S. Gas Co. 84/06/19. DENTON, H 
Office of Nuclear Reactor Regulation, Director. 18pp. 25149:343 

24X Fiche: 50-395. 84/06/19, 8406260259. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containme 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of N 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 84052303 


8405240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25., Consolidated Edison Co. of N 

York, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25. 84052403 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of N 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 84052903 


8406220006 Ack receipt of 840518 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/84—08. 

LEWIS, R. C. Region 2, Office of Director. 84/05/31. DIXON, 0. W. 
South Carolina Electric Sc Gas Co. Ip. 25126:253. 24X 

Fiche: 50-395, 84/05/31, 8406220006. 


— 8406220007 Responds to NRC 840420 ltr re violations noted in IE In 
Rept 50-395/84-08. Corrective actions: tracking process 
improved by requiring fire extinguishers to be tracked by 
more detailed log book when issued for use. 

DIXON, 0. W. South Carolina Electric Sc Gas Co. 84/05/18. 
O'REILLY, J. P. Region 2, Office of Director. 6pp. 23126:234. 
Fiche: 50-395, 84/05/31, 8406220006. 


6210311 Forwards list of plants w/Tech Specs requiring reporting of 
ffsite doses for 1902 St interim guidance on reporting 
ffsite radiation doses from normal operation. 

ULLER, D. R. Assistant Director for Radiation Protection. 

3/03/10. NOVAK, T, M. Assistant Director for Licensing. 6pp. 
3069:247. 24X Fitihe; 30-000, 84/05/23, 8406210299. 


30132 Respond* til ' request for addl info re 840123 proposed 
ack mod to spent fuel pool. Discusses relocation of 
ions I St II storage racks, methods for removal of existing 
ks, fuel handling St fuel assembly accident analysis. 

ON, O, W. South Carolina Electric S« Gas Co. 84/03/30. DENTON, H. R. 
fic# of Nuclear Reactor Regulation, Director. 4pp. 24838: 121. 

Fiche: 30-393. 84/03/30, 8406030132. 


— 8406220008 Forwards IE Insp Rept 50-393/84-08 on 840301-31 it notit 
of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/04/20. DIXON, 0. W. 
South Carolina Electric it Gas Co. 2pp. 25126:260. 24X 

Fiche: 50-395, 84/05/31, 8406220006. 


— 8406220009 Notice of violation from insp on 840301-31. 

« Region 2, Office of Director. 84/04/20. 2pp. 25126:262. i 
Fiche: 50-395, 84/05/31, 8406220006. 


—8406220010 IE Insp Rept 50-393/84-08 on 840301-31. Noncomp 1 iance n< 
failure to implement fire protection procedures. 

HEHL, C. W. , CANTRELL, F. 8. Region 2, Office of Director. 84/04/: 
8pp. 25126:264. 24X Fiche: 50-395, 84/05/31, 8406220006. 


60367 Summary of 840308 meeting w/util it Westinghouse at site 
dequate cora cooling instrumentation it upgrade of core 
t thermocouple sys. 

KINS, J. Liernnsina Branch 4. 84/05/31. Licensing Branch 4. 


406010423 IE Info Notice 84—41, “IGSCC in BWR Plants. " Svc list eni 
JORDAN, E L. Division of Emerg* nc ¥ Preparedness it Engineering 


Response (Post 830103). 84/06/11. Consolidated Edison Co. of I 

Kesponse oax Pi rh. • 50-000. 84/06/01, 8406010* 


UUUKbl bU 1 1 biVlb 
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>6050350 IE Info Notice 84-43/ "Storage & Handling of Opthalmic Beta 
Radiation Applicators. '• Svc list end. 

>RACE, J. N. Division of QA. Safeguards i>. Inspection Programs <Post 
130103). 84/06/07. Consolidated Edison Co. of New York/ Inc. 

'2pp. 25050:032. 24X Fi c he : 50-000, 84/06/07/ 8406050350. 


'6060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
ockbestos Cables." Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness l>. Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


6090176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 123pp. 25049:001. 24X Fich e : 50-000/ 84/06/ 1 1. 8406080176. 


6080173 IE Info Notice 84-46, "Circuit Breaker Position 
erification. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


6130315 IE Info Notice 84-47, "Environ Qua 1 i f icat ion Tests of 
lectrical Terminal Blocks." Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

ork, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 15, 8406130315. 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
alves. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/19. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25536:043. 24X Fiche: 50-000. 84/06/18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
ailure. " Svc list end 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ark, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


5190327 IE Info Notice 84-50, "C lar if icat ion of Scope of QA Programs 

jr Transport Packages Pursuant to 10CFR50, App B. " Svc list 

tel. 

DRDAN, E. L. Division of Emergency Preparedness it Engineering 
fsponse (Post 830103). 84/06/21. Consolidated Edison Co, of New 

ark, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


’eriodic operating reports & related correspondence 


>070188 Monthly operating rept for Apr 1984. W/840515 ltr. 

JIONON, G. A. , DIXON, 0. W South Carolina Electric & Gas Co. 

►/04/30. 6pp. 24746:277. 24X Fic he: 50-395, 84/04/30, 84060701B8. 


teportable occurrences, LERs & related correspondence 


310352 Part 21 rept re potential undetectable failure of test 

litch in Westinghouse solid state protection sys. Minor 

ring change finalized it being forwarded to affected 

ants. Diagrams 6 list of affected plants end. 

sHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 

rector's Office, Office of Inspection and Enforcement. 5pp. 

1019:307. 24 X Fiche: 50-000, 84/01/17, 8401310352. 


040042 LER 84— 025— 00: on 840425, reactor tripped from 100% power due 
nain turbine trip. Caused by feedwater regulating valves 
It B not closing due to personnel error. W/840525 ltr, 

ON, A. R. , DIXON, 0. W. South Carolina Electric it Gas Co. 84/05/25. 
p. 24797:291. 24X Fiche: 50-395, 94/05/25, 8406040042. 


110341 Special Rept SPR 84-006: on 840426, degraded Kaowool used for 
ectrical fire barriers noted on one cable tray & four 
nduits. Repair work conducted w/unsatisf actor y reinsp 
suits. Caused by inadequate documentation. 

XON, 0. W. South Carolina Electric & Gas Co. 84/05/25. 

REILLY, J. P. Region 2, Office of Director. 2pp. 24868:079, 24X 

che: 50-395,84/05/25, 8406110341. 


D50499 LER 84-026— 00: on 840505, main steam isolation occurred due 
high steam flow signal coincident w/low-low reactor 
slant sys temp average signal. Caused by tripped high steam 
DU bistables to perform maint, W/840604 ltr. 

3N/A. R. , DIXON, 0. W. South Carolina Electric it Gas Co. 84/06/04. 
[>. 24842: 055. 24X Fiche: 50-395, 84/06/04, 8406050499. 


8406230453 Suppl 2 to Special Rept SPR 84-001: on 840110, fire doo 
opened to chilled water pump rooms. Supp lemental rept re 
40-yr equipment qua 1 i f i ca t i on St substantial hazard 
d eterninati on issues will be submitted on S40730. 

DIXON, 0. W South Carolina Electric St Gas Co. 84/06/12. 
O'REILLY , J. P. Region 2, Office of Director. 2pp. 25193:036. 
Fiche: 50-395, 84/06/12, 8406280453. 


8406230425 Special Rept SPR 84-007: on 840601, duri ng scheduled 
surveillance, diesel generator A, XEG-0001A, experienced 
invalid fai lure. Caused by high jacket water temp due to 
diesel fuel leak from injectors. Injectors replaced. 

DIXON, 0. W. South Carolina Electric it Gas Co. 84/06/14. 

0 'REILLY, J. P. Region 2, Office of Director. 2pp. 25193:105. 
Fiche. 50-395,84/06/14, 8406280425. 


DOCKET 50-396 UN IV. OF VI RC INI A CAVALIER REACTOR 


Q Inspection reports, IE Bulletins 8c correspondence 


8406220105 Forwards IE Insp Repts 50-062/83-03 8c 50-396/83-03 on 
831219-21. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/17. 

BRENIZER, J. S. Virginia, Univ. of, Charlottesville, VA. Ip. 

25127:065. 24X Fiche: 50-062, 84/05/17, 8406220105. 


— 84062201 12 IE Insp Repts 50-062/83-03 8c 50-396/83-03 on 831219 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcements matters 8c 
previously identified items 8c facility operations. 

SHYMLOCK, M. B. , BEMIS, P. R. Region 2, Office of Director. 84 
5pp. 25127:066. 24X Fi c he : 50-062, 84/05/17, 8406220105. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency 8c fire protection plans 


8406130090 Requests temporary exemption from 30-minute rated supi 
requirement of 10CFR50, App R. App R requires rated operating 
air supply of at least 30 minutes for self-contained 
breathing apparatus for use by fire brigade. 

SORENSEN, G. C. Washington Public Power Supply System. 84/06/0* 
SCHWENCER, A. Licensing Branch 2. Ip. 24911:218. 24X 

Fiche: 50-397, 84/06/06, 8406130090. 


8406250286 Forwards IE Insp Rept 50-397/84-09 on 840401-30. 

BISHOP, T. W. Region 5, Office of Director. 84/06/13. SORENSEf 
Washington Public Power Supply System. 2pp. 25118:194. 24X 

Fiche; 50-397, 84/06/13, 8406250286. 


— 8406250290 IE Insp Rept 50—397/84—09 on 840401— 30. None omp 1 ianci 
completeness of test p rocedures, containment access control 8< 
deviation from fire protection sys drawings. 

TOTH, A. D. , WAITE, R. S. , DODDS, R. T. Region 5, Office of Direcl 
84/05/30. 17pp. 25118:196. 24X Fiche: 50-397, 84/06/13, 8406; 


8406290192 Forwards IE Safeguards Insp Rept 50-397/84-14 on 8406C 
No noncompliance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/22. 
SORENSEN, G. C. Washington Public Power Supply System. Ip. 
25201:045. 24X Fiche: 50-397, 84/06/22, 8406290192. 


— 8406290203 IE Safeguards Insp Rept 50-397/S4-14 on 840606-07. Nt 
noncompliance noted. Major areas inspected: followup on 
noncompliance i tern, f ac i 1 i t y organization it operations, 
records it rep ts. Detai Is withheld (ref 10CFR2. 790). 

WIEDER , A. V. , NORDERHAUG, L. R. Region 5, Office of Director. 
84/06/22. Ip. 25201:046. 24X Fiche: 50-397, 84/06/22, 840629C 


8406290295 Forwards IE Safeguards Insp Rept 50-397/84-16 on 84061 
18. No violations noted. Major areas inspected : exam of 
physical protection activi ti es. Rep t withheld 
(ref 10CFR73. 21). 

SCHUSTER, M. D. Region 5, Office of Director. 84/06/25. 
SORENSEN, G. C. Washington Public Power Supply System. 2pp. 
25199:332, 24X Fiche: 50-397, 84/06/25. 8406290295. 


J. Insurance & indemnity information 


0406050259 Forwards Endorsement 16 to NELIA Policy NF-270 it Endor 
10 to MAELU Policy MF-110. 

ASHBURN, D. J. Marsh & McLennan, Inc. 84/06/01. SALTZMAN, J. D. 
Assistant Director for State 8t Licensee Relations. 3pp. 24841 


DOCKETED ITEMS 


Operating license stage documents k correspondence 


60702Q3 Retracts 840309 request for amend to License NPF-21 , chang ing 
ech Specs to delete requirement to verify isolation k 
nnunc iation on "high voltage abnormally low" during 
uarterly channel function surveillance test. 

ORENSEN, G. C. Washington Public Power Supply System. 84/05/30. 
CHWEWCER, A. Licensing Branch 2. Ip. 24742:362. 24X 

iche: 50-397, 84/05/30, 84060702S3. 


6130150 Advises that operable redundant seismic Category I 
nvironmentally qualified water chillers for control room 
VAC i n s ta 1 1 ed , sat i sf y i ng license condition. 

□RENSEN, G. C. Washington Public Power Supply System 84/05/31. 
CHWENCER/A. Licensing Branch 2. Ip. 24914:343. 24X 

iche: 50-397, 84/05/31, 8406130150. 


Inspection reports, IE Bulletins k correspondence 


6260000 Forwards IE Insp Rept 30-397/84-11 on 840402-06 k notice 
f violation. W/o notice of violation. 

ISHOP, T. W. Region 3, Office of Director. 84/05/22. SORENSEN, G. C. 
ash ing ton Public Power Supply System. 2pp. 25142:336. 24X 

iche: 30-397, 84/05/22, 8406260008. 


406260009 IE Insp Rept 50-397/84-11 on 840402-06. Violation noted: 
plant operation committee failed to review design changes. 
WILLETT, D. J. , KANQW, R. , POLICH, T. Region 5, Office of Director. 
84/03/16. 7pp. 25142.338. 24X Fiche: 50-397, 84/05/22, 8406260008. 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
eupons® (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness k Engineering 
eaponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
nc 1. 

ORDAN, E. L. Division of Emergency Preparedness k Engineering 
Bsponse (Post 830103). 84/05/30 Consolidated Edison Co. of New 

or Y i Inc. 122pp. 24879:342. 24X Fi che: 50-000, 84/05/30, 8405290383. 


6060280 Responds to Generic Ltr 84-11 re cracks in BWR stainless 
tee 1 p i p ing. Response addresses scope & schedule of planned 
nsp « qua 1 if icat ions of examiners, description of surveillance 
ethods & measures taken when cracks discovered. 

0REN8EN, O. C Washington Public Power Supply System. 84/05/30. 
ISENHUT, D. G. Division of Licensing. 12pp. 24657:096. 24X 

iche: 50-397, 84/05/30, 8406060280. 


6010423 IE Info Notice 84-41, "IOSCC in BWR Plants. " Svc list end. 
ORDAN, E. L. Division of Emergency Preparedness V. Engineering 
ssponsB (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050:244. 24X Fi c he : 50-000, 84/06/01 , 8406010423. 


6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. " Svc list end. 

ORDAN, E. L, Division of Emergency Preparedness k Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


6050350 IE Info Notice 84-43, "Storage * Handling of Opthalmic Beta 
adiation Applicators. " Svc list end. 

RACE, J. N Division of QA, Safeguards k Inspection Programs (Post 
30103), 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fiche : 50-000, 84/06/07, 8406050350. 


6060336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
ockbestos Cables." Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness k Engineering 
asponse (Post B30103), 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/OB, 8406060336. 

6090176 IE Info Notice 84-45, "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness k Engineering 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. •• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 840608 


8406250286 Forwards IE Insp Rept 50-397/84-09 on 840401-30. 

BISHOP, T. W. Region 5, Office of Director. 84/06/13. SORENSEN, 
Washington Public Power Supply System 2pp. 25118:194. 24X 

Fiche: 50-397, 84/06/13, 8406250286. 


8406250290 IE Insp Rept 50—397/84—09 on 840401— 30. Noncomp 1 iance 
completeness of test procedures, containment access control k 
deviation from fire protection sys drawings. 

TOTH, A. D. , WAITE, R . S. , DODDS, R.T. Region 5, Office of Directo 
84/05/30. 17pp. 25118:196. 24X Fiche: 50-397, 84/06/ 13, 840625 


8406260228 Forwards IE Insp Rept 50-397/84-12 on 840430-0504. No 
noncamp 1 iance noted. 

BISHOP, T. W. Region 5, Office of Director. 84/06/13. SORENSEN, 
Washington Public Power Supply System. Ip. 25149:254. 24X 

Fiche. 50-397, 84/06/13, 8406260228. 


-8406260241 IE Insp Rept 50-397/84-12 on 840430-0504. No violation 
deviations noted. Major areas inspected: safety sy s/component 
calibr k followup of previous insp open items, bul letins, 
circulars k TMI (NUREG-0737) activities. 

WILLETT, D. J. , DODDS, R. T. Region 5, Office of Director. 84/06 
4pp. 25149:255. 24X Fiche: 50-397, 84/06/13, 8406260228. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 840613 


8406180353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25536:043. 24X Fi c he : 50-000, 84/06/ 18. 840618 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 840618 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Pro 
for Transport Packages Pursuant to 10CFR50, App B. “ Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190 


8406290192 Forwards IE Safeguards Insp Rept 50-397/84-14 on 840606 
No noncompliance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/22. 
SORENSEN, G. C. Washington Public Power Supply System. Ip. 
25201:045. 24X Fiche: 50-397, 84/06/22, 8406290192. 


— 8406290203 IE Safeguards Insp Rept 50-397/84-14 on 840606-07. No 
noncompliance noted. Major areas inspected: followup on 
noncompliance item, f ac i 1 ity organization St operations, 
records St repts. Details withheld (ref 10CFR2. 790). 

W1EDER, A. V. , NORDERHAUG, L. R. Region 5, Office of Director. 
84/06/22. Ip. 25201:046. 24X Fiche: 50-397, 84/06/22, 84062901 


8406290301 Responds to NRC 840522 ltr re violations noted in IE In 
Rept 50-397/84-11. Corrective actions: Plant Mod Procedure 
PPM 1.4.1 revised, clarify ing instructions for implementing 
temp mod. 

MARTIN, J. D. Washington Public Power Supply System. 84/06/22. 
BISHOP, T. W. Region 5, Office of Director. 3pp. 25204:077. 2 A 

Fiche: 50-397, 84/06/22, 8406290301. 


8406290295 Forwards IE Safeguards Insp Rept 50-397/84-16 on 840612 
18. No violations noted. Major areas inspected : exam of 
physical protection activities. Rept withheld 
(ref 10CFR73. 21). 

SCHUSTER, M. D. Region 5, Office of Director. 84/06/25. 

SORENSEN, G. C. Washington Public Power Supply System. 2pp. 
25199:332. 24X Fiche: 50-397, 84/06/25, 8406290295. 
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DOCKETED ITEMS 


Reportable occurrences, LERs St related correspondence 


16190117 Part 21 Evaluation Rept 83-14 re insufficient standby svc 
jater sys flou. Initial ly reported on 830804. Sys pressure 
Irop calculations revised St sys chemically cleaned, 
simplified flou diagram end. 

>ATTI,F. J. Burns Sc Roe Co. 83/08/12. COLLINS, J. P. Region 4, 

Iff ice of Director. 4pp. 24981:032. 24X Fi c he : 50-397. 83/08/12. 

3406190117. 


16190262 Part 21 Rept 83-09 re dc cable voltage drops in excess of 
:riteria, improperly set dc motor starting resistors S: lack 
>f surge protection of dc motor shunt fields. Initially 
'eported on 830304. Cab 1 es to be retested St resistors reset. 

J ATTI,F. J. Burns & Roe Co. 83/08/12. COLLINS, J. P. Region 4, 

Jf f ice of Director. 11pp. 24989:227. 24X Fiche: 50-397, 83/08/12, 

3406190262. 


>6290246 Part 21 rept re incorrect orientation of solenoid operated 
:ontainment isolation valve. Initially reported on 831209. 

:aused by insufficient instructions. Des ign changes issued to 
:orrect orientation of deficient valves. 

:ONN, L G. Burns St Roe Co. 83/12/09. Director's Office, Office of 
Inspection and Enforcement. 3pp. 25196:233. 24X 

r iche: 50-397, 83/12/09, 8406290246. 


>6010313 Supplemental Part 21 rept re possible insulation damage to 
►lectrical cables mfg by Rockbestos Co. Initially reported on 
340511. Certain reels on production records not shipped or 
►hipped on non-Class IE purchase orders. 

.ITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
Jffice of Inspection and Enforcement. 5pp. 24756:349. 24X 

•iche: 50-000, 84/05/22. 8406010313. 


>6060233 LER 84-040-00: on 840510, during preventive maint on HPCS 
liesel generator pressure swi tch, contac ts miscounted on 
.nterlock relay St jumper installed, causing lockout. Note 
idded to calibr sheet. W/840531 ltr. 

IASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
34/05/31. 3pp. 24661:064. 24X Fi c he : 50-397, 84/05/31 , 8406060233. 


>6120238 LER 84-041-00: on 840509 St 19, s urve i 1 lane e performed on 
itandby diesel generators 2 1 1 u/o pre lub e/warmup. 

•espectively. Tech Specs will be changed to allow starting of 
liesel generator w/o prelube/warmup. W/840606 ltr. 

I ASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
14/06/06. 2pp. 24888:341. 24X Fiche; 50-397, 84/06/06, 8406120288. 


>6130029 LER 84-042-00: on 840517, reactor manually shut down due to 
oss of control of vessel water. Caused by malfunction of 
techanical linkage from servo control motor. Linkage 
‘epositioned St refastened. W/840608 ltr, 

►ASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
14/06/08. 3pp. 24915:115. 24X Fiche: 50-397, 84/06/08, 8406130029. 


>6200234 LER 84-044-00: on 840513, during power ascension te st, pressor e 
: luxuation in digital electro-hydraulic sys emergency trip 
eader caused reactor trip due to high pressure. Caused by 
mproper bypass reset solenoid valve seating. W/840612 ltr. 

IASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
14/06/12. 3pp. 25047:184. 24X Fiche: 50-397, 84/06/12, 8406200234. 


>6210237 LER 84-043-00: on 840519, during pressurization of monitor A, 
solation signal St load shedding logic initiated resulting 
n loss of control power to reactor feedwater level control 
ys. Caused by monitors B & D not reset. W/840614 ltr. 

.ASSAKATIS, L. D. , MARTIN, J A D. Washington Public Power Supply System. 
14/06/14. 3pp. 25057:358. 24X Fiche: 50-397, 84/06/14, 8406210237. 


>6210242 LER 84-045-00: on 840518, reactor high pressure trip occurred 
s result of main steam bypass valve closure due to low 
ydraulic fluid pressure, when main turbine manually tripped, 
lain steam bypass valves reopened. W/840614 ltr. 

ASSAKATIS, L D. , MARTIN, J. D. Washington Public Power Supply System. 
4/06/14. 3pp. 25058:001. 24X Fiche: 50-397, 84/06/14, 8406210242. 


6210360 LER 84-046-00: on 840522* control room emergency filtration 
nit automatically actuated. Caused by excessive electrical 
oise induced into radiation monitoring sys. Monitors & 
mergency filtration units reset. W/840614 ltr. 

ASSAKATIS, L. D. , MARTIN, J. D. Washington Public Power Supply System. 
4/06/14. 3pp. 25054:342. 24X Fiche: 50-397, 84/06/14, 8406210360. 


6210380 LER 84-047-00: on 840525, determined that previous design did 
at consider radiant heat from ad lacent fire zones nnscihlu 


8406280370 LER 84-049-00: on 840522, c on tr o 1 room emergency filtrati 
units spuriously actuated due to spike on associated 
radiation monitoring sys. Spike caused by starting of HVAC 
supply fan. Monitors & filtration units reset. W/840620 ltr. 

POWERS, C. K. , MARTIN, J. D. Washington Public Power Supply System. 
84/06/20. 3pp. 25193:125. 24X Fi c he : 50-397, 84/06/20, 840628037 


8406280346 LER 84-055-00: on 840528, s p ur i ous trip signal from RCIC 
supply high flow differential pressure switch isolated RCIC 
sys at no flow condition. Isolation signal reset & RCIC sys 
restored to svc. W/840622 ltr. 

POWERS. C. M. , MARTIN, J. D. Washington Public Power Supply System. 
84/06/21. 3pp. 25193:190. 24X Fi c h e : 50-397, 84/06/21 , 840628034 


8406280142 LER 84-052-00: on 840528, c ontro 1 room emergency filtrati 
unit actuated due to spike on outside air radiation 
monitors. Caused by closure of RCIC valve. Alarm reset S: noise 
suppression devices insta 1 1 ed . W/840622 ltr. 

POWERS, C. M. , MARTIN, J. D. Washington Public Power Supply System. 
84/06/22. 3pp. 25193:293. 24X Fi c he : 50-397, 84/06/22, 840628014 

8406230158 LER 84-051-00: on 840528, reactor scrammed on low level. C 
by operator error. Condensate filter demineralizer 
isolation resulted in loss of main feed p ump s . Reac tor scram 
procedure imp 1 emen ted . W/840622 ltr. 

POWERS, C.M., MARTIN, J. D. Washington Public Power Supply System. 
84/06/22. 3pp. 25193:258. 24X Fi c he : 50-397, 84/06/22, 84062801 5 

8406280173 LER 84-053-00: on 840528, c on tr o 1 room emergency filtrati 
unit actuated due to spike on outside air radiation 
monitors. Caused by closure of RCIC valve. Alarms reset St 
noise suppression devices instal 1 ed. W/840622 ltr. 

POWERS, C. K. , MARTIN, J. D. Washington Public Power Supply System. 
84/06/22 3pp. 25193:269. 24X Fi c he : 50-397, 84/06/22, 840628017 


8406280183 LER 84-050-00; on 840526, c ontr o 1 room emergency filtrati 
unit actuated due to spike on outside air radiation 
monitors. Caused by tripping of RCIC turb ine. Alarms reset. 
W/840622 ltr. 

POWERS, C. M. , MARTIN, J. D. Washington Public Power Supply System. 
84/06/22. 3pp. 25193:277. 24X Fi c he : 50-397, 84/06/22, 84Q62801E 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8406040066 Forwards addl info re equipment qual if ication program, p 
840321 request. Summary of radiation considerations for 
equipment qual if ication in mild/harsh environs also ere 1. 
ZIMMERMAN, S. R. Carolina Power St Light Co. 84/05/29. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 11pp. 24797:04 

24X Fiche: 50-400, 84/05/29, 8406040066. 


8406220093 Board Notification 84-104: d iscusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT , D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 6pp. 25159:272. 24X Fiche : 50-000, 84/06/20, 

8406220093. 


8406250216 Forwards application for amend to CPPR-158 to reflect 
cancellation of Unit 2. 

MCDUFFIE, M. A. Carolina Power St Light Co. 84/06/2 0. DENTON, H. F 
Office of Nuclear Reactor Regulation, Director. Ip. 25122:001. 
Fiche: 50-400, 84/06/20, 8406250216. 


--8406250221 Application for amend to CPPR-158 to reflect 
cancellation of Unit 2. SEC Form 10-K for FY83 end. 

* Carolina Power St Light Co. 84/06/20. 144pp. 25122:002. 

Fiche: 50-400, 84/06/20, 8406250216. 


E, NRC Safety Evaluation Report (SER), suppls 8< correspondence 


8406140212 Forwards addl info re functional capability of ASME Cla 
piping, in response to SER Open Item 3. 

ZIMMERMAN, S. R. Carolina Power St Light Co. 84/06/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 47pp. 24924: 1C 
24X Fiche: 50-400, 84/06/07, 8406140212. 


8406200042 Forwards Amend 14 to FSAR, incorporating info respondinj 
draft SER open items from listed NRC branches St changes 
resnondina to listed SER (NUREG-1039) confirmatoru items. 


DOCKETED ITEMS 


0361 Forwards addl info re SER Confirmatory Items 27 & 29 & 
>nsing Condition 4 re filter sludge drawings. polymer 
ing sys 8 ». processing filter s 1 ud g e, r esp ec t i ve 1 y . 

IERMAN, S. R. Carolina Power & Light Co. 84/06/15. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 9pp. 25054:306. 
Fiche: 50-400, 84/06/15, 8406210361 


i0195 Forwards addl info re periodic testing of instrument air 
ity in response to Auxiliary Sys Branch SER Open Item 7. 
IERMAN.S. R. Carolina Power & Light Co. 84/06/21. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 3pp. 25141:182. 
Fiche: 50-400, 84/06/21, 8406260195. 


urity, medical, emergency & fire protection plans 


0213 Forwards safe shutdown analysis summary, per 840511 meeting 
est for addl info. Info details fire area, safe shutdown 
ysis area, fire zones it plant location. 

ER, A. B. Carolina Power it Light Co. 84/06/12. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 51pp. 24949: 140. 

Fiche: 50-400, 84/06/12, 8406150213. 


udicatory correspondence 


'0142 Motion to require svc of all amends it changes to emergency 
on intervenor it motion to amend emergency planning 
enti ons. Certi f icate of Svc end. Related correspondence. 

,EMAN, W. Eddleman, W. DSB 685. 84/04/16. Atomic Safety and 

ns ing Board Panel. 2pp. 24117:271. 24X Fiche: 50-400, 84/04/16, 

•200142. 


0086 Forwards applicant 840525 motion for summary disposition of 
eman Contention 45 re water hammer. W/o end. Related 
esp ondence. 

EA, E. S. Carolina Power it Light Co. DSB 403. 84/05/29. 

eting St Services Branch. Ip. 24756:293. 24X 

e: 50-400, 84/05/29, 8406010086. 


0196 Affidavit of RG Ramirez in support of NRC response to 
icant motion for summary disposition of W Eddleman 
ention 132C(II) re operator obscure view of panels in 
control board.W/svc list. Related correspondence. 

REZ, R. G. Human Factors Engineering Branch. DSB 408. 84/05/30. 

24818:310. 24X Fi c h e : 50-400, 84/05/30, 8406050196. 


0331 Order establishing that evidentiary hearing on environ 
es will begin on 840614 in Raleigh, NC. Served on 840601. 

EY, J. L. Atomic Safety and Licensing Board Panel. DSB 427. 
'5/31. 2pp. 24802:344. 24X Fi c he : 50-400, 84/05/31 , 8406040331 . 


1 OG 68 Forwards prof qual i f icat ions of CA Willis it FW Young, 
vertently omitted from NRC 840529 response in support 
pplicant motion for summary disposition of Contention 
elated correspondence. 

ISCHILD, M. U. Hearing Branch 1. DSB 473. 84/06/01. KELLEY, J. L. , 

ENTER, J. H. , BRIGHT, G. 0. Atomic Safety and Licensing Board Panel. 
24661:032. 24X Fi ch e : 50-400, 84/06/01 , 8406060068. 


0136 Forwards prof qual i f ica tions of RL Ballard which should have 
i included w/840531 proposed testimony it exhibits for 
t Contention 11(c) & (e) it Eddleman 8 < f )( 1 ). Related 
esp ondence. 

H, C . A. Hearing Branch 1. DSB 474. 84/06/01. KELLEY, J. L. , 

ENTER, J. H. , BRIGHT, G. 0. Atomic Safety and Licensing Board Panel. 
24657:063. 24X Fi ch e : 50-400, 84/06/01, 8406060136. 


0507 OrdeT appointing H Foreman as technical interrogator & 
rmal ass is tant. Served on 840605. 

EY, J. L. Atomic Safety and Licensing Board Panel. DSB 453. 
'6/04. Office of the Executive Legal Director. 3pp. 
'8:357. 24 X Fiche : 50-400, 84/06/04, 8406050507. 


0433 Motion for expedited ruling on 840605 motion for 
rmination that joint interveners proposed testimony of 
'ohnson inadmissib le. Fundamental argument on relevance 
le. Related correspondenc e. 

ER, T. A. Carolina Pouer St Light Co. BAXTER, T. A. Shaw, Pittman, 
s & Trowbridge. DSB 491. 84/06/05. Atomic Safety and 

nsing Board Panel. 4pp. 24667:082. 24X Fiche: 50-400, 84/06/05, 

060433. 


060436 Motion for determination that joint intervenors proposed 


8406060437 Response supporting applicants 840516 motion for partial 
summary disposition on Joint Contention 7. Applicants 
demonstrated that no matl issues of fact ex i st. Related 
correspondence. 

MOORE, J. E. Hearing Branch 1. DSB 506. 84/06/05. Atomic Safe 

and Licensing Board Panel. 13pp. 24748:062. 24X 

Fiche: 50-400, 84/06/05, 8406060437. 


— 8406060439 Affidavit of JR Rajan, HF Conrad it PC Wu in support of 
NRC response to applicant motion for partial summary 
disposition of Joint Contention 7. Certificate of Svc encl. 
RAJAN, J. R. Mechanical Engineering Branch. CONRAD, H. F. Materi 
Engineering Branch. WU, P. C. Chemical Engineering Branch. 
84/05/31. 204pp. 24748:075. 24X F i c h e : 50-400, 84/06/05 , 

8406060437. 


8406110328 Response opposing applicant motion for summary dispositi 
on Contention 67 re lou level radwaste. Motion irrelevant 
since Southeast low level radwaste compact not yet 
approved. Re lated correspondence. 

EDDLEMAN, W. Eddleman, W. DSB 556. 84/06/05. Atomic Safety a 

Licensing Board Panel. 2 pp. 24866:332. 24X Fi c he: 50-400, 84/06/ 

8406110328. 


— 84061 10333 Statement of matl facts as to which there is no genuir 
issue re Eddleman Contention 67. 

* Eddleman, W. 84/06/05. Atomic Safety and Licensing Board 
Panel. 2pp. 24866:334. 24X Fiche. 50-400, 84/06/05, 84061 10328. 


— 8406110343 Withdrawal of Eddleman Contentions 85/86 & second moti 
to reinstate Contention 58<2d> re financial qualifications. 
EDDLEMAN, W. Eddleman, W. 84/06/05. Atomic Safety and Licer 
Board Panel. Ip. 24966:336. 24X Fiche: 50-400, 84/06/05, 

84061 10328. 


— 84061 10347 Response to applicant summary disposition on Contentic 
132< c ) (2) . Certificate of Svc it C Johnson App B encl. 

Related correspondence. 

EDDLEMAN, W. Eddleman, W. 84/06/05. Atomic Safety and Licer 

Board Panel. 15pp. 24866:337. 24X Fi ch e: 50-400, 84/06/05, 

8406110328. 


8406130308 Notice of change of address. Re lated correspondence. 

READ, D. F. Chapel Hill Anti-Nuclear Group Effort. DSB 608. 
84/06/11. Ip. 24919:277. 24X Fi c h e : 50-400, 84/06/ 1 1 , 8406 130308. 


— 8406130309 Response opposing applicant 840605 motions re proposec 
testimony of CJ Johnson. Charge that matl it evidence not 
relevant lacks basis. Cert if icate of Svc encl. Related 
correspond ence. 

READ, D. F. Joint Intervenors - Shearon Harris. READ, D. F. Chaf 
Hill Anti-Nuclear Group Effort. 84/06/11. Atomic Safety anc 
Licensing Board Panel. 5pp. 24919:278. 24X Fiche: 50-400, 

84/06/11, 8406130308. 


8406150116 Response supporting applicant 840605 motion for 
determination that Joint Intervenor proposed testimony of 
CJ Johnson inadmissible. Testimony irrel event. Related 
c orr esp ondence. 

MOORE, J. E. Hearing Branch 1. DSB 631. 84/06/11. 6 pp. 24942:: 

24X Fiche: 50-400, 84/06/ 1 1 , 84061501 16. 


8406140105 Notice of designation of H Foreman as alternate ASLB men 
Served on 840613. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 628. 
84/06/12, lp. 24927:346. 24X Fiche: 50-400, 84/06/12, 8406140105. 


— 8406140107 Notifies of appointment as alternate ASLB member for 
840614-20 hearing re health effects contentions. Served on 
840613. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. 84/06/1! 
FOREMAN, H. Atomic Safety and Licensing Board Panel. lp. 
24927:347. 24X Fiche: 50-400, 84/06/12, 8406140105. 


8406180439 Joint Intervenors response to motions for summary 
disposition on Joint Contention 7 (steam generators). Related 
c orr esp ondence. 

EDDLEMAN, W. Joint Intervenors - Shearon Harris. EDDLEMAN, W. 
Eddleman, W. DSB 702. 84/06/12. Atomic Safety and Licensing 

Board Panel. 2pp. 24978:188. 24X Fiche: 50-400, 84/06/12, 8406181 


8406180144 Further rulings on admissibility of Eddleman offsite 
emergency planning content ions. Served on 840615. 


►6180405 New Eddleman Contention 65-A re questionable structural 
ntegrity due to voids from out-of-spec s 1 ump , improper 
'ibration technique & inadequate strength of Harris 
ontainment concrete. 

[DDLEMAN, W. Eddleman, U. DSB 703. 84/06/14. Atomic Safety and 

.icensing Board Panel. 2pp 24978:122. 24X Fiche. 50-400, 84/06/14, 

1406180405. 


►6180433 Response opposing applicant motion for summary disposition 
m Eddleman Contention 65 re unacceptable documentation for 
oncrete placement of containment & base mat. Related 
orrespondence. 

:DDLEMAN, W. Eddleman, IJ. DSB 700. 84/06/14. Atomic Safety and 

.icensing Board Panel. 7pp. 24978:146. 24X Fiche: 50-400, 84/06/14. 

1406180433. 


1406180435 Affidavit of CC Stokes re adequacy of specs & procedures for 
concrete p laceaent. Cert if icate of Svc end. 

STOKES, C. C . Eddleman, W. 84/06/12. 12pp. 24978:153. 24X 

Fiche: 50-400, 84/06/14, 8406180433. 


'6180443 Response opposing summary disposition on Contention 
32(c)(2) re layout & design of control room cabinet fronts, 
pplicant blueprints do not allow for soph i s t i ca ted analysis 
er NUREG-0737, Rev 1. Related correspondence. 

DDLEMAN, W. Eddleman, U. DSB 699. 84/06/14. Atomic Safety and 

icensing Board Panel. 10pp. 24978:171. 24X Fich e: 50-400, 84/06/14, 

406180443. 


6220145 Response supporting applicant 840525 motion for summary 
isposition of Eddleman Contention 11, alleging that 
olyethylene uill be used as cable insulation & will become 
rittle. Related correspondence. 

ARTH, C.A. Hearing Branch l. DSB 800. 84/06/18. Atomic Safety 

nd Licensing Board Panel. 7pp. 25083:185. 24X 

iche: 50-400, 84/06/18, 8406220145. 


406220150 Affidavit of AS Masciantonio in support of NRC response 
to applicant 840525 motion for summary disposition of 
Eddleman Contention 1 1. Certificate of Svc end. 

MASC I ANTONIO, A. Equipment Qualification Branch. 84/06/11. 8pp. 

25083:192. 24X Fiche: 50-400, 84/06/18. 8406220145. 


6220218 Response opposing W Eddleman 840605 motion to reinstate 
ontention 58(2d) re financial qua 1 i ficat ions. Cert i fi ca te 
f Svc end. 

'NEILL, J. H. Carolina Power & Light Co. O'NEILL, J. H. Shaw, 
ittman, Potts 5k Trowbridge. DSB 778. 84/06/19. Atomic Safety 

nd Licensing Board Panel. 6pp. 25081:321. 24X 

iche: 50-400. 84/06/19, 8406220218. 


6290358 Cover ltr for documents supporting C Stokes 840614 affidavit 
n Eddleman 65 re defective concrete. Documents & Certificate 
f Svc end. Related correspondence. 

DDLEMAN, W. Eddleman, W. DSB 938. 84/06/26. 94pp. 25205:305. 

4X Fiche: 50-400, 84/06/26. 8406290358. 


Financial information 


6250216 Forwards application for amend to CPPR-158 to reflect 
ancellation of Unit 2. 

CDUFFIE, M. A. Carolina Power & Light Co. 84/06/20. DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. Ip. 25122:001. 24X 

iche: 50-400. 84/06/20, 8406250216. 


106250221 Application for amend to CPPR-158 to reflect 
cancellation of Unit 2. SEC Form 10-K for FY83 end. 

* Carolina Power & Light Co. 84/06/20. 144pp. 25122:002. 24X 

Fiche: 50-400, 84/06/20, 8406250216. 


Jtility Final Safety Analysis Report ( FSAR ) & amends 


bl80248 Forwards Amend 13 to FSAR, incorporating current 
'ganizational structure into Chapter 13. 

ITTER, A. B. Carolina Power Light Co. 84/06/12. DENTON, H. R. 
>fice of Nuclear Reactor Regulation, Director. 2pp. 24962: 144. 
)X Fiche: 50-400, 84/06/12, 8406180248. 


106180250 Amend 13 to FSAR. 

* Carolina Power 8c Light Co. 84/06/12. 175pp. 24962: 146. 24X 

Fiche: 50-400, 84/06/12, 8406 180248. 


>200042 Forwards Amend 14 to FSAR, incorporating info responding to 
‘aft SER open items from listed NRC branches 8< changes 
isponding to listed SER (NUREG-1039) confirmatory items. 

ITTER, A. B. Carolina Power 8t Light Co. 84/06/13. DENTON, H. R. 

•fic# of Nuclear Reactor Regulation, Director. 4pp. 25040:001. 

►X Fiche: 50-400, 84/06/13, 8406200042. 


— 8406200045 Amend 14 to FSAR 

* Carolina Power 8t Light Co. 84/06/13. 898pp. 25040: 005. 

Fiche: 50-400, 84/06/13, 8406200042. 


8406280457 Forwards affidavit of distribution of Amend 14 to FSAI 
840623. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 84/06/21. EISENHU 
Division of Licensing. 5pp. 25193:038. 24X Fi che : 50-400, 84/' 
8406280457. 


8406280458 Forwards affidavit of distribution of Amend 13 to FSAI 
840622. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 84/06/21. EISENHU 
Division of Licensing. 5pp. 25193:043. 24X Fi che : 50-400, 84/' 
8406280458. 


Q. Inspection reports, IE Bulletins & correspondence 


8406010001 Further response to FOIA request for documents re con 
flaws at facility. Forwards App A documents. Inf o partially 
withheld (ref FOIA Exemptions 6 & 7). App B documents 
entirely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/04/03. UADEN, ' 
News & Observer /Raleigh Times, Raleigh, NC. 17pp. 24766:001. 

Fiche: 50-400. 84/04/03, 8406010001. 


--8406010002 Comments on previous c onver sat i ons re const practic 
facility & investigation of concerns. IE Insp Rept 
50-400/80-10 end. W/o end. 

MARSH, R. J. Region 2, Atlanta, Office of the Director. 80/0' 
HOBBS, J. Western Wake Herald. Ip. 24766:019. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010003 Requests inquiry re allegations concerning falsific, 
hydrotests. Related info end. Info deleted. 

ALDERSON, C. E. Region 2, Office of Director. 82/09/30. VORI 
Region 2, Office of Director. 2pp. 24766:020. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


--84Q601Q0Q6 Delegates authority to administer oaths or affirmat 
Section 161C of Atomic Energy Act of 1954, re investigation 
of falsification of QC insp rec ords. Auth or i ty extends to all 
interviews conducted during investigation. 

O'REILLY, J. P. Region 2, Office of Director. 82/06/09. VORI 
Region 2, Office of Director. Ip. 24766:028. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010007 Forwards IE Investigation Rept 50-400/82-23 identifi 
discrepancies in hanger insp program. Discrepancies 
classified as Unresolved Item 82-23-01 . Ass ignment of 
inspector requested. W/o encl. 

ALDERSON, C. E. Region 2, Office of Director. 82/09/22. BLAI 
Region 2, Office of Director. Ip. 24766:029. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010008 Forwards FS Cantrell 781122 informal memo re CP hea- 
No further action indicated & detailed responses to 
questions clearly set forth FS Cantrell position. Related 
info encl. Info deleted. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
78/11/22. Region 2, Atlanta, Office of the Director. 19p' 
24766:030. 24X Fi ch e : 50-400, 84/04/03, 8406010001 . 


— 8406010009 Responds to topics discussed during 800321 telcon r 
entitled "Nuclear Power Workers Change Daniel Bldg A 
Bargain Basement Power Plant. " Related info encl. 

MARSH, R. J. Region 2, Atlanta, Office of the Director. BO/O' 
HOBBS, J. Western Wake Herald. 7pp. 24766:049. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010010 Forwards Rept of Inquiry 202-026 re alleged falsifi 
hydrostatic test results. Insp rept requested if insp 
conducted. 

ALDERSON, C. E. Region 2, Office of Director. 82/11/19. HER! 

Region 2, Office of Director. Ip. 24766:056. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010011 Forwards Rept of Inquiry 202-026 re falsification o 
hydrotest records. Info re insp requested. Info deleted. 

VORSF, J. Y. Region 2, Office of Director. 82/11/18. ALDERSI 
Region 2, Office of Director. 2pp. 24766:057. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010012 Forwards statement of general concerns Te allegatio 
concerning improper certification of workers. Investigative 
action not planned. 

PERNEY, C. D. Region 2, Atlanta, Office of the Director. 80/' 
RAUSCH, J. Region 2, Atlanta, Reactor Construction Eng inee' 
Support Branch. 2pp. 24766:059. 24X Fiche: 50— 400, 84/04/03 

8406010001 . 


£>010013 Responds to 791101 ltr re allegations concerning worker 
ual if ications. No further investigation planned due to leak 
f requested communication. Technical insp requested. Related 
nfo end. Info deleted. 

ARSH, R. J. Region 2* Atlanta. Office of the Director. 80/04/21. 
Affiliation Not Assigned. 3pp. 24766:061. 24X 

iche: 50-400. 84/04/03. 8406010001. 


6010014 Responds to 791101 ltr to Commissioner J Brooks from State 
f NC Dept of Labor re allegations concerning worker 
ualif ications. Concerns will be investigated. Info deleted. 

ARSH. R. U. Region 2, Atlanta. Office of the Director. 79/12/04. 
Affiliation Not Assigned. 3pp. 24766:064. 24X 

iche: 50-400. 84/04/03, 8406010001. 


6010015 Lists info re 791129 telcon w/C Jeffers re receipt of 
pitten allegations concerning improper certification of 
arkers. Investigation will be initiated if necessary. Related 
nfo encl. Info deleted. 

ARSH, R. J. Region 2, Atlanta. Office of the Director. 79/11/29. 
Region 2, Atlanta. Office of the Director. 2pp. 24766:067. 24X 

iche: 50-400,84/04/03. 8406010001. 


6010016 Summarizes activities conducted from 780912-1002 re 
negations concerning safety-related structures 8c 
:tivi ties. Allegations adequately identified, investigate d & 
✓aluated & action taken. Related info encl. Info deleted. 

RADLEY. R. D. Region 2. Atlanta. Reactor Construction 8c Engineering 
jpport Branch. 78/10/23. Region 2. Atlanta, Reactor 
instruction 8c Engineering Support Branch. 66pp. 24766:069. 24X 

iche: 50-400, 84/04/03, 8406010001. 


6010017 Forwards Statement of Concerns 2F035 re allegations 
sncerning const prac ti ces. Investi gation in i t iated. Re lat ed 
nfo encl. Info deleted. 

DRSE, J. Y. Enforcement 8< Investigation Staff. 81/08/12. 
Ffiliation Not Assigned. 5pp. 24766:135. 24X 

iche: 50-400, 84/04/03,8406010001. 


6010018 Discusses 810729 telcon w/alleger re improper const matls. 
ancerns will be addressed during Sept 1981 insp. W/o stated 
tatement of cone erns. Re lated info encl. Info deleted. 

DRSE, J. Y. Enforcement 8c Investigation Staff. 81/08/17. 

DNLON, T. Enforcement & Investigation Staff. 29pp. 24766:140. 

*X Fi Che: 50-400, 84/04/03, 8406010001. 


6010020 Discusses Feb 1981 conversation w/N Economos & 810402 
onversation w/author re allegations concerning inadequate 
- practices. Insp initiated. Statement of Concerns 2F017B 
r»cl. Info deleted. 

3RSE, J. Y. Enforcement 8c Investigation Staff. 81/06/10. 
Ffiliation Not Assigned. 2pp. 24766:169. 24X 

iche. 50-400, 84/04/03,8406010001. 


6010022 Discusses Feb 1981 conversation w/N Economos 8c 810406 8c 
506 conversations w/author re allegations of 
^adequate GC practices. Insp initiated. Statement of Concerns 
r 017A encl. Related info encl. Info deleted. 

3RSE, J. Y. Enforcement 8c Investigation Staff. 81/06/10. 
Ffiliation Not Assigned. 5pp. 24766: 171. 24X 

iche: 50-400. 84/04/03, 8406010001. 


6010024 Discusses 810610 conversation re worker allegations 
oncerning inadequate QC practices, inspector qual if i cat i ons 
handling of nonconformance repts. G Maxwell will address 
oncerns in encl Statement of Concerns 2F017A 8c B. W/o encl. 

3RSE, J. Y. Enforcement 8c Investigation Staff. 81/06/12. 

EWIS, R. C. Division of Resident 8< Reactor Project Inspection. Ip. 
24766:176. 24X Fiche: 50-400, 84/04/03, 8406010001. 


6010025 Discusses 810615 conversation re worker allegations 
oncerning inadequate QC practices, inspector qual if icat i ons 
handling of nonconformance repts. Inspector will address 
tatement of Concerns 2F017A. W/o encl. Related info encl. 

□RSE, J. Y. Enforcement 8c Investigation Staff. 81/06/19. HERDT, A. 
Enforcement 8c Investigation Staff. 2pp. 24766: 177. 24X 

iche: 50-400, 84/04/03, 8406010001. 


6010027 Informs that allegations re inadequate GC practices, 
nspector qualif ications 8c handling of nonconf ormance repts 
nvestigated. Results discussed within IE Insp Repts 
0-400/81-13,50-401/81-13,50-402/81-13 8c 50-403/81-13. 

LEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 

□RSE. J. Y. Enforcement 8c Investigation Staff. 2pp. 24766:179. 
4X Fiche: 50-400, 84/04/03, 8406010001. 


6010029 Discusses 810610 ltr re initiation of inquiry into 
negations concerning inadequate QC practices. Partial 
esults recorded in encl IE Insp Rept 50-400/81-13. W/o encl. 
nfo deleted. 

ORSE, J. Y. Enforcement 8c Investigation Staff. 81/09/25. 
ffiliation Not Assigned. Ip. 24766:181. 24X 

iche: 50-400,84/04/03, 8406010001. 


— 8406010033 Discusses 810610 ltr re initiation of inquiry into 
allegations concerning inadequate GC prac tices. Results 
recorded in encl Statement of Concerns 8c Findings 2F0117B. 
Info deleted. 

VORSE, J. Y. Enforcement 8c Investigation Staff. 81/09/25. 
Affiliation Not Assigned. 2pp. 24766:182. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010035 Informs that allegations re inadequate QC practices, 
inspector qualifications 8c handling of nonconformance repts 
investigated. Results within IE Insp Repts 50-400/81-13, 
50-401/81-13,50-402/81-13 Sc 50-403/81-13. Info deleted. 
KLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 
VORSE, J. Y. Enforcement & Investigation Staff. 2pp. 24766: IS- 
24 X Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010040 Discusses 810812 ltr re initiation of inquiry into 
allegations concerning const practices. Results discussed 
within encl IE Insp Rept 50-400/81-18. W/a rept. Related info 
encl. Info deleted. 

VORSE, J. Y. Enforcement 8c Investigation Staff. 81/12/07. 
Affiliation Not Assigned. 7pp. 24766: 186. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


-—8406010067 Discusses allegations re activities of QA personnel, r, 
during insp on 810218-20. Re lated info encl. Info deleted. 
ECONOMOS, N. Materials 8c Processes Section. 81/03/16. ALDERSI 

Enforcement 8c Investigation Staff. 58pp. 24766:193. 24X 

Fiche: 50-400, 84/04/03,8406010001. 


— 8406010069 Forwards results of reinsp of structural 8c piping wel 
insps conducted on 820119-22 8c 0223-26, per 820107 request. 
Related info encl. 

HERDT, A. R. Division of Engineering 8< Operational Programs. 
82/03/29. ALDERSON, C. E. Region 2, Office of Director. 6pp. 
24766:251. 24X Fic he : 50-400, 84/04/03, 8406010001 . 


— 8406010074 Requests reinsp of welds originally accepted by GC 
inspector, in view of allegations of improper welding insp 
practices. Related info encl. 

ALDERSON, C. E. Enforcement 8c Investigation Staff. 82/01/07. 
HERDT, A. Materials 8c Processes Section. 6pp. 24766:257. 24 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010078 Discusses 810622 anonymous telcon allegation re impro 
cadwelds. Statement of Concern 2F029 encl. Insp will be 
conducted in Sept 1981. Related info encl. Info deleted. 

HOWELL. J. C. Enforcement 8c Investigation Staff. 81/07/30. 
GIBSON, A. F. Engineering Inspection Branch. 8pp. 24766:263. 
Fiche: 50-400, 84/04/03, 0406010001. 


— 8406010088 Comments on 790815 discussion held during insp re 
allegations concerning mgt inattention to excessive 
discharge chute deflection 8c inadequate vibration around 
joints during concrete p lacement. Inf o deleted. 

BRADLEY, R. D. Region 2, Atlanta, Reactor Construction 8c Engine 
Support Branch. 79/08/22. MCGUIRE, D. R. Region 2, Atlanta, O 
of the Director. 2pp. 24766:271. 24X Fiche: 50-400, 84/04/03, 

8406010001. 


— 8406010095 Comments on 790821-24 investigation of allegation re 
deficient concrete operations. Fol lowup insp disclosed 
improper concrete placement cur ing. Results summarized in 
stated insp repts. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction 8c Enginee 
Support Branch. 79/09/12. ALDERSON, C. Region 2, Atlanta, Of 
of the Director. 2pp. 24766:273. 24X Fiche : 50-400, 84/04/03, 

8406010001. 


— 84060101 1 4 Comments on 790918-21 followup investigation of alleg 
re deficiencies in concrete operation procedures. 

None omp 1 iance in concrete curing noted. Results summarized 
in stated insp rep ts. Re lat ed info encl. Info deleted. 

HARRIS, U. R. Region 2, Atlanta, Reactor Construction 8c Enginee 
Support Branch. 79/10/18. Region 2, Atlanta, Office of the 
Director. 3pp. 24766:275. 24X Fiche: 50-400, 84/04/03, 8406010 


— 8406010123 Discusses 790824 8c 0921 telcons re allegations concer 
deficiencies in concrete operations. Results discussed in 
encl summary of IE Investigation Rept 50-400/79-19. Related 
info encl. Info deleted. 

HARRIS, J. R. Region 2. Atlanta, Office of the Director. 80/01 
Affiliation Not Assigned. • 25pp. 24766:278. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010127 Confirms 821201 telcon re inspector harrassment by 
reinforcing steel sup #r intendent. Related info encl. Info 
deleted. 

MAXWELL, G. F. Region 2, Office of Director. 82/12/02. 
ALDERSON, C. E. Region 2, Office of Director. 35pp. 24766:302 

24X Fiche: 50-400, 84/04/03, 8406010001. 


DOCKETED ITEMS 


i 


406010132 Discusses 811124 allegations re QA welding insps. Util will 
be cited for violation re failure to inspect quality stds 
required by AWS-D. 1. 1-1975 for new bridges. Related info 
end. Info deleted. 

MAXWELL* G. F. Region 2> Atlanta* Office of the Director. 81/12/04. 

BURGER* C. Region 2* Atlanta* Office of the Director. 114pp. 
24766:338. 24X pi c he : 50-400. 84/04/03* 8406010001 . 


406010136 Informs of defects of pipe hangers not repaired per review 
of weld data repts. Info will appear in supplemental response 
to NRC it applicant interrogator ies. Related info end. 

EDDLEMAN, W. Eddleman. W. 83/07/29. BARTH* C. Office of the 
Executive Legal Director. 2pp. 24767:089. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 

5230319 IE Info Notice 84-39* "Inadvertent Isolation of Containment 
pray Sys. “ Svc list end. 

ORDAN. E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork* Inc 124pp. 24861.201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66* Suppl 1* “Fatality at Argentine 
ritical Facility. * Svc list end. 

ORDAN* E. L. Division of Emergency Preparedness 4. Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork* Inc 127pp 24830:103. 24X Fiche: 50-000* 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40* “Emergency Worker Doses. " Svc list 
nc 1. 

ORDAN* E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24 X Fiche : 50-000. 84/05/30, 8405290383. 


6010423 IE Info Notice 84-41* “IOSCC in BWR Plants." Svc list end. 
ORDAN* E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork. Inc. 100pp. 25050:244. 24X Fiche: 50-000* 84/06/01, 8406010423. 


6050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
evalidation Insp Rept* " addressing over 76% of insp plan, 
er 840321 meeting & 840405 ltr. TDI diesel generators at 
atawba will provide reliable source of backup power. 

UCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
uclear Reactor Regulation. Director. 2pp. 24843:079. 24X 

iche: 50-000, 84/06/01. 8406050368. 


6210320 Suppls 840323 response to IE Bulletin 83-07, "Apparently 
raudulent Products Sold by Ray Miller* Inc. “ Program will be 
mplemented to reduce probability of accepting fraudulent or 
onconforming metis. 

UTTER* A. B. Carolina Power & Light Co. 84/06/01. 0 'REILLY* J. P. 

egion 2, Office of Director. 2pp. 25054:352. 24X 

iche: 50-000* 84/06/01* 8406210320. 


6050012 IE Info Notice 84-42* “Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. *' Svc list end. 

QRDAN* E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork* Inc. 120pp. 25050:124. 24X Fiche: 50-000* 84/06/05* 8406050012. 


6050350 IE Info Notice 84-43* "Storage it Handling of Opthalmic Beta 
adiation Applicators. ,l Svc list end. 

RACE* J. N. Division of QA* Safeguards it Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York* Inc. 

2pp. 25050: 032: 24X Fiche: 50-000. 84/06/07* 8406050350. 


6060336 IE Info Notice 84r44, "Environ Qualification Testing of 
Dckbestos Cab les. “ Svc list end. 

ORDAN* E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork* Inc, 120pp. 25049:273. 24X Fiche: 50-000* 84/06/08, 8406060336. 


6220036 Ack receipt of 840503 it 0601 Itrs informing NRC of steps 

aken to correct violations noted in IE Insp Rept 

3-400/84-10. 

ERRELLI* D„ M. Regions* Office of Director. 84/06/08. UTLEY, E. E. 
arolina Power & Light Co. Ip. 25127:046. 24X 

Lche: 50-400, 84/06/08* 8406220036. 


106220038 Responds to NRC 840406 ltr re viola^i-ons noted in IE Insp 
Rept 50-400/84-10. Corrective actions 2-elec tr i c a 1 terminators 
recertified* procedures revised & individuals responsible 
for painter certification records retrained. 

PARSONS* R. M. Carolina Power Sc Light Co, 84/06/01, 0 'REILLY* J. P. 

Region 2, Office of Director. 3pp. 25127:047. 24X 

Fiche: 50-400* 84/06/08* 8406220036. 


8406220042 Responds to NRC 840406 ltr re violations noted in IE ] 

Rept 50-400/84-10. Correct ive ac tions : electrical terminator 
recertified & individuals responsible for painter 
certification records retrained. 

PARSONS, R. M. Carolina Power & Light Co. 84/05/03. O'REILLY, v 
Region 2, Office of Director. 3pp. 25127:050. 24X 

Fiche: 50-400, 84/06/08, 8406220036. 


— 8406220046 Forwards IE Insp Rept 50-400/84-10 on 840220-0323 & n< 
of violation. 

VERRELLI, D. M. Region 2, Office of Director. 84/04/06. UTLEY* 
Carolina Power & Light Co. 2pp 25127:053. 24X 

Fiche: 50-400, 84/06/08, S406220036 


— 8406220049 Notice of violation from insp on 840220-0323. 

* Region 2, Office of Director. 84/04/06. Ip. 25127:055. < 

Fiche: 50-400, 84/06/08. 8406220036. 

— 8406220055 IE Insp Rept 50-400/84-10 on 840220-0323. Vio lat i on nol 
failure to follow procedures for filing certification 
records. 

MAXWELL, G. F. , PREVATTE, R. L. , BEMIS, P. Region 2, Office of 
Director. 84/04/06. 9pp. 25127:056. 24X Fiche: 50-400, B4/06, 

8406220036. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche : 50-000, 84/06/ 11* 840608< 


8406190118 Ack receipt of 840523 ltr informing NRC of steps taken i 
correct violations noted in IE Insp Rept 50—400/84—06. No 
violation of App B requirements occurred. Records will be 
amended. 

LEWIS, R. C. Region 2* Office of Director. 84/06/11. UTLEY, E. E. 
Carolina Power it Light Co. Ip. 24981:215. 24X 

Fiche: 50-400, 84/06/11* 8406190118. 


— 8406190120 Responds to NRC 840423 ltr re violations noted in IE : 
Rept 50-400/84-06. Corrective actions: insp of Bahnson air 
cleaning it handling units increased Ik structurally 
significant welds reinspected. 

PARSONS, R. K. Carolina Power 8 t Light Co. 84/05/23. O'REILLY,, 
Region 2, Office of Director. 9pp. 24981:216 . 24X 

Fiche: 50-400, 84/06/1 1 . 84061901 18. 


— 8406190124 Forwards IE Insp Rept 50-400/84-06 on 840206-10 it not: 
of violation. 

LEWIS, R. C. Division of Project it Resident Programs. 84/04/23, 
UTLEY, E. E. Carolina Power & Light Co. 2pp. 24981:227. 24X 

Fiche: 30-400, 84/06/11, 84061901 18. 


— 8406190123 Notice of violation from insp on 840206-10. 

* Region 2, Office of Director. 84/04/23. 2pp. 24981:225. 
Fiche. 50-400, 84/06/11, 8406190118. 


— 8406190129 IE Insp Rept 50-400/84-06 on 840206-10. Violations noti 
failure to ensure quality of air cleaning it air handling 
equipment supplied by Bahnson Co & failure to take 
corrective action re receipt insp. 

KLEINSORGE, W. P. Region 2, Office of Director. BLAKE, J. J. 
Division of Engineering it Operational Programs. 84/04/16. 7>| 

24981:229. 24X Fiche: 50-400, 84/06/1 1, 84061901 18. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:134. 24X Fiche: 30-000, 84/06/13, 840608* 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406132 


8406210327 Submits info re preservice/inservice insp program in 
response to M Hum questions. Rev to program plan will be 
submitted 3 months prior to fuel load. 

CUTTER, A. B. Carolina Power & Ligh t Co, 84/06/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, lp. 23054:300. 
Fiche: 50-400, 84/06/13, 8406210327. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svq list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 
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£>180360 IE Info Notice 84-49. "IGSCC Leading to Steam Generator Tube 
ailure. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness it Engineering 
asponse (Post 830103). 84/06/18. Consolidated Edison Co. of Neiu 

ark, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18. 8406180360. 


£>190327 IE Info Notice 84-50, "Clar if ication of Scope of GA Programs 

ar Transport Packages Pursuant to 10CFR50, App B. ’* Svc list 

ad. 

3RDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ark, Inc. 63pp. 25535:041. 24X Fiche: 50-000. 84/06/21, 8406190327. 


Reportable occurrences, LERs it related correspondence 


L310352 Part 21 rept re potential undetectable failure of test 
uitch in Westinghouse solid state protection sys. Minor 
Lring change finalized & being forwarded to affected 
Lants. Diagrams & list of affected plants end. 

MHE, E P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Lrector's Office, Office of Inspection and Enforcement. 5pp. 
2019:307. 24X Fiche: 50-000. 84/01/17, 8401310352. 


1240322 Forwards "Evaluation of Emergency Diesel Generator 
rankshafts at Shoreham it Grand Gulf Nuclear Power 
tations, " on behalf of TDI Diesel Generator Owners Group. 
JSELER.W. J. TDI (Transamer ica Delaval. Inc. ) Owners Group. 
;/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
irector. 2pp. 24182:236. 24X Fiche: 30-000, 84/04/20. 8404240322. 


£>190273 Final deficiency rept. Item 103 re main control board weld 
efects . Initial ly reported on 821014. Welds identified as 
issing or possibly needing repair repaired. 

ARSONS, R.M. Carolina Power 8t Light Co. 84/04/26. 0 'REILLY, J. P. 

eg ion 2, Office of Director. 4pp. 24986:358. 24X 

iche: 50-400, 84/04/26. 8406190273. 


3300097 Forwards cover ltrs transmitting evaluation of cylinder 
eads of TDI Series R-4 diesel engines it design review of 
Hiatt Model 90C turbocharger used on TDI diesel 
enerators. W/o enc Is. Related correspondence. 

? ITT, L. F. TDI (Transaoer ica Delaval, Inc. ) Owners Group. DSB 361. 
4/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

iche: 50-000, 84/05/17, 8405300097. 


3300109 Forwards cover ltr transmitting rept on investigation of 
ypes AF it AE piston skirts. W/o end. Related correspondence. 

RITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/03/17. 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

iche: 50-000, 84/05/17, 8405300109. 


406060299 Draft "Investigation of Types AF it AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 
115pp. 24668:206. 24X Fiche: 50-000, 84/05/17, 8405300109. 


6060004 Advises that TDI Owners Group 840516 ltr & rept, "Evaluation 
f Emergency Diesel Generator Crankshafts at Shoreham it 
rand Gulf Nuclear Power Stations" issued per commitments, 
istribution list end. 

RITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24662:001. 24X 

iche: 50-000, 84/05/17, 8406060004. 


3300116 Forwards rept on design review of connecting rods for TDI 
SRV-4 series diesel generator. W/o end. Related 
orresp ondence. 

RITT, L. F. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/05/18. 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

iche: 50-000, 84/05/18, 8405300116. 


406060306 Draft "Design Review of Connecting^ Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


6110211 Addendum 1 to final deficiency St Part 21 repts. Item 117 re 
elding defects on Class IE 6.9 kV circuit breakers, 
nitially reported on 840329. Items received will be 
nspected by site QA. 

ARSONS, R.M. Carolina Power it Light Co. 84/05/22. O'REILLY, J. P. 
eg ion 2, Office of Director. 2pp. 24871:285. 24X 

iche: 50-400, 84/05/22, 8406110211. 


8406110266 Third interim deficiency rept, Item 110 re potential de-i 
in TDI piston skirt castings. Initially reported on 821216. 
Skirts to be removed it sent to vendor for test. Also 
reportable per Part 21. Next rept to be submitted by 841218. 
PARSONS, R.M. Carolina Power i. Light Co. 84/05/24. O'REILLY, J. 
Region 2. Office of Director. 4pp. 24871:001. 24X 

Fiche: 50-400. 84/05/24, 8406110266. 


8406110279 Fourth interim deficiency & Part 21 rept, Item 111 re s« 
qualification test failure of starting air check valves for 
TDI emergency diesel engine generator sets. Ini tial ly 
reported on 821223. Final rept expected by 840620. 

PARSONS, R. M. Carolina Power & Light Co. 84/05/24. O'REILLY, J. 
Region 2, Office of Director. 4pp. 24870:253. 24X 

Fiche: 50-400, 84/05/24, 8406110279. 


8406110337 Fifth interim deficiency rept, Item 101 re defective TD3 
governor drive coupling. Initially reported on 820909. 

Isoprene element of governor drive will be rep laced. Final 
rept expected by 841120. Also reportable per Part 21. 

PARSONS, R.M. Carolina Power it Light Co. 84/05/24. O'REILLY.J. 
Region 2, Office of Director. 4pp. 24866:323. 24X 

Fiche: 50-400, 84/05/24, 8406110337. 


8406110317 Interim deficiency rept. Item 172 re potential clogging 
containment sumps due to failure of polyurethane coating on 
flexible conduit for mercury instrument racks. Item not 
reportable per 10CFR50. 55(e) it 10CFR21. 

CHI ANGI , N. J. Carolina Power it Light Co. 84/05/29. O'REILLY, J. 
Region 2, Office of Director. Ip. 24866:359. 24X 

Fiche: 50-400, 84/05/29, 8406110317. 


8406110305 Interim deficiency it Part 21 repts, Item 157 re GH Bett: 
operators on Ruskin-supp lied HVAC dampers. GH Bettis making 
available repair kits that contain recommended lubricant & 
replacement seals. Final rept by 841231. 

PARSONS, R.M. Carolina Power & Light Co. 84/05/31. O'REILLY.J. 
Region 2, Office of Director. 5pp. 24870:314. 24X 

Fiche: 50-400, 84/05/31. 8406110305. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf, " “Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" it 
"Investigation of Types AF 8t AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 8406110312. 


8406050364 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790) , per TDI 
Diesel Generator Owners Group 840323 application. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2| 
24845:213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


8406110267 Third interim deficiency rept, Item 92 re bolted structi 
connections w/excessive gaps it ASTM A325 nuts on ASTM A490 
b olts, Initially reported 820702. Procedures revised & rework 
program underway. Next rept to be submitted by 850101. 

PARSONS, R.M. Carolina Power & Light Co. 84/06/01. O'REILLY.J. 
Region 2, Office of Director. 4pp. 24871:006. 24X 

Fiche: 50-400, 84/06/01, 8406110267. 


8406110272 Third interim deficiency rept, Item 112 re defects in bi 
structural connections. Initially reported on 821229. Insp i 
craft personnel received addl training in insp it erection of 
structural steel. Final rept by 850105. 

PARSONS, R.M. Carolina Power i Light Co. 84/06/01. O'REILLY.J. 
Region 2, Office of Director. 4pp. 24871:016. 24X 

Fiche: 50-400, 84/06/01, 8406110272. 


8406110309 Interim deficiency rept. Item 102 re grease in friction- 
structural connections. Initially reported on 820915. 

Completion of corrective action it submittal of final rept 
expected by 850101. 

PARSONS, R.M. Carolina Power * Light Co. 84/06/01. O'REILLY.J. 
Region 2, Office of Director. 4pp. 24870:331. 24X 

Fiche: 50-400,84/06/01, 8406110309. 


8406120241 Interim deficiency rept, Item 80 re pressure sensing 1 ii 
starting air sys for emergency standby diesel generator 
sets. Interim rept (NRC-212) incorrectly dtd 830418 rather 
than 840418. 

PARSONS, R. M. Carolina Power & Light Co. 84/06/01. O'REILLY.J 

D J 9 nit,.. n< -In 9MOA. API OAV 
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,030174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
,dule Control Wiring tc Termination Qualification Review for 
H Diesel Generators." 

Y, C L TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/05. 
NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
858: 160. 24X Fiche: 30-000, 84/06/05, 8406080174. 


8406230167 Interim deficiency rept, Item 175 re failure of Hub, Inc 
seismic Class I bolts to meet hardness requirements 
Initially reported on 840517. Bolts returned for heat 
treatment. Final rept by 840726. Also reportable per Part 21. 
PARSONS, R. M. Carolina Power & Light Co. 84/06/14. O'REILLY, J. 
Region 2, Office of Director. 3pp. 25193:266. 24X 

Fiche: 50-400, 84/06/14, 8406280167. 


>150114 Forwards "Proposed Torsional & Lateral Critical Speed 
lalysis, " -Field Test of Emergency Diesel Generator 103 
■13x13 Crankshaft" & table of torsional loading due to 
'essurfi <dt 100% Io3d. 

[ITT. L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
faring Branch 3. 5pP- 24949:216. 

1-06150114. 


24X Fiche: 50-000, 84/06/07, 


8406280185 Final deficiency rept, Item 174 re questionable startinj 
natl in G&W Bonney Forge stainless steel o lets. Ini tia 1 1 y 
reported on 840515. Twelve olets returned to Hub, Inc. Also 
reported per Part 21. 

PARSONS, R. M. Carolina Power & Light Co. 84/06/14. O'REILLY, J. 
Region 2, Office of Director. 4pp. 25193:281. 24X 

Fiche: 50-400, 84/06/14, 8406280185. 


(•06 1 50 1 33 “Proposed Torsional & Lateral Critical Speed Analy s i s: Eng ine 
Numbers 74010/12 Delaval-Enterprise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. “ 

YANG, R. Transamerica Delaval, Inc. 83/08/22. Qpp. 24949:221. 

24X Fiche: 50-000.84/06/07, 8406150114. 

>130043 Board Notification 84-113: forwards TDI Diesel Generator 
mers Group repts for review. 

SENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
►mmissioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 

106130043. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochari 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06, 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2] 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


— 8406250323 "Design Review of Elliott Model 65G Turbocharger Usei 
DSRV-12-4 %>. DSRV-2C-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA— 84— 6— 56. 84/06/30. 55| 

25118:003. 24X Fi c h e: 50-000, 84/06/ 1 5, 8406250313 


>150227 Forwards calculations of plug weld end connec t ion s, f r ic t ion 
>lded pushrod & preexisting longitudinal flaws on diesel 
rel injection line tubing, per commitment. Svc list end. 

[ITT, L F Long Island Lighting Co. 84/06/11. BORDENICK. B. M. 
faring’ Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

106150227. 


8406250333 Forwards “Suppl to Emergency Diesel Generator Auxilian 
Module Control Wiring & Termination Qual i f ication Rept. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 1' 
25119:209. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406250333. 


1-06150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/04. 

BERLINGER. C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fi c h e : 50-000, 84/06/ 1 1 , 

8406150227. 


106150259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi che : 50-000, 84/06/1 1 , 84061 50227. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine D 
Jacket Water Pump Design Review. " 

RAY, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:001. 24 X Fi c h e : 50-000, 84/06/ 1 5, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven J 
Water Pump Design Review. " 

* Stone Webster Engineering Corp, 84/06/30. 34pp. 25115 

24X Fiche: 50-000, 84/06/15, 8406250335. 


,06150265 "Fatigue Performance Evaluation of Friction Welded Pushrod." 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi c he : 50-000, 84/06/1 1 , 84061 50227. 


>200469 Notification of 840615 meeting w/TDI Owners Group in 
iding River, NY to discuss open issues remaining on 
ireaded fastener repts prepared by S&W. 

:LLER, K. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 

.vision of Licensing. 3pp. 25069:024. 24X Fiche : 50— 000, 84/06/ 1 1 > 

106200469. 


>150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
fdule Control Wiring & Termination Qualification Review for 
>1 Diesel Generators. " 

(Y, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/13. 
•NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
>954:268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


8406250343 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Midland fc San Onofre Nuclear Generating 
Stations. " 

RAY, C.L. TDI (Transamerica Delaval. Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-L 
D5R-48 Emergency Diesel Generators. “ 

RAY, C.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


— 8406250349 “Design Revieu of Connecting Rods of TDI In-Line DSR 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84— 3— 13. 84/06/30. 48 

25115:240. 24X Fiche: 50-000, 84/06/18, 8406250299. 


>180408 PNO-1 1-84-035: on 840611, pol ice arrested one person near 
:te, confiscating cocaine. Nine licensee $: contractor 
>rsonnel also implicated. Licensee plans reinsp of work done 
I affected personnel. 

•ISE, S. , VERRELLI, D. Region 2, Office of Director. 84/06/13. 2pp. 
>4967:116. 24X Fiche: 50-400, 84/06/13, 8406180408. 


>230041 Notification of 840622 meeting w/TDI Owners Group in 
ilo Alto,CA to discuss open issues on FaAA component design 
jpts. 

[LLER.M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 

[vision of Licensing. 3pp, 25128:256. 24X Fiche: 50-000, 84/06/14, 

1-06230041. 


8406280459 Sixth interim deficiency rept, Item 80 re pressure sens 
line in starting air sys for TDI emergency standby diesel 
generator sets. Initially reported on 820419. Also reported by 
TDI per 10CFR21. 

PARSONS, R. M. Carolina Power 8; Light Co. 84/06/18. O'REILLY, J 
Region 2, Office of Director. 4pp. 25193:048. 24X 

Fiche: 50-400, 84/06/18, 8406280459. 


8406260351 Forwards "Design Review of Connecting Rod Bearing Shel 
TDI Enterprise Engines." 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 2 
25154:127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


>250339 Forwards "Influence of Thermal Distortion on Fatigue 
irformance of AF Sc AE Piston SkiTts. " 

W, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/14. 
DNTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5115:112. 24X Fiche: 50-000, 84/06/14, 8406250339. 


-8406260363 "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. " 

Failure Analysis Associates. FAAA-B4-3-1. 84/03/12. 51p 

25154:130. 24X Fiche: 50-000, 84/06/22, 8406260351. 
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ing transcripts on non-antitrust matters 


0222 Prefiled test imony in ltr form of C Johnson re effects of 
sure to ionizing radiati on. Certi f icate of Svc end. 
ted correspondence. 

Son. C. Affiliation Not Assigned. DSB 443. 84/05/30. 17pp. 

O: 236. 24X Fiche: 50-400. 84/05/30. 8406050222. 


0313 Forwards testimonies of LD Hamilton on W Eddleman 
entions 8FCD.JJ liauro & SA Schaffer on Joint Contention 
) re fly ash & JJ flauro & SF Marschke on Joint 
ention r I ( c ). Related correspondence. 

ER, T. A. Shaw. Pittman. Potts & Trowbridge. BAXTER. T. A. 
lina Power h Light Co. DSB 436. 84/05/31. KELLEY. J. L. . 

HT, G. 0. , CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 
P- 24803:045. 24X Fich e: 50-400, 84/05/31, 8406040313. 


04-0316 Testimony of LD Hamilton on W Eddleman Contention 8F(l)re 
hie S-3 coal particulates. Related correspondence. 

MILTON, L. D. Brookhaven National Laboratory. 84/05/31. 26pp. 

803:047. 24X Fiche: 50-400, 84/05/31 , 8406040313. 


04-0320 Testimony of JJ Mauro & SA Schaffer on Joint Contention 
(e) re fly ash. Related correspondence. 

URO, J. J. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
HAFFER.S A. Envirosphere Co. 84/05/31. 35pp. 24803:073. 24X 

che: 50-400, 84/05/31, 8406040313. 


040324 Testimony of JJ Mauro & SF Marschke on Joint Contention 
(c) re radiological dose calculations. Certificate of Svc 
cl. Related correspondence. 

URO, J. J. Ebasco Services, Inc. (subs, of Enserch Corp. ). 

RSCHKE, S. F. Envirosphere Co. 84/05/31. 47pp. 24803:108. 24X 

Che: 50-400, 84/05/31, 8406040313. 


0039 Forwards testimony of EF Branagan re Joint Contentions 11(c) 
(e) & testimony of LJ Habegger.AH Ozkaynak 8c RL Ballard 
ddleman Contention 8F(1) re health effects of coal 
iculates at Table S-3 1 evel. Related correspondenc e. 

E, J. E. Hearing Branch 1. DSB 550. 84/05/31. KELLEY, J. L. , 

HT, G. 0. , CARPENTER , J. H. Atomic Safety and Licensing Board Panel. 

24872:140. 24X Fiche: 50-400, 84/05/31, 8406110039. 


110040 Testimony of EF Branagan re Joint Contention 11(c). 
lated correspondence. 

ANAGAN, E. F. Radiological Assessment Branch. 84/05/31. 12pp. 

872:142. 24X Fich e: 50-400, 84/05/31, 84061 10039. 


110044 Testimony of EF Branagan re Joint Contention 1 1 (e ). Related 
rr espond ence. 

ANAGAN, E. F. Radiological Assessment Branch. 84/05/31. 7pp. 
072:154. 24X Fiche: 50-400, 84/05/31, 8406110039. 


110048 Testimony of LJ Habegger.AH Ozkaynak 8c RL Ballard on 
dleman Contention BF(1) re health effects of coal 
•rticulates at Table S-3 level. Related correspondence. 

BEGGER, L. J. Argonne National Laboratory. OZKAYNAK, A. H. Harvard 
iv. , Cambridge, MA. BALLARD, R. L. Environmental 8c Hydrologic 
gineering Branch. 84/05/31. 788pp. 24872:161. 24X 

che: 50-400, 84/05/31 , 84061 10039. 


0007 Transcript of 840612 hearing in Bethesda, MD. Pp 1, 109-1,127. 
■tomic Safety and Licensing Board Panel. 84/06/12. 20pp. 

5:134. 24X Fi c he : 50-400, 84/06/12, 8406140007. 


0396 Transcript of 840614 hearing in Raleigh, NC. Pp 1,109-1,367. 
orting documentation end. 

tomic Safety and Licensing Board Panel, 84/06/14. 285pp. 

5: 268. 24 X Fiche : 50-400, 84/06/14, 8406190396. 


0259 Transcript of 840615 hearing in Raleigh, NC. Pp 1,368-1,594. 
orting documentation end, 

tomic Safety and Licensing Board Panel. 04/06/15. 280pp. 

7:004. 24X Fiche: 50-400, 84/06/15, 8406190259. 


0139 Transcript of 840618 bearing in Raleigh* NC. Pp 1, 595-1, 860A. 
orting documentation end. 

, tomic Safety and Licensing BoaTd Pa»nel. 84/06/18. 304pp. 

A: 070. 24 X Fiche: 50-400, 84/06/18, 8406250139. 


0105 Transcript of 840619 hearing in Raleigh, NC. Pp 1,861-2,163. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wat 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20,8406220259. 


8406290299 Transcript of 840622 meeting between NRC & consultants % 
Owners Group & consultants in Palo Alto, CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


V. Operator Examinations 


8406120226 Forwards “Licensed Operator Req.ua 1 i f i cat ion Program." 
ZIMMERMAN, S. R. Carolina Power & Light Co. 84/06/01, DENTON, H. F 
Office of Nuclear Reactor Regulation, Director. Ip. 24890:085. 
Fiche: 50-400, 84/06/01, 8406120226. 


— 8406120233 Rev O, Vol I to TI-200, "Licensed Operator Requalificat 
Program. " 

■# Carolina Power & Light Co. 84/05/10. 40pp. 24890:086. 24 

Fiche: 50-400, 84/06/01, 8406120226. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A, Application/construction stage documents St correspondence 


S406220093 Board Notification 84-104: d iscusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 6pp. 25159:272. 24X Fiche : 50-000, 84/06/20, 

8406220093. 


G. Adjudicatory correspondence 


8406010086 Forwards applicant 840525 motion for summary dispositi 
Eddleman Contention 45 re water hammer. W/o end. Related 
corresp ondence. 

MCCREA, E. S. Carolina Power St Light Co. DSB 403. 84/05/29. 

Docketing St Services Branch. Ip. 24756:293. 24X 

Fiche: 50-400, S4/05/29, 0406010086. 


8406050196 Affidavit of RG Ramirez in support of NRC response to 
applicant motion for summary disposition of W Eddleman 
Contention 132C(II> re operator obscure view of panels in 
main control board. W/svc list. Related correspondence. 

RAMIREZ, R. G. Human Factors Engineering Branch. DSB 408. 84/05/ 

7pp. 24818:310. 24X Fiche: 50-400, 84/05/30, 8406050196. 


8406040331 Order establishing that evidentiary hearing on environ 
issues will begin on 840614 in Ral e i gh , NC. Served on 840601. 
KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 427. 
84/05/31. 2pp. 24802: 34 4. 24X Fiche: 50-400, 84/05/31, 8406040331 


8406060068 Forwards prof qual i f i cati ons of CA Willis & FW Young, 
inadvertently omitted from NRC 840529 response in support 
of applicant motion for summary disposition of Contention 
67. Related correspondence. 

ROTHSCHILD, K. u. Hearing Branch 1. DSB 473. 84/06/01. KELLEY, n 

CARPENTER, J. H. , BRIGHT, G. 0. Atomic Safety and Licensing Board Pi 
5pp. 24661:032. 24X Fiche: 50-400, 84/06/01, 8406060068. 


8406060136 Forwards prof qualifications of RL Ballard which should 
been included w/840531 proposed testimony & exhibits for 
Joint Contention 11(c) & (e) & Eddleman 8(f )( 1 ). Related 
corresp ondence. 

BARTH, C. A. Hearing Branch 1. DSB 474. 84/06/01. KELLEY, J. L. , 

CARPENTER, J. H. , BRIGHT, G. 0. Atomic Safety and Licensing Board P, 
4pp. 24657:063. 24X Fiche: 50-400, 84/06/01, 8406060136. 


8406050507 Order appointing H Foreman as technical interrogator & 
informal ass istant. Served on 840605. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 453. 

84/06/04. Office of the Executive Legal Director. 3pp. 

24808:357. 24X Fiche: 50-400, 84/06/04. 8406050507. 


8406060433 Motion for expedited ruling on 840605 motion for 


DOCKETED ITEMS 


06060436 Motion for determination that joint intervenors proposed 
testimony of CJ Johnson inadmissib le. Unprof essional 
statements reflect ignorance or attempt to incite fear. 
Certificate of Svc end. Related correspondence. 

BAXTER. T. A. Carolina Power Sc Light Co. BAXTER, T. A. Shaw. 
Pittman. Potts & Troubridge. 84/06/05. Atomic Safety and 
Licensing Board Panel 17pp. 24667:085. 24X 

Fiche: 50-400. 84/06/05. 8406060433. 


>060437 Response supporting applicants 840516 motion for partial 
immary disposition on Joint Contention 7. Applicants 
imonstrated that no matl issues of fact exist. Related 
irrespondence. 

JORE, J. E. Hearing Branch 1. DSB 506 . 84/06/05. Atomic Safety 

id Licensing Board Panel. 13pp. 24748:062. 24X 

che: 50-400. 84/06/05. 8406060437. 


Q. 


Inspection reports. IE Bulletins 


& correspondence 


8406010001 Further response to FOIA request for documents re const 
flaws at facility. Forwards App A documents . Inf o partially 
withheld (ref FOIA Exemptions 6 Sc 7). App B documents 
entirely withheld (ref FOIA Exemption 7). 

FELTON. J. M. Division of Rules and Records. 84/04/03. VADEN, T. 

News & Ob server /Ra 1 e i g h Times. Raleigh. NC. 17pp. 24766.001. 2 

Fiche: 50-400. 84/04/03. 8406010001. 


— 8406010003 Requests inquiry re allegations concerning falsificati 
hydrotests. Related info end. Info deleted. 

ALDERSON, C. E. Region 2. Office of Director. 82/09/30. VORSE, 
Region 2. Office of Director. 2pp. 24766: 020. 24X 

Fiche. 50-400, 84/04/03, 8406010001. 


(■0606043? Affidavit of JR Rajan, HF Conrad fc PC Wu in support of 
NRC response to applicant motion for partial summary 
disposition of Joint Contention /.Certificate of Svc end. 

RAJAN, J. R. Mechanical Engineering Branch. CONRAD, H. F. Materials 
Engineering Branch. WU, P. C. Chemical Engineering Branch. 

84/05/31. 204pp. 24748:075. 24X Fi ch e : 50-400, 84/06/05, 

8406060437. 


8406010006 Delegates authority to administer oaths or affirmation 

Section 161C of Atomic Energy Act of 1954, re investigation 
of falsif ication of QC insp records. Author ity extends to all 
interviews conducted during investigation. 

O'REILLY, J. P. Region 2, Office of Director. 82/06/09. VORSE, 
Region 2. Office of Director. Ip. 

Fiche: 50-400, 84/04/03, 8406010001. 


24766:028. 24 X 


>130308 Notice of change of address. Re lated correspondence. 

:AD, D. F. Chapel Hill Anti-Nuclear Group Effort. DSB 60S. 

IV 06/11. Ip. 24919:277. 24X Fiche: 50-400, 84/06/11 , 8406 130308. 


1-06130309 Response opposing r.pplicant 840605 motions re proposed 
testimony of CJ Johnson. Charge that matl & evidence not 
relevant lacks basis. Certificate of Svc end. Related 
correspondence. 

READ, D. F. Joint Intervenors - Shearon Harris. READ, D. F. Chapel 
Hill Anti-Nuclear Group Effort. 84/06/11. Atomic Safety and 
Licensing Board Panel. 5pp. 24919:278. 24X Fic he : 50-400, 

84/06/11, 8406130308. 


>150116 Response supporting applicant 840605 motion for 
itermination that Joint Intervenor proposed testimony of 
J Johnson inadmissible. Testimony irrelevant. Re lated 
irrespondence. 

)ORE, J.E. Hearing Branch 1. DSB 631. 84/06/11. 6pp. 24942:305. 

►X Fiche: 50-400, 84/06/11, 8406150116. 


>140105 Notice of designation of H Foreman as alternate ASLB member, 
srved on 840613. 

UTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 628. 
1/06/12. Ip. 24927:346. 24X Fi c he: 50-400, 84/06/ 12, 8406 1 40105. 


106140107 Notifies of appointment as alternate ASLB member for 
840614-20 hearing re health effects contentions. Serve d on 
840613. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. 84/06/12. 
FOREMAN, H. Atomic Safety and Licensing Board Panel. Ip. 
24927:347. 24X Fiche: 50-400, 84 / 06 / 12 , 8406140105. 


>180144 Further rulings on admissibility of Eddleman offsite 
nergency planning contentions. Served on 840615. 

ILLY, J. L. , CARPENTER, J. H. , BRIGHT, G. 0. Atomic Safety and Licensing 
jard Panel. DSB 685. 84/06/14. 35pp. 24968:014. 24X 

Lche: 50-400, 84/06/14, 8406180144. 


S>220145 Response supporting applicant 840525 motion for summary 
Lsposition of Eddleman Contention 11, alleging that 
)lyethylene will be used as cable insulation & will become 
'ittle. Related correspondence. 

\RTH, C. A, Hearing Branch 1. DSB 800. 84/06/18. Atomic Safety 

id Licensing Board Panel. 7pp. 25083:185. 24X 

Lche: 50-400, 84/06/18, 8406220145. 


106220150 Affidavit of AS Masciantonio in support of NRC response 
to applicant 840525 motion for summary disposition of 
Eddleman Contention 1 1. Certi f icate of Svc end. 

MASCIANTONIO, A. Equipment Qualif ication Branch. 84/06/11. 8pp. 
25083:192. 24X Fiche: 50-400, 84/06/18, 8406220145. 


>220218 Response opposing U Eddleman 840605 motion to reinstate 
intention S8(2d> re financial qualif ications. Certificate 
s Svc end. 

'NEILL, J.H. Carolina Power & Light Co. O'NEILL, J. H. Shaw, 
tttman, Potts & Trowbridge. DSB 778. 84/06/19. Atomic Safety 

id Licensing Board Panel. 6pp. 25081:321 24X 

iche: 50-400, 84/06/19, 8406220218. 


3406010008 Forwards FS Cantrell 781122 informal memo re CP hearin 

No further action indicated & detailed responses to 
questions clearly set forth FS Cantrell pos i tion. Related 
info end- Info deleted. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
78/11/22. Region 2, Atlanta, Office of the Director. 19pp. 
24766:030. 24X Fi ch e : 50-400, 84/04/03, 840601 0001 . 


— 8406010009 Responds to topics discussed during 800321 telcon re a 
entitled "Nuclear Pouer Workers Change Daniel Bldg A 
Bargain Basement Power Plant." Related info end. 

MARSH, R. J. Region 2, Atlanta, Office of the Director. 80/04/C 
HOBBS, J. Western Wake Herald. 7pp. 24766:049. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010010 Forwards Rept of Inquiry 202-026 re alleged falsificat 
hydrostatic test results. Insp rept requested if insp 
conducted. 

ALDERSON, C. E. Region 2, Office of Director. 82/11/19. HERDT, 
Region 2, Office of Director- lp. 247 66 : 0 56 . 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010011 Forwards Rept of Inquiry 202-026 re falsification of 
hydrotest records. Info re insp requested. Info deleted. 

VORSE, J. Y. Region 2, Office of Director. 82/11/18. ALDERSON, 
Region 2, Office of Director. 2pp. 24766:057. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010012 Forwards statement of general concerns re allegations 
concerning improper certification of workers. Investigative 
action not planned. 

PERNEY, C. D. Region 2, Atlanta, Office of the Director. 80/06. 
RAUSCH, J. Region 2, Atlanta, Reactor Construction & Engineerii 
Support Branch. 2pp. 24766:059. 24X Fi c h e : 50-400, 84/04/03, 

8406010001. 


— 8406010013 Responds to 791101 ltr re allegations concerning work 
qua 1 i f i ca t i ons. No further investigation planned due to leak 
of requested communication. Technical insp requested. Related 
info end. Info deleted. 

MARSH, R.J. Region 2, Atlanta, Office of the Director. 00/04/: 

Affiliation Not Assigned. 3pp. 24766:061. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010014 Responds to 791101 ltr to Commissioner J Brooks from 
of NC Dept of Labor re allegations concerning worker 
qual if ications. Concerns will be investigated. Info deleted. 
MARSH, R.J. Region 2, Atlanta, Office of the Director. 79/12/ 
Affiliation Not Assigned. 3pp. 24766:064. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010015 Lists info re 791129 telcon w/C Jeffers re receipt of 
written allegations concerning improper certification of 
workers. Investigation uill be initiated if necessary . Rel ated 
info end. Info deleted. 

MARSH, R.J. Region 2, Atlanta, Office of the Director. 79/11/ 
Region 2, Atlanta, Office of the Director. 2pp. 24766:067. 
Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010016 Summarizes activities conducted from 780912-1002 re 
allegations concerning saf ety—related structures & 
activities. A1 legations adequately identified , investi gate d U 


DOCKETED ITEMS 


06010017 Forwards Statement of Concerns 2F033 re allegations 
concerning const practices. Investigation initiated. Re lated 
info end. Info deleted. 

VORSE, J. Y. Enforcement & Investigation Staff. 81/08/12. 
Affiliation Not Assigned. Spp. 24766.133. 24X 

Fiche: 30-400/ 84/04/03, 8406010001 


06010018 Discusses 810729 telcon w/alleger re improper const matls 
Concerns will be addressed during Sept 1981 insp. W/o stated 
statement of concerns. Related info end. Info deleted. 

VQRSE, J. Y. Enforcement it Investigation Staff. 81/08/17. 

CONLCJN, T. Enforcement it Investigation Staff. 29pp 24766' 140 
24X Fiche: 30-400, 84/04/03, 8406010001. 


06010020 Discusses Feb 1981 conversation w/N Economos it 810402 
conversation w/author re allegations concerning inadequate 
QC practices Insp initiated. Statement of Concerns 2F017B 
©ncl. Info deleted. 

VQRSE, J. Y. Enforcement it Investigation Staff. 81/06/10. 
Affiliation Not Assigned. 2pp. 24766:169. 24X 

Fiche: 30-400, 04/04/03, 8406010001. 


06010022 Discusses Feb 1981 conversation w/N Economos & 810406 it 
0306 conversations w/author re allegations of 
inadequate QC practices. Insp initiated. Statement of Concerns 
2F017A end. Related info encl. Info deleted. 

UDRSE, J. Y. Enforcement it Investigation Staff. 81/06/10 
Affiliation Not Assigned. 3pp. 24766:171. 24X 

Fiche: 30-400, 84/04/03, 8406010001. 


06010024 Discusses 810610 conversation re worker allegations 
concerning inadequate QC p ract i c es, insp ec tor qualif icati ons 
& handling of nonconformance repts.G Maxwell will address 
concerns in ©ncl Statement of Concerns 2F017A & B. W/o end. 

VORSE, J. Y. Enforcement & Investigation Staff. 81/06/12. 

LEWIS, R. C. Division of Resident it Reactor Project Inspection. Ip 
24766:176. 24X Fiche: 30-400, 84/04/03, 8406010001. 


06010025 Discusses 810613 conversation re worker allegations 
concerning inadequate QC p ract i c es, insp ec tor qual if icati ons 
& handling of nonconformance rep ts. Insp ec tor will address 
Statement of Concern® 2F017A. W/o end. Related info encl. 

U0R3E, J. Y, Enforcement it Investigation Staff. 81/06/19. HERDT, A. 

Enforcement 8t Investigation Staff. 2pp. 24766: 177. 24X 

Fiche: 30-400, 04/04/03, 8406010001. 


06010027 Informs that allegations re inadequate QC practices, 
inspector qualif ications it handling of nonconformance repts 
investigated. Results discussed within IE Insp Repts 
30-400/81-13,30-401/81-13.30-402/81-13 it 30-403/81-13. 
KLEINSORQE. W. P. Engineering Inspection Branch. 81/09/18. 

V0R8E, J. Y. Enforcement it Investigation Staff. 2pp. 24766:179. 
34 X Fiche: 30-400. 84/04/03. 8406010001. 


06010029 Discusses 810610 Itr re initiation of inquiry into 
allegations concerning inadequate QC practices. Partial 
results recorded in encl IE Insp Rept 30-400/81-13. W/o encl. 
Info deleted. 

VORSE, J. Y. Enforcement & Investigation Staff. 81/09/23. 
Affiliation Not Assigned. Ip. 24766:181. 24X 

Fiche: 30-400, 84/04/03, 8406010001. 


36010033 Discusses 810610 ltr re initiation of inquiry into 
allegations concerning inadequate QC practices. Results 
recorded in encl Statement of Concerns it Findings 2F0117B. 
Info deleted. 

/ORSE, J. Y, Enforcement & Investigation Staff. 81/09/23. 
Affiliation Not Assigned. 2pp. 24766:182. 24X 

Fiche: 30-400,84/04/03, 8406010001. 


36010035 Informs that allegations re inadequate QC practices, 
inspector qualifications Si handling of nonconformance repts 
invest igated. Results within IE Insp Repts 30-400/81-13, 
30-401/81-13,30-402/81-13 St 30-403/81-13. Info deleted. 
XLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 

/ORBE, J. Y. Enforcement & Investigation Staff. 2pp. 24766:184. 
24X Fiche: 30-400,84/04/03, 8406010001. 


>6010040 Discusses 810812 ltr re initiation of inquiry into 
allegations concerning const practices. Results discussed 
uith in encl IE Insp Rept 30-400/81-18. W/o rept. Related info 
and. Info deleted. 

/OR BE, J, Y. Enforcement St Investigation Staff. 81/12/07. 
Affiliation Not Assigned. 7pp. 24766:186. 24X 

9 i c h e : 50-400, B4/04/03, 840601 000 1 . 


—8406010088 Comments on 790815 discussion held during insp re 
allegations concerning mgt inattention to excessive 
discharge chute deflection & inadequate vibration around 
joints during concrete placement. Info deleted. 

BRADLEY, R. D. Region 2, Atlanta, Reactor Construction Se Enginei 
Support Branch. 79/03/22. MCGUIRE, D. R. Region 2, Atlanta, 04 
of the Director 2pp. 24766: 271. 24X Fi che: 50-400, 84/04/03, 

8406010001. 


—8406010095 Comments on 790821-24 investigation of allegation re 
deficient concrete operati ons. Fol lowup insp disclosed 
improper concrete placement curing. Results summarized in 
stated insp repts. Info deleted. 

HARRIS, J. R, Region 2, Atlanta. Reactor Construction 8, Engineer 
Support Branch. 79/09/12. ALDERSON, C. Region 2, Atlanta, Off 
of the Director. 2pp. 24766:273. 24X Fiche: 50-400. 84/04/03. 

8406010001. 


—8406010114 Comments on 790918-21 followup investigation of allege 
re deficiencies in concrete operation procedures. 

Noncompliance in concrete curing noted. Results summarized 
in stated insp repts. Related info encl. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction it Engineer 
Support Branch. 79/10/18. Region 2, Atlanta, Office of the 
Director. 3pp. 24766:275. 24X Fiche: 50-400, 84/04/03, 8406010C 


— 8406010127 Confirms 821201 telcon re inspector harrassment by 
reinforcing steel super intendent. Related info encl. Info 
deleted. 

MAXWELL, G. F. Region 2, Office of Director. 82/12/02. 

ALDERSON, C. E. Region 2, Office of Director. 35pp 24766 303 
24X Fiche: 50-400, 84/04/03. 8406010001. 


— 8406010132 Discusses 811124 allegations re QA welding insps.Util 
be cited for violation re failure to inspect quality stds 
required by AWS-D. 1. 1-1975 for new bridges. Related info 
encl. Info deleted. 

MAXWELL, G. F. Region 2, Atlanta, Office of the Director. 81/12 
BURGER, C. Region 2, Atlanta. Office of the Director. 114pp. 
24766:338. 24X Fich e: 30-400, 84/04/03, 8406010001. 


8406010136 Informs of defects of pipe hangers not repaired per re 
of weld data repts. Info will appear in supplemental response 
to NRC it applicant interrogator ies. Related info encl. 

EDDLEMAN, W. Eddleman, W. 83/07/29. BARTH, C. Office of the 
Executive Legal Director. 2pp. 24767:089. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


8406030368 Forwards "Catawba Nuclear Station Diesel Engine 1A Comp o 
Revalidation Insp Rept," addressing over 76% of insp plan, 
per 840321 meeting & 840403 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8. Reportable occurrences, LERs it related correspondence 


8401310332 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized it being forwarded to affected 
p lants. Diagrams it list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019: 307. 24X Fiche: 50-000, 84/01/17, 8401310332. 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 

MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20, 8404240322. 


8403300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines it design review of 
Elliott Model 90G turbocharger used on TDI diesel 
g enerators. W/o ends. Related correspondence. 

BRITT, L. F. TDI CTransamerica Delaval, Inc.) Owners Croup. DS8 34 
84/03/17. BORDENICK, B. H. Hearing Branch 3. ip. 24709:245. 24) 

Fiche; 50-000, 84/03/17, 8403300097. 


8405300109 Forwards cover ltr transmitting rept on investigation of 
Types AF it AE piston skirts. W/o encl. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/03, 
ononCMTfU n M Uaari n n RranrK 3. 3o D . 24668:202. 24X 


DOCKETED ITEMS 


>060004 Advises that TDI Owners Croup 840516 ltr & rept, "Evaluation 
! Emergency Diesel Generator Crankshafts at Shoreham %>. 

•and Gulf Nuclear Power Stations" issued per commitments, 
istribution list end. 

(ITT,L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Lche: 50-000. 84/05/17, B406060004. 


5300116 Forwards rept on design review of connecting rods for TDI 

5RV-4 series diesel generator. M/o end. Related 

jrrespondence. 

IITT, L. F. TDI (Transaoer ica Delaval, Inc. ) Owners Group. 84/05/18. 
JORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Lche: 50-000, 84/05/18, 8405300116. 


106060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


■>110312 Forwards "Evaluation of Emergency Diesel Generator 
•ankshafts at Shoreham it Grand Gulf, " "Design Review of 
mnecting Rods for TDI DSRV-4 Series Diesel Generators" it 
[nvestigation of Types AF St AE Piston Skirts, " final repts. 

IITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Lche: 50-000, 84/05/31 , 84061 10312. 


,050364 Forwards two proprietary oversize drawings in response to 
(WL request. Drawings withheld (ref 10CFR2. 790), per TDI 
Lesel Generator Owners Group 840323 application. Aperture 
irds are available in Central Files. 

(Y, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/01. 
1NTQN, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
L845: 213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


>120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
ver, NY to discuss progress of TDI Owners Group plan to 
lalify diesel generators. 

LLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
vision of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/06/01, 

06120537. 


080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
dule Control Wiring & Termination Qualification Review for 
T Diesel Generators. '• 

>Y, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/05. 
NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
858: 160. 24X Fiche: 50-000, 84/06/05, 8406080174. 


150114 Forwards "Proposed Torsional it Lateral Critical Speed 
alysis, " "Field Test of Emergency Diesel Generator 103 
13x13 Crankshaft" it table of torsional loading due to 
assure at 100% load. 

ITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
aring Branch 3. 5pp. 24949:216. 24X Fic h e : 50-000, 84/06/07, 

06150114. 


06150133 "Proposed Torsional it Lateral Critical Speed Analysis: Eng ine 
Numbers 74010/12 Delava 1-Enterpr ise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc, 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000,84/06/07, 8406150114. 


130043 Board Notification 84-113: forwards TDI Diesel Generator 
ners Group repts for review, 

SENHUT, D. G. Division of Licensing, 84/06/08. PALLADINO 
mmissioners. 4pp. 24977: 001. 24X Fiche: 50-000, 84/06/08, 
06130043 


150227 Forwards calculation* , actions, friction 

lded pushrod it preexisting longitudinal flaws on diesel 
el injection line tubing, ger commitment. 8vc list end. 

ITT, L, F, Long Island Lighting Co. 84/06/11. BORDEN I CK, B. M. 
aring Branch 3, 4pp, 24951:221, 24X Fiche: 50-000, 84/06/11, 

06150227. 


06150238 Forwards calculations requested by BNWL re pusn roas * 
fuel oil injection tubing. 

Wf/C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/04. 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fi che: 50-000, 84/0 

8406200469. 


8406150154 Forwards suppl to “Emergency Diesel Generator Auxiliar 
Module Control Wiring & Termination Qua 1 i f i cat ion Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
24954:268. 24X Fich e: 50-000, 84/06/ 13, 84061 501 54. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche: 50-000, 84/0 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF & AE Piston Skirts. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:112. 24 X Fi che: 50-000, 84/06/ 14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Performa 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochar 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. I TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25118:001. 24 X Fi c h e : 50-000, 84/06/ 1 5, 8406250313. 


— B40625O323 "Design Review of Elliott Model 65G Turbocharger Use 
DSRV-12-4 k DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55 

25118:003. 24X Fich e : 50-000, 84/06/1 5, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliar 
Module Control Wiring it Termination Qual i f i ca t i on Rept. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 1 
25119:2 09. 24X Fiche: 50-000, 84/06/15, 8406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine D 
Jacket Water Pump Design Review. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners ©roup. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:001. 24 X Fiche: 50-000, 84/06/15, 8406250335. 


— 8406250342 “Suppl to Emergency Diesel Generator Engine Driven J 
Water Pump Design Review. “• 

* Stone it Webster Engineering Corp. 84/06/30. 34pp, 25115 

24X Fiche: 50-000, 84/06/15, 8406250335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland it San Onofre Nuclear Generating 
Stations. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-L 
DSR-4S Emergency Diesel Generators. “ 

PAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 2 
25115:238. 24 X Fiche: 50-000, 84/06/18, 8406250299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DSR 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48 

25115:240. 24X Fiche: 50-000, 84/06/18. 0406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing Shel 
TDI Enterprise Engines. " 

PAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 


DOCKETED ITEMS 


70115 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
sel Generator Cylinder Blocks & Liners. " * ” " * 

(C.L. TDI (Transamerica Delaval. Inc. ) Owners Group. 84/06/25. 
TON. H. R. Office of Nuclear Reactor Regulation. Director 2pp 
63:273. 24X F ic h e : 50-000. 84/06/25, 84062701 1 5. 


6270136 "Design Review of TDI R~4 & RV-4 Series Emergency Diesel 
enerator Cylinder Blocks St Liners." 

Failure Analysis Associates FAAA-84-5-4. 84/06/30 79pp 

5163:275. 24X Fiche : 50-000, 84/06/25, 84062701 15. 


aring transcripts on non-anti trust matters 


40313 Forwards testimonies of LD Hamilton on W Eddleman 
tentions 8F(1>,JJ Mauro St SA Schaffer on Joint Contention 
e) r© fly ash & JJ Mauro Ik SF Marschke on Joint 
tention 1 1 < c ) . Related correspondence. 

TER, T. A. Shaw, Pittman, Potts & Trowbridge. BAXTER, T. A. 

olina Power it Light Co. DSB 436. 84/05/31. KELLEY, J. L. , 

GHTiG.Q. , CARPENTER, J. H. Atomic Safety and Licensing Board Panel 
pp. 24003:045. 24X F i c h e : 50-400, 84/05/31 , 8406040313. 


6040316 Testimony of LD Hamilton on Ul Eddleman Contention 8F(l)re 
able S-3 coal particulates. Related correspondence. 

AMILTON, L. D. Brookhaven National Laboratory. 84/05/31. 26pp. 

4003:047. 24 X Fich e : 50-400, 84/05/31, 8406040313. 


6040320 Testimony of JJ Mauro Ik SA Schaffer on Joint Contention 
I(©) re fly ash. Related correspondence. 

AURO, J. J. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
CHAFFER, S. A. Envirosphere Co. 84/05/31. 35pp. 24003:073. 24X 

ich e: 50-400, 04/05/31, 8406040313. 


>6040324 Testimony of JJ Maura & SF Marschke on Joint Contention 
1(c) re radiological dose cal c u la t i ons. Cer t i f ica te of Svc 
ncl. Related correspondence. 

[AURO. J. J. Ebasco Services. Inc. (subs, of Enserch Corp.). 
IARSCHKE, S. F. Envirosphere Co. 84/05/31. 47pp. 24803:108. 24X 

iche: 50-400, 04/05/31, 8406040313. 


8406270259 Board Notification 84-120: forwards transcripts of 840426 
0502 St 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D: G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fiche: 50-000, 84/06/20, 

8406220259. 


8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wad 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20,8406220259. 


8406290299 Transcript of 810622 meeting between NRC St consultants St 
Owners Group & consultants in Palo Alto,CA re review of 
operability St reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


DOCKET 50-402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


Q. Inspection reports, IE Bulletins S< correspondence 


8406010001 Further response to FOIA request for documents re const 
flaws at facility Forwards App A documents. Info partially 
withheld (ref FOIA Exemptions 6 St 7). App B documents 
entirely withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/04/03. VADEN, T. 
News S< Observer/Raleigh Times, Raleigh, NC. 17pp. 24766: 001. 2 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010008 Forwards FS Cantrell 781122 informal memo re CP hearin 
No further action indicated St detailed responses to 
questions clearly set forth FS Cantrell position. Related 
info end. Info deleted. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
78/11/22. Region 2, Atlanta, Office of the Director. 19pp. 
24766:030. 24X Fic h e : 50-400, 84/04/03, 8406010001 . 


10039 Forwards testimony of EF Branagan re Joint Contentions 11(c) 
I<«) & testimony of LJ Habegger.AH Ozkaynak St RL Ballard 
Eddleman Contention 0F < 1 ) re health effects of coal 
ticulates at Table S-3 level. Related correspondence. 

IRE. J. E, Hearing Branch 1. DSB 550. 84/05/31. KELLEY, J. L. , 

OHT, G. O. , CARPENTER, J. H. Atomic Safety and Licensing Board Panel, 
p. 24072:140. 24X Fi c h e : 50-400, 84/05/31 , 84061 1 0039. 


— 8406010015 Lists info re 791129 telcon w/C Jeffers re receipt of 
written allegations concerning improper certification of 
workers. Investigation uill be initiated if necessary . Related 
info end. Info deleted. 

MARSH, R. J. Region 2, Atlanta, Office of the Director. 79/11/2 
Region 2, Atlanta, Office of the Director. 2pp. 24766:067. 
Fiche: 50-400, 84/04/03, 8406010001. 


•6110040 Testimony of EF Branagan re Joint Contention 11(c). 
[elated correspondence. 

IRANAGAN, E. F. Radiological Assessment Branch. 84/05/31. 12pp. 

14072: 142. 24X Fic h e : 50-400, 84/05/31 , 84061 10039. 


>6110044 Testimony of EF Branagan re Joint Contention 1 1 ( e ) . Related 
orrespondsnce. 

IRANAGAN, E, F. Radiological Assessment Branch. 84/05/31. 7pp. 
*4072:154. 24X Fi c h ©: 50-400, 84/05/31 , 84061 10039. 


>6110048 Testimony of LJ Habegger,AH Ozkaynak & RL Ballard on 
[ddleman Contention 8F ( 1 ) re health effects of coal 
larticulates at Table S-3 level. Related correspondence. 

1ABE0GER, L. J. Argonne National Laboratory. OZKAYNAK, A. H. Harvard 
>niv. , Cambridge, MA. BALLARD, R. L. Environmental St Hydrologic 
ingineering Branch. 84/05/31. 708pp. 24872:161. 24X 

■iche: 50-400, 84/05/31, 8406110039. 


.40007 Transcript of 840612 hearing in Be thesda, MD. Pp 1,109-1,127. 
Atomic Safety and Licensing Board Panel. 84/06/12. 20pp. 

>25; 134. 24X Fiche: 50-400, 84/06/12, 8406140007. 


.90396 Transcript of 840614 hearing in Ra 1 e i g h , NC. Pp 1,109-1,367. 
>porting documentation end. 

Atomic Safety and Licensing Board Panel. 84/06/14. 285pp. 

>85:260. 24X Fiche: 50-400, 84/06/14, 8406190396. 


190259 Transcript of 840615 hearing in Ra 1 ei g h , NC. Pp 1,368-1,594. 
iporting documentation encl. 

Atomic Safety and Licensing Board Panel. 04/06/15. 280pp. 

>07.004. 24 X Fiche: 50-400, 84/06/15, 8406190259, 

250139 Transcript of 840618 hearing in Raleigh, NC. Pp 1 , 595-1 , 860A. 
iporting documentation encl. 


— 8406010027 Informs that allegations re inadequate QC practices, 
inspector qualif ications 8< handling of nonconf ormance repts 
investigated. Results discussed within IE Insp Repts 
50-400/81-13,50-401/81-13,50-402/81-13 Sc 50-403/81-13. 
KLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 
VQRSE, J. Y. Enforcement & Investigation Staff. 2pp. 24766:179 
24X Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010035 Informs that allegations re inadequate QC practices, 
inspector qualifications Si handling of nonconformance repts 
investigated. Results within IE Insp Repts 50-400/81-13, 
50-401/81-13, 50-402/81-13 S< 50-403/81-13. Info deleted. 
KLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 
VORSE, J. Y. Enforcement Si Investigation Staff. 2pp. 24766:184 
24X Fiche: 50-400, B4/04/03, 8406010001. 


— 8406010067 Discusses allegations re activities of QA personnel, ra 
during insp on 810218-20. Related info encl. Info deleted. 
ECONOMOS, N. Materials St Processes Section. 81/03/16. ALDER SC 
Enforcement St Investigation Staff. 58pp. 24766:193. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010088 Comments on 790815 discussion held during insp re 
allegations concerning mgt inattention to excessive 
discharge chute deflection St inadequate vibration around 
joints during concrete placement. Info deleted. 

BRADLEY, R. D. Region 2, Atlanta, Reactor Construction & Engines 
Support Branch. 79/08/22. MCGUIRE, D. R. Region 2, Atlanta, Of 
of the Director. 2pp. 24766:271. 24X Fiche: 50-400, 84/04/03, 

8406010001. 


-8406010095 Comments on 790821-24 investigation of allegation re 
deficienct concrete operations. Followup insp disclosed 
improper concrete placement' cur ing. Resu Its summarized in 
stated insp repts. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction St Engineer 
Support Branch. 79/09/12. ALDERSON, C. Region 2, Atlanta, Off 
of the Director. 2pp. 24766:273. 24X Fiche: 50-400, 84/04/03, 


2 


DOCKETED ITEMS 


406010114 Comments on 790918-21 followup investigation of allegation 
re deficiencies in concrete operation procedures. 

Noncomp 1 iance in concrete curing noted. Results summarized 
in stated insp rep ts. Re lated info end. Info deleted. 

HARRIS, J. R. Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch. 79/10/18. Region 2. Atlanta. Office of the 
Director. 3pp. 24766 275. 24X Fic he: 50-400, 84/04/03. 8406010001 


KET 50-403 SHSARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


Inspection reports, IE Bulletins *< correspondence 


6010001 Further response to FOIA request for documents re const 
laws at fac ility. Forwards App A documents. Info partially 
ithheld (ref FOIA Exemptions 6 ic 7). App B documents 
ntirely withheld (ref FOIA Exemption 7>. 

ELTON, J. M. Division of Rules and Records. 84/04/03. VADEN, T. 
euis ic Observer/Raleigh Times, Raleigh. NC. 17pp. 24766:001. 24X 

iche: 50-400, 84/04/03, 8406010001. 


406010008 Forwards FS Cantrell 781122 informal memo re CP hearing. 
No further action indicated ic detailed responses to 
questions clearly set forth FS Cantrell position. Related 
info end. Info deleted. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
78/11/22. Region 2, Atlanta, Office of the Director. 19pp. 
24766:030. 24X Fi ch e : 50-400, 84/04/03, 8406010001 . 


406010015 Lists info re 791129 telcon w/C Jeffers re receipt of 
written allegations concerning improper cert if ication of 
workers. Investigation uill be initiated if necessary . Related 
info end. Info deleted. 

MARSH, R. J. Region 2, Atlanta, Office of the Director. 79/11/29. 

Region 2, Atlanta, Office of the Director. 2pp. 24766:067. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


406010027 Informs that allegations re inadequate GC practices, 
inspector qua 1 if icat ions ic handling of nonconformance repts 
investigated. Results discussed within IE Insp Repts 
50-400/81-13,50-401/81-13,50-402/81-13 ic 50-403/81-13. 
KLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 

VQRSE, J. Y. Enforcement ic Investigation Staff. 2pp. 24766:179. 
24 X Fiche: 50-400, 84/04/03, 8406010001 . 


5-06010035 Informs that allegations re inadequate QC practices, 
inspector qualifications ic handling of nonconformance repts 
investigated. Results within IE Insp Repts 50-400/81-13, 
50-401/81-13,50-402/81-13 ic 50-403/81-13. Info deleted. 

KLEINSORGE, W. P. Engineering Inspection Branch. 31/09/18. 

VQRSE, J. Y. Enforcement ic Investigation Staff. 2pp. 24766:184. 
24X Fiche: 50-400,84/04/03, 8406010001. 


506010067 Discusses allegaions re activities of GA personnel, raised 
during insp on 810218-20. Related info end. Info deleted. 

ECONOMOS, N. Materials ic Processes Section. 81/03/16. ALDERSON, C. 

Enforcement ic Investigation Staff. 58pp. 24766: 193. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


506010088 Comments on 790815 discussion held during insp re 
allegations concerning mgt inattention to excessive 
discharge chute deflection & inadequate vibration around 
joints during concrete placement. Info deleted. 

BRADLEY, R. D. Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch. 79/03/22. MCGUIRE, D. R. Region 2, Atlanta, Office 
of the Director. 2pp. 24766:271. 24X Fiche: 50-400, 84/04/03, 

8406010001. 


506010095 Comments on 790721-24 investigation of allegation re 
deficienct concrete operations. Followup insp disclosed 
improper concrete placement curing. Results summarized in 
stated insp repts. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction ic Engineering 
Support Branch. 79/09/12. ALDERSON, C. Region 2. Atlanta, Office 
of the Director. 2pp. 24766:273. 24X Fiche: 50-400, 84/04/03, 

8406010001. 


K36010114 Comments on 790918-21 followup investigation of allegation 
re deficiencies in concrete operation procedures. 

Noncompliance in concrete curing noted. Resu I ts summarized 
in stated insp repts. Re lated info end. 

HARRIS, U, R. Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch. 79/10/18. Region 2, Atlanta, Office of the 
Director. 3pp. 24766:275. 24X Fiche: 50-400, 84/04/03, 8406010001. 


DOCKEI 50-406 TUSKEGEE INST. RESEARCH REACTOR 


W. Decommissioning Stage Documents ic Correspondence 


8406200016 Forwards FR notice of proposed issuance of order 
authorizing disposition of component parts & termination of 
License R-122, per 830809 application. 

THOMAS, C. 0. Standardization ic Special Projects Branch. 84/06, 
PAYTON, M. F. Tuskegee Institute, Tuskegee, AL. 2pp. 25053:31! 
Fiche: 50-406, 84/06/05, 8406200016. 


— 8406200019 Notice of issuance of order authorizing disposition 
component parts ic termination of License R-122. 

THOMAS, C. 0. Standardization ic Special Projects Branch. 84/< 
4pp. 25053:317. 24X F i c h e : 50-406, 84/06/05, 8406200016. 


DOCKET 50-409 LA CROSSE 30ILING WATER REACTOR 


F. Security, medical, emergency ic fire protection plans 


8406140190 Forwards IE Insp Rept 50-409/84-05 on 840507-1 1, n otic* 
violation (App A) ic list of emergency preparedness 
weaknesses (App B). 

PAPER IELLO, C. J. Region 3, Office of Director. 84/05/31. 

LINDER, F. W. Dairyland Power Cooperative. 2pp. 24925:090. 2* 

Fiche: 50-409, 84/05/31, 8406140190. 


— 8406140193 Notice of violation from insp on 840507-11. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/05/31. 3 f 
24925:092. 24X Fiche: 50-409, 84/05/31 , 8406140190. 


— 8406140196 IE Insp Rept 50-409/84-05 on 840507-1 1 . None omp I ianc « 
failure to meet scheduled procedure requirements, adequately 
address training in emergency plan, disseminate info to 
public ic carry out communications checks. 

SNELL, W. G. , GLOERSEN, W. B. , PHILLIPS, M. P. Region 3, Office of 
Director. 84/05/30. 15pp. 24925:095. 24X Fi c h e; 30-409, 84/ 

8406140190. 


8406070080 Forwards updated Region III access authorization lists 
admission of NRC personnel to vital areas. Access provisions 
for inspectors, other employees ic contractors d i scu s sed . Li s t 
effective upon receipt. 

AXEL50N, W. L. Region 3, Office of Director. 84/06/04. LINDER, 
Dairyland Power Cooperative. 7pp. 24748:031. 24X 

Fiche: 50-409, 84/06/04, 8406070080. 


8406180381 Revised emergency plan implementing p r oce d ur ©s , in c 1 ud i 
EPP-1, "Emergency Conditions ic Response," EPP-2 
"Organi zation ic Operations During Emergencies" ic EPP-3, 
"Communications Sys. " W/840612 ltr. 

LINDER, F. Dairyland Pouer Cooperative. 84/06/12. 126pp. 

24965:076. 24X Fiche: 50-409, 84/06/12, 8406180381. 


P. Operating license stage documents ic correspondence 


8406060254 Submits response to questions re TMI Action Item II. D. 
"Performance Testing of Relief St Safety Valves." Analysis of 
turbine trip w/o bypass transient shows max primary sys 
pressure of 1,349 psig during transient. 

LINDER, F. Dairyland Power Cooperative. 84/05/30. CRUTCHFIELE 
Operating Reactors Branch 5. 5pp. 24661:054. 24X 

Fiche: 50-409, 84/05/30, S406060254. 


8406140218 Advises that debris screens to protect ventilation iso 
valves will be added in round ventilation ducts on 
containment bldg side of intake St exhaust valves, Study of 
purge/vent operations will be submitted by 850701. 

LINDER, F. Dairyland Pouer Cooperative. 84/06/05. CRUTCHFIELE 
Operating Reactors Branch 5. 2pp. 24924: 194, 24X 

Fiche: 50-409, 84/06/05, 8406140218. 


8406140214 Responds to NRC request for commitment to modify funct 
of containment pressure monitoring sys, per NUREQ-0737 TMI 
lessons learned. Util will install capability for continuous 
recording of containment pressure in control room. 

LINDER, F. Dairyland Power Cooperative. 84/06/06. CRUTCHFIELE 
Operating Reactors Branch 5, 3pp. 24925:016. 24X 

Fiche: 50-409, 84/06/06, 8406140214. 


8406180307 Forwards addl info re past history of turbine valve in 
repairs in connection w/SEP Topic 1 1 1—4. B. 

LINDER, F. Dairyland Pouer Cooperative. 84/06/07. CRUTCHFIELE 
Operating Reactors Branch 5. 4pp. 24961:176. 24X 


DOCKETED ITEMS 


nspection reports/ IE Bulletins & correspondence 


230319 IE Info Notice 84-39/ "Inadvertent Isolation of Containment 
ray Sys." Svc list end. 

3DAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

rk/ Inc. 124pp. 24861:201. 24X Fi c h e : 50-000. 84/05/25, 8405230319. 


240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Ltical Facility." Svc list encl. 

?DAN, E. L. Division of Emergency Preparedness it Engineering 
iponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

'k. Inc. 127pp. 24830:103. 24X Fi c h e : 50-000, 84/05/25, 840524031 7. 


)60042 EN-83-48A: on 840529, order imposing civil penalty in amount 
$10, 000 issued, mitigating *30,000 imposed by EN-83-048. 
laity based on inoperability of safety-related equipment 
violation of Tech Specs. 

IRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
! or cement . 84/05/29. Ip. 24849:024. 24X Fiche: 50-409, 84/05/29, 

>6060042. 


>30048 Ack receipt of 830916 response to 830812 notice of violation 
proposed imposition of civil penalty. Order imposing civil 
talty of *10,000 encl based on duration of violation, 

:ility size It resulting enforcement actions. 

'OUNG, R. C. Director's Office, Office of Inspection and 
'orcement. 84/05/29. LINDER, F. W. Dairyland Power Cooperative, 
i. 24876:317. 24X Fi c h e : 50-409, 84/05/29, 8406080048. 


>6080054 Order imposing civil penalty in amount of *10,000 based on 
violation re one containment pressure sensing line capped 
nside containment. 

>EYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/05/29. Dairyland Power Cooperative. 5pp. 
£4876:321. 24X Fiche: 50-409, 84/05/29, 8406080048. 


£90383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

: 1 . 

IDAN, E. L. Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

k, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


>50388 Responds to Generic Ltr 84-11 re insp of BWR stainless steel 
ing. Present augmented inservice insp program satisfies 
leric ltr requirements. 

IDER , F . Dairyland Pouer Cooperative. 84/05/30. EISENHUT , D. G. 

'ision of Licensing. 3pp. 24845:182. 24X Fiche : 50-409, 84/05/30, 

>6050388. 


.40190 Forwards IE Insp Rept 50-409/84-05 on 840507-1 1 , n ot ic e of 
ilation (App A) & list of emergency preparedness 
iknesses (App B). 

•ERIELLO, C. J. Region 3, Office of Director. 84/05/31. 

IDER, F. W. Dairyland Power Cooperative. 2pp. 24925:090. 24X 

:he: 50-409, 84/05/31. 8406140190. 


>6140193 Notice of violation from insp on 840507-11. 
►APERIELLO.C. J. Region 3, Office of Director. 84/05/31. 3pp. 
£4925: 092. 24X Fiche: 50-409, 84/05/31 , 8406140190. 


>6140196 IE Insp Rept 50-409/84-05 on 840507-1 1. Noncomp 1 ianc e noted: 
! ailure to meet scheduled procedure requirements, adequately 
iddress training in emergency p lan, d i sseminate info to 
lublic & carry out communications checks. 

.NELL, W. G. , GLOERSEN, W. B. , PHILLIPS, M. P. Region 3, Office of 
)irector. 84/05/30. 15pp. 24925:095. 24X Fiche: 50-409, 84/05/31, 

>406140190, 


>10423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list encl. 
(DAN, E. L. Division of Emergency Preparedness 8c Engineering 
iponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

■k, Inc. lOOpp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


>70080 Forwards updated Region III access authorization lists for 
tission of NRC personnel to vital areas. Access provisions 
■ inspectors, other employees 8c contractors discussed. List 
'active upon receipt, 

ELSON.W. L. Region 3, Office of Director. 84/06/04. LINDER, F. W. 
ryland Power Cooperative, 7pp> 24748:031. 24X 

he: 50-409, 84/06/04, 8406070080, 


>50012 IE Info Notice 84-42. "Eauioment Availabilitu for Conditions 


8406090038 Confirms arrangements made for 840615 meeting w/util ri 
presentation of status of regulatory improvement program. 
NORELIUS. C. E. Division of Project & Resident Programs. 84/06/( 
LINDER, F. W. Dairyland Power Cooperative. Ip. 24858:041. 24X 

Fiche: 50-409, 84/06/05,8406080038. 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of QA» Safeguards it Inspection Programs (Pt 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406180307 Forwards addl info re past history of turbine valve ins 
repairs in connection w/SEP Topic 1 1 1-4. B. 

LINDER, F. Dairyland Power Cooperative. 84/06/07. CRUTCHFIELD, 
Operating Reactors Branch 5. 4pp. 24961: 176. 24X 

Fiche: 50-409, B4/06/07, 8406180307. 


8406250039 Forwards IE Insp Rept 50-409/84-04 on 840316-0515 & nol 
of violation. 

SHAFER, W. D. Region 3, Office of Director. 84/06/07. LINDER, F. 
Dairyland Power Cooperative. 2pp. 25140:302. 24X 

Fiche: 50-409, 84/06/07, 8406250039. 


— 8406250041 Notice of violation from insp on 840316-0515. 

SHAFER, W. D. Region 3, Office of Director. 84/06/07. 2pp. 
25140:304. 24X Fich e : 50-409, 84/06/07, 8406250039. 


- -8406250045 IE Insp Rept 50-409/84-04 on 840316-0315. Non comp 1 iant 
noted : fai lure to perform adequate post-maint testing on 
alternate core spray check valves it failure to provide 
adequate supervision of unlicensed operators. 

BOYD, D. C. Region 3, Office of Director. 84/06/07. 13pp. 

25140:306. 24X Fiche: 50-409, 84/06/07, 8406250039. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing oi 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. oi 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 84060( 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. cH 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 840606 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. oi 

York, Inc. 119pp. 25049:134. 24X Fiche : 50-000, 84/06/ 13, 84060E 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. oi 

York, Inc. 122pp. 25049:033. 24X Fiche: 30-000, 84/06/15, 84061C 


8406180333 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. oi 

York, Inc. 118pp. 23336:043. 24X Fiche: 30-000, 84/06/18, 840611 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generatoi 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. oi 

York, Inc. 110pp. 23333:286. 24X Fiche : 50-000, 84/06/ 18, 840611 


8406190327 IE Info Notice 84-30, "Clarif ication of Scope of QA Pr< 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 23335:041. 24X Fiche : 30-000, 84/06/21, 8406191 


R. Periodic operating reports 8, related correspondence 


8406070156 Monthly operating rept for Apr 1984, U / 840 508 ltr. 

GOODMAN, L. 8. , LINDER, F. Dairuland Power Cooperative. 84/04/30 


DOCKETED ITEMS 


eportable occurrences/ LERs & related correspondence 


120434 Special rept: on 840601. two diesel driven high pressure svc 
ter pumps & external fire suppression water flow path to 
rd hydrants removed from svc for approx 5 h to tap into 
ping for facility mod.Addl precautions taken. 

NDER. F. Da ir y land Power Cooperative. 84/06/04. KEPPLER.J. G. 
gion 3. Office of Director. 2pp. 24891:265. 24X 

che: 50-409. 84/06/04, 8406120434. 


ET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


pplication /construction stage documents St correspondence 


010045 Summary of 840510 meeting w/util re facility licensing 

hedule & PMP. List of open power sys items & attendees 

cl. 

UGHEY, M. F. Licensing Branch 2. 84/05/17. Licensing Branch 2. 

pp. 24769:199. 24X Fi che: 50-410, 84/05/17, 8406010045. 


020459 Summary of 840327 meeting w/ut i 1 , S&W, Dames & Moore & 

nnsylvania State Univ in Bethesda, MD re geoscience 

sues concerning OL revi ew. Attendance list & agenda end. 

UGHEY, M. F. Licensing Branch 2. 84/05/24. Licensing Branch 2. 

p. 24769:334. 24X Fi c he : 50-410, 84/05/24, 8406020459. 


040119 Forwards seven oversize topography drawings in response to 
!AR Question F240. 16. Aperture cards are available in PDR. 
iNGAN, C. V. Niagara Mohawk Power Corp. 84/05/25. SCHWENCER, A. 
censing Branch 2. Ip. 24795:217. 24X Fiche: 50-410, 84/05/25, 

•06040119. 


>010194 Forwards "Identification of Late Quaternary Sediment 
[formation & Relation to Seismicity in St Lawrence 
iwland,NY, " per NRC request. 

iNGAN, C. V. Niagara Mohawk Power Corp. 84/05/29. SCHWENCER, A. NRC 
No Detailed Affiliation Given. Ip. 24752:163. 24X 

che: 50-410, 84/05/29, 8406010194. 


•06010201 "Identification of Late Quaternary Sediment Deformation t*. 
Relation to Seismicity in St Lawrence Lowland, NY, " 
rept to NY State Atomic *e Space Development Authority. 

* New York, State Univ. of, Binghamton. NY. 75/09/01. 274pp. 

24752: 164. 24X Fiche: 50-410, 84/05/29, 8406010194. 


>040164 Forwards final draft progress rept on rock monitoring 
istrumentati on. W/one oversize figure. Aperture card is 
railable in PDR. 

>NGAN, C. V. Niagara Mohawk Power Corp. 84/05/30. SCHWENCER, A. 
censing Branch 2. 96pp. 24793:048. 24X Fiche: 50-410, 84/05/30, 

>•06040 164. 


,200097 Notification of 840628 meeting w/util in Bethesda, MD to 
scuss open items in area of power sys. 

»UGHEY, M. F. Licensing Branch 2. 84/06/05. SCHWENCER, A. Licensing 

•anch 2. 4pp. 25053:020. 24X Fiche: 50-410, 84/06/05, 8406200097. 


(200020 Informs of review of info re comparison of util diesel 
merators (DG) w/DGs at other nuclear plants where 
lalification testing conducted. Requirements contained in 
:EE Std 387 satisfied. 

IHWENCER, A. Licensing Branch 2. 84/06/11. HOOTEN, B. G. Niagara 

ihauik Power Corp. 4pp. 25053:300. 24X Fi ch e : 50-410, 84/06/1 1 , 

>06200020. 


,210350 Forwards revs to PSAR App D, "QA Program." GE project QA 
,11 be accomplished in accordance w/latest rev to 
‘D0-11209-04A, "Nuclear Energy Business Operations BWR QA 
ogram Description. " 

,NGAN, C. V. Niagara Mohawk Power Corp. 84/06/11. STAROSTECKI, R. 
vision of Project & Resident Programs. Ip. 25054:113. 24X 

,che: 50-410, 84/06/11,8406210350. 


>06210353 "PSAR QA Program for Nine Mile Point Unit 2. " 

•* Niagara liohawk Power Corp. 84/06/11. 17pp. 25054: 114. 24X 

Fiche: 50-4 10, 84/06/ 1 1 , 8406210350. 


,200478 Summary of 840403 St 04 meetings w/util, GE & SStW in San Jose, 
> re instrumentation & controls at facility. 

, UGHEY, M. F. Licensing Branch 2. 84/06/12. Licensing Branch 2. 

mo-7 oa.'t p i p h a • in-4 1 n . / oa / 1 5 . nan A3nni7B 


8406250396 Requests listed open items be discussed at meetings w 
prior to submittal of formal responses re review of power 
sys area, per 840510 meeting, 

SCHWENCER, A. Licensing Branch 2. 84/06/14. HOOTEN, B. G. Niai 

Mohawk Power Corp. 19pp. 25137:328. 24X Fi c h e : 50-410, 84/06/ 

8406250396. 


8406260040 Forwards response to NRC 840229 request for addl info 
apparent discrepancies in FSAR, Chapter 7. Antic ipated 
changes to FSAR, Section 7 to reflect as-built design 
listed. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/21. SCHWENCER, 
Licensing Branch 2. 13pp. 25141:190. 24X Fi che: 50-410, 84/06, 

8406260040. 


E. NRC Safety Evaluation Report (SER>, suppls & correspondence 


8406200036 Forwards "BWR Cold Licensed Operator Training Program, 
close SER open items, inc 1 ud ing training sections for heat 
transfer, thermodynamics & fluid flow. Sections provided per 
request at 840503 meeting w/util. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/13. SCHWENCER,, 
- No Detailed Affiliation Given. Ip. 25047:001. 24X 

Fiche: 50-410, 84/06/13, 8406200086. 


— 8406200089 "BWR Cold Licensed Operator Training Program. " 

* General Physics Corp. 84/06/13. 26pp. 25047:002. 24X 

Fiche : 50-410, 84/06/13, 8406200086. 


8406210208 Forwards list showing current status & schedule for c. 
of SER open items. Sc hedu 1 e for proposed meetings also 
provided. Concurrence requested. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/18. SCHWENCER, i 
- No Detailed Affiliation Given. 9pp. 25056:346. 24X 

Fiche: 50-410, 84/06/18, 8406210208. 


F. Security, medical, emergency & fire protection plans 


8406060368 Notification of 840608 meeting w/util in Bethesda, MD > 
discuss emergency preparedness. 

HAUGHEY , M. F. Licensing Branch 2. 84/05/31. SCHWENCER, A. Li i 

Branch 2. 3pp. 24748:294. 24X Fiche : 50-410, 84/05/31, 84060601 


8406120372 Forwards "Evacuation Travel Time Estimate for JA 
Fitzpatric k/Nine Mile Point Emergency Planning Zone." Rept 
uill be incorporated into Nine Mile Point Unit 2 emergency 
procedure at future date. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/07. SCHWENCER, i 
Licensing Branch 2. Ip. 24895:165. 24X Fiche: 50-000, 84/06/0: 

8406120372. 


--8406120377 "Evacuation Travel Time Estimate for JA Fitzpatrick, 
Mile Point Emergency Planning Zone." W/two oversize charts. 
Aperture cards are available in PDR. 

■* Parsons, Brinkerhoff, Quada Jk Douglas, Inc. 84/05/31. 1! 

24895:166. 24X Fiche: 50-000, 84/06/07, 8406120372. 


8406280092 Notifies that response to NRC 840416 ltr re changes ti 
emergency plan uill be submitted by 840801 *< will be 
provided as amend to FSAR. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/22. SCHWENCER, 
Licensing Branch 2. Ip. 25181:054. 24X Fi c h e : 50-410, 84/06/21 

8406280092. 


I. Financial information 


8406040229 Forwards certificate to meet IRS financial requiremen' 
radioactive pollution control in preparation of tax exempt 
bond financing. Description of control equipment also end. 
MANGAN, C , V. Niagara Mohawk Power Corp. 84/05/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 24pp. 24796: i 

24X Fiche: 50-410,84/05/29,8406040229. 


K Utility Final Safety Analysis Report (FSAR) <k amends 


84060700Q1 Forwards Amend 11 to F8AR. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/05/29. EISENHUT, D, 
Division of Licensing. 2pp. 24743:009. 24X Fiche: 50-410, 84/i 

8406070081. 
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DOCKETED ITEMS 


Operator Examinations 


3406200036 Forwards "BWR Cold Licensed Operator Training Program/'* to 
close SER open items# includ ing training sections for heat 
transfer# thermodynamics & fluid flow. Sections provided per 
request at 840503 meeting w/util. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/06/13. SCHWENCER# A. NRC 
- No Detailed Affiliation Given. Ip. 25047:001. 24X 

Fiche: 50-410, 84/06/13# 8406200086. 


—8406200089 "BWR Cold Licensed Operator Training Program. " 

* General Physics Corp. 84/06/13. 26pp. 25047:002. 24X 

Fiche: 50-410, 84/06/13, 8406200086. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


Application/construction stage documents & correspondence 


3406060239 Forwards request for addl info re Sections 3. 2 & 5. 2 of 
FSAR per 830518 application for OL. Response requested within 
30 days of ltr receipt. 

KNICHTON, G. W. Licensing Branch 3. 84/05/16. WOOLEVER, E. J. 

Duquesne Light Co. 4pp. 24665:308. 24X Fiche: 50-412, 84/05/16, 

8406060239. 


3406010457 Forwards request for addl info to continue review of 830518 
request for OL. Response requested in 1 month of ltr date. 

KNIGHTON, G. Licensing Branch 3. 84/05/21. WOOLEVER, E. J. Duquesne 

Light Co. 4pp. 24769:091. 24X Fiche: 50-412, 84/05/21 , 8406010457. 


3406040267 Advises that questions re coordi nation of in— progress audit, 
to be held at beginning of task analysis phase of control 
room design review, should be directed to ET Eilmann,Unit 2 
core team leader. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/29. KNIGHTON, G. W. 

Licensing Branch 3. Ip. 24794:360. 24X Fiche: 50-412, 84/05/29, 

8406040267. 


3406040379 Summary of 840410 meeting w/util, Westinghouse & SS<W in 
Bethesda,MD re overall status of staff review of seismic 
qualif ication. Agenda it attendance lists end. 

LIC ITRA, E. A. Licensing Branch 3. 84/05/29. Licensing Branch 3. 

6pp. 24806:208. 24X Fiche: 50-412, 84/05/29, 8406040379. 


1406040159 Forwards response to Site Analysis Branch 840418 Questions 
311.5 - 311.8 re topography it double-ended rupture of 
p ipel ine. W/one oversize marked-up topograph ical map end. 

Aperture card is available in PDR. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/30. KNIGHTON, G. W. 
Licensing Branch 3. 8pp. 24795:209. 24X Fiche: 50-412, 84/05/30, 

8406040159. 


1406050448 Forwards "Alternate Pipe Break Design Criteria for Primary 
Coolant Loop" 8t "Leak Before Break Safety Balance, " i n 
support of request for exemption from GDC 4 it to provide 
alternative to postulating double-ended guillotine breaks. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 19pp. 24843:261. 24X 

Fiche: 50-412, 84/05/31# 8406050448. 


406060106 Forwards "Seismic Design Response Spectra# Beaver Valley 
Power Station - Unit 2, '• in accordance w/response to NRC 
structural design audit Action Item 1. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/01. KNIGHTON# G. W. 
Licensing Branch 3. 3pp. 24660:284. 24X Fiche: 50-412# 84/06/01, 

8406060106. 


— B406060 111 "Seismic Design Response Spectra, Beaver Valley Power 
Station - Unit 2. " 

* Stone St Webster Engineering Corp. 84/06/30. 83pp 24660:286. 
24X Fiche: 50-412, 84/06/01, 8406060106. 


406140009 Forwards response to 840508 instrumentation & control 
licensing positions St "Beaver Valley Unit 2 Failure of 
Feedwater Control Channel Used for Protection. " 

WOOLEVER, E. J. Duquesne Light Co. 84/06/08. KNIGHTON, G W 
Licensing Branch 3. 3pp. 24925:158. 24X Fiche: 50-412# 84/06/08, 

8406140009. 


-8406140016 "Beaver Valley Unit 2 Failure of Feedwater Control Channel 
Used for Protection. " 

BLACKBURN, T. A. Westinghouse Electric Corp. 84/02/29. 37pp. 


8406210136 Forwards info in response to 840517 meeting re Unres 
Item 83-05-09, "Cable Tray Fill. “ Info will be incorporated 
in future FSAR amend. 

WOOLEVER, E.J Duquesne Light Co. 84/06/15. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 25057:116. 24X Fi c h e : 50-412# 84/06 

8406210136. 


8406270008 Forwards FSAR separate submittal Vol 1 to, "Environ 
Qualif ication of Class IE Electrical Equipment. " Submittal 
uill be further updated to include environ qual if ication 
audit activities. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/22. DENTON, H. R. Of 
Nuclear Reactor Regulation, Director. KNIGHTON. G. W. Licensi' 
Branch 3. 5pp. 25159:014. 24X Fiche: 50-412, 84/06/22# 840627' 


— 840627001 1 Vol 1 to "Environ Qua 1 i f i ca t i on of Class IE Electr 
Equipment#" equipment qua 1 i f icat i on rept. 

■* Duquesne Light Co. 84/06/22. 220pp. 25159:019. 24X 

Fiche: 50-412, 84/06/22, 8406270008. 


8406290229 Requests proposed Backfit Requirement 2 re installat 
low level alarm for rocker arm lube oil reservoir be 
submitted to NRC for approval prior to transmittal as 
licensing requirement. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/25. EISENHUT, D. G. ] 
of Licensing. 2pp. 25196:334. 24X Fiche: 50-412, 84/06/25# 

8406290229. 


C. Utility Environmental Report (ER), amends Sc correspondence 


8406010314 Forwards Amend 6 to environ rept - OL stage, in respoi 
NRC 840302 request for addl i nfo# Quest ions E290. 5 - E290. 9. 
WOOLEVER, E. J. Duquesne Light Co. 84/05/30. DENTON, H. R. Of' 
Nuclear Reactor Regulation, Director. 6pp. 24751:073. 24X 

Fiche: 50-412, 84/05/30# 8406010314. 


--8406010315 Amend 6 to environ rept - OL stage. W/one oversize i 
Aperture card is available in PDR. 

* Duquesne Light Co. 84/05/31. 125pp. 24751:079. 24X 

Fiche: 50-412, 84/05/30, 8406010314. 


8406140008 Forwards affidavit certifying distribution of Amend , 
environ rept. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/08. DENTON# H. R. Of 
Nuclear Reactor Regulation, Director. 4pp. 24925: 154. 24X 

Fiche: 50-412, 84/06/08# 8406140008. 


E. NRC Safety Evaluation Report (SER)# suppls Sc correspondence 


8406040007 Notification of 840515 meeting w/util in Bethesda#MD 
discuss Accident Evaluation Branch open items in draft SER. 
LEY, M. Licensing Branch 3. 84/05/10. KNIGHTON# G. W. Licens 
Branch 3. 4pp. 24807:360. 24X Fi c he : 50-412# 84/05/10# 840604* 


8406040355 Forwards Equipment Qual if ication Branch input for SEI 
seismic & dynamic qua 1 i f i cat i on of seismic Category I 
mechanical & electrical equipment. Responses to open issues 
should be submitted within 1 month. 

KNIOHTON, G. W. Licensing Branch 3. 84/05/16. WOOLEVER# E. J. 

Duquesne Light Co. 4pp. 24806:219. 24X Fiche : 50-412, 84/05/ 

8406040355. 


— 8406040359 Safety evaluation re seismic & dynamic qualificati 
seismic Category I mechanical St electrical equipment. Add 1 
info required to resolve issue. 

* NRC - No Detailed Affiliation Given. 84/05/16. 9pp. 
24806:223. 24X Fiche: 50-412# 84/03/16# 8406040355. 


8406060020 Summary of 840424-23 meetings w/util in Aliquippa.PA 
training info necessary for d ock eting. Tra in ing info will be 
submitted to NRC to meet 840702 SER dead 1 ine. Li ft of 
licensee qual 1 f ication items encl. 

LEY#M. Licensing Branch 3. 84/03/24. Licensing Branch 3. 

24848: 214 . 24X Fiche: 50-412# 84/03/24, 8406060020. 


8406060187 Summary of 840501 meeting w/util St SScW r# radiologic, 
assessment Sc draft SER open St confirmatory items. Attend ee 
list, plant tour notes & SER item list encl. 

LEY, M. Licensing Branch 3. 84/05/24. Licensing Branch 3. 

24848:131. 24X Fiche: 50-412# 84/03/24, 8406060187. 


8406040211 Responds to Outstanding Issue 70 from draft SER Sect 


DOCKETED ITEMS 


50091 Requests proposed requirement re steam generator level 
trol design per draft SER Section 7.3.3. 12# be submitted 
NRC for approval prior to transmittal as licensing 
uirement. 

LEVER. E. J. Duquesne Light Co. 84/05/30. EISENHUT, D. G. Division 
Licensing. 2pp. 24839:255. 24X Fi che: 50-412, 84/05/30. 

6050091. 


50254 Requests that proposed requirement re review criteria for 
from Hydrometeorology Repts 51 S< 52 per draft SER 
tion 2. 4. 2. 3 be submitted to NRC mgt for approval prior 
transmittal as licensing requirement. 

LEVER, E. J. Duquesne Light Co. 84/05/30. EISENHUT, D. G. Division 
Licensing. 3pp. 24840:354. 24X Fiche : 50-412, 84/05/30, 

6050254. 


50256 Requests that proposed requirement requiring applicant to 
vide protection of cable spreading room per draft SER be 
[yiitted to NRC mgt for approval prior to transmittal as 
ensing requirement. 

LEVER, E. J. Duquesne Light Co. 84/05/30. EISENHUT, D. G. Division 
Licensing. 3pp. 24841:017. 24X Fiche : 50-412, 84/05/30, 

6050256. 


50361 Forwards addl draft SER evaluation re core performance, matls 
ineering, GA, reactor sys 8t emergency preparedness. Review 
esponse requested within 1 month of ltr receipt. 

BHTON, G. W. Licensing Branch 3. 84/05/30. WOOLEVER, E. J. 

uesne Light Co. 129pp. 24960:019. 24X Fi che: 50-412. 84/05/30, 

6150361. 


B0136 Summary of 840419 meeting w/util St SStW in Bethesda.MD re 
e protection open items in draft SER. Agenda St attendee 
t end. 

, li. Licensing Branch 3. 84/05/31. Licensing Branch 3. 10pp. 

23:277. 24X Fiche: 50-412, 84/05/31, 8406180136. 


90510 Audit summary of 840403-03 meetings w/util, SStW St 
tinghouse in Boston, MA re util responses to Mechanical 
ineering Branch questions corresponding to open items in 

, M. Licensing Branch 3. 84/06/04. Licensing Branch 3. 12pp. 

36:340. 24X Fiche. 50-412, 84/06/04, 8406190510. 


70310 Forwards portion of draft SER re containment sys, structural 
eotechnical engineering & power St reactor sys. Schedule 
response to end SER open items requested. 

DHTON, G, W. Licensing Branch 3. 84/06/08. WOOLEVER, E. J. 

uesne Light Co. 136pp. 25192:001. 24X Fiche : 50-412, 84/06/08. 

6270310. 


90153 Forwards responses to Outstanding Issues 68 & 71 of draft 
re remote shutdown capability & bypass & inoperable 
tus panel, respectively . Util responses to Questions E451 . 4 
451. 5 addressed Outstanding Issues 117 & 118. 

LEVER, E. J. Duquesne Light Co. 84/06/13. KNIGHTON, G. W. 
ensing Branch 3. 5pp. 24979:110. 24X Fiche; 50-412, 84/06/13, 

6190153. 


90191 Forwards responses to listed outstanding SER confirmatory 

ues discussed at meeting w/Rad iolog ica 1 Assessment 

nch. 

LEVER, E. J. Duquesne Light Co. 84/06/13. KNIGHTON, G. W. 
ensing Branch 3. 29pp. 24981:118. 24X Fiche: 30-412. 84/06/13, 

6190191. 


50198 Requests that proposed Backf it Requirement 3 re certain 
or operated valves for cold leg accumulator isolation, p er 
Section 7. 3. 3. 15, be submitted to NRC for approval 
or to transmittal as licensing requirement. 

LEVER, E. J. Duquesne Light Co. 84/06/15. EISENHUT, D. G. Division 
Licensing. 4pp. 25121:354. 24X Fiche: 50-412, 84/06/15, 

6250198. 


50200 Requests that proposed Backfit Requirement 22 re fuel pool 
heat loads, per draft SER, be submitt«4 to NRC for 
roval prior to transmittal as licensing requirement. 

LEVER, E. J. Duquesne Light Co. 84/06/15. EISENHUT, D. G. Division 
Licensing. 4pp. 25121:358. 24X Fiche: 50-412, 84/06/15, 

6250200. 


50226 Forwards _ F , ... 

sel generators in Amend 4 to PSAR, per SER. Requirement 
uld be submitted to NRC prior to transmittal as 
ensing requirement. 


8406260220 Forwards response to draft SER outstanding issues re 
anticipatory reactor trip on turbine trip, svc water sys 
i solation, normal letdown line relief valve, main feedwater 
isolation & proportional integral derivative. 

WOCLEVER, E. J. Duquesne Light Co. 84/06/20. KNIGHTON, G. W. 
Licensing Branch 3. 8pp. 25150:254. 24X Fiche: 50-412. 84/06/20 

8406260220. 


F. Security, medical, emergency St fire protection plans 


8406050256 Requests that proposed requirement requiring applicant 
provide protection of cable spreading room per draft SER be 
submitted to NRC mgt for approval prior to transmittal as 
licensing requirement. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/30. EISENHUT, D. G. Div 
of Licensing. 3pp. 24841:017. 24X Fiche: 50-412, 84/05/30, 

8406050256. 


8406150361 Forwards addl draft SER evaluation re core performance,! 
engineering, QA, reactor sys 8t emergency preparedness. Review 
& response requested within 1 month of ltr receipt. 

KNICHTON, G. W. Licensing Branch 3. 84/05/30. WOOLEVER, E. J. 

Duquesne Light Co. 129pp. 24960:019. 24X Fic he: 50-412, 84/05/3 

8406150361. 


8406180136 Summary of 840419 meeting w/util St SStW in Bethesda.MD r 
fire protection open items in draft SER. Agenda St attendee 
list encl. 

LEV, M Licensing Branch 3. 84/05/31. Licensing Branch 3. 1 

25023:277. 24X Fiche . 50-412, 84/05/31, 8406180136. 


I. Financial information 


8405290307 Forwards "Ohio Edison Annual Rept. 1983. " "Toledo Edison 
1983 Annual Rept, " "Duquesne Light Co Annual Rept, 1983" St 
"Cleveland Electric Illuminating Co 1983 Annual Rept. “ 

WOOLEVER, E. J. Duquesne Light Co. 84/05/22. DENTON, H. R. Offic 
Nuclear Reactor Regulation, Director. 2pp. 24691:078. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


— 8405290310 "Ohio Edison Annual Rept, 1983. " 

ROGERS, J. T. Ohio Edison Co. 83/12/31. 44pp. 24710:026. 24 

Fiche: 50-000, 84/05/22, 8405290307. 


— 8405290320 "Duquesne Light Co Annual Rept. 1983. “ 

ARTHUR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710:094. 

Fiche: 50-000, 84/05/22, 8405290307. 


— 8405290323 "Cleveland Electric Illuminating Co 1983 Annual Rept. 
OINN, R. M. Cleveland Electric Illuminating Co. 83/12/31. 43p 

24710:134. 24X Fiche: 50-000, 84/05/22, 8405290307. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8406010301 Forwards SALP Repts 50-334/84-13 St 50-412/84-06 for 
Dec 1982 - Mar 1984. Unit 1 rated satisfactory or higher 
in all functional areas. Unit 2 only minimally satisfactory . 
STAROSTECKI, R. Division of Project St Resident Programs. 84/05/ 
CAREY, J. J. Duquesne Light Co. 3pp. 24735:179. 24X 

Fiche: 50-334, 84/05/18,8406010301. 


— 8406010306 SALP Rept 50-412/84-06 for Dec 1982 - Mar 1984. Licens 
activities assigned Category 2 rating. 

* Region 1, Office of Director. 84/05/14. 35pp. 24755:217. 

Fiche. 50-334, 84/03/18, 8406010301. 


8406020386 Notification of Significant Licensee Meeting 84-47 on 8 
w/util in Sh ipp ingport, PA to discuss SALP. 

TRIPP, L.E. Region 1, Office of Director. 84/05/22. Region 1 
Office of Director. Ip. 24800:344. 24X Fiche: 50-412, 84/05/22, 
8406020386. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contain 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103>. 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 840523 


8405240317 IE Info Notice 83-66, Sup pi 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 


) 


DOCKETED ITEMS 


406030185 Notifies of revised schedule for completion of corrective 
actions re violations noted in IE Insp Rept 50-412/83-01 . 

Rework of grinding phase will be completed by 840531. Weld 
repair, if required, wi 1 1 be completed by 841031. 

WOOLEVER, E. J. Duquesne Light Co. 84/04/25. STAROSTECKI , R. 
Division of Project & Resident Programs. 2pp. 24858:300. 24X 

Fiche. 50-412, 84/05/29,8406080182. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. “ Svc list 
ncl. 

□RDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


6140065 Notification of Significant Licensee Meeting 84-51 on 840608 
/util & SfcU in King of Prussia, PA to discuss A/E sections 
f SALP. 

EYER, O. W. {Reg ion 1, Office of Director. 84/05/31. Region 1, 
ff ice of Director. 2pp. 24939:208. 24X Fiche: 50-412, 84/05/31, 

406140065. 


6150005 Forwards IE Insp Rept 50-412/84-04 on 840402-05. No 
iolations noted. 

4RTIN, T. T. Division of Engineering & Technical Programs. 84/05/31. 
WOOLEVER, E. J. Duquesne Light Co. 2pp. 24943:081. 24X 

iche: 50-412, 84/05/31, 8406150005. 


406150008 IE Insp Rept 50-412/84-04 on 840402-05. No violations noted. 
Major areas inspected : activities re installation of 
safety— re lated electrical equipment St status of separation 
program discussed at 831220 meeting. 

FINKEL,A., CHEUNG, L. , HODSON, J. Region 1, Office of Director. 
84/05/21. 6pp. 24943:083. 24X Fiche: 50-412, 84/05/31 , 8406150005. 


6010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list enci. 
IRDANi E. L. Division of Emergency Preparedness St Engineering 
jsponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ark, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


>080103 Ack receipt of 840411 ltr informing NRC of steps taken to 
irrect violations noted in IE Insp Rept 50-412/83-11. 

"ARQSTECKI, R. Division of Project St Resident Programs. 84/06/01. 
JOLEVER, E. J. Duquesne Light Co. 2pp. 24858:056. 24X 

Che: 50-412. 84/06/01, 8406080103. 


t06080106 Responds to NRC 840330 ltr re violations noted in IE Insp 
Rept 50-412/83-11. Corrective actions: heat treatment 
Procedure N-1141-P-8 revised, furnace survey performed 8t 
identification of ASME Code in FSAR made available. 

WOOLEVER, E. J. Duquesne Light Co. 84/04/11. STAROSTECK.I , R. 
Division of Project Sc Resident Programs. 5pp. 24858:058. 24X 

Fiche : 50-412, 84/06/01 , 8406080103. 


050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ring Outages Not Covered by Tech Specs." Svc list enci. 

IRDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


090013 Responds to Generic Ltr 81-21, "Natural Circulation 
oldown. " Procedures, training program St analysis of tests 
dressed. 

CLEVER, E. J. Duquesne Light Co. 84/06/05. EISENHUT, D. G. Division 
Licensing. 2pp. 24858:129. 24X Fiche: 50-412, 84/06/05, 

06080013. 


050350 IE Info Notice 84-43, “Storage St Handling of Opthalmic Beta 
diation Applicators. " Svc list enci. 

ACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
0103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
ckbestos Cables. " Svc list end. 

RDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


290481 Forwards IE Insp Rept 50-412/84-05 on 840416-0525. No 
stations noted. 

AROSTECKI. R. Division of Project St Resident Programs. 84/06/08. 
3LEVER, E. J. Duquesne Light Co. 2pp. 25211:274. 24X 

:he: 50-412, 84/06/08, 8406290481. 


>6290487 IE Insp Rept 50-412/84-05 on 840416-0525. No violations 
toted. Major areas inspected: previously identified unresolved 
items, followup on bulletins, 10CFR50. 55(e) items St info 
notices. 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list enci 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049: OOl. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. 119pp. 25049:154. 24X Fi c he : 50-000, 84/06/ 13, 84060 


8406180229 Confirms 840507 telcon re steps taken to correct viola 
noted in IE Insp Rept 50-412/84-09 on 840402-05. Und erst and s 
revised Electrical Spec 2BVS-931, endor s ing Reg Guide 1.75, 
issued on 840403. 

MARTIN, T. T. Division of Engineering St Technical Programs. 83/ 
WOOLEVER, E. J. Duquesne Light Co 3pp. 24962:357. 24X 

Fiche: 50-412,84/06/13, 8406180229 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if ication Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. q 

York, Inc. 122pp. 25049:033. 24X Fi c he: 50-000, 84/06/15, 84061: 


8406260373 Ack receipt of 840517 ltr informing NRC of steps taken 
correct violations noted in IE Insp Rept 50-412/84-03. 

Corrective actions need to address measures to assure that 
governing specs reflect all approved changes. 

STAROSfECKI, R. Division of Project St Resident Programs. 84/06 
WOOLEVER, E. J. Duquesne Light Co. 2pp. 25152:111. 24X 

Fiche: 50-412, 84/06/15. 8406260373. 


— 8406260377 Responds to NRC 840416 ltr re violations noted in IE 
Rept 50-412/84-03. Corrective actions: util has taken steps to 
confirm adequacy of engineering info to assure consistency 
to strengthen design interface. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/17. STAROSTECK I , R. 
Division of Project & Resident Programs. 7pp. 25152:113. 2‘ 

Fiche; 50-412, 84/06/15, 8406260373. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 01 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 840611 


8406180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generatoi 
Failure. " Svc list enci. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. cH 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 84061J 


8406190327 IE Info Notice 84-50, "C lar if i cat i on of Scope of QA Pr< 
for Transport Packages Pursuant to 10CFR50. App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. oH 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 840619( 


S. Reportable occurrences, LERs St related correspondence 


8406220175 Part 21 rept re upgrading of stock matl outside scope < 
NCA-3867. 4(e) due to misunderstanding of Code Case N242. 1. 
Initially reported on 820922. Concerned vendors St licensees 
notified. Use of Code Case N-310 suggested. 

WEIOHTMAN, R, T. Lone Star Screw Co. 82/09/23. COLLINS, J. Reg: 
Office of Director. 2pp. 25083:063. 24X Fiche: 30-000, 82/09/2: 

8406220175. 


8401310332 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized Sc being forwarded to affected 
p lants. Diagrams St list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. Spp 
22019:307. 24X Fiche: 30-000, 84/01/17, 9401310332. 


8406010313 Supplemental Part 21 rept re possible insulation damagi 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/03/22. Director's Office, 
Office of Inspection and Enforcement. Spp. 24736:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 


DOCKETED ITEMS 


10070 Final Significant Deficiency R ept 84-01 re clamp anchor 
emb lies w/under s i * ed welds. New clamp anchor designs 
ued for fabricate, vendor surveillance program will be 
lied %> assemblies will be replaced. 

LEVER* E. J. Duquesne Light Co. 84/06/08. MURLEY, T E. Region 1, 
ice of Director. 4pp, 25057:191 24X Fi c h e : 50-412, 84/06/08, 

6210070. 


8406260489 Forwards NRC 840530,25,09 k 0406 memos describing 
integration of activities for plants w/near-term licensing 
activit ies. Brief ing on integrated schedules expected bu 
840618 V 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, 84/06/01, 8406260489. 


T 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


plication/ construction stage documents St correspondence 


90030 Partial response to FOIA request for documents re IE Info 
ices 81—29, 82—52, 83—57 & 83-72 & Board Notifications 
128 & 83— 128A. Forwards App A documents. Documents also 
ilable in PDR. App B documents available in PDR. 

TON, J. M. Division of Rules and Records. 84/03/20. JORDAN, W. S. 
non & Weiss. 18pp. 25070:115. 24X Fiche: 50-000, 84/03/20, 

6100030. 


6100090 Forwards preliminary account of Commission directed test of 
yp® K electric penetration connec tors, Tests conducted per 
10130 version of "Connector Assembly Test Plan for Duke 
□wer, Catawba Units 1 & 2 Connectors." 

UCKALEW, W. H. Sandia Laboratories, 81/07/15. FARMER, W. C. 
lectrical Engineering Instrumentation St Control Branch (post 
<10429). 48pp. 25071:222. 24X F ic h e : 50-000, 84/03/20, 8406180030. 


10359 Forward© Rev 11 to "Analysis of Hydrogen Control Measures 
licOuir® Nuclear Station," for insertion in Section 7.0 of 
3. Response to NRC 840508 questions provided. 

KER, H. B. Duke Power Co. 84/05/22. DENTON, H. R. Office of 
lear Reactor Regulation, Director. ADENSAM, E G. Licensing Branch 
Bpp, 24752:119. 24X Fi ch e 50-4 13, 84/05/22, 8406010359. 


8406260518 Discusses outstanding regulatory issues for near-term ( 
reviews Recommendations for assignment of project managers Sc 
completion of licensing review effort provided. W/o ends. 

DcNTON, h. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


8406120154 Forwards Section C4. 3 of offsite dose calculation manual 
fuel cycle calculations. 

TUCKER, H. B. Duke Power Co. 84/06/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br« 
4. 3pp. 24888:166. 24X Fiche: 50-413, 84/06/04, 8406120154. 


8406120316 Forwards proposed amends to draft Tech Specs re area tem| 
monitor ing, containment bldg penetrations, overpressure 
protection sys, containment pressure control sys St turbine 
overspeed protection. 

TUCKER, H. B. Duke Power Co. 84/06/05. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br, 
4. 22pp. 24893:147. 24X Fi che: 50-413, 84/06/05, 840612031 6. 


8406110210 Forwards followup info re NRC audit of environ qualifica' 
of equipment. 

TUCKER, H. B. Duke Power Co. 84/06/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br, 
4. 2pp. 24871:283. 24X Fiche: 50-413, 84/06/06, 8406110210. 


60241 Forward® NURE0-1072, "Tech Specs Catawba Nuclear Station, 
t 1* *' final draft developed using FSAR, SER St Westinghouse 

AK, T. M. Assistant Director for Licensing. 84/05/25. TUCKER, H. B. 
k@ Power Co. 317pp. 24663:100. 24X Fiche: 50-413, 84/05/25, 

6060241 


70332 Forward® request© for addl info re steam generator tube 
bur c* events St financial qualif ication of govt-owned 
1 % 

NS AM, E. © Licensing Branch 4. 04/05/25. TUCKER, H. B. Duke Power 

11pp. 24834:292. 24X Fiche: 50-413, 84/05/25, 8406070352. 


10247 Request© exemption from QDC 4 re application of leak-before- 
ak concept to eliminate postulated pipe breaks in 
s aur i z er surge line from plant structural design basis, 
o by balance demonstrated. 

KER, H. B. Duke Power Co. 84/03/29. DENTON, H. R. Office of 
lear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
16pp. 24753:261, 24X Fi che : 30-413, 84/05/29, 840601 0247. 


6010230 Requests withholding of referenced proprietary info from 
ublic disclosure <r#f 10CFR2. 790 ) . JD McAdoo 830926 
ffidavit encl. 

IESEMANN, R, A. Westinghouse Electric Corp. 94/05/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 24753:277. 
4X Fiche: 30-413, 84/03/29, 0406010247. 


30314 Forwards response to 840410 request for addl info re 
site dose calculation manual. Se c t ion C4. 3, "Fuel Cycle 
culations" incomplete. Info will be provided by 840604. W/ 
oversize figure. Aperture card is available in PDR. 

KER, H. B. Duke Power Co. 84/05/29. DENTON, H. R. Office of 

lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
62pp. 24637:001. 24X Fiche : 30-413, 84/03/29, 840605051 4. 


8406130139 Forwards addl info re use of shift advisors, per DG Eisenl 
840530 request. Some operators participated in addl reactor 
startups in response to Generic Ltr 84-10. "Catawba Shift 
Advisor Program" end. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br. 
4. 3pp. 24913:108. 24X Fi che: 50-413, 84/06/08, 8406130139. 


— 8406130141 "Catawba Shift Advisor Program. " 

VAUGHN, T. S. Duke Power Co. 84/05/04. 119pp. 24913:111. 24X 

Fiche: 50-413, 84/06/08, 8406130139. 


8406150237 Forwards marked-up proposed changes to draft Tech Specs, 
including reactor core safety limit, upper head injection, 
power distribution limits, RCS pressure/temp limits St 
refueling operations. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 69pp. 24950:238. 24X Fi che : 50-413, 84/06/08, 8406150237. 


8406200426 Staff requirements memo re Commission 840607 affirmation 
discussion & vote in Wash ing ton, DC re UCLA license renewal, 
SECY-84-182 re Catawba St SECY-84-218 re Suffolk County 
motion on Shorehan. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/13. 
PLAINE, H. H. Office of the General Counsel. 2pp. 25058:360. 24 

Fiche: 50-000, 84/06/13, 8406200426. 


8406200154 Amend 32 to application for OL, consist ing of Rev 10 to 
FSAR. Rev includes summary of dynamic analyses results, 
deletion of addl ref to boron injection tank & updated 
personnel resumes. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 2pp. 25038:001. 24X Fiche: 50-413, 84/06/15, 8406200154. 


70072 Submits daily highlights. ASLB issued memorandum St order 
roving 840313 stipulation reached in proceeding re 
tion for Author i za ti on to Issue License to Load Fuel St 
duct Certain Pre critical Testing" filed by util. 

BOUR, K. Licensing Branch 4. 84/03/30. DENTON, H. R. , CASE, E. G. , 

SON, O. Office of Nuclear Reactor Regulation, Director. 2pp. 

4»1 : 037. 24 X Fich e : 30-413, 84/03/30, 8406070072. 


8406220235 Informs that Westinghouse determined main steam line bre 
in doghouses can cause steam generator tubes to uncover, 
allouing superheated steam to form, g enerating higher steam 
line exit temps. Equipment qual if icat ion based on 330 F. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 2pp. 25081:303. 24X Fiche: 50-413, 84/06/15, 8406220235. 


70340 Requests confirmation that data presented in 840314 ltr 
marizing experience of operating crew personnel correct, 
dustry Evaluation of Operating Shift Experience 


8406260018 Forwards Rev 4 to response to NUREG-05S8, per 840306—08 
request re environ qualification audit. Info re Barton 
transmitters te RdF resistance temp detectors also end. 


transmitters 8c RdF \ . . 

TiiCKFR, H B. Duke Power Co. 84/06/18. DENTON, H. R. Office of 


K) 


DOCKETED ITEMS 


8406260238 Requests withholding proprietary info per 10CFR2. 790. 
Affidavit CAW-83-80 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/05/04 DENTON/ H. R. 

Office of Nuclear Reactor Regulation! Director. 6pp. 25149:106. 
24X Fiche: 50-413. 84/06/18. 8406260235. 


8406260242 "Technical Basis for Eliminating Class 1 Accumulator Line 
Rupture as Structural Design Basis for Catawba Units 1 l>. 2." 

SWAMY, S. A. , SCHMERTZ, J. C. , YANG, C. Y. Westinghouse Electric Corp. 
WCAP 10538. 84/04/30. 93pp. 25149:112. 24X 

Fiche: 50-413. 84/06/18, 8406260235. 


06220093 Board Notification 84-104: d iscusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 6pp. 25159:272. 24X Fiche: 50-000. 84/06/20, 

8406220093. 


06250308 Forwards marked-up draft Tech Specs re snubbers. 

TUCKER. H. B. Duke Power Co. 84/06/20. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 10pp. 25118:082. 24X Fiche: 50-413. 84/06/20. 8406250308. 


06250310 Forwards marked-up draft Tech Specs re radiation monitoring 
instrumentation for plant operations surveillance 
requirements & accident monitoring instrumentation. 

TUCKER, H. B. Duke Power Co. 84/06/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
5pp. 25117:320. 24X Fi che: 50-413, 84/06/20, 8406250310. 


>6260331 Forwards changes to FSAR, ref lect ing observed higher 

Ln-leakage from annulus ventilation sys preoperational 

testing. Caused by use of foam fire stops in electrical 

jenetrations. Changes to be included in Rev 11 to FSAR. 

rUCKER. H. B. Duke Power Co. 84/06/21. DENTON, H. R. Office of 

4uclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

V. 20pp. 25151:100. 24X Fiche: 50-413, 84/06/21, 8406260331 . 


>6260397 Forwards addl info re shift staffing as discussed in B40613 
leeting. "Duke Pouer Co 12 H Shift Experience" St "Util 
Adviser Evaluation Team Rept on Catawba Nuclear Station 
Jhift Advisor Program" end. 

"UCKER, H. B. Duke Power Co. 84/06/21. DENTON. H. R. Office of 

luclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

k 2pp. 25152:040. 24X Fiche: 50-413, 84/06/21, 8406260397. 


1406260404 "Duke Power Co 12 H Shift Experience. " 

* Duke Power Co. 84/06/20. 24pp. 25152:042. 24X 

Fiche: 50-413, 84/06/21, 8406260397. 


1406260409 "Util Advisor Evaluation Team Rept on Catawba Nuclear 
Station Shift Advisor Program, 840606-08. " 

* Utility Advisor Evaluation Team. 84/06/08. 23pp. 25152:067, 

24X Fiche: 50-413, 84/06/21 , 8406260397. 


6270150 Forwards responses to initial test program followup items, 
iscussion of five addl changes to FSAR Chapter 14 St revised 
BAR pages. Pages will be included in Rev 11 to FSAR. 

UCKER. H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 

uclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

. 52pp. 25161:221. 24X Fiche: 50-413, 84/06/25, 8406270150. 


6270152 Forwards "ReactoT Containment Bldg Integrated Leak Rate Test 
Preoperational)," per 10CFR50,App J. 

UCKER, H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 

uclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

. Ip. 25163: 354. 24X Fiche: 50-413, 84/06/25, 0406270152. 


406270156 "Reactor Containment Bldg Integrated Leak Rate Test 
(Preoperational ), " conducted 840110-18. 

JONES, R. A. , BEAVER, W. F. , COX, J. W. Duke Power Co. 84/01/18. 
195pp. 25163:355. 24X Fiche: 50-413, 84/06/25, 8406270152. 


6280244 Forwards response to 840620 request for addl info re draft 
ech Specs. Enel proprietary rept, "Westinghouse Reactor 
potection Sys/ESF Actuation Sys Setpoint Methodology, " 
ithheld (ref 10CFR2. 790). 

JCKER, H. 8. Duke Power Co. 84/06/25. DENTON, H. R. Office of 

jelear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

24pp. 25177:031. 24X Fiche: 50-000, 84/06/25, 8406280244. 


5230256 Forwards proposed amends to draft Tech Specs w/discussion of 
istif ica#lon, " ' 

JOKER, H. B, Duke Power Co. 84/06/25. DENTON, H. R. Office of 
iclear Reactor Regulation, Director. ADENSAM, E. A. Licensing Branch 


8406290264 Forwards proposed changes to draft Tech Specs re diese 
generator battery surveillance requirements. 

TUCKER, H. B, Duke Power Co. 84/06/25. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing ] 

4. 3pp. 25196:028. 24X Fi c h e: 50-413, 84/06/25, 8406290264. 


8406270175 Requests partial exemption from GDC 17 re fuel load it 
precritical testing ac t i v i t i es, p er 10CFR50. 12. Fuel load date 
changed to 840629. 

TUCKER, H. B. Duke Power Co. 84/06/26. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 13pp. 25161:344. 24X 

Fiche: 50-413, 84/06/26, 8406270175. 


8406290315 Amend 33 to application for OL, c on s i s t ing of Rev 11 to 
TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing I 
4. 2pp. 25207:109. 24X Fi che: 50-413, 84/06/27, 8406290315. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406050359 Advises that internal corrosion of buried fuel oil stoi 
tanks not safety significant prob lem, based on experience of 
other util facilities it local industry. Requests subj item 
be closed in future SSER. List of local owners end. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing E 
4. 3pp. 24843:289. 24X Fi che: 50-413. 84/05/31, 8406050359. 


8406050443 Forwards revised response to Question 430.110 of SER 
Confirmatory Item 38 re 100% load reduction capability. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 

4. 2pp. 24842:314. 24X Fi che: 50-413, 84/03/31, 8406050443. 


8406080237 Forwards "SQRT Audit Resolution for SER. Catawba Unit 1, 
documenting seismic qua 1 i f i c at ion of equipment resolutions 
agreed upon during 840521 & 22 meetings w/Westinghouse it 
Broun Bover i , Inc. Two listed items remain open. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 

4. 2pp. 24856:001. 24X Fi ch e: 30-413, 84/05/31 , 8406080237. 


— 8406080238 “SORT Audit Resolution for SER, Catawba Unit 1. 
* Duke Power Co. 84/03/31. 30pp. 24856:003. 24X 

Fiche: 50-413, 84/03/31 , 8406080237. 


8406070253 "D/G 1A Blackout it Load Rejection. " Rept provided in 
response to SER Confirmatory Item 37. W/840603 ltr. 

TUCKER, H. B. Duke Power Co. TP/ 1 /A/ 1350/23A. 84/04/01. DENTON 

Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 80pp. 24743:226. 24X Fiche: 50-413, 84/06/0 

8406070253. 


8406110366 Proposes amends to Tech Specs to validate analysis 
assumptions re reactor makeup water pump & high flux at 
shutdown alarm, per 840510 response to SER Open Item 17, 

"Alarm in Control Room for Boron Dilution Modes..,." 

TUCKER, H. B. Duke Power Co. 84/06/07. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 
4. 5pp. 24866:313. 24X Fi c h e: 50-413, 84/06/07, 84061 10366. 


8406120188 Forwards addl info re two-way communications capability 
betueen technical support ctr it operations support ctr. Info 
identified in SSER 1, Section 13.3.2.8. 

TUCKER, H, B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 

4. 2pp, 24888:131. 24X Fi che: 50-413, 84/06/08, 8406120188. 


8406120373 Advises that Train B portion of TP/1/A/1200/03B, "Engim 
Safeguards Feature Test," completed on 840508 w/sat isfac tory 
results, per SER Confirmatory Item 26 it IE Bulletin 80-06. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bi 
4. 2pp. 24893:293. 24X Fi che: 50-413, 84/06/08, 8406120373. 


8406120478 Forwards corrected 840531 revised response to Question 
430. 110 of SER Confirmatory Item 38 re 100% turbogenerator 
load reduction capab i 1 ity . Ma x incorrectly substituted for 
min in first paragraph. 

TUCKER. H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bi 

4. 2pp. 24892:106. 24X Fi che: 50-413, 84/06/08, 8406120478. 


8406190315 Advises that post-accident sample panel installed in Uni 
it will be tested during startup test program, per SER 
Section 9. 3. 2. 2 & TMI Item II. B. 2. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 


DOCKETED ITEMS 


200203 Requests steam generator tube rupture issue be made 
ndition of Unit 1 OL for resolution by or during first 
fueling outage* in response to NRC 840525 request re SER 
»n Item 9, 

CKER, H. B. Duke Power Co. 84/06/18. DENTON. H. R. Office of 
clear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 

2pp. 25046:311. 24X Fi che: 50-413. 84/06/18. 8406200203. 


260431 Forwards revised FSAR pages providing specific analysis for 
t shutdown, in response to SER Section 15. 2. 4. 2, Op en Item 
i "Alarm in Control Room for Boron Dilution Modes...." 
rked-up Tech Specs end. 

CKER, H. B. Duke Power Co. 84/06/21. DENTON, H. R. Office of 
clear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

7pp. 25154:181. 24X Fi che: 50-413, 84/06/21 , 8406260431 . 


270190 Forwards revised FSAR pages which resulted from meeting on 
eoperational testing 6 Tech Specs, per SER. Fifteen oversize 
awings enc 1. Aperture cards available in PDR. 

CKER, H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 
clear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
400pp. 25162:001. 24X Fi ch e : 50-413, 84/06/25, 84062701 90. 


ecurity, medical, emergency & fire protection plans 


8406120581 Forwards request for addl info re security p lan. Licensee 
should respond by 840605. 

ADENSAM, E. G. Licensing Branch 4, 84/05/23. TUCKER, H. B. Duke P 

Co. 2pp. 24915:262. 24X Fiche: 50-413. 84/05/23, 8406120581. 


8406010223 Forwards response to task analysis c lar if ication comment 
control room design review task analysis per Suppl 1 to 
NUREG-0737. Procedures & resulting documentation demonstrate 
that control & display requirements identified & evaluated. 

TUCKER, H. B. Duke Power Co. 84/05/29. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 5pp. 24754:337. 24X Fiche. 50-413, 84/05/29, 8406010223. 


8406120209 Lists procedures not appropriately referenced in crisis 
p lan. Proced ures uill be included in next rev to document. 

TUCKER, H. B. Duke Power Co. 84/06/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 2pp. 24890:045. 24X Fiche: 50-413, 84/06/04, 8406120209. 


8406120461 Forwards response to 840523 questions re vital areas & 
equipment identification in security p lan. Response 
withheld (ref 10CFR73. 21). 

TUCKER, H. B. Duke Power Co. 84/06/05. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24891:021. 24X 

Fiche: 50-413, 84/06/05, 8406120461. 


270059 Forwards Rev 4 to response to Suppl 1 to NUREG-0737, 
eluding Unit 2 control room review supplemental rept & 
fety parameter display sys safety ana ly s i s. Resp onse 
mp 1 ® t e. 

CKER, H. B. Duka Power Co. 84/03/28. DENTON, H. R. Office of 

clear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

52pp. 25160:079. 24X F i c he: 50-413, 84/03/28, 8406270059. 


200354 Forwards public version of Revs 8 V 9 to crisis mgt plan, 
vs resubmitted due to failure to docket initial submittal. 
840612 release memo. 

CKER, H. B. Duke Power Co. 84/04/16. Record Services Branch 

document Control Desk). 3pp. 25067.001. 24X Fiche: 50-000, 

Y04/16, 8406200354. 


06200360 Public version of Rev 8 to crisis mgt plan, 

GLOVER, R. M. Duke Power Co. 03/03/04. 102pp. 25067:003 . 24X 

Fiche: 30-000, 84/04/16, 8406200354. 


■06200370 Public version of Rev 9 to crisis mgt plan. 

GLOVER, R. M. Duke Power Co. 83/06/06. 108pp. 25067:105. 24X 

Fiche. 50-000, 84/04/16, 8406200354. 


>070161 Rev 4 to emergency p lan. Emerg enc y plan booklet en c 1 . W/840601 

:r . 

SMPTON, J. W. , TUCKER, H. B. Duke Power Co. 84/04/30. 116pp. 

1746:001. 24 X Fiche: 50-413, 84/04/30, 8406070161, 


*290074 Rev 12 to "Crisis Mgt Plan. " W/840517 ltr. 

kUOHN, T. 8. Duke Power Co. 84/04/30. 111pp. 25212:003. 24X 

l che: 50-000, 04/04/30, 8406290074, 


public version of util emergency plan 


106290067 Re lea 
documentat ion. 

FELTON, U. M. Division of Rules and Records 
Management Branch. 2pp. 25212:001 
8406290074. 


84/06/25. Document 

24 X Fiche: 50-000, 84/04/30, 


S2O0130 Forwards public version of revised emergency plan 
iplementing procedures, inc 1 uding HP/0/B/1009/16 re 
istribution of potassium iodine tablets in event of 
adioiedine release. W/JM Felton 840612 release memo. 

JCKER,H. B. Duke Power Co. 84/05/10. Record Services Branch 
Document Control Desk). 4pp. 25032:001. 24X Fiche: 50-413, 

4/05/10, 8406200130. 


406200132 Public version of revised emergency plan implementing 
procedures, including HP /0/B/1009/16 re distribution of 
potassium iodine tablets in event of radioiodine rel * a s®- 


TUCKER, H. B. Duke Power Co. 84/04/03. 
Fiche: 50-413, 84/05/10, 8406200130. 


188pp. 25052:004. 24X 


6200375 Forwards public version of crisis mgt implementing 
rocedures, including Rev 8 to 5.3. 1 re recovery manager & 
mmediate staff group plan.W/JM Felton 8 release 2 

UCKER, H. B. Duke Power Co. 84/05/21, 0 REILLY, J. P. 

ff ice of Director. 4pp. 25067:219. 24X Fiche: 50-000, 84/05/21, 

406200375. 


6200381 Public version of revs to crisis mgt implementing 
rocedures, including Rev 8 to 5.3,1 re recovery manager & 
mmediate staff group plan. 

Duke Power Co, 84/04/30. 133pp. 25067:222. 24X 
iche: 50-000, 84/05/21 , 8406200375. 


8406120188 Forwards addl info re two-way communications capability 
between technical support ctr & operations support ctr. Info 
identified in SSER 1, Section 13.3.2.8. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 2pp. 24888:131. 24X Fi c he: 50-413. 84/06/08, 8406120188. 


8406140231 Forwards IE Safeguards Insp Rept 50-413/84-58 on 840521- 
No violations or deviations noted. 

DANCE, H. C. Division of Project & Resident Programs. 84/06/11. 
TUCKER, H. B. Duke Power Co. 2pp. 24924:277. 24X 

Fiche: 50-413, 84/06/11, 8406140231. 


— 8406140232 IE Safeguards Insp Rept 50-413/84-58 on 840521-23. No 
noncompliance noted. Major areas inspected: preoperati onal 
review of security plan implementing procedures & security 
organization. Details withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A. , HALL, D. R. , MCGUIRE. D. R. Region 2, Office of Direct 
84/06/08. Ip.. 24924:279. 24X Fi che : 50-413, B4/06/1 1 , 840614022 


8406190372 Ac k receipt of 840331 ltr informing NRC of steps taken t 
correct violations noted in IE Insp Repts 50-413/84—36 fc 
50-414/84-20. 

DANCE, H. C. Division of Project & Resident Programs. 84/06/11. 
TUCKER, H. B. Duke Power Co. Ip. 25021:293. 24X 

Fiche: 30-413, 84/06/11, 8406190372. 


— 8406190392 IE Insp Repts 50-413/84-36 & 50-414/84-20 on 840403-0<! 
Deviation noted : hydrogen piping in reactor coolant pump 
drain tank not designed to maintain pressure boundaries 
during design seismic event. 

MILLER, W. H. , WISEMAN, G. R. , CONLON, T. E. Region 2, Office of 
Director. 84/04/18. 6pp. 25021:299. 24X Fiche: 50-413. 84/06, 

8406190372. 


8406200036 Forwards "Description of Deviation from Generic Emergent 
Response Guidelines,” per Suppl 1 to NUREG-0737. Rept 
describes differences between plant-specific & generic 

TUCKER, H. B. Duke Power Co. 84/06/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B: 
4. 2pp. 25047:058. 24X Fi che: 50-413, 84/06/18, 8406200036. 


—8406200039 "Description of Deviation from Generic Emergency Resp. 
Guidelines. " 

* Duke Power Co. 84/06/30. 16pp. 23047:060. 24X 

Fiche: 50-413, 84/06/18, 8406200036. 


G. Adjudicatory correspondence 


8406150320 Submits statement re proposed emergency plan currently 
consideration. Util can coordinate safety measures 
w/all-hazards plan to provide max protection. Related 

HELMS, H. P. North Carolina, State of. DSB 670. 84/05/29. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. 2RP- 
24935:358. 24X Fiche: 50-413, 84/05/29, 8406150320. 


kO 60 50526 Joint supplemental contention re specific emergency pie 
southwest Charlotte, NC. Affirmation of Svc end. 

RILEY, J. L. Carolina Environmental Study Group. GUILD, R. 
Alliance. GUILD, R. Guild, R. DSB 465. 84/05/30. Atomic Ss 

and Licensing Board Panel. 7pp. 24809:169. 24X 

Fiche: 50-413, 84/05/30, 8406050526. 


Lsuirivc: i cl/ i i cmo 


>040369 Forwards IE Insp Repts 50-413/84-49 S-. 50-414/84-23 8c notice 
: violation re failure to identify concrete honeycomb which 
is subj of JR Harris testimony during in camera phase 
: hear ings. Related correspondence. 

JHNSON, G. £. Hearing Branch 4. DSB 414. 84/05/31. KELLEY* J. L. * 

JRDDM, P. W. * FOSTER* R. F. Atomic Safety and Licensing Board Panel, 
ip. 24802:190. 24X Fic he: 50-413* 84/05/31 , 8406040369. 


8406220211 Response opposing Carolina Environ Study Group & Palme 
Alliance 840530 late-filed contention on emergency planning 
for southwest Char 1 o tte, NC. Admi s s i on of contention would 
cause undue de lay . W/Cer t i f i c a t e of Svc . 

JOHNSON, G. E. Hearing Branch 4. DSB 793. 
and Licensing Board Panel. 16pp 
Fic he: 50-413. 84/06/19, 8406220211 


84/06/19. 
25081:266. 24X 


Atomic 


>050519 Forwards motion to quash subpoena requiring Chairman Odom of 
scfclenburg County Board of Commissioners attendance at 
10606-08 hearing. Related correspondence. 

iTHUNE, M. A. Ruff. Bond* Cobb* Wade it McNair. BETHUNE* M. A. 
ic k lenburg County, NC. DSB 461. 84/05/31. MARGULIES* M. B. Atomic 
ifety and Licensing Board Panel. Ip 24809:029. 24X 

Lche: 50-413, 84/05/31 , 8406050519. 


106050528 Motion to quash subpoena for TL Odom* Cha irman* M ec kl enbur g 
County Board of Commiss ioners. Certificate of Svc end. 

Related correspondence. 

BETHUNE* M. A. Mecklenburg County* NC. BETHUNE* M. A. Ruff. Bond, 
Cobb* Wade it McNair. 84/05/31. Atomic Safety and Licensing 
Board Panel. 5pp. 24809:030. 24X Fiche: 50—413,84/05/31* 

8406050519. 


>070147 Joint motion to compel discovery from applicants re 840326 
iterrogator ies & requests to produce documents on 
lergency diesel generator contentions. Certificate of Svc 
icl. Related correspondence. 

JILD, R. Palmetto Alliance. RILEY, J. Carolina Environmental Study 
‘oup. GUILD, R. Guild, R. DSB 513. 84/05/31. Atomic Safety and 

.censing Board Panel. 11pp. 24747:083. 24X Fiche. 50— 413* 84/05/31, 

106070147. 


>060431 Forwards correspondence re insp rept St notice of violation 

► cently issued by Region II in area of QA per 840229 1 tr 

> ASLB. Related correspondence. 

)HNSON, G. E. Hearing Branch 4. DSB 503. 84/06/05. KELLEY, J. L. , 

JRDOM* P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel, 
i. 24667:066. 24X Fi c he : 50-413, 84/06/05, 8406060431 . 


8406250350 Forwards updated portions of State of SC emergency pla 
ends. Related correspondence. 

MCGARRY, J. M. Bishop* Liberman* Cook* Purcell & Reynolds 
MCGARRY, J. M. Duke Power Co. DSB 859 84/06/20. MARGULIES, M. 

LAZCLR. M. , HOOPER, F. F. Atomic Safety and Licensing Board Panel 
25137:102. 24X Fiche : 50-413, 84/06/20, 8406250350. 


8406290024 Supplemental response to joint interrogatories it reque 
produce documents on diesel generators contentions it 
interrogatories re admitted emergency diesel contentions. 

Related cot respondence. 

CARR, A. V. Duke Power Co. DSB 926. 84/06/25. Palmetto Alii 

28pp. 25198:149. 24X Fi c h e : 50-413, 84/06/25, 8406290024. 


8406290376 Advises of substantial completion of insp program re D 
1-A. Applicants replacing Type AN piston skirts w/Type A£. No 
matters detected in insp constitute condition rendering 
Diesel 1-A functionless. 

CARR* A. V. Duke Power Co. DSB 907. 84/06/25. KELLY* J. L. , 

PURDOM* P. W. , FOSTER* R. F. Atomic Safety and Licensing Board Pan 

2pp. 25206:094. 24X Fi c h e : 50-413* 84/06/25, 8406290376 


8406290116 Order extending time until 840703 for Commission to ac 
review ALAB-768. Served on 840628. 

CHILK, S. J. Office of the Secretary of the Commission DSB 926 
84/06/28. Commissioners. Ip. 25198:277. 24X 

Fiche: 50-413, 84/06/28, 84062901 16. 


I. Financial information 


>110363 Order terminating consideration of sua sponte issue re 
te-specific problems u/TDI generators. Served on 840608. 

IILK, S. J. Office of the Secretary of the Commission. DSB 553. 
■/06/08. 4pp. 24868:034. 24X Fi che : 50-413, 84/06/08, 84061 10363. 


8406070352 Forwards requests for addl info r® steam generator tub 
rupture events it financial qua 1 i f i ca t i on of govt-owned 
utils. 

ADEIMSAM, E. G. Licensing Branch 4. 84/05/25. TUCKER, H. B. Duke 

Co. 11pp. 24854:292. 24X Fich e : 50-413, 84/03/25, 8406070352. 


,150096 Response opposing intervenors Carolina Environ Study Group it 
lmetto Alliance late filed proposed emergency planning 
ntention 20 re telephonic notification of southwest 
arlotte. Certificate of Svc end. 

GARRY* J. M. Duke Power Co. MCGARRY* J. M. Bishop, Liberman, Cook* 

rcell it Reynolds. DSB 642. 84/06/13. Atomic Safety and 

censing Board Panel. 16pp. 24942:344. 24X Fiche: 50-413, 84/06/13, 

06150096. 


J. Insurance l>. indemnity information 


8406080133 Forwards Certificate N-97 to NELIA Policy 1 b Certific, 
M- 97 to MAELU Policy 1. 

ROBBINS, J. G. Marsh it McLennan* Inc. 84/06/04. SALTZMAN* J. 
Assistant Director for State it License® Relations 16pp 2403, 
24X Fiche: 50-413*84/06/04* 8406080133. 


►220159 Forwards 840522 deficiency rept re discrepancies between 
brication drawings it equipment* per insp rept it notice of 
olation. Related correspondence. 

HNSON, G. E. Hearing Branch 4. DSB 815. 84/06/14. KELLEY* J. L. , 

>STER, R. F. * PURDOM* P. W. Atomic Safety and Licensing Board Panel, 
p. 25083:279. 24X Fiche: 50-413, 84/06/14, 8406220159. 


,190203 Notice of assignment of exhibit numbers tEP-22-EP-25> to 
n 1984 operations map* Jan 1984 ingestion pathway map, 
g 1983 ingestion pathway map Sc State of NC Executive Order 
. Served on 840618. 

RGULIES, M. N. Atomic Safety and Licensing Board Panel. DSB 726. 
/06/15. 2pp. 24981:001. 24X Fiche: 50-413, 84/06/15, 8406190203. 


200324 Forwards affidavit of WH Owen re change in fuel load date, 
ui date scheduled for 840629. Related correspondence. 

RR, A. V. Duke Power Co. DSB 765. 84/06/18. KELLEY* J. L. , 

RDOM, P. W. , FOSTER* R. F. Atomic Safety and Licensing Board Panel. 
25051: 001. 24X Fiche: 50-413* 84/06/18, 8406200324. 


06200328 Affidavit of WH Owen re change in fuel load date. Date 
currently scheduled for 840629. 

OWEN, W. H. Duke Power Co. 84/06/18. 2pp. 25051:002. 24X 

Fiche: 50-413* 84/06/18* 8406200324. 


250352 Discusses discovery under Board sua sponte diesel generator 
ntention, includ ing intervenors motion to compel discovery 
840608 order. Applicant prepared to file revs to 840402 
sponses. Related correspondence. 

GARRY, J. M. Bishop* Liberman, Cook, Purcell it Reynolds. 

GARRY, J. M. Duke Power Co. DSB 851. 84/06/18. KELLY* J. L. , 

RDOM, P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel, 
p. 25137:305. 24X Fiche: 50-413, 84/06/18, 8406250352. 


K Utility Final Safety Analysis Report (FSAR) & amends 


8406200154 Amend 32 to application for OL* consisting of Rev 10 to 
FSAR. Rev includes summary of dynamic analyse® results, 
deletion of addl ref to boron injection tank 8c updated 
personnel resumes. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R Office of 
Nuclear Reactor Regulation* Director. ADEN8AM, EG. Licensing 1 
4. 2pp. 25038:001. 24X Fi ch e: 50-413, 84/06/1 5, 84062001 54 


— 8406200159 Rev 10 to FSAR. W/21 oversize drawings. Aperture card® 
available in PDR. 

* Duke Power Co. 84/06/15. 708pp. 25038:003. 24X 

Fiche: 50-413* 84/06/15, 8406 200154. 


8406290315 Amend 33 to application for OL, c on s i s t i ng of Rev 11 to 
TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADEN8AM, E. G. Licensing 1 
4. 2pp, 25207:109. 24X Fi che; 50-413, 84/06/27, 8406290315. 


— 8406290321 Rev 11 to FSAR. 

* Duke Power Co. 84/06/27. 409pp. 23207:111. 24X 

Fiche: 50-413, 84/06/27, 8406 2903 1 5. 


M. Antitrust correspondence 


8406010263 Ac k receipt of request for reevaluation of finding of i 
significant antitrust changes, Requests resubmittal of 
request at later date for reevaluation of Unit 2. Antitrust 
analysis for Unit 1 encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
84/05/23. GUILD, R. Guild, R. GUILD, R. Palmetto Alliance! 5£ 
24767: 217. 24X Fi c h e : 50-4 1 3 , 84/03/23, 84060 1 0263 


DOCKETED ITEMS 


inspection reports/ IE Bulletins & correspondence 


>220079 Forwards IE Insp Rept 50-413/84-38 on 840326-30. No 
olations or deviations noted. 

iNCEi H. C, Division of Project & Resident Programs. 84/05/11. 
ICKER, H. B. Duke Power Co. 2pp. 25126:329. 24X 

che: SO-413* 84/05/11/8406220079. 


r0622Q082 IE Insp Rept 50-413/84-38 on 840326-30. No violations or 
deviations noted. Major areas inspected: Tech Specs. 

ORDERS, W. , WEISE.S. . BUTLER, S. Region 2, Office of Director. 
84/05/09. 20pp. 25126:331. 24X Fi c h e : 50-413. 84/05/ 1 1 , 8406220079. 


>230061 Forwards IE Insp Rept 50-413/84-47 on 840416-20. No 
olations noted. 

>NCE. H. C. Region 2, Office of Director. 84/05/16. TUCKER, H. B. 
ike Power Co. 2pp. 25134:274. 24X Fiche: 50-413, 84/05/16, 

^06230061 . 


■06230063 IE Insp Rept 50—413/84—47 on 840416—20. No violations noted. 
Major areas inspected : internal exposure c ontr o 1 s, fac i 1 i t ies 
& equ ipment, ALARA program Sc solid radwaste. 

WRAY, U. R. , JENKINS, G. R. Region 2, Office of Director. 84/05/11. 
6pp. 25134:276. 24X Fich e: 50-413, 84/05/ 16, 8406230061 . 


>210554 Forwards IE Insp Rept 50-413/84-48 on 840430-0504. No 
olations or deviations identified. 

iNCE, H. C. Region 2, Office of Director. 84/05/23. TUCKER, H. B. 
ike Power Co. 2pp. 23089:193. 24X Fiche: 50-413, 84/05/23, 

>06210554. 


>'06210556 IE Insp Rept 50-413/84-48 on 840430-0504. No violations or 
deviations identified. Major areas inspec ted : p lant chemistry 
St IE bulletin closeout. 

ROSS, W. J. , BLAKE, J. J. Region 2, Office of Director. 84/05/17. 
13pp. 25089:195. 24X Fi c he : 50-413, 84/05/23. 8406210554. 


>220037 Forwards IE Insp Rept 50-413/84-50 on 840430-0504. No 
iolations or deviations noted. 

\NCE, H.C. Region 2, Office of Director. 84/05/23. TUCKER, H. B. 
jke Power Co. 2pp. 25126:219. 24X Fiche: 50-413, 84/05/23, 

106220037. 


106220044 IE Insp Rept 50-413/84-50 on 840430-0504. No violation or 
deviations noted. Major areas insp ec ted : radwaste sys, 
ventilation sys, preoperational testing, process Sc effluent 
monitors & followup on previously identified items. 

TROUP, G. L, , MONTGOMERY, D. M. Region 2, Office of Director. 
84/03/18. 3pp. 25126:221. 24X Fiche: 50-413, 84/05/23, 8406220037. 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
iray Sys. “ Svc list encl. 

3RDAN, E, L. Division of Emergency Preparedness 8c Engineering 
asponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

jr k» Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, SuppI 1, "Fatality at Argentine 
ritical Facility." Svc list encl. 

DRDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. ” Svc list 
ne 1. 

DRDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


SO 10423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list encl. 
□RDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 030103). 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050:244. 24 X Fiche: 50-000, 84/06/01, 8406010423. 


6050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
evalidation Insp Rept," addressing over 76% of insp plan, 
er 840321 meeting Sc 840405 ltr. TDI diesel generators at 
atawba will provide reliable source of backup power. 

JCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 

uclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
2pp. 24843:079. 24X Fiche: 50-000, 84/06/01, 8406050368. 


8406060431 Forwards correspondence re insp rept 8e notice of violati 
recently issued by Region II in area of GA per 840229 ltr 
to ASLB. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 503. 84/06/05. KELLEY, J. L. 

PURDOM, P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel 
lp. 24667:066. 24X Fich e: 50-413, 84/06/05, 8406060431. 


8406050350 IE Info Notice 84-43, "Storage 8c Handling of Opthalmic B 
Radiation Applicators." Svc list encl. 

GRACE, J. N. Division of GA, Safeguards 8c Inspection Programs (Pos 
830103). 84/06/07. Consolidated Edison Co. of New York. Inc. 

92pp. 25050:032. 24X Fi che : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060 


8406120373 Advises that Train B portion of TP/1/A/1200/03B, "Engine 
Safeguards Feature Test," completed on 840508 w/satisfactor y 
results, per SER Confirmatory Item 26 8c IE Bulletin 80-06. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br 
4. 2pp. 24893:293. 24X Fiche: 50-413, 84/06/08, 8406120373. 


8406090176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080 


8406140231 Forwards IE Safeguards Insp Rept 50-413/84-58 on 840521- 
No violations or deviations noted. 

DANCE, H. C. Division of Project 8c Resident Programs. 84/06/11. 
TUCKER, H. B. Duke Power Co. 2pp. 24924:277. 24X 

Fiche: 50-413, 84/06/11, 8406140231. 


— 8406140232 IE Safeguards Insp Rept 50-413/84-58 on 840521-25. No 
noncompliance noted. Major areas inspected : preoperational 
review of security plan 8c implementing procedures 8c security 
organization. Details withheld (ref 10CFR2. 790 8c 73.21). 

TILLMAN, A., HALL , D. R. , MCGUIRE, D. R. Region 2, Office of Direct 
84/06/08. lp. 24924:279. 24X Fiche: 50-413, 84/06/11, 840614023 


8406190372 Ack receipt of 840531 ltr informing NRC of steps taken t 
correct violations noted in IE Insp Repts 50-413/84-36 8c 
50-414/84-20. 

DANCE, H. C. Division of Project 8c Resident Programs. 84/06/11. 
TUCKER, H. B. Duke Power Co. lp. 25021:293. 24X 

Fiche: 50-413,84/06/11, 8406190372. 


— 8406190380 Responds to NRC 840502 ltr re violations noted in IE 3 
Rept 50-413/84-36. Corrective act ions: hydrogen cylinders 
relocated to shed in plant yard 8< excess flow valve 
provided in discharge piping at hydrogen shed. 

TUCKER, H. B. Duke Power Co. 84/05/31. 0 'REILLY, J. P. Region S 

Office of Director. 2pp. 25021:294. 24X Fiche: 50-413, 84/06/3 

8406190372. 


— 8406190382 Forwards IE Insp Repts 50-413/84-36 8c 50-414/84-20 on 
840403-06 8< notice of deviation. 

DANCE, H. C. Division of Project S< Resident Programs. 84/05/02. 
TUCKER, H. B. Duke Power Co. 2pp. 25021:296. 24X 

Fiche: 50-413,84/06/11, 8406190372. 


— 8406190385 Notice of deviation from insp on 840403-06. 

# Region 2, Office of Director. 84/05/02. lp. 25021:298. S 
Fiche: 50-413, 84/06/11, 8406190372. 


— 8406190392 IE Insp Repts 50-413/84-36 8c 50-414/84-20 on 840403-0^ 
Deviation noted: hydrogen piping in reactor coolant pump 
drain tank not designed to maintain pressure boundaries 
during design seismic event. 

MILLER, W. H. , WISEMAN, 0. R. , CONLON, T. E. Region 2, Office of 
Director. 84/04/18. 6pp. 25021:299. 24X Fiche: 50-413, 84/06, 

8406190372. 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verif ication. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50— 000, 84/06/13, 8406001 


406050373 "Catawba Nuclear Station Diesel Engine 1A Component 


8406180353 IE Info Notice 84-48. "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN/E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York. Inc. 118pp. 25536:043. 24X Fiche: 50-000. 84/06/18, 8406180353. 

8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York. Inc 118pp. 25535:286. 24X Fi che: 50-000, 84/06/ 18 - 8406180360. 


8406190327 IE Info Notice 84-50, "Clar if ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


S. Reportable occurrences, LERs it related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized 8c being forwarded to affected 
p lants. Diagrams & list of affected plants encl. 

RAHE. E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17. 8401310352. 


8404240322 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 

MUSELER. W. J. TDI (Transamer i ca Delaval, Inc.) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fiche : 50-000. B4/04/20, 8404240322. 


8406190090 Significant deficiency rept re damaged oil seals S< thrust 
bearings in turbochargers mfg by Elliott. Initially reported 
on 840327. Turbochargers rebuilt. Corrective actions will be 
completed by 840702. 

TUCKER, H. B. Duke Power Co. 84/04/26. O 'REILLY, J. P. Region 2, 
Office of Director. 2pp. 24980:040. 24X Fiche: 50-413, 84/04/26, 

8406190090. 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel” engines & design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators. W/o enc Is. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. DSB 361. 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

Fiche: 50-000, 84/05/17, 8405300097. 


8405300109 Forwards cover ltr transmitting rept on investigation of 
Types AF *t AE piston skirts. W/o encl. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/05/17. 

BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000. 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF St AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-Q4-2-14 DRFT. 84/05/31. 
115pp. 24668:206. 24X Fiche: 50-000, 84/05/17, 8405300109. 


8406110310 Interim significant deficiency rept re Me 
penetration weld prob lens. Cl earing delayed due to 
rescheduling sys stamp dates. Corrective action wil 
complete by 840615. 

TUCKER, H. B. Duke Power Co. 84/05/22. O 'REILLY, J 
Office of Director. Ip. 24870:327. 24X Fiche: 50 

8406110310. 


8406110281 Interim significant deficiency rept re es 
related) motor control ctrs. All work completed on 
motor control ctrs (MCCs) for Unit 1. Remaining 4 o 
will be inspected by 840615. 

TUCKER, H. B. Duke Power Co. 84/05/24. O'REILLY, J 
Office of Director. Ip. 24870:257. 24X Fiche: 50 

8406110281. 


8406110283 Interim Significant Deficiency Rept 413-4 
actions for deficiencies identified for Unit 1 com 
Rehydro scheduled after completion of ESF testing 
completed by 840601. 

TUCKER, H. B. Duke Power Co. 84/05/24. O'REILLY, J 
Office of Director. Ip. 24871:035. 24X Fiche: 50 

8406110283. 


8406110270 Interim deficiency rept re S dimension no 
craft nor inspected by QA, thus creating potential 
spherical bearings to become totally d i sengag ed. Co 
Procedure CP-385 revised re verification of S dime 
TUCKER. H. B. Duke Power Co. 84/05/29. 0 'REILLY, J 

Office of Director. 3pp. 24871:011. 24X Fiche: 5 

8406110270. 


8406110312 Forwards "Evaluation of Emergency Diesel 
Crankshafts at Shoreham it Grand Gulf, " “Design Rev 
Connecting Rods for TDI DSRV-4 Series Diesel Gener 
"Investigation of Types AF it AE Piston Skirts," fi 
BRITT, L. F. Long Island Lighting Co. 84/05/31. Bi 
- No Detailed Affiliation Given. 4pp. 24866:001. 
Fiche: 50-000, 84/05/31 , B4061 1 0312. 


8406110318 Significant Deficiency Rept 413-414/83-11 
instrumenta tion it control sys cards utilizing mere 
which experienced contact bounce during seismic te 
Initially reported on 830829. Contac ts on relay jumi 
TUCKER, H. B. Duke Power Co. 84/05/31. 0 'REILLY, J 

Office of Director. 2pp. 24866:360. 24X Fiche: 5i 

8406110318. 


8406050364- Forwards two proprietary oversize drawing 
BNWL request. Drawings withheld (ref 10CFR2. 790 ) , p e 
Diesel Generator Owners Group 840323 appl ication. A| 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners < 
DENTON, H. R. Office of Nuclear Reactor Regulation, 
24845:213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


8406120337 Notification of 840621 meeting w/TDI Ownei 
River, NY to discuss progress of TDI Owners Group p! 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BE! 
Division of Licensing. 4pp. 24897:311. 24X Fichi 

8406120537. 


8406060004 Advises that TOI Owners Group 840516 I tr fc rept, "Eval 
of Emergency Diesel Generator Crankshafts at Shoreham it 
Orand Oulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B, M. 
- No Detailed Affiliation Given. 4pp. 24662:001, 24X 

Fiche: 50-000, 84/03/17,8406060004. 


8405300116 Forwards rept on design review of connecting rods for TDI 
DSRV— 4 series diesel generator. W/o encl. Related 
correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/05/18. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


8406080174 Forwards suppl to "Emergency Diesel Gener, 
on Module Control Wiring & Termination Qualification I 

TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners < 
DENTON. H. R. Office of Nuclear Reactor Regulation, 
24858:160. 24 X Fiche : 30-000, 84/06/05, 8406080174. 


8406150114 Forwards "Proposed Torsional it Lateral Cr: 
Analysis, " "Field Test of Emergency Diesel Generate 
U/ 13x13 Crankshaft" it table of torsional loading dt 
pressure at 100% load 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BC 
Hearing Branch 3. 3pp. 24949:216. 24X Fiche: 50-< 

84061501 14. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


— 8406150133 "Proposed Torsional «( Lateral Critical E 
Numbers 74010/12 De lava 1— Enterprise Engine Model 
3, 500 kW/4889 BMP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. € 

24X Fiche: 50-000,84/06/07,8406150114. 


8406110214 Significant Def iciency v Rept SD 413/84-11 re discrepancies 
between weld fabrication drawings it Bahnson Svc Co 
equipment. Initially reported on 840424. Caused by deviation 
from drawings it poor workmanship. Equipment analyzed. 

TUCKER, H. B. Duke Power Co. 84/05/22. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 24871:085. 24X Fiche: 50-413, 84/05/22, 

8406110214. 


8406190121 Significant deficiency rept re burlap sack 
miscellaneous piping matl & wood wedges found in sc 
12-inch upper head injection p ip ing. Initial ly repot 
840508. Matl removed from piping. 

TUCKER, H. B. Duke Power Co. 84/06/07. 0 'REILLY, J. 

Office of Director. 3pp. 24979:359. 24X Fiche: 5C 

0406190121. 


DOCKETED ITEMS 


20433 Forwards suppl to 840405 description of generic t>. site- 
cific problems w/TDI diesel generators Suppl describes 
blem that occurred on diesel generator 1A following 
ipletion of extended operation test. 

KER,H. B. Duke Power Co. 84/06/08. DENTON. H. R. Office of 

lear Reactor Regulation. Director. ADENSAM, E G. Licensing Branch 

2pp. 24891:029. 24X Fi c he: 50-413. 84/06/08. 8406120433. 


30043 Board Notification 84-1 13: forward s TDI Diesel Generator 
ers Group repts for review. 

ENHUT, D. G. Division of Licensing. 84/06/08. PALLADINQ 
imissioners. 4pp. 24977:001. 24X Fi c h e : 50-000. 84/06/08, 
6130043. 


30137 Ac k receipt of 840529 ltr notifying of QA problems w/HVAC 
ipment mfg by Bahnson Co. Equipment will be reviewed to 
ermine d ef ic ienc ies. inc 1 ud ing Catawba & Oconee air 
dling units. 

. W. S. Duke Power Co. 84/06/08. DEYOUNG. R. C. Director's Office, 
ice of Inspection and Enforcement. Ip. 24913: 106. 24X 

he: 50-000. 84/06/08. 8406130137. 


90104 Interim significant deficiency rept re nonqualified control 
ves installed in air control lines for saf ety-related 
umatic control valves Initially reported on 840509. 
tallation Std ICS-A-20 revised. 

KER, H. B. Duke Power Co. 84/06/08. O'REILLY, J.P Region 2, 
ice of Director. 3pp. 24979:348. 24X Fi c h e : 50-413, 84/06/08, 

6190104. 


50227 Forwards calculations of plug weld end connections, friction 
ded pushrod it preexisting longitudinal flaws on diesel 
1 injection line tubing, per c ommi tment. Svc list end. 

TT, L.F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
ring Branch 3. 4pp. 24951:221. 24X Fi ch e : 50-000, 84/06/1 1, 

6150227. 


6150238 Forwards calculations requested by BNWL re push rods it 
uel oil injection tubing. 

AY, C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/04. 
BERL INGER. C. Director's Office, Office of Inspection and 
nforcement. 2pp. 24951:225. 24X Fiche : 50-000, 84/06/1 1, 

406150227. 


6150259 "Fatigue Performance of Plug Weld End Connections. 
ARRIS, D. O. Failure Analysis Associates. 84/04/25. 13pp. 
4951:227. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


6150265 "Fatigue Performance Evaluation of Friction Welded Pushrod." 
HUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

4951:240. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


90155 Revised significant deficiency rept re verification of 
ing clamps. Insp personnel will perform verification at 
que insp of support, rather than during mechanical insp of 
p ort . 

KER, H. B. Duke Power Co. 84/06/11. 0 'REILLY, J. P. Region 2, 

ice of Director. 2pp. 24979:346. 24X Fiche: 50-413, 84/06/11, 

6190155. 


00469 Notification of 840615 meeting w/TDI Owners Group in 
ing River, NY to discuss open issues remaining on 
eaded fastener repts prepared by S&W. 

LER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
ision of Licensing. 3pp. 25069:024. 24X Fich e: 50-000, 84/06/1 1, 

6200469. 


50154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
ule Control Wiring & Termination Qualification Review for 
Diesel Generators. " 

, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/13. 
TON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
54:268. 24 X Fi ch e : 50-000, 84/06/ 13, 84061 501 54. 


70227 Interim deficiency rept re nonqualified control air line 
ual valves. Instal lati ons retubed it installation 
cedures revised for Unit 2. Unit 1 corrective actions 
p leted. 

KER, H. B. Duke Power Co. 84/06/13. O 'REILLY, J. P. Region 2, 
ice of Director. 2pp. 25175:252 24X Fic he : 50-413, 84/06/13, 

6270227. 


B0339 Interim Significant Deficiency Rept 413-414/83-15 re 
tinghouse SAi relays w/potential ly defective SCRs it 


8406280495 Deficiency rept re partial penetration weld problem. 
Deficiency Rept SD 413-414/84-06 corrected to SD 413-414/ 

84-04. 

TUCKER, H B. Duke Power Co. 84/06/13. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 25193:066. 24X Fiche: 50-413, 84/06/13, 

8406280485 


8406220159 Forwards 840522 deficiency rept re discrepancies betwec 
fabrication drawings it equi pment, per insp rept St notice of 
violation. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 815. 84/06/14. KELLEY, J. L 

FOSTER, R F , PURDOM, P. U. Atomic Safety and Licensing Board Pane 
4pp. 25083:279. 24X Fiche: 50-413,84/06/14,8406220159. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto.CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche: 50-000, 84/06 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF it AE Piston Skirts." 

RAY, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115:112. 24X Fiche: 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Performer 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55p 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406280416 Suppl to final significant deficiency rept re failure c 
Borg-Warner gate valves to cycle because of disc becoming 
wedged between body guides. Addl testing , required for Unit 2 
valves, will be completed by 840815. 

TUCKER, H. B. Duke Power Co. 04/06/14. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 25193:099, 24X Fiche: 50-413, 84/06/14 

8406280416. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbocharg 
Used on TDI DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 04/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


--8406250323 "Design Review of Elliott Model 65G Turbocharger Used 
DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55p 

25118:003. 24X Fiche: 50-000, 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
Module Control Wiring it Termination Qual if ication Rept." 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 17 
25119:209. 24 X Fi c h e: 50-000, 84/06/ 1 5, 8406250333. 


— 8406250337 "Suppl to Emergency Diesel Generator Auxiliary Module 
Control Wiring it Termination Qualification Rept. " 

* Stone & Webster Engineering Corp. 84/06/30. 15pp. 25119: 

24X Fiche: 50-000, 84/06/15, 8406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine Dr 
Jacket Water Pump Design Review. " 

RAY, C.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 04/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


-8406250342 "Suppl to Emergency Diesel Generator Engine Driven Ja 
Water Pump Design Review. " 

* Stone it Webster Engineering Corp. 84/06/30. 34pp. 25115: 

24X Fiche: 50-000, 84/06/15, 8406250335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland it San Onofre Nuclear Generating 
Stations, " 

RAY, C.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115: 169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-Li 
DSR-48 Emergency Diesel Generators. " 
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8406260351 Forwards "Design Review of Connecting Rod Bearing Shells for 
TDI Enterprise Engines. " 

RAYiC.L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/06/22. 
DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25154:127. 24X Fiche: 50-000, 84/06/22, 8406260351 


— 8406260363 "Design Review of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. “ 

•* Failure Analysis Associates. FAAA-B4-3-1 84/03/12. 51pp. 

25154:130. 24X Fiche: 50-000, 84/06/22* 8406260351 . 


V. Operator Examinations 


8406130139 Forwards addl info re use of shift at 
840530 request. Sone operators participated in 
startups in response to Generic Ltr 84-10. "C< 

Advisor Program" end. 

TUCKER, H. B. Duke Pouer Co. 84/06/08. DENTOf 
Nuclear Reactor Regulation* Director. ADENSAf 
4. 3pp. 24913:103. 24X Fi c h e: 50-413, 84/06/< 


8406270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
Diesel Generator Cylinder Blocks & Liners. 

RAY* C. L. TDI (Transamerica Delaval* Inc.) Owners Group. 84/06/25. 
DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25163:273. 24X Fiche: 50-000* 84/06/25* 84062701 15. 


— 8406130141 "Catawba Shift Advisor Program." 

VAUGHN, T. S. Duke Power Co. 84/05/04. 119[ 

Fiche: 50-413, 84/06/08, 8406130139. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


— 8406270136 "Design Review of TDI R-4 & RV-4 Series Emergency Diesel 
Generator Cylinder Blocks & Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163:275. 24X Fiche: 50-000, 84/06/25* 84062701 15. 


T. Hearing transcripts on non-antitrust matters 


8406040339 Forwards revised Page 6 of testimony of EH Harris & JT 
Pugh of State of NC on emergency planning Contention 8 
Changes reflect two addl questions & answers & mods to 
existing answers. Related correspondence. 

COTTINGHAM, A. W. Bishop, Liberman, Cook, Purcell & Reynolds. 
COTTINGHAM* A. W. Duke Pouer Co. DSB 426. 84/05/30. MARGULIES, M. B. * 

LAZO* R. M. * HOOPER* F. F. Atomic Safety and Licensing Board Panel. Ip. 
24802: 336. 24X Fiche: 50-413. 84/05/30* 8406040339. 


— 8406040345 Revised Page 6 to testimony of EH Harris V. JT Pugh on 
emergency planning Contention 8. 

HARRIS* E. H. , PUGH* J. T. North Carolina, State of. 84/05/30. 2pp. 
24802:337. 24X Fiche: 50-413* 84/05/30* 8406040339. 


8406140106 Transcript of 840605 hearing in Rock Hill. SC. Pp 2,774-3*079. 
* Atomic Safety and Licensing Board Panel. 84/06/05. 308pp. 

24935:196. 24X Fich e: 50-413* 84/06/05* 8406140106. 


A. Application/construction stage documents &>. c< 


8406180030 Partial response to FOIA request for 
Notices 81-29*82-52,83-57 83-72 & Board Not: 

83-128 & 83-128A. Forwards App A documents. Doci 
available in PDR. App B documents available in 
FELTON* J. M. Division of Rules and Records. £ 
Harmon & Weiss. 18pp. 25070: 115. 24X Fiche: 

8406180030. 


— 8406180090 Forwards preliminary account of Cor 
Type K electric penetration connec tors. Test* 
810130 version of "Connector Assembly Test F 
Power, Catawba Units 1 & 2 Connectors." 
BUCKALEW, W. H. Sandia Lab orator i es . 81/07/: 

Electrical Engineering Instrumentation & Cor 
840429). 4Bp p . 25071:222. 24X Fiche: 50-0C 


8406010359 Forwards Rev 11 to "Analysis of Hydrr 
at McGuire Nuclear Station* " for insertion in 
Vo 1 3. Response to NRC 840508 questions providi 
TUCKER* H. B. Duke Power Co. 84/05/22. DENTOf 
Nuclear Reactor Regulation, Director. ADENSAf 
4. 8pp. 24752:119. 24X Fi che: 50-413, 84/05/; 


8406140099 Transcript of 840606 hearing in Rock Hill* SC. Pp 3,080-4,176. 
* Atomic Safety and Licensing Board Panel. 84/06/06. 299pp. 

24934: 257. 24X Fiche: 50-413* 84/06/06, 8406140099. 


8406070352 Forwards requests for addl info re si 
rupture events & financial qualification of g< 
utils. 

ADENSAM, E. G. Licensing Branch 4. 84/05/25. 

Co. 11pp. 24854:292. 24>C Fi ch e : 50-413, 84/0! 


8406140005 Transcript of 840607 hearing in Rock Hill, SC. Pp 4,177-4,455. 
* Atomic Safety and Licensing Board Panel. 84/06/07. 280pp. 

24928:001. 24X Fiche: 50-413* 84/06/07, 8406140005. 


8406190506 Transcript of Commission 840607 affirmation/discussion & 
vote on SECY-84-116 re UCLA reactor license renewal* 

SECY-84-182 re Catawba diesel generators mfg by TDI & 

SECY-84-218 re Order CLI-84-8 in Washington* DC. Pp 1-7. 

* Commissioners. 84/06/07. 8pp. 25047:277. 24X 

Fiche: 50-000, 84/06/07, 8406190506. 


8406140103 Transcript of 840608 hearing in Rock Hill* SC. Pp 4*456-4,622. 
* Atomic Safety and Licensing Board Panel. 84/06/08. 169pp. 

24931:344. 24X Fiche: 50-413* 84/06/08* 8406140103. 


8406010247 Requests exemption from GDC 4 re app! 
break concept to eliminate postulated pipe br< 
pressurizer surge line from plant structural < 
Safety balance demonstrated. 

TUCKER* H. B. Duke Power Co. 84/05/29. DENTOf 
Nuclear Reactor Regulation* Director. ADENSAf 
4. 16pp. 24753:261. 24X Fiche : 50-413, 84/05* 


— 8406010250 Requests withholding of referenced 
public disclosure (ref 10CFR2. 790 ) . JD McAdo< 
affidavit end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 

Office of Nuclear Reactor Regulation* Diret 
24X Fiche: 50-413, 84/05/29, 8406010247. 


8406220259 Board Notification 84-120: forwards transcripts of 840426, 8406050514 Forwards response to 840410 request i 


0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fiche: 50-000* 84/06/20, 

8406220259. 


offsite dose calculation manua 1. Sec t ion C4. 3, 
Calculations" incomp lete. Inf o will be providei 
one oversize figure. Aperture card is available 
TUCKER, H. B. Duke Power Co. 84/05/29. DENTOf 
Nuclear Reactor Regulation* Director. ADENSAf 
4. 62pp. 24657:001. 24X Fiche : 50-413, 84/05, 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wading 
River* NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000* 84/06/20. 8406220259. 


8406250132 Transcript of 840621 telephone conference in Beth esda, MD. 
Pp 12*657-12,717. 

* Atomic Safety and Licensing Board Panel. 84/06/21. 61pp. 

25125: 146. 24X Fiche: 50-413* 84/06/21, 8406250132. 


8406290299 Transcript of 840622 meeting between NRC & consultants & TDI 
Owners Group & consultants in Palo Alto, CA re review of 
operability St reliability of TDI engine, Pp 1-295. Supp or tin g 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000* 84/06/22, 8406290299. 


8406070072 Submits daily h i g h 1 ig h ts. ASLB issued 
approving 840515 stipulation reached in procei 
"Motion for Authorization to Issue License to 
Conduct Certain Precritical Testing" filed by 
JABBOUR, K. Licensing Branch 4. 84/05/30. DE 

EDISON, G. Office of Nuclear Reactor Regulatit 
24861:057. 24X Fiche: 50-413, 84/05/30* 8406070( 


8406070348 Requests confirmation that data pres< 
summarizing experience of operating crew persi 
"Industry Evaluation of Operating Shift Exper: 
Requirements" & "Nuclear Plant Shift Experiem 
EISFNHUT * D. G. Division of Licensing. 84/05/; 
Power Co. 4pp. 24854:304. 24X Fiche: 50-413, 


8406120154 Forwards Section C4. 3 of offsite dos< 
fuel cycle cal culations. 

TUCKER* H, B. Duke Pouer Co. 84/06/04. DENTOf 

Wur 1 o B i , 1 nj.nrfno AnCMCAt 
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10210 Forwards followup info re NRC audit of environ qual if ication 

equipment. 

KER< H. B. Duke Power Co. 84/06/06. DENTON, H. R. Office of 
leaf Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

2 pp. 24871:283. 24X Fiche: 50-413. 84/06/06, 84061 10210. 


30139 Forwards addl info re use of shift advisors, per DG Eisenhut 
530 request. Some operators participated in addl reactor 
rtups in response to Generic Ltr 84-10. "Catawba Shift 
isor Program" end. 

KER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 

lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
3pp. 24913:108. 24X Fi che: 50-413, 84/06/08, 8406130139. 


6130141 “Catawba Shift Advisor Program. " 

AUGHN,T.S. Duke Power Co. 84/05/04. 119pp. 24913:111. 24X 

iche: 50-413, 84/06/08, 8406130139. 


00426 Staff requirements memo re Commission 840607 affirmation/ 
cussion & vote in Uash ing ton, DC re UCLA license renewal, 

Y-84-182 re Catawba & SECY-84-218 re Suffolk County 
ion on Shoreham. 

LK,S. J. Office of the Secretary of the Commission. 84/06/13. 
INE, H. H. Office of the General Counsel. 2pp. 25058:360. 24X 

he: 50-000, 84/06/13, 8406200426. 


00154 Amend 32 to application for OL, consisting of Rev 10 to 
R. Rev includes summary of dynamic analyses results, 
etion of addl ref to boron injection tank & updated 
sonnel resumes. 

KER, H. B. Duke Power Co. 84/06/15. DENTON, HR. Office of 
lear Reactor Regulation, Director. 2pp. 25038:001. 24X 

he: 50-413, 84/06/15, 8406200154. 


60018 Forwards Rev 4 to response to NUREG-0588, per 840306-08 
uest re environ qualif ication audit. Info re Barton 
nsmitters & RdF resistance temp detectors also end. 

KER, H. B. Duke Power Co. 84/06/18. DENTON, H. R. Office of 

lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
250pp. 25142:345. 24X Fiche: 50-413, 84/06/18, 8406260018. 


60235 Requests exemption from GDC 4 to apply leak before break 
cept to eliminate postulated pipe breaks in Class 1 
umulator injection lines from structural design basis, 
is provided in WCAP-10537. Rep t withheld (ref 10CFR2. 790). 

KER, H. B. Duke Power Co. 84/06/18. DENTON, H. R. Office of 
lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
9pp. 25149:097. 24X Fi che: 50-413, 84/06/18, 8406260235. 


6260242 "Technical Basis for Eliminating Class 1 Accumulator Line 
upture as Structural Design Basis for Catawba Units 1 & 2. " 

WAMY, S. A. , SCHMERTZ, J. C. , YANG, C. Y. Westinghouse Electric Corp. 
CAP 10538. 84/04/30. 93pp. 25149:112. 24X 

iche: 50-413, 84/06/18. 8406260235. 


20093 Board Notification 84-104: d iscusses Westinghouse ECCS 
uation logic review. Current Westinghouse logic of ECCS 
uation on low pressurizer pressure affords greatest 
tection against TMI-2 type events. 

FNHUT , D. G. Division of Licensing. 84/06/20. PALLADINO 
missioners. 6pp. 25159:272. 24X Fich e : 50-000, 84/06/20, 

6220093. 


60331 Forwards changes to FSAR, ref lecting observed higher 
leakage from annulus ventilation sys preoperational 
ting. Caused by use of foam fire stops in electrical 
etrations. Changes to be included in Rev 11 to FSAR, 

KER, H. B. Duke Power Co. 84/06/21. DENTON, H. R. Office of 

lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

20pp. 25151:100. 24X Fiche: 50-413, 84/06/21, 8406260331. 


60397 Forwards addl info re shift staffing as discussed in 840613 
ting. "Duke Power Co 12 H Shift Experience" & "Util 
iser Evaluation Team Rept on Catawba Nuclear Station 
ft Advisor Program" encl. 

KER, H. B. Duke Power Co. 84/06/21. DENTON, H. R. Of fice of 
lear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
2pp. 25152:040. 24 X Fi che: 50-413, 84/06/21, 8406260397. 


6260404 “Duke Power Co 12 H Shift Experience. 11 
Duke Power Co. 84/06/20. 24pp. 25152:042. 24X 

iche: 50-413,84/06/21, 8406260397/ 


6260409 "Util Advisor Evaluation Team Rept on Catawba Nuclear 
tation Shift Advisor Program, 840606-08. " 

Utility Advisor Evaluation Team. 84/06/08. 23pp. 25152:067. 

4X Firho- •ift-ZI'?. RA/nA/OI . RAnAOAn.**<97 


8406270150 Forwards responses to initial test program followup items, 
discussion of five addl changes to FSAR Chapter 14 & revised 
FSAR pages Pages will be included in Rev 11 to FSAR. 

TUCKER, H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 52pp. 25161:221. 24X Fiche: 50-413, 84/06/25, 8406270150. 


8406290315 Amend 33 to application for OL, consi s ting of Rev 11 to FSA 
TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25207: 109 24X 

Fiche. 50-413, 84/06/27, 8406290315. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8406050359 Advises that internal corrosion of buried fuel oil storage 
tanks not safety significant prob 1 em, based on experience of 
other util facilities & local industry. Requests subj item 
be closed in future SSER. List of local owners encl. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 3pp. 24843:289. 24X Fi che: 50-413, 84/05/31, 8406050359. 


8406050443 Forwards revised response to Question 430. 110 of SER 
Confirmatory Item 38 re 100X load reduction capability. 

TUCKER, H. B. Duke Power Co. 84/05/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Brarv 
4. 2pp. 24842:314. 24X Fiche: 50-413, 84/05/31, 8406050443. 


B406070253 "D/G 1A Blackout St Load Rejection. " Rept provided in 
response to SER Confirmatory Item 37. W/840605 ltr. 

TUCKER, H. B. Duke Power Co. TP/1 /A/1350/25A. 84/04/01. DENTON, H. I 

Office of Nuclear Reactor Regulation, Director. ADENSAM, E. G. 
Licensing Branch 4. 80pp. 24745:226. 24X Fiche: 50-413. 84/06/05, 

8406070253. 


8406110366 Proposes amends to Tech Specs to validate analysis 
assumptions re reactor makeup water pump & high flux at 
shutdown alarm, per 840510 response to SER Open Item 17, 

“Alarm in Control Room for Boron Dilution Modes...." 

TUCKER, H. B. Duke Power Co. 84/06/07. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM. E. G. Licensing Bran 
4. 5pp. 24866:315. 24X Fi c h e: 50-413, 84/06/07, 84061 10366. 


8406120188 Forwards addl info re two-way communications capability 
between technical support ctr & operations support ctr. Info 
identified in SSER 1, Section 13.3.2.8. 

TUCKER. H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 2pp. 24888:131. 24X Fi c h e 50-413, 84/06/08, 8406120188. 


8406120373 Advises that Train B portion of TP/1/A/1200/03B, "Engineer 
Safeguards Feature Test," completed on 840508 w/satisf actory 
results, per SER Confirmatory Item 26 8t IE Bulletin 80-06. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bram 
4. 2pp. 24893:293. 24X Fi c h e: 50-413, 84/06/08, 8406120373. 


8406120478 Forwards corrected 840531 revised response to Question 
430. 110 of SER Confirmatory Item 38 re 100X turbogenerator 
load reduction capab i 1 i ty . Ma x incorrectly substituted for 
min in first paragraph. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 2pp. 24892:106. 24X Fiche: 50-413, 84/06/08, 8406120478. 


8406190315 Advises that post-accident sample panel installed in Unit 
h will be tested during startup test program, per SER 
Section 9. 3. 2. 2 & TMI Item II. B. 2. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 5pp. 24989:308. 24X Fiche: 50-413, 84/06/15, 8406190315. 


8406200203 Requests steam generator tube rupture issue be made 
condition of Unit 1 OL for resolution by or during first 
refueling outage, in response to NRC 840525 request re SER 
Open Item 9. 

TUCKER, H. B. Duke Power Co. 84/06/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Bran 
4. 2pp. 25046:311. 24X Fiche: 50-413, 84/06/18, 8406200203. 


8406260431 Forwards revised FSAR 1 pages providing specific analysis fo 
hot shutdown, in response to SEA Section 15. 2. 4. 2, Open Item 
17, "Alarm in Control Room for Boron Dilut ion Modes. ... " 

Marked-up Tech Specs encl* 

TUCKER, H. B. Duke Power Co. 84/06/21. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E.G. Licensing Bran 
4. 7pp. 25154:181. 24X Fiche: 50-413, 84/06/21, 8406260431. 
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DOCKETED ITEMS 


8406270190 Forwards revised FSAR pages which resulted from meeting on 
preoperational testing & Tech Specs, per SER. Fifteen oversize 
drawings enc 1. Aperture cards available in PDR. 

TUCKER, H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 400pp. 25162:001. 24X Fiche: 50-413, 84/06/25, 8406270190. 


8406120209 Lists procedures not appropriately r 
p lan. Procedures uill be included in next rev 
TUCKER, H. B. Duke Power Co. 84/06/04. DENTC 
Nuclear Reactor Regulation, Director. ADENSf 
4. 2pp. 24890:045. 24X Fi c h e: 50-4 13, 84/06/ 


F Security, medical, emergency «t fire protection plans 


8406270059 Forwards Rev 4 to response to Suppl 1 to NUREG-0737, 
including Unit 2 control room review supplemental rept & 
safety parameter display sys safety ana ly s i s. Response 
complete. 

TUCKER, H. B. Duke Power Co. 84/03/28. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 52pp. 25160:079. 24X Fiche: 50-413, 84/03/28, 8406270059. 


8406200354 Forwards public version of Revs 8 & 9 to crisis mgt plan. 
Revs resubmitted due to failure to docket initial submittal. 
W/840612 release memo. 

TUCKER, H. B. Duke Power Co. 84/04/16. Record Services Branch 
(Document Control Desk). 3pp. 25067:001. 24X Fiche: 50-000, 

84/04/16,8406200354. 


— 8406200360 Public version of Rev 8 to crisis mgt plan. 

GLOVER, R.M. Duke Power Co. 83/03/04. 102pp. 25067:003. 24X 

Fiche: 50-000, 84/04/16, 8406200354. 


— 8406200370 Public version of Rev 9 to crisis mgt plan. 

GLOVER, R. M. Duke Pouer Co. 83/06/06. 108pp. 25067:105. 24X 

Fiche: 50-000, 84/04/16, 8406200354. 


8406120461 Forwards response to 840523 question 
equipment identification in security plan. Res 
withheld (ref 10CFR73. 21). 

TUCKER, H. B. Duke Power Co. 84/06/05. DENTC 
Nuclear Reactor Regulation, Director. 2pp. 
Fiche: 50-413, 84/06/05, 8406120461. 


8406120188 Forwards addl info re two-way commun 
betueen technical support ctr it operations su 
identified in SSER 1, Section 13.3.2.8. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTC 
Nuclear Reactor Regulation, Director. 2pp. 
Fiche: 50-413. 84/06/08, 8406120188. 


8406190372 Ac k receipt of 840531 ltr informing 
correct violations noted in IE Insp Repts 50- 
50-414/84-20. 

DANCE, H. C. Division of Project & Resident Pr 
TUCKER, H. B. Duke Power Co. Ip. 25021:293. 
Fiche: 50-413, 84/06/11, 8406190372. 


— 8406190392 IE Insp Repts 50-413/84-36 St 50-41 
Deviation noted : hy dr og en piping in reactor 
drain tank not designed to maintain pressur 
during design seismic event. 

MILLER, W. H. Region 2, Office of Director. 
25021:299. 24X Fiche: 50-413, 84/06/11, 84061 


8406070161 Rev 4 to emergency p lan. Emerg enc y plan booklet en c 1 . W/840601 
ltr. 

HAMPTON, J. W. , TUCKER, H. B. Duke Power Co. 84/04/30. 116pp. 

24746:001. 24X Fiche: 50-413, 84/04/30, 8406070161. 


8406290074 Rev 12 to "Crisis Mgt Plan." W/B40517 ltr. 

VAUGHN. T. S. Duke Power Co. 84/04/30. 111pp. 25212:003. 24X 

Fiche: 50-000. 84/04/30, 8406290074. 


8406200036 Forwards "Description of Deviation f 
Response Guidelines," per Suppl 1 to NUREG-07 
describes differences between plant-specific 
guidelines. 

TUCKER, H. B. Duke Power Co. 84/06/18. DENTO 
Nuclear Reactor Regulation, Director. ADENSA 
4. 2 pp. 25047:058. 24X Fi che: 50-413, 84/06/ 


— 8406290067 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Document 

Management Branch. 2pp. 25212:001. 24X Fiche : 50-000, 84/04/30, 

8406290074. 


— 8406200039 “Description of Deviation from Gen 
Guidelines. " 

* Duke Power Co. 84/06/30. 16pp. 23047: 

Fiche: 30-413, 84/06/18, 8406200036. 


G. Adjudicatory correspondence 


8406200130 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing HP/0/B/1009/ 16 re 
distribution of potassium iodine tablets in event of 
radioiodine release. W/JM Felton 840612 release memo. 

TUCKER, H. B. Duke Power Co. 84/03/10. Record Services Branch 
(Document Control Desk). 4pp. 23052:001. 24X Fic he : 50-4 13, 

84/05/10, 8406200130. 


8406150320 Submits statement re proposed emerge 
consideration. Uti 1 can coordinate safety meas 
w/all— hazards plan to provide max protection, 
correspondence. 

HELMS. H. P. North Carolina, State of. DSB 67 
MAROULIES, M. B. Atomic Safety and Licensing B 
24953:358. 24X Fiche : 50-413, 84/03/29, 8406150: 


— 8406200132 Public version of revised emergency plan implementing 
procedures, includ ing HR/0/B/1009/ 16 re distribution of 
potassium iodine tablets in event of radioiodine release. 

TUCKER, H. B. Duke Power Co. 84/04/03. 188pp. 25052:004. 24X 

Fiche: 50-413, 84/05/10, 8406200130. 


8406200375 Forwards public version of crisis mgt implementing 
procedures, including Rev 8 to 5.3.1 re recovery manager St 
immediate staff group plan. W/JM Felton 840612 release memo. 
TUCKER, H. B. Duke Power Co. 84/05/21. 0 'REILLY, J. P. Region 2. 

Office of Director. 4pp. 25067:219. 24X Fiche: 30-000, 84/05/21, 

8406200375. 


--8406200381 Public version of revs to crisis mgt implementing 
procedures, including Rev 8 to 5.3.1 re recovery manager 8t 
immediate staff group plan. 

* Duke Power Co. 04/04/30. 133pp. 25067:222. 24X 

Fiche: 50-000, 84/05/21, 8406200373. 


8406120581 Forwards request for addl info re security p lan. Licensee 
should respond by 840605. 

ADENSAM, E. G. Licensing Branch 4. 84/05/23. TUCKER, H. B. Duke Power 

Co. 2pp. 24913:262. 24X Fiche: 50-413, 84/05/23, 8406120581. 


8406050526 Joint supplemental contention re spe 
southwest Charlotte, NC, Affirmation of Svc enc 
RILEY, J. L. Carolina Environmental Study Grou 
Alliance. GUILD, R. Guild, R. DSB 465. 84/' 

and Licensing Board Panel, 7pp. 24809:169. 
Fiche: 50-413, 84/03/30, B406050S26. 


8406040369 Forwards IE Insp Repts 30-413/84-49 ! 
of violation re failure to identify concrete i 
was subj of JR Harris testimony during in cairn 
of hear ings. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 414, 84. 

PURDOM, P. W. , FOSTER, R. F. Atomic Safety and L 
7pp. 24802:190. 24X Fi c he : 30-413, 84/03/31 , 8< 


8406050519 Forwards motion to quash subpoena re< 
Mecklenburg County Board of Commissioners atti 
040606—08 h ear ing . Re la ted correspondence. 
BETHUNE, M. A. Ruff, Bond, Cobb, Wad# St McNair. 
Mecklenburg County, NC. DSB 461. 84/03/31. 

Safety and Licensing Board Panel. Ip. 24809: 
Fiche: 30-413, 84/03/31, 8406030319. 


8406010223 Forwards response to task analysis c larif ication comments re 
control room design review task analysis per Suppl 1 to 
NUREG-0737. Procedures St resulting documentation demonstrate 
that control it display requirements identified St evaluated. 

TUCKER, H. B. Duke Power Co. 84/05/29. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 5pp. 24754:337. 24X Fiche: 50-413, 84/05/29, 8406010223 . 


--84060S0328 Motion to quash subpoena for TL Od< 
County Board of Commissioners. Certificate oi 
Related correspondence. 

BETHUNE, M. A. Mecklenburg County, NC. BETHl 
Cobb, Wade it McNair. 84/03/31. Atomic Sj 
B oard Panel. 3pp. 24809:030. 24X Fiche: 5< 

8406030319. 


'0147 Joint motion to compel discovery from applicants re 840326 
, r rogatories & requests to produce documents on 
■ gencg diesel generator c ontent ions. Cert if i cate of Svc 
.Related correspondence. 

D,R. Palmetto Alliance. RILEY/ J. Carolina Environmental Study 
,p. GUILD, R. Guild, R. DSB 513. 84/05/31. Atomic Safety and 

.nsing Board Panel. 11pp. 24747:083. 24X Fiche: 50-413, 84/05/31, 

,070147. 


,0431 Forwards correspondence re insp rept it notice of violation 
• ntlg issued by Region II in area of QA per 840229 ltr 
^SLB. Related correspondence. 

jSQN.G.E. Hearing Branch 4. DSB 503. 84/06/05. KELLEY, J. L. , 

>0M, P- W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel. 
24667:066. 24X Fi c h e: 50-413, 84/06/05, 8406060431 


.0363 Order terminating consideration of sua sponte issue re 
i-specific problems w/TDI generators. Served on 840608. 

.K, S. J. Office of the Secretary of the Commission. DSB 553. 
>6/08. 4pp. 24868:034. 24X Fi c he: 50-413, 84/06/08, 84061 10363. 


>0096 Response opposing intervenors Carolina Environ Study Group i>. 
tetto Alliance late filed proposed emergency planning 
;ention 20 re telephonic notification of southwest 
■latte. Certificate of Svc end. 

iRRY, J. M. Duke Power Co. MCGARRY, J. M. Bishop, Liberman, Cook, 

ell & Reynolds. DSB 642. 84/06/13. Atomic Safety and 

insing Board Panel. 16pp. 24942:344. 24X Fiche: 50-413, 84/06/13, 

,150096. 


10159 Forwards 840522 deficiency rept re discrepancies between 
'ication drawings St equipment, per insp rept it notice of 
ation. Related correspondence. 

ISDN, G. E. Hearing Branch 4. DSB 815. 84/06/14. KELLEY, J. L. , 

"ER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
25083:279. 24X Fi c h e : 50-413, 84/06/ 14, 8406220159. 


0203 Notice of assignment of exhibit numbers (EP-22-EP-25) to 
1984 operations map, Jan 1984 ingestion pathway map, 

1983 ingestion pathway map & State of NC Executive Order 
erved on 840618. 

DUES, M. N. Atomic Safety and Licensing Board Panel. DSB 726. 
6/15. 2pp. 24901:001. 24X Fiche : 50-413, 84/06/15, 8406190203. 


0324 Forwards affidavit of WH Owen re change in fuel load date, 
date scheduled for 840629. Related correspondence. 

, A. V. Duke Power Co. DSB 765. 84/06/18. KELLEY, J. L. , 

OM.P.W, , FOSTER, R. F. Atomic Safety and Licensing Board Panel. 
25051:001. 24X Fi c h e : 50-413, 84/06/18, 8406200324. 


200328 Affidavit of WH Owen re change in fuel load date. Date 
rrently scheduled for 840629. 

EN, W. H. Duke Power Co. 04/06/18. 2pp. 25051:002. 24X 

che: 50-413.84/06/10, 0406200324. 


0352 Discusses discovery under Board sua sponte diesel generator 
ention, inc lud ing intervenors motion to compel discovery 
0608 order. App 1 i cant prepared to file revs to 840402 
onses. Related correspondence. 

RRY.J.M. Bishop, Liberman, Cook, Purcell it Reynolds. 

RRY, J. M. Duke Power Co. DSB 851. 84/06/18. KELLY, J. L. , 

DM, P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel. 
25137:305. 24X Fiche: 50-413, 84/06/18, 8406250352. 


0211 Response opposing Carolina Environ Study Group & Palmetto 
ance 840530 late— filed contention on emergency planning 
southwest Char lotte, NC. Admission of contention would 
e undue delay. W/Certi ficate of Svc. 

SON, G. E. Hearing Branch 4. DSB 793. 84/06/19. Atomic Safety 

Licensing Board Panel. 16pp. 25081:266. 24X 

6:50-413,84/06/1*7. 0406 220211. 


0350 Forwards updated portions of State of SC emergency plans. W/o 
s. Related correspondence. 

RRY.J.M. Bishop. Liberman, Cook, Purcell St Reynolds. 

RRY,J.H. Duke Power Co. DSB 859. 84/06/20. MARGULIES, M. B. , 

'R.M., HOOPER, F. F. Atomic Safety and Licensing Board Panel. Ip. 
37: 102. 24X Fiche: 50-413, 84/06/20, 8406250350. 


0024 Supplementa 1 response to joint interrogatories it requests to 
uce documents on diesel generators contentions it 
rogatories re admitted emergency diesel contentions, 
ted correspondence, 

'A. V. Duke Power Co. DSB 926. 84/06/25. Palmetto Alliance. 

25198:149. 24X Fi c he : 50-413, 84/06/25, 8406290024. 


0376 Advises of substantial completion of insp program re Diesel 
Applicants replacing Type AN piston skirts u/Type AE. No 
ers detected in insp constitute condition rendering 
el 1-^A functionl es s. 

'A. V. Duke Power Co. DSB 907. 84/06/25. KELLY, J. L. , 

ON. P. w. , FOSTER, R- F. Atomic Safety and Licensing Board Panel. 
25206. 094. 24X Fiche: 50-413, 84/06/25, 8406290376 


8406290116 Order extending time until 840703 for Commission to act to 
review ALAB-768. Served on 840628. 

CHILKiS.J. Office of the Secretary of the Commission. DSB 926. 
84/06/28. Commissioners. Ip. 25198:277. 24X 

Fiche: 50-413, 84/06/28, 8406290116. 


I. Financial information 


8406070352 Forwards requests for addl info re steam generator tube 
rupture events & financial qualif ication of govt-owned 
utils. 

ADENSAM, E. G. Licensing Branch 4. 84/05/25. TUCKER, H. B. Duke Pow< 

Co. 11pp. 24854:292. 24X Fi ch e : 50-413, 84/05/25, 8406070352. 


J. Insurance i>. indemnity information 


8406080133 Forwards Certificate N-97 to NELIA Policy 1 & Certificate 
M— 97 to MAELU Policy 1. 

ROBBINS, J. G. Marsh S< McLennan, Inc. 84/06/04. SALTZMAN, J. 
Assistant Director for State it Licensee Relations. 16pp. 24856: 34^ 

24X Fiche: 50-413, 84/06/04, 8406080133. 


K. Utility Final Safety Analysis Report ( FSAR ) & amends 


8406200154 Amend 32 to application for OL, consisting of Rev 10 to 
FSAR. Rev includes summary of dynamic analyses results, 
deletion of addl ref to boron injection tank it updated 
personnel resumes. 

TUCKER, H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branc 
4. 2pp. 25038:001. 24X Fiche: 50-413, 84/06/15, 8406200154. 


— 8406200159 Rev 10 to FSAR. W/21 oversize drawings. Aperture cards are 
available in PDR. 

* Duke Power Co. 84/06/15. 708pp. 25038:003. 24X 

Fiche: 50-413, 84/06/15. 8406200154. 


8406290315 Amend 33 to application for OL, consisting of Rev 11 to FSAR 
TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branc 

4. 2pp. 25207:109. 24X Fiche: 50-413, 84/06/27, 8406290315. 


—8406290321 Rev 11 to FSAR. 

* Duke Power Co. 84/06/27. 409pp. 25207:111. 24X 

Fiche: 50-413, 84/06/27, 8406290315. 


M. Antitrust correspondence 


8406010263 Ac k receipt of request for reevaluation of finding of no 
significant antitrust changes. Requests resubmittal of 
request at later date for reevaluation of Unit 2. Antitrust 
analysis for Unit 1 end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/23. GUILD, R. Guild, R. GUILD, R. Palmetto Alliance. 58pp. 
24767:217. 24X Fiche: 50-413, 84/05/23, 8406010263. 


Q. Inspection reports, IE Bulletins it correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Net, 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 840523031*5 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of Neu 

York, Inc. 127pp. 24030:103. 24X Fiche: 50-000, 84/05/25, 840524031: 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of Net 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290381 


8406040369 Forwards IE Insp Rept 1 * 50-413/84-49 Si 50-414/84-23 S. notici 
of violation re failure to identify concrete honeycomb which 
was subj of JR Harris testimony during in camera phase 
of hearings. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 414. 84/05/31. KELLEY, J. L. , 

PURDOM, P. W. , FOSTER, R, F. Atomic Safety and Licensing Board Panel. 
7pp. 24802:190. 24X Fiche: 50-413, 84/05/31, 8406040369. 


B 40 60 10423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of Net 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 840601042: 


) 


DOCKETED ITEMS 


6050368 Forwards “Catawba Nuclear Station Diesel Engine 1A Component 
evalidation Insp Rept, " addressing over 76'/. of insp plan/ 
er 840321 meeting & 840405 ltr. TDI diesel generators at 
atawba will provide reliable source of backup power. 

UCKER, H. B. Duke Power Co. 84/06/01. DENTCN, H. R. Office of 
uclear Reactor Regulation/ Director. ADENSAM/ E. G. Licensing Branch 
2pp. 24843:079. 24X Fi ch e: 50-000/ 84/06/01 , 8406050368. 


406050373 “Catawba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept. " 

* Duke Power Co. 84/06/01. 180pp. 24843:081. 24X 

Fiche: 50-000. 84/06/01 , 8406050368. 


6050012 IE Info Notice 84-42. “Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. " Svc list encl. 

ORDAN. E. L. Division of Emergency Preparedness Z>. Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co, of New 

ork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012 


6060431 Forwards correspondence re insp rept & notice of violation 
ecently issued by Region II in area of QA per 840229 ltr 
o ASLB. Related correspondence. 

QHNSON, G. E. Hearing Branch 4. DSB 503. 84/06/05. KELLEY, J. L. 

tomic Safety and Licensing Board Panel. Ip. 24667:066, 24X 

iche: 50-413, 84/06/05, 8406060431. 


6050350 IE Info Notice 84-43, “Storage & Handling of Opthalmic Beta 
adiation Applicators. “ Svc list encl. 

RACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


6060336 IE Info Notice 84-44, “Environ Qua 1 i f i cat i on Testing of 
ockbestos Cables. " Svc list encl. 

□RDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336, 


6120373 Advises that Train B portion of TP/ 1 /A/ 1200/03B, "Engineered 
afeguards Feature Test," completed on 840508 w/satisfactory 
esults.per SER Confirmatory Item 26 & IE Bulletin 80-06. 

JCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
jclear Reactor Regulation, Director. 2pp. 24893:293. 24X 

iche: 50-413, 84/06/08, 8406120373. 


6030176 IE Info Notice 84-45, "Reversed Differential Pressure 
istrument Sensing Lines. " Svc list encl. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
jsponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

jrk , Inc. 123pp. 25049:001. 24X Fi che : 50-000, 84/06/ 1 1 , 84060801 76. 


6190372 Ack receipt of 840531 ltr informing NRC of steps taken to 
jrrect violations noted in IE Insp Repts 50-413/84-36 & 

)— 414/84— 20. 

\NCE, H. C. Division of Project & Resident Programs. 84/06/11. 
JCKER, H. B. Duke Power Co. Ip. 25021:293. 24X 

Lche: 50-413, 84/06/11, 8406190372. 


106190382 Forwards IE Insp Repts 50-413/84-36 & 50-414/84-20 on 
840403-06 & notice of deviation. 

DANCE, H. C. Division of Project Resident Programs. 84/05/02. 
TUCKER, H. B. Duke Power Co. 2pp. 25021:296. 24X 

Fiche: 50-413, 84/06/11, 8406190372. 


^06 190392 IE Insp Repts 50-413/84-36 & 50-414/84-20 on 840403-06. 
Deviation noted: hydrogen piping in reactor coolant pump 
drain tank not designed to maintain pressure boundaries 
during design s.ismic event. 

MILLER, W. H. , WISEMAN, 0. R, , CONLON, T. E. Region 2, Office of 
Director. 84/04/18. 6pp. 25021:299. 24X Fiche: 50-413, 84/06/11, 

B4061 90372. 


•080173 IE Info Notice 84-46, "Circuit Breaker Position 
rification. “ Svc list encl. 

IRDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

rk, Inc. 1 19pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
ectrical Terminal Blocks. " Svc list encl. 

RDAN, E. L. Division of Emergency Preparedness Ss Engineering 
sponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

rk, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 04/06/15, 8406130315. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generati 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. i 

York, Inc H8pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 8406: 


8406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA Pi 
for Transport Packages Pursuant to 10CFR50, App B. “ Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. < 

York, Inc. 63pp. 25535:041. 24X F ic h e : 50-000, 84/06/2 1, 84061‘ 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of tes< 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized It being forwarded to affected 
p lants. Diagrams h list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan & Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 
MUSELER , W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/20. DENTON, H R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 24182:236. 24X Fic he : 50-000, 84/04/20, 8404240C 


8406190090 Significant deficiency rept re damaged oil seals tk thi 
bearings in turbochargers mfg by El 1 iott . In i t ia 1 1 y reported 
on 840327. Turbochargers rebui It. Corrective actions will be 
completed by 840702. 

TUCKER, H. B. Duke Power Co. 84/04/26. 0 'REILLY. J. P. Region I 

Office of Director. 2pp. 24980:040. 24X Fi c h e : 50-413, 84/04/1 

8406190090. 


8405300097 Forwards cover ltrs transmitting evaluation of cylindi 
heads of TDI Series R-4 diesel engines & design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators, W/o ends. Related correspondence. 

BRITT, L. F. TDI ( Transamer i c a Delaval, Inc. ) Owners Group. DSI 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 
Fiche: 50-000, B4/05/17. 8405300097. 


8405300109 Forwards cover ltr transmitting rept on investigation 
Types AF & AE piston skirts. W/o encl. Related correspondence. 
BRITT, L. F. TDI ( Transamer i c a Delaval, Inc. ) Owners Group. 84/ 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17,8405300109. 


— 8406060299 Draft "Investigation of Types AF St AE Piston Skirts. 
■* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/3) 
115pp. 24668:206. 24X Fiche: 50-000, 84/05/17, 8405300109. 


8406060004 Advises that TOI Owners Group 840516 ltr & rept, “Eva] 
of Emergency Diesel Generator Crankshafts at Shoreham & 

Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for 
DSRV-4 series diesel generator. W/o encl. Related 
correspondence. 

BRITT, L. F. TDI ( Transamer ica Delaval, Inc. ) Owners Group. 84> 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-64-3-14 DRFT. 84/05/1! 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


8406110310 Interim significant deficiency rept re Mode 6 sys pari 
penetration weld prob lems. Clearing delayed due to 
rescheduling sys stamp dates. Corrective action will be 
complete by 840615. 

TUCKER, H. B. Duke Power Co. 84/05/22. O 'REILLY, J. P. Region S 
Office of Director. Ip. 24870:327. 24X Fiche: 50-413, 84/05/21 

8406110310 . 


DOCKETED ITEMS 


^110293 Interim Significant Deficiency Rept 413-414/84-17 . Correct ive 
c 'tions for deficiencies identified for Unit 1 completed. 

®hydro scheduled after completion of ESF testing & will be 
Depleted by 840601. 

^CKER. H. B. Duke Power Co. 84/05/24. O'REILLY, J.P Region 2, 
|,f fice of Director. Ip. 24871.035. 24X Fiche : 50-413, 84/05/24, 

^06110283. 


'^*110270 Interim deficiency rept re S dimension not maintained by 
’•'aft nor inspected by QA,thus creating potential for 
Pherical bearings to become totally d i sengaged. Const 
T'ocedure CP-385 revised re verification of S dimension. 

DICKER, H. B. Duke Power Co. 84/05/29. O'REILLY, J . P. Region 2, 
"Pf ice of Director. 3pp. 24871:011. 24X Fiche: 50-413, 84/05/29, 

406110270. 


6110312 Forwards "Evaluation of Emergency Diesel Generator 
‘•'ankshafts at Shorehan & Grand Gulf," "Design Review of 
onnecting Rods for TDI DSRV-4 Series Diesel Generators" & 
Investigation of Types AF Si AE Piston Skirts," final repts. 

RlTT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24866:001. 24X 

iche: 50-000, 84/05/31, 8406110312. 


6110318 Significant Deficiency Rept 413-414/83-11 re NSSS process 
nstrumentation & control sys cards utilizing mercury relay 
hich experienced contact bounce during seismic testing, 
riitially reported on 830829. Contacts on relay jumpered. 

UCKER. H. B. Duke Power Co. 84/05/31. 0 'REILLY, J. P. Region 2, 

f f ice of Director. 2pp. 24866:360. 24X Fiche: 50-413, 84/05/31, 

406110318. 


6050364 Forwards two proprietary oversize drawings in response to 
NWL request. Drawings withheld (ref 10CFR2. 790 ) , p er TDI 
iesel Generator Ouners Group 840323 app 1 ication. Aperture 
ards are available in Central Files. 

AY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/01. 
’EMTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
4845: 213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


'6120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
iver, NY to discuss progress of TDI Owners Group plan to 
.ualify diesel generators. 

IILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
division of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/06/01, 

1406120537. 


•6080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 i f i ca t i on Review for 
'DI Diesel Generators. " 

tAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/05. 
IENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
54850:160. 24X Fiche : 50-000, 84/06/05, 8406080174. 


>6150114 Forwards "Proposed Torsional & Lateral Critical Speed 
inalysis," "Field Test of Emergency Diesel Generator 103 
1/13x13 Crankshaft" & table of torsional loading due to 
iressure at 100X load. 

IRITT.L.F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
tearing Branch 3. 5pp. 24949:216. 24X Fi c h e : 50-000, 84/06/07, 

>406150 1 14. 


>406150133 "Proposed Torsional & Lateral Critical Speed Analysi s: Engine 
Numbers 74010/12 Delava 1-Enterpri se Engine Model DSP-48 
3. 500 kW/ 4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000,84/06/07, 8406150114. 


>6190121 Significant deficiency rept re burlap sack containing 
miscellaneous piping matl & wood wedges found in section of 
,2-inch upper head injection p ip ing . Ini t ia 1 1 y reported on 
>40508. Matl removed from piping. 

’UCKER, H. B. Duke Power Co. 84/06/07. 0 'REILLY, J. F, Region 2, 

Iff ice of Director. 3pp. 24979:359. 24X Fic h e : 50-413 , 84/06/07, 

>406190121. 


>6120433 Forwards suppl to 840405 description of generic St site- 
ipecific problems w/TDI diesel generators. Supp 1 describes 
iroblem that occurred on diesel generator 1A following 
:ompletion of extended operation test. 

’UCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R, Office of 

luclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

L 2pp. 24891:029. 24X Fiche: 50-413, 84/06/08, 8406120433. 


>6130043 Board Notification 84-1 13: forwards TDI Diesel Generator 
tuners Group repts for review. 

lISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
lommiss ioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 

1406130043. 


8406130137 Ac k receipt of 840529 ltr notifying of QA problems w/ 
equipment mfg by Bahnson Co. Equipment will be reviewed to 
determine d ef i c ienc ies, inc lu d ing Catawba St Oconee air 
handling units. 

LEE, W. S. Duke Pouer Co. 84/06/08. DEYOUNG, R. C. Director's 
Office of Inspection and Enforcement. Ip. 24913: 106. 24X 

Fiche: 50-000, 84/06/08,8406130137. 


8406190104 Interim significant deficiency rept re nonqual i f i ed c 
valves installed in air control lines for saf ety-related 
pneumatic control valves. Initially reported on 840509. 
Installation Std ICS-A-20 revised. 

TUCKER, H. B. Duke Power Co. 84/06/08. 0 'REILLY, J. P. Region 

Office of Director. 3pp. 24979:348. 24X Fiche: 50-413, 84/06/ 

8406190104 


8406150227 Forwards calculations of plug weld end connect ions, fr 
welded pushrod St preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commitment. Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11 

8406150227. 


— 8406150238 Forwards calculations requested by BNWL re push rod 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84 
BERLINGER, C. Director's Office. Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

8406150227. 


— 8406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fich e : 50-000, 84/06/1 1 , 8406150227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi c h e : 50-000, 84/06/1 1 , 8406150227. 


8406190155 Revised significant deficiency rept re verification o 
tubing clamps. Insp personnel will perform verification at 
torque insp of support, rath er than during mechanical insp of 
support. 

TUCKER- H. B. Duke Power Co. 84/06/11. 0 'REILLY, J. P. Region 

Office of Director. 2pp. 24979:346. 24X Fiche: 30-413, 84/06/ 

8406190155. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fich e : 50— 000, 84/ 

8406200469. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxilia 
Module Control Wiring it Termination Qualification Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. B4/C 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
24954:268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


8406270227 Interim deficiency rept re nonqualified control air ] 
manual valves. Installations retubed St installation 
procedures revised for Unit 2. Unit 1 corrective actions 
c omp le ted. 

TUCKER, H. B. Duke Power Co. 84/06/13. 0 'REILLY, J. P. Region 

Office of Director. 2pp. 25175:252. 24X Fi ch e : 50-413, 84/06/ 

8406270227. 


8406280389 Interim Significant Deficiency Rept 413-414/83-15 re 
Westinghouse SA1 relays w/potentially defective SCRs St 
capacitors subj to electrolyte leakage. Initially reported on 
831031. Westinghouse will provide new capacitors. 

TUCKER, H. B. Duke Power Co. 84/06/13. O 'REILLY, J. P. Region 
Office of Director. 2pp. 25193:076. 24X Fiche : 50-413, 84/06- 

8406280389. 


8406280485 Deficiency rept re partial penetration weld problem. 
Deficiency Rept 8D 413-414/84-06 corrected to 8D 413-414/ 
84-04. 

TUCKER. H, B. Duke Power Co. 84/06/13. 0 'REILLY, J. P. Region 

Office of Director. Ip. 25193:066. 24X Fiche: 50-413, 84/06/ 

8406280485. 


8406220159 Forwards 840522 deficiency rept re di screpancies bet 
fabrication drawing* St eq^pipment f per insp rept it notice of 
violation. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 815. 84/06/14. KELLEY, 

Atomic Safety and Licensing Board Panel. 4pp, 25083:279. 2 

Fiche: 50-413, 84/06/14, 8406220159. 


DOCKETED ITEMS 


30041 Notification of 840622 meeting w/TDI Owners Group in 
o Alto.CA to discuss open issues on FaAA component design 
ts. 

LER, N. A. Division of Licensing. 84/06/14. BERLINGER. C. H. 

ision of Licensing. 3pp. 25128:256. 24X Fie he : 50-000 , 84/06/ 14, 

6230041 


50339 Forwards "Influence of Thermal Distortion on Fatigue 
formance of AF & AE Piston Skirts. " 

i C. L. TDI (Transamer i ca Delavali Inc. ) Owners Group. 84/06/14. 
irON. H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
15:112. 24X Fiche: 50-000. 84/06/14. 8406250339. 


>6250348 "Influence of Thermal Distortion on Fatigue Performance of 
iF & AE Piston Skirts. " 

Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

15115:114. 24X Fiche: 50-000. 84/06/14, 8406250339. 


80416 Suppl to final significant deficiency rept re failure of 
g— Warner gate valves to cycle because of disc becoming 
ged between body guides. Addl test ing , r equ ir ed for Unit 2 
ves.will be completed by 840815. 

KER. H. B. Duke Power Co. 84/06/14. 0 'REILLY, J. P. Region 2, 

ice of Director. 2pp. 25193:099. 24X Fiche: 50-413, 84/06/14, 

6280416. 


50313 Forwards "Design Review of Elliott Model 65G Turbocharger 
d on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 

s. " 

, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/15. 
TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
18:001. 24 X Fiche: 50-000, 84/06/15, 8406250313. 


6250323 “Design Review of Elliott Model 65G Turbocharger Used on TDI 
SRV-12-4 & DSRV-20-4 Emergency Diesel Generator Sets. " 

Failure Analysis Associates. FAAA-S4-6-56. 84/06/30. 55pp. 

5118:003. 24 X Fiche: 50-000, 84/06/15, 8406250313. 


50333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
ule Control Wiring 6 Termination dual i f i cat i on Rept." 

. C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/15. 
TON, H, R. Office of Nuclear Reactor Regulation, Director. 17pp. 
19:209. 24X Fiche: 50-000, 84/06/15, 8406250333. 


50335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
ket Water Pump Design Review. " 

, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
TON, H. R. Office of Nuclear Reactor Regulation, Director, 2pp. 
15:001. 24X Fiche : 50-000, 84/06/ 15, 0406250335. 


6250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
ater Pump Design Review. " 

Stone & Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

4X Fiche: 50-000,84/06/15, 8406250335, 


50343 Forwards "Evaluation of Emergency Diesel Generator 
nkshafts at Midland 6 San Onofre Nuclear Generating 
tions. " 

, C. L. TDI ( Transameri ca Delaval, Inc. ) Owners Group. 84/06/15. 
TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
15: 169. 24 X Fiche: 50-000, 84/06/15, 8406250343. 


50299 Forwards "Design Review of Connecting Rods of TDI In-Line 
-48 Emergency Diesel Generators. " 

, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. 84/06/18. 
TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
15:238. 24X Fiche : 50-000, 84/06/18, 8406250299. 


6250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
mergency Diesel Generators. “ 

Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

5115:240. 24X Fiche: 50-000, 84/06/18, B406250299. 


60351 Forwards "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. " 

* C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/22. 
rON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
54:127. 24X Fiche: 50-000, 84/06/22, 0406260351 . 


6260363 "Design Review of Connecting Rod Bearing Shells for TDI 
iterprise Engines. " 

Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

5154: 130. 24X Fiche: 50-000, 84/06/22, 8406260351. 


— 8406270136 "Design Review of TDI R-4 b RV-4 Series Emergency Di 
Generator Cylinder Blocks & Liners " 

•* Failure Analysis Associates. FAAA-84-5-4. 84/06/30 79n 

25163:275 24X Fi c h e : 50-000, 84/06/25, 84062701 15. 


T. Hearing transcripts on non-antitrust matters 


8406040339 Forwards revised Page 6 of testimony of EH Harris & JT 
Pugh of State of NC on emergency planning Contention 8. 

Changes reflect two addl questions & answers b. mods to 
existing answers Related correspondence. 

COTTINGHAM, A. W. Bishop, Liberman, Cook, Purcell b Reynolds 
COTTINCHAM. A W. Duke Pouer Co. DSB 426 84/05/30. MARGULIES 

LAZO, R. M. , HOOPER, F. F. Atomic Safety and Licensing Board Panel 
24902:336. 24X Fiche: 50-413, 84/05/30, 8406040339. 


— 8406040345 Revised Page 6 to testimony of EH Harris b JT Pugh o 
emergency planning Contention 8. 

HARRIS, E. H. , PUGH, J. T. North Carolina, State of. 84/05/30 
24802:337. 24X Fiche: 50-413, 84/05/30, 8406040339. 


8406140106 Transcript of 840605 hearing in Rock Hill, SC. Pp 2,774-: 
* Atomic Safety and Licensing Board Panel. 84/06/05. 308pp 

24935:196. 24X Fiche: 50-413, 84/06/05, 8406140106. 


8406140099 Transcript of 840606 hearing in Rock Hill, SC. Pp 3,080— 
* Atomic Safety and Licensing Board Panel. 84/06/06. 299pp 

24934:257. 24X Fiche : 50-413, 84/06/06, 8406140099. 


8406140005 Transcript of 840607 hearing in Rock Hill, SC. Pp 4,177— 
•* Atomic Safety and Licensing Board Panel. 84/06/07 280pp 

24928:001. 24X Fiche : 50-413, 84/06/07, 8406140005. 


8406190506 Transcript of Commission 840607 a f f ir ma t i on/d i sc uss ion 
vote on SECY-84-116 re UCLA reactor license renewal, 

5ECY-B4-182 re Catawba diesel generators mfg by TDI b 
SECY-84-218 re Order CLI-84-8 in Wash ington, DC. Pp 1-7. 

* Commissioners. 84/06/07. 9pp. 25047:277. 24X 

Fiche: 50-000, 84/06/07, 8406190506. 


8406140103 Transcript of 8q0608 hearing in Rock Hill, SC. Pp 4,456— 
* Atomic Safety and Licensing Board Panel. 84/06/08. 169pp. 

24931:344. 24X Fiche: 50-413, 84/06/08, 8406140103. 


8406220259 Board Notification 84-120: forwards transcripts of 84041 
0502 b 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fi c h e : 50-000, 84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in W< 
River, NY. Fp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406250132 Transcript of 840621 telephone conference in Bethesda.f 
Pp 12,657-12,717. 

* Atomic Safety and Licensing Board Panel. 84/06/21. 61pp. 

25125:146. 24X Fiche: 50-413, 84/06/21, 8406250132. 


8406290299 Transcript of 840622 meeting between NRC *< consultants 
Owners Group & consultants in Pal^ Alto, CA re review of 
operability b. reliability of TDI engine. Pp 1—295. Supp or ting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


V. Operator Examinations 


8406130139 Forwards addl info re use of shift advisors, per DG Eisi 
840530 request. Some operators participated in addl reactor 
startups in response to Generic Ltr 04-10. "Catawba Shift 
Advisor Program" end. 

TUCKER, H. B. Duke Power Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24913: 108. 24X 

Fiche: 50-413, 84/06/08, 8406130139. 


- -8406130141 "Catawba Shift Advisor Program. " 

VAUGHN, T. S. Duke Pouer Co. 84/05/04. 1 19pp. 24913:111. 2- 

Fiche: 50-413, 84/06/08, 8406130139. 


DOCKETED ITEMS 


3KET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


Security, medical, emergency & fire protection plans 


33160336 Discusses util 840324 ltr re 1984 emergency exercise. 

Ix er c i s e o b j ec t i ves reviewed & comments provided to 
s Bened i ct, c orporate emergency preparedness coordinator. 

FERRELL I , D. M. Division of Project & Resident Programs. 84/03/05. 
IICHARD, J B. Mississippi Power & Light Co. Ip. 22660:031. 24X 

"iche: 50-416, 84/03/05, 8403160336. 


36220030 Ac k receipt of 840203 supplemental response to NRC 840104 
Ltr expressing concerns u/util previous responses to 
/iolation in area of adm i n i s trat i ve controls re fire 
larriers noted in Insp Rept 50-416/83-38. 

.£WIS,R.C. Division of Project & Resident Programs. 84/03/30. 
IICHARD, J. B. Mississippi Power & Light Co. Ip. 25126:272. 24X 

r iche: 50-416, 84/03/30, 8406220030. 


1406220045 Forwards supplemental response to Violation 83-38-10 noted 
in IE Insp Rept 50-416/83-38, per 840104 reques t. Plant 
Procedure 10-S-03-1 re fire protection sys impairment will 
be revised to provide guidance for blocking open fire door. 

DALE, L. F. Mississippi Power & Light Co. 84/02/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25126:275. 24X 

Fiche: 50-416, 84/03/30, 8406220030. 


J406220066 Ack receipt of 831031, 1104 & 1208 responses to violation 
noted in IE Insp Rept 50-416/83-38. Corrective action 
insuf f icient. Supp lemental response required within 30 days. 

LEWIS, R. C. Division of Project & Resident Programs. 84/01/04, 
RICHARD, J. B. Mississippi Power & Light Co. 2pp. 25126:278. 24X 

Fiche: 50-416, 84/03/30, 8406220030. 


3406220086 Forwards response to Violations 83-38-10,83-38-13 tt 
83-38-14 noted in IE Insp Rept 50-416/83-38. Corrective 
actions: memo issued to plant personnel emphasizing 
importance of notification when blocking open fire door, 

DALE, L. F. Mississippi Power & Light Co. 83/10/31. 0 'REILLY, J. P , 

Region 2, Office of Director. 4pp. 25126:284. 24X 

Fiche - 50-416, 84/03/30, 8406220030. 


3406220107 IE Insp Rept 50-416/83-38 on 830815-19 & 30-0901. Violations 
noted : fai lure to prepare incident rept & rept missed 
surveillance Ik failure to correct conditions adverse to 
quality identified in plant quality deficiency repts. 

JULIAN, C. A., BELISLF, 0. A. , ORDERS, W. T. Region 2, Office of 
Director. 83/09/26. 21pp. 25126:292. 24X Fiche: 50-416. 84/03/30, 

8406220030. 


36200257 Informs that 840413 proposal to secure vital area barrier 
/entilation duct penetration openings acceptab le, Licensee 
should revise physical security plan per 10CFR50. 54(p ) to 
'eflect upgrading. 

\DENSAM, E. G. Licensing Branch 4. 84/06/07. DALE, L. Mississippi 

>ower Light Co. 3pp. 25051:246. 24X Fiche: 50-416, 84/06/07, 

3406200257. 


Adjudicatory correspondence 


36180424 Requests that City of New Orleans, LA be added to svc list 
*or substantive orders & notices of opportunity for hearing 
3 or listed doc kets. Related correspondence. 

NORDSTROM, P. E. Verner, Liipfert, Bernhard & McPherson. 

JORDSTROM, P. E. New Orleans, LA. DSB 695. 84/06/14. Docketing & 

services Branch. Ip. 24978:133. 24X Fi c h e : 50-000, 84/06/ 14, 

3406180424. 


36250 1 41 Memorandum Ik Order LBP-84-23 denying util motion for 
^consideration of ASLAB certification of 840423 order 
idmitting Jacksonians United for Livable Energy Policies 
* two contenti ons, Served on 840622. 

3R0SSMAN, H. Atomic Safety and Licensing Board Panel. DSB 833. 
34/06/21. Mississippi Power & Light Co. 8pp. 25130:037. 24X 

r iche: 50-416, 84/06/21, 8406250141. 


General correspondence 


36210210 Notifies of changes in correspondence distribution list 
iddresses for LF Dale Ik JB Richard. Revs due to 
>rganizational changes. 

3ALE, L. F. Mississippi Power & Light Co. 84/06/15, DENTON, H. R. 
Jffice of Nuclear Reactor Regulation, Director. 3pp. 25058:137. 


K. Utility Final Safety Analysis Report (FSAR 3 & amends 


8406040049 Forwards Affidavit of Svc on distribution of Amend 58 
to FSAR Distribution accomplished per NRC 780627 ltr. 

DALE, L F. Mississippi Power & Light Co. 84/05/31. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 24797:04 
24X Fiche: 50-416, 84/05/31, 8406040049. 


P Operating license stage documents & correspondence 


8405210037 Responds to Commissioner Gilinsky 840403 memo expressi 
concern re re-review of license & questions on steps taken 
to ensure new review will be conducted in competent manner. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/10. PALLADINO, CILINSKY. ROBERTS Commissioners. 6pp. 
24712:001. 24X Fiche: 50-416, 84/05/10, 8405210037. 


--8405210040 Expresses concern re re-review of license & question 
taken to ensure new review will be conducted in competent 
manner. 

GILINSKY, V. Commissioners. 84/04/03. DIRCKS, W. J. Office o 
Executive Director for Operations. Ip. 24712:007. 24X 

Fiche: 50-416, 84/05/10, 8405210037. 


8405220314 Forwards 840418 order restricting conditions for opera 
related insp repts, R Mattson 840412 & 18 memos & R Vollmer 
840418 memo re restart decision per Commissioner Gilinsky 
840503 memo. 

DIRCKS, W. J Office of the Executive Director for Operations. 
84/05/10. PALLADINO, CILINSKY, ROBERTS Commissioners. 6pp. 
24711:273. 24X Fi c h e: 50-416, 84/05/ 10, 840522031 4. 


— 8405220318 Provides update on FSAR Section 9A. 7. 2. 2.24 & 69 re 
installation of smoke d etectors, FSAR Figure 9.5.4 & error in 
describing seismic instrumentation. SER conclusions 
unchang ed. 

VOLLMER, R. NRC - No Detailed Affiliation Given. 84/04/18. 
NOVAK, T. NRC - No Detailed Affiliation Given. Ip. 24711:34 
24X Fiche: 50-416, 84/05/10, 8405220314. 


- -8405220322 Requests listed documents re restart dec ision, includ 
sign-offs by staff that Tech Specs currently correct & 
completely conform to as-built plant Ik that FSAR revalidated 
by 840507. 

GILINSKY, V. Commissioners. 84/05/03. DIRCKS, W. J. Office o 
Executive Director for Operations. Ip. 24711:359. 24X 

Fiche: 50-416, 84/05/10, 8405220314. 


8406020205 Responds to 840329 petition for order revoking OL or s 
operation, due to Tech Spec discrepancies involving TDI 
diesel g enerators. Order restricting operation issued 840418. 
Petition will be considered under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/22. STEWART, C. Jacksonians United for Livable Energy 
Policies. 6pp. 24798:293. 24X Fiche: 50-416, 84/05/22, 84060202 


--8406020210 Notice of receipt of Jacksonians United for Livable 
Policies 840329 petition for action under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/21. 2pp. 24798: 298. 24X Fich e: 50-416, 84/05/22, 840602 


8406020457 Informs that on basis of problems associated w/TDI die 
engines, onsite electrical supply sys do not meet GDC 17. 

Prior to supporting operation above 57. full power, TDI issue 
must be addressed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/24, PALLADINO, GILINSKY, ROBERTS Commissioners. 4pp. 
24769: 340. 24X Fiche: 50-416, 84/05/24, 8406020437. 


— 8406020461 Requests explanation re whether electrical power sup 
at facilities meets ODC 17. Response requested by 840323. 
GILINSKY, V. Commissioners. 84/05/18. DIRCKS, W. J. NRC -Nc 
Detailed Affiliation Given. Ip. 24769:344. 24X 

Fiche: 50-416, 84/05/24, 8406020457. 


8406010387 Summary of B40420 meeting w/util re review of Tech Spc 
List of attendees end. 

KINTNER, L. L. Licensing Branch 1. 84/05/25. Licensing Branc 

5pp. 24765:356. 24X Fiche: 50-416, 84/05/25, 8406010387. 


8406010435 Summary of 840427 meeting w/util re Tech Spec review. 
KINTNER, L. L. Licensing Branch 1. 84/05/25. Licensing Branc 


DOCKETED ITEMS 


106210311 Forwards list of plants w/Tech Specs requiring reporting of 
offsite doses for 1982 b. interim guidance on reporting 
offsite radiation doses from normal operation 
MULLER, D. R. Assistant Director for Radiation Protection. 

83/03/10. NOVAX, T. M. Assistant Director for Licensing. 6pp. 
25069:247. 24X Fiche: 50-000, 84/05/25, 8406210299. 


■>010031 Ack receipt of Commission 840522 order re insp b testing of 
tandby diesel generators . NRC participation in disassembly 
jring 840604 insp recommended. 

1LE, L. F. Mississippi Power b Light Co. 84/05/30. DENTON, H. R. 
s fice of Nuclear Reactor Regulation, Director. 2pp, 24758:001. 

IX Fiche: 50-416, 84/05/30, 8406010031. 


>010266 Informs that all Category 1 post-accident instrumentation 

lentified in 820715 b 1129 ltrs included in current Tech 

tecs. 

JBBS, S. H. Mississippi Power b Light Co. 84/05/31. DENTON. H. R. 
: fice of Nuclear Reactor Regulation, Director. 2pp. 24754:361. 

>X Fiche: 50-416, 84/05/31, 8406010266. 


>010318 Submits commitment to evaluate design of certain seismic 
initoring instruments to determine location, range b. type of 
istrument prior to restart following first refueling 
itage. Proposed Tech Spec changes will be submitted. 

IBBS.S.H. Mississippi Power & Light Co. 84/05/31. DENTON, H. R. 
: fice of Nuclear Reactor Regulation, Director. 2pp. 24753:163. 
X Fiche: 50-416. 84/05/31, 8406010318. 


>110016 Submits daily h i g h 1 i g hts. Ut i 1 intends to submit request for 
emption from ODC 17 (electric power sys) by 840604. Div 1 
il diesel engine completely disassembled b. insp of 
mponents initiated. 

IUSTON, M. D. Licensing Branch 4. 84/06/01. DENTON, H. R. , CASE, E. G. , 

iISON, G. Office of Nuclear Reactor Regulation. Director. 2pp. 
897:111. 24 X Fich e : 50-416, 84/06/01, 84061 10016. 


260489 Forwards NRC 840530.25,09 b. 0406 memos describing 
tegration of activities for plants w/near-term licensing 
tivities. Brief ing on integrated schedules expected by 
0618. 

RCKS, W. J. Office of the Executive Director for Operations. 
/06/01. PALLADINQ Commissioners. Ip. 25157:324 24X 

Che: 50-000, 84/06/01 , 8406260489. 


06260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers b 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
B4/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 3pp. 25157:330. 24X Fi ch e : 50-000, 84/06/01 , 

B406260489. 


060026 Submits application for partial, temporary exemption from 
CFR50,App A, Criterion 17 re operation at power levels up 
1QQ3C power, pend ing resolution of questions re reliability 
TDI diesel generators. 

CHARD, J. B. Mississippi Power b Light Co. 84/06/04. DENTON, H. R. 

fice of Nuclear Reactor Regulation, Director. 24pp. 24661:137. 

X Fiche: 50-416, 84/06/04, 8406060026. 


110118 Requests addl info re Tech Spec review program (TSRP) review 
assignments b. responsibilities for senior reactor 
erators b. steps taken to ensure TSRP conducted in 
npetent manner. 

MK,T.M. Assistant Director for Licensing. 84/06/04. DALE, L. F. 
ssissippi Power & Light Co. 2pp. 24882: 141. 24X 

che: 50-416, 84/06/04, 8406110118. 


370257 Forwards supplemental info on Tech Spec review problem 
sets 100, 305 b 336. 

BBS, S. H. Mississippi Power b Light Co. 84/06/05. DENTON, H. R. 
Pice of Nuclear Reactor Regulation, Director. 4pp 24745:314. 
< Fiche: 50-416, 84/0A/05, 8406070257. 


L20193 Staff requirements memo re Commission 840601 vote in 
&hington,DC to oppose Gilinsky proposal that NRC not allow 
mt to operate until exemption request acted upon b 
selstine motion to rescind order re Tech Specs voted on. 

CLK, S. J. Office of the Secretary of the Commission. 84/06/06. 
ICKS, S. J. Office of the Executive Director for Operations. Ip. 
P10: 362. 24X Fich e: 50-416, 84/06/06, 8406120193. 


.10230 Informs ftp* Ahl T* a vs 1 ft i.i nJ 5 T a r h Ona^ e r n m n 1 a +• a 


8406200140 Application for amend to License NPF- 1 3, pr op os ing Tec 
changes for as-built plant consistency re min water level 
required above reactor pressure vessel flange during 
Operational Conditions 4 & 5 

MCGAUGHY, J. P . Mississippi Power b. Light Co. 84/06/17. DENTC 
Office of Nuclear Reactor Regulation, Director. 4pp. 25046' 1 
24X Fiche- 50-416, 84/06/17, 8406200140. 


— 8406200142 Proposed Tech Spec changes, provi d ing as-built plant 
consistency re min water level required above reactor 
pressure vessel flange during Operational Conditions 4 b 5. 

■* Mississippi Power b Light Co 84/06/17. 109pp. 25046:1 

24X Fiche. 50-416, 84/06/17, 8406200140. 


8406200033 Submits results of comparison of scope of Grand Gulf 
Sheng Tech Sp ec s. Bee h t e 1 b GE performed balance of plant b 
NSSS portions of comparison. No significant differences 
i d ent i f i ed . Un i t 1 Tech Specs complete b adequate. 

DALE, L. F. Mississippi Power b. Light Co 84/06/18. DENTON, H. 
Office of Nuclear Reactor Regulation, Director 2pp. 25047- 2 
24X Fiche: 50-416, 84/06/18, 8406200033. 


8406200225 Application to amend License NPF-13, revising Tech Spe 
reflect 840318 Tech Spec review program f i n d i ng s, in c 1 ud ing 
editorial changes, Tech Sp ec /as-b u i 1 1 plant consistency b 
enhancements consistent u/safety analyses. 

MCGAUGHY, J. P Mississippi Power b Light Co. 84/06/18. DENTO 
Office of Nuclear Reactor Regulation, Director. 14pp. 25043- 

24X Fiche: 50-416, 84/06/18, 8406200225 


— 8406200229 Proposed Tech Sp e c s , r ef 1 ec t ing 840318 Tech Spec rev 
program f ind ings, inc 1 ud ing editorial changes, Tech Spec/ 
as-built plant consistency b. enhancements consistent w / 
safety analyses. 

* Mississippi Power b Light Co 84/06/18. 30pp. 25043:32 

Fiche: 50-416, 84/06/18, 8406200225. 


8406210138 Requests 2-wk extension for response to Jacksonians U 
for Livable Energy Policies 10CFR2. 206 petition to suspend, 
modify or revoke OL. Responses will be submitted by 840705. 

DALE, L. F. Mississippi Power b Light Co. 84/06/19. DENTON, H. I 
Office of Nuclear Reactor Regulation, Director 2pp. 25057:1; 
24X Fiche: 50-416,84/06/19,8406210138. 


8406220162 Application for amend to License NPF-13, c hang ing Tech 
re as-built consistency b. adding enhancements consistent 
u/safety analysis b regulatory requirements, requests b 
r ec ommendat ions. 

MCGAUGHY, J. P. Mississippi Power b. Light Co. 84/06/19. DENTOI 
Office of Nuclear Reactor Regulation, Director. 4pp. 25087:1 
24X Fiche: 50-416, 84/06/19, 8406220162. 


— B406220164 Proposed Tech Specs correcting typographical errors 
as-built consistency & enhancements consistent w/safety 
analysis b regulatory requirements, requests b 
recommendations. 

* Mississippi Power b Light Co. 84/06/19. 100pp. 25087:1' 

24X Fiche; 50-416, 84/06/19, 8406220162. 


8406250271 Application for amend to License NPF-13, chang ing Tech 
in Hydrologic b Ceotechnical Engineering & Meteorology 8< 
Effluent Treatment Sys Branch areas of review. 

MCGAUGHY, J. P. Mississippi Power b Light Co. 84/06/20. DENTOI 
Office of Nuclear Reactor Regulation, Director. 5pp, 25118:2, 
24X Fiche: 50-416, 84/06/20, 8406250271. 


— 8406250274 Proposed Tech Specs in Hydrologic b Geotechnical En, 
b Meteorology b Effluent Treatment Sys Branch areas of 
review. 

4 Mississippi Power b Light Co. 84/06/20. 50pp. 25118:261 

Fiche : 50-416, 84/06/20, 8406250271. 


8406250317 Withdraws Item 30 of 830909 ltr ( AECM-83/0565) from f, 
NRC review re proposed changes to Tech Sp ecs. Proposed change 
involving TSPS 6 will be formally submitted w/program review 
schedule. 

HOBBS, S. H. Mississippi Power b Light Co. 84/06/20. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25117:3: 
24X Fiche: 50-416, 84/06/20, 8406250317. 


8406230295 Application for amend to License NPF— 13, r evi s i ng Tech 
to correct typ ograph ica 1 errors, to implement editorial 
changes b to provide clarification of basic meaning b intent 

Took , k , n - c M = 1 / o A _ . . « T a r h Qnsrc a n 1 


>270091 Application for amend to License MPF-13j revis ing Tech Specs 
i correct typographical errors- to implement editorial 
anges & to provide clarification of basic meaning & intent 
Tech Spec changes. Marked-up Tech Specs end. 

GAUGHY.J. P. Mississippi Power & Light Co. 84/06/22. DENTON, H. R. 
fice of Nuclear Reactor Regulation, Director. 278pp. 25160:245. 

•X Fiche: 50-416, 84/06/22, 8406270091 


>290137 Requests License Condition 2. C (32), "Interplant 
nnunication Sys, " be revised to delete fixed date 
quirement for submittal of communications test results, due 
prolonged delay in power ascension program. 

:SARE« J. G. Mississippi Power & Light Co. 84/06/27. DENTON, H R. 
fice of Nuclear Reactor Regulation, Director. 2pp. 25198:275. 

X Fiche: 50-416,84/06/27, 8406290137. 


nspection reports, IE Bulletins & correspondence 


220030 Ack receipt of 840203 supplemental response to NRC 840104 
r expressing concerns u/util previous responses to 
olation in area of administrati ve controls re fire 
rriers noted in Insp Rept 50-416/83-38. 

WIS, R. C. Division of Project & Resident Programs. 84/03/30. 
CHARD, J. B. Mississippi Power & Light Co. Ip. 25126:272. 24X 

che: 50-416, 84/03/30, 8406220030. 


06220041 Responds to 840104 request for generic response to issue 
identified in IE Insp Repts 50-416/83-30 & 50-416/83-56. 
Enforcement of strict discipline & holding personnel 
accountable for actions implemented as corrective actions. 

DALE, L. F. Mississippi Power & Light Co. 84/03/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25126.273. 24X 

Fiche: 50-416, 84/03/30. 8406220030. 


06220045 Forwards supplemental response to Violation 83-38-10 noted 
in IE Insp Rept 50-416/83-38, p er 840104 request. Plant 
Procedure 10-S-03-1 re fire protection sys impairment will 
be revised to provide guidance for blocking open fire door. 

DALE, L. F. Mississippi Power & Light Co. 84/02/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25126:275. 24X 

Fiche . 50-416, 84/03/30, 8406220030. 


06220066 Ack receipt of 831031,1104 & 1208 responses to violation 
noted in IE Insp Rept 50-416/83-38 Corrective action 
insufficient. Supplemental response required within 30 days. 

LEU 15, R. C. Division of Project & Resident Programs. 84/01/04. 
RICHARD, J. B, Mississippi Power & Light Co. 2pp. 25126:278. 24X 

Fiche: 50-416. 84/03/30, 8406220030. 


06220071 Provides supplemental response to Violations 83-38-10 te 
83-39-13 noted in IE Insp Rept 50-416/83-38. 

DALE, L F. Mississippi Power & Light Co. B3/12/08. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25126:280. 24X 

Fiche: 50-416, 84/03/30. 8406220030. 


06220081 Responds to Violation 416/83-38-12 noted in IE Insp Rept 
50— 416/83-38. Corrective action: Rev 20 to Surveillance 
Procedure 06-RE-SB 13-V-040 1' issued to meet Tech Spec 
requirement for shutdown margin demonstration. 

DALE. L. F. Mississippi Power & Light Co. 83/11/04. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 25126:282. 24X 

Fiche: 50-416, 84/03/30, 8406220030. 


06220086 Forwards response to Violations 83-38-10,83-38-13 St 
83-38-14 noted in IE Insp Rept 50-416/83-38. Correct ive 
actions: memo issued to plant personnel emphasizing 
importance of notification when blocking open fire door. 

DALE, L. F. Mississippi Power it Light Co. 83/10/31. O'REILLY, J.P 
Region 2. Office of Director. 4pp. 25126:284. 24X 

Fiche: 50-416, 84/03/30, 8406220030. 


06220098 Forwards IE Insp Rept 50-416/83-38 on 830815-19 & 30-0901 
it notice of violation. 

LEWIS, R. C. Division of Project it Resident Programs. 83/09/30. 
RICHARD, J. B. Mississippi Power it Light Co. 2pp. 25126:288. 24X 

Fiche: 50-416, 84/03/30, 8406220030. 


06220102 Notice of violation from insp on 830815-19. 

■* Region 2, Office of Director. 83/09/30. 2pp. 25126:290. 24X 

Fiche: 50-416, 84/03/30,8406220030. 


06220107 IE Insp Rept 50-416/83-38 on 830815-19 it 30-0901. Violations 
noted : failure to prepare incident rept it rept missed 
surveillance it failure to correct conditions adverse to 
quality identified in plant quality deficiency repts. 
vJULIAN, C. A. , BELISLF, g. A. , ORDERS, W. T. Region 2, Office of 
Director. 83/09/26. 21pp. 25126:292. 24X Fiche: 50-416, 84/03/30, 

B 406220030. 


8406190109 Submits addl response to IE Bulletin 80-24, "Prevention 
Damage Due to Water Leakage Inside Containment." Insp it 
surveillance of containment sump s, drywel 1, p ip ing it closed 
coolant water sys d isc us sed. Ac ti on completed. 

DALE, L. F. Mississippi Power St Light Co. 84/05/08. 0'REILLY,J.f 
Region 2, Office of Director. 6pp. 24979:353. 24X 

Fiche 50-416, 84/05/08, 8406190109. 


8405220314 Forwards 840418 order restricting conditions for operat: 
related insp repts, R Mattson 840412 it 18 memos it R Vollmer 
840418 memo re restart decision per Commissioner Gi linsky 
840503 memo 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/10. PALLADINO, GIL INSKY, ROBERTS Commissioners. 6pp. 
24711:273. 24X Fi che: 50-416, 84/05/10, 8405220314. 


— 8405220318 Provides update on FSAR Section 9A. 7. 2. 2. 24 St 69 re 
installation of smoke d etec tors , FSAR Figure 9. 5. 4 it error in 
describing seismic instr umentat ion. SER conclusions 
unchanged. 

VOLLMER, R. NRC - No Detailed Affiliation Given. 84/04/18. 
NOVAK, T. NRC - No Detailed Affiliation Given. Ip. 24711:348. 
24X Fiche: 50-416,84/05/10,8405220314. 


— 8405220322 Requests listed documents re restart decision, i nc lud ii 
sign-offs by staff that Tech Specs currently correct St 
completely conform to as-built plant St that FSAR revalidated 
by 840507. 

GELINSKY, V. Commissioners. 84/05/03. DIRCKS, W. J. Office of 
Executive Director for Operations. Ip. 24711:359. 24X 

Fiche; 50-416, 84/05/10, 8405220314. 


8406220258 Forwards IE Insp Rept 50-416/84-09 on 840409-13. No 
violations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/18. RICHARD 
Mississippi Power it Light Co. 2pp. 25126:185. 24X 

Fiche: 50-416, 84/05/18, 8406220258. 


— 840622026 1 IE Insp Rept 50-416/84-09 on 840409-13. No violations i 
Major areas inspected: action on previous enforcement 
matters, tests it experiments, QA program review, nonlic ensed 
personnel training, surve il lance testing St calibr control. 
BELISLE, G. A. , FOSTfcR, L. E. , SMITH, C.F. Region 2, Office of 
Director. 84/05/16. 19pp. 25126:187. 24X Fiche. 50-416, 84/0! 

8406220258. 


8406040294 Forwards order requiring diesel generator insp . Fac ility 
uill not operate unless in conformance w/revised interim 
Tech Specs. 

ADENSAM, E. G. Licensing Branch 4. 84/05/22. MCGAUGHY, J. P. 

Mississippi Power St Light Co. 2pp. 24808:021. 24X 

Fiche: 50-000, 84/05/22, 8406040294. 


— 8406040295 Order requiring TDI diesel generator be disassembled 
inspected within 10 days. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/22. Mississippi Power & Light Co. 25pp. 24808:023. 

Fiche: 50-000,84/05/22, 8406040294. 


— 8404250257 Informs of evaluation of effect of failed TDI diesel 
generators on risk of 5’A power op erat ion. Tota 1 failure of 
diesels would not significantly increase risk of low power 
op erat ion. Operat ion acceptable. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
84/04/12. EISENHUT, D. G. Division of Licensing. 2pp. 24808: 
24 X Fiche: 50-000,84/05/22,8406040294. 


— 8406040301 Forwards rept on reduction in risk associated w/propo 
low power testing program. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
82/02/18. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 7pp. 24908:057. 24X Fiche: 50-000, 84/05/22, 8406040 

8406090032 Staff requirements memo re 840524 discussion on plant d 
generator insp order in Wash ington, DC. 

CHILK, S. J. Office of the Secretary of the Commission. 84/05/24 
DIRCKS, W. J. Office of the Executive Director for Operations. 1 
24875: 361. 24X Fiche: 50-416, 84/05/24, 8406080032. 


8406210391 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc. " Bechtel Power Corp 
evaluation incomplete due to slow response by suppliers. 

Final response expected by 840817. 

RICHARD, J. B. Mississippi Power & Light Co. 84/05/24. O'REILU 
Region 2, Office of Director. 3pp. 25056:360. 24X 

Fiche: 50-416, 84/05/24, 8406210391. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contair 
Spray Sys. '* Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Po^t 830103). 84/05/25. Consolidated Edison Co. o( 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 84052C 


56 


DOCKETED ITEMS 


1-0524031 7 IE Info Notice 83-66. Suppl 1, “Fatality at Argentine 
Critical Facility." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

/ork, Inc . 127pp. 24830:103. 24X Fic he : 50-000, 84/05/25, 840524031 7 


1-05290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 84052903S3. 


1-06010031 Ack receipt of Commission 840522 order re insp & testing of 
standby diesel generators. NRC participation in disassembly 
during 840604 insp recommended. 

DALE, L. F. Mississippi Power & Light Co. 84/05/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp 24758:001. 

24X Fic he: 50-416, 84/05/30, 8406010031. 


,06070105 Advises of possible enforcement action on discrepancies 
resulting from licensee comparison of FSAR w/as-built plant. 
Licensee plans to amend FSAR to eliminate inconsistencies. 
EISENHUT, D. G. Division of Licensing. 84/05/30. □ 'REILLY, J. P. 

Region 2, Office of Director. Ip. 24850: 353. 24X 

Fiche: 50-416, 84/05/30, 8406070105. 


06010423 IE Info Notice 84-41, "IGSCC in 8WR Plants." Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


06050368 Forwards “Catawba Nuclear Station Diesel Engine 1A Component 
Revalidation Insp Rept, " addressing over 76V. of insp plan, 
per 840321 meeting & 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp 24843:079. 24X 

Fiche: 50-000, 84/06/01 , 8406050368. 


06110016 Submits daily h i gh 1 ights. Uti 1 intends to submit request for 
exemption from GDC 17 (electric power sys) by 840604. Div 1 
TDI diesel engine completely disassembled & insp of 
components initiated. 

HOUSTON, M. D. Licensing Branch 4. 84/06/01. DENTON, H. R. , CASE, E. G. , 

EDISON, G. Office of NucleaT Reactor Regulation, Director. 2pp. 
24897:111. 24X Fiche: 50-416, 84/06/01, 84061 10016. 


36070201 Forwards response to Generic Ltr 84-11 re insps of BWR 
stainless steel piping for IGSCC. Inservice insp program 
requires IGSCC insp on four welds in each of 24 inch & 16 
inch pipes. 

3ESARE. J. G. Mississippi Power & Light Co. 34/06/03. DENTON, H. R. 
Dffice of Nuclear Reactor Regulation, Director. 9pp. 24745:341. 
24X Fiche: 50-416,84/06/03,8406070201. 


36080210 Responds to IE Info Notice 84-16, “Failure of Automatic 
Sprinkler Sys Valves to Operate." No design or mfg faults 
exist in Model C deluge valves. Maint procedure revised 
requiring smoother surfaces on new 8c existing valves. 

JARNEfT, C.B. Automatic Sprinkler Corp. of America, Inc. 84/06/04. 
JEYOUNC, R.C. Director's Office, Office of Inspection and 
Enforcement. 5pp. 24853:138. 24X Fiche: 50-416, 84/06/04, 8406080210. 


>6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
luring Outages Not Covered by Tech Specs." Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness 8>. Engineering 
tesponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

fork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012 


>6050350 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
tadiation Applicators. " Svc list encl. 

,RACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
>30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

>2pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


16060336 IE Info Notice 84-44, "Environ Qualification Testing of 
iockbestos Cables. " Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


'6080176 IE Info Notice 84-45, "Reversed Differential Pressure 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests o 
Electrical Terminal Slocks. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co. 
York, Inc 122pp. 25049:033 24X Fi c h e : 50-000, 84/06/ 15, 840 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Glo 
Valves. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. 
York, Inc 118pp 25536 043. 24X Fi c h e : 50-000, 84/06/ 18. 840 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Genera 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 
York, Inc 118pp 25535:286. 24X Fi c he : 50-000, 84/06/ 18, 840 


8406190327 IE Info Notice 84-50. “C lar i f i ca t i on of Scope of QA 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. 

York, Inc 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/2 1 , 8406 


R. Periodic operating reports Sc related c orr espondence 


8406200239 Monthly operating rept for hay 1984. W/S40615 ltr. 
CESARE. J. G. , DALE. L. F. Mississippi Power 8c Light Co. 84/05/ 
DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. 9pp. 25047:187 24X Fi c h e : 50-416, 84/05/31 , 840 


S. Reportable occurrences, LERs 8: related correspondence 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham 8t Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 
MUSELER, W. J. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 
MUSELER, W. J. Long Island Lighting Co 84/04/20. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 24182:; 
24X Fiche: 50-000,84/04/20,8404240322. 


--8404240382 "Evaluation of Emergency Diesel Generator Cranksha 
Shoreham 8c Grand Gulf Nuclear Power Stations. " 

* Failure Analysis Associates. FAAA-84-3- 16. 84/04/19. 

24182:238. 24X Fi c h e : 50-000, 84/04/20, 8404240322, 


8406190201 Updated LER 83-1 16/03X-2: on 831021 , standby svc water 
fan C003D tripped breaker 52-16506. Caused by defective trip 
device installed on break er. Defec t ive trip unit replaced. 
Breaker returned to svc. W/840423 ltr. 

BYRD, R. W. , DALE, L. F. Mississippi Power & Light Co. 84/04/23 
0 'REILLY, J. P. Region 2, Office of Director. 4pp. 25021:143, 
Fiche: 50-416, 84/04/23, 8406190201 


8406190046 Special Rept 84-020/0: on 840311, smoke detector in ma 
corridor of control bldg at elevation 133 ft covered for 
painting in area. Fire watch established per Tech Spec 
3. 3. 7. 9. Detector restored on 840330. 

DALE, L. F. Mississippi Power Sc Light Co. 84/04/24. O'REILLY* 
Region 2, Office of Director. Ip. 24979:282. 24X 

Fiche: 50-416, 84/04/24. 8406190046. 


8405300097 Forwards cover ltrs transmitting evaluation of cylim 
heads of TDI Series R-4 diesel engines & design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators. M/o enc Is. Re lated correspondence. 

BRITT, L. F, TDI (Transamer ica Delaval, Inc. ) Owners Group. 
BRITT, L. F. Long Island Lighting Co. DSB 361. 84/05/17. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. Ip, 24709:245. 
Fiche: 50-000, 84/05/17, 8405300097. 


8405300109 Forwards cover ltr transmitting rept on invest iga tioi 
Types AF 8< A£ piston skirts. W/o encl. Related correspondence. 
BRITT, L, F TDI ( Transamer i c a Delaval, Inc. ) Owners Group. 8' 
BORDENICK, B. M. Hearing Branch 3 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17. 8405300109. 


— 8406060299 Draft "Investigation of Types AF S< AE Piston Skirt: 
* Failure Analysis Associates. FAAA-84-2-14 DR FT. 84/05/: 
1 1 flnn 94k F i r h a : 50-000, PA /n.«S / 1 7. 1 OO 


6060021 Draft “Evaluation of Emergency Diesel Generator Crankshafts 
t Shoreham & Grand Gulf Nuclear Power Stations. *' 

Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/05/09 
3pp. 24662:005. 24X Fi c h e : 50-000, 84/05/ 17. 8406060004. 


00116 Forwards rept on design review of connecting rods for TDI 
0—4 series diesel generator. W/o encl. Related 
resp ondence. 

TT.L. F. TDI (Transaoerica Delaval, Inc. ) Owners Group. 84/05/18. 
RDENICK. B. M. Hearing Branch 3. 4pp 24668:138. 24X 

he: 50-000. 84/05/18, 8405300116. 


6060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
eries Diesel Generators. " 

Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
Opp. 2466B: 142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


10321 Special Rept 84-022/0: on 840429, au x i 1 iary bldg main steam 
nel temps exceeded 125 F Tech Spec 3.7.8 1 imi t . Ana ly s i s 
demonstrate continued operability of affected equipment 
progress. Update rept expected by 840730. 

E, L. F. Mississippi Power & Light Co. 84/05/29. O'REILLY, J. P. 
ion 2, Office of Director. 2pp. 24867:156. 24X 

he: 50-416,84/05/29, 8406110321. 


40125 LER 84-024-00: on 840502, pipe support deficiencies rendered 
h independent containment spray loops of RHR sys 
perab le. Cause not stated. As temporary solution, damag ed 3- 
h pipe replaced w/weld-o-let connection. W/840530 ltr. 

D,R. W. , DALE, R. W. Mississippi Power & Light Co. 84/05/30. 3pp. 
96:305. 24 X Fiche: 50-416, 84/05/30, 8406040125. 


40160 LER 84-023-00: on 840430, reactor rec irculation conductivity 
itor inoperable. Caused by failed surveillance, 
munications improved to prevent rec urrence. W/840530 ltr. 

KER, J. L. , DALE, L. F. Mississippi Power *. Light Co. 84/05/30. 
24796:287. 24X Fiche: 50-416, 84/05/30, 8406040160. 


50257 Final LER 84-002-02: on 840107,09,11,14,19 & 20 & 0223 & 24, 
ctor protective sys bus breaker trips resulted in loss of 
tdown cooling. Trip on 840119 caused by circuit board 
lure. Remainder caused by voltage transients. W/840530 ltr. 

D, R.W. , DALE, L. F. Mississippi Power *< Light Co. 84/05/30. 3pp. 
41:020. 24X Fiche: 50-416, 84/05/30, 8406050257. 


10314 Updated LER 83-185/03X-2: on 831201, breaker 552-2105 from svc 
nsformer 21 tripped, causing loss of power to Div 1 ESF 
It all balance of plant loads. Caused by shorted breaker 
dsuitch wires due to p inc h ing . W/840530 ltr. 

D. R. , DALE, L. F. Mississippi Power «< Light Co. 84/05/30. 

EILLY, J. P. Region 2, Office of Director. 3pp. 24870:338. 24X 

he: 50-416, 84/05/30, 8406110314. 


50516 LER 84-025-00: on 840501 , dry we 1 1 purge sys surveillance 
farmed on 830817 not adequate to insure Tech Spec flow 
uirements met prior to 830925 & 840422 startups. Caused 
use of incorrect surveillance procedure. W/840531 ltr. 

D,R. W. , DALE, L. F. Mississippi Power & Light Co. 84/05/31. 2pp. 
40:049. 24 X Fiche: 50-416, 84/05/31, 8406050516. 


10268 Interim Deficiency Rept 2 for Unit 2 re failure of Automatic 
inkier Corp of America deluge valves to open upon receipt 
signal. Initially reported on 840319. Final rept expected 
850614. Reportab le under Part 21 for Unit 1. 

AUOHY, J. P. Mississippi Power & Light Co. 84/05/31. 

EILLY, J. P. Region 2, Office of Director. 2pp. 24867:086. 24X 

he: 50-416, 84/05/31 , 84061 10260. 


10300 Special Rept 84-012/l:on 840201,147 doors in auxiliary it 
trol bldgs not in compliance w/original spec 
uirements. Design Change 84/4502 issued to rework doors, 
ated rept expected by 841010. 

E, L. F. Mississippi Power & Light Co. 84/05/31. 0 'REILLY, J. P. 

ion 2, Office of Director. 2pp. 24870:276. 24X 

he: 50-416, 84/05/31, 8406110300. 


10312 Forwards "Evaluation of Emergency Diesel Generator 
nkshafts at Shoreham Sc Grand Gulf, " "Design Review of 
necting Rods for TDI DSRV-4 Series Diesel Generators" Sc 
vestigation of Types AF Sc AE Piston Skirts," final repts. 

TT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. , 
KA, D. A. NRC - No Detailed Affiliation Given. 4pp. 24866:001. 

Fiche: 50-000, 84/05/31 , 8406110312. 


6110329 Draft final rept, "Evaluation of Emergency Diesel Generator 
rankshafts at Shoreham Sc Grand Gulf, " prepared for TDI 
iesel Generator Owners Group. 

Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/05/22. 

9pp. 24866:005. 24X Fiche: 50-000, 84/05/31, 8406110312. 


8406050364 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790 > , per TDI 
Diesel Generator Owners Group 840323 app 1 ication. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. RAY, C. 
Duke Power Co. 84/06/01. DENTON, H. R. Office of Nuclear React* 
Regulation, Director. 2pp. 24845:213. 24X Fiche: 50-000, 84/06, 

8406050364. 


8406070256 LER 84-027-00: on 840503, of f site power supply to ESF 
transformer 12 from 115 kV line lost during electrical 
storm, resu It ing in deenergization of Div 1 Sc Div 3 ESF 
buses. Caused by lightning s tr i ke. W/840601 ltr. 

BYRD, R. LI. , DALE, L. F. Mississippi Power Sc Light Co. 84/06/01. 
24745:311. 24X Fiche: 50-416, 84/06/01, 8406070256. 


8406110250 Special Rept 84-023/0: on 840505, Div 1 diesel generator 
failed during start attempt for monthly functional 
s urve i 1 lance. Cause unknown. Month ly surveillance revised to 
include monitor solenoid start signal instrumentation. 

DALE, L F. Mississippi Power & Light Co. 84/06/01. O'REILLY, J. 
Region 2, Office of Director. 2pp. ‘ 24868:132. 24X 

Fiche: 50-416, 84/06/01, 8406110250. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Wi 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/0^ 

8406120537. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring & Termination Qua 1 if i cat i on Review for 
TDI Diesel Generators. “ 

RAY, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. RAY, C. 
Duke Power Co. 84/06/05. DENTON, H. R. Office of Nuclear Reactc 
Regulation, Director. 2pp. 24858:160. 24X Fi che : 50-000, 84/06, 

8406080174. 


— 8406080196 Suppl to "Emergency Diesel Generator Auxiliary Moduli 
Control Wiring & Termination Gual if ication Review for TDI 
Generator s. " 

■* Stone & Webster, Inc. 84/06/30. 14pp. 24858:162. 24X 

Fiche : 50-000, 84/06/05, 8406080174. 


8406130039 Revised LER 84-020-01: on 840423,24 & 0514, during start! 
five reactor water cleanup sys isolations occurred due to 
feedwater flow osci llations. W/840606 ltr. 

PARKER, J. L. , DALE, L. F. Mississippi Power & Light Co. 84/06/06. 
3pp. 24915:164. 24X Fic he : 50-416. 84/06/06, 8406130039. 


8406130079 LER 84-028-00: on 840507, during storm, arcing occurred ai 
open disconnect for 500 kV switchyard breaker, causing loss 
of power which resulted in reactor water cleanup reactor 
isolation. Plant shut down . W/840606 ltr. 

PARKER, J. L. , DALE, L. F. Mississippi Power & Light Co. 84/06/06. 
4pp. 24915:123. 24X Fic he: 50-416, 84/06/06, 8406130079. 


8406150114 Forwards “Proposed Torsional & Lateral Critical Speed 
Analysis, " "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" & table of torsional loading due to 
pressure at 100X load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. , 

REPKA, D. A. Hearing Branch 3. 5pp. 24949:216. 24X 
Fiche: 50-000, 84/06/07, 8406150114. 


--8406150133 "Proposed Torsional & Lateral Critical Speed Analysis 
Numbers 74010/12 De lava 1-Enterpr ise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:2) 
24X Fiche: 50-000, 84/06/07, 8406150114. 


8406130043 Board Notification 84-113: forwards TDI Diesel Generato 1 
Owners Group repts for review. 

EISENHUT, D. G, Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 
8406130043. 


8406280256 Interim Deficiency Rept PRD-81/17 re flow rate in stan 
svc water sys loops A It B St loss of standby svc water basin 
transfer capability. Initially reported on 810303. Larger 
capacity pumps will be installed. Reportab le per Part 21. 

RICHARD, dL B. Mississippi Power & Light Co. 84/06/08. 0 'RE ILL 

Region 2, Office of Director. 5pp. 25193:249. 24X 

Fiche: 50-41 6, 84/06/08, 8406280256. 


8406150227 Forwards calculations of plug weld end connections, fri 
welded pushrod It preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commitment. Svc list encl. 

BRITT, L* F, Long Island lighting Co. 84/06/11. BORDENICK, B. M. 
REPKA. D. A. Hearing Branch 3. 4pp. 24951:221. 24X 
Fiche: 50-000, 84/06/11, 8406150227. 


DOCKETED ITEMS 


6150238 Forwards calculations requested by BNWL re push rods & 
uel oil injection tubing. 

AY. C.L. TDI (Transanerica Delaval. Inc. ) Owners Group. RAY. C. L. 
uke Power Co. 84/06/04. BERLINGER, C. Director's Office, Office 
f Inspection and Enforcement. 2pp. 24951:225. 24X 

i c h e : 50-000. 84/06/ 1 1 , 8406 1 50227. 


6150265 “Fatigue Performance Evaluation of Friction Welded Pushrod " 
HUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

4951:240. 24X Fic he: 50-000. 84/06/11. 8406150227. 


00469 Notification of 840615 meeting w/TDI Owners Group in 
ing River. NY to discuss open issues remaining on 
eaded fastener repts prepared by S&W. 

LER. N. A. Division of Licensing. 84/06/11. BERLINGER. C. H. 
ision of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, 84/06/11. 

6200469. 


50154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
ule Control Wiring & Termination Qualification Review for 
Diesel Generators. " 

.C.L. TDI (Transameri ca Delaval. Inc.) Owners Group. 84/06/13. 
TON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
54: 268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


80232 LER 84-029-00: on 840422, when plant changed operating modes 
startup, proper surveillance to prove operability of 
well purge compressor B not comp leted. Caused by personnel 
or. W/840613 Itr. 

KER, J. L. , DALE. L. F. Mississippi Power it Light Co. 84/06/13. 
24964:104. 24X Fic h e : 50-416, 84/06/13. 8406180232. 


90268 LER 84-030-00; on 840525, reactor scrammed on low water level 
ignal following condensate booster pump 8 < reactor feed 
p trips. Caused by broken position arm linkage on 
densate min flow control valve. W/840614 ltr. 

D, R. W. , DALE, L. F. Mississippi Power 8c Light Co. 84/06/14. 3pp. 
86:344. 24X Fiche : 50-416. 84/06/14, 8406190268. 


30041 Notification of 840622 meeting w/TDI Owners Group in 
o Alto.CA to discuss open issues on FaAA component design 
ts. 

_ER, K. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
ision of Licensing. 3pp. 25128:256. 24X Fiche : 50-000, 84/06/14. 

£.230041. 


30339 Forwards “Influence of Thermal Distortion on Fatigue 
Pormance of AF &c AE Piston Skirts. " 

C.L. TDI (Transameri ca Delaval. Inc.) Owners Group. RAY, C. L. 
j Island Lighting Co 84/06/14. DENTON, H. R. Office of Nuclear 
:tor Regulation, Director. 2pp. 25115: 112. 24X 

ie: 50-000, 84/06/14, 8406250339. 


£.250348 "Influence of Thermal Distortion on Fatigue Performance of 
r & AE Piston Skirts. " 

Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

5115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


50313 Forwards “Design Review of Elliott Model 65G Turbocharger 
I on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 

s. " 

C.L. TDI (Transameri ca Delaval, Inc.) Owners Group. RAY, C. L. 
i Power Co. 84/06/15. DENTON, H. R. Office of Nuclear Reactor 
ilation, Director. 2pp. 25118:001. 24X Fiche: 50-000, 84/06/15, 

>250313. 


.250323 “Design Review of Elliott Model 65G Turbocharger Used on TDI 
JRV-12-4 8 c DSRV-20-4 Emergency Diesel Generator Sets. " 

Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55pp. 

1118:003. 24 X Fich e : 50-000, 84/06/15, 8406250313. 


10333 Forwards “Suppl to Emergency Diesel Generator Auxiliary 
ile Control Wiring it Termination Qualification Rept. " 

C.L. TDl (Transameri ca Delaval, Inc.) Owners Group. RAY. C. L. 
i Power Co. 84/06/15. DENTON, H. R. Office of Nuclear Reactor 
ilation, Director. 17pp. 25119:209. 24X Fiche: 50-000, 84/06/15- 

•250333. 


>0335 Forwards “Suppl to Emergency Diesel Generator Engine Driven 
et Water Pump Design Review. " 

C.L. TDI (Transameri ca Delaval, Inc.) Owners Group. RAY, C. L. 

Power Co. 84/06/15. DENTON, H, R. Office of Nuclear Reactor 
la t ion, Director. 2pp. 25115:001. 24X Fiche: 50-000, 84/06/15, 

250335. 


250342 “Suppl to Emergency Diesel Generator Engine Driven Jacket 
ter Pump Design Review. " 

Stone & Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

X Fiche: 50-000, 84/06/15, 8406250335. 


8406250343 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Midland It San Onofre Nuclear Generating 
Stations. " 

RAY, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. 84/0 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director*. 
25115: 169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards “Design Review of Connecting Rods of TDI I tv— 
DSR-48 Emergency Diesel Generators. ” 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. RAY# 
Duke Power Co. 84/06/18. DENTON, H. R. Office of Nuclear R©ac 
Regulation, Director. 2pp. 25115.238. 24X Fiche: 50 - 000 , B-4-/0 

8406250299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DS 
Emergency Diesel Generators. “ 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 4 

25115:240. 24X Fi c h e : 50-000, 84/06/18, 8406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing She 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transameri ca Delaval, Inc.) Owners Group. RAY/ 
Duke Power Co. 84/06/22. DENTON, H. R. Office of Nuclear Reac 
Regulation, Director. 2pp. 25154:127. 24X Fiche: 50-000, QA-ZO 

8406260351. 


— 8406260363 "Design Revieu of Connecting Rod Bearing Shells -For 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 31 

25154:130. 24X Fi c h e: 50-000. 84/06/22, 8406260351 . 


8406270115 Forwards "Design Review of TDI R-4 It RV-4 Series Emer 
Diesel Generator Cylinder Blocks it Liners. " 

RAY, C.L. TDI (Transamer i ca Delaval, Inc.) Owners Group. RAY/ 
Duke Power Co. 84/06/25. DENTON, H. R. Office of Nuclear Reac 
Regulation, Director. 2 pp. 25163:273. 24X Fiche: 50-000. 84/0 

8406270115. 


— 8406270136 "Design Review of TDI R-4 it RV-4 Series Emergency D 
Generator Cylinder Blocks it Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 

25163:275. 24X Fi c h e: 50-000. 84/06/25, 84062701 1 5. 


T, Hearing transcripts on non-antitrust matters 


8406020342 Transcript of Commission 840525 public meeting in 
Wash ington, DC re discussion of Grand Gulf diesel generator 
insp order. Pp 1-58. Supporting documentation end. 

* Commissioners. 84/05/25. 161 pp. 24801:220. 24X 

Fiche: 50-416, 84/05/25, 8406020342. 


8406110112 Transcript of Commission 840601 discussion in Washing 
re order requiring insp of TDI diesel generators at Grand 
Gulf. Pp 1-57. Supporting documentation end. 

* Commissioners. 84/06/01. 69pp. 24882:203. 24X 

Fiche: 50-416, 84/06/01, 8406110112. 


8406220259 Board Notification 84-120: forwards transcripts o-P 840 
0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing, 84/06/20. PALLADINO* 
GILINSK.Y, ROBERTS Commissioners. 54pp. 25206:099. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


- -8406290349 Transcript of 840524 meeting w/TDI Owners Group in 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406290299 Transcript of 840622 meeting between NRC it consu 1 taut 
Ouners Group & consultants in Palo Alto,CA re review of 
operability it reliability of TDI engine. Pp 1-295. Supportin g 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


DOCKET 50-417 GRAND OULF NUCLEAR STATION, UNIT 2 


A. App 1 ication/construc tion stage documents & correspondence 


8406020457 Informs that on basis of problems associated w/TD X 4 j. 
engines, onsite electrical supply sys do not meet GDC 17. * 

Prior to supporting operation above 5% full power, TDI issue 
must be addressed. 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/05/24. PALLADINQ, GILINSKY, ROBERTS Commissioners. 4 P p' 
24769:340. 24X Fich e: 50-416, 84/05/24, 8406020457. 


uuuivt stun tivid 


020461 Requests explanation re whether electrical power supply sys 
facilities meets GDC 17. Response requested by 840523. 

L.INSKY/ V. Commissioners. 84/05/18. DIRCKS, W. J. NRC - No 
"tailed Affiliation Given. Ip. 24769:344. 24X 

Che: 50-416, 84/05/24, 8406020457. 


0269 Forwards summary of environ protection program re const for 
nths ending 840430, as required by Staff Exhibit 2-A 
renced in CP PR-119. 

V, L. R. Mississippi Power & Light Co. 84/05/25. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 4pp. 24840:276. 
Riche: 50-417, 84/05/25, 8406050269 


0266 Informs that all Category 1 post-accident instrumentation 
-fcified in 820715 Z: 1129 ltrs included in current Tech 
s . 

S, S. H, Mississippi Power Zt Light Co. 84/05/31. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 2pp. 24754:361. 
Riche: 50-416, 84/05/31, 8406010266. 


0318 Submits commitment to evaluate design of certain seismic 
■fcoring instruments to determine locati on, range Zt type of 
T*uraent pTior to restart following first refueling 
ge. Proposed Tech Spec changes will be submitted. 

S, S. H. Mississippi Power Z>. Light Co. 84/05/31. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 2pp. 24753: 163. 
Riche: 50-416, 84/05/31, 8406010318. 


0257 Forwards supplemental info on Tech Spec review problem 
-fcs 100,305 Zt 336. 

S, S. H. Mississippi Power Zt Light Co. 84/06/05. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 4pp. 24745:314. 
Riche: 50-416, 84/06/05, 8406070257. 


10193 Staff requirements memo re Commission 840601 vote in 
ington,DC to oppose Gilinsky proposal that NRC not allow 
t to operate until exemption request acted upon Zt 
lstine motion to rescind order re Tech Specs voted on. 

.K, S. J. Office of the Secretary of the Commission. 84/06/06. 
IKS, S. J. Office of the Executive Director for Operations. Ip. 
0:362. 24X Fiche: 50-416, 84/06/06, 8406120193. 


>0033 Submits results of comparison of scope of Grand Gulf Zt Kuo 
ig Tech Specs. Bechtel Zt GE performed balance of plant & 

» portions of comparison. No significant differences 
> t if ied. Unit 1 Tech Specs complete Zt adequate. 

:, L. F. Mississippi Power Zt Light Co. 84/06/18. DENTON, H. R. 
ce of Nuclear Reactor Regulation, Director. 2pp. 25047:274. 
Fiche: 50-416, 84/06/18, 8406200033 


:urity, medical, emergency Zt fire protection plans 


■>0336 Discusses util 840224 ltr re 1984 emergency exercise, 
•cise objectives reviewed & comments provided to 
»ned ict, corporate emergency preparedness coordinator. 
tEl.LI,D. M. Division of Project & Resident Programs. 84/03/05. 
^RD, J. B . Mississippi Power & Light Co. Ip. 22660:031. 24X 

i e: 50-416, 84/03/05, 8403160336. 


30257 Informs that 840413 proposal to secure vital area barrier 
dilation duct penetration openings acc ep tab 1 e. Li cense e 
jld revise physical security plan per 10CFR50. 34 < p ) to 
Lect upgrading. 

•4SAM, E. G. Licensing Branch 4. 84/06/07. DALE, L. Mississippi 

er Zt Light Co. 3pp. 23051:246. 24X Fiche: 50-416, 84/06/07, 

8200257. 


judicatory correspondence 


30424 Requests that City of New Orleans,LA be added to svc list 
substantive orders Zt notices of opportunity for hearing 
listed dockets. Related correspondence. 

DSTROM, P. E. Verner, Liipfert, Bernhard Zt McPherson. 

DSTROM, P.E. New Orleans, LA. DSB 693. 84/06/14. Docketing Zt 

vices Branch. Ip. 24978:133. 24X Fiche : 50-000, 84/06/ 14, 

6180424. 


neral correspondence 


10210 Notifies of changes in correspondence distribution list 
resses for LF Dale Zt JB Richard. Revs due to 
anizational changes. 

E, L. F. Mississippi Power Zt Light Co. 84/06/15. DENTON, H. R. 
ice of Nuclear Reactor Regulation, Director. 3pp. 25058: 137. 
Fiche: 50-416, 84/06/15, 8406210210. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8406040049 Forwards Affidavit of Svc on distribution of Amend 58 
to FSAR. Di s tr i b ut i on accomplished per NRC 780627 ltr. 

DALE, L. F. Mississippi Power Zt Light Co. 84/05/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 24797:044. 
24X Fiche: 50-416, 84/05/31, 8406040049. 


G. Inspection reports, IE Bulletins Zt correspondence 


8406190109 Submits addl response to IE Bulletin 80-24, "Prevention i 
Damage Due to Water Leakage Inside Containment. " Insp & 
surveillance of containment sumps, drywell, p iping Zt closed 
coolant water sys d i sc ussed . Ac ti on completed. 

DALE, L. F. Mississippi Power & Light Co. 84/05/08. O'REILLY, J.P 
Region 2, Office of Director. 6pp. 24979:353. 24X 

Fiche. 30-416, 84/05/08, 8406190109. 


8406040294 Forwards order requiring diesel generator insp . Fa c i li ty 
will not operate unless in conformance w/revised interim 
Tech Specs. 

ADENSAM, E. G. Licensing Branch 4. 84/05/22. MCGAUGHY, J. P . 

Mississippi Power & Light Co. 2pp. 24808:021. 24X 

Fiche: 50-000, 84/05/22, 8406040294. 


— 8404250257 Informs of evaluation of effect of failed TDI diesel 
generators on risk of 5X power operation. Total failure of 
diesels would not significantly increase risk of lour power 
operation. Operation acceptable. 

MATTSON, R. J. Division of Systems Integration (post 811003). 
84/04/12. EISENHUT, D. G. Division of Licensing. 2pp. 24808:0 
24X Fiche: 50-000, 84/03/22, 8406040294. 


8406090032 Staff requirements memo re 840524 discussion on plant di 
generator insp order in Wash ington, DC. 

CHILK, S. J. Office of the Secretary of the Commission. 84/03/24. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip 
24873:361. 24X Fi c h e : 50-416, 84/05/24, 8406080032. 


8406210391 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc. " Bechtel Power Corp 
evaluation incomplete due to slow response by suppliers. 

Final response expected by 840817. 

RICHARD, J. B. Mississippi Power Zt Light Co. 84/03/24. O'REILLY, 
Region 2, Office of Director. 3pp. 25056:360. 24X 

Fiche: 50-416, 84/05/24, 8406210391. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containm 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/03/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25. 8405230 


8405240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 030103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fiche: 30-000, 84/05/25, 8403240 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. 11 Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290 


8406010423 IE Info Notice 84-41, "IOSCC in BWR Plants. " Svc list en 
JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244 . 24X Fiche: 50-000, 84/06/01, 84O601C 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Compo 
Revalidation Insp Rapt, " addressing over 767. of insp plan, 
per 840321 meeting 8c 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condil 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L, Division of Ewergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/03, 840603< 


84060503 50 IE Info Notice 84-43, "Storage Zt Handling of Opthalmic 1 
Radiation Applicators. " Svc list end. 

ORACE, J. N. Division of QA, Safeguards Zt Inspection Programs (Poi 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92p p . 25050: 032. 24X Fi che : 50-000, 84/06/07, 8406050350. 


6060336 IE Info Notice 34-44. "Environ Qualification Testing of 
ockbestos Cables.** Svc list encl 

QRDAN. E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

ork. Inc. 120pp. 25049:273. 24X Fi c he : 50-000. 84/06/08. 8406060336 


6030176 IE Info Notice 84-45. "Reversed Differential Pressure 
nstrument Sensing Lines. " Svc list encl. 

ORDAN. E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ork. Inc. 123pp. 25049:001. 24X Fic he : 50-000. 84/06/ 1 1. 8406080176. 


6080173 IE Info Notice 84-46. "Circuit Breaker Position 
erification. " Svc list encl. 

ORDAN. E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

ork. Inc. 119pp. 25049:154. 24X Fiche : 50-000. 84/06/13. 8406080173. 


6130315 IE Info Notice 84-47. "Environ Qualif ication Tests of 
lectrical Terminal Blocks. " Svc list encl. 

ORDAN. E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

ork. Inc. 122pp. 25049:033. 24X Fiche : 50-000, 84/06/ 1 5, 8406130315. 


6180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
alves. " Svc list encl. 

ORDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. H8pp. 25536:043. 24X Fiche : 50-000. 84/06/ 18, 8406180353. 


6180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
ailure. " Svc list encl. 

ORDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

ork, Inc. 118pp. 25535:286. 24X Fi c he : 50-000, 84/06/ 18, 8406180360. 


6190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 

or Transport Packages Pursuant to 10CFR50.App B. " Svc list 

ncl. 

ORDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ork, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


Reportable occurrences, LERs St related correspondence 


4240322 Forwards “Evaluation of Emergency Diesel Generator 
rankshafts at Shoreham St Grand Gulf Nuclear Power 
tations, " on behalf of TDI Diesel Generator Owners Group. 

USELER, W. U. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 
4/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
irector. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20, 8404240322. 


404240382 "Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham S< Grand Gulf Nuclear Power Stations." 

* Failure Analysis Associates. FAAA-84-3-16. 84/04/19. 59pp. 

24182: 238. 24X Fiche: 50-000, 84/04/20, 8404240322. 


5300097 Forwards cover ltrs transmitting evaluation of cylinder 
tads of TDI Series R-4 diesel engines St design review of 
lliott Model 90G turbocharger used on TDI diesel 
enerators. W/o enc Is. Re la ted correspondence. 

RITT, L. F. TDI (Transamer i ca Delaval, Inc. ) Owners Group. DSB 361. 
4/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

iche: 50-000, 84/05/17, 8405300097. 


5300109 Forwards cover ltr transmitting rept on investigation of 
;jpes AF St AE piston skirts. Ul/o encl. Related correspondence. 

RITT. L. F. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/05/17. 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

iche: 50-000, 84/05/17, 8405300109. 


406060299 Draft "Investigation of Types AF St AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 
115pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


b060004 Advises that TDI Owners Group 840516 ltr St rept, "Evaluation 
P Emergency Diesel Generator Crankshafts at Shoreham St 
rand Oulf Nuclear Power Stations" issued per commitments. 

Lstribution list encl. 

IITT,L.F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24662:001. 24X 

iche: 50-000, 84/05/17, 8406060004. 


106060021 Draft "Evaluation of Emergency Diesel Generator Crankshafts 
at Shoreham Sc Orand Gulf Nuclear Power Stations. " 

* Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/05/09. 

38pp. 24662:005. 24X Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for 
DSRV-4 series diesel generator. W/o encl. Related 
c orresp ondence. 

BRITT, L. F. TDI < Transamer i c a Delaval, Inc. ) Owners Group. 84 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSR 
Series Diesel Generators." 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/1 
60pp. 24668:142. 24X F i c h e : 50-000, 84/05/ 18, 8405300 1 16. 


8406110221 Interim Deficiency Rept 2 re failure of internal coat 
liSRV Sc MSI V accumulators. Caused by improper surface 
preparation & application of coat ing . Tanks will be replaced 
u/stainless steel tanks. Also reportable per Part 21 
MCGAUGHY, J. P. Mississippi Power & Light Co. 84/05/31. 

0 "REILLY, J. P. Region 2, Office of Director. 4pp. 24871:047. 
Fiche: 50-417, 84/05/31 , 84061 1 0221 . 


8406110268 Interim Deficiency Rept 2 for Unit 2 re failure of Au 
Sprinkler Corp of America deluge valves to open upon receipt 
of signal. Initially reported on 840319. Final rept expected 
by 850614. Reportable under Part 21 for Unit 1. 

MCGAUGHY, U. P. Mississippi Power St Light Co. 84/05/31. 

0 "REILLY, J. P. Region 2, Office of Director. 2pp. 24867:086. 

Fiche: 50-416,84/05/31, 8406110268. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham S< Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" St 
"Investigation of Types AF St AE Piston Skirts," final repts. 
BRITT, L.F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 8406110312. 


— 8406110329 Draft final rept, "Evaluation of Emergency Diesel G 
Crankshafts at Shoreham St Grand Gulf," prepared for TDI 
Diesel Generator Owners Group. 

* Failure Analysis Associates. FAAA-84-3-16 DRFT. 84/05/2 
89pp. 24866:005. 24X Fi c h e : 50-000, 84/05/3 1 , 84061 103 12. 


8406050364 Forwards two proprietary oversize drawings in respons 
BNWL request. Drawings withheld (ref 10CFR2. 790 ) , p er TDI 
Diesel Generator Owners Group 840323 ap p 1 i c a t i on. Ap er t ur e 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/0 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
24845:213. 24X Fi ch e : 50-000, 84/06/01, 8406050364. 


B406120537 Notification of 840621 meeting w/TDI Owners Group in 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing 4pp. 24897:311. 24X Fiche: 50-000, 04/ 

8406120537. 


8406120376 Interim Deficiency Rept PRO-83/13 re incorrect operat 
Div I S< II diesel generator load shedding St sequencing sys 
panels w/autonatic test feature on-line. Initially reported 
on 830921 . Defic iency reported per Part 21 for Unit 1. 

MCGAUGHY, J. P. Mississippi Power St Light Co. 84/06/04. 

0 "REILLY, J. P. Region 2, Office of Director. 2pp. 24893:266. 

Fiche: 50-417, 04/06/04, 8406120376. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxilia 
Module Control Wiring & Termination dual if icat ion Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. RAY, 
Duke Power Co. 04/06/05. DENTON, H. R. Office of Nuclear Reac 
Regulation, Director. 2pp. 24858:160. 24X Fiche: 50-000, 84/0 

8406080174. 


— 8406080196 Suppl to "Emergency Diesel Generator Auxiliary Modu 
Control Wiring S< Termination Qual if ication Review for TDI 
Generators. " 

* Stone St Webster, Inc. 84/06/30. 14pp. 24858:162. 24X 

Fiche: 50-000, 84/06/05, 8406080174. 


8406150114 Forwards "Proposed Torsional St Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" <k table of torsional loading due to 
pressure at 100% load. 

BRITT, L.F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M 
Hearing Branch 3. 5pp. 24949:216. 24X Fiche; 50-000, 84/06/07 

8406150114. 


— 8406150133 "Proposed Torsional St Lateral Critical Speed Analys 
Numbers 74010/12 De lava 1-Enterpr i se Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:; 
24X Fiche: 50-000, 84/06/07, 8406150114. 


DOCKETED ITEMS 


>0043 Board Notification 84-1 13: forward s TDI Diesel Generator 
»rs Group repts for review. 

‘NHUT, D. G. Division of Licensing 84/06/08. PALLADINO 
nissioners. 4pp 24977:001. 24X F i c h e : 50-000, 84/06/08, 
■>130043. 


?0149 Interim Rept 2 of Deficiency PRD-84/08 re containment 
ionnel air lock not seismically qua 1 i f i ed . I n i t ia 1 1 y 
irted an 840416. Investigation into reportability of 
jell airlocks continuing . Final rept expected by 840928. 

•IARD, J. B. Mississippi Power & Light Co. 84/06/08. 0 ' REILLY, J. P . 

jion 2 , Office of Director. 3pp 24979:272. 24X 

le; 50-417, 84/06/08, 8406190149. 


>0227 Forwards calculations of plug weld end connect ions, friction 
led pushrod Sc preexisting longitudinal flaws on diesel 
L injection line tubing, per commitment. Svc list end. 

IT. L. F. Long Island Lighting Co. 84/06/11. BGRDENICK, B . M. 

•ing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

■>150227. 


>150238 Forwards calculations requested by BNWL re push rods Sc 
jel oil injection tubing. 

W, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/04. 
IERLINGER, C. Director's Office, Office of Inspection and 
tforcement. 2pp. 24951:225. 24X Fiche . 50-000, 84/06/1 1 , 

106150227. 


>150259 “Fatigue Performance of Plug Weld End Connections." 
VRRIS, D. 0. , SHUSTO, L. Failure Analysis Associates. 84/04/25. 
3pp. 24951:227. 24X F i c h e : 50-000, 84/06/ 1 1 , 8406150227. 


>150265 “Fatigue Performance Evaluation of Friction Welded Pushrod. " 
■IUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

1951:240. 24X Fi ch e : 50-000. 84/06/1 1 , 8406150227. 


>0469 Notification of 840615 meeting w/TDI Owners Group in 
ing River, NY to discuss open issues remaining on 
saded fastener repts prepared by SScW. 

. ER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 

ision of Licensing 3pp. 23069:024. 24X F i c he : 50-000, 84/06/1 1 , 

S>200469. 


50154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
jle Control Wiring & Termination Qualification Review for 
Diesel Generators. " 

C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/13. 
rON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
54:268. 24X Fi ch e: 50-000, 84/06/ 13, 84061 301 54. 


30041 Notification of 840622 meeting w/TDI Owners Group in 
o Alto, CA to discuss open issues on FaAA component design 
bs. 

_ER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 

ision of Licensing. 3pp. 25128:256. 24X Fi c he : 50-000, 84/06/ 14, 

£>230041. 


50339 Forwards "Influence of Thermal Distortion on Fatigue 
formance of A F Sc AE Piston Skirts. " 

, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/14. 
TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
15: 112. 24X Fiche: 50-000, 84/06/14, 8406230339. 


6250348 "Influence of Thermal Distortion on Fatigue Performance of 
F 8, AE Piston Skirts. “ 

Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

5115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


30313 Forwards "Design Review of Elliott Model 65G Turbocharger 
d on TDI DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator 
s. " 

, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/15. 
TON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
18:001. 24X Fiche: 50-000, 84/06/13, 8406250313. 


6250323 "Design Review of Elliott Model 65G Turbocharger Used on TDI 
SRV-12-4 & D3RV-20-4 Emergency Diesel Generator Sets. " 

Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55pp 

5118:003. 24X Fich e : 50-000, 84/06/1 5, 8406250313. 


50333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
ule Control Wiring i< Termination Qual if ication Rept. " 

, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven Ja< 
Water Pump Design Review. " 

* Stone Sc Webster Engineering Corp. 84/06/30. 34pp. 25115: < 

24X Fiche: 50-000, 84/06/15, 84062 50335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland Sc San Qnofre Nuclear Generating 
Stations. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p| 
25115:169. 24X Fi ch e : 50-000, 84/06/ 1 5, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-Lii 
DSR-48 Emergency Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. 2pj 
25115:238. 24X Fiche: 50-000, 84/06/ 18, 8406250299. 


— 8406250349 “Design Review of Connecting Rods of TDI In-Line DSR- 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48p 

25115:240. 24X Fi c h e : 50-000, 84/06/18, 8406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing Shell 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25154:127. 24X Fi c h e : 50-000, 84/06/22, 8406260351 . 


— 8406260363 "Design Revieu of Connecting Rod Bearing Shells for T 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp 

25154:130. 24X Fi c h e : 50-000, 84/06/22, 8406260351 . 


8406270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emerge 
Diesel Generator Cylinder Blocks Sc Liners. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25163:273. 24X Fi che : 50-000, 84/06/25, 84062701 15. 


— 8406270136 "Design Review of TDI R-4 S< RV-4 Series Emergency Die 
Generator Cylinder Blocks S< Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp 

25163:275. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


T, Hearing transcripts on n on-anti trust matters 


8406020342 Transcript of Commission 840525 public meeting in 
Wash ington, DC re discussion of Grand Gulf diesel generator 
insp order. Pp 1-58. Supporting documentation end. 

+ Commissioners. 84/05/25. 161pp. 24801:220. 24X 

Fiche: 50-416, 84/05/25, 8406020342. 


8406110112 Transcript of Commission 840601 discussion in Washingto 
re order requiring insp of TDI diesel generators at Grand 
Gulf. Pp 1-57, Supporting documentation end. 

* Commissioners. 84/06/01. 69pp. 24882:203. 24X 

Fiche: 50-416, 84/06/01, 8406110112. 


8406220259 Board Notification 84-120: forward s transcripts of 84042 
0502 Sc 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fic h e : 50-000, 84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in We 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206: 296. 24X 

Fiche: 50-000, 84/06/20,8406220259. 


8406290299 Transcript of 840622 meeting between NRC Sc consultants 
Owners Group & consultants in Palo Alto, CA re review of 
operability Sc reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Application/construction st-age documents Sc correspondence 


DOCKETED ITEMS 


7 


6030159 Summarizes 840507 meeting in Bethesda-MD to discuss 
iscrepancies between population distribution by sector for 
0-50 mile area provided by S&W in FSAR & sector counts 
rovided by ORNL it Donnelly 

□UNSIL, W. G. , SEARS. C. F. Northeast Nuclear Energy Co. (subs, of 
ortheast Utilities). COUNSIL, W G. Northeast Utilities. 84/05/23. 
OUNGBLQOD, B. U. Licensing Branch 1 9pp. 24859:145. 24X 

iche: 50-423.84/05/23, 8406080159. 


6080158 Forwards "Final Rept of Level 3 Review Board on Millstone 
oint Unit 3 Probab i 1 i sti c Safety Study. " 

CUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
tilities). CQUNSIL, W. G. Northeast Utilities. 84/05/25. 
OUNGBLOOD, B. J. Licensing Branch 1. 2pp. 24859:089. 24X 

iche: 50-423, 84/05/25, 8406080158. 


406080162 "Final Rept of Level 3 Review Board on Millstone Point Unit 
3 Probab il istic Safety Study " 

RASMUSSEN, N. C. , LEVINE, S. , WOOD, P. J. Northeast Utilities Service 
Co. (subs, of Northeast Utilities). 83/08/31. 17pp. 24859:091. 

24 X Fiche: 50-423,84/05/25, 8406080158. 


6030145 Requests certificate stating that pollution control 
acilities listed in attachment in furtherance of 
batement & control of pol lution. Certificate required by 
nternal Revenue Code. Prop osed certifications end. 

□UNSIL, W. G. Connecticut Light & Power Co. (subs, of Northeast 
tilities). CQUNSIL, Ul. G. Western Massachusetts Electric Co. (subs, 
f Northeast Utilities). CQUNSIL, W. G. Northeast Utilities, 

4/05/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
irector. 11pp. 24855:172. 24X Fi che : 50-423, 84/05/31 , 8406080145. 


6150206 Informs of approval of Code Cases N-249-4 St N-407 by ASME 
oiler & Pressure Vessel Code Committee to resolve 
nresolved items. NRC acceptance requested to facilitate 
ydro testing & final inservice dates. S&W rept end. 

□UNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
ortheast Utilities). COUNSIL.W. G. Northeast Utilities. 84/06/08. 
OUNGBLOOD. B. J. Licensing Branch 1 25pp. 24947:059. 24X 

iche: 50-423, 84/06/08. 8406150206. 


6190258 Forwards draft Rev 6 to GA program topical rept. 

3UNSIL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
tilities). 84/06/08. MURLEY, T. E. Region 1, Office of Director, 
jp. 24986:201. 24X F ic h e : 50-000, 84/06/08. 8406190258. 


*06190260 Draft Rev 6 to QA program topical rept. 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 
84/06/08. 133pp. 24986:210. 24X Fiche: 50-000, 84/06/08, 

8406190258. 


6150132 Ack receipt of 840529 ltr re HVAC equipment mfg by Bahnson 
3 . LF Sillan retired & replaced by WB Ellis. NRC ltr 
srwarded to Ellis «c WG Counsil for action it response. 

[LLAN, L. F. Northeast Utilities. 84/06/11. DEYOUNG, R. C. 
tractor's Office, Office of Inspection and Enforcement. Ip. 
*953:328. 24X Fi che : 50-423, 84/06/ 1 1 , 84061 50132 


6210011 Notifies that absence of formal submi t ta 1, reques t ing Tech 
tecs on limiting overtime p o 1 i cy, cannot be reviewed or 
(proved. Commitment to propose suitable Tech Specs should be 
•ovided within 15 days of ltr receipt. 

[LLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

jrtheast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
)091 ; 3 17. 24X Fiche: 50-000, 84/06/11, B40621001 1. 


*210171 Notification of 840611 meeting w/util in Bethesda,MD to 
.scuss LLL interim rept, "Seismic Hazards Charac ter i za ti on 
* Eastern US: Methodo logy it Interim Results of 10 Sites." 
JOLITTLE, E. L. Licensing Branch 1. 84/06/11. YOUNGBLOOD, B. J. 

.censing Branch 1. 3pp. 25090:061. 24X Fiche: 50-423, 84/06/1 1, 

J06210171, 


,260622 Notification of 840621 meeting w/util in Bethesda,MD to 
.scuss status of Tech Specs under preparation. 

JOLITTLE, E. L. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B. J. 

.censing Branch 1. 4pp, 25158:005. 24X Fi ch e : 50-423, 84/06/14, 

J06260622. 


•260633 Notification of 840622 meeting w/util in Berlin, CT to 
scuss lessons learned by applicant as consequence of 
rforming probabilistic safety study. 

JOLITTLE, E. L. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B. J. 

ccnsino Branch 1 4nn OOl 242f F r h m • SA-AOT . /OA / 1 4. 


— S402070536 Comments on Weston Geophysical magnitude to epiceni 
intensity equation for Northeast. Evaluation will aid in 
better understanding of absolute numbers in probabilistic 
studies. Dataset used by Weston encl. 

KIMBALL, J. Geosciences Branch 84/01/30. JACKSON, R. E. 
Geosciences Branch. 7pp. 25157 275. 24X Fi c h e : 50-423, 84/( 

8406260029. 


8406290339 Summarizes 840608 meeting w/S&W &. util in Bethesda.MI 
util responses to Mechanical Engineering Branch 840522 
Questions 210.31,34,36,37,44 & 45 re stress calculations for 
welds it pipe supports Status of responses encl. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeasl 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/19. 
YOUNGBLOOD, B. J. Licensing Branch 1. 30pp. 25205:193. 24X 

Fiche: 50-423, 84/06/19. 8406290339. 


8406290004 Forwards addl info re protection against postulated f 
breaks outside containment & hydrogen recombiner bldg post- 
accident exhaust sys, per Auxiliary Sys Branch 840613 
request. Lists FSAR figures provided on 840613. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeasl 
Utilities). COUNSIL, W. G. Nor th east Ut i 1 i t i es. 84/06/20. 
YOUNGBLOOD, B. J. Licensing Branch 1. 19pp. 25198:024. 24X 

Fiche: 50-423, 84/06/20, 8406290004. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8406040207 Forwards status summary it responses to Reactor Sys Bi 
draft SER open items. Summary reflects discussions held w/NRC 
at 840509 me e t i ng . Mar k ed-up FSAR pages also encl. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeasl 
Utilities). COUNSIL. W. G. Nor th ea s t Ut i 1 i t i es. 84/05/22. 

YOUNGBLOOD, B. J. Licensing Branch 2 51pp. 24796:005. 24X 

Fiche: 50-423, 84/05/22, 8406040207. 


8406060037 Notification of 840531 meeting w/util in Betheada,MD 
discuss responses to unresolved items in draft SER. 

DOOLITTLE, E. L. Licensing Branch 1. 84/05/31. YOUNGBLOOD, B. v. 
Licensing Branch 1. 4pp. 24665:344. 24X Fi ch e : 50-423, 84/05/ 
8406060037. 


8406110351 Forwards addl info requested to close draft SER it stz 
audit Open Z> Confirmatory Items 3,8,9,19,27,29,32,33,36,39 it 
42. All remaining structural confirmatory items expected to 
be resolved at early June 1984 meeting. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/05/31. 
YOUNGBLOOD, B. J. Licensing Branch 1. 38pp. 24868:038. 24X 

Fiche: 50-423, 84/05/31 , 84061 1 0351 . 


8406120144 Forwards draft SER. Recommends continued discussions 
u/Reactor Sys Branch to resolve open items. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/31. COUNSIL, W, G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
24915:193. 24X Fiche: 50-423, 84/05/31, 8406120144. 


— 8406120148 SER re overpressure protection, RHR sys,ECCS & accid 
ana lysis. 

* Reactor Systems Branch. 84/05/31. 67pp. 24913:195. 2< 

Fiche: 30-423, 84/05/31, 8406120144. 


8406190538 Notification of 840608 meeting w/util in Bethesda,MD 
discuss applicant responses to unresolved items contained in 
draft SER. 

DOOLITTLE, E. L. Licensing Branch 1. 84/06/06. YOUNGBLOOD, B. v 

Licensing Branch 1. 3pp. 25034:355. 24X Fi c he : 30-423, 84/06/ 

8406190538. 


8406210176 Notification of 840613 site tour in Waterford, CT to c 
certain plant features in support of SER. List of plant 
features encl. 

DOOLITTLE, E. L. Licensing Branch 1. 84/06/11, YOUNGBLOOD, B. v 

Licensing Branch 1. 4pp. 25069:315. 24X Fi c h e : 50-423, 84/06/ 

8406210176. 


8406270022 Notification of 840613 meeting w/util in Bethesda, MD 
discuss responses to unresolved items contained in draft 
SER. 

DOOLITTLE, E. L. Licensing Branch 1. 84/06/11. YOUNGBLOOD, B. 

Licensing Branch 1. 3pp. 25174:356. 24X Fic h e : 50-423, 84/06/ 

8406270022. 


DOCKETED ITEMS 


50189 Forwards status of draft SER open items/ per 840529 meeting 
Auxiliary Sys Branch final SER input & response to Goel 
uest for addl info re new Open Item ASB-21 concerning fan 
d es. 

MSIL/W.G. / FEE, W. F. Northeast Nuclear Energy Co. (subs of 
theast Utilities). COUNSIL, W.G. Northeast Utilities. 84/06/13. 
NGBLOOD, B. J. Licensing Branch 1. 8pp. 25130:250 . 24X 

he: 50-423, 84/06/13, 8406250189. 


90324 Forwards addl info on draft SER Open Items CPB-3 & ICSB-14 
itemized documentation & design for inadequate core 
1 i ng , r esp ec t i ve ly , requ e s t ed in Generic Ltr 82-28. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs of Northeast 
lities). 84/06/14. YOUNGBLOOD, B . J. Licensing Branch 1. 44pp. 

04:204. 24X Fiche: 50-423, 84/06/14, 8406290324. 


60110 Forwards revised response to Core Performance Branch draft 
Open Item CPB-9 re post-irrad iation surveillance of 
1, per 840604 telcon. 

NSIL, W. G. , FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
theast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/15. 
NGBLOOD, B. J. Licensing Branch 1. 6pp. 25l42: 307. 24X 

he: 50-423, 84/06/15, 8406260110. 


60292 Forwards response to liatls Engineering Branch draft SER 
fn 3. 5. 1. 3 re turbine missile issue & acceptable turbine 
maint program. 

NSIL, W. G. , FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
theast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/15. 
NGBLOOD, B. J. Licensing Branch 1. 3pp. 25150:110. 24X 

he: 50-423, 84/06/15, 8406260292. 


90263 Forwards response to 840116 request for addl info on draft 
, Section 6.6 open item re recording & investigating 
ck ind ications. Ultrasonic procedures for examining 
ritic 8c austenitic welds revised. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
lities). COUNSIL, W. G. Northeast Utilities. 84/06/18. 

NGBLOOD, B. J. Licensing Branch 1. 3pp. 25196:350. 24X 

he: 50-423, 84/06/18, 8406290263. 


90294 Forwards revised responses to info provided in 840412 
mittal re draft SER open items on effluent treatment sys, 
ering mechnical vacuum pump discharges 8c turbine gland 
1 condenser vent. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs of Northeast 
lities). COUNSIL, W. G. Northeast Utilities. 84/06/19. 
NGBLOOD, B.J. Licensing Branch 1. 8pp. 25204:065. 24X 

he; 50-423, 84/06/19, 8406290294. 


curity, medical, emergency 8t fire protection plans 


60416 Forwards request for addl info re safety portions of 
lication for OL 8c comments on control room design review 
lamentation plan. Written response requested no later than 
914. 

NGBLOOD, B. J. Licensing Branch 1. 84/05/25. COUNSIL, W. G. 

theast Nuclear Energy Co. (subs, of Northeast Utilities). 21pp. 
48:300. 24 X Fi che: 50-423, 84/05/25, 8406060416. 


90605 Responds to 840203 ltr re establishment of consolidated 
ernate location for certain emergency operation facility 
ctions in corporate emergency operations ctr in Berlin, 
Proposal acceptable. 

ENHUT, D. G. Division of Licensing. 84/06/07. COUNSIL, W. G. 
necticut Yankee Atomic Power Co. 3pp. 25027:355. 24X 

he: 50-000, 84/06/07, 8406190605. 


neral correspondence 


50052 Requests rev to svc list currently used by NRR in OL 
ceedings.Rev end. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
lities). COUNSIL, W, G. Northeast Utilities. 84/06/07. 
NOBLOOD, B. J, Licensing Branch 1. 2pp. 24943:049. 24X 

he: 50-423, 84/06/07, 8406150052. 


80326 Requests rev to "carbon copy w/encls" listing for generic 
correspondence 8c correspondence originating from regional 
, reflecting address change for recipient outside 
ani za t ion. 

NSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
lities). 84/06/07. DEYOUNG, R. C. Director's Office, Office of 
pection and Enforcement. 2pp. 24962:075. 24X 

he: 50-000, B4/06/07, 8406180326. 


K. Utility Final Safety Analysis Report (FSAR) 8c amends 


8406150092 Forwards Amend 8 to FSAR, consisting of responses to sel 
NRC requests for add 1 info. Transmittal ltr dtd 840604 8c ltr 
acknowledging receipt also end. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. SEARS, C. F. 
Northeast Utilities Service Co. (subs, of Northeast Utilities). 
84/06/04. YOUNGBLOOD, B. J. Licensing Branch 1. 8pp. 24940:001 
24X Fiche: 50-423, 84/06/04, 8406150092. 


— 8406150094 Amend 8 to FSAR. Three oversize figures end. Aperture 
are available in PDR. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
84/05/31. 700pp. 24940:009. 24X F i c h e : 50-423, 84/06/04, 

8406150092. 


Q. Inspection reports, IE Bulletins Sc correspondence 


B406120319 Responds to IE Bulletin 83-07 "Apparently Fraudulent 
Products Sold by Ray Miller, Inc. " S8<W Engineering Corp 
completed comprehensive investigation. No record of receipt 
or installation of matls from Ray Miller, Inc noted. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/05 
MURLEY, T. E. Region 1, Office of Director. 2pp. 24894:215. 24 

Fiche: 50-423, 84/05/23, 8406120319. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contain 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fi c he : 50-000, 84/05/23, 840523 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fi c he : 50-000, 84/05/25, 040324 


8406140199 Forwards IE Insp Rept 50-423/84-03 on 840304-0414. No 
violations noted. 

STAROSTECKI , R. Division of Project 8< Resident Programs. 84/03/ 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:303. 24X Fich e: 50-423, 84/05/29, 840614C 


— 8406140201 IE Insp Rept 30-423/S4-03 on 840304-0414. No violation 
noted. Major areas inspected : licensee action on previous insp 
f ind ings, HVAC sy s, pr eop era ti ona 1 test program, potential 
significant deficiencies review 8< third party insp. 

REBELOWSKI, T. A. , NICHOLAS, H. Region 1, Office of Director. V 
KESSEL, H. Division of Engineering 8< Technical Programs. 84/C 
15pp. 24924:305. 24X Fiche: 50-423, 84/05/29, 8406140199. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc Us 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 840529 


9406010423 IE Info Notice 84-41, "IOSCC in BWR Plants." Svc list « 
JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 23050:244. 24X Fi che : 50-000, 84/06/01 , 840601 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/03, 840605 


8406120462 Ac k receipt of 840316 ltr informing NRC of steps taken 
correct violations noted in IE Insp Rept 50-423/83-14. 

MARTIN, T. T. Division of Engineering 8c Technical Programs. 84/C 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2 pp. 24891:047. 24X Fiche: 50-423, 84/06/06, 840612C 


— 8406120467 Responds to NRC 831122 ltr re violations noted in IE 
Rept 50-423/83-14. Corrective actions: ASME Boiler 8c Pressure 
Vessel Committee confirmed that penetrameters may be placed 
on weld when geometrically necessary. 

COUNSIL, W. G, , SEARS, C. F. Nprtheast Utilities. 84/03/16. 
MARTIN, T. T. Region 1, Office of Director. 2pp. 24891:049. 


06060336 IE Info Notice 84-44* "Environ Qual if ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York* Inc. 120pp. 25049:273. 24X Fic he: 50-000. 84/06/08, 8406060336. 


•06080176 IE Info Notice 84—45* "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


•06290463 Forwards IE Insp Repts 50-213/84-08, 50-245/84-10, 
50-336/84-11 it 50-423/84-07 on 840423-26. No violations 
noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/11. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25211:299. 24X Fiche: 50-000, 84/06/11, 8406290463 


8406290474 IE Insp Repts 50-213/84-08,50-245/84-10,50-336/84-11 it 
50-423/84-07 on 840423-26. No violations noted. Major areas 
inspected: GA req uirements for design, const it operation 
of sys & components. 

PAOLINO, R. J. Region 1, Office of Director. 84/06/07. 5pp. 
25211:301. 24X Fiche: 50-000, 84/06/1 1, 8406290463. 


06290519 Forwards IE Insp Rept 50-423/84-04 on 840305-16, notice of 
violation it significant observations. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/11. 

COUNSIL. W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25211:024. 24X Fiche: 50-423, 84/06/1 1, 8406290519. 


8406290523 Notice of violation from insp on 840305-16. 

* Region 1, Office of Director. 84/06/11, 4pp. 25211:026. 24X 

Fiche: 50-423, 84/06/1 1 , 8406290519. 


8406290527 IE Insp Rept 50-423/84-04 on 840305-16. Noncomp 1 iance 
noted : fa i 1 ure to maintain inplace storage cleanliness 
control of electrical it instrumentation equipment fc failure 
to perform electrical potting operations. 

FINKLE. A. , GRANT, J., GRAY. H. Region 1, Office of Director. 
84/06/08. 79pp. 25211:030. 24X Fic he: 50-423, 84/06/1 1, 8406290519. 


36080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

/or k, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


36130315 IE Info Notice 04-47, "Environ Qual if ication Tests of 
electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

fork. Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


36250322 Ac k receipt of 840515 response to NRC 840228 ltr re IE Insp 
Rept 30-423/84-18. Corrective action will be examined during 
Future insp. Util position on Reg Guide 1.75 will be 
evaluated. 

30UNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Jtilities). 84/06/15. MARTIN, T. T. Division of Engineering 8c 
rechnical Programs. 2pp. 25117:339. 24X Fiche: 50-423, 84/06/15, 

3406250322. 


3406250326 Responds to NRC 840228 ltr re deviation noted in IE Insp 
Rept 50-423/84-18. Cab le installation complies w/Reg 
Guide 1.75. Splices not utilized in raceways. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/05/15. MARTIN, T. T. Division of Engineering & 
Technical Programs. 3pp. 25117:341. 24X Fiche: 50-423, 84/06/1 5, 

8406250322. 


>6180353 IE Info Notice 84-4B, "Failures of Rockwell Inti Globe 
halves. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness It Engineering 
(esponse (Post 830103). 84/06/16. Consolidated Edison Co. of New 

r or k, Inc. 118pp. 25536:043. 24X Fiche: 50-000. 84/06/18, 8406180353. 


►6180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generator Tube 
ailure. " Svc list encl. 

IORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
esponse (Post 830103), 84/06/18. Consolidated Edison Co. of New 

’ork, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


6190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 

or Transport Packages Pursuant to 10CFR50, App B. " Svc list 

ncl. 

ORDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

ork, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21. 8406190327. 


S. Reportable occurrences, LERs it related correspondence 


8406220175 Part 21 rept re upgrading of stock matl outside scope 
NCA-3867. 4(e) due to misunderstanding of Code Case N242. 1. 
Initially reported on 820922 . Cone erned vendors it licensees 
notified. Use of Code Case N-310 suggested. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/09/23. COLLINS, J. Re 
Office of Director. 2pp. 25083:065. 24X F ic h e : 50-000, 82/09/ 

8406220175. 


8401310352 Part 21 rept re potential undetectable failure of tes 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams & list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fi c h e : 50-000, 84/01 / 17, 840131 0352. 


8406050471 Significant Deficiency Rept SD-52 re deformation of c 
nickle pipes in vicinity of carbon steel trunnions resulting 
in attachment weld leaks during tests. Initially reported on 
830606. Final rept by 841016. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Nor th east Ut i 1 i t i es. 84/05/22. 
MURLEY, T. E. Region 1. Office of Director. 2pp. 24842:077. 
Fiche: 50-423, 84/05/22. 8406050471. 


8406120315 Interim Deficiency Rept SD-53 re inadequate lug crimp 
isolator ca b i nets, ma i n venti lation, air conditioning it other 
panels supplied by Systems Control. Initially reported by 
840215 telcon. Final rept expected by 840927. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/01. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 24894:341. 
Fiche: 50-423, 84/06/01 , 8406 120315. 


8406180194 Final Deficiency Rept SD-30 re cracks in side rails o 
several TJ Cope Co cable tTay offset reducers. In it ial 1 y 
reported on 821 122. Ana 1 y s e s showed cable tray reducers 
structurally adequate. No corrective action taken. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Nor th eas t Ut i 1 i t i es . 84/06/07. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 24967:278. 
Fiche: 50-423, 84/06/07, 8406180194. 


8406180195 Final Deficiency Rept SD-47 re duct weld joints which 
underdesigned u/respect to seismic requirements. Initially 
reported on 831109. 5&W determined no corrective action 
necessary. Item not reportable per 10CFR50. 55 ( e ) . 

COUNSIL, W.G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/08. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 24967:243. 
Fiche: 50-423, 84/06/08, 8406180195. 


DOCKET 50-424 VOGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents it correspondence 


8406010282 Notification of 840529 meeting w/util in Waynesboro.G 
discuss corbicula problem & applicant planned corrective 
measures, 

MILLER, M. A. Licensing Branch 4. 84/05/23. ADENSAM, E G. Lie 

Branch 4. 2pp. 24768:129. 24X Fi c h e : 50-424, 04/05/23, 8406010 


8406010441 Notification of 840612 meeting w/util in Waynesboro,© 
discuss applicant draft responses to QA Branch questions. 
MILLER, M. A. Licensing Branch 4. 84/05/24. ADENSAM, E. G. Lie 

Branch 4, 2pp. 24769:117. 24X Fi c h e : 50-424, 84/05/24, 8406010 


8406060005 Forwards Amend 7 to OL app 1 ication. Amend contains rev 
pages to FSAR & responses to 840313 ltr. 

FOSTER, D 0. Oeorgia Power Co. 84/05/29. ADENSAM, E. G. Licen 
Branch 4. Ip. 24739:319. 24X Fic he: 50-424, 84/05/29, 84060600 


— 8406060006 Amend 7 to OL ap p 1 i ca t ion, c ons i s t ing of revised pag 
FSAR. 

* Georgia Power Co. 84/05/29. 547pp. 24739:321, 24X 

Fiche: 50-424, 84/05/29, 8406060005. 


84061904 19 Forwards description of confirmatory lab testing prog 
Category 1 backfill, per 840606 telcon. Util will enter into 
agreement w/Law Engineering Testing Co to conduct testing. 
FOSTER, D. 0. Georgia Power Co. 04/06/13, ADENSAM, E. G. Licen 
Branch 4. 5pp. 25021:358. 24X Fi che : 50-424, 84/06/13, 8406190 


8406290306 Ack receipt of 840618 request for comments on OL. Ltr 
d ocumentat ion forwarded to Endangered Species Field Station, 
Jacksonvi lie, FL for review it response, W/o ends. 

* Interior, Dept, of, Fish & Wildlife Service. 84/06/26. 
ADENSAM, E. G. Licensing Branch 4. Ip, 25199:357. 24X 

Fiche: 50-424, 84/06/26, 8406290306. 


DOCKETED ITEMS 


Utility Environmental Report (ER), amends it correspondence 


06040163 Forwards Amend 3 to environ rept - OL stage, Amend includes 
responses to E Adensam 840313 it 0417 requests for addl info. 

FOSTER, D. 0. Georgia Power Co. 84/05/25. DENTON/ H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 24793: 144. 24X 

Fiche: 50-424, 84/05/25, 8406040163. 


8406040166 Amend 3 to environ rept - OL stage. 

* Georgia Power Co. 84/05/31. 203pp. 24793:147. 24X 

Fiche: 50-424, 84/05/25, 8406040163. 


06040266 Responds to 840417 request for addl info re Amend 3 to 
environ rept - OL stage Portions of Southern Co Svcs 
stud ies, inc lud ing "Cooling Tower Noise," end in response to 
Sues ti ons E29l. 13-15. 

r OSTER, D. 0. Georgia Power Co. 84/05/25. ADENSAM, E. G. Licensing 
■(ranch 4. 287pp. 24798:006. 24X Fiche: 50-424, 84/05/25, 8406040266. 


Security, medical, emergency it fire protection plans 


>6120438 Forwards response to NRC request for addl info, per 840515 
leeting re emergency p lanning . Inf o includes estimate of 
icpulation density by sector. W/one oversize marked-up map. 
aperture card is in PDR. 

: OSTER, D. 0. Georgia Power Co. 84/06/01. ADENSAM, E. G. Licensing 
(ranch 4. 12pp. 24890:238. 24X Fi ch e : 50-424, 84/06/01 , 8406120438. 


>6180193 Forwards request for addl info based on review of 840330 
transmittal of secur i t y , s ec ur i ty training & qualification 
Ians. Response requested by 840731 . Request withheld 
ref 10CFR73. 21). 

•DENSAM, E. G. Licensing Branch 4. 84/06/12. FOSTER, D. Georgia 

ower Co. 3pp. 24967:275. 24X Fi c he : 50-424. 84/06/12, 8406180193. 


Adjudicatory correspondence 


6140083 Provides further info re invitation to ASLB to conduct all 
uture hearings in Way nes b or o, GA. 

ELAIGLE.R. Burke County, GA. DSB 619. 84/06/05. MARGULIES, M. B. 

tomic Safety and Licensing Board Panel. 2pp. 24925:357. 24X 

iche: 50-424, 84/06/05, 8406140083. 


8406190428 Amended basis for Contention 2 it rationale supporting ] 
filing re environ impact. Offsite releases comparison it 
Certificate of Svc end. 

TEPER, D. C. Georgians Against Nuclear Energy. DSB 744. 84/06/1 

Atonic Safety and Licensing Board Panel. 26pp. 25025:194. 24) 

Fiche: 50-424, 04/06/13, 8406190428. 


8406220146 Response opposing Committee to Bridge the Gap 840525 
request for waiver of 10CFR51. 53( c > re prohibiting 
consideration of need for power in OL proceedings. 

Certificate of Svc end. Related correspondence. 

PERLIS, R. G. Hearing Branch 3. DSB 799. 84/06/18. 8pp. 25083 

24X Fiche: 50-424, 84/06/18, 8406220146. 


8406220131 Supplemental response opposing Committee to Bridge the 
Georgians Against Nuclear Energy Contentions 10 St 11. 

Contentions lack basis & should be denied. Certificate of 
Svc end. 

PERLIS, R. G. Hearing Branch 3. DSB 791. 84/06/20. Atomic Sa 

and Licensing Board Panel. 23pp. 25088:112. 24X 

Fiche: 50-424, 84/06/20, 8406220131. 


8406290427 Forwards affidavit of WC Ramsey providing addl info on 
several issues raised by Campaign for Prosperous Georgia 
Contention 10 re environ qualification. Related 
correspondence. 

TDWBRIDGE, G. F. Shaw, Pittman, Potts it Trowbridge. TONBRIDGE, G. 
Georgia Power Co. DSB 939. 84/06/27. FOWLER, L. Legal 

Environmental Assistance Foundation. 2pp. 25209:328. 24X 

Fiche: 50-424, 84/06/27, 8406290427. 


— 8406290432 Affidavit of WC Ramsey re equipment qualification tes 
Certificate of Svc end. 

RAMSEY, W. C. Georgia Power Co. RAMSEY, W. C. Southern Co. Serv 
Inc. 84/06/27. 79pp. 25209:330. 24X Fiche: 50-424, 84/06/27, 
8406290427. 


Q. Inspection reports, IE Bulletins it correspondence 


8406210497 Forwards IE Insp Repts 50-424/84-08 it 50-425/84-08 on 
840308-0412. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/16. KELLY, R. J. 
Georgia Power Co. 2pp, 25089:062. 24X Fiche: 50— 424, 84/05/16, 

8406210497. 


6140117 Urges support of Burke County Board of Commissioner request 
hat licensing hearing for util be held in Burke County, 
eople most directly affected by plant should have easy 
ccess to hearings. 

ELQACH, G. L. Waynesboro, GA. DSB 620. 84/06/06. MARGUL IES, M. B. 

tomic Safety and Licensing Board Panel. Ip. 24926:361. 24X 

iche: 50-424,84/06/06,8406140117. 


— 8406210499 IE Insp Repts 50-424/84-08 it 50-425/84-08 on 840308-0 
violations or deviations noted. Major areas inspected : d iesel 
generator recond itioning, primary containment, p ip ing, concrete 
placement it auxiliary & control bldg activities. 

SANDERS, W. F. , PANC IERA, V. W. Region 2, Office of Director. 
84/05/15. 5pp. 25089:064. 24X Fiche: 50-424, 84/05/16, 8406210 


6130095 Response opposing Campaign for Prosperous Georgia 840527 
equest for waiver of 10CFR51. 53(c ) re Contention CPG-2 
lleging no reasonable assurance that production capacity of 
lant needed. 

ROWBRIDGE, G. F. Georgia Power Co. TROWBRIDGE, G. F. Shaw, Pittman, 
otts it Trowbridge. DSB 597. 84/06/11. 14pp. 24913:230. 24X 

iche: 50-424,84/06/11,8406130095. 


406130098 Affidavit of AW Dahlberg re Campaign for Prosperous Georgia 
Contention CPG-2. 

DAHLBERG, A. W. Georgia Power Co. 84/06/06. 19pp. 24913:244 24X 

Fiche: 50-424, 84/06/11, 8406130095. 


106130101 Response to new info submitted by Georgians Against NucleaT 
Energy it Campaign for Prosperous Georgia in support of 
proposed contentions. Certificate of Svc end. 

TROWBRIDGE, G. F. Georgia Power Co. TROWBRIDGE, G. F. Shaw, Pittman, 
Potts it Trowbridge. 84/06/11. 8pp. 24913:263. 24X 

Fiche: 50-424, 84/06/11,8406130095. 


■>190421 Forwards second amend to suppl to petition for leave to 
itervene it request for h ear ing. Amends concern Contentions 
>G-2, CPG-3 it CPG-11. 

JWLER, L. Campaign for Prosperous Georgia. FOWLER, L. Legal 
i vironmenta I Assistance Foundation. DSB 746. 84/06/13. 

tRGULIES, M. B. , LINENBERGER, G. , PARTS, 0. H. Atomic Safety and 
censing Board Panel. Ip. 25025:185. 24X Fi che : 50-424, 84/06/13, 

(06190421. 


,06190424 Slf nnd amenri cnnnl +-n nifUinn £ n T. 1 _ 4. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contaim 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 840523' 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc 127pp. 24880:103. 24X Fi che: 50-000, 84/05/25, 840524' 


"Emergency Worker Doses. " S y C lis 


8405290383 IE Info Notice 84-40, 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. ” 

York, Inc. 122pp. 24879:342. 


Consolidated Edison Co. of 
24X Fiche: 50-000,84/05/30, B40529< 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list ei 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100 pp. 25050:244. 24X Fiche: 50-000, 84/06/01, B4060H 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Compi 
Revalidation Insp Rept," addressing over 76% of insp plan, 
per 840321 meeting it 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


366 


DOCKETED ITEMS 


8406050350 IE Info Notice 84-43- "Storage & Handling of Opthalmic Beta 
Radiation Applicators." Svc list end. 

GRACE- J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York- Inc. 

92pp. 25050:032. 24X Fic he : 50-000- 84/06/07. 8406050350. 


8406060336 IE Info Notice 84-44- "Environ Qual if icat ion Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York- Inc 120pp. 25049:273. 24X Fiche: 50-000- 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-45- "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1- 8406080176. 


8406080173 IE Info Notice 84-46- "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York- Inc. 119pp. 25049:154. 24X Fiche: 50-000- 84/06/13. 8406080173. 


8406130315 IE Info Notice 84-47- "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c he : 50-000. 84/06/ 1 5, 840613031 5. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18- 8406180353. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. U8pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21- 8406190327. 


S. Reportable occurrences- LERs St related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized S« being forwarded to affected 
p lants. Diagrams St list of affected plants encl. 

RAHE- E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office. Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01 /17, 8401310352. 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham St Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 

MUSELER, W. J. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20, 8404240322. 


8406110264 Interim deficiency rept re discrepancies in strut channel 
installation. Const spec & field procedure for raceway sys 
installations revised, addressing proper engagement of strut 
nut grooves w/in-turned edges of strut channel. 

FOSTER, D. 0. Georgia Power Co. 94/05/14, 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 24870:360. 24X Fiche: 50-424, 84/05/14, 

8406110264. 


3405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines & design review of 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, 
of Emergency Diesel Generator Crankshafts at Shoreham & 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L.F. Long Island Lighting Co. 84/05/17. BORDENICK 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods 
DSRV-4 series diesel generator. W/o encl. Related 
correspondence. 

BRITT, L. F. TDI < Tran saner i c a Delaval, Inc. ) Owners Group. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 84053001 16 


--8406060306 Draft "Design Review of Connecting Rods for TDI 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/' 
60pp. 24668:142. 24X Fic he: 50-000, 84/05/ 18, 84053001 16. 


8406120295 Interim deficiency rept re individual suspected o 
falsifying liquid penetration insp rep ts. Ini tial ly reporte 
on 840424, Past work by individual being eva 1 ua te d . Sch ed ul e 
for resolution of concern expected by 840803. 

FOSTER, D. 0. Georgia Pouer Co. 84/05/24. 0 'REILLY, J. P. I 

Office of Director. 2pp. 24893:354. 24X Fi c h e : 50-424 , 84 

8406120295. 


8406110312 Forwards "Evaluation of Emergency Diesel Generate 
Crankshafts at Shoreham 8-. Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" & 
"Investigation of Types AF & AE Piston Skirts," final rept 
BRITT, L.F. Long Island Lighting Co. 84/05/31. BORDENICK, 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 84061 10312. 


8406050364 Forwards two proprietary oversize drawings in res| 
BNWL request. Drawings withheld (ref 10CFR2. 790 ) , p er TDI 
Diesel Generator Owners Group 840323 ap p 1 i c at i on . Ap er tur e 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. I 
DENTON, H. R. Office of Nuclear Reactor Regulation, Directo - 
24845:213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


8406120537 Notification of 840621 meeting w/TDI Owners Group 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER. M. A. Division of Licensing. 84/06/01. BERLINGER, ■ 
Division of Licensing. 4pp. 24897:311. 24X Fi c h e : 50-000. 

8406120537. 


8406120307 Interim deficiency rept re nuclear svc cooling wa 
basins intertie p ip e. In i t ia 1 ly reported on 840323. Pipe lini 
1202-030-6 b 1202-029-6 rerouted to acceptable backfill 
areas. Also reportable under Part 21. 

FOSTER, D. 0. Ceorgia Pouer Co. 84/06/04. 0 'REILLY, J. P. I 

Office of Director. 4pp. 24893:169. 24X Fi ch e : 50-424, 84. 

8406120307. 


8406230166 Interim deficiency rept re indication on RCS cro*' 
elbow. Initially reported on 840320. Based on vendor & AE 
rep ts , ind ication does not adversely affect safe plant 
operation & is not reportable per 10CFR50. 55< e ) . 

FOSTER, D. 0. Georgia Power Co. 84/06/04. 0 'REILLY, J. P. I 

Office of Director. 3pp. 25193:285. 24X Fi chV : 50-424, 84, 

8406280166. 


8406280177 Deficiency rept re TDI diesel generator thrust be, 
Extension of date for submittal of final corrective action 
rept requested until 840817 due to TDI reevaluation of 
corrective action. 

FOSTER, D, 0. Georgia Power Co. 84/06/04. O 'REILLY, J. P. I 
Office of Director. Ip. 25193:272. 24X Fiche: 50-424, 84/1 

8406280177. 


8406280295 Final deficiency rept re reactor coolant crossovei 
elbow. Initially reported on 840320. Ind i cat i on does not 
constitute reoortab'le condition o*r 10CFRS0. 55(e). 


>30174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
iule Control Wiring & Termination Qualification Review for 
: Diesel Generators. " 

C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/05. 
ITOM, H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
158:160. 24 X Fiche : 50-000, 84/06/05. 8406080174. 


50114 Forwards "Proposed Torsional & Lateral Critical Speed 
ilysis. " "Field Test of Emergency Diesel Generator 103 
3x13 Crankshaft" & table of torsional loading due to 
>ssure at 100% load. 

TT, L. F Long Island Lighting Co. 84/06/07. BORDENICK., B. M. 
.ring Branch 3. 5pp. 24949:216. 24X Fiche: 50-000. 84/06/07. 

>6150114. 


>6150133 "Proposed Torsional & Lateral Critical Speed Analysis: Eng ine 
lumbers 74010/12 Delaval-Enterpr ise Engine Model DSP-48 
It 500 kW/4889 BHP at 450 RPM. " 

ANG. R. Transamerica Delaval. Inc. 83/08/22. 8pp. 24949:221. 

14X Fiche: 50-000. 84/06/07, 8406150114. 


30043 Board Notification 84-1 13: forward s TDI Diesel Generator 
iers Group repts for review. 

iENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
imissioners. 4pp. 24977:001. 24X Fiche: 50-000. 84/06/08. 

>6130043. 


50227 Forwards calculations of plug weld end connect ions. friction 
ded pushrod & preexisting longitudinal flaws on diesel 
(1 injection line tubing, per commitment. Svc list end. 

!TT. L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
iring Branch 3. 4pp. 24951:221. 24X Fic he : 50-000, 84/06/11. 

>6150227. 


>6150238 Forwards calculations requested by BNWL re push rods & 
: uel oil injection tubing. 

tAY. C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/04. 
BERLINGER. C. Director's Office. Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

14061 50227. 


>6150259 "Fatigue Performance of Plug Weld End Connections. " 
(ARRIS, D. O. Failure Analysis Associates. 84/04/25. 13pp. 

>4951:227. 24X Fiche : 50-000, 84/06/1 1 . 8406150227. 


>6150265 "Fatigue Performance Evaluation of Friction Welded Pushrod. " 
JHUSTO, L. Failure Analysis Associates. 04/03/26. 22pp. 

>4951:240. 24X Fiche : 50-000, 84/06/1 1 , 84061 50227. 


>00469 Notification of 840615 meeting w/TDI Owners Group in 
ling River, NY to discuss open issues remaining on 
•eaded fastener repts prepared by S&W. 

J. ER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 

'i sion of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, B4/06/1 1, 

>6200469. 


>90355 Advises that util will replace piston skirts in TDI diesel 
»erators w/piston skirts of later design. New Type AE 
iton skirts will be installed by 840901. 

5TER, D. 0. Georgia Power Co. 84/06/11. 0 'REILLY, J. P. Region 2, 

>ice of Director. Ip. 25211:322. 24X Fiche: 50-424, 84/06/11, 

>6290355. 


L 50154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
fule Control Wiring & Termination Qualification Review for 
[ Diesel Generators. " 

ft C. L. TDI CTransamer i ca Delaval, Inc. ) Owners Group. 84/06/13. 
JTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
?54: 268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


230041 Notification of 840622 meeting w/TDI Owners Group in 
Lo Alto.CA to discuss open issues on FaAA component design 
) ts. 

-LER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
vision of Licensing. 3pp. 25128:256. 24X Fiche: 50-000, 84/06/14, 

>6230041. 


250339 Forwards "Influence of Thermal Distortion on Fatigue 
*formance of AF & AE Piston Skirts. " 

/, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/14. 
JTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 

L 15: 1 12. 24X Fich e: 50-000, 84/06/ 14, 8406250339. 


>6250348 "Influence of Thermal Distortion on Fatigue Performance of 
\F it AE Piston Skirts. " 

*■ Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339, 


8406250313 Forwards "Design Review of Elliott Model 65G Turbocharg 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. - 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


— 8406250323 "Design Review of Elliott Model 65G Turbocharger Used 
DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6— 56. 84/06/30. 55p 

25118:003. 24X Fiche: 50-000, 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
Module Control Wiring & Termination Qua 1 if i cat ion Rept. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 17 
25119:209. 24X Fiche: 50-000, 84/06/15, 8406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine Dr 
Jacket WateT Pump Design Review." 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven Ja 
Water Pump Design Review. " 

* Stone 8 Webster Engineering Corp. 84/06/30. 34pp. 25115: 

24X Fiche: 50-000,84/06/15,8406250335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland & San dnofre Nuclear Generating 
Stations. “ 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115:169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-Li 
DSR-4B Emergency Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DBR- 
Emergency Diesel Generators." 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48p 

25115:240. 24X Fi c he : 50-000, 84/06/18, 8406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing Shell 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25154: 127. 24X Fiche: 50-000, 84/06/22,8406260351. 


— 8406260363 "Design Review of Connecting Rod Bearing Shells for T 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1 . 84/03/12. 51pp 

25154:130. 24X Fiche: 50-000, 84/06/22, 8406260331. 


8406270113 Forwards "Design Review of TDI R-4 & RV-4 Series Emerge 
Diesel Generator Cylinder Blocks it Liners, " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 94/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
23163: 273. 24X Fiche: 30-000, 84/06/25, 8406270115. 


— 8406270136 "Design Review of TDI R-4 k RV-4 Series Emergency Dis 
Generator Cylinder Blocks it Liners. " 

* Failure Analysis Associates. FAAA— 84-5— 4. 84/06/30. 79pp 

25163: 275. 24X Fiche: 50-000, 84/06/25* 8406270113. 


T. Hearing transcripts on non-antitTust matters 



8406050240 Transcript of 8f0330 h«#Ting in Augusta, GA. Pp 1-165. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/05/30. 185pp. 

24841:026. 24X Fiche: 50-424, 84/05/30, 8406050240. 


8406220259 Board Notification 84-120: for war as npn 

0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing, 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fich e: 50— 000, 84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group ii 
River, NY. Pp 1-173. 

* Commissioners. 84/03/24. 174pp. 23206:296. 24X 

Fich e: 50-000, 84/06/20, 8406220259. 


106270299 Transcript of 840622 meeting between NRC & consultants & TDI 
Ouners Group & consultants in Palo Alto,CA re review of 
operability 8t reliability of TDI engine. Pp 1-295. Support ing 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


)CKET 50-425 VOGTLE EI.ECTRIC GENERATING PLANT 


Application/construction stage documents it correspondence 


106010282 Notification of 840529 meeting w/util in Waynesboro, GA to 
discuss corbicula problem & applicant planned corrective 
measures. 

MILLER, M. A. Licensing Branch 4. 84/05/23. ADENSAM, E. G. Licensing 

Branch 4. 2pp. 24768:129. 24X Fiche: 50-424, 84/05/23, 8406010282. 


106010441 Notification of 840612 meeting ui/util in Waynesboro, GA to 
discuss applicant draft responses to QA Branch questions. 

MILLER, M. A. Licensing Branch 4. 84/05/24. ADENSAM, E. G. Licensing 

Branch 4. 2pp. 24769:117. 24X Fi c he : 50-424, 84/05/24, 8406010441. 


06060005 Forwards Amend 7 to OL ap p 1 ication. Amend contains revised 
pages to FSAR & responses to 840313 ltr. 

FOSTER, D. 0. Georgia Power Co. 84/05/29. ADENSAM, E. G. Licensing 
Branch 4. Ip. 24739:319. 24X Fiche: 50-424. 84/05/29, 8406060005. 


8406060006 Amend 7 to OL app lication, consisting of revised pages to 
FSAR. 

* Georgia Power Co. 84/05/29. 547pp. 24739:321. 24X 

Fiche: 50-424, 84/05/29, 8406060005. 


06190419 Forwards description of confirmatory lab testing program for 
Category 1 backfill, per 840606 telcon. Util will enter into 
agreement w/Lau Engineering Testing Co to conduct testing. 

FOSTER, D. 0. Georgia Power Co. 84/06/13. ADENSAM, E. G. Licensing 
Branch 4. 5pp. 25021:358. 24X Fiche: 50-424, 84/06/13, 8406190419. 


06290306 Ack receipt of 840618 request for comments on OL. Ltr & end 
documentation forwarded to Endangered Species Field Station, 
Jacksonvil le, FL for review & response. W/o ends. 

* Interior, Dept. of. Fish & Wildlife Service. 84/06/26. 

ADENSAM, E G. Licensing Branch 4. Ip. 25199:357. 24X 

Fiche: 50-424, 84/06/26, 8406290306. 


Utility Environmental Report (ER>, amends 4< correspond enc e 


06040163 Forwards Amend 3 to environ rept - OL stage. Amend includes 
responses to E Adensam 840313 Sc 0417 requests for addl info. 

FOSTER, D. 0. Georgia PoueT Co. 84/05/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp, 24793: 144. 24X 

Fiche: 50-424, 84/05/25, 8406040163. 


3406040166 Amend 3 to environ rept - OL stage. 

* Georgia Power Co. 84/05/31. 203pp. 24793:147. 24X 

Fiche : 50-424, 84/05/25. 8406040163. 


36,040266 Responds to 840417 request for addl info re Amend 3 to 
environ rept - OL stage. Portions of Southern Co Svcs 
studies, including "Cooling Tower Noise," end in response to 
Questions E291. 13-15. 

FOSTER, D. 0. Georgia Power Co. 84/05/25. ADENSAM, E. G. Licensing 
branch 4, 287pp. 24798:006. 24 X Fiche; 50-424, 84/05/25, 8406040266. 


Security, medical, emergency 8t fire protection plans 


>6120438 Forwards response to NRC request fpr addl info, per 840515 
neeting re emergency planning. Info induces estimate of 
) opulation density toy sector. W/one oversize marked— up map. 

Sp ertur e card is in PDR, 

r 0STER, D. 0. Georgia Power Co. 84/96/01. ADENSAM, E G. Licensing 
branch 4, 12pp. 24890:238, 24X Fiche; 50-424,84/06/01, 8406120438. 


>6180193 Forwards request for addl info based on review of 840330 
transmittal of security, security training 8t qualif ication 
i Ians. Response requested by 840731. Request withheld 
ref 10CFR73, 2l>, 

tDENSAM, E. G. Licensing Branch 4. 84/06/12, FOSTER, D. Georgia 

'ower Co. 3pp. 24967:275. 24X Fiche: 50-424, 84/06/12, 8406180193. 


Adjudicatory correspondence 


>6140033 Provides further info re invitation to ASLB to conduct all 
uture hearings in Waynesboro, GA. 

•ELAIOLE, R, Burke County, GA. DSB 619. 84/06/05. MARGULIES, M, B. 

,tomic Safety and Licensing Board Panel. 2pp. 24925:357. 24X 

iche: 50-424, 84/06/05, fianAi inntn 


8406140117 Urges support of Burke County Board of Commissioner i 
that licensing hearing for util be held in Burke County. 

People most directly affected by plant should have easy 
access to hearings. 

DELOACH, G. L. Waynesboro, GA. DSB 620. 84/06/06. MARGULIES, 

Atomic Safety and Licensing Board Panel. Ip. 24926:361. 24) 

Fiche: 50-424, 84/06/06, 8406140117. 


8406130095 Response opposing Campaign for Prosperous Georgia 84C 
request for waiver of 10CFR51 . 53 C c ) re Contention CPG-2 
alleging no reasonable assurance that production capacity of 
plant needed. 

TROWBRIDGE. G. F. Georgia Power Co. TROWBRIDGE, G. F. Shaw, Pil 
Potts h. Trowbridge. DSB 597. 84/06/11. 14pp. 24913:230. I 

Fiche: 50-424, 84/06/1 1. 8406130095. 


--8406130098 Affidavit of AW Dahlberg re Campaign for Prosperous 
Contention CPG— 2. 

DAHLBERG, A. W. Georgia Power Co. 84/06/06. 19pp. 24913:2-* 

Fiche: 50-424, 84/06/11, 8406130095. 


— 8406130101 Response to new info submitted by Georgians Against 
Energy St Campaign for Prosperous Georgia in support of 
proposed contentions. Certificate of Svc end. 

TROWBRIDGE, G. F. Georgia Power Co. TROWBRIDGE, G. F. Shaw, F 
Potts 8< Trowbridge 84/06/11. 8pp. 24913:263. 24X 

Fiche: 50-424, 84/06/11, 8406130095. 


8406190421 Forwards second amend to suppl to petition for leave 
intervene 4; request for h ear ing. Amends concern Contentions 
CPG-2, CPG-3 St CPG— 1 1 . 

FOWLER, L. Campaign for Prosperous Georgia. FOWLER, L. Legal 
Environmental Assistance Foundation. DSB 746. 84/06/13. 

MARGULIES. M. B. , LINENBERGER, G. , PARIS, O H. Atomic Safety and 
Licensing Board Panel. Ip. 25025:185. 24X Fiche: 50-424, 84/C 

8406190421. 


— 8406190424 Second amend to suppl to petition for leave to inte 
request for hearing. Contentions CPG-2, CPG-3 Sc CPG-11 
addressed. Certificate of Svc end. 

FOWLER. L. Campaign for Prosperous Georgia. FOWLER. L. Lega 
Environmental Assistance Foundation. 84/06/13. Atomic Sa 
and Licensing Board Panel. 8pp. 25025:186. 24X 

Fiche: 50-424, 84/06/13, 8406190421. 


8406190428 Amended basis for Contention 2 Sc rationale supporting 
filing re environ impact. Offsite releases comparison St 
Certificate of Svc end. 

TEPER, D. C. Georgians Against Nuclear Energy. DSB 744. 84/06 

Atomic Safety and Licensing Board Panel. 26pp. 25025: 194. 2 

Fiche: 50-424, 84/06/13, 8406190428. 


8406220146 Response opposing Committee to Bridge the Gap 840525 
request for waiver of 10CFR51. 53<c ) re prohibiting 
consideration of need for power in OL proceedings. 

Certificate of Svc encl. Related correspondence. 

PERLIS, R. G. Hearing Branch 3. DSB 799. 84/06/18. 8pp. 25C 

24X Fiche. 50-424, 84/06/18, 8406220146. 


8406220131 Supplemental response opposing Committee to Bridge th 
Georgians Against Nuclear Energy Contentions 10 8c 11. 
Contentions lack basis & should be denied. Certificate of 
Svc end. 

PERLIS, R. G. Hearing Branch 3. DSB 791. 84/06/20. Atomic 

and Licensing Board Panel. 23pp. 25088:112. 24X 

Fiche: 50-424, 84/06/20, 8406220131. 


8406290427 Forwards affidavit of WC Ramsey providing addl info o 
several issues raised by Campaign for Prosperous Georgia 
Contention 10 t* environ qualification. Related 
c orrespondence. 

TOWBRIDGE, G. F. Shaw, Pittman, Potts & Trowbridge. TOWBRIDGE, 
Georgia Power Co. DSB 939. 84/06/27. FOWLER, L. Legal 

Environmental Assistance Foundation. 2pp. 25209:328. 24X 

Fiche: 50-424, 84/06/27, 8406290427. 


— 8406290432 Affidavit of WC Ramsey re equipment qua 1 if i cat i on t 
Certificate of Svc end. 

RAMSEY, W. C. Georgia Power Co. RAMSEY, W. C. Southern Co. Se 
Inc. 84/06/27. 79pp. 25209:330. 24X Fiche: 50-424, 84/06/2 

8406290427. 


Q. Inspection reports, IE Bulletins & correspondence 


8406210497 Forwards IE Insp Repts 50-424/84-08 8t 50-425/84-00 on 
840309— 0412. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/16. KELLY, R. 
Georgia Power Co. 2pp. 25089:062. 24X Fiche: 50-424, 84/05/16 
84062104^ 


DOCKETED ITEMS 


6310499 IE Insp Repts 30-424/84-08 8, 50-425/84-08 on 840308-0412. No 
iolations or deviations noted. Major areas inspected : diesel 
enerator reconditioning, primary containment, piping, concrete 
Mcement 8< auxiliary h control bldg activities 
ANDERS, W. F PANC IERA, V. W. Region 2. O^ice of Director. 

4/03/13. 3pp. 25089:064. 24X F i c h e : 50-424, 84/05/ 1 6, 8406210497. 


30319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ay By % , " Svc 1 ist encl. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
pons® (Post 830103). 84/03/25. Consolidated Edison Co. of New 

K, Inc. 124pp. 24861:201. 24X Fic he: 50-000, 84/05/25, 8405230319. 


40317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
tical Facility." Svc list encl. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
pons® (Post 830103). 84/03/23. Consolidated Edison Co. of New 

k* Inc. 127pp. 24880:103. 24X Fi c he : 50-000, 84/05/25, 8405240317. 


90383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

DAN, E. L. Division of Emergency Preparedness & Engineering 
pons# (Post 830103). 84/03/30. Consolidated Edi son Co. of New 

V, Inc. 122pp. 24879:342. 24X Fi c he : 50-000, 84/05/30, 8405290383. 


Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Uestinghouse solid state protection sys. Minor 
wiring change finalized Zc being forwarded to affected 
p lants. Diagrams it list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8404240322 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 
MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236 24X Fiche : 50-000. 84/04/20, 840424032 


8406110264 Interim deficiency rept re discrepancies in strut chann 
i ns ta 1 la t ion. Cons t spec & field procedure for raceway sys 
installations revised, addressing proper engagement of strut 
nut grooves w/in-turned edges of strut channel. 

FOSTER, D. 0. Georgia Pouer Co. 84/05/14. O 'REILLY. J. P. Region 
Office of Director. 2pp. 24870:360. 24X Fiche: 50-424, 84/05/14 

8406110264. 


10423 IE Info Notice 84-41, "IGSCC in BWR Plants. “ Svc list encl. 
DAN, E L. Division of Emergency Preparedness & Engineering 
pons# (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. 100pp. 25030:244. 24X Fi c he : 30-000, 84/06/01 , 8406010423. 


30360 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
alidation Insp Rept," addressing over 76 7. of insp plan, 

840321 meeting Ik 840403 Itr. TDI diesel generators at 
awba will provide reliable source of backup power. 

KER, H. B. Duke Pouer Co. 84/06/01. DENTON, H. R. Office of 
lear Reactor Regulation, Director. 2pp. 24843:079. 24X 

he; 30-000, 84/06/01, 8406050368. 


50012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ing Outages Not Covered by Tech Specs." Svc list encl. 

DAN, E, L. Division of Emergency Preparedness Jk Engineering 
pons# (Post 830103). 84/06/03. Consolidated Edison Co. of New 

k, Inc. 120pp. 23050:124. 24X Fi c he : 50-000, 84/06/03, 8406030012. 


30330 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
iation Applicators." Svc list encl. 

C£» J. N. Division of QA, Safeguards It Inspection Programs (Post 
103). ©4/06/07. Consolidated Edison Co. of New York, Inc. 

p. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406030330. 


8403300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines & design review of 
Elliott Model 90G turbocharger used on TDI diesel 
generators. W/o ends. Related correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. > Owners Group. DSB 
84/03/17. BORDENICK. B. M. Hearing Branch 3. Ip. 24709:245. 2 

Fiche: 50-000, 84/05/17, 8405300097. 


B4053001Q9 Forwards cover ltr transmitting rept on investigation c 
Types AF & AE piston skirts. W/o encl. Related correspondence. 
BRITT. L. F. TDI (Transamer ic a Delaval, Inc. ) Owners Group. 84/C 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types ;AF & AE Piston Skirts.* 
* Failure Analysis Associates. F AAA— ^4-2-14 DRFT. 84/05/31. 
113pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, "Evali 
of Emergency Diesel Generator Crankshafts at Shoreham & 

Grand Gulf Nuclear Powor Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. 

- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


60336 IE Info Notice 84-44, "Environ Gual if ication Testing of 
kbestos Cables." Svc list encl. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
pans# (Post 830103). 84/06/08. Consolidated Edison Co. of New 

k, Inc. 120pp. 23049:273. 24X Fi che: 50 - 000 , 84/06/08, 8406060336. 


00176 IE Info Notice 84-45, "Reversed Differential Pressure 
trument Sensing Lines. " Svc list encl. 

DAN* E. L. Division of Emergency Preparedness St Engineering 
pons© (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080176. 


8405300116 Forwards rept on design review of connecting rods for 1 
DSRV-4 series diesel generator. W/o encl. Related 
correspondence. 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/( 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV- 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA— 84— 3— 14 DRFT. 84/G5/1S. 

60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


00173 IE Info Notice 84-46, "Circuit Breaker Position 
ifieation. " Svc list encl. 

DAN, E. L. Division of Emergency Preparedness «t Engineering 
pons® (Post 830103). 84/06/13. Consolidated Edison Co. of New 

k, Inc. 119pp, 25049:154. 24X Fi che; 50-000, 84/06/13, 8406080173. 


30315 IE Info Notice 84-47, "Environ Qual i f ication Tests of 
ctrical Terminal Blocks. " Svc list encl. 

DAN, E. L Division of Emergency Preparedness & Engineering 
port* « (Post 830103). 84/06/15. Consolidated Edison Co. of New 

k, Inc. 122pp. 23049:033. 24X Fiche: 30-000, 84/06/13, 8406130315. 


"Failures of Rockwell Inti Globe 


80333 IE Info Notice 84-48 
vas. " Svc list encl. 

DAN, E. L, Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/18. 

k, Inc, 118pp. 23336:043. 


Consolidated Edison Co. of New 
24X Fiche: 30-000, 84/06/18, 8406180353. 


80360 IE Info Notice 04-49. "IGSCC Leading to Steam Generator Tube 
lup*. " Svc list encl. 


8406120293 Interim deficiency rept re individual suspected of 
falsifying liquid penetration insp repts. Initially reported 
on 840424. Past work by individual being evaluated. Schedule 
for resolution of concern expected by 840803. 

FOSTER, D. 0. Georgia Power Go. 84/03/24. 0 'REILLY, J. P. Regioi 

Office of Director. 2pp. 24893:354. 24X Fiche : 50-424, 84/05/2' 

8406120295. 


406110312 Forwards "Evaluation of Emergency Diesel ©enerator 
Crankshafts at Shoreham 8t Grand Gulf," “Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators* * 
"Investigation of Types AF * AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/03/31. BORDENICK. B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

rr j _ «*n_nnn . a a. /r« /31 . R40A 1103 12. 


♦06030364 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790), per TDI 
Diesel Generator Owners Group 840323 app lication. Aperture 
cards are available in Central Files. 


0 


DOCKETED ITEMS 


>6120307 Interim deficiency rept re nuclear svc cooling water tower 
lasins intertie p i pe. Ini t ia 1 ly reported on 840323. Pipe lines 
1202-030-6 & 1202-029-6 rerouted to acceptable backfill 
ireas. Also reportable under Part 21. 

r OSTER. D. O. Georgia Pouer Co. 84/06/04. 0 'REILLY- J. P. Region 2, 

3f f ice of Director. 4pp. 24893:169 . 24X Fiche: 50-424- 84/06/04, 

3406120307. 


36280177 Deficiency rept re TDI diesel generator thrust bearings. 
Extension of date for submittal of final corrective action 
'ept requested until 840317 due to TDI reevaluation of 
rorrective action. 

7 OSTER- D. O. Georgia Power Co. 84/06/04. 0 'REILLY. J. P . Region 2, 

3ff ice of Director. Ip. 25193:272. 24X Fi ch e : 50-424, 84/06/04- 

3406280177. 


>6280305 Deficiency rept re suspected difference in foundation 
-ettlement of nuclear svc cooling water tower & nearby valve 
louses. Initially reported on 840503. Final rept will be 
(ubmitted by 840914. 

r OSTER- D. O. Georgia Power Co. 84/06/04. 0 'REILLY- J. P . Region 2, 
Iff ice of Director. 2pp. 25193:135. 24X Fiche: 50-424, 84/06/04- 
3406280305. 


>6080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qual if ication Review for 
‘DI Diesel Generators. " 

(AY. C. L. TDI (Transamerica Delaval- Inc. ) Owners Group. 84/06/05. 
>ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
>4858: 160. 24X Fiche: 50-000, 84/06/05, 8406080174. 


>6150114 Forwards "Proposed Torsional & Lateral Critical Speed 
inalysis, " "Field Test of Emergency Diesel Generator 103 
1/13x13 Crankshaft" 8, table of torsional loading due to 
iressure at 100X load. 

IRITT. L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
leaning Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07- 

1406150114. 


1406150133 "Proposed Torsional & Lateral Critical Speed Analysis: Eng ine 
Numbers 74010/12 Delava 1-Enterpr ise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG- R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000- 84/06/07, 8406150114. 


6130043 Board Notification 84-113: forwards TDI Diesel Generator 
unirs Group repts for review. 

ISENHUT , D. G. Division of Licensing. 84/06/08. PALLADINO 
ommiss ioners. 4pp. 24977:001. 24X Fiche: 50-000- 84/06/08, 
406130043. 


6150227 Forwards calculations of plug weld end connec t i on s, f r ic t i on 
elded pusfirad & preexisting longitudinal flaws on diesel 
uel injection line tubing- per commitment. Svc list end. 

RITT-L. F. Long Island Lighting Co. 84/06/11. BORDENICK- B. M. 
earing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11. 

406150227. 


406150238 Forwards calculations requested by BNWL re push rods it 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/04. 

BERLINGER, C. Director's Office- Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000. 84/06/1 1- 

8406150227. 


406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS- D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fiche: 50-000- 84/06/11, 8406150227. 


406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod. " 
SHUSTO-L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fiche: 50-000, 84/06/11, 8406150227. 


6200469 Notification of 840615 meeting w/TDI Owners Group in 
ading River, NY to discuss open issues remaining on 
hreaded fastener repts prepared by S&W. 

ILLER- M. A. Division of Licensing. 84/06/11. BERLINGER- C. H. 
ivision of Licensing. 3pp. 25069:024. 24X Fiche: 50-000. 84/06/11. 

106200469. 


b290355 Advises that util will replace piston skirts in TDI diesel 
marators w/piston skirts of later design. New Type AE 
Lston skirts will be installed by 840901. 

3STER, D. 0. Georgia Pouer Co. 84/06/11. 0 'REILLY, J. P. Region 2. 

Pfice of Director. Ip. 25211:322. 24X Fiche: 50-424, 84/06/11- 

106290355. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche: 50-000- 84/1 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF & AE Piston Skirts. " 

RAY- C. L. TDI (Transamer ica Delaval. Inc. ) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ( 
25115:112. 24X Fich e : 50-000, 84/06/ 14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Perform, 
AF & AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 5! 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbocha' 
Used on TDI DSRV-12-4 8c DSRV-20-4 Emergency Diesel Generator 
Sets. “ 

RAY- C. L. TDI (Transamerica Delaval- Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation- Director. I 
25118:001. 24 X Fiche: 50-000, 84/06/15- 8406250313. 


— 8406250323 "Design Review of Elliott Model 65G Turbocharger Usi 
DSRV-12-4 & DSRV-2C-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 5! 

25118:003. 24X Fiche: 50-000- 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliai 
Module Control Wiring 8c Termination Qualification Rept." 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
25119:209. 24X Fiche: 50-000- 84/06/15- 8406250333 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine ] 
Jacket Water Pump Design Review." 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/0, 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. ; 
25115:001. 24X Fiche: 50-000- 84/06/15, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven , 
Water Pump Design Review. " 

* Stone 8c Webster Engineering Corp. 84/06/30. 34pp. 2511! 

24X Fiche: 50-000, 84/06/ 1 5, 8406250335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland 8c San Onofre Nuclear Generating 
Stations. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ( 
25115: 169. 24X Fiche: 50-000, 84/06/15- 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-I 
DSR-4B Emergency Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation- Director. I 
25115:238. 24X Fiche : 50-000. 84/06/18, 8406250299. 


— 8406250349 “Design Review of Connecting Rods of TDI In-Line DSI 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 41 

25115:240. 24X Fich e: 50-000- 84/06/18- 8406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing She 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transameri ca Delaval, Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. I 
25154: 127. 24X Fiche: 50-000- 84/06/22- 8406260351. 


— 8406260363 "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. Sl| 

25154: 130. 24X Fiche: 50-000- 84/06/22- 8406260351. 


8406270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emer, 
Diesel Generator Cylinder Blocks & Liners. " 

RAY. C. L. TDI (Transamer i ca Delaval- Inc.) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation- Director. i 
25163:273. 24X Fiche: 50-000- 84/06/25- 84062701 15. 


--0406270136 "Desifl n Review of TDI R-4 & RV-4 Series Emergency D 
Generator Cylinder Blocks it Liners." 

•* Failure Analysis Associates. FAAA— 84-5— 4. 84/06/30. 79| 


>150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
idule Control Wiring & Termination Qualif ication Review for 

IT n i util O •n.nfnrc •• 


Hearing transcripts on non-antitrust matters 


6050240 Transcript of 840530 hearing in Aug usta, GA. Pp 1 - 165 . 
upparting documentation encl. 

Atomic Safety and Licensing Board Panel. 84/05/30 185pp 

4841:026. 24X Fi c h e : 50-424, 84/05/30, 8406050240. 


6220239 Board Notif icati on 84-120 : for war d s transcripts of 840426i 
302 & 24 meetings w/TDI Owners Group re status of program 
o establish diesel generator reliability. 

ISENHUTiD. G. Division of Licensing. 84/06/20. PALLADINO 
onvni ss i oners. 54pp. 25206:099. 24X Fi c h e : 50-000/ 84/06/20/ 

406220259. 


406290349 Transcript of 840324 meeting uj/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

4 Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fi c h e : 50-000, 84/06/20, 8406220259. 


6290299 Transcript of 840622 meeting between NRC & consultants Si TDI 
uners Group Sc consultants in Palo Alto.CA re review of 
perability Sc reliability of TDI engine. Pp 1-293. Supporting 
documentation encl. 

NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

3204:248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


KET 50-433 UC -SANTA BARBARA RESEARCH REACTOR 


Operator Examinations 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 84Q6Q8< 


8406130315 IE Info Notice 84-47, "Environ Goal if ication Tests of 
Electrical Terminal Blocks. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedn* 

Response (Post 830103). 84/06/15. ConsoJ 

York, Inc. 122pp. 25049:033. 24X Fiche: 5 


8406180353 IE Info Notice 84-48, " 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emerg 
Response (Post 830103). 84/06 
York, Inc. 118pp. 25536:043. 


8406180360 IE Info Notice 84-49, 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emerg 
Response (Post 830103). 84/06 
York, Inc. 118pp. 25535:286. 


8406190327 IE Info Notice 84-50, 
for Transport Packages Pursuant 
encl. 

JORDAN, E. L. Division of Emerge 
Response (Post 830103). 84/06/ 

York, Inc. 63pp. 25535:041. 2 


6180316 Confirmatory action 1 tr re expiration of all senior operator 
icense®. Reactor will be maintained in shutdown until 
perator again licensed, per 840613 telcon. 

AULKENBERRY, B. Region 5, Office of Director. 84/06/13. KROES, R. A. 

California, Univ. of, Santa Barbara, CA. Ip. 24961:278. 24X 

icho: 50-433, 84/06/13, 8406180316. 


KET STN— 50-437 FLOATING NUCLEAR PLANT 
Inspection reports, IE Bulletins & correspondence 


DOCKET 50-438 BELLEFONTE NUCLEAR PL, 
A. App lication/construction stage do 


8406290135 Forwards response to Generi 
Based on Generic Info of Salem ATWS 
Group response adopted. 

KAMtlER, D. S. Tennessee Valley Authon 
Licensing Branch 4. 35pp. 25198:240. 

8406290135. 


>5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
(pray Sys. " Svc list encl. 

IORDAN, E, L. Division of Emergency Preparedness & Engineering 
leaponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

'ork, Inc, 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


>3240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
(ritical Facility." Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
leapons© (Post 830103). 84/05/25. Consolidated Edison Co. of New 

'ork, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 8405240317. 


>3290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

>nc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
teaponae (Post 830103). 84/03/30. Consolidated Edison Co. of New 

'ork, Inc. 122pp. 24879:342. 24X Fiche: 30-000, 84/05/30, 8405290383. 


>6010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
{©spans® (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rork, Inc. 100pp. 25030:244. 24X Fi ch e: 30-000, 84/06/01 , 8406010423. 


>6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
)uring Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
response (Post 830103). 84/06/05. Consolidated Edison Co. of New 

fork, Inc 120pp. 25050:124. 24X Fiche: 50 - 000 , 84/06/05, 8406050012. 


>6050330 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
ladiation Applicators." Svc list encl. 

>RACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
330103) . 84/06/07. Consolidated Edison Co. of New York, Inc. 

?2pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


>60336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
kbestos Cables." Svc list encl. 

!DAN, E. L. Division of Emergency Preparedness 8< Engineering 
iponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

>k, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


>80176 IE Info Notice 84-45, "Reversed Differential Pressure 
ibrument Sensing Lines. " Svc list encl. 

{DAN, E. L. Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

*k, Inc, 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 8406080176. 


Q. Inspection reports, IE Bulletins & con 


8405230319 IE 
Spray Sys. * 
JORDAN, E. L. 
Response (F 
York, Inc. 


8405240317 IE 
Critical Fi 
JORDAN, E. L. 
Response (f 
York, Inc. 


8405290383 I! 
encl. 

JORDAN, E. L. 
Response (I 
York, Inc. 


8406010423 IE Info 
JORDAN, E. L. Divit 
Response (Post 83C 
York, Inc. 100pp. 


8406050368 Forwards “Catai 
Revalidation Insp Rept, ‘ 

per 840321 meeting & 8404uu * - 

Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01, EpsfTON# H. RL _ Office of 
Nuclear Reactor Regulation, Director. 2fp. 24643:079. (24)£ 

Fiche: 50-000, 84/06/01, 8406050368. 


06050012 IE Info Notice 84-42, "Equipment Ayailabil itf for* C4»dl 
During Outages Not Covered by Tech Specs,** Svc list encl* 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/06/05. Consolidated Edison Co^of 


8406210545 Ack receipt of 840521 ltr informing NRC of steps taken 
correct violations noted in IE In*P Rept# S 0“438/B4*' , O9 « 
50-439/84-09. Corrective actions will be- examined durinf 
future insp. ^'u £ 

LEWIS, R. C. Region 2, Office of Director. 84/06/06. PARRIS***. * 
Tennessee Valley Authority. Ip. 25089(255. 24X 

Fiche: 50-438, 84/06/06, 8406210545. 


>6120307 Interim deficiency rept re nuclear svc cooling water tower 
jasins intertie pipe* Initially reported on 840323. Pipe lines 
L 202-030-6 & 1202-029-6 rerouted to acceptable backfill 
areas. Also reportable under Part 21. 

"OSTER, D. 0. Georgia Pouer Co. 84/06/04. O'REILLY, J . P. Region 2, 
Iff ice of Director. 4pp. 24893:169. 24X Fiche: 50-424, 84/06/04, 

3406120307. 


>6280177 Deficiency rept re TDI diesel generator thrust bearings. 
Extension of date for submittal of final corrective action 
r*ept requested until 840817 due to TDI reevaluation of 
rorrective action. 

r QSTER, D. 0. Georgia Power Co. 84/06/04. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 25193:272. 24X Fiche: 50-424, 84/06/04, 

3406280177. 


>6280305 Deficiency rept re suspected difference in foundation 
settlement of nuclear svc cooling water tower & nearby valve 
louses. Initially reported on 840503. Final rept will be 
submitted by 840914. 

r OSTERi D. 0. Georgia Power Co. 84/06/04. O'REILLY, J. P . Region 2, 
Iff ice of Director. 2pp. 25193:135. 24X Fiche: 50-424, 84/06/04, 

1406280305. 


>6080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qualif ication Review for 
"DI Diesel Generators " 

tAY,C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/05. 
>ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
>4858:160. 24X Fiche : 50-000, 84/06/05, 8406080174. 


>6150114 Forwards "Proposed Torsional & Lateral Critical Speed 
analysis, " "Field Test of Emergency Diesel Generator 103 
1/13x13 Crankshaft" & table of torsional loading due to 
ressure at 1007 load. 

>RITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
learing Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07, 

>406150114. 


1406150133 "Proposed Torsional & Lateral Critical Speed Analysis: Eng ine 
Numbers 74010/12 De lava 1-Enter pri se Engine Model DSP-48 
3,500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval. Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000, 84/06/07, 8406150114. 


6130043 Board Notification 84-1 13: forwards TDI Diesel Generator 
wners Group repts for review. 

ISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
ommissioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 
406130043. 


6150227 Forwards calculations of plug weld end connec t ion s , f r i c t ion 
elded pus^rod & preexisting longitudinal flaws on diesel 
uel injection line tubing, per commitment. Svc list end. 

RITT, L. F. Long Island Lighting Co. 84/06/11. BORDEN ICK, B. M. 
earing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/1 1, 

406150227. 


406150238 Forwards calculations requested by BNWL re push rods l: 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/04. 

BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

8406150227. 


406150259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod." 
SHl/STO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fiche: 30-000, 84/06/11, 8406150227. 


6200469 Notification of 840615 meeting w/TDI Owners Group in 
■ding River, NY to discuss open issues remaining on 
lireaded fastener repts prepared by S&U. 

ILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
[vision of Licensing. 3pp. 25069:024. 24X Fiche : 50-000, 84/06/11, 

106200469. 


i>290355 Advises that util will replace piston skirts in TDI diesel 
inerators w/piston skirts of later design. New Type AE 
Lston skirts will be installed by 840901. 

3STER, D. 0. Georgia Pauer Co. 84/06/11. 0 'REILLY, J. P. Region 2, 

5 f ice of Director. Ip. 25211:322. 24X Fiche: 50-424, 84/06/11, 

[06290355. 


>130154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
idule Control Wiring & Termination Qualif ication Review for 
)I Diesel Generators. " 

[YiC.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/13. 
!!NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche. 50-000, 84/ < 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF Zt AE Piston Skirts. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/0< 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. J 
25115:112. 24X Fiche: 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Performs 
AF & AE Piston Skirts. " 

# Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 5! 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochai 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI < Transamer i ca Delaval, Inc. ) Owners Group. 84/0< 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 1 
25118:001. 24X Fic h e : 50-000, 84/06/ 1 5, 8406250313. 


— 8406250323 "Design Review of Elliott Model 65G Turbocharger Usi 
DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 31 

25118:003. 24X Fiche: 50-000, 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliai 
Module Control Wiring & Termination Qualification Rept. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/Ok 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
25119:209. 24X Fiche: 50-000, 84/06/15, 8406250333 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine I 
Jacket Water Pump Design Review. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/Ok 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ; 
25115:001. 24X Fiche: 50-000. 84/06/15, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven \ 
Water Pump Design Review. " 

* Stone & Webster Engineering Corp. 84/06/30. 34pp. 2511: 

24X Fiche: 50-000, 84/06/15, 8406250335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland It San Onofre Nuclear Generating 
Stations. ” 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/04 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ; 
25115:169. 24X Fiche: 50-000, 84/06/15, 8406230343. 


8406250299 Forwards “Design Review of Connecting Rods of TDI In— L 
DSR-48 Emergency Diesel Generators. " 

RAY, C.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/0* 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. : 
23115:238. 24X Fiche: 50-000, 84/06/18, 8406230299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DSF 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 41 

25115:240. 24X Fiche: 30-000, 84/06/18, 8406250299. 


8406260351 Forwards "Design Review of Connecting Rod Bearing She] 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/04 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. £ 
23154:127. 24X Fiche: 50-000, 84/06/22, 8406260351 . 


— 8406260363 "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 31f 

25154:130. 24X Fiche: 30-000, 84/06/22, 8406260351. 


8406270115 Forwards "Design Review of TDI R-4 & RV-4 Series Emerg 
Diesel Generator Cylinder Blocks & Liners." 

RAY, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/04 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Z 
25163:273. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


--8406270136 "Design Review of TDI R-4 & RV-4 Series Emergency DJ 
Generator Cylinder Blocks it Liners. " 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79p 

25163:273. 24X Fiche: 50-000, 84/06/25, 8406270115. 


©airing transcripts on n on-anti trust matters 


030240 Transcript of 840530 hearing in Aug us ta, GA. Pp 1-165. 
pporting documentation encl. 

Atomic Safety and Licensing Board Panel. 84/05/30 185pp 

841:026. 24X Fiche : 30-424, 84/05/30, 8406050240. 


220239 Board Notification 84-120: forwards transcripts of 840426, 
02 & 24 meetings w/TDI Owners Group re status of program 
establish diesel generator reliability. 

SENHUT i D. G. Division of Licensing. 84/06/20. PALLADINQ 
mmissioners, 54pp 25206:099. 24X Fich e : 50-000, 84/06/20, 

06220259. 


06290349 Transcript of 840324 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

Commissioners. 84/03/24. 174pp. 23206:296. 24X 

Fich®: 30-000, 84/06/20, 8406220259. 


290299 Transcript of B40622 meeting between NRC & consultants & TDI 
n®r® Group & consultants in Palo Alto, CA re review of 
erability & reliability of TDI engine. Pp 1-293. Supporting 
cumenfeation end. 

NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

204:248. 24X Fi ch e: 50-000, 84/06/22, 8406290299. 


ET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 


perator Examinations 


100316 Confirmatory action ltr re expiration of all senior operator 
censet). Reactor will be maintained in shutdown until 
orator again licensed, per 840613 telcon. 

1 UL.K 6 NBERRY, B, Region 3, Office of Director. 84/06/13. KROES, R. A. 

a J, ifornia, Univ. of, Santa Barbara, CA. Ip. 24961:278. 24X 

Ch®: 30-433, 84/06/13, 8406180316. 


,er STN-30-437 FLOATING NUCLEAR PLANT 


nopoc t ion reports, IE Bulletins S< correspondence 


•2303 1 9 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ray Sy®. " Svc list encl. 

IRDAN, E. L. Division of Emergency Preparedness & Engineering 
• sponte (Post 830103). 84/03/23. Consolidated Edison Co. of New 

irk, Inc. 124pp. 24861:201. 24X Fi c h e : 30-000, 84/03/23, B40323031 9. 


(240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
•itical Facility." Svc list encl. 

IRQ AN, 6 , L. Division of Emergency Preparedness St Engineering 

pons® (Post 830103). 84/03/25. Consolidated Edison Co. of New 

»rk, Inc. 127pp. 24880:103. 24X Fiche: 50 - 000 , 84/05/25, 8405240317. 


(290303 IE Info Notice 84-40, "Emergency Worker Doses. “ Svc list 
»C 1 . 

IRDAN, E L. Division of Emergency Preparedness St Engineering 
ifponse (Post 830103). 84/03/30. Consolidated Edison Co. of New 

>rk, Inc. 122pp. 24879:342. 24X Fic he : 50 - 000 , 84/05/30, 8403290383. 


>010423 IE Info Notice 84-41, "IGBCC in BWR Plants. " Svc list end. 
3RDAN, E. L. Division of Emergency Preparedness S< Engineering 
HJpontt® (Post 830103). 84/06/11. Consolidated Edison Co. of New 

jrk, Inc. 100pp. 23030:244. 24X Fich®: 50-000, 84/06/01 , 8406010423. 


£>030012 IE Info Notic® 84-42, "Equipment Availability for Conditions 
j-ring Outages Not Covered by Tech Specs. " Svc list encl. 

3RDAN, E. L. Division of Emergency Preparedness St Engineering 
isponte (Poet 830103). 84/06/03. Consolidated Edison Co. of New 

ark, Inc 120pp. 23030:124. 


24X Fiche: 50-000, 84/06/03, 8406050012, 


030350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
d iat ion Applicators. " Svc list encl. 

ACE, J. N, Division of QA, Safeguards St Inspection Programs (Post 
O103K ©4/06/07. Consolidated Edison Co. of New York, Inc. 

pp, 25030:032. 24X Fiche: 30-000, 84/06/07, 8406030330. 


6060336 IE Info Notice 84-44, "Environ Qualification Testing of 
ecktiembos Cables." Svc list end. , „ 

QRDAN# E L. Division of Emergency Preparedness^St^Eng ineer ing 
esponse (Post 830103). 84 / 06/08 “ J 

ark, Inc. 120pp. 23049:273. 


Consolidated Edison Co. of New 
24 X Fiche: 50-000, 84/06/08, 8406060336. 


-0176 IE Info Notice 84-43, "Reversed Differential Pressure 
rumen t Sensing Lines. " Svc list encl. . 

>m*e, L. Division a, Eiserpencg Preparedness *". E 2= J”"* Jo ,f n. 

mm 94/06/11. Consolidated Edison Co. or New 

/ Inc. 123pp. 23049:001. 24X Fiche: 50-000, 84/06/1 1. 840608017 . 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/13. Consol idated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15. 8406130 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25535:286. 24X Fiche : 50-000, 84/06/18, 8406180 


8406190327 IE Info Notice 84-50, “Clar if ication of Scope of QA Prog 
for Transport Packages Pursuant to 10CFR50. App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 84061903 


DOCKET 50-438 BELLEFQNTE NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents St correspondence 


8406290135 Forwards response to Generic Ltr 83-28, "Required Action 
Based on Generic Info of Salem ATWS Events. " BScW Owners 
Group response adopted. 

KAHliER, D. S. Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
Licensing Branch 4. 35pp. 25198:240. 24X Fiche: 50-438, 84/06/26 

8406290135. 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39. "Inadvertent Isolation of Contain® 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 840523C 


8405240317 IE Info Notice 83 - 66 , Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc, 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 840524( 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. M Svc Iasi 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 840529< 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list ei 
JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060K 


8406050368 Forwards "Catauba Nuclear Station Diesel Engine 1A Compi 
Revalidation Insp Rept, » addressing over 76% of insp plan, 
per 840321 meeting Sc 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


06050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/05 Edi«n 


8406210545 Ack receipt of 
correct violations noted 
50-439/84-09. Corrective 


840521 ltr informing NRC of steps taken 
in IE Insp Repts 50-438/84-09 Sc 
actions will be examined during 


P EWIs!r. 1 C SP Region 2, Office of Director. 84/06/06. 
Tennessee Valley Authority. Ip- 25089:255. 24X 

riche: 50-438, 84/06/06, 8406210545. 


PARRIS, H. G 


DOCKETED ITEMS 


n 


8406210547 Responds to NRC 840429 ltr re violations noted in IE Insp 
Repts 50-430/84-09 & 50-439/84-09. Correct ive actions: GC 
procedure revised to prohibit any installation of SSD 
anchors in concrete ualls. 

MILLS, L. M. Tennessee Valley Authority. 84/05/21. 0 'REILLY, J. P. 

Region 2. Office of Director. 3pp. 25089:256. 24X 

Fiche: 50-438. 84/06/06. 8406210545. 


8406210548 Forwards IE Insp Repts 50-438/84-09 & 50-439/84-09 on 
840403-06 tt notice of violation. 

LEWIS. R. C. Region 2. Office of Director. 84/04/24. PARRIS. H. G. 
Tennessee Valley Authority. 2pp. 25089:259. 24X 

Fiche: 50-438. 84/06/06. 8406210545. 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic 
Radiation Ap p 1 i cat or s. '* Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (P 
830103) 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 25050; 032. 24X Fic h e : 50-000, 84/06/07, 8406050350. 


8406210569 Ack receipt of 840502 response to NRC 840404 ltr Se S40 
telcon re two points of disagreement w/util previous 
responses to notice of violation in IE Insp Repts 
50-438/83-24 & 50-439/83-24. 

LEWIS, R. C. Region 2, Office of Director. 84/06/07. PARRIS, H. 
Tennessee Valley Authority. 2pp. 25089:086. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


B 406210550 Notice of violation from insp on 840403-06. 

* Region 2. Office of Director. 84/04/24. 2pp. 25089:261. 24X 

Fiche: 50-438, 84/06/06, 8406210545. 


5406210553 IE Insp Repts 50-438/84-09 & 50-439/84-09 on 840403-06. 
Violation identified: failure to properly evaluate & 
classify NCR 1885 re failures of expansion shell anchors as 
reportable under 10CFR50. 55( e) . 

HARRIS, J. R. , CONI ON, T. E. Region 2, Office of Director. 84/04/18. 
5pp. 25089:263. 24X Fiche: 50-438. 84/06/06, 8406210545. 


>6220229 Ack receipt of ltrs informing NRC of steps taken to correct 
violations noted in IE Insp Repts 50-259/83-53, 50-260/83-53, 
>0-296/83-53. 50-327/83-27. 50-328/83-27, 50-390/83-49, 

>0-391/83-38, 50-438/83-30, 50-439/83-30. 

I 'REILLY, J. P, Region 2, Office of Director. 84/06/06. PARRIS, H. G. 
"ennessee Valley Authority. 2pp. 25126:116. 24X 

r iche: 50-000, 84/06/06, 8406220229. 


1406220237 Suppls 840425 response re violations noted in IE Insp Repts 
50-259/83-53, 50-260/83-53. 50-296/83-53, 50-327/83-27, 

50-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/83-30 & 

50-439/83-30. Pol icy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 25126:118. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


406220244 Responds to NRC 840326 ltr re violations noted in IE Insp 
Repts 50-259/83-53, 50-260/83-53. 50-296/83-53, 50-327/83-27, 
30-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/83-30 & 

50-439/83-30. Pol icy statement will be issued by 840331. 

MILLS, L. M. Tennessee Valley Authority. 84/04/25. 0 'REILLY, J. P. 

Region 2, Office of Director. 17pp. 25126: 119. 24X 

Fiche : 50-000. 84/06/06, 8406220229. 


10622.0249 Ack receipt of 840215 h 22 ltrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-259/83-53, 
50-260/83-53, 50-296/83-53, 50-327/83-27, 50-328/83-27, 
50-390/83-49,50-391/83-38, 50-438/83-30 *c 30-439/83-30. 

LEWIS, R.C. Region 2, Office of Director. 84/03/26. PARRIS, H. 0. 
Tennessee Valley Authority. 2pp. 25126:136. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


106220251 Forwards page inadvertently omitted from 840215 response to 
IE Insp Repts £0—259/83—53* 50-260/83-53, 50-296/83-53, 

50-327/83-27, 50-328/83-27, 50-390/83-49, 50-391/83-38, 

50-438/83-30 & 50-439/83-30. 

■MILLS, L, Tennessee Valley Authority. 84/02/22, 0 'REILLY, J. P. 

Region 2» ..Office of Director. 2pp. 25126:138, 24X 

Fiche : 50-000, 84/06/06, 8406220229. 


>06220257 Responds to NRC 840116 ltr re violations noted IE Insp 
Repts 50-259/83-53, 50-260/83-53, 50-296/83-53, 50-327/83-27, 
50-328/83-27, 50-390/83-49, 50-391/83-38, 50-438/83-30 fc 
50— 439/83— 30. Open audit items being evaluated. 

niLLS,L.M. Tennessee Valley Authority. 84/02/15. 0 'REILLY, J. P. 

Region 2, Office of Director. 14pp, 25126; 140. 24X 

Fiche: 50-000. 84/06/06, 8406220229. 


■06220265 Forwards IE Insp Repts 50-259/83-53, 50-260/83-53, 
50-296/83-53, 50-327/83-27, 50-328/83-27, 50-390/83-49, 
50-391/83-38,50-438/83-30 Sc 50-439/83-30 on 831107-10,14-18 
Sc 1209 Sc notice of violation. 

:* REILLY, J. P. Region 2, Office of Director. 84/01/16. 

PARRIS, H. ©. Tennessee Valley Authority, 3pp, 25126:154 24X 

Fiche: 50-000,84/06/06. 8406220229. 


06220272 Notice of violation from 
* Region 2, Office of Director, 
Fiche: 50-000. 84/06/06, 8406220229. 


insp on 831107-10, 14-18 Sc 1209. 
84/01/16. 4pp. 25126:157. 24X 


— 8406210572 Forwards supplemental response to notice of violatio 
IE Insp Repts 50-438/83-24 & 50-439/83-24, per NRC 840404 
request to admit Part A. 3 & revise schedule for Parts A. 4 
V. A. 5 re questionable ultrasonic exams. 

KAMMER, D. S. Tennessee Valley Authority. 84/05/02. O'REILLY 
Region 2, Office of Director. 43pp. 25089:088. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210574 Ack receipt of 831115,1229 8k 840119 responses to not 
violation in IE Insp Repts 50-438/83—24 & 50-439/84-24. 

Denial of Violations A. 2, A. 6 Sc B acc ep ted . Corrective action 
for Violation A. 3 requested in 30 days. 

LEWIS, R. C. Division of Project Sc Resident Programs. 84/04/0 
PARRIS, H. 0. Tennessee Valley Authority. 5pp. 25089:131. 2 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210576 Forwards supplemental info to clarify questions Sc co' 
raised by NRC Region II inspectors re violations in IE Insp 
Repts 50-438/83-24 St 50-439/83-24. Vi o 1 a t i ons involve 
questionable ultrasonic exams. 

MILLS, L. M. Tennessee Valley Authority. 84/01/19. O'REILLY,. 
Region 2, Office of Director. 3pp. 25089:136. 24X 

Fiche: 50-438, 84/06/07, 8406210569 


— 8406210577 Provides supplemental response to notice of violation 
area of ultrasonic exams in IE Insp Repts 50-438/83-24 Sc 
50-439/83-24, per 831128 discussion. 

MILLS, L. M. Tennessee Valley Authority. 83/12/29. O'REILLY, * 
Region 2, Office of Director. Ip. 25089: 139. 24X 

Fiche; 50-43B, 84/06/07, 8406210569. 


— 8406210579 Forwards response to NRC 831017 ltr re violations nol 
in IE Insp Repts 50-438/83-24 8< 50-439/83-24. Correc tive 
actions: sample ultrasonic test rept prepared for 
incorporation into Procedure QCP-7. 2. 

MILLS, L M. Tennessee Valley Authority. 83/11/15, O'REILLY, v 
Region 2, Office of Director. 8pp. 25089: 140. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210581 Forwards IE Insp Repts 50-438/83-24 Sc 50-439/83-24 or 
B30906-09 Sc notice of violation. 

LEWIS, R. C. Division of Project S< Resident Programs. 83/10/17 
PARRIS, H. 0. Tennessee Valley Authority, 2pp. 25089:148. 2 l 
Fiche : 50-438, 84/06/07, 8406210569. 


— 8406210583 Notice of violation from insp on 830906-09, 

* Region 2, Office of Director. 83/10/17. 3pp. 25089: 150. 
Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210585 IE Insp Repts 50-438/83-24 S< 50-439/83-24 on 830906-C 
Violations noted : questionab le ultrasonic exams & action to 
preclude recurrence stated in Nonconformance Rept 2089 not 
completed. 

GIRARD, E. H. Region 2. Office of Director. BLAKE, J, J. Divisi 
Engineering S< Operational Programs. 83/10/04. 9pp. 25089:15 
24X Fiche: 50-438, 84/06/07, 8406210569. 


8406060336 IE Info Notice 84-44, "Environ Guaiif ication Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fi che: 50-000* 84/06/08, 940606 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, B40608 


L 3031 5 IE Info Notice 84-47, "Environ Qua 1 i f i c at i on Tests of 

• ctrical Terminal Blocks. " Svc list encl. 

?DAN, E. L Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/06/15. Consolidated Edison Co. of Neu/ 

* k, Inc. 122pp. 25049:033. 24X F i c h e : 50-000, 84/06/ 1 5, 840613031 5. 


L 80353 IE Info Notice 84-48, "Failures of Rocku/ell Inti Globe 
Ives. '* Svc list enc 1 

iDAN, E. L. Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'k, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


L80360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
L lure. " Svc list encl. 

*DAN, E. L. Division of Emergency Preparedness 8c Engineering 
iponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'k, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 8406180360. 


L 90327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA Programs 
» Transport Packages Pursuant to 10CFR50, App B. " Svc list 
: 1. 

iDAN, E. L. Division of Emergency Preparedness 8t Engineering 
iponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

»k. Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


‘portable occurrences, LERs 8c related correspondence 


240322 Forwards "Evaluation of Emergency Diesel Generator 

snkshafts at Shoreham & Grand Gulf Nuclear Power 

itions, " on behalf of TDI Diesel Generator Owners Group. 

3ELER, W. J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 

'04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
•ictor. 2pp. 24182:236. 24X Fi c he : 50-000, 84/04/20, 8404240322. 


L90228 Fifth interim deficiency rept re turbine-driven auxiliary 
jduater pump room temp. Initially reported on 811006. 

Dcurement activities inc omp 1 ete Ne x t rept will be 
Knitted by 850130. 

_LS, L. M. Tennessee Valley Authority. 84/04/26. 0 'REILLY, J. P. 

3 ion 2, Office of Director. 2pp. 25022:358. 24X 

:he: 50-438, 84/04/26, 8406190228. 


190180 Final deficiency rept for Watts Bar & first interim 
Ficiency rept for Bellefonte re failure of Target Rock 
lenoid valves on post-accident sampling facility to meet 
:k pressure r equ ir emen t s. Ne x t rept by 850612. 

_LS, L.M. Tennessee Valley Authority. 84/04/27. □ 'REILLY, J. P. 

jion 2, Office of Director. 3pp. 24980:347. 24X 

Che: 50-000, 84/04/27, 8406190180. 


190143 Second interim deficiency rept re inadequately implemented 
nitorque QA program. Intially reported on 831 1 15. Vendor 
sponses re proposed corrective actions acceptable. Nex t 
pt expected by 840808. Also reportable per Part 21. 

LLS, L. M Tennessee Valley Authority. 84/04/30. 0 'REILLY, J. P . 

gion 2, Office of Director. 2pp. 24979:312. 24X 

che: 50-000, 84/04/30, 8406190143. 


190302 First interim deficiency rept re failure to maintain 
quired 1-inch separation of flex c and u i t . In i t ia 1 1 y 
ported on 840403. Caused by Spec G-40 requirement & 
vable nature of flexible conduit. 

LLS, L. M. Tennessee Valley Authority. 84/04/30. 0 'REILLY, J, P. 

gion 2, Office of Director. 2pp. 24984:334. 24X 

che: 50-438, 84/04/30, 8406190302. 


190227 Supplemental deficiency rept re defects in reactor 
otection sys &c ESF actuation sys modules supplied by 
iley Meter Co. Initially reported on 820414. Modules 
turned to Bailey. Also reported per Part 21. 

LLS, L. M. Tennessee Valley Authority. 84/05/01. 0 'REILLY, v. r. 

gion 2, Office of Director. 2pp. 24989:249. 24X 

che: 50-438, 84/05/01, 8406190227. 


300097 Forwards cover ltrs transmitting evaluation of cylinder 
ads of TDI Series R-4 diesel engines & design review of 
liott Model 900 turbocharger used on TDI diesel 
nerators. W/o enc Is, Rela ted correspondence. 

ITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. DSB 361, 
/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

che: 50-000, 84/05/17, 8405300097. 


300109 Forwards cover 1 tr transmitting rept on investigation of 
pes AF fy AE piston skirts, W/o encl. Related correspondence. 

ITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/17 
QRDENICK, B. M. Hearing Branch 3, 3pp. 24668:202, 24X 

che: 50-000, 84/05/17* 8405300109. 


06060299 Draft "Investigation of Types AF 8c AE Piston Skirts. M 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 
Ilfinn JdAAflOnA OAX Fi' r h a ■ 50-000 , 84/0 5/1 7, 8403300 1 09 . 


8406060004 Advises that TDI Owners Group 840516 ltr 8c rept, "Eval 
of Emergency Diesel Generator Crankshafts at Shoreham 8c 
Grand Culf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


B4Q5300116 Forwards rept on design review of connecting rods for ' 
DSRV-4 series diesel generator. W/o encl. Related 
c orresp ondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/1 
BORDENICK, B M. Hearing Branch 3. 4pp. 24660:138. 24X 

Fiche: 50-000, 84/05/18, 0405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV- 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fi c he : 50-000, 84/05/18, 84053001 16. 


8406110345 Final Deficiency Rept NCR 2879 re overpressurization c 
emergency raw cooling water piping. Initially reported on 
840301. Re 1 i ef valve destroyed &t pressure gauge snubber 
reworked. 

MILLS, L.M. Tennessee Valley Authority. 84/05/21. O'REILLY.J.I 
Region 2, Office of Director. 3pp. 24868:089. 24X 

Fiche: 50-438, 84/05/21 , 84061 1 0345. 


8406110258 Second interim deficiency rept re defects in pipe clam| 
furnished by ITT Gr innel 1 . In i t ia 1 1 y reported on 830406. Clamp 
spacers shortened in accordance w/vendor Procedure PE-425. 

Next rept by 840830. Also reportable under Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/05/24. O'REILLY, J.l 
Region 2, Office of Director. 2pp. 24870:357. 24X 

Fiche: 50-438, 84/05/24, 8406110258. 


8406110340 Second interim Deficiency Rept NCR 2784 re incorrect w 
connections on E-Max panels. Initially reported on 840131. 

Panels rewired Next rept will be submitted by 840913. 

Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/05/25. O'REILLY.J.I 
Region 2, Office of Director. 2pp. 24866:330. 24X 

Fiche: 50-438, 84/05/25. 8406110340. 


8406110218 Tenth interim deficiency rept re corrosion of carbon s 
piping. Initially reported on 801230. Util issued physical 
drauings & insulation 8c mode analysis drawings per 
Engineering Change Notice 1457. Next rept expected by 840718. 
MILLS, L.M Tennessee Valley Authority. 84/05/31. O'REILLY.J.I 
Region 2, Office of Director. 2pp. 24871:041. 24X 

Fiche: 50-438, 84/05/31, 8406110218. 


8406110274 Twelfth interim deficiency rept re B&W nonconservative 
analysis of neutron flux. Ini tial ly reported on 801105. 

Initial rod position 8c axial offset limits revised. Fina 1 
rept to be provided pending determination of cause. 

MILLS, L, M. Tennessee Valley Authority. 84/05/31. O'REILLY, J. 
Region 2, Office of Director. Ip. 24871:024. 24X 

Fiche: 50-438, 84/03/31, 8406110274. 


8406110301 Final Deficiency Rept NCR 2517 re deficient Bailey Met 
square root extractor modules for reactor protection sys. 
Initially reported on 831 1 14. Repair modules will be 
installed by 850201. Also reportable per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 84/05/31. O'REILLY, J. 
Region 2, Office of Director. 4pp. 24870:304. 24X 

Fiche: 50-438, 84/05/31, 8406110301. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham 8c Grand Gulf," “Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" 8< 
"Investigation of Types AF Sc AE Piston Skirts, " final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/03/31, 8406110312. 


8406050364 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790) , per TDI 
Diesel Generator Owners Group 040323 ap p 1 icat ion. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
24845:213. 24X Fiche: 30-000, 84/06/01, 8406030364. 


8406120337 Notification of 840621 meeting w/TDI Owners Group in In 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50— 000, 84/C 

8406120337. 
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DOCKETED ITEMS 


3406150265 '‘Fatigue Performance Evaluation of Friction Welded Pushrod *' 
SHUSTO. L. Failure Analysis Associates. 84/03/26 22pp 
24951 240. 24X Fi c h e ; 50-000, 84/06/ 1 1 , 84061 50227. 


>6200469 Notification of 840615 meeting u>/TDI Owners Group in 
Jading River. NY to discuss open issues remaining on 
ihreaded fastener repts prepared by S&W. 

1ILLER, M. A. Division of Licensing 84/06/11. BERLINGER, C. H. 

>ivi 5 ion of Licensing. 3pp. 25069. 024 24X Fiche; 50-000. 84/06/ 1 1 > 

1406200469. 


>6190033 Revised final deficiency rept re overtorqued conduit it 
:onduit box support b o 1 ts. In i t ia 1 1 y reported on 840124. 
r ollowup breakauay torque checking of conduit bolting no 
.onger utilized. Item not reportable per 10CFR50. 55(e). 

1ILLS.L. ft. Tennessee Valley Authority. 84/06/12. 0 "REILLY. J. P. 

tegion 2. Office of Director. 2pp. 24982:077. 24X 

•iche: 50-438, 84/06/12, 8406190083. 


>6190234 Final Deficiency Rept NCR 1885 re failure of SSD anchors in 
:oncrete walls. Initial ly reported on 840515. SSD anchors will 
,e replaced w/deeply embedded wedge bolts or grouted anchors 
t Procedure BNP-QCP 28 revised by 841015. 

IILLS.L. M. Tennessee Valley Authority. 84/06/12. 0 "REILLY. J. P. 

tegion 2. Office of Director. 2pp. 24989:283. 24X 

‘iche: 50-438, 84/06/12, 8406190234. 


>6150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 i f i ca t i on Review for 
'DI Diesel Generators. " 

AY. C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/13 
>ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
14954: 268. 24X Fi c he : 50-000, 84/06/ 13, 84061 50154. 


>6280300 Supplemental deficiency rept re Lambda power module 

'aiiures. Initially reported on 801218. Vend or still replacing 

ffected power sup p 1 i es. Comp 1 et i on expected by 841212 

IILLS.L. M. Tennessee Valley Authority. 84/06/13. 0 'REILLY, J. P. 

eg ion 2, Office of Director. Ip. 25193:134. 24X 

iche: 50-438, 84/06/13, 8406280300. 


6280360 Supplemental deficiency rept re unacceptable pipe break 
nteractions. Initially reported on 810127. Work on spray 
h i el ds , dra in, pans & deluge valves ongo ing . Cor r ec ti ve action 
o be completed by 850330 for Unit 1 it 870330 for Unit 2. 

ILLS, L. M. Tennessee Valley Authority. 84/06/13. O'REILLY, J.P 
eg ion 2, Office of Director. Ip. 25193:233. 24X 

iche: 50-438, 84/06/13, 8406280360. 


6230041 Notification of 840622 meeting w/TDI Owners Group in 
alo Alto.CA to discuss open issues on FaAA component design 
ep ts. 

ILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
ivision of Licensing. 3pp. 23128:256. 24X Fiche: 50-000, 84/06/14, 

406230041. 


6250339 Forwards “Influence of Thermal Distortion on Fatigue 
erformance of AF it AE Piston Skirts." 

AY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/14. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5115:112 24X Fiche; 50-000, 84/06/14, 8406250339. 


406250348 "Influence of Thermal Distortion on Fatigue Performance of 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


6280182 Supplemental final Deficiency Rept NCR BH001 re defective 
acific Scientific Co shock arrestor capstan spring tang, 
litially reported on 831013. Defec t ive arrestors removed i 
etumed to vendor. Also reportable under Part 21. 

ILLS, L. M. Tennessee Valley Authority. 84/06/14. O'REILLY, U . P. 
eg i on 2, Office of Director. Ip. 23193:276. 24X 

iche: 50-438, 84/06/14, 8406280182. 


£>280263 Sixth interim deficiency rept re seismic analysis of 
jxiliary control bldg. Initially ■ reported on 820226. Div of 
igineering Design Engineering Procedure 3.03 revised. Next 
»pt will be submitted by 841019. 

ILLS, L. M. Tennessee Valley Authority. 84/06/14. 0 'REILLY, J. P. 

eg ion 2, Office of Director. 2pp. 25193:247. 24X 

Lche: 30-438, 84/06/14, 8406280263. 


£>250313 Forwards "Design Review of Elliott Model 65G Turbocharger 
»ed on TDI DSRV-12-4 It DSRV-20-4 Emergency Diesel Generator 
its. " 

NY. C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/15. 
iNTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5118:001. 24X Fiche: 50-000, 04/06/15, 8406250313. 


8406110349 First interim Deficiency Rept NCR 3102 re use of inco 
adaptors on instrumentation lines Initially reported on 
840510. Investigation expanded to include 1-inch adaptors. 

Next rept will be submitted by 840928. 

MILLS, L M Tennessee Valley Authority. 84/06/04. O'REILLY, J 
Region 2, Office of Director. 2pp. 24867 239. 24X 

Fiche: 50-438, 84/06/04, 8406110349. 


8406110360 Third interim Deficiency Rept NCR 1894 re deficient w 
on cable tray supports. Initially reported on 820908 Sizes 
of fillet welds identified by Bellefonte Const & required 
rework init lated. Nex t rept will be submitted by 841130. 

MILLS, L. M. Tennessee Valley Authority. 84/06/04. O'REILLY, J 
Region 2, Office of Director. 2pp 24866 295. 24X 

Fiche: 50-438, 84/06/04, 8406110360 


8406190245 First interim deficiency rept re failure to impact te 
support matls. Initially reported on 840509. Investigation 
c ontinuing. Next rept will be submitted by 850617. 

MILLS, L. M. Tennessee Valley Authority. 84/06/04. O'REILLY, J 
Region 2, Office of Director. 2pp. 24989:251. 24X 

Fiche: 50-438, 84/06/04, 8406190245. 


8406190249 First interim Deficiency Rept NCR 3069 re conduit sup 
stiffener plates not installed per design d r aw i ng . I ni t i a 1 1 y 
reported on 840510. As-b u i 1 1 configuration for Support 
FF-76S-6 reanaly zed. Next rept expected by 840928. 

MILLS, L. M Tennessee Valley Authority 84/06/04. O'REILLY, J 
Region 2, Office of Director. 2pp. 24989:222 24X 

.Fiche: 50-438, 84/06/04, 8406190249 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxilia 
Module Control Wiring it Termination Qua 1 i f i c a t i on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/0, 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. ; 
24858:160. 24X Fi ch e ; 50-000, 84/06/05, 8406080174 


8406190188 Supplemental rept for Nonconformance Repts NCR 1183,11 
1563 re deficient fillet we 1 d s . In i t i a 1 1 y reported on 800507. 
Corrective actions delayed due to inaccessible spent fuel 
area for reworking welds. Next rept expected by 841130 
MILLS, L. M. Tennessee Valley Authority. 84/06/06. O'REILLY, J. 
Region 2, Office of Director. Ip. 24980:349. 24X 

Fiche: 50-438, 84/06/06, 8406190188. 


8406150114 Forwards "Proposed Torsional it Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" i. table of torsional loading due to 
pressure at 100/C load 

BRITT, L. F. Long Island Lighting Co 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949 216 24X Fi c be . 50-000, 84/06/07, 

8406150114. 


— 8406150133 "Proposed Torsional & Lateral Critical Speed Analys: 
Numbers 74010/12 Delava 1-Enterpr i se Engine Model DSP-48 
3, 500 kW/4889 B HP at 450 RPM. " 

YANG, R Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:1 
24X Fiche: 50-000, 84/06/07, 84061501 14 


8406190306 Final deficiency rept re corrosion in high pressure f: 
protection sys. Ini tia 1 1 y reported on 820903. Testing 
established for roof hoses on auxiliary bldg it will be 
performed every 3 yrs. 

MILLS, L. M, Tennessee Valley Authority. 84/06/07, O'REILLY, J. 
Region 2, Office of Director. 2pp. 24984:351. 24X 

Fiche: 50-438, 84/06/07, 8406190306. 


8406130043 Board Notification 84—113; forwards TDI Diesel Generatt 
Owners Group repts for review. 

EISENHUT , D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners, 4pp. 24977:001. 24X Fic h e : 50-000, 84/06/08, 

8406130043. 


8406150227 Forwards calculations of plug weld end connections, fr 3 
welded pushrod i preexisting longitudinal flaws on diesel 
fuel injection line tubing, per c ommi tment . Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M 
Hearing Branch 3. 4pp. 24951:221. 24X Fi c h e : 50-000, 84/06/ 11 , 

8406150227. 


--84061S0238 Forwards calculations requested by BNWL re push radt 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84> 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement, 2pp. 24951:225. 24X Fiche; 50-000, 84/06/11, 

8406150227. 


--8406150259 "Fatigue Performance of Plug Weld End Connections." 


1-06230323 "Design Review of Elliott Model 65G Turbocharger Used on TDI 
DSRV-12-4 & DSRV— 20-4 Emergency Diesel Generator Sets. “ 

* Failure Analysis Associates. F AAA-84-6-56. 84/06/30. 55pp 

25110:003. 24X Fi ch e : 50-000, 84/06/1 5, 8406250313. 


-8406270136 “Design Review of TDI R-4 & RV-4 Series Emergency Dies* 
Generator Cylinder Blocks & Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163 275. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


>250333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
idule Control Wiring & Termination Qualification Rept. " 

W. C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/15. 
•NTQN, H. R. Office of Nuclear Reactor Regulation, Director. 17pp 
5119:209. 24X Fiche: 50-000, 84/06/15, 8406250333. 


>250335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
icket Water Pump Design Review. " 

\Y, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
IN TON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp 
5115:001. 24 X Fiche: 50-000, 84/06/15, 8406250335. 


106250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone & Webster Engineering Corp, 84/06/30. 34pp. 25115- 003. 

24X Fiche: 50-000, 04/06/ 1 5, 8406250335. 


b250343 Forwards "Evaluation of Emergency Diesel Generator 
'ankfchafts at Midland & San Onofre Nuclear Generating 
bations. " 

*Y, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
INTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5115:169. 24X Fiche : 50-000, 84/06/15, 8406250343. 


£.280356 Final Deficiency Rept NCR 2491 re contact gaps in HFA relays 
at adjusted pr op erl y . Ini t ia 1 1 y reported on 831013. Personnel 
rtstructed to make engineering evaluation before performing 
onst mod on Class IE equipment. 

ILLS, L. M. Tennessee Valley Authority. 84/06/15. 0 'REILLY, J. P. 

eg i on 2, Office of Director. 2pp. 25193:128. 24X 

iche: 50-438, 84/06/15- 8406280356. 


£.250299 Forwards “Design Review of Connecting Rods of TDI In-Line 
3R-48 Emergency Diesel Generators. " 

AY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/18. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5113:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


406250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

■* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115 :240. 24X Fi c h e : 50-000, 84/06/18, 8406250299. 


6280195 Sixth interim deficiency rept re potentially overstressed 
mhedded plates. Initially reported on 820412. Civil 
ngineering branch evaluating results of analysis of 
mbedded plate sample. Next rept will be submitted by 850104. 

ILLS, L. M. Tennessee Valley Authority. 84/06/18. 0 'REILLY, J. P. 

eg i on 2, Office of Director. Ip. 25193:280. 24X 

IChe- 50-438, 84/06/18, 8406280195. 


6280339 Sixth interim deficiency rept re nonconservative calculation 
©thod for General Const Spec G-32 violations. Initially 
©ported on 820328. Embed d ed plate sample review results 
nder ©valuation. Next rept by 830104. 

ILLS, L. M, Tennessee Valley Authority. 84/06/18. 0 'REILLY, J. P. 

• g ion 2, Office of Director. Ip. 23193:130. 24X 

iche: 30-438, 84/06/18, 8406280339. 


6280336 Final deficiency rept for Watts Bar Unit 1 & first interim 
opt for Bellefonte re. defect in catalyst bed in Comsip, Inc 
ydrogen analy zers. Existing beds to be removed Sc replaced. 

,lsa reportable per Part 21. 

ilLLS, L. M. Tennessee Valley Authority. 84/06/19. 0 'REILLY, J. P. 

egion 2, Office of Director. 3pp. 25193:234. 24X 

iche: 30-000, 84/06/19, 8406280336. 


T. Hearing transcripts on non-antitrust matters 


8406220259 Board Notification 84-120: forwards transcripts of 840426, 
0502 & 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fic he: 50-000, 84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wad: 
River, NY. Pp 1-173. 

•* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406290299 Transcript of 840622 meeting between NRC Sc consultants Sc 
Owners Group Sc consultants in Palo Alto.CA re review of 
operability S>. reliability of TDI engine. Pp 1-295. Suppor ting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


DOCKET 50-439 BELLEf ONTb NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8406290135 Forwards response to Generic Ltr 83-28, “Required Action 
Based on Generic Info of Salem ATWS Events. " BScW Owners 
Group response adopted. 

KAMMER, D. S. Tennessee Valley Authority. 84/G6/26. ADENSAM. E. 
Licensing Branch 4. 35pp. 25198:240. 24X Fiche. 50-438, 84/06/26 

8406290135. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation of Containm 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000. 84/05/25, 8405230 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fi c he. 50-000, 84/05/25, B405240 

8405290383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24 X Fiche: 50-000, 84/05/30, 840529C 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list er 
JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 840601C 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Compc 
Revalidation Insp Rept," addressing over 76% of insp plan, 
per 840321 meeting 8c 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


>6260351 Forwards "Design Review of Connecting Rod Bearing Shells for 
D I Enterprise Engines." 

AY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/22. 
>£NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
15154:127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi! 
During Outages Not Covered by Tech Specs. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05: Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 840605< 


06260363 "Design Review of Connecting Rod Bearing Shells for TDI 

Enterprise Engines." 

# Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp- 

25154:130. 24X Fi ch e : 50-000, 84/06/22, 8406260351 . 


>6270115 Forwards "Design Review of TDI R-4 Jk RV-4 Series Emergency 
>iesel Generator Cylinder Blocks fc Liners." 
tAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. ^ 

>ENTON, H. R. Office of Nuclear Reactor Regulation, Direc 
25163: 273, 24X Fiche: 50-000, 84/06/25, 8406270115. 


84/06/25. 


8406210545 Ac k receipt of 840521 ltr informing NRC of steps taken ■ 
correct violations noted in IE Insp Repts 50—438/84—09 tt 
50-439/84-09. Corrective actions will be examined during 
future insp . 

LEWIS, R.C. Region 2, Office of Director. 84/06/06. PARRIS,H.G 
Tennessee Valley Authority. Ip. 25089:255. 24X 

Fiche: 50-438, 84/06/06, 8406210545. 


> 


DOCKETED ITEMS 


406210547 Responds to NRC 840429 ltr re violations noted in IE Insp 
Repts 50-438/84-09 & 50-439/84-09. Corrective actions: QC 
procedure revised to prohibit any installation of SSD 
anchors in concrete walls. 

MILLS# L. M. Tennessee Valley Authority. 84/05/21. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 3pp. 25089:256. 24X 

Fiche: 50-438, 84/06/06, 8406210545. 


406210548 Forwards IE Insp Repts 50-438/84-09 S: 50-439/84-09 on 
840403-06 St notice of violation. 

LEU IS, R. C. Region 2, Office of Director. 84/04/24. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25089:259. 24X 

Fiche: 50-438, 84/06/06, 8406210545 


406210350 Notice of violation from insp on 840403-06. 

* Region 2, Office of Director. 84/04/24. 2pp. 25089:261. 24X 

Fiche: 50-438, 84/06/06, 8406210545. 


406210353 IE Insp Repts 50-438/84-09 St 50-439/84-09 on 840403-06. 
Violation identified: failure to properly evaluate & 
classify NCR 1885 re failures of expansion shell anchors as 
reportable under 10CFR50. 55(e) . 

HARRIS, J. R. , CONLON, T. E. Region 2, Office of Director. 84/04/18. 
5pp. 25089:263. 24X Fiche: 30-438, 84/06/06, 8406210545. 


6220229 Ack receipt of ltrs informing NRC of steps taken to correct 
iolations noted in IE Insp Repts 50-259/83-33,50-260/83-53. 
0-296/83-33, 50-327/83-27, 30-328/83-27, 50-390/83-49, 

0-391/83-38, 30-438/83-30, 30-439/83-30. 

'REILLY, J. P. Region 2, Office of Director. 84/06/06. PARRIS, H. 0. 
tnnessee Valley Authority, 2pp. 25126:116. 24X 

iche: 30-000, 84/06/06, 8406220229. 


406220237 Suppls 840425 response re violations noted in IE Insp Repts 
50-259/83-53, 50-260/83-53, 50-296/83-53. 50-327/83-27, 

30-328/83-27, 50-390/83-49, 50-391/83-38,50-438/83-30 St 
50-439/83-30. Pol icy statement delayed until 840614. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. O 'REILLY, J. P. 
Region 2, Office of Director. ip. 25126:118. 24X 

Fiche: 50-000. 84/06/06, 8406220229. 


406220244 Responds to NRC 840326 ltr re violations noted in IE Insp 
Repts 30-239/83-33, 50-260/83-53, 30-296/83-53, 50-327/83-27, 
30-328/83-27, 30-390/83-49, 50-391/83-38, 50-438/83-30 St 
50-439/83-30. Pol icy statement will be issued by 840531. 

MILLS, L. M. Tennessee Valley Authority. 84/04/25. 0 'REILLY, J. P. 

Region 2, Office of Director. 17pp. 25126: 119. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


406220249 Ack receipt of 840215 «t 22 ltrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-259/83-53, 
30-260/83-53. 30-296/83-53, 50-327/83-27, 50-328/83-27, 

30-390/83-49, 30-391/83-38, 50-438/83-30 St 50-439/83-30. 

LEWIS, R. C. Region 2, Office of Director. 84/03/26. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25126:136. 24X 

Fiche: 50-000, 84/06/06, 8406220229. 


406220251 Forwards page inadvertently omitted from 840215 response to 
IE Insp Repts 50-239/83-33,30-260/83-53,50-296/83-53, 

30-327/83-27, 30-328/83-27, 30-390/83-49, 50-391/83-38, 

30-438/83-30 St 30-439/83-30. 

MILLS, L. M. Tennessee Valley Authority. 84/02/22. 0 'REILLY, J, P. 

Region 2, Office of Director. 2pp. 25126: 138. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


406220257 Responds to NRC 840116 ltr re violations noted IE Insp 
Repts 50-239/83-53, 50-260/83-53, 50-296/83-53, 50-327/83-27, 
30-328/83-27, 30-390/83-49, 30-391/83-38, 30-438/83-30 St 
30-439/83-30. Open audit items being evaluated. 

KILLS, L. M. Tennessee Valley Authority. 84/02/15. 0 'REILLY, J. P. 

Region 2, Office of Director, 14pp, 23126: 140. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


406220263 Forwards IE Insp Repts 30-239/83-53,50-260/83-33, 
50-296/83-33, 30-327/83-27, 30-328/83-27, 50-390/83-49, 

50—39 1 / 83-38, 50-438/83-30 St 50-439/83-30 on 831107-10, 14-18 
St 1209 St notice of violation. 

O'REILLY* J. P. Region 2, Office of Director. 84/01/16. 

PARRIS, KO, Tennessee Valley Authority. 3pp. 23126:154. 24X 

Fiche: 30-000, 84/06/06, 8406220229. 


* violation from insp on 831107-10, 14-18 S< 1209. 
e of Director. 84/01/16, 4pp. 25126:157. 24X 

/06, 8406220229. 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmit 
Radiation Applicators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (f 
830103). 84/06/07. Consolidated Edison Co. of New York, In< 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406210569 Ack receipt of 840502 response to NRC 840404 1 tr St 84< 
telcon re two points of disagreement w/util previous 
responses to notice of violation in IE Insp Repts 
50-438/83-24 St 50-439/83-24. 

LEWIS, R. C. Region 2, Office of Director. 84/06/07. PARRIS, H. 
Tennessee Valley Authority. 2pp. 25089:086. 24X 

Fiche 50-438, 84/06/07, 8406210569. 


--8406210572 Forwards supplemental response to notice of violatic 
IE Insp Repts 50-438/83-24 8< 50-439/83-24, per NRC 840404 
request to admit Part A. 3 Ss revise schedule for Parts A. 4 
St A 5 re questionable ultrasonic exams. 

KAMI1ER.D, S. Tennessee Valley Authority. 84/05/02. 0'REILL\ 
Region 2, Office of Director. 43pp. 25089:088. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210574 Ack receipt of 831115, 1229 S< 840119 responses to nol 
violation in IE Insp Repts 50-438/83-24 St 50-439/84-24. 

Denial of Violations A. 2, A. 6 St B accepted. Corrective action 
for Violation A. 3 requested in 30 days. 

LEWIS, R. C. Division of Project St Resident Programs. 84/04/C 
PARRIS, H. G. Tennessee Valley Authority. 5pp. 25089:131. c 
Fiche: 50-438, 84/06/07, 8406210569. 


--8406210576 Forwards supplemental info to clarify questions St cc 
raised by NRC Region II inspectors re violations in IE Insp 
Repts 50-438/83-24 St 50-439/83-24. Vi o la t i ons involve 
questionable ultrasonic exams. 

MILLS, L. M. Tennessee Valley Authority. 84/01/19. O'REILLY, 
Region 2. Office of Director. 3pp. 25089: 136 . 24X 

Fiche . 50-438, 84/06/07, 8406210569. 


— 8406210577 Provides supplemental response to notice of violatic 
area of ultrasonic exams in IE Insp Repts 50-438/83-24 St 
50-439/83-24, per 831128 discussion. 

MILLS, L. M. Tennessee Valley Authority. 83/12/29. O'REILLY, 
Region 2, Office of Director. Ip. 25089: 139. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210579 Forwards response to NRC 831017 ltr re violations nc 
in IE Insp Repts 50-433/83-24 St 50-439/83-24. Correc ti ve 
actions : samp 1 e ultrasonic test rept prepared for 
incorporation into Procedure QCP-7. 2. 

MILLS, L. M. Tennessee Valley Authority. 83/11/15. O'REILLY, 
Region 2, Office of Director. 8pp. 25089: 140. 24X 

Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210581 Forwards IE Insp Repts 50-438/83-24 St 50-439/83-24 c 
830906-09 St notice of violation. 

LEWIS, R, C. Division of Project St Resident Programs. 83/10/1 
PARRIS, H. 0. Tennessee Valley Authority. 2pp. 25089:148. 2 
Fiche: 50-438, 84/06/07, 8406210569. 


— 8406210583 Notice of violation from insp on 830906-09. 

* Region 2, Office of Director. 83/10/17. 3pp. 25009:150. 
Fiche. 50-438, 84/06/07, 8406210569. 


— 8406210585 IE Insp Repts 50-438/83-24 St 50-439/83-24 on 830906- 
Violations noted : questionab le ultrasonic exams St action to 
preclude recurrence stated in Nonconformance Rept 2089 not 
completed. 

GIRARD, E. H. Region 2, Office of Director. BLAKE, J. J. Divis 
Engineering St Operational Programs. 83/10/04. 9pp. 25089: 1 
24X Fiche: 50-438,84/06/07, 8406210569. 


8406060336 IE Info Notice 84-44, "Environ Qual if ication Testing c 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 8406C 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406C 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 


D6 13031 5 IE Info Notice 84-47, "Environ Qua I i f i cat i on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/15. Consolidated Edison Co. of New 

fork. Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


36180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Jalves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18 Consolidated Edison Co. of New 

fork, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 8406180353. 


36180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
r ailure. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

fork, Inc. 118pp. 25535:286. 24X Fi che: 50-000, 84/06/18, 8406180360. 


36190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 
For Transport Packages Pursuant to 10CFR50, App B. " Svc list 
s>nc 1. 

JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

Cork, Inc. 63pp. 25535:041. 24X F ic h e : 50-000, 84/06/21 , 84061 90327 


Reportable occurrences, LERs 4c related correspondence 


34240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan 4< Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 

1USELER, W. J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 
34/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X F i c he : 50-000, 84/04/20, 8404240322. 


36190228 Fifth interim deficiency rept re turbine-driven auxiliary 
feedwater pump room temp. Initially reported on 811006. 

Procurement activities incomp lete. Next rept will be 
submitted by 850130. 

MILLS, L. M, Tennessee Valley Authority. 84/04/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25022:358. 24X 

Fiche: 50-438, 84/04/26, 8406190228. 


06190180 Final deficiency rept for Watts Bar 4< first interim 
deficiency rept for Bellefonte re failure of Target Rock 
solenoid valves on post-accident sampling facility to meet 
back pressure requirements. Next rept by 850612. 

HILLS, L. M, Tennessee Valley Authority. 84/04/27. □ 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 24980:347. 24X 

Fiche: 50-000, 84/04/27, 8406190180. 


06190143 Second interim deficiency rept re inadequately implemented 
Linitorque QA program In t ia 1 1 y reported on 831 1 15. Vend or 
responses re proposed corrective actions ac c ep tab 1 e. Ne x t 
rept expected by 840808. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/04/30. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24979:312. 24X 

Fiche: 50-000, 84/04/30, 8406190143. 


06190302 First interim deficiency rept re failure to maintain 
required 1-inch separation of flex condui t. Initial ly 
reported on 840403. Caused by Spec G-40 requirement St 
movable nature of flexible conduit. 

MILLS, L. M. Tennessee Valley Authority. 84/04/30. □ 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24984:334. 24X 

Fiche: 50-438, 84/04/30, 8406190302. 


06190227 Supplemental deficiency rept re defects in reactor 
protection sys St ESF actuation sys modules supplied by 
Bailey Meter Co. Initially reported on 820414. Modules 
returned to Bailey. Also reported per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24989:249. 24X 

Fiche: 50-438, 84/03/01, 8406190227. 


05300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines St design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators. W/o ends. Related correspondence. 

BRITT, L. F. TDI CTransaner i c a Delaval, Inc.) Owners Group. DSB 361. 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

Fiche: 30-000, 84/05/17, 8405300097. 


05300109 For war ds cover ltr transmitting rept on investigation of 
Types AF St AE p iston skirts. W/o end. Related correspondence. 

BRITT, L, F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/03/17. 

BORDENICK, B. H. Hearing Branch 3. 3pp. 24668:202, 24X 

Fiche: 50-000, 84/03/17, 8403300109. 


8406060299 Draft "Ttiveptigat ion of Types AF & AE Piston Skirts," 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/03/31. 
115pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, "Eva 
of Emergency Diesel Generator Crankshafts at Shoreham St 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche. 50-000, B4/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for 
DSRV-4 series diesel g enera t or . W/o encl. Related 
correspondence. 

BRITT, L. F, TDI ( Transamer i c a Delaval, Inc. ) Owners Group. 84 
BORDENICK- B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 84053001 16. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSR 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/1 
60pp. 24663:142. 24X Fi c h e : 50-000, 84/05/ 18, 84053001 16. 


8406110345 Final Deficiency Rept NCR 2879 re overpressurization 
emergency raw cooling water p i p ing . I ni t ia 1 ly reported on 
840301 . Re 1 i ef valve destroyed St pressure gauge snubber 
reworked . 

MILLS, L. M. Tennessee Valley Authority. 84/05/21. O'REILLY, J 
Region 2, Office of Director. 3pp. 24868:089. 24X 

Fiche: 50-438, 84/05/21, 8406110345. 


8406110258 Second interim deficiency rept re defects in pipe cla 
furnished by ITT Gr innel 1 . In i t ia 1 1 y reported on 830406. Clamp 
spacers shortened in accordance w/vendor Procedure PE-425. 

Next rept by 840830. Also reportable under Part 21. 

MILLS, L. M. Tennessee Valley Authority. .84/05/24. O'REILLY, J 
Region 2, Office of Director. 2pp. 24870:357. 24X 

Fiche: 50-438, 84/05/24, 8406110258. 


8406110340 Second interim Deficiency Rept NCR 2784 re incorrect 
connections on E-Max panels. Initially reported on 840131. 
Panels rewired. Next rept will be submitted by 840913. 

Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/25. O'REILLY, J 
Region 2, Office of Director. 2pp. 24866:330. 24X 

Fiche: 50-438, 84/05/25, 8406110340. 


8406110218 Tenth interim deficiency rept re corrosion of carbon 
p iping. Initial ly reported on 801230. Util issued physical 
drawings St insulation S< mode analysis drawings per 
Engineering Change Notice 1457. Next rept expected by 840718. 
MILLS, L. M. Tennessee Valley Authority. 84/05/31. O'REILLY, J 
Region 2, Office of Director. 2pp. 24871:041. 24X 

Fiche: 50-438,84/03/31. 8406U021B. 


B406110274 Twelfth interim deficiency rept re BStW noncons ervat iv 
analysis of neutron flux. Initially reported on 801105. 

Initial rod position St axial offset limits revised. Fina 1 
rept to be provided pending determination of cause. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. O'REILLY, J 
Region 2, Office of Director. Ip. 24871:024. 24X 

Fiche: 50-438, 84/03/31. 8406110274. 


8406110301 Final Deficiency Rept NCR 2317 re deficient Bailey Me 
square root extractor modules for reactor protection sys. 
Initially reported on 831 1 14. Repa ir modules will be 
installed by 850201. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/31. O'REILLY, J 
Region 2, Office of Director. 4pp. 24870:304. 24X 

Fiche: 50-438, 84/03/31, 8406110301. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf, " "Design Review of 
Connecting Rods for TDI DSRV— 4 Series Diesel Generators" it 
"Investigation of Types AF it AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/03/31, 8406110312. 


8406030364 Forwards two proprietary oversize drawings in respons 
BNWL request. Drawings withheld (ref 10CFR2. 790) » per TDI 
Diesel Generator Owners Group 840323 ap pi icat ion. Aperture 
cards are available in Central Files. 

RAY, C. L, TDI (Transatiieri ca Delaval, Inc. ) Owners Group. 84/C 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
24843:213. 24X Fiche: 30-000, 84/06/01, 8406030364. 


8406120337 Notification of 840621 meeting w/TDI Owners Group in 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing, 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311, 24X Fiche: 50-000, 84/ 

8406120537. 
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DOCKETED ITEMS 


■06110349 First interim Deficiency Rept NCR 3102 re use of incorrect 
adaptors on instrumentation lines. Initially reported on 
840510. Investigation expanded to include 1-inch adaptors. 

Next rept will be submitted by 840928. 

MILLS, L. M Tennessee Valley Authority. 84/06/04 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp 24867:239. 24X 

Fiche: 50-438, 84/06/04,8406110349. 


r061 10360 Third interim Deficiency Rept NCR 1894 re deficient welds 
on cable tray supports. In itial ly reported on 820908. Sizes 
of fillet welds identified by Bellefonte Const & required 
rework initiated. Next rept will be submitted by 841130. 

MILLS, L. M. Tennessee Valley Authority. 84/06/04. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24866:295. 24X 

Fiche: 50-438, 84/06/04, 8406110360. 


■06190245 First interim deficiency rept re failure to impact test 
support mat 1 s. Ini tial ly reported on 840509. Investigation 
c ontinu ing . Nex t rept will be submitted by 850617. 

MILLS, L. M. Tennessee Valley Authority 84/06/04. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24989:251. 24X 

Fiche: 50-438, 84/06/04, 8406190245. 


06080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring 6 Termination Qua 1 if i cat i on Review for 
TDI Diesel Generators. " 

RAViC.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/05. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
2485B: 160. 24X Fiche : 50-000, 84/06/05, 8406080174. 


06190188 Supplemental rept for Nonconformance Repts NCR 1183,1203 & 
1563 re deficient fillet we 1 d s. In i t ial 1 y reported on 800507. 
Corrective actions delayed due to inaccessible spent fuel 
area for reworking welds. Next rept expected by 841130. 

MILLS, L. M. Tennessee Valley Authority. 84/06/06. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 24980:349. 24X 

Fiche: 50-438, 84/06/06, 8406190188. 


06150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis, " "Field Test of Emergency Diesel Generator 103 
W/13x 13 Crankshaft" & table of torsional loading due to 
pressure at 1007. load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07, 

8406150114. 


8406150133 "Proposed Torsional & Lateral Critical Speed Ana 1 y s i s : Eng i n e 
Numbers 74010/12 De lava 1-Enterprise Engine Model DSP-48 
3,500 kW/4889 BHP at 450 RPM. ** 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp, 24949:221, 

24X Fiche: 50-000, 84/06/07, 8406150114. 


06190306 Final deficiency rept re corrosion in high pressure fire 
protection sys. Initially reported on 820903. Testing 
established for roof hoses on auxiliary bldg & will be 
performed every 3 yrs. 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24984:351. 24X 

Fiche: 50-438, 84/06/07, 8406190306. 


06130043 Board Notification 84-1 13: forward s TDI Diesel Generator 
Qwners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche : 50-000, 84/06/08, 
B4061 30043. 


06150227 Forwards calculations of plug weld end connec t i on s, fr ic t i on 
welded pushrod «< preexisting longitudinal flaws on diesel 
fuel injection line tubing/ per commitment. Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

3406150227. 


3406150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY, C. L. TDI (Transaner ica Delaval, Inc.) Owners Group. 84/06/04, 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, B4/06/1 1, 

8406150227. 


3406150259 "Fatigue Performance of Plug Weld End Connections, " 
HARRIS. D. 0. Failure Analysis Associates. 84/04/25. 13pp, 

24951:227. 24X Fiche: 50-000, 84/06/1 1 , 8406130227. 


3406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod. " 
SHUSTO, L, Failure Analysis Associates. 84/03/26. 22pp, 

24931:240. 24X Fiche: 50-000, 84/06/11, 8406150227, 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069 024 24X Fic he : 50-000, 84/ 

8406200469. 


8406190083 Revised final deficiency rept re overtorqued conduit 
conduit box support bolts. Initially reported on 840124. 
Followup breakaway torque checking of conduit bolting no 
longer ut i 1 i zed. Item not reportable per 10CFR50. 55 ( e ) . 

MILLS, L. M. Tennessee Valley Authority 84/06/12. O'REILLY, J 
Region 2, Office of Director. 2pp. 24982:077. 24X 

Fiche: 50-438, 84/06/12, 8406190083. 


8406190234 Final Deficiency Rept NCR 1885 re failure of SSD anch 
concrete wa 1 Is. Ini tia 1 1 y reported on 840515. SSD anchors will 
be replaced w/deeply embedded wedge bolts or grouted anchors 
St Procedure BNP-QCP 2.8 revised by 841015. 

MILLS, L. M. Tennessee Valley Authority. 84/06/12. O'REILLY, J 
Region 2, Office of Director. 2pp. 24989:283. 24X 

Fiche- 50-438, 84/06/12, 8406190234. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxilia 
Module Control Wiring & Termination Qua 1 i f i ca t i on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/0, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ; 
24954:268. 24X F i ch e : 50-000, 84/06/ 1 3, 84061 50 1 54. 


8406280300 Supplemental deficiency rept re Lambda power module 
Failures. Initially reported on 801218. Vendor still replacing 
affected power sup p 1 i e s. C omp 1 e t i on expected by 841212. 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. O'REILLY, J, 
Region 2, Office of Director. Ip 25193:134. 24X 

Fiche- 50-438, 84/06/13, 8406280300. 


8406280360 Supplemental deficiency rept re unacceptable pipe bre< 
i nterac t i ons . Initial ly reported on 810127. Work on spray 
shields, drain, pans & deluge valves ong o i ng . Cor r ec t i ve action 
to be completed by 850330 for Unit 1 S: 870330 for Unit 2. 

MILLS, L. M. Tennessee Valley Authority. 84/06/13. O'REILLY, J 
Region 2, Office of Director. Ip. 25193:233. 24X 

Fiche: 50-438, B4/06/13, B4062B0360. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fiche ' 50-000, 84/( 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF St AE Piston Skirts." 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Qwners Group. B4/0<! 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. « 
25115:112. 24 X Fi ch e : 50-000, 84/06/ 14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Perform* 
AF & AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 5! 

25115 114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406280182 Supplemental final Deficiency Rept NCR BH001 re defect 
Pacific Scientific Co shock arrestor capstan spring tang. 
Initially reported on 831013. Defec tive arrestors removed St 
returned to vendor. Also reportable under Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/06/14. O'REILLY, J. 
Region 2, Office of Director. Ip. 25193:276. 24X 

Fiche: 50-438, 84/06/14, 8406280182. 


8406280263 Sixth interim deficiency rept re seismic analysis of 
auxiliary control b 1 dg. In i t i a 1 ly reported on 820226. Div of 
engineering Design Engineering Procedure 3.03 revised, Next 
rept will be submitted by 841019. 

MILLS, L. M, Tennessee Valley Authority. 84/06/14. O'REILLY, J. 
Region 2, Office of Director. 2pp. 25193:247 24X 

Fiche: 50-438, 84/06/14, 8406280263. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochap 
Used on TDI DSRV-12-4 St DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L, TDI (Transamerica Delaval, Inc, ) Owners Group. 84/06 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 2 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


- -8406250323 "Design Review of Elliott Model 65G Turbocharger Use 

HCDti- 1 O-A ft, nCDl/-On-i H i a e a 1 Da r> bt> a +■ nr. Cafe " 


DOCKETED ITEMS 


>230333 F 
dule Con 
,Y. C. L 
:NTON , H R 
119: 209 


orwards "Sup p 1 to Emergency Diesel Generator Auxiliary 
trol Wiring 6 Termination Qua 1 i f i cat i on Rept " 

TDI ( Tran samer i c a Delaval, Inc ) Owners Group. 84/06/15 
Office of flu clear Reactor Regulation, Director 17 D d 
SAX Fiche 50-000. 84/06/15. 8406250333 


-230333 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
cket Water Pump Design Review " 

,Yi C L TDI (Transameri ca Delaval, In 


Owners Group. 84/06/15. 

:NT0N. H R Office of Nuclear Reactor Regulation, Director 
113 OOl 24X Fiche 30-000,84/06/15, 8406230335 


2pp. 


06230342 "Suppl to Emergency Diesel G 
Water Pump Design Review " 

* Stone S- Webster Engineering Corp 
24X Fiche: 30-000. 84/06/13, 8406250335. 


enerator Engine Driven Jacket 
84/06/30. 34p p 25115:003 


230343 Forwards "Evaluation of Emergency Diesel Generator 
an k s h af ts at Midland & San Onofre Nuclear Generating 
• tiom. " 

Y' C. L, TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
NTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
113:169 24X Fiche; 50-000, 84/06/15, 8406230343. 


T. Hearing transcripts on n on-anti trust matters 


8406270259 Board Notification 84-120: forwards transcripts of 8404 
0502 Sc 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT.D G Division of Licensing. 84/06/20. PALLADINO 
Commissioners 54pp 25206: 099. 24X Fi c h e : 50-000, 84/06/20. 

8406220259 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in U 
River , NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406290299 Transcript of 840622 meeting between NRC & consultants 
Owners Group & consultants in Palo Alto, CA re review of 
operability Sc reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fi c h e : 50-000, 84/06/22, 8406290299. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


280336 Final Deficiency Rept NCR 2491 re contact gaps in HFA relays 
t adjusted properly. Initial ly reported on 831013. Per s onnel 
ifcruc ted to make engineering evaluation before performing 
nst mod on Class IE equipment 

LLS, L M. Tennessee Valley Authority 84/06/15. 0 'REILLY, J. P. 

flion 2, Office of Director 2pp 25193: 128. 24X 

Che: 30—438, 84/06/15, 8406280336 


230299 Forwards "Design Review of Connecting Rods of TDI In-Line 
R—4B Emergency Diesel Generators. " 

Y. C L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/18. 
NTON. H R. Office of Nuclear Reactor Regulation, Director. 2pp. 
113.238 24 X Fi che; 50-000, 84/06/10, 8406250299. 


06230349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

23113:240 24X Fi che 50-000, 84/06/18, 8406230299. 


A Application/construction stage documents & correspondence 


8406060189 Forwards Part I of "Piping Design Review," St Part II, t 
St 2 "Piping Design Review, “ final rept. Part I describes 
overall program, consultant observations St generic 
imp 1 icat i ons. Part II is consultant detailed review. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/29. 
YOUNGBLOOD, B J. Licensing Branch 1. Ip. 24738:001. 24X 

Fiche: 50-440. 84/05/29, 8406060189. 


— 8406060191 "Piping Design Review. Part 1." 

* Cleveland Electric Illuminating Co. 84/05/29. 182pp. 

24738:002. 24X Fiche: 50-440, 84/05/29, 8406060189. 


— 8406060193 Vols 1 & 2 of Rev 0, to "Final ReptrPiping Design Rev 
Perry Nuclear Pouer Plant - Un i t 1. " 

WITTIG, T. CYCNA Energy Services. TR-83102-1 ROO. 84/02/27. 
495pp. 24733:184. 24X Fi c he: 50-440, 84/05/29, 8406060189. 


200195 Sixth interim deficiency rept re potentially overstressed 
bedded p late® Initial ly reported on 820412. Civil 
ginecrring branch evaluating results of analysis of 
bedded plat© sample Next rept will be submitted by 850104. 

LLS. L M Tennessee Valley Authority 84/06/18. 0 'REILLY, J. P. 

gion 2. Office of Director. Ip. 23193:280. 24X 

Che. 30-430, 04/06/18, 8406280193. 


200339 Sixth interim deficiency rept re nonconservative calculation 
thod for General Const Spec G-32 violations. Initially 
ported on 820328. Embedded plate sample review results 
dor evaluation, Next rept by 830104, 

LLS, L M Tennessee Valley Authority 84/06/18. O 'REILLY, J. P. 
gion 2, Office of Director. Ip. 25193:130. 24X 

Che, 30-438, 84/06/18, 8406280339. 


200336 Final deficiency rept for Watts Bar Unit 1 St first interim 
pt for Bellefonte re defect in catalyst bed in Comsip.Inc 
drogen analyzers. Existing beds to be removed St replaced, 
so reportable per Part 21. 

LLS, L. M. Tennessee Valley Authority. 84/06/19. 0 'REILLY, J. P. 

gion 2, Office of Director. 3pp. 25193:234. 24X 

che: 30-000, 84/06/19, 0406280336. 


8406060231 Forwards master equipment lists & equipment qualifical 
rept status St schedule list to support 840813 onsite audits 
by SORT St pump St valve operability review team. W/o ends. 
EDELMAN, M R. Cleveland Electric Illuminating Co. 84/05/29. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 24661:076. 24X 

Fiche: 50-440, 84/05/29, 8406060231. 


E. NRC Safety Evaluation Report CSER), suppls St correspondence 


8406060101 Responds to 831214 request for confirmation to implemi 
Licensing Review Croup II proposed solution for Generic 
Issue 4-MEB re LPCI mods. Endorsement of DL Holtzscher 830919 
solution will be reflected in next SSER. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/03/25. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 24658:362. 24X 

Fiche: 50-440, 84/05/25, 8406060101. 


8406080320 Forwards summary of status changes in resolution of 
unresolved safety issues in App C of SER (NUREG— 0887). 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/31. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 24879:104. 24X 

Fiche: 50-440, 84/05/31, 8406080320. 


260331 Forwards "Design Review of Connecting Rod Bearing Shells for 
I Enterprise Engines. " 

Y, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/22. 
T4TQN. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
134:127. 24 X Fiche: 30-000, 84/06/22, 8406260351. 


06260363 "Design Review of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

23134:130. 24X Fich e: 50-000, 84/06/22, 8406260351. 


8406190525 Notification of 840619 meeting w/util in Bethesda, MD 1 
discuss plan of action h schedule for p lant— sp ec if ic 
responses to hydrogen control issue S< staff guidance per 
SER License Condition 5. 

STEFANO. B. J. Licensing Branch 1. 84/06/11. YOUNGBLOOD, B . J. 

Licensing Branch 1. 5pp. 25034:329. 24X Fiche: 50-440. 84/06/: 

8406190525. 


F. Security, medical, emergency & fire protection plans 


270113 Forwards "Design Review of TDI R— 4 St RV-4 Series Emergency 
osel Generator Cylinder Blocks St Liners." 

,Y, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/Z5. 
;NTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
163: 273. 24X Fiche: 30-000, 84/06/25, 8406270115. 


8406010248 Forwards IE Insp Repts 50-440/84-06 St 50-441/84-06 on 
840301— 0430. No noncompliance noted. 

UARNICK, R. F. Region 3, Office of Director. 84/05/18. EDELMAI 
Cleveland Electric Illuminating Co. 2pp. 24754:317. 24X 

Fiche: 50-440, 84/05/18, 8406010248. 


06270136 "Design Review of TDI R-4 St RV-4 Series Emergency Diesel 
Generator Cylinder Blocks St Liners." 

* Failure Analysis Associates. FAAA-84-S-4. 84/06/30. 79pp. 

23163 : 273 . 24X Fiche: oa/n6/25, 8406270115. 


3406010254 IE Insp Repts 50-440/84-06 St 50-441/84-06 on 840301- 
noncompliance noted. Major areas inspected: safety-related 
const activities. IE bulletin actions, herb ic ide usage, 
concrete placement St fire training facilities. 

GILDNER, M. L. , KNOP, R. C. Region 3, Office of Director. 84/0! 
7pp. 24754:319. 24X Fiche- 50-440, 84/05/18, 8406010248. 


0 


DOCKETED ITEMS 


6070289 Reconfirms & updates Region III access authon jation lists 
or admitting NRC personnel to vital areas List effective 
pon receipt 

rXELSON* W L Region 3. Office of Director 84/06/04 FDELMAN, M R 
leveland Electric Illuminating Co 7pp 2474 2 063 24X 

iche. 50-440, 84/06/04,8406070209 


Adjudicatory correspondence 


>6040327 Confirms 840525 telcon ui/PB Bloch granting extension of 
ime until 840611 for applicant to respond to Ohio Citizens 
or Responsible Energy 840514 twelfth set of interrogatories 
e Issue 16 Related correspondence. 

rWIOER, K. A. Shaw, Pittman, Potts & Trowbridge SWIGER,M A 
leveland Electric Illuminating Co DSB 435 84/05/25 BLOCH, P B 

LINE, J.R , BRIGHT, 0.0 Atomic Safety and Licensing Board Panel 
pp. 24802:346. 24X Fi c h e 50-440, 84/05/25, 8406040327 


6040361 Forwards NRC SALP for Oct 1982 - Dec 1983 Related 
orrespondence. 

GODHEAD, C.P. Hearing Branch 4 DSB 415. 84/05/31. KOHL, C N . 

DLES, G. J. , JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel 
4pp. 24802:288. 24X Fi c he : 50-440, 84/05/31 , 8406040361 


6060390 Order requesting parties to provide to ASLAB by 840725 name 
f individual who will present oral argument at 840808 
earing re appeal of Sunflower Alliance from ASLB partial 
nitial decision on QA. Served on 840606 

HQEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 509 
4/06/06. Cleveland Electric Illuminating Co. 2pp 24666,291 
4X Fic he: 50-440, 84/06/06, 8406060390 


- -8405290320 "Duquesne Light Co Annual Kept, 1983 " 

ARTHUR. J M Duquesne tight Co 83/12/31 39pp 24710 094 
Fiche 50 000.84/05/22,8405290307 


— 8405290323 "Cleveland Electric Illuminating Co 1983 Annual Rep 
GINN. R M . WILLIAMS- H 1 , MILLER, R A Cleveland Electric 

III un mating Co 83/12/31 43pp 24710 134 24X 

Fiche SO 000, 84/05/22, 8405290307 


Q Inspection reports, IE Bulletins & correspondence 


8406010291 Forwards response to NRC 840328 Itr re violations not 
IE insp repts Corrective actions DES i> FES reviewed at both 
CP it OL stages «< util committed to ensure spotted turtle not 
affected by const 

EDELMAN, M R Cleveland Electric Illuminating Co 84/04/25 
WARNICK, R F Division of Project & Resident Programs 6p p 
24753:239 24X F i c h e 50-440, 84/04/25, 84060 1029 1 


8406010248 Forwards IE Insp Repts 50-440/84 06 & 50-441/04-06 on 
840301-0430 No noncompliance noted 

WARNICK, R F Region 3, Office of Director 84/05/18. EDELMAI 
Cleveland Electric Illuminating Co 2pp 24754 317 24X 

Fiche: 50-440. 84/05/18, 8406010248 


— 8406010254 IE Insp Repts 50-440/84-06 i> 50-441/84-06 on 840301- 
noncompliance noted Major areas inspected safety-related 
const activities, IE bulletin actions, herbicide usage, 
concrete placement it fire training facilities. 

CILDNER, M L. , KNQP , R C . Region 3, Office of Director. 84/0: 
7pp. 24754:319 24X F i c h e 50-440, 84/05/ 1 B, 84060 10248 


6130224 Answer to Ohio Citizens for Responsible Energy twelfth set 
f interrogator ies to applicant re Issue 16. Certif i cate of 
vc end. Related correspondence. 

ILBERG, J. E Cleveland Electric Illuminating Co SILBERG, J E. 
haw, Pittman, Potts & Trowbridge. DSB 618. 84/06/11 Ohio 

itizens for Responsible Energy 20pp 24919:241 24X 

iche: 50-440. 84/06/1 1, 8406130224. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Conta: 
Spray Sys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/05/25. Consolidated Edison Co. < 

York. Inc 124pp 24861 201 24X F l c h e 50-000, 84/05/25, 84051 


6190152 Further answer to Sunflower Alliance 840214 motion to 
eadmit Issue 2 re financial qual if ications based on US 
ourt of Appeals 840207 d ec i s ion. ASLB should deny motion 
ased on 840612 statement of policy W/Certificate cf Svc. 

ILBERG, J. E. Cleveland Electric Illuminating Co SILBERG, J. E. 
law, Pittman. Potts & Trowbridge. DSB 718. 84/06/15 Atomic 

afety and Licensing Board Panel. 8pp. 24979 296. 24X 

iche: 50-440. 84/06/15, 8406190152. 


S190326 Amended & supplemental answers to Sunflower Alliance first 
sund discovery requests it second set of interrogator ies re 
isue 1 . Certif icate of Svc end. Related correspondence. 

ILBERG, J. E. Cleveland Electric Illuminating Co. SILBERG. J. E. 
taw, Pittman, Potts & Trowbridge. DSB 721. 84/06/15. Atomic 

»f#ty and Licensing Board Panel. 39pp. 25023:018. 24X 

Lche: 50-440, 84/06/15, 8406190326. 


>270137 Response opposing 840615 further answer to Sunflower 
liance motion to readmit Issue 2 re financial 
lalif ication. Svc list end. 

)D©E,T. J. Sunflower Alliance. DSB S96. 84/06/21. 3pp. 

HS9: 330. 24 X Fiche: 50-440, 84/06/21, 8406270137. 


►290098 Brief opposing Commission 840612 financial qualifications 
►licg statement. Statement most be rendered null i void as 
ratement is product of illegal it improper ex parte 
komunication. Certif icate of Svc end. 

ATT, S, L Ohio Citizen* for Responsible Energy. DSB 918. 

►/06/25. 3pp . 25197: 033. 24X Fiche. 50-440 , 84/06/25, 8406290098. 


►290019 Motion for parti eularizat ion of' Issue - 1 re applicant 
tergency evacuation plans. ParticulaTi ration will allow 
rrowing of scope for issue. Certif icate of Syc end, 

LBERG, J E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
aw, Pittman, Potts it Trowbridge. DSB 929. 84/06/26. Atomic 

tfetg and Licensing Board Panel 13pp 25198: 136. 24X 

Che: 50-440, 84/06/26, 8406290019 


inane ial information 


290307 Forwards "Ohio Edison Annual Rept, 1983, " "Toledo Edison Co 
83 Annual Rept," "Duquesne Light Co Annual Rept, 1983" St 
leveland Electric Illuminating Co 1983 Annual Rept. *' 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25 Consolidated Edison Co. c 

York, Inc. 127pp. 24830 103. 24X Fi c h e : 50-000, 84/05/25, 84052 


8405290333 IE Info Notice 84-40, "Emergency Worker Doses " Svc li 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/05/30 Consolidated Edison Co. c 

York. Inc. I22pp. 24879:342. 24X Fi c h e ; 50-000, 84/05/30, 8405S 


8406070040 Forwards request for addl info re containment drywell 
structural it bypass leakage integrity identified during 
const appraisal team Aug-Sept 1983 insp Response requested 
within 5 days of ltr receipt. 

YOUNGBLOOD, B J. Licensing Branch 1 84/05/30. EDELMAN, M, R. 

Cleveland Electric Illuminating Co 7pp, 24852:338. 24X 

Fiche: 50-440, 84/05/30, 0406070040. 


8406040361 Forwards NRC SALP for Oct 1982 - Dec 1983. Related 
correspondence. 

WOODHEAD, C. P. Hearing Branch 4. DSB 415, 84/05/31 KOHL, C. h 

EDLES, 0. J. , JOHNSON, W. R, Atomic Safety and Licensing Appeal Pa 
34pp. 24802:288. 24X Fi ch e ; 50-440, 84/05/31 , 8406040361 . 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list 
JORDAN, E. L Division of Emergency Preparedness 8s Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/01, 84060 


8406050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Com 
Revalidation Insp Rept," addressing over 76% of insp plan, 
per 840321 meeting 8« 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director. 2pp, 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8406150215 Forwards IE Insp Repts 50-440/84-10 tk 50-441/84-10 on 
840510-11. No noncompliance noted. 

LITTLE, W. S. Region 3, Office of Director, 8-4/06/01. EDELMAN, 
Cleveland Electric Illuminating Co. 2pp. 24949:191. 24X 

Fiche: 50-440, R4/OA/Q1. fiAOAl 5021 5 


DOCKETED ITEMS 


6070239 Reconfirms St updates Region III access authorization lists 
or admitting NRC personnel to vital areas. List effective 
pon receipt. 

KELSON* W. L. Region 3, Office of Director. 84/06/04 EDELMAN, K. R. 
leveland Electric Illuminating Co. 7pp. 24742:063. 24X 

iche: 50-440, 04/06/04* 8406070289. 


6050012 IE Info Notice 84-42* "Equipment Ava i 1 ab i 1 i ty for Conditions 
uring Outages Not Covered by Tech Specs. " Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

or k, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 8406050012. 


6050350 IE Info Notice 84-43* "Storage & Handling of Qpthalmic 3eta 
adiation Applicators. " Svc list encl. 

*ACE, J. N. Division of QA* Safeguards St Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fi c he : 50-000* 84/06/07, 8406050350. 


6060336 IE Info Notice 84-44, "Environ Qualification Testing of 
ackbestos Cables." Svc list encl. 

3RDAN, E. L. Division of Emergency Preparedness St Engineering 
‘sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

irk, Inc. 120pp. 25049:273. 24X Fic he: 50-000* 84/06/08* 8406060336. 


>180362 Responds to Generic Ltr 84—11 re insps of BWR stainless 
reel p ip ing. Measures implemented to reduce suscep tib i 1 i ty 
i IGSCC per util 810702 ltr. 

)ELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/08. 
[SENHUT, D. G. Division of Licensing. 2pp. 24965:346. 24X 

Lche: 50-440* 84/06/08, 8406180362. 


>080176 IE Info Notice 84-45, "Reversed Differential Pressure 
istrument Sensing Lines. " Svc list encl. 

3RDAN, E. L. Division of Emergency Preparedness & Engineering 
ssponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

irk, Inc. 123pp. 25049:001. 24X Fic h e : 50-000, 84/06/ 1 1 , 84060801 76. 


>080173 IE Info Notice 84-46, "Circuit Breaker Position 
irification. " Svc list encl. 

JRDAN, E. L. Division of Emergency Preparedness it Engineering 
isponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

irk, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


>130315 IE Info Notice 84-47, "Environ Qua lif ication Tests of 
ectrical Terminal Blocks. " Svc list encl. 

IRDAN* E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

irk, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406 13031 5. 


>180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Ives. " Svc list encl. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

irk, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 84061B0353. 


il80360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
ilure. " Svc list encl. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

rk, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


>190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 

r Transport Packages Pursuant to 10CFR50, App B. “ Svc list 

cl. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

rk, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


eportable occurrences, LERs it related correspondence 


240322 Forwards "Evaluation of Emergency Diesel Generator 
ankshafts at Shoreham it Grand Gulf Nuclear Power 
ations, " on behalf of TDI Diesel Generator Owners Group. 

SELER, W. J, TDI (Transamer ica Delaval, Inc.) Owners Group. 
/04/20. DENTON. H. R, Office of Nuclear Reactor Regulation, 
rector. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20, 8404240322. 


300097 Forwards cover ltrs transmitting evaluation of cylinder 
ads of TDI Series R-4 diesel engines design review of 
liott Model 900 turbocharger used on TDI diesel 

nerafeors. U/o «n r 1 s Rol at-oH rnT'r«5nnnri»nra 


— 8406060299 Draft "Investigation of Types AF it AE Piston Skirts. 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31 
115pp. 24668:206. 24X Fi c h e : 50-000, 84/05/ 1 7, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, "Eval 
of Emergency Diesel Generator Crankshafts at Shoreham & 

Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDEN I CK, B . M. 

- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for 
DSRV-4 series diesel generator W/o encl. Related 
correspondence. 

BRITT, L. F. TDI ( Transamer i ca Delaval, Inc.) Owners Group. 84/ 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 8405300116. 


— 8406060306 Draft "Design Review of Connecting Rods for TDI DSRV 
Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15 
60pp. 24668:142. 24X Fic he: 50-000, 84/05/18, 84053001 16. 


8406010313 Supplemental Part 21 rept re possible insulation damag 
electrical cables mfg by Rockbestos Co. Initially reported on 
84051 1 . Certa in reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 


8406050387 Interim Deficiency Rept CRDC 92(84)1 re flexible coupl 
drive hubs supplied by TDI.Insp in progress to determine 
applicability to four standby diesel generator units. Final 
rept expected by 840731. 

EDLEMAN, M. R. Cleveland Electric Illuminating Co. 84/05/24. 
KEPPLER, J. G. Region 3, Office of Director. Ip. 24804:357. 2- 
Fiche: 50-440, 84/05/24, 8406050387. 


8406050411 Interim Deficiency Rept CRDC 104(84)1 re single failuri 
criteria in MSIV circuitry. Initially reported on 840424. 

Event under investigation by OE. Next rept will be submitted 
by 840713. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/05/24. 
KEPPLER, J. G. Region 3, Office of Director. Ip. 24842:190. 2* 
Fiche: 50-440, 84/05/24, 8406050411. 


8406080155 Interim Deficiency Rept CRDC 105 (84)1 re drywell equif 
hatch covers supplied by Newport News Industrial Corp. 

Initially reported on 840504. Vendor performing evaluation of 
welds on subj covers. Next rept expected by 840831. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/31. 
KEPPLER, J. O. Region 3, Office of Director. 2pp. 24859:154. £ 
Fiche: 50-440, 84/05/31, 8406080155. 


8406080169 Final Deficiency Rept CRDC 74(83)1 re evaluation of P7S 
porous concrete pipes it ueepholes. Initially reported on 
830603. Structural analysis performed by Gilbert Assoc. 

New design condition documented in FSAR Amend 13. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/03/31. 
KEPPLER, J. O. Region 3, Office of Director. 3pp. 24859:124. i 
Fiche: 50-440, 84/05/31, 8406080169. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf, " "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" & 
"Investigation of Types AF St AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co, 84/05/31. BDRDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 84061 10312, 


8406050364 Forwards two proprietary oversize drawings in response 
BNUIL request. Drawings withheld (ref 10CFR2 .790) , per TDI 
Diesel Generator Owners Group 840323 application. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (fransamtriic# Delav#l, Inc. ) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
24845:213. 24X Fi ch e: 50-000, 84/06/01, 8406050364. 


8406120537 Notification of 84'0621 meeting w/TDI Owners Group in Ua 
Rivqr, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 
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DOCKETED ITEMS 


1061 501 1 4 Forwards "Proposed Torsional it Lateral Critical Speed 
Analysis* *' "Field Test of Emergency Diesel Generator 103 
W/13x 13 Crankshaft" it table of torsional loading due to 
pressure at 100*/. load. 

BRITT, L. F. Long Island Lighting Co 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216 24X Fiche: 50-000, 84/06/07, 

8406150114. 


•8406150133 "Proposed Torsional it Lateral Critical Speed Ana 1 y s i s : Eng i ne 
Numbers 74010/12 De lava 1-Enterpr i se Engine Model DSP-48 
3, 500 kW/4889 BKP at 450 RPM. " 

YANG, R. Transamerica Delaval* Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000, 84/06/07, 8406150114. 


>06130043 Board Notification 84-113: forwards TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 
8406130043. 


06210214 Interim Deficiency Rept CROC 108(84)1 re nine 480-volt ac 
circuit breakers supplied by Brown Boveri Electric. 

Nonconformance Repts NDS 0045 it NDS 0046 issued. Final rept 
will be sent by 840907. Also reported per Part 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/08. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25058:135. 24X 

Fiche: 50-440, 84/06/08, 8406210214. 


06210228 Final Deficiency Rept CROC 107(84)1 re lack of rear bracing 
panels in two Class IE 125-volt dc motor control ctrs 
supplied by Eaton Corp. Nonconformance Repts OQC 823 it 
OGC 824 issued. Eaton Corp supplied rework procedure. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/08. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25058:011. 24X 

Fiche: 50-440, 84/06/08, 8406210228. 


06150227 Forwards calculations of plug weld end connections, friction 
welded pushrod it preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commitment. Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BQRDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000. 84/06/1 1, 

8406150227. 


B406150238 Forwards calculations requested by BNWL re push rods it 
fuel oil injection tubing. 

RAY.C.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/04. 

BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

8406150227. 


B406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


3406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod." 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fiche: 50-000, 84/06/1 1, 8406150227. 


J6200469 Notification of 840615 meeting w/TDI Owners Group in 
Jading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

1ILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 

)ivi s ion of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, 84/06/11, 

3406200469. 


>6150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 i f icati on Review for 
'DI Diesel Generators. " 

tAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/13. 
>ENTQN, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
£4954:268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


>6220247 Final Deficiency Rept CRDC 89(84)3 for Unit 1 re operator 
tern keys for motor operated valves supplied by Borg-Warner. 
nitially reported on 840111. Three Unit 1 valves repaired. 

Status of Unit 2 valves indeterminate. 

:DELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/14. 

.EPPLER, J. G. Region 3, Office of Director. 2pp. 25081:203. 24X 

iche: 50-440,84/06/14, 8406220247. 


6230041 Notification of 840622 meeting w/TDI Owners Group in 
alo Alto, CA to discuss open issues on Fa A A component design 


— 8406250348 "Influence of Thermal Distortion on Fatigue Perform. 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 5: 

25115:114. 24X Fi c h e : 50-000, 84/06/ 1 4, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochai 
Used on TDI DSRV-12-4 St DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY.C.L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/0( 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 1 
25118:001. 24 X F i c h e : 50-000, 84/06/ 1 5, 8406250313. 


— 8406250323 "Design Revieu of Elliott Model 65G Turbocharger Us« 
DSRV-12-4 it DSRV-2C-4 Emergency Diesel Generator Sets. " 

■* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 51 

25118:003. 24X Fiche: 50-000, 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator AuxiliaT 
Module Control Wiring it Termination Qua 1 i f i ca t i on Rept. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/0<! 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 1 
25119:209. 24X Fiche: 50-000, 84/06/15, 8406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Generator Engine I 
Jacket Water Pump Design Review. " 

RAY.C.L. TDI (Transamer i ca Delaval, Inc. > Owners Group. 84/0<J 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Z 
25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator Engine Driven v 
Water Pump Design Review. " 

* Stone it. Webster Engineering Corp. 94/06/30. 34pp. 25112 

24X Fiche: 50-000, 84/06/15, 8406230335. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland it San Onofre Nuclear Generating 
Stations. " 

RAY.C.L. TDI (Transamer i ca Delaval. Inc ) Owners Croup. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115: 169. 24X Fiche: 30-000, 84/06/13, 8406230343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In-L 
DSR-48 Emergency Diesel Generators. " 

RAY.C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


— 8406250349 "Design Review of Connecting Rods of TDI In-Line DSR 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48 

25115:240. 24X Fi c h e : 30-000, 84/06/18, 8406250299. 


8406290075 Final Deficiency Rept CRDC 103(84)1 re HPCS diesel gen 
override lockout not provided in design. Item not reportable 
per 10CFR50. 55(e). 

EDELMAN, M. R, Cleveland Electric Illuminating Co. 84/06/20. 
KEPPLER, J. G. Region 3, Office of Director. 2pp. 25198:116. 
Fiche: 50-440, 84/06/20, 8406290075. 


8406260351 Forwards "Design Review of Connecting Rod Bearing Shel 
TDI Enterprise Engines. " 

RAY.C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25154: 127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


--8406260363 "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51 p 

25154:130. 24X Fi c h e : 50-000, 84/06/22, 8406260331 . 


8406270115 Forwards "Design Review of TDI R-4 it RV-4 Series Emerg 
Diesel Generator Cylinder Blocks tfe Liners. " 

RAY.C.L, TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25163:273. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


8406270136 "Design Review of TDI R-4 St RV-4 Series Emergency Di 
Generator Cylinder Blocks it Liners." 

* Failure Analysis Associates. FAAA-84-3— 4. 84/06/30. 79p 

25163 : 275. 24X Fiche: 50-000, 84/06/25, 84062701 1 5. 


3406290349 Transcript of 840524 meeting w/TD I Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50—000, 84/06/20, 8406220259. 


36290299 Transcript of 840622 meeting between NRC b consultants b TDI 
Owners Group & consultants in Palo Alto, CA re review of 
operability b reliability of TDI engine. Pp 1-295. Supp or t in g 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp 

£5204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


Operator Examinations 


36120243 Responds to 840517 ltr. Training b previous experience 
requirements for licensing c larified . Proposed combination 
of observation b simulation training sat isfac tor y . Prop o sed 
training on actual sys design acceptable. 

TALKER, R. D. Region 3, Office of Director. 84/06/07. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 24894:332. 24X 

- iche: 50-440, 84/06/07, 8406120243. 


3406120246 Responds to Generic Ltr 84-10, "Administration of Operating 
Tests Prior to Initial Criticality." Requirements will be 
met by completing cold license training program as specified 
in FSAR. Operator exams requested in Dec 1984 b. Mar 1985. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/17. 
MCMILLAN, J. I Region 3, Office of Director. 2pp. 24894:334. 24X 

Fiche: 50-440, 84/06/07, 8406120243. 


CKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


Application/construction stage documents Si correspondence 


06060189 Forwards Part I of "Piping Design Review," b Part II,Vols 1 
b 2 "Piping Design Revieu, " final rept. Part I describes 
overall program, consultant observations b generic 
imp 1 icati ons. Part II is consultant detailed review. 

EDEI MAN, M. R. Cleveland Electric Illuminating Co. 84/05/29. 
YOUNGBLOOD, B J. Licensing Branch 1. Ip. 24738:001. 24X 

Fiche: 50-440, 84/05/29, 8406060189. 


06060231 Forward® master equipment lists b equipment qua 1 i f i cat ion 
rept status b schedule list to support 840813 onsite audits 
by SORT b. pump b valve operability review team. W/o ends. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/29. 
YOUNOBLQOD, B. J. Licensing Branch 1. 2pp. 24661:076. 24X 

Fiche: 50-440, 84/05/29, 8406060231. 


NRC Safety Evaluation Report (SER), suppls St correspondence 


06060101 Responds to 831214 request for confirmation to implement 
Licensing Review Group II proposed solution for Generic 
Issue 4-MEB re LPCI mo d s. End or semen t of DL Holtzscher 830919 
solution will be reflected in next SSER. 

EDEI MAN, M. R. Cleveland Electric Illuminating Co. 84/05/25. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 24658:362. 24X 

Fiche: 50-440, 84/05/25, 8406060101. 


t060S0320 Forwards summary of status changes in resolution of 
unresolved safety issues in App C of SER (NUREG-0887) . 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/31. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 24879:104. 24X 

Fiche: 50-440, 84/05/31, 8406080320. 


106190525 Notification of 840619 meeting w/util in Bethesda,MD to 
discuss plan of action b schedule for plant-specific 
responses to hydrogen control issue b staff guidance per 
SER License Condition 5. 

STEFANO, B. J. Licensing Branch 1. 84/06/11. YOUNGBLOOD, B. J. 

Licensing Branch 1. 5pp. 25034:329. 24X Fiche: 50-440, 84/06/11, 

8406190525. 


Security, medical, emergency b fire protection plans 


8406070239 Reconfirms b updates Region III access authorization li 
for admitting NRC personnel to vital areas List effective 
upon receipt. 

AXELSON, W. L Region 3, Office of Director. 84/06/04. EDELMAN, I 
Cleveland Electric Illuminating Co. 7pp. 24742:063. 24X 

Fiche: 50-440, 84/06/04, 8406070289. 


0. Adjudicatory correspondence 


8406040327 Confirms 840525 telcon w/PB Bloch granting extension of 
time until 840611 for applicant to respond to Ohio Citizens 
for Responsible Energy 840514 twelfth set of interrogator i es 
re Issue 16. Related correspondence. 

SWIGER, M. A. Shaw, Pittman, Potts & Trowbridge. SWIGER, M. A. 
Cleveland Electric Illuminating Co. DSB 435. 84/05/25- BLOCH, I 

KLINE, J. R. , BRIGHT, G. 0. Atomic Safety and Licensing Board Panel 
3pp. 24802:346. 24X Fiche: 50-440, 84/05/25, 8406040327. 


8406040361 Forwards NRC SALP for Oct 1982 - Dec 1983. Related 
correspondence. 

WOODHEAD, C. P. Hearing Branch 4. DSB 415. 84/05/31. KOHL, C. N. 

EDLES, G. J. , JOHNSON, W. R. Atomic Safety and Licensing Appeal Pan 
34pp. 24802:288. 24X Fi che : 50-440, 84/05/31, 8406040361 . 


8406060390 Order requesting parties to provide to ASLAB by 840725 
of individual who will present oral argument at 840808 
hearing re appeal of Sunflower Alliance from ASLB partial 
initial decision on GA. Served on 840606. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 5 
84/06/06. Cleveland Electric Illuminating Co. 2pp. 24666:29 
24X Fiche: 50-440, 84/06/06, 8406060390. 


8406130224 Answer to Ohio Citizens for Responsible Energy twelfth 
of interr ogator ies to applicant re Issue 16. Certificate of 
Svc end. Related correspondence. 

SILBERG, J.E Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts b Trowbridge. DSB 618. 84/06/11. Ohio 

Citizens for Responsible Energy. 20pp. 24919:241. 24X 

Fiche: 50-440, 84/06/11, 8406130224. 


8406190152 Further answer to Sunflower Alliance 840214 motion to 
readmit Issue 2 re financial qual if ications based on US 
Court of Appeals 840207 d ec i s ion. ASLB should deny motion 
based on 840612 statement of policy. W/Certif icate of Svc. 

SILBERG, J. E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts b. Trowbridge. DSB 718. 84/06/15. Atomi 

Safety and Licensing Board Panel. 8pp. 24979:296. 24X 

Fiche: 50-440, 84/06/15, 8406190152. 


8406190326 Amended b supplemental answers to Sunflower Alliance fi 
round discovery requests 8c second set of interrogatories re 
Issue 1 . Certificate of Svc end. Related correspondence. 

SILBERG, J. E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts b Trowbridge. DSB 721. 84/06/15. Atomi 

Safety and Licensing Board Panel. 39pp. 25023:018. 24X 

Fiche: 50-440, 84/06/15, 8406190326. 


8406270137 Response opposing 840615 further answer to Sunflower 
Alliance motion to readmit Issue 2 re financial 
qualification. Svc list end. 

LODGE, T. J. Sunflower Alliance. DSB 896. 84/06/21. 3pp. 

25159:330. 24X Fiche: 50-440, 84/06/21, 8406270137. 

8406290098 Brief opposing Commission 840612 financial qualificatic 
policy statement. Statement must be rendered null Sc void as 
statement is product of illegal Sc improper ex parte 
communication. Certificate of Svc end. 

HIATT, S. L. Ohio Citizens for Responsible Energy. DSB 918. 
84/06/25. 3pp. 25197:033 24X Fiche: 50-440, 84/06/25, 84062900‘i 


8406290019 Motion for particularization of Issue 1 re applicant 
emergency evacuation plans. Particularization will allow 
narrowing of scope for issue. Certificate of Svc end. 

SILBERO, J. E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts Sc Trowbridge. DSB 929. 84/06/26. Atom 

Safety and Licensing Board Panel. 13pp. 25198:136. 24X 

Fiche: 50-440,84/06/26, 8406290019. 


106010248 Forwards IE Insp Repts 50-440/84-06 S< 50-441/84-06 on 
840301-0430. No noncompl iance noted. M o 

WARWICK, R. F. Region 3, Office of Director. 84/05/18. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 24754:317. 24X 

Fiche: 50-440, 84/05/18, 8406010248. 


-8406010254 IE Insp Repts 50-440/84-06 Sc 50-441/84-06 on 840301-0430. No 
noncompliance noted. Major areas inspected : safety-related 
const activities, IE bulletin actions, herb ic ide usage, 
concrete placement S< fire training facilities. 

GILONER, M. L. Region 3, Office of Director, 84/05/18. 7pp. 
24734:319. 24X Fic h e : 50-440, 84/03/18' 8406010248. 


Financial information 


405290307 Forwards "Ohio Edison Annual Rept, 1983, " "Toledo Edisoi 
1983 Annual Rept," "Duijuesne Light Co Annual Rept, 1983“ Sc 
"Cleveland Electric Illuminating Co 1983 Annual Rept. 

WOOLEVER, E. J. Duquesne Light Co. 84/05/22. R * 54 ! f * 1 

Nuclear Reactor Regulation, Director. 2pp. 24691:078. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


— 8405290310 "Ohio Edison Annual Rept, 1983. “ 

ROGERS, Jv T. Ohio Edison Co. 83/12/31. 44pp. 

Fi<-h«- *0-000. 84/05/22, 8405290307. 


24710: 026. 


DOCKETED ITEMS 


i 


405290320 "Duquesne Light Co Annual Rept, 1983. " 

ARTHUR, J. M. Duquesne Light Co. 83/12/31. 39pp. 24710:094. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


405290323 "Cleveland Electric Illuminating Co 1983 Annual Rept.” 
GINN, R.M. , WILLIAMS, H. L. , MILLER, R. A. Cleveland Electric 
Illuminating Co. 83/12/31. 43pp. 24710:134. 24X 

Fiche: 50-000, 84/05/22, 8405290307. 


Inspection reports, IE Bulletins & correspondence 


6010291 Forwards response to NRC 840328 ltr re violations noted in 
E insp repts. Corrective actions: DES & FES reviewed at both 
R li OL stages & util committed to ensure spotted turtle not 
ffected by const. 

DELMAN, M. R. Cleveland Electric Illuminating Co. 84/04/25. 

ARNICK, R. F. Division of Project & Resident Programs. 6pp. 
4753:239. 24X Fiche: 50-440, 84/04/25, 8406010291 . 


6010248 Forwards IE Insp Repts 50-440/84-06 & 50-441/84-06 on 
40301-0430. No noncompliance noted. 

ARNICK, R. F. Region 3, Office of Director. 84/05/18. EDELMAN, M. R. 
leveland Electric Illuminating Co. 2pp. 24754:317. 24X 

iche: 50-440, 84/05/18, 8406010248. 


406010254 IE Insp Repts 50-440/84-06 St 50-441/84-06 on 840301-0430. No 
noncompliance noted. Major areas inspected : safety— i .,1a ted 
const activities, IE bulletin actions, herb icide usage, 
concrete placement & fire training facilities. 

GILDNER, M. L. , KNOP, R. C. Region 3, Office of Director. 84/05/18. 

7pp. 24754:319. 24X Fi c h e : 50-440, 84/05/ 18, 8406010248. 


3230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

3RDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ark, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 84052303 1 9. 


3240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility." Svc list end. 

DRDAN, E L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

prk, Inc. 127pp. 24830:103. 24X Fi c h e : 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
id. 

DRDAN, E. L. Division of Emergency Prepared ness %>. Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

jrk, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


i070040 Forwards request for addl info re containment dry well wall 
:ructural St bypass leakage integrity identified during 
inst appraisal team Aug-Sept 1983 insp. Response requested 
Lthin 5 days of ltr receipt. 

DUNGBLOOD, B. U. Licensing Branch 1. 84/05/30. EDELMAN, M. R. 

Leveland Electric Illuminating Co. 7pp, 24852:338. 24X 

Lche: 50-440, 84/05/30, 8406070040. 


>040361 Forwards NRC SALP for Oct 1982 - Dec 1983. Related 
>rresp ondence. 

JQDHEAD, C.P. Hearing Branch 4. DSB 415. 84/05/31. KOHL, C. N. 

:omic Safety and Licensing Appeal Panel. 34pp. 24802:288. 24X 

.che: 50-440, 84/05/31, 8406040361. 


>010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
IRDAN, E. L. Division of Emergency Preparedness S< Engineering 
isponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

irk, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


>050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
validation Insp Rept," addressing over 767. of insp plan, 
r 840321 meeting 8t 840405 ltr. TDI diesel generators at 
itawba will provide reliable source of backup power. 

ICKER.H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
clear Reactor Regulation, Director. 2pp, 24843:079. 24X 

che: 50-000, 84/06/01, 8406050368. 


150215 Forwards IE Insp Repts 50-440/84-10 & 50-441/84-10 on 
0510-11. No noncompliance noted. 

TTLE, W. S. Region 3, Office of Director. 84/06/01. EDELMAN, R. 
eveland Electric Illuminating Co. 2pp. 24949: 191. 24X 

che: 50-440, 84/06/01, 8406150215. 


8406070289 Reconfirms & updates Region III access authorization 1 
for admitting NRC personnel to vital areas. List effective 
upon receipt 

AXELSQN, W. L. Region 3, Office of Director. 84/06/04. EDELMAN 
Cleveland Electric Illuminating Co. 7pp. 24742:063. 24X 

Fiche: 50-440, 84/06/04, 8406070289. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cond 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. o 

York, Inc 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 84060 


8406050350 IE Info Notice 84-43, "Storage b. Handling of Qpthalmic 
Radiation Applicators. " Svc list encl. 

CRACE, J. N. Division of QA, Safeguards V. Inspection Programs (P 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 if i cation Testing o 
Rockbestos Cables. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 84060 


8406180362 Responds to Generic Ltr 84-11 re insps of BWR stainles 
steel p iping . Measures implemented to reduce susceptibility 
to IGSCC per util 810702 ltr. 

EDELMAN, M R. Cleveland Electric Illuminating Co. 84/06/08. 
EISENHUT , D. G. Division of Licensing. 2pp. 24965:346. 24X 

Fiche: 50-440, 84/06/08, 8406180362. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 84060 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. o 

York, Inc. 122pp. 25049:033. 24X Fi ch e : 50-000, 84/06/ 1 5, 84061 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 18, 04061 


8406180360 IE Info Notice 84—49, "IGSCC Leading to Steam Qenerato 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25535:286. 24X Fi ch e : 50-000, 84/06/ 18, 8406H 


8406190327 IE Info Notice 84-50, "Clar if i cat i on of Scope of QA Pr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103), 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 25535:041. 24X F ic h e : 50-000, 84/06/21 , 840&19i 


S. Reportable occurrences, LERs & related correspondence 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 
MUSELER,W. J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 2pp, 24182:236. 24X Fiche : 50-000, 84/04/20, 84042403! 


8405300097 Forwards cover ltrs transmitting evaluation of cylinde' 
heads of TDI Series R-4 diesel engines & design review of 
Elliott Model 900 turbocharger used on TDI diesel 
generators, W/o enc 1 s. Re la ted correspondence, 

BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Qrnua DSB 


DOCKETED ITEMS 


406060299 Draft "Investigation of Types AF & AE Piston Skirts. '* 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 
115pp. 24668:206. 24X Fi c h e : 50-000, 84/05/ 1 7, 8405300 109 . 


6060004 Advises that TDI Owners Group 840516 ltr it rept, "Evaluation 
f Emergency Diesel Generator Crankshafts at Shoreham it 
rand Oulf Nuclear Power Stations" issued per commitments, 
istribution list end. 

RITT.L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24662:001. 24X 

iche: 50-000, 84/05/17, 8406060004. 


5300116 Forwards rept on design review of connecting rods for TDI 
3RV-4 series diesel generator. W/o encl. Related 
arresp ondence. 

RITT,L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/18. 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

iche: 50-000, 84/05/18, 8405300116. 


406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

■* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142, 24X Fiche: 50-000, 84/05/18, 84053001 16. 


>010313 Supplemental Part 21 rept re possible insulation damage to 
Lectrical cables mfg by Rockbestos Co. Initially reported on 
40511. Certain reels on production records not shipped or 
lipped on non-Class IE purchase orders. 

[TTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
Pfice of Inspection and Enforcement. 5pp. 24756:349. 24X 

Iche: 50-000,84/05/22, 8406010313. 


[>050387 Interim Deficiency Rept CRDC 92(84)1 re flexible coupling 
'ive hubs supplied by TDI. Insp in progress to determine 
jplicability to four standby diesel generator units. Final 
spt expected by 840731. 

3LEMAN, M. R. Cleveland Electric Illuminating Co. 84/05/24. 

ZPPLER , J. G. Region 3, Office of Director. Ip. 24804:3 5 7. 24X 

Iche: 50-440, 84/05/24, 8406050387. 


b05041 1 Interim Deficiency Rept CRDC 104(84)3 re single failure 
'iteria in MSIV circuitry. Initially reported on 840424. 

✓ent under investigation by GE. Next rept will be submitted 
i 840713. 

JELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/24. 

EPPLER, J. G. Region 3, Office of Director. Ip. 24842:190. 24X 

Lche: 50-440, 84/05/24, 8406050411. 


b0B0155 Interim Deficiency Rept CRDC 105 (84)3 re drywell equipment 
stch covers supplied by Newport News Industrial Corp. 
litially reported on 0<IO5O4. Vendor performing evaluation of 
slds on subj covers. Next rept expected by 840831. 

3ELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/31. 

EPPLERt J. G. Region 3, Office of Director. 2pp. 24859:154. 24X 

Lche: 50-440, 84/05/31, 8406080155. 


3080169 Final Deficiency Rept CRDC 74(83)3 re evaluation of P72 sys 
irout concrete pipes it weepholes. Initially reported on 
30603. Structural analysis performed by Gilbert Assoc. 
bw design condition documented in FSAR Amend 13. 

3ELMAN, M. R. Cleveland Electric Illuminating Co. 84/05/31. 

EPPLER, J. G. Region 3, Office of Director. 3pp. 24859:124. 24X 

Lche: 50-440, 84/05/31, 8406080169. 


3110312 Forwards "Evaluation of Emergency Diesel Generator 
rankshafts at Shoreham it Grand Gulf, " "Design Review of 
□ nnecting Rods for TDI DBRV-4 Series Diesel Generators" it 
Investigation of Types AF it AE Piston Skirts, " final repts. 

RITT, L. F. Long Island Lighting Co, 84/05/31. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24866:001. 24X 

iche: 50-000,84/05/31, 8406110312. 


3050364 Forwards two proprietary oversize drawings in response to 
NWL request. Drawings withheld (ref 10CFR2. 790) , per TDI 
iesel Generator Owners Group 840323 app 1 ication. Aperture 
ards are available in Central Files. 

AY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/01. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
4845: 213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


3120537 Notification of 840621 meeting w/TDI Owners Group in leading 
iver, NY to discuss progress of TDI Owners Group plan to 
ualify diesel generators. 

ILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 


8406150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" it table of torsional loading due to 
pressure at 1007. load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fiche: 50-000. 84/06/07, 

8406150114, 


— 8406150133 "Proposed Torsional it Lateral Critical Speed Analysis 
Numbers 74010/12 Delava 1-Enterpr ise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:25 
24X Fiche: 50-000, 84/06/07, 8406150114. 


8406130043 Board Notification 84-1 13: forwards TDI Diesel Generatoi 
Owners Group repts for review. 

EISENHUT , D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners, 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 

8406130043. 


8406210214 Interim Deficiency Rept CRDC 108(84)3 re nine 480-volt 
circuit breakers supplied by Brown Boveri Electric. 
Nonconformance Repts NDS 0045 3k NDS 0046 issued. Final rept 
will be sent by 840907. Also reported per Part 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/08. 
KEPPLER, J. G. Region 3, Office of Director. 2pp. 25058:135. Z 

Fiche: 50-440, 84/06/08, 8406210214. 


8406210228 Final Deficiency Rept CRDC 107(84)3 re lack of rear brj 
panels in two Class IE 125-volt dc motor control ctrs 
supplied by Eaton Corp. Nonconformance Repts OGC 823 it 
OQC 824 issued. Eaton Corp supplied rework procedure. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/08. 
KEPPLER, J. G. Region 3, Office of Director. 2pp. 25058:011. Z 

Fiche: 50-440, 84/06/08, 8406210228. 


8406150227 Forwards calculations of plug weld end connect ions, fri< 
welded pushrod it preexisting longitudinal flaws on diesel 
fuel injection line tubing, per c ommi tment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

8406150227. 


— 8406150238 Forwards calculations requested by BNWL re push rods 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/( 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

8406150227. 


— 8406150259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi c h e : 50-000, 84/06/1 1 , 8406150227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded P» 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fiche: 50-000, 84/06/11, 8406150227. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S3kW. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, 84/0< 

8406200469, 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiiian 
Module Control Wiring It Termination Qualification Review for 
TDI Diesel Generators. " 

RAY, C. L, TDI (Transamerica Delaval, Inc.) Owners Group. 84/06. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 2| 
24954:268, 24X Fiche: 50-000, 84/06/13, 8406150154. 


8406220247 Final Deficiency Rept CRDC 89(84)3 for Unit 1 re opera 
stem keys for motor operated valves supplied by Borg-Warner. 
Initially reported on 840111. Three Unit 1 valves repaired. 
Status of Unit 2 valves indeterminate. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/14. 
KEPPLER, J. G. Region 3, Office of Director. 2pp. 25081:203. 
Fiche: 50-440, 84/06/14, 8406220247. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto, CA to discuss open issues on Fa A A component design 
repts, 

MTI I PP . M A n-iviftion Lirfinsina. 04/06/14. BERLINGER* C . H. 


6 


DOCKETED ITEMS 


3406250348 "Influence of Thermal Distortion on Fatigue Performance of 
AF & AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55pp. 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


56250313 Forwards "Design Review of Elliott Model 65G Turbocharger 
Jsed on TDI DSRV-12-4 8t DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAYj C. L. TDI (Transamer i ca Delaval, Inc. ) Ou/ners Group. 84/06/15. 
)ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25118:001. 24X Fi ch e : 50-000, 84/06/1 5, 8406250313. 


3406250323 "Design Review of Elliott Model 65G Turbocharger Used on TDI 
DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55pp. 

25118:003. 24X Fiche: 50-000, 84/06/15, 840^250313. 


>6250333 Forwards “Suppl to Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 if icat ion Rept. " 

IAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/15. 
)ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 17pp. 
25119:209. 24X Fi ch e : 50-000, 84/06/ 1 5, 8406250333. 


>6250335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

IAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/15. 
)ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115. 001. 24 X Fiche: 50-000, 84/06/15, 8406250335. 


1406250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

•* Stone & Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

24X Fiche: 50-000, 84/06/15, 8406250335. 


>6250343 Forwards "Evaluation of Emergency Diesel Generator 
Irankshaf ts at Midland 8e San Oriofre Nuclear Generating 
Stations. " 

!AY* C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/15. 
IENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
*5115:169. 24X Fiche: 50-000, 84/06/15, 8406250343 


6250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
SR— 48 Emergency Diesel Generators. " 

AY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/18. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5115:238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


406250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115:240. 24X Fi ch e: 50-000, 84/06/18, 8406250299. 


6290075 Final Deficiency Rept CRDC 103(84)3 re HPCS diesel generator 
verride lockout not provided in design Item not reportable 
er 10CFR50. 55(e). 

DELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/20. 

EPPLER, J. G. Region 3, Office of Director. 2pp, 25198:116. 24X 
iche: 50-440, 84/06/20, 8406290075. 


6260351 Forwards "Design Review of Connecting Rod Bearing Shells for 
DI Enterprise Engines. " 

AY. C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/22. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5154: 127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


406260363 "Design Review of Connecting Rod Bearing Shells foT TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

25154:130. 24X Fiche: 50-000, 84/06/22, 8406260351. 


6270115 Forwards "Design Review of TDI R-4 It RV-4 Series Emergency 
iesel Generator Cylinder Blocks 8c Liners. " 

AY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/25. 
ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
5163:273. 24X Fiche: 50-000, 84/06/25, 8406270115. 


406270136 "Design Review of TDI R-4 S< RV-4 Series Emergency Diesel 
Generator Cylinder Blocks 8< Liners. " 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163:275. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


--8406290349 Transcript of 840524 meeting w/TDI Owners Group in 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259 


8406290299 Transcript of 840622 meeting between NRC & consultan 
Owners Group & consultants in Palo Alto.CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204: 248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


V. Operator Examinations 


8406120243 Responds to 840517 ltr. Training & previous experienc 
requirements for licensing c larified. Proposed combination 
of observation 8c simulation training satisfactory. Proposed 
training on actual sys design acceptable. 

WALKER, R. D. Region 3, Office of Director. 84/06/07, EDELMA 
Cleveland Electric Illuminating Co. 2pp. 24894:332. 24X 

Fiche: 50-440, 84/06/07, 8406120243. 


— 8406120246 Responds to Generic Ltr 84-10, "Administration of 
Tests Prior to Initial Criticality. " Requirements will be 
met by completing cold license training program as specifie 
in FSAR. Operator exams requested in Dec 1984 8c Mar 1985. 
EDElMAN, M. R. Cleveland Electric Illuminating Co. 84/05/17 
MCMILLAN, J. I. Region 3, Office of Director. 2pp. 24894:3! 
Fiche: 50-440, 84/06/07, 8406120243. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A. Ap p 1 icat ion /c onstruct ion stage documents 8t correspondence 


8406070098 Further response to FOIA request for release of all 
SECY papers. SECY-82-322, SECY-82-341 , SECY-82-342, SECY-82-370 
8< SECY-82-373 withheld in part or in entirety (ref FOIA 
Exemption 5 8c 1 0CFR9. 1 5 ) . Ap p ea 1 may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, 
Union of Concerned Scientists. 3pp. 24852: 147. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


8406220093 Board Notification 84-104: d iscusses Westinghouse ECCI 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT , D. G. Division of Licensing 84/06/20. PALLADINO 
Commissioners. 6pp. 25159:272. 24X Fi c h e : 50-000, 84/06/20, 

8406220093. 


8406270155 Forwards analysis of Item 10 of study re Computer 
Intelligence Remote Terminal Units 1,2,4 8c 6. Study performed 
to identify cables between redundant divs where physical 
separation not in accordance w/FSAR. 

DEVINCEN'TIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Ft 
Service Co. of New Hampshire. 84/06/20. KNIGHTON, G. W. Licer 
Branch 3, 5pp. 25161:325. 24X Fi c he : 50-443, 84/06/20, 840627( 


8406230255 Requests approval to implement A8ME Boiler 8c Pressuri 
Vessel Code Case N-368, "Pressure Testing of Pump Discharge 
Section III.Div 1, Classes 2 8< 3, " for pressure testing of 
safety injection pump discharge piping. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Pi 
Service Co. of New Hampshire. 84/06/22, KNIGHTON, G. W. Licer 
Branch 3. 3pp. 25178:078. 24X Fiche : 50-443, 04/06/22, 840628C 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406060153 Forwards five oversize drawings depicting redesign oi 
protection features 8c responding to Hydrologic 8c 
Geotechnical Engineering Branch request for addl info 8c SER 
Confirmatory Issue 2. Aperture cards in PDR. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Pi 
Service Co. of New Hampshire. 84/05/31. KNIGHTON, G. W. Licer 
Branch 3. 3pp. 24661:098. 24X Fiche: 50-443, 84/05/31, 840606C 


8406060093 Responds to SER Outstanding Issue 9, "Fracture Toughr 
RCPB 8< Secondary Sys Matls (5.2.3,10.3.6)." Enel marked-up 
revised FSAR Section 10. 3. 6. 1 . c, address ing SER Section 
10. 3. 6, will be included in application for Amend 53. 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Pi 
Service Co. of New Hampshire. 84/06/01. KNIGHTON, G. W. Licer 


DOCKETED ITEMS 


judicatory correspondence 


20134 Forwards Commission statement of policy on issue of 
mcial q.ual if ications which concludes that rule barring 
sideration of financial qualifications remains valid, 
f General of liA contention must be dismissed. 

-IS. R. G. Hearing Branch 3. DSB 804. 84/06/15. HOYT. H. . 

JOUR.J. , LUEBKE, E. A. Atomic Safety and Licensing Board Panel. 
>. 25083:200. 24X Fi ch e : 50-443, 84/06/1 5/ 8406220134. 


leral correspondence 


1-0151 Discusses 840612 telcon w/CA Davis, util stockholder, 
'easing concern re licensing delays for TMI-1. 

riN, J. H. Commissioners. DSB 621. 84/06/13. Commissioners. 

24926:331. 24X Fiche: 50-000, 84/06/13, 8406140151. 


spection reports, IE Bulletins & correspondence 


20629 Responds to FOIA request for documents re falsified 
ling insp repts. Documents listed in app withheld (ref 
* Exemption 7 ). 

rON, J. M. Division of Rules and Records. 84/05/10. DOUGHTY, J. 
:oast Anti-Pollution League. 3pp. 24915:291. 24X 

le: 50-443, 84/05/10, 8406120629. 


L0102 Board Notification 84-099: forwards Integrated Design Insp 
b 50-443/83-23. Final resolution of rept findings will 
jrovided following staff reviews of applicant response 
f*ep t . 

^K, T. M. Assistant Director for Licensing. 84/05/21. HOYT, H. , 
3KE, E. A. , HARBOUR, J. Atomic Safety and Licensing Board Panel. 
24794:001. 24X Fi c h e : 50-443, 84/05/21 , 8405210102. 


20483 Forwards IE Insp Repts 50-443/84-04 St 50-444/84-02 on 
313—0507 St notice of violation. 

?OSTECKI, R. Division of Project & Resident Programs. 84/05/24. 
3IS0N, R. J. Public Service Co. of New Hampshire. 2pp. 24892:130. 
< Fiche: 50-443, 84/05/24, 8406120483. 


bl20485 Notice of violation from insp on 840313-0507. 

Region 1, Office of Director. 84/05/24. Ip. 24892:132. 24X 

icbe: 50-443, 84/05/24, 8406120483. 


6120489 IE Insp Repts 50-443/84-04 & 50-444/84-02 on 840313-0507. 
iolation noted : inad equate design & insp of diesel generator 
xhaust silencer instal lation, causing damage to component 
uppart pedestals during in-progress testing. 

ERNE, A. C. , WESC0T1 , H. M. , BEALL, J. Region 1, Office of Director. 
4/05/21. 12pp. 24 892:133. 24X Fiche: 50-443, 84/05/24, 8406120483. 


30319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ay Sys. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

It, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/23, 8405230319. 


40317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
tical Facility." Svc list end. 

DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

k, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


90383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 

1 . 

DAN. E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

k, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


10423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. 100pp. 25050:244. 24X Fiche: 50-000. 84/06/01, 8406010423. 


50012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ing Outages Not Covered by Tech Specs. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

k, Inc. 120pp. 25030:124. 24X Fiche: 30-000, 84/06/05, 8406050012. 


— 8406230526 IE Insp Rept 50-443/84-05 on 840417-20. No violations n 
Major areas inspected : previous insp f ind ings, vendor diesel 
generator test wi tness i ng , p reoperati ona 1 test procedure 
review & facility tour. 

BRIGGS, L , BETTENHAUSEN, L. Region 1, Office of Director. 
84/05/31. 6pp. 25136:154. 24X Fiche: 50-443, 84/06/06, 84062305 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic B 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Pos 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X F i c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 if i cat i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York. Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080 


8406080173 IE Info Notice 84—46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of I 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 1 5. 8406130 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of i 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ IB, 8406180 


8406190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Prog 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63 pp, 25535:041. 24X Fiche: 50-000, 84/06/21, 84061903 


8406270148 Forwards "Unit 1, Balance-of-Plant, Preservice Insp Progra 
Plan" St "Unit 1. Reactor Pressure Vesse l , Preservice Insp 
Program Plan, ” in response to SER Outstanding Issue 4, 

’’Preservice St Inservice Testing Programs. " W/o ends. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Publi 
Service Co. of New Hampshire. 84/06/21. KNIGHTON, G. W. Licensin 
Branch 3. 3pp. 25262:001. 24X Fiche: 50-443, 84/06/21, 8406270148 


S. Reportable occurrences, LERs St related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams St list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019: 307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8406050296 Interim deficiency rept re loose contact screws on 
Limitorque motor operators. Initially reported on 840427. 

Next rept will be submitted by 840731. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Publi 
Service Co. of New Hampshire. 84/05/25. STAROSTECKI, R. Region 
Office of Director. 3pp. 24838:295. 24X Fiche: 50-443, 84/05/25, 

8406050296. 












DOCKETED ITEMS 


’70148 Forwards "Unit 1. Balance-of-Plant, Preservice Insp Program 
in" Zt "Unit 1, Reactor Pressure Vessel/ Preservice Insp 
igram Plan/" in response to SER Outstanding Issue 4. 

•eservice & Inservice Testing Programs. " W/o ends. 

/INCENTIS, J. Yankee Atomic Electric Co. 84/06/21. KNI GHTQN, G. W. 

rensing Branch 3. 3pp. 25262:001. 24X Fi c he : 30-443, 84/06/21. 

>6270148. 


‘portable occurrences, LERs & related correspondence 


310352 Part 21 rept re potential undetectable failure of test 
k tch in Westinghouse solid state protection sys. Minor 
•ing change finalized ?< being forwarded to affected 
ints. Diagrams & list of affected plants end. 

3E, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
•ector's Office, Office of Inspection and Enforcement. 5pp. 
>19:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


>50296 Interim deficiency rept re loose contact screws on 
litorque motor operators. Initially reported on 840427. 

:t rept will be submitted by 840731. 

JINCENTIS, U. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
•vice Co. of New Hampshire. 84/05/25. STAROSTECKI , R . Region 1, 
: ice of Director. 3pp. 24838:295. 24X Fiche: 50-443, 84/05/25, 

>6050296. 


.20310 Interim deficiency rept re Pacific Scientific mechanical 
ick arrester capstan spring. Initially reported by 831024 
.con. Item still under evaluation. Next rept expected by 
>801. 

/INCENTIS, J. Public Service Co. of New Hampshire. 84/06/01. 
^ROST£CKI,R. Division of Project it Resident Programs. 2pp. 
394:266. 24X Fi c h e : 50-443, 84/06/01 , 8406120310. 


■T 50-445 COMANCHE PEAK STEAM ELECTRIC STA. , UNIT 1 


iplication/construction stage documents it correspondence 


>30140 Board Notification 84-061 : provid es info re equipment temp 
• ponse to hydrogen burns in large, dry containments, as 
iult of recent EPRI tests at Nevada Test Site. 

3ENHUT, D. G. Division of Licensing. 84/04/26. PALLADINO 
imi ss i oners. 8pp. 24338:253. 24X Fiche : 50-000, B4/04/26, 

>4230140. 


>60333 Ack receipt of 840319 petition on behalf of Citizens Assoc 
• Sound Energy & workers re alleged serious const & 

:umentation def ici enc i es. Ex tens i ve review of facility 
ing conducted. FR notice end. 

JTQN, H. R. Office of Nuclear Reactor Regulation, Director. 

'05/24. GARDE, B. P. Government Accountability Project. 3pp. 
>64:257. 24X Fiche: 50-445, 84/05/24, 8406060333. 


>6060342 Notice that Govt accountabi 1 i ty Project sought, by 840319 
>etition, immediate suspension of CPs based on serious const 
k documentation def i c i enc i es, inc 1 ud ing destruction, 
uanipulation it f al s i f i cat i on of documents. 

>ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
34/05/24. 2pp. 24664:261. 24X Fiche: 50-445, 84/05/24, 8406060333. 


300021 Board Notification 84-110: forwards 840522 final 
/estigation rept re incident w/electrical inspectors 
’erred to as "T-shirt incident. " 

3ENHUT , D. G. Division of Licensing. 84/05/25. BLOCH, P. , 

IDAN, W. , MCCOLLOM, W. Atomic Safety and Licensing Board Panel. 
». 24757:3 00. 24X Fiche: 50-445, 84/05/25, 8405300021. 


>6010051 Forwards 840515 final rept re issues surrounding 840308 
■T-shirt incident. " 

ELEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas 
utilities Generating Cod. 84/05/22. COLLINS, J. T. Director's 
Iff ice, Office of Inspection and Enforcement. 34pp. 24757:302. 

24X Fiche: 50-445, 84/05/25, 8405300021. 


>60468 Requests confirmation that experience levels of operating 
su personnel presented in Mar 1984 ltr still correct. Also 
luests statement re whether or not shift advisors will be 
id to augment operating shifts. 

36NHUT, D. G. Division of Licensing. 84/05/25. SPENCE, M. D. Texas 
Llities Electric Co. (formerly Texas Utilities Generating Cod. 
i. 24669:267. 24X Fiche: 50-445, 84/05/25, 8406060468. 


B406050328 Forwards description it summary evaluation of proposed 
deferred pr eoperationa 1 testing of safety injection sys 
check valve leakage St containment cooling sys for review. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utili: 
Generating Cod. 84/05/29. DENTON, H. R. Office of Nuclear React< 
Regulation, Director. 5pp. 24841:302. 24X Fiche: 50-445, 84/05/2* 

8406050328. 


8406080254 Summary of 840426 meeting w/util in Bethesda, MD re enviri 
qua 1 if i cat i on of mechanical equipment. 

STEFANQ, J. J. Licensing Branch 1. 84/05/29. YOUNGBLOOD, B . J. 

Licensing Branch 1. 18pp. 24878:001. 24X Fiche: 50-445, 84/05/29, 

8406080254. 


8406070193 Comments on draft NPDES permit re Outfalls 101,201 St 301. 
Permit acceptable pending listed corrections. 

COFFMAN, H. B. Texas Utilities Electric Co. (formerly Texas Utilit: 
Generating Co. >. 84/05/31. HUMKE, F. Environmental Protection 

Agency. 2pp. 24745:330. 24X Fiche: 50-445, 84/05/31, 8406070193. 


8406080078 Discusses CYGNA independent assessment program re variety 
of communications between assessor & util St protocol to be 
followed. Remaining effort should be directed toward 
discussion of evaluation or find ings. Protocol end. 

EISENHUT , D. G. Division of Licensing. 84/05/31. KAMMERZELL. L. L. 
CYCNA Energy Services. SPENCE, M. D. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Cod. 7pp. 24875:33 5. 24X 

Fiche: 50-445, 84/05/31, 8406080078. 


8406040271 Provides addl response to 840424 St 0501 ltrs containing 1 
of allegations re issuance of incomplete packages to QC St 
document control clerks receiving poor training. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas UtilH 
Generating Co. ). 84/06/01. EISENHUT, D. G. Division of Licensing. 

12pp. 24794:270. 24X Fi ch e : 50-445, 84/06/01, 8406040271 . 


8406080002 Board Notification 84-085A: forward s Page 68 of D Hatley 
transcription inadvertently omitted from Board Notification 
84-085. 

NOVAK, T. M. Assistant Director for Licensing. 84/06/01. BLOCH, P. 
JORDAN, W. , MCCOLLOM, K. Atomic Safety and Licensing Board Panel. 
3pp. 24911:184. 24X Fiche: 50-445, 84/06/01, 8406080002. 


8406140060 Notification of 840607 meeting w/util in Bethesda, MD to 
discuss detailed studies bearing on safety classif ication of 
protective coating inside containment it impact of failure 
upon sump performance under accident conditions. 

BURWElL.S.B, Licensing Branch 1. 84/06/01. YOUNGBLOOD, B . J. 

Licensing Branch 1. 3pp. 24939:216. 24X Fiche: 50-445, 84/06/01, 

8406140060. 


8406260489 Forwards NRC 840530,25,09 it 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities. Briefing on integrated schedules expected by 
840618. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
B4/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, 84/06/01, 8406260489. 


— B406260505 Assigns project managers to develop integrated schedul 
action on plants w/near-term licensing activity. Directors 
requested to assemble list of remaining activities it 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/30. DEYOUNG, R. C. Director's Office, Office of Inspectio 
and Enforcement. 2pp. 25157:325. 24X Fiche: 50-000, 84/06/01, 

8406260489, 


— 8406020439 Outlines course of action decided upon re plants w/nea 
licensing activity, per 840517-18 mgt meetings, including 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 84062604 


— 8406260518 Discusses outstanding regulatory issues for near-term 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09, DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fi ch e: 50-000, 84/06/01 , 

8406260489 . 
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060092 Forwards 
bstantiate that 
ant safety. 
HMIDT, H. Texas 
nerat ing Co. ) . 
p. 24658:073. 


Amend 50 to FSAR & supporting studies which 
containment coatings not significant to 

Utilities Electric Co. (formerly Texas Utilities 
84/06/04. YOUNGBLOOD. B. J. Licensing Branch 1. 
24 X Fi c h e : 50-445, 84/06/04, 8406060092. 


8406150159 Forwards Rev 5 to Procedure 0DA-102, "Shift Complement 
Responsibilities & Authorities" & Rev 0 to Procedure 
TRA-299, "Shift Advisor Training & Qual if ications, " in 
response to 840525 ltr re operating shift experience. 

CLEMENTS, B R. Texas Utilities Electric Co. (formerly Texas Uti: 
Generating Co. ). 84/06/08. EISENHUT, D. G. Division of Licensit 

18pp. 24951:059. 24X F i c h e : 50-445, 84/06/08. 84061 501 59. 


■06060110 "Evaluation of Paint & Insulation Debris Effects on 
Containment Emergency Sump Performance. '* 

* Gibbs «< Hill, Inc. (subs, of Dravo Corp. ). 84/03/31. 75pp. 

24658:123. 24X Fi c h e: 50-445, 84/06/04, 8406060092. 


■06060104 "Analysis of Clogging of ECCS Sump Trash Racks by Debris & 
Paint Peels Following Accident." 

■* Ebasco Services. Inc. (subs, of Enserch Corp. ). 84/03/31. 

41pp. 24658:082. 24X Fi c he: 50-445, 84/06/04, 8406060092. 


110109 Forwards request for addl documentary matl for dispostion 
proceeding re pipe support & design GA. Proposes 840608 
en meeting in Bethesda. MD to discuss motions. 

POLITO, T. A. Division of Licensing. 84/06/04. SPENCE, M. D. Texas 
ilities Electric Co. (formerly Texas Utilities Generating Co. ). 
p. 24882:344. 24X Fi c h e : 50-445, 84/06/04, 84061 10109. 


070254 Forwards description & summary evaluation of deferred 
eoperational testing of turbine driven auxiliary feedwater 
mp steam supply line check & drain pot level control 
Ives & reactor coolant pump seal performance. 

EMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/06/05. DENTON, H. R. Office of Nuclear Reactor 

gulation. Director. 4pp. 24745:307. 24X Fiche: 50-445, 84/06/05, 

06070254. 


130140 Forwards table describing FSAR Amend 49, dtd 840605. 

RSHALL, J. S. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co. ). 84/06/05. BURWELL, S. B. Office of Nuclear Reactor 

gulation. Director. 3pp. 24914:351. 24X Fiche: 50-445, 84/06/05, 

06130140. 


140064 Notification of 840608 meeting w/util in Bethesda, MD to 
scuss detailed technical data contained in motions for 
mmary disposition filed by applicant in recent wks. 

RWELL, 5. B. Licensing Branch 1. 84/06/05. YOUNGBLOOD, B . J. 

censing Branch 1. 3pp. 24939:210. 24X Fiche; 50-445, 84/06/05, 

06140064. 


120161 Clarifies scope of 840217 request for partial exemption from 
C 4 re consideration of fluid discharge (jet impingement) 
ads in structural design. 

HMIDT , H. C. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/06/07. YOUNGBLOOD, B. J. Licensing Branch 1. 

24888:165. 24X Fic h e: 50-445, 84/06/07, 8406120161. 


200022 Summary of caseload forecast team (CFT) 840319—21 meetings 
util in Arlington, TX & at site re collection of data for 
T to project fuel load date. 

RWELL, S. B. Licensing Branch 1. 84/06/07. Licensing Branch 1. 

p. 25053:290. 24X Fi c h e : 50-445, 84/06/07, 8406200022. 


260113 Forwards nonproprietary V, proprietary "We sting h ou se Setpoint 
thodology for Protection Sys, Comanche Peak Station." 
plication requesting proprietary info be withheld 
ef 10CFR2. 790) also end. 

-IMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/06/07. DENTON, H. R. Office of Nuclear Reactor 

gulation. Director. YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 
148:227. 24X Fiche: 50-445, 84/06/07, 84062601 13. 


— 8406150252 Rev 5 to Procedure QDA-102, "Shift Complement 
Responsibilities & Authorities. " 

SEIDEL, R. B. Texas Utilities Electric Co. (formerly Texas Uti! 
Generating Co ). 84/06/05. 43pp. 24951:077. 24X 

Fiche: 50-445, 84/06/08, 8406150159. 


— 8406150161 Rev 0 to Procedure TRA-299, "Shift Advisor Training l 
Qual if ications. " 

■* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/05. 34pp. 24951:121. 24X 

Fiche: 50-445, 84/06/08, 8406150159. 


8406210280 Forwards "Comanche Peak Plan for Completion of Outstam 
Regulatory Actions, " per 840524 commitment. 

IPPQLITO, T. A. Division of Licensing. 84/06/11. BLOCH, P. B. , 
MCCOLLOM, K. A. , JORDAN, W. H. Atomic Safety and Licensing Board Pi 
2pp. 25069:266. 24X Fi c he : 50-445, 84/06/ 1 1 , 8406210280. 


— 8406210284 "Comanche Peak Plan for Completion of Outstanding Rej 
Actions. " 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/05. 16pp. 25069:268. 24X 

Fiche: 50-445, 84/06/11, 8406210280. 


8406200506 Confirms understanding of further action to be taken bi 
re implementation of NUREG-0737, Item 1 1 1. D. 3. 3. NRC will 
review amended FSAR to assure that iodine monitoring 
procedure remains compatible w/NUREG-0737 requirements. 
YOUNGBLOOD, B. J. Operating Reactors Branch 1. 84/06/12. SPENCE 

Texas Utilities Electric Co. (formerly Texas Utilities Generate 
Co.). 2pp. 25053:338. 24X Fic h e : 50-445, 84/06/ 12, 8406200506. 


8406250171 Forwards description & summary evaluation of seventh t« 
proposed for deferment re completion of preoperational air 
flou balancing of control room, per 840514 commitment. Safety 
evaluation included. Requests concurrence. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Uti) 
Generating Co.). 84/06/15. DENTON, H. R. Office of Nuclear Reat 
Regulation, Director. 2pp. 25121:292. 24X Fic he : 50-445, 84/06/ 
8406250171. 


8406260614 Notification of 840620 meeting w/util in Bethesda, MD tc 
discuss technical data supporting motions for summary 
d isposition. 

BURWELL, S. B. Licensing Branch 1. 84/06/15. YOUNGBLOOD, B . J. 

Licensing Branch 1. 4pp. 25158:014. 24X Fiche. 50-445, 84/06/1! 

8406260614. 


8406250279 Forwards info clarifying 831110 reactor vessel surveil) 
capsule rept & 840210 associated Tech Spec change request, 
per 840503 & 14 requests. 

MCDONALD, R. P. Alabama Power Co. 84/06/18. VARGA, S. A. Office 
Nuclear Reactor Regulation, Director. 12pp. 25119:118. 24X 

Fiche: 50-000, 84/06/18, 8406250279. 


— 8406250281 "Fracture & NDE Evaluations for Closure Flange Regioi 
Comanche Peak Units 1 it 2. " 

KAISER, W. T. , ADAMONIS, D. C. , PRAGER, D. E. Texas Utilities Elecl 
Co. (formerly Texas Utilities Generating Co. ). 84/04/30. 31| 

25119:130. 24X Fiche: 50-000, 84/06/18, 8406250279. 


!)6260118 Requests withholding of proprietary "Westinghouse Setpoint 
lethodology for Protection Sys, Comanche Peak Station," 

(ref 10CFR2. 790). 

JIESEMANN, R, A. Westinghouse Electric Corp. 84/06/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 25148:229. 

24X Fiche: 50-445,84/06/07, 8406260113. 


56260126 Nonproprietary "Westinghouse Setpoint Methodology for 
»rotection Sys, Comanche Peak Station." W/two oversize 
tables. Aperture cards available in PDR. 

rULEY, C.R. , MILLER, R. B. Westinghouse Electric Corp. 84/05/31. 
36pp. 25148:230. 24X Fic he: 50-445, 84/06/07, 8406260113. 


L10306 Forwards description & summary evaluation of deferred 
loperational thermal expansion testing, per 840514 


8406260479 Responds to JB George inquiry re plant-specific action 
taken by util re TDI diesel generators prior to plant 
licensing. Comprehensive rept, detail ing insps performed under 
requalification program, must be submitted. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/19. SPANCE, M. D. T< 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ! 
5pp. 25158:323. 24X Fiche: 50-445, 84/06/19, 8406260479. 


8406260534 Approves 840515 request to defer MSIV preopera tional ti 
until after fuel loading, but prior to initial criticality. No 
exception to Tech Specs r equ ired . Other test deferral 
requests under review. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/19. SPENCE, M. D. Ti 

Utilities Electric Co. (formerly Texas Utilities Generating Co.: 
3pp. 25158:151. 24X Fiche: 50-445, 84/06/19, 8406260534. 


DOCKETED ITEMS 


>230126 Forwards draft Rev 1 to NUREG-0897, "Containment Emergency 
mp Performance: Technical Findings re Unresolved Safety 
isue A-43< " as aid in completing studies of containment 
lergency sump performance. 

1UNG8L00D, B. J. Licensing Branch 1. 84/06/19. SPENCE. M. D. Texas 

:ilities Electric Co. (formerly Texas Utilities Generating Co.). 
)3pp. 25209.036. 24X F i c h e • 50-445. 84/06/ 19. 84062801 26. 


>220093 Board Notification 84-1 04: d i s c us ses Westinghouse ECCS 
:tuation logic review. Current Westinghouse logic of ECCS 
:tuation on low pressuriier pressure affords greatest 
'otection against TMI— 2 type events. 

ISENHUTi D. G Division of Licensing. 84/06/20. PALLADINO 
imniss ioners. 6pp. 25159:272. 24X F i c h e : 50-000. 84/06/20. 

106220093. 

>260152 Estimates dates on which answers to applicant motions for 
jmnar y disposition can be f i 1 ed . Cer t i f ica te of Svc end. 

»lated correspondence. 

.LIS. J. Citizens Association for Sound Energy. DS3 886. 84/06/21. 

)LOCH« P B , MCCOLLOM, K. A. < JORDAN, W. H. Atomic Safety and Licensing 
jard Panel. 7pp. 25141:269. 24X Fiche: 50-445, 84/06/21, 8406260152. 


JRC Safety Evaluation Report (SER), suppls & correspondence 


>150250 Forwards "Preservice Insp Program for Class 1, 2 & 3 
jmponents" f* Rev A to "Inservice Insp Program . . . . " 

-eservice insp program reviewed by Matls Engineering 
'anch w/conc lusions reported in SSER 4, Sections 5.2 & 6.6. 
JRWELL, S. B. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B. J. 

Lcensing Branch 1. Ip. 24946:001. 24X Fi ch e : 50-445, 84/06/14, 

1061 50250. 


106150253 Forwards "Preservice Insp Program for Class 1,2 & 3 
Components" %: Rev A to "Inservice Insp Program for 1977 
Edition of Section XI.ASME Bailer & Pressure Vessel Code W/ 
Addenda Through Summer 1979. " 

MARSHALL, J. S. Texas Utilities Services, Inc. 82/10/07. 

BURWELL, S. B. Office of Nuclear Reactor Regulation, Director. Ip, 
24946 : 002. 24X Fi c h e : 50-445, 84/06/ 1 4, 84061 50250. 


Security, medical, emergency & fire protection plans 


£>120412 Forwards IE Insp Rept 50-445/84-13 on 840416-19. No 
iolations or deviations noted. 

ANGART, R. L. Region 4, Office of Director. 84/05/25. SPENCE, M. D. 
exas Utilities Electric Co. (formerly Texas Utilities Generating 
o. ). 2pp 24892:296. 24X Fic h e ; 50-445, 84/05/25, 8406 120412. 


406120417 IE Insp Rept 50-445/84-13 on 840416-19. No violations or 
deviations noted. Major areas inspected : emergency 
preparedness appraisal followup insp of App A & B items 
identified during subj appraisal conducted 830926-1007. 

MONTGOMERY, J. L. , BAIRD, J. B. , HUNNICUTT, D. M. Region 4, Office of 
Director. 8-1/05/15. 7pp. 24892:298. 24X Fiche: 50-445, 84/05/25, 

8406120412. 


6050518 Submits Errata 2 to SALP Repts 50-445/83-49 & 50-446/83-23, 
eleting four undated pages. 

OHNSON, E. H. Region 4, Office of Director. 84/05/30. SPENCE, M. D. 
exas Utilities Electric Co, (formerly Texas Utilities Generating 
o. >. 2pp. 24840:052. 24X Fic he : 50-445, 84/05/30, 8406050518. 


1406050530 SALP Repts 50-445/83-49 & 50-446/83-23 for Oct 1982 - 
Oct 1983. 

HUNNICUTT, D. M. , JOHNSON, E. H. Region 4, Office of Director. 
84/05/07. 45pp. 24840:058. 24X Fi c he : 30-445, 84/05/30, 8406050518. 


16220129 Ack receipt of 840504 ltr providing revised status of App A 
ipen items contained in IE Emergency Preparedness Appraisal 
lepts 50-445/83-33 & 50-446/83-17. 

IANOART , R. L. Region 4, Office of Director. 84/06/14. SPENCE, M. D, 
'exas Utilities Electric Co. (formerly Texas Utilities Generating 
; 0 . ). 21pp. 25083:214. 24X Fiche : 50-445, 84/06/14, 8406220129. 


5406220133 Forwards revised 840504 status list of App A open items 
from IE Emergency Preparedness Appraisal Repts 50-443/83-33 
& 50-446/83-17. Extension requested. 

KUYKENDALL, J. C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 84/05/04. JOHNSON, E. Region 4, Office 

of Director,, 5pp. 25083:216. 24X Fiche: 50-443, 84/06/1 4, 

8406220129 . 


8406040333 Partial response to applicant ninth set of interrogator 
& requests to produce. Certificate of Svc encl. Related 
c orrespondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 433. 84/0 

Texas Utilities Electric Co. (formerly Texas Utilities Genera 
Co.). 9pp 24802:221. 24X Fich e : 50-445, 84/05/30, 8406040383. 


8406060476 Ack receipt of 831205 ltr re holding or storage of nucl 
waste. Ltr transmitted to ASLAB for inclusion in hearing 
record. 

EISENHUT, D. G. Division of Licensing. 84/05/30. CRUMP, G. R. Te 
State of 4pp. 24847:322 24X Fi c he : 50-445, 84/05/30, 840606047 


— 8406060477 Advises that GR Crump objections to holding or storag 
nuclear waste will be registered in official proceedings of 
h earing . 

TREBY, S. NRC - No Detailed Affiliation Given. 84/05/30. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. MCCOLLOM 
Oklahoma State Univ. , Stillwater, OK. JORDAN, W. H. Affiliati 
Not Assigned. 33pp. 24847:326. 24X Fiche: 50-445, 84/05/30, 

8406060476. 


8406070015 Informs of receipt of GR Crump 831205 request that 
objections to holding or storage of nuclear waste in 
Somervell County be registered in offical proceeding. Crump 
810706 ltr already entered into record as part of FES. 

TREBY, S. Hearing Branch 1. 84/05/30. BLOCH, P. B. , MCCOLLOM. K. A 

JORDAN, W. H. Atomic Safety and Licensing Board Panel. 2pp. 
24852:248. 24X Fi c h e : 50-445, 84/05/30, 840607001 5. 


-8406070021 Objects to nuclear waste storage in c ounty . Ob je c t ion 
be registered in official proceedings during forthcoming 
h earings. 

CRUMP, G. R. Somervell County, TX. 83/12/05. Division of 
Licensing 2pp. 24852:250. 24X Fiche: 50-445, 84/05/30, 840607 


— 8406070024 Confirms transference of 831205 ltr objecting to stor 
nuclear waste to ASLB for inclusion in hearing record. 

Earlier ltr also made part of record. 

EISENHUT, D. G. Division of Licensing. 84/05/30. CRUMP, G. R. 
Somervell County, TX. 34pp. 24852:253. 24X Fiche: 50— 445, 

84/05/30, 8406070015. 


8406050435 Proposed schedule & procedures for resolution of harasi 
V. intimidation issues per ASLB request. Proposal would 
effectively utilize valuable time available for development 
of complete rec ord . Cer t i f i cate of Svc encl. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A. 
Trial Lawyers for Public Justice. DSB 444. 84/06/01. 20pp. 

24845:084. 24X Fi c h e : 50-445, 84/06/01 , 8406050435. 


8406060140 Forwards HR Denton 840524 ltr to BP Garde re Govt 
Accountability Project 840319 petition on behalf of Citizens 
Assoc for Sound Energy V. numerous nuclear workers re alleged 
const deficiencies. 

MIZUND, G. S. Hearing Branch 1. DSB 468. 84/06/01. BLOCH, P. B. 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board P< 
12pp. 24658:287. 24X Fiche: 50-443, 84/06/01, 8406060140. 


8406060089 Forwards executed signature page of RD Wheaton 840520 
affidavit & correction sheet for applicant motion for 
summary disposition of CASE allegations re safety factors. 
Related corresp ondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, 
Texas Utilities Electric Co. (formerly Texas Utilities Generati 
Co.). DSB 482. 84/06/02. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W 

Atomic Safety and Licensing Board Panel. 3pp. 24666:014. 24X 

Fiche: 50-445, 84/06/02, 8406060089. 


— 8406060457 Motion for summary disposition of CASE allegations r 
of Richmond inserts fc application to support design. No 
genuine issue of matl fact exists 8t applicant entitled to 
favorable dec ision. Re lated correspondence. 

PHILIPS, M. H. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). PHILIPS, M. H. Bishop, Liberman, C 
Purcell V Reynolds. 84/06/02. Atomic Safety and Licensing 
Panel. 12pp. 24666:017. 24X Fiche: 50-443, 84/06/02, 84060600 


— 8406060461 Affidavit of JC Finneran,RC Iotti V RP Deubler re 
design of Richmond inserts & application to support 
design, Six oversize drawings encl. Related correspondence. 
FINNERAN, J. C. , I0T1 I, R. C. , DEUBLER, R. P. Texas Utilities Elec 
Co. (formerly Texas Utilities Generating Co. ). 84/06/01. 2C 

24666:029. 24X Fiche: 30-445, 84/06/02, 8406060089. 
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DOCKETED ITEMS 


6150169 Forwards motion for summary disposition re design of 
ichnond inserts & application to support design. Motion 
ddresses Items 10 & 11 of applicant plan. 

ORIN, W. A. Bishop/ Liberman, Cook/ Purcell & Reynolds. HORIN, W. A. 
exas Utilities Electric Co. (formerly Texas Utilities Generating 
o. ). DSB 638. 84-/06/02. BLOCH, P. B . , MCCOLLOM, K. A , JORDAN, Ul. H. 

tomic Safety and Licensing Board Panel. lp 24952 084. 24X 

iche: 50-445,84/06/02, 8406150169. 


406150249 Statement of matl facts as to which there is no genuine 
issue re Richmond inserts. 

* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co. ). 84/06/02. Atomic Safety and Licensing Board 

Panel. 7pp. 24952:307. 24X Fic h e : 50-445, 84/06/02, 8406 1 50169. 


6060415 Forwards affidavit of D Hunnicutt which responds to ASLB 
40315 inquiry re reactor vessel sh ield. Related 
orresp ondence. 

IZUNO, G. S. Hearing Branch 1. DSB 502. 84/06/04. BLOCH, P. B. , 

GRDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel, 
p. 24666:003. 24X Fi c h e : 50-445, 84/06/04. 84060604 15. 


406060418 Affidavit of D Hunnicutt clarifying IE Insp Rept 83-34/83-18 
re reactor vessel mirror shield. 

HUNNICUTT, D. Region 4, Office of Director. 84/05/31. 9pp. 

24666:004. 24X Fi c h e : 50-445, 84/06/04, 840606041 5. 


6070150 Request for discovery of NRC re contention on issue of 
arassment Sc in t imi da ti on . Cer t if i ca te of Svc encl. Related 
orresp ondence. 

OISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A. Z. 

rial Lawyers for Public Justice. DSB 512. 84/06/04 Atomic 

afety and Licensing Board Panel. 7pp. 24747: 353. 24X 

iche: 50-445, 84/06/04, 8406070150. 


6110019 Answer in support of applicant 840513 motion for summary 
isposition of neai — white blast surface preparation issue, 
o genuine issue of matl fact ex ists. Certif icate of Svc 
ncl. Related correspondence. 

ACHMANN, R. G. Hearing Branch 1. DSB 549. 84/06/04. Atomic 

afety and Licensing Board Panel. 9pp. 24874:254. 24X 

iche: 50-445, 84/06/04, 8406110019. 


6060402 Response opposing applicant 840510 motion to obtain access 
o info re investigations for alternative relief, 
tatement of position by Ofc of Investigation & Certificate 
f Svc encl. 

REBY. S. A. Hearing Branch 1. DSB 499. 84/06/05. Atomic Safety 

nd Licensing Board Panel. 8pp. 24666:312. 24X 

iche: 50-445, 84/06/05, 8406060402. 


6060410 Forwards SALP Board rept for 821008-1031. Certi f icate of Svc 
ncl. Related correspondence. 

IZUNO, G. S. Hearing Branch 1. DSB 498. 84/06/05. BLOCH, P. B. , 

3RDAN, W. H. , MCCOLI OM, K. A. Atomic Safety and Licensing Board Panel. 
3pp. 24666:359. 24X Fi c h e : 50-445, 84/06/05, 8406060410. 


6060427 Response to applicant 840515 response to ASLB 840121 
smorandum requesting info re TDI diesel g enerators . Ad d 1 
if o required to complete record on adequacy of TDI diesel 
jnerators. Certificate of Svc encl. 

[ZUNO, G. S. Hearing Branch 1. DSB 497. 84/06/05. 9pp. 24667:057. 

24X Fiche: 50-445, 84/06/05, 8406060427. 


6070327 Forwards second biweekly update of fuel loading schedule, 
slated correspondence. 

EYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Sc Reynolds. 
iYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
snerating Co. >. DSB 527. 84/06/05. BLOCH, P. B. , MCCOLLOM, K. A. , 

3RDAN, W. H. Atomic Safety and Licensing Board Panel. 12pp, 

1849:316. 24X Fiche: 50-445, 84/06/05, 8406070327. 


>070342 Proposal re use of confidential info from witnesses for 
irassment Sc intimidation issue. Proposed affidavit of 
indisclosure encl. 

USMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A, Z. 
ial Lawyers for Public Justice. DSB 525. 84/06/05. 19pp. 

1849: 295. 24X Fiche: 50-445. 84/06/05, 8406070342. 


il20119 Comments on 840601 ltr & proposed stipulation re design St 
sign GA issues. CASE continuing work on reviewing, 
scussing Sc preparing more detailed procedures S< methods 
r settlement of issues. Related correspondence. 

LIS, J. Citizens Association for Sound Energy. DSB 561. 84/06/07. 

PENCE, M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 5pp. 24088:228, 24X Fiche: 50-445, 84/06/07, 

06120119. 


8406120235 Delineates barriers to settlement of design Sc design Q/ 
issues Areas of concern include util threat to sue CASE 
re use of certain info t. util lack of cooperation 
Certificate of Svc encl. Related correspondence 

ELLIS, J. Citizens Association for Sound Energy. DSB 560. 84/C 

SPENCE, M D. Texas Utilities Electric Co. (formerly Texas Utili 
Generating Co. ). 27pp. 24890:054 24X Fi c h e : 50-445, 84/06/07, 

8406120235. 


8406120239 Twenty-first set of interrogatories Sc requests to produ 
to applicants re response to CYGNA 840330 telcon questions 
re allowables b. safety factors for Richmond inserts 
Certificate of Svc encl. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 562. 84/C 

Texas Utilities Electric Co. (formerly Texas Utilities Genera 
Co.). 6pp. 24892:086. 24X F ic h e : 50-445, 84/06/07, 8406120239. 


8406120244 Forwards util response to CYGNA 840330 telcon questions 
allowables & safety factors for Richmond inserts. Certif icate 
of Svc encl. Related correspondence 

ELLIS, J. Citizens Association for Sound Energy. DSB 572. 84/0 

SPENCE, M. D Texas Utilities Electric Co. (formerly Texas Utili 
Generating Co.). 23pp. 24894:289 24X Fi c he : 50-445, 84/06/08, 

8406120244. 


8406130122 Motion to compel answers to applicant ninth set of 
interrogatories & request to produce re T-shirt incident. 
Certificate of Svc encl. Related correspondence. 

REYNOLDS, N S , HORIN, W. A. Texas Utilities Electric Co (formerl 
Texas Utilities Generating Co. >. REYNOLDS, N. S. Bishop, Liberma 
Cook, Purcell & Reynolds. DSB 599. 84/06/11. Citizens 

Association for Sound Energy. 14pp 24914:327. 24X 

Fiche: 50-445, 84/06/11, 8406130122. 


8406130220 Memorandum on proposed std for litigating allegations 0 
intimidation. Applicant bears burden of persuading ASLB that 
util complied u/criterion in 10CFR50, App B. Cer t i f i cate of 
Svc encl. 

HICKS, R. Texas, State of. DSB 605. 84/06/11 6pp. 24919:261 

24X Fiche: 50-445. 84/06/11, 8406130220. 


8406210280 Forwards "Comanche Peak Plan for Completion of Dutstand 
Regulatory Actions," per 840524 commitment. 

IPPQLITO, T. A. Division of Licensing 84/06/11. BLOCH, P. B. , 
MCCOLLOM, K. A , JORDAN, W. H. Atomic Safety and Licensing Board Pai 
2pp. 25069:266. 24X Fi c h e : 50-445, 84/06/ 1 1 , 8406210280. 


— 84062 1 0284 "Comanche Peak Plan for Completion of Outstanding Reg 1 
Actions. " 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/05. 16pp. 25069:268. 24X 

Fiche: 50-443, 84/06/11, 8406210280. 


8406130035 Response to CASE 840601 proposed schedule & procedures 1 
intimidation i ssue . Sc h ed u 1 e too far extended. Certif icate of 
Svc encl. 

BELTER, L. W. , REYNOLDS, M. S. Texas Utilities Electric Co. (former 
Texas Utilities Generating Co. ). BELTER, L W. Bishop, Liberman, 
Cook, Purcell & Reynolds. DSB 598. 84/06/12. Atomic Safety , 

Licensing Board Panel 10pp. 24913:152. 24X Fi c h e; 50-443, B4/0< 

8406130035. 


8406150186 Proposed std for litigating allegations of intimidation 
harassment re 10CFR50, App B. Burden of proof re CASE claims 
should rest w/app 1 i can t. Cer t i f icate of Svc encl. 

TRE8Y, S, A. Hearing Branch 1. DSB 627. 84/06/12. 7pp. 249S3:< 

24X Fiche: 30-445, 84/06/12, 8406150186. 


8406150195 Forwards signed Sc notarized affidavit of WP Chen on rev: 
A300 steel values. W/o encl. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 626. 84/06/12. BLOCH, P. B. , 
JORDAN, W. H. , MCCOLLOM, K, A. Atomic Safety and Licensing Board Pai 
lp. 24954:254, 24X Fi c h e : 50-443, 84/06/12, 84061 501 95. 


8406150360 Proposed std for litigating allegations of intimidation. 
Applicant must be responsible for meeting burden of proof 
Sc burden of going f orward. Certif icate of Svc encl, 

ROISMAN, A. Z, Citizens Association for Sound Energy. ROISMAN, A. i 
Trial Lawyers for Public Justice. DSB 664. 84/06/12. 20pp. 

24955:232. 24X Fich e : 30-443, 84/06/ 12> 84061 50360. 


8406220132 Forwards transcripts of 840606 telephone conference fc 8^ 
public meeting re applicant various motions concerning 
pipe support design Sc design QA issues. W/o encl. Related 
correspondence. 

MIZUNO, G. S, Hearing Branch 1. DSB 814, 84/06/12. REYNOLDS, N, f 

Bishop, Liberman, Cook, Purcell Sc Reynolds. ELLIS, J. Citizens 
Association for Sound Energy. lp. 25083:268. 24X 

r-, -l». /ru/ia, oanAWOl.'ia. 


DOCKETED ITEMS 


150138 Provides schedule for filing of p 1 ead ing s . Re 1 a t e d 
rrespondence. 

MOLDS, N. S. Bishop, Liberman, Cook, Purcell it Reynolds. 

MOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). DSB 619. 84/06/13. BLOCH, P. B. , MCCOLLOM, K. A. , 

RDAN Atomic Safety and Licensing Board Panel. 2pp. 24953:360. 

X Fiche: 50-445, 84/06/13, 8406150138. 


220136 Answer opposing CASE 840604 request for discovery against 
C on issue of harassment St intimidation St motion for 
otective order. Certificate of Svc end. Related 
rrespondence. 

ZUNO, G. S. Hearing Branch 1. DSB 812, 84/06/13. Atomic Safety 

d Licensing Board Panel. 7pp. 25083:293. 24X 

che: 50-445, B4/06/13, 8406220136. 


220224 Forwards transcript of 840611 informal telcon re applicant 
tions for summary disposition on pipe support design 8< 
sign GA. W/o end. Related correspondence. 

ZUNO, G. S. Hearing Branch 1. DSB 807. 84/06/15. REYNOLDS, N. S. 

shop, Liberman, Cook, Purcell Sc Reynolds. ELLIS, J. Citizens 
sociation for Sound Energy. Ip. 25081:236. 24X 

;he: 50-445, 84/06/15, 8406220224. 


L 80375 Forwards motion for summary disposition re stability of pipe 
jports. Related correspondence. 

UN, W. A. Bishop, Liberman, Cook, Purcell St Reynolds. HORIN, W. A. 
xas Utilities Electric Co. (formerly Texas Utilities Generating 
). DSB 710. 84/06/17. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W. H. 

amic Safety and Licensing Board Panel. Ip. 24978:054. 24X 

;he: 50-445, 84/06/17. 8406180375. 


36180380 Motion for summary disposition of CASE allegations re 
stability of pipe supports. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Senerating Co.). HORIN, W. A. Bishop, Liberman, Cook, Purcell it 
Reynolds. 84/06/17. Atomic Safety and Licensing Board Panel. 

10pp. 24978:055. 24X Fiche: 50-445, 84/06/17, 8406180375. 


36180384 Statements of matl facts as to which there is no genuine 
issue re stability of pipe supports. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
3enerating Co.). 84/06/17. Atomic Safety and Licensing Board 

’anel . 6pp. 24978:065. 24X Fiche: 50-445, 84/06/17, 8406180375. 


36180392 Affidavit of JC Finneran re stability of pipe supports it 
liping sys. Oversize drawings end. Aperture cards are 
available in PDR. 

r INNERAN, J. C. Texas Utilities Electric Co. (formerly Texas 
Jtilities Generating Co.). 84/06/17. 35pp. 24978:071. 24X 

"iche: 50-445, 84/06/17, 8406180375. 


180425 Forwards revised Figure 2 of Attachment 1 to 840602 motion 
r summary disposition re design of Richmond inserts. 

Lated c orresp sond enc e. 

UN, W. A. Bishop, Liberman, Cook, Purcell it Reynolds. HORIN, W. A. 
<as Utilities Electric Co. (formerly Texas Utilities Generating 
). DSB 688. 84/06/17. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W. H. 

amic Safety and Licensing Board Panel. 2pp. 24978: 134. 24X 

:he: 50-445, 84/06/17, 8406180425. 


190351 Forwards motion for summary disposition of CASE allegations 
cons i d eration of local displacements & stresses, per ASLB 
1228 memorandum St order. Re lated correspondence. 

UN, W, A. Bishop, Liberman, Cook, Purcell 8t Reynolds. HORIN, W. A. 
(as Utilities Electric Co. (formerly Texas Utilities Generating 
). DSB 748. 84/06/18. BLOCH, P. B. , JORDAN, W. H. , MCCOLLOM, K. A. 

3mic Safety and Licensing Board Panel. Ip. 25025:054. 24X 

:he; 50-445, 84/06/18, 8406190351. 


36190356 Motion for summary disposition of CASE allegations re 
:onsideration of local disp lacements it stresses. No genuine 
issue of matl fact exists & applicant entitled to favorable 
iecision. Related correspondence. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). HORIN, W. A. Bishop, Liberman, Cook, Purcell & 
Reynolds. 84/06/18. Atomic Safety and Licensing Board Panel. 
L2pp. 25025:055. 24X Fiche: 50-445, 84/06/18, 8406190351. 


36190361 Affidavit of JC Finneran re consideration of local 
displacements St sfcfj*# »#*, Related correspondence. 
r INNER AN, J, C. Tex#* 'Utilities Electric Co. (formerly Texas 
Jtilities Generating Co.). 84/06/18. 78pp. 25025:067. 24X 

-iche: 50-445, 84/06/18, 8406 1 9035 1 . 


8406200376 Forwards original signature page of 840618 affidavit of 
JC Finneran re consideration of local displacements & 
stresses. Related correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell Sc Reynolds. HORIN, W. 
Texas Utilities Electric Co. (formerly Texas Utilities Generatini 
Co.). DSB 757. 84/06/19. CLEMENTS, W. L. Docketing Sc Services 

Branch. 2pp. 25051:098. 24X Fiche : 50-445, 84/06/19, 8406200376. 


8406250357 Forwards repts re paint 8< insulation debris effects on 
containment emergency sump p erf ormance, c log g ing of ECCS sump 
trash racks St model testing of recirculation containment 
sump. W/o enc Is. Related correspondence. 

PHILIPS, M. H. Bishop, Liberman, Cook, Purcell it Reynolds. 

PHILIPS, M. H. Texas Utilities Electric Co. (formerly Texas Utilii 
Generating Co.). DSB 854. 84/06/19. ELLIS, J. Citizens Associ, 

for Sound Energy. Ip. 25136:326. 24X Fiche: 50-445, 84/06/19, 

8406250357. 


8406220226 Forwards listed documents requested during telcon re vai 
applicant motions for summary d i sp os it i on. W/o encl. Related 
correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell Sc Reynolds. HORIN, W. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. ). DSB 776. 84/06/20. ELLIS, J. Citizens Association for S< 

Energy. 2pp. 25081:293. 24X Fiche: 50-445, 84/06/20, 8406220226. 


8406250022 Forwards third biweekly update of fuel loading schedule 
Unit 1. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & Reynolds. 
REYNOLDS, N. S, Texas Utilities Electric Co. (formerly Texas Utili 
Generating Co.). DSB 834. 84/06/20. BLOCH, P. B. , JORDAN, W. H. , 

MCCOLLOM, K, A. Atomic Safety and Licensing Board Panel. 12pp. 
25125:207. 24X Fiche: 50-445, 84/06/20, 8406250022. 


8406250362 Responds to CASE data request re issue of intimidation. 
Documents available at util Dallas ofc include review of 
Board of Director minutes , Da 1 las QA of c , corporate security 
ofc Sc ombudsman & hotline fi les. Related correspondence. 

BELTER, L. W. Bishop, Liberman, Cook, Purcell & Reynolds. BELTER, 
Texas Utilities Electric Co. (formerly Texas Utilities Generatii 
Co.). DSB 857. 84/06/20. ROISMAN, A. Z. Trial Lawyers for Publ: 

Justice. ROISMAN, A. Z. Citizens Association for Sound Energy. C 
25137:017. 24X Fi ch e : 50-445, 84/06/20, 8406250362. 


8406260102 Confirms 840618 telcon providing underlying basis for 
statement on Page 51 of SIT rept re acceptability of design 
procedures for skewed welds utilized by three pipe support 
design groups. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 879. 84/06/20. ELLIS, J. 

Citizens Association for Sound Energy. Ip. 25142:232. 24X 

Fiche: 50-445, 84/06/20, 8406260102. 


8406260284 Advises of receipt of listed items from applicant. Encl 
answers to applicant motions for summary disposition should 
be amended appropriately. W/o end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 885. 84/0; 

BLOCH, P.B., JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licem 
Board Panel. Ip. 25150:067. 24X Fiche: 50-445, 84/06/21, 8406260: 


8406250374 Request for admission of CASE data requested by applicar 
840409 seeking summary of testimony that CASE intends to 
elicit from witnesses, indud ing list of facts to be 
estab lished. Certif icate of Svc end. Related correspondence. 
REYNOLDS, N. S. , BELTER, L. W. Texas Utilities Electric Co. (former! 
Texas Utilities Generating Co. ). REYNOLDS, N. S. Bishop, Libermar 
Cook, Purcell & Reynolds. DSB 848. 84/06/22. 7pp. 25136:336. 

Fiche: 50-445, 84/06/22, 8406250374. 


8406260101 Answer opposing applicant motion to compel answers to 
applicant ninth set of interrogator ies it request to 
produce St request for oral argument. Certificate of Svc 
encl. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 889. 84 /C 

Atomic Safety and Licensing Board Panel. 14pp. 25142:218. < 

F 1 r h s i 50-443, 84/06/22, 84062601 0-1 - 


8406260 1 *14 foruaras wv qwcut .o applicant re specific ectioni 

concerning TDI diesel generators to be undertaken prior to 
licensing. Certificate of Svc encl. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 875. 84/06/22. BLOCH, P. B. , 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Par 
6pp. 25142:014. 24X Fiche: 50-445, 84/06/22, 0406260134, 


9406260288 Forwards motion for summary disposition of CASE allegat: 
differential displacement of large-framed, wall-to-wall Sc 


16260293 Motion for summary disposition of CASE allegations re 
ifferential displacement of lar g e-f ramed , wa 1 1-to-wal 1 it 
'loor-to-ceiling pipe supports. No genuine issue of matl fact 
ixists & applicant entitled to favorable decision. 

'HILIPSiM.H. Texas Utilities Electric Co. (formerly Texas 
Itilities Generating Co. ). PHILIPS, M. H. Bishop, Liberman, Cook, 
'urcell & Reynolds. 84/06/22. Atomic Safety and Licensing Board 
»anel. 10pp. 25150:081. 24X Fi che : 50-445, 84/06/22, 8406260288. 


>6260298 Affidavit of RC Iotti S< JC Finneran re differential 
lisplacement of large frame pipe supports. 

:OTTI,R. C. , FINNERAN, J. C. Texas Utilities Electric Co. (formerly 
"exas Utilities Generating Co.). 84/06/22. Upp. 25150:091. 24X 

•iche: 50—445, 04/06/22, 8406260288. 


>6260299 Statement of matl facts as to which there is no genuine 
issue. 

h Texas Utilities Electric Co. (formerly Texas Utilities 
Jenerating Co. >. 84/06/22. Atomic Safety and Licensing Board 

>anel. 3pp, 25150:102. 24X Fiche: 50-445, 84/06/22, 8406260288. 


>60104 Motion for extension of time to respond to applicant motion 
compel answers to applicant ninth set of interrogatorie s 
•equests to produce. Related correspondence. 

.IS, U. Citizens Association for Sound Energy. DSB 888. 84/06/23. 

Atomic Safety and Licensing Board Panel. Ip. 25141:230. 24X 

:he: 50-445, 84/06/23, 8406260104. 


270129 Motion for summary disposition of max roughness surface 
[paration issue, No genuine issue of matl fact exists it 
ilicant entitled to favorable decision. Related 
•rtspondence. 

'MOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
lerating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell it 
inolds. DSB 903. 84/06/25. Atomic Safety and Licensing Board 

tel. 6pp. 25163:034. 24X Fiche: 50-445, 84/06/25, 8406270129. 


>6270131 Statement of matl facts as to which there is no genuine 
.ssue re max roughness surface preparation. 

Texas Utilities Electric Co. (formerly Texas Utilities 
>enerating Co. ). 84/06/25. Atomic Safety and Licensing Board 

anel . 2pp. 25163:040. 24X Fiche: 50-445, 84/06/25, 8406270129. 


>6270134 Affidavit of CT Brandt re max roughness surface preparation 
ssue. Certificate of Svc end. 

RANDT , C, T. Texas Utilities Electric Co, (formerly Texas Utilities 
enerating Co.). 84/06/08. 20pp. 25163:042. 24X 

iche: 50-445, 84/06/25, 8406270129. 


90370 Responds to two addl questions posed by ASLB re disposition 
ueld deficiencies on pipe whip restraint. Stresses found 
be within allowable 1 imi ts. Sup porting documentat ion 
1. Related correspondence. 

IN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds, HORIN, W. A. 
as Utilities Electric Co. (formerly Texas Utilities Generating 
). DSB 935. 84/06/23. BLOCH, P. B, , MCCOLLON, K. A. , JORDAN, W. H. 

mic Safety and Licensing Board Panel. 14pp. 25205: 228. 24X 

he: 50-445, 84/06/28, 8406290370. 


90398 Forwards documents requested during telcon re applicant 
ions for summary disposition. W/o end, Related 
resp ondence. 

IN, W. A. Bishop, Liberman, Cook, Purcell St Reynolds. HORIN, W. A. 
as Utilities Electric Co. (formerly Texas Utilities Generating 
>. DSB 936. 84/06/23. ELLIS, J, Citizens Association for Sound 

rgy. 3pp. 25206:096. 24X Fiche: 50-445, 84/06/28, 8406290398. 


neral correspondence 


20194 Designates MD Spence as recipient of official 
rtspondence pertaining to facilities. 

1ENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co.). 84/03/20. COLLINS, J. T. Region 5, Office of 

ector . Ip. 24890: 210. 24X Fiche: 50-443, 84/03/20, 8406 120194. 


10355 Responds to B4O60 | 7 f cjTairgf*. qf. ..mistrust it, alleged harassment 
;urrate rate proceeding it ASLB hearings. 

MCE, M. D. Texes Utilities Electric Co, (formerly Texas Utilities 
jrating Co, ), 84/06/15, ELLIS, J. Citizens Association for Sound 

rgy. 3pp. 2,5054:132, 24X Fiche- 50-445, 84/06/15, 8406210355. 


Llity Final Safety Analysis Report (FSAR ) it amends 


!>0092 Forward* Amend 50 to FSAR it supporting studies which 
ftantiate that containment coatings not significant to 
it safety, 

1IDT, H. Texas Utilities Electric Co. (formerly Texes Utilities 
irating Ce. ». 84/06/04, YOUNGBLOOD, B, J. Licensing Branch 1. 

24658: 073. 24X Fiche: 50-445, 84/06/04, 8,406060092. 


— 3406060099 Amend 50 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/04. 8pp. 24658:074. 24X 

Fiche 50-445, 84/06/04, 8406060092. 


— 8406060110 "Evaluation of Paint it Insulation Debris Effects on 
Containment Emergency Sump Performance. “ 

* Gibbs & Hill, Inc. (subs, of Dravo Corp. ). 84/03/31. 75p 

24658:123. 24X Fi c h e : 50-445, 84/06/04, 8406060092. 


— 8406060104 “Analysis of Clogging of ECCS Sump Trash Racks by De 
Paint Peels Following Accident. “ 

•* Ebasco Services, Inc. (subs, of Enserch Corp. ). 84/03/31. 

41pp. 24658:082. 24X Fic he : 50-445, 84/06/04, 8406060092. 


8406080251 Forwards Amend 49 to FSAR. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Uti 
Generating Co. >. 84/06/05. DENTON, H. R. Office of Nuclear Rea 

Regulation, Director. 5pp. 24855:001. 24X Fiche : 50-445, 84/06 

8406080251. 


— 8406080252 Amend 49 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/05. 115pp. 24855:005. 24X 

Fiche: 50-445, 84/06/05, 8406080251. 


Q. Inspection reports, IE Bulletins it correspondence 


B406130186 Forwards Relief Request D-3 re integral attachments 4: 
component supports to be included as part of previously 
transmitted preservice insp plan. 

MARSHALL, J. S. Texas Utilities Services, Inc. 84/05/06. 

BURWELL, S. B. NRC - No Detailed Affiliation Given. 3pp. 24911 
24X Fiche: 50-445. 84/05/06, 8406130186. 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation of Contai 
Spray Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 84052 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o 

York, Inc. 127pp. 24830:103. 24X Fi c he: 50-000, 84/05/25, 84052 


8406120412 Forwards IE Insp Rept 50-445/84—13 on 840416-19. No 
violations or deviations noted. 

BANGART, R.L. Region 4, Office of Director. 84/05/25. SPENCE, 
Texas Utilities Electric Co. (formerly Texas Utilities Generati 
Co.). 2pp. 24892:296. 24X Fich e : 50-445, 84/05/25, 8406120412. 


— 8406120417 IE Insp Rept 50-445/84-13 on 840416-19. No violations 
deviations noted. Major areas inspected : emergency 
preparedness appraisal followup insp of App A & B items 
identified during sub j appraisal conducted 830926-1007. 
MONTGOMERY, J. L. , BAIRD, J. B. , HUNNICUTT, D. M. Region 4, Office 
Director. 84/05/15. 7pp. 24892:298. 24X Fiche: 50-445, 84/0 

8406120412. 


8405300016 Board Notification 84-108: forwards RL Bangart 840518 & 
ltrs containing allegations re protective coatings at 
Comanche Peak. 

EISENHUT, D. G. Division of Licensing. 84/05/28. BLOCH, P. , 
JORDAN, W. , MCCOLLOM, K. Atomic Safety and Licensing Board Panel 
3pp. 24758:032. 24X Fic he: 50-445, 84/05/28, 8405300016. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. *' Svc li 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. o 

York, Inc. 122pp. 24879:342. 24X Fiche; 50-000, 84/05/30, 84052 


8406050518 Submits Errata 2 to SALP Repts 50-445/83-49 it 50-446/8 
deleting four undated pages'. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. SPENCE, 
Texas Utilities Electric Co, (formerly Texas Utilities Generati 
Co.). 2pp. 24840:052. 24X Fiche: 50-445, 84/05/30, 8406050518. 


— 8406050527 Submits Errata 2 to SALP Repts 50-445/83-49 it 50-446 
changing performance category from 2 to 1 on Page 2. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/22. SPENC 
Texas Utilities Electric Co. (formerly Texas Utilities Qene-r 
Co ). Ip. 24840:054. 24X Fiche: 50-445, 84/05/30, 8406050518, 


--8406050529 Forwards SALP Repts 50-445/83-49 it 50-446/83-23 for 
Oct 1982 - Oct 1983. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/14. SPENC 


50 530 SALP Repts 50-445/83-49 it 50-446/83-23 for Oct 1982 - 
1983. 

INICUTT, D. M. < JOHNSON, E. H. Region 4, Office of Director. 
05/07. 45pp. 24840:058. 24X Fic he : 50-445, 84/05/30, 8406050518. 

'423 IE i n f 0 Notice 84-41, "IGSCC in BWR Plants. " Svc list end. 
iNi E. L.. Division of Emergency Preparedness it Engineering 
nse (post 830103). 84/06/11. Consolidated Edison Co. of New 

Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/01 , 8406010423. 


>3<S8 Forwards “Catauba Nuclear Station Diesel Engine 1A Component 
idation Insp Rept, " addressing over 76'/. of insp plan, 

140321 meeting it 840405 ltr. TDI diesel generators at 
tb«» u/ill provide reliable source of backup power. 

^R# H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
■ «* r* Reactor Regulation, Director. 2pp. 24843:079. 24X 

50 — 000,84/06/01, 8406050368. 


>013 XE Info Notice 84-42, "Equipment Availability for Conditions 
Outages Not Covered by Tech Specs. " Svc list encl. 

>N* £. L_. Division of Emergency Preparedness & Engineering 
mse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


>350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
»t;xon Applicators. " Svc list encl. 

E# vJ. tsl . Division of QA, Safeguards it Inspection Programs (Post 

>3 > . B4/06/07. Consolidated Edison Co. of New York, Inc. 

25050:032. 24X Fi che : 50-000, 84/06/07, 8406050350. 


3133 Forwards Train A diesel generator insp results, per 840302 
Diesel Generator Owners Group program plan. Encl results 
cate that licensee program will result in fully 
if ied & reliable onsite electric power sys. 

3E, vJ. B. Texas Utilities Electric Co. (formerly Texas Utilities 
rating Co.). 84/06/07. IPPOLITO, T. Office of Nuclear Reactor 

lation, Director. 224pp. 24975:110. 24X Fic h e : 50-445, 84/06/07, 

110 132. 


0336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
besstos Cables. " Svc list encl. 

AN, E. L_. Division of Emergency Preparedness it Engineering 
onse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

, Inc. 120pp. 25049:273. 24X F i c h e : 50-000, 84/06/08, 8406060336. 


0176 IE Info Notice 84-45. “Reversed Differential Pressure 
rument Sensing Lines. " Svc list encl. 

AM# E. L. Division of Emergency Preparedness it Engineering 
onse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

# Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 » 8406080176. 


10173 IE Info Notice 84-46, "Circuit Breaker Position 
f icati on. " Svc list encl. 

IAN, E. L.. Division of Emergency Preparedness it Engineering 
onse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, B4060801 73. 


>0250 Forwards "Preservice Insp Program for Class 1,2 ic 3 
(Onen-ts" it Rev A to "Inservice Insp Program . . . . " 
iervice insp program reviewed by Matls Engineering 
tch w/conclusions reported in SSER 4, Sections 5. 2 & 6.6. 
JELL, S. B. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B. J. 

insing Branch 1. Ip. 24946:001. 24X Fiche: 50-445, 84 / 06/14, 

il 50 250. 


al50253 Forwards "Preservice Insp Program for Class 1,2 it 3 
amponents" it Rev A to "Inservice Insp Program for 1977 
Jition of Section XI, ASME Boiler it Pressure Vessel Code W/ 
i den da Through Summer 1979." 

ARSHALL, j. S. Texas Utilities Services, Inc. 82/10/07. 

JRWELL, S. B. Office of Nuclear Reactor Regulation, Director. Ip. 
: 002. 24X Fiche: 50-445, 84/06/14, 8406150250. 


£>150256 "Preservice Insp Program for Class 1 , 2 it 3 Components. " 
Texas Utilities Services, Inc. 82/10/07. 300pp. 24946:004. 

4-X Fiche: 50-445, 84/06/14, 8406150250. 


£>150260 Rev A to "Inservice Insp Program for 1977 Edition of Section 
I# ASME Boiler & Pressure Vessel Code W/Addenda Through 
gmmer 1979." W/30 oversize flow d iagrams. Ap ertur e cards 
t* e available in PDR. 

Texas Utilities Services, Inc. 81/07/01. 150pp. 24946:285. 

4X Fiche: 50-445, 84/06/14, 8406150250. 


2012*? Ack receipt of 840504 ltr providing revised status of App A 
n items contained in IE Emergency Preparedness Appraisal 
ts 50-445/83-33 St 50-446/83-17. 

IOART , R. L. Region 4, Office of Director. 84/06/14. SPENCE, M. D. 
sk-s Utilities Electric Co. (formerly Texas Utilities Generating 
). 21pp. 25083:214. 24X Fi c h e : 50-445, 04/06/14, 8406220129. 


— -8406220 1 35 Forwards revised 840504 status list of App A open iti 
from IE Emergency Preparedness Appraisal Repts 50-445/83-33 
S< 50-446/83-17. Extension requested. 

KUYKENDALL, J. C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 84/05/04. JOHNSON, E. Region 4, ( 

of Director. 5pp. 25083:216. 24X Fiche: 50-445, 84/06/14, 

8406220129. 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. oi 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 84061( 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o- 

York, Inc. U8pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 84061( 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generatoi 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 840611 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Pr< 
for Transport Packages Pursuant to 10CFR30, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness *t Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 25535:041. 24X Fiche: 30-000. 84/06/21, 8406191 


R. Periodic operating reports it related correspondence 


8406070276 Submits second biweekly update on status through 84052 
s c h ed u 1 e— re 1 a t e d issues for Sept 1984 fuel load. Chemical it 
vol control sys preoperational testing slipped to secondary 
critical path status. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utili 
Generating Co.). 84/06/04. EISENHUT, D. G. Division of Licensi 

COLLINS, J. T. Region 4, Office of Director. 77pp. 24742:344. 

Fiche: 50-445, 84/06/04, 8406070276. 


8406220212 Forwards third biweekly update on status of important 
s c h ed u 1 e— re I a ted issues for fuel load in late Sept 1984. 
Refurbishment of diesel generators remains primary critical 
path. 

GEORGE. J. B. Texas Utilities Electric Co. (formerly Texas Utili 
Generating Co.). 84/06/18. EISENHUT, D. G. Division of Licensi 

COLLINS, J. T. Region 4, Office of Director. 11pp. 23081:282. 

Fiche: 50-445, 84/06/18, 8406220212. 


S. Reportable occurrences, LERs it related correspondence 


8406130107 Forwards "Analysis of Intermediate Cover Size 3 Inch.T 
JHF, 11 - Stage Pacific Pump Safety Injection Svc," per 
840414 10CFR50. 55(e) rept. 

MARSHALL, J. S. Texas Utilities Electric Co. (formerly Texas Uti 
Generating Co. ). 83/02/01. BURWELL, S. B. Office of Nuclear Re 

Regulation, Director. Ip. 24914:001. 24X Fich e : 50-443, 83/02/ 

8406130107. 


— 8406130111 "Analysis of Intermediate Cover Size 3 Inch, Type JHF 
Stage Pacific Pump Safety Injection Svc." 

HANSON, L. D. Dresser Industries, Inc. 83/01/11. 139pp. 

24914:002. 24X Fiche: 50-445, 83/02/01 , 8406130107. 


8401310332 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
uiring change finalized h being forwarded to affected 
plants. Diagrams & list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310332. 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand .Gulf Nuclear Power 
Stations, " on behalf of TDI Diesel Generator Owners Group. 
MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director 2pp 24182:236. 24X Fiche: 50 - 000 , 84/04/20, 04042401 


8405300097 Forwards cover ltrs transmitting evaluation of cylindi 
heads of TDI Series R-4 diesel engines it design review of 
Elliott Model 90G turbocharger used on TDI diesel 
g enerat ors. W/o enc Is. Related correspondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc.) Owners Group. DS: 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:243. 
Fiche: 50—000, 84/03/17, 8405300097. 


5300109 Forwards cover Itr transmitting rept on investigation of 
ypes AF & AE piston skirts. W/o end. Related correspondence. 

RITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/17. 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

iche: 50-000. 84/05/17, 8405300109. 


406060299 Draft " Invest i gat ion of Types AF it AE Piston Skirts. “ 
* Failure Analysis Associates. F AAA-84- 2-14 DR FT. 84/05/31. 
115pp. 24668:206. 24X Fi che: 50-000, 84/05/17. 8405300109. 


6060004 Advises that TDI Owners Group 840516 ltr it rept, "Evaluation 
f Emergency Diesel Generator Crankshafts at Shoreham & 
rand Gulf Nuclear Power Stations" issued per commitments, 
istribution list end. 

RITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
No Detailed Affiliation Given. 4pp. 24662:001. 24X 

iche: 50-000, 84/05/17, 8406060004. 


5300116 Forwards rept on design review of connecting rods for TDI 

3RV-4 series diesel generator. W/o end. Related 

srrespondence. 

RITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/18. 
30RDENICK. B. li. Hearing Branch 3. 4pp. 24668:138. 24X 

iche: 50-000, 84/05/18, 8405300116. 


106060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

# Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fiche: 50-000, 84/05/18, 84053001 16. 


*010222 Final Deficiency Rept SDAR-134 re rodent damage to Class IE 
ibles. Initially reported on 840426. Cond i t i on determined not 
► portable under 10CFR50. 55( e ) . 

.EMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
merating Co.). 84/05/22. JOHNSON, E. H. Region 4, Office of 

.rector. Ip. 24754:336. 24X Fiche: 50-445, 84/05/22, 8406010222. 


►010313 Supplemental Part 21 rept re possible insulation damage to 
ectrical cables mfg by Rockbestos Co. Initially reported on 
.051 1. Certain reels on production records not shipped or 
ipped on non-Class IE purchase orders. 

TTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
fice of Inspection and Enforcement. 5pp. 24756:349. 24X 

che: 50-000, 84/05/22, 8406010313. 


050401 Final Deficiency Rept SDAR-135 re unauthorized thermolag 
stallation between cable it fire barrier enve 1 op e. Ini t ia 1 ly 
ported on 840502. Condition not reportable per 
CFR50. 55(e). 

EMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co. ). 84/05/29. JOHNSON, E. H. Region 4, Office of 

rector. Ip. 24804:286. 24X Fich e: 50-445, 04/05/29, 8406050401 . 


110312 Forwards "Evaluation of Emergency Diesel Generator 
ankshafts at Shoreham St Grand Gulf, " "Design Review of 
nnecting Rods for TDI DSRV-4 Series Diesel Generators" it 
nvestigation of Types AF it AE Piston Skirts, " final repts. 

ITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK. B. M. NRC 
No Detailed Affiliation Given. 4pp. 24866:001. 24X 

che: 50-000, 84/05/31, 8406110312. 


050364 Forwards two proprietary oversize drawings in response to 
WL request. Drawings withheld (ref 10CFR2. 790) , per TDI 
esel Generator Owners Group 840323 application. Aperture 
rds are available in Central Files. 

C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/01. 
MTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
345: 213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
/er, NY to discuss progress of TDI Owners Group plan to 
ilify diesel generators. 

_LER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 

/ision of Licensing. 4pp, 24897:311. 24X Fiche: 50-000, 84/06/01, 

16120537. 


120519 Interim Significant Deficiency Rept SDAR-132 re installation 
curtain fire dampers w/o proper provision for thermal 
lansion. Initially reported on 840309. Evaluation 
itinuing. Next rept will be submitted by 840813. 

:MENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
lerating Co.). 84/06/04. JOHNSON, E. H. Region 4, Office of 

“ector. Ip. 24891:093. 24X Fi che: 50-445, 84/06/04, 8406 120319. 


►80174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
ule Control Wiring it Termination Qualif ication Review for 
Diesel Generators. " 

, C. L. TDI (TTansamerica Delaval, Inc. ) Owners Group. 84/06/05. 
ITON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp, 
►58:160. 24X Fiche: 50-000, 84/06/05, 8406080174, 


8406150114 Forwards "Proposed Torsional & Lateral Critical Speed 
Analysis, " "Field Test of Emergency Diesel Generator 103 
W/13xl3 Crankshaft" it table of torsional loading due to 
pressure at 1007. load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fi c h e : 50-000, 84/06/07, 

84061501 14. 


-8406150133 "Proposed Torsional & Lateral Critical Speed Analysi 
Numbers 74010/12 Delaval-Enterpr i se Engine Model DSP-48 
3, 500 k W/ 4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949*2 
24X Fiche: 50-000, 84/06/07, 8406150114. 


8406130043 Board Notification 84-1 13: forward s TDI Diesel Generato 
Owners Group repts for review. 

EISENHUT , D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fi c h e : 50-000, 84/06/08, 
8406130043. 


8406150227 Forwards calculations of plug weld end connec t ion s, f r i < 
welded pushrod & preexisting longitudinal flaws on diesel 
fuel injection line tubing, per commitment. Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fi c h e : 50-000, 84/06/ 1 1 , 

8406150227. 


-8406150238 Forwards calculations requested by BNWL re push rods 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/< 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fi ch e : 50-000, 84/06/1 1 , 

8406150227. 


— B4061 50259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fich e: 50-000, 84/06/1 1 , 8406150227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded Pi 
SHUST 0, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi c h e : 50-000, 84/06/1 1 , 84061 50227. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fi ch e : 50-000, 84/0<! 

8406200469. 


8406180297 PNO-I V-84-01 1 : on 840612, 1 i c ensee notified region than a 
12 workers terminated in connection w/ongoing internal 
investigation into use/possession/sale of illegal drugs at 
plants. Media interest present. 

HUNNICUTT, D. M. Region 4, Office of Director, 84/06/12. Ip. 
24962:046, 24X Fi ch e : 50-445, 84/06/ 12, 8406 100297. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring & Termination Qual if icati on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. RAY, C. 
Duke Power Co. 84/06/13. DENTON, H. R. Office of Nuclear Reactc 
Regulation, Director. 2pp. 24954:268. 24X Fi c he : 50-000, 84/06/ 

8406150154. 


— 8406130187 Suppl to "Emergency Diesel Generator Auxiliary Module 
Control Wiring it Termination Qual if ication Review for TDI 
Generators, " prepared for TDI Diesel Generator Owners 
Group . 

* Stone it Webster Engineering Corp. 84/05/04. 14pp. 24954- 

24X Fiche: 50-000, 84/06/13, 8406150154. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X F i ch e : 50-000, 84/06 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF it AE Piston Skirts, " 

PAY, C. L. TDI (Transamerica Delaval, Inc,) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
25115: 112, 24 X Fiche: 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Per f ormen 
AF it AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84— 5-18. 04/06/30. 55p 

251 1 5 : 1 14. 24X Fiche: 50-000, 84/06/14, 8406250339. 


DOCKETED ITEMS 


06230313 Forwards "Design Review of Elliott Model 65G Turbocharger 
Jsed on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Bets. " 

RAY#C. L. TDI (Transamerica Delaval# Inc. ) Owners Group. 84/06/15. 
DENTON# H. R. Office of Nuclear Reactor Regulation# Director 2pp 
25118:001. 24X Fiche: 30-000# 84/06/15, 84062S0313. 


8406220259 Board Notif ication 84-120: forwards transcripts of 84042 
0502 it 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT , D. G. Division of Licensing. 84/06/20. PALLADINQ 
Commissioners. 54pp. 25206:099. 24X Fiche: 50-000# 84/06/20# 

8406220259. 


3406250323 "Design Review of Elliott Model 65G Turbocharger Used on TDI 
DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30 55pp 

25118:003. 24X Fi ch e : 50-000, 84/06/1 5, 8406250313. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wj 
R iver# NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000# 84/06/20. 8406220259. 


06230333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 i f i cat i on Rept, " 

RAY# C. L. TDI (Traniamerica Delaval# Inc. ) Owners Group. 84/06/15. 
DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 17pp. 
25119:209. 24X Fi ch e : 50-000# 84/06/ 1 5# 8406230333. 


06250335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review." 

RAY# C. L. TDI (Transamer i ca Delaval# Inc. ) Owners Group. 84/06/15. 
DENTON# H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115:001. 24 X Fiche: 50-000# 84/06/15# 8406250335. 


8406290299 Transcript of 840622 meeting between NRC it consultants 
Quners Group & consultants in Palo Alto#CA re review of 
operability it reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fiche : 50-000# 84/06/22# 8406290299. 
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A. Application/construction stage documents & correspondence 


3406250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone & Webster Engineering Carp. 84/06/30. 34pp. 25115:003. 

24X Fiche: 50-000, 84/06/15, 8406250335. 


36250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland it San Onofre Nuclear Generating 
Station®, " 

RAY# C. L. TDI (Transamerica Delaval# Inc.) Owners Group. 84/06/15. 
DENTON# H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115:169. 24X Fiche: 50-000, 84/06/15, 8406250343. 


06250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
3SR-48 Emergency Diesel Generators. " 

RAY. C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/18. 
DENTON# H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115: 238. 24X Fiche: 50-000, 84/06/18, 8406250299. 


3406230349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators." 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

23115:240. 24X Fic h e : 50-000, 84/06/18# 8406250299. 


06260391 Forwards "Design Review of Connecting Rod Bearing Shells for 
TDI Enterprise Engine®. " 

RAY# C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/22. 
[DENTON. H. R. Office of Nuclear Reactor Regulation# Director. 2pp. 
25134:127. 24X Fiche: 50-000, 84/06/22# 8406260351. 


3406260363 "Design Review of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

23154:130. 24X Fiche: 30-000# 84/06/22# 8406260351. 


8404230140 Board Notification 84-061 : provides info re equipment t« 
response to hydrogen burns in large# dry containments# as 
result of recent EPRI tests at Nevada Test Site. 

EISENHUT, D. G. Division of Licensing. 84/04/26. PALLADINO 
Commissioners. 8pp. 24338:253. 24X Fiche: 50-000# 84/04/26# 

8404230140. 


8406060333 Ac k receipt of 840319 petition on behalf of Citizens As 
for Sound Energy 6 workers re alleged serious const & 
documentation defic iencies. Extensive review of facility 
being conducted. FR notice end. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 
84/05/24. GARDE# B. P. Government Accountability Project. 5pp. 
24664: 257. 24X Fiche: 50-445# 84/05/24, 8406060333. 


— 8406060342 Notice that Govt accountability Project sought# by 84< 
petition# immediate suspension of CPs based on serious const 
it documentation deficiencies# including destruction# 
manipulation 8t falsification of documents. 

DENTON, H. R. Office of Nuclear Reactor Regulation# Director. 
84/05/24. 2pp. 24664:261. 24X Fiche: 50-445, 84/05/24, 840606C 


8405300021 Board Notification 84-110: forwards 840522 final 
investigation rept re incident w/electrical inspectors 
referred to as "T-shirt incident." 

EISENHUT, D. G. Division of Licensing. 84/05/25. BLOCH, P. . 
JORDAN, W. # MCCOLLOM# W. Atomic Safety and Licensing Board Panel. 
2pp. 24737:300. 24X Fiche: 50-443# 84/05/25# 8405300021. 

— 8406010051 Forwards 840515 final rept re issues surrounding 840( 
"T-shirt incident. " 

CLEMENTS# B. R. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 84/05/22. COLLINS# J. T. Director 

Office# Office of Inspection and Enforcement. 34pp. 24737:3< 

24X Fiche: 50-445# 84/05/25, 8405300021. 


06270113 Forwards "Design Review of TDI R-4 it RV-4 Series Emergency 
Diesel Generator Cylinder Blocks it Liners." 

RAY# C. L. TDI (Transamerica Delaval# Inc.) Owners Group. 84/06/25. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
29163:273. 24X Fiche: 50 - 000 # 84/06/25, 84062701 15. 


3406270136 "Design Review of TDI R-4 it RV-4 Series Emergency Diesel 
Generator Cylinder Blocks it Liners." 

* Failure Analysis Associates. FAAA-84-S-4. 84/06/30. 79pp. 

23163: 275. 24X Fiche: 30-000# 84/06/23# 84062701 13. 


Hearing transcripts on non-anti trust matters 


8406050328 Forwards description it summary evaluation of proposed 
deferred preoperational testing of safety injection sys 
check valve leakage it containment cooling sys for review. 
CLEMENTS# B. R. Texas Utilities Electric Co. (formerly Texas Uti: 
Generating Co. ). 84/05/29. DENTON# H. R. Office of Nuclear Rea< 

Regulation# Director. 5pp. 24841:302. 24X Fiche: 50— 443# 84/05# 

8406050328. 


8406080254 Summary of 840426 meeting w/util in Bethesda# MD re env: 
qualification of mechanical equipment. 

STEFANO# J. J. Licensing Branch 1. 84/05/29. YOUNGBLOOD# B. J. 

Licensing Branch 1. 18pp. 24878:001. 24X Fiche: 30-443. 84/03/! 

8406080254. 


03260036 Transcript of 840320 hearing in Fort Worth# TX. Pp 10# 716- 
11# 018. 

* Atomic Safety and Licensing Board Panel. 84/03/20. 314pp. 

22748:001. 24X Fiche: 50-445# 84/03/20# 8403260036. 


03070033 Transcript of 840301 hearing in Fort Worth# TX. 
13# 354. Supporting documentation end. 

» Atomic Safety and Licensing Board Panel. 84/05/01. 
24330: 232. 24X Fiche; 30-445# 84/03/01# 8405070053. 


Pp 13, 126- 
244pp. 


8406070193 Comments on draft NPDES permit re Outfalls 101,201 it 3 
Permit acceptable pending listed corrections. 

COFFMAN# H. B. Texas Utili ties Electric Co. (formerly Texas Util: 
Generating Co. >. 84/03/31. HUMKE# F. Environmental Protection 
Agency 2pp. 24745:350. 24X Fiche: 50-445# 84/05/31. 8406070193. 


8406040271 Provides add! response to 840424 it 0301 ltrs containini 
of allegations re issuance of incomplete packages to QC at 
document control clerks receiving poor training. 

CLEMENTS# B. R. Texas Utilities Electric Co. (formerly Texas Uti 


DOCKETED ITEMS 


260489 Forwards NRC 840530.25.09 & 0406 memos describing 
tegration of activities for plants w/neai term licensing 
tivities. Briefing on integrated schedules expected by 
0618. 

RCKS.W. J Office of the Executive Director for Operations. 
/06/01 . PALLADINO Commissioners. Ip. 25157:324. 24X 

che: 50-000. 84/06/01, 8406260489. 


06260505 Assigns project managers to develop integrated schedules for 
action on plants w/near-term licensing activity. Direc tor s 
requested to assemble list of remaining activities & 
identify mgt contact. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 

B4/05/30. DEYOUNG, R. C. Director's Office, Office of Inspection 
and Enforcement. 2pp. 25157:325. 24X Fiche: 50-000, 84/06/01. 

3406260489. 


36020439 Outlines course of action decided upon re plants w/near-term 
licensing activity, per 840517-18 mgt meetings. inc lud ing 
integrated scheduled of NRC activities to be developed by 
340618 identifying expected completion dates. 

3IRCKS, W. J. Office of the Executive Director for Operations. 

34/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 

3irector. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 8406260489. 


>6260518 Discusses outstanding regulatory issues for near-term OL 
• •views. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

>ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
34/05/09. DIRCKS, W. J. Office of the Executive Director for 
3perations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

3406260489. 


>4170643 Submits list of outstanding regulatory actions to be 
:omp leted in preparation on near-term OL issuance during 
text 12-18 months. Mgt plan for each facility should be 
leveloped & implemented 6 to 9 months before OL date. 

URCKS, W. J. Office of the Executive Director for Operations. 
14/04/06. DENTON, H. R. Office of Nuclear Reactor Regulation, 
lirector. 2pp. 25157:335. 24X Fiche: 50-000. 84/06/01 . 8406260489. 


60092 Forwards Amend 50 to FSAR Se supporting studies which 
stantiate that containment coatings not significant to 
nt safety. 

MIDT, H. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co.). 84/06/04. YOUNGBLOOD. B. J. Licensing Branch 1. 

24650:073. 24X Fiche: 50-445. 84/06/04. 8406060092. 


6060110 "Evaluation of Paint & Insulation Debris Effects on 
ontainment Emergency Sump Performance. " 

Gibbs & Hill, Inc. (subs, of Dravo Corp. ). 84/03/31. 75pp. 

4658:123. 24X Fiche: 50-445, 84/06/04. 8406060092. 


6060104 “Analysis of Clogging of ECCS Sump Trash Racks by Debris & 
aint Peels Following Accident. “ 

Ebasco Services. Inc. (subs, of Enserch Corp. ). 84/03/31. 

1pp. 24658:082. 24X Fic he: 50-445, 84/06/04, 8406060092. 


8406260113 Forwards nonproprietary 3k proprietary "Wes ting h o u s e £ 
Methodology for Protection Sys, Comanche Peak Station. " 

Application requesting proprietary info be withheld 
(ref 10CFR2 790) also end. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Uti 
Generating Co. ). 84/06/07. DENTON, H. R. Office of Nuclear Re 

Regulation, Director. YOUNGBLOOD, B. J. Licensing Branch 1. 2 

25148:227. 24X F i c h e : 50-445, 84/06/07, 84062601 1 3 


— 8406260118 Requests withholding of proprietary "Westing h o xj s e S 
Methodology for Protection Sys, Comanche Peak Station, " 

(ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/06/04. DENT 
Office of Nuclear Reactor Regulation, Director. lp 25148 
24X Fiche: 50-445, 84/06/07, 8406260113. 


-8406260126 Nonpropri etary "Westinghouse Setpoint Methodology P 
Protection Sys, Comanche Peak Station." W/two oversize 
tab les. Aperture cards available in PD R. 

TULEY , C . R. , MILLER, R. B. Westinghouse Electric Corp. 84/03/ 
86pp. 25148:230. 24X Fi c h e : 50-445, 84/06/07, 84062601 1 3 . 


8406110306 Forwards description & summary evaluation of def e rr vd 
preoperational thermal expansion testing, per 840514 
commitment. Concurrence requested to defer test until after* 
fuel load. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas* ® Ut 
Generating Co. ). 84/06/08. DENTON, H. R. Office of Nuclear* Re 
Regulation, Director. 4pp. 24870:346. 24X Fi c h e • 50-44-3 * ©-4/0 
8406110306. 


8406150159 Forwards Rev 5 to Procedure QDA-102, "Shift Complemen 
Responsibilities & Authorities" 3k Rev 0 to Procedure 
TRA-299, "Shift Advisor Training & Qualifications," in 
response to 840525 ltr re operating shift experience. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Ut 
Generating Co.). 84/06/08. EISENHUT, D. G. Division of L_Acen« 

18pp. 24951:059. 24X Fi c h e : 50-445, 84/06/08, 84061 501 59 . 


— 8406130252 Rev 5 to Procedure 0DA-102, "Shift Complement 
Responsibilities & Authorities." 

SEIDEL, R. B, Texas Utilities Electric Co. (formerly Texas Ut : 
Generating Co.). 84/06/05. 43pp. 24951:077. 24X 

Fiche: 50-445, 84/06/08, 8406150159. 


— 8406150161 Rev 0 to Procedure TRA-299, "Shift Advisor Training 
dual i fi cations. " 

* Texas Utilities Electric Co. (formerly Texas Utiliti«» 
Generating Co.). 84/06/05. 34pp, 24951:121. 24X 

Fiche: 50-445, 84/06/08, 8406150159. 


8406210280 Forwards "Comanche Peak Plan for Completion of Ou t star 
Regulatory Actions," per 840524 commitment. 

IPPOLITO, T. A. Division of Licensing. 84/06/11. BLOCH, P. B, / 
Safety and Licensing Board Panel. 2pp. 25069:266. 24X 

Fiche: 50-445, 84/06/1 1, 8406210280. 


10109 Forwards request for addl documentary matl for dispostion 
proceeding re pipe support 3k design QA. Proposes 840608 
r» meeting in Bethesda, KD to discuss motions. 

3LIT0, T. A. Division of Licensing. 84/06/04. SPENCE, M. D. Texas 
lities Electric Co. (formerly Texas Utilities Generating Co. ). 

24882:34 4. 24X Fiche: 50-445, 84/06/04, 84061 10109. 


70254 Forwards description Sc summary evaluation of deferred 
jperational testing of turbine driven auxiliary feedwater 
> steam supply line check Sc drain pot level control 
'«* & reactor coolant pump seal performance. 

iENTS.B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
irating Co. ). 84/06/05. DENTON, H. R. Office of Nuclear Reactor 

ilation, Director. 4pp. 24745:307. 24X Fi che: 50-445, 84/06/05, 

>070254. 


30140 Forwards table describing FSAR Amend 49, dtd 840605. 

SHALL, J. S. Texas Utilities Electric Co. (formerly Texas Utilities 
►rating Co.). 84/06/05. BURWELL, S. B. Office of Nuclear Reactor 

► lation. Director. 3pp. 24914:351. 24X Fiche: 50-445, 84/06/05, 

►1301 40, 


--8406210284 "Comanche Peak Plan for Completion of Outstand i no Re 
Actions. " 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/06/05. 16pp. 25069:268. 24X 

Fiche: 50-445, 84/06/11, 8406210280. 


8406200506 Confirms understanding of further action to be ta ken fa 
re implementation of NUREG-0737, Item 1 1 1. D. 3. 3. NRC will 
review amended FSAR to assure that iodine monitoring 
procedure remains compatible w/NUREG-0737 requirements. 

YOUNGBLOOD, B. J. Operating Reactors Branch 1. 84/06/12. SPENC 

Texas Utilities Electric Co. (formerly Texas Utilities Generet 
Co.). 2pp. 25053:338. 24X Fiche: 50-445, 84/06/12, 84062 00 SO<b 


8406250171 Forwards description & summary evaluation of seventh % 
proposed for deferment re completion of preoperational air 
flow balancing of control room, per 840514 commitment. Sa F e -fe y 
evaluation inc luded. Requests concurrence. 

CLEMENTS, B. R. Texas Utilities Electric Co, (formerly Texas Uti 
Generating Co. ). 84/06/15. DENTON, H. R. Office of Nuclear 

Regulation, Director. 2pp. 25121:292. 24X Fiche: 50-44H5, a 4 /n* 

8406230171. ° 


*X>64 Notification of 840608 meeting w/util in Bethesda, MD 
uss detailed technical data contained in motions for 
ary disposition filed by applicant in recent wks 
ELL, S. B. Licensina ir-anrh 1 flA//U/rt« unn..... _ 


to 


8406250279 Forwards info clarifying 831110 reactor vessel survsil 
capsule rept 3k 840210 associated Tech Spec change request, 
per 840503 & 14 requests. 


DOCKETED ITEMS 


06270081 Comments on rept submitted by NRC 840516 ltr re reactor 
vessel heatup & cool down Tech Spec pressure temp limits for 
p lant. Rept does not adequately encompass vessel closure 
flange region pressure temp safety margins. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/06/19. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
3pp. 25174:341. 24X Fi c h e : 50-445. 84/06/ 19, 8406270081 . 


06220093 Board Notification 84-104. d iscusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT. D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 6pp. 25159:272. 24X Fiche: 50-000. 84/06/20. 

3406220093. 


06260152 Estimates dates on which answers to applicant motions for 
summary disposition can be fi led. Certificate of Svc end. 

Related correspondence. 

ELLIS. J. Citizens Association for Sound Energy. DSB 886. 84/06/21. 

BLOCH. P. B. , MCCOLLOM, K. A. , JORDAN, W. H. Atomic Safety and Licensing 
Board Panel. 7pp. 25141:269. 24X Fiche: 50-445, 84/06/21, 84062601 52. 


Security, medical, emergency fire protection plans 


36050518 Submits Errata 2 to SALP Repts 50-445/83-49 & 50-446/83-23, 
deleting four undated pages. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. SPENCE, M. D. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 2pp. 24840:032. 24X Fiche : 50-443, 84/05/30, 8406050518. 


3406050530 SALP Repts 50-445/83-49 & 30-446/83-23 for Oct 1982 - 
Oct 1983. 

HUNNICUTT, D. M. Region 4, Office of Director. 84/05/07. 43pp. 

24840: 058. 24X Fiche: 50-445, 84/05/30, 8406050518. 


06220129 Ack receipt of 840504 ltr providing revised status of App A 
open items contained in IE Emergency Preparedness Appraisal 
Repts 50-445/83-33 & 50-446/83-17. 

BANOART, R. L. Region 4, Office of Director. 84/06/14. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 21pp. 25083:214. 24X Fiche: 50-445, 84/06/14, 8406220129. 


3406220135 Forwards revised 840304 status list of App A open items 
from IE Emergency Preparedness Appraisal Repts 30-445/83-33 
h 50-446/85-17. Extension requested. 

KUYKENDALL, J. C. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 84/05/04. JOHNSON, E. Region 4, Office 

of Director. 3pp. 23083:216. 24X Fiche: 50-443. 84/06/14, 

8406220129. 


Adjudicatory correspondence 


06040374 Forwards signed affidavit or partial answer to applicant 
ninth set of interrogator ies to CASE & requests to produce. 

Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 434. 84/03/30. 

Docketing & Services Branch. 2pp. 24802:252. 24X 

Fiche: 50-445, 84/05/30, 8406040374. 


06040383 Partial response to applicant ninth set of interrogatories 
& requests to p roduce. Certificate of Svc end. Related 
corresp ondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 433. 84/05/30. 

Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 9pp. 24802:221. 24X Fiche: 50-445, 84/05/30, 8406040303. 


06060476 Ack receipt of 831205 ltr re holding or storage of nuclear 

waste. Ltr transmitted to ASLAB for inclusion in hearing 

record. 

EISENHUT, D. G. Division of Licensing. 84/05/30. CRUMP, G. R. Texas, 
State of. 4pp. 24847:322. 24X Fiche: 50-445, 84/05/30, 8406060476. 


8406060477 Advises that? ©R Crump objections to holding or storage of 
nuclear waste will toe registered in official proceedings of 
hearing. 

TREBY, S. NRC - No detailed Affiliation Given. 84/05/30. 

BLOCH, P. B. Atomic Safety and Licensing Board Panel. MCCOLLOM, K. A. 

Oklahoma State Uni v. , Stillwater, OK. JORDAN, W. H. Affiliation 
Not Assigned. 33pp. 24847:326, 24X Fiche: 50-445, 84/05/30, 

8406060476. 


06070015 Informs of reiiiftt of ©R Crump 831205 request that 
objections to holding or storage of nuclear waste in 
Somervell County be registered in offical proceed ing. Crump 
810706 ltr already entered into record as part of FES. 

TREBY, S. Hearing Branch I. S4/05/30. BLOCH, P. B. , MCCOLLOM, K. A. , 
JORDAN, W. H. Atomic Safety and Licensing Board Panel. 2pp. 
24852:248. 24X Fiche: 30-445, 84/05/30, 8406070015. 


--8406070021 Objects to nuclear waste storage in c ounty . Ob j e ct ior 
be registered in official proceedings during forthcoming 
hearings. 

CRUMP, G. R. Somervell County, TX. 83/12/05. Division of 

Licensing. 2pp. 24852:250. 24X Fi c he : 50-445, 84/05/30, 8406C 


— 8406070024 Confirms transference of 831205 ltr objecting to stc 
nuclear waste to ASLB for inclusion in hearing record. 

Earlier ltr also made part of record. 

EIStNHUT, D. G. Division of Licensing. 84/05/30. CRUMP, G. R. 
Somervell County, TX. 34pp. 24852:255. 24X Fi che: 50-445, 

84/05/30, 8406070015. 


8406050435 Proposed schedule & procedures for resolution of haras 
t* intimidation issues per ASLB request. Prop osa 1 would 
effectively utilize valuable time available for development 
of complete record. Certif icate of Svc end. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A 
Trial Lawyers for Public Justice. DSB 444. 84/06/01. 20pp. 
24845:084. 24X Fiche: 50-445, 84/06/01, 8406050435. 


8406060140 Forwards HR Denton 840524 ltr to BP Garde re Govt 
Accountability Project 840319 petition on behalf of Citizens 
Assoc for Sound Energy & numerous nuclear workers re alleged 
const deficiencies. 

MIZUNO, G. S. Hearing Branch 1. DSB 468. 84/06/01. BLOCH, P. B. 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board P 
12pp. 24658:287. 24X Fi che: 50-445, 84/06/01, 8406060140. 


8406060089 Forwards executed signature page of RD Wheaton 840520 
affidavit & correction sheet for applicant motion for 
summary disposition of CASE allegations re safety factors. 
Related correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, 
Texas Utilities Electric Co. (formerly Texas Utilities Generati 
Co.). DSB 482. 84/06/02. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, U 

Atomic Safety and Licensing Board Panel. 3pp. 24666:014. 24X 

Fiche: 50-445, 84/06/02, 8406060089. 


— 8406060457 Motion for summary disposition of CASE allegations r 
of Richmond inserts & application to support design. No 
genuine issue of matl fact exists & applicant entitled to 
favorable dec ision. Related correspondence. 

PHILIPS, M. H. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). PHILIPS, M. H. Bishop, Liberman, C 
Purcell & Reynolds. 84/06/02. Atomic Safety and Licensing 
Panel. 12pp. 24666:017. 24X Fiche: 50-445, 84/06/02. 84060600 


— 8406060461 Affidavit of JC Finneran.RC Iotti & RP Deubler re 
design of Richmond inserts & application to support 
design. Six oversize drawings end. Related correspondence. 
FINNERAN, J. C. , IOTII.R. C. , DEUBLER, R. P. Texas Utilities Elec 
Co. (formerly Texas Utilities Generating Co. ). 84/06/01. 20 

24666:029. 24X Fiche: 50-445, 84/06/02, 8406060089. 


— 8406060464 Statement of matl facts as to which there is no genu 
issue. Related correspondence. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/06. Atomic Safety and Licensing Bo 

Panel. 7pp. 24666:240. 24X Fiche: 50-445, 84/06/02, 840606008 


8406150169 Forwards motion for summary disposition re design of 
Richmond inserts & application to support des ign. Motion 
addresses Items 10 & 11 of applicant plan. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN. 
Texas Utilities Electric Co. (formerly Texas Utilities Generati 
Co.). DSB 638. 84/06/02. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, U 
Atomic Safety and Licensing Board Panel. Ip. 24952:084. 24X 
Fiche: 50-445, 84/06/02, 8406150169. 


— 8406150249 Statement of matl facts as to which there is no genu 
issue re Richmond inserts. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. 84/06/02. Atomic Safety and Licensing Be 

Panel. 7pp. 24952:307. 24X Fiche: 50-445, 84/06/02, 840615014 


8406060415 Forwards affidavit of D Hunnicutt which responds to AS 
840315 inquiry re reactor vessel sh ield. Related 
correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 502. 84/06/04. BLOCH. P. B. 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board F 
Ip. 24666:003. 24X Fiche: 5p-445, 84/06/04, 8406060415. 


— 8406060418 Affidavit of D Hunnicutt clarifying IE Insp Rept 83- 
re reactor vessel mirror shield. 

HUNNICUTT, D. Region 4, Office of Director. 84/05/31. 9pp. 
24666: 004. 24X Fiche: 50-445,84/06/04, 8406060415. 


10 


DOCKETED ITEMS 


06070150 Request for discovery of NRC re contention on issue of 
harassment V. intimidation. Certificate of Svc end. Related 
correspondence. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A. Z. 
Trial Lawyers for Public Justice. DSB 512. 84/06/04. Atomic 

Safety and Licensing Board Panel. 7pp. 24747:353. 24X 

Fiche: 50-445. 84/06/04, 8406070150. 


06110019 Answer in support of applicant 840513 motion for summary 
disposition of near white blast surface preparation issue 
No genuine is^ue of matl fact ex ists. Certificate of Svc 
end. Relate^ correspondence. 

BACHKANN, R/G. Hearing Branch 1. DSB 549. 84/06/04. Atomic 

Safety an^ Licensing Board Panel. 9pp. 24874:254. 24X 

Fiche: 50-445, 84/06/04, 8406110019. 


06060402 Response opposing applicant 840510 motion to obtain access 
to info re investigations for alternative relief. 

Statement of position by Ofc of Investigation & Certificate 
of Svc end. 

TRE8Y, S.A. Hearing Branch 1. DSB 499. 84/06/05. Atomic Safety 

and Licensing Board Panel. 8pp. 24666:312. 24X 

Fiche: 50-445, 84/06/05, 8406060402. 


06060410 Forwards SALP Board rept for 821008-1031. Certificate of Svc 
end. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 498. 84/06/05. BLOCH, P. B. , 

JORDAN, W, H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
SOp p. 24666:359. 24X Fiche: 50-445, 84/06/05, 8406060410. 


06060427 Response to applicant 840515 response to ASLB 840121 
Tteoorandum requesting info re TD1 diesel generators. Add 1 
info required to complete record on adequacy of TDI diesel 
generators. Certificate of Svc end. 

1IZUN0, G. S. Hearing Branch 1. DSB 497. 84/06/05. 9pp. 24667:057. 

24X Fiche: 50-445, 84/06/05, 8406060427. 


36070327 Forwards second biweekly update of fuel loading schedule. 
Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & Reynolds. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). DSB 527. 84/06/05. BLOCH, P. B. , MCCOLLOM, K. A. , 

JORDAN, W. H. Atomic Safety and Licensing Board Panel. 12pp. 

24849:316. 24X Fiche: 50-445, 84/06/05, 8406070327. 


>6070342 Proposal re use of confidential info from witnesses for 
harassment & intimidation issue. Proposed affidavit of 
>ondisclosure end. 

IOISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A. Z. 
rrial Lawyers for Public Justice. DSB 525. 84/06/05. 19pp. 

>4849:295. 24X Fiche: 50-445, 84/06/05, 8406070342. 


>6 1 20 119 Comments on 840601 Itr & proposed stipulation re design & 
lesign QA issues. CASE continuing work on reviewing, 
liscussing & preparing more detailed procedures it methods 
‘or settlement of issues. Related correspondence. 

’LLIS, J. Citizens Association for Sound Energy. DSB 561. 84/06/07. 

SPENCE, M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 5pp. 24888:228. 24X Fiche: 50-445, 84/06/07, 

1406120119. 


•6120235 Delineates barriers to settlement of design & design QA 
ssues. Areas of concern include util threat to sue CASE 
e use of certain info & util lack of cooperation. 

Certificate of Svc end. Related correspondence. 

ILLIS, J. Citizens Association for Sound Energy. DSB 560. 84/06/07. 

SPENCE, M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 27pp. 24890:054. 24X Fiche: 50-445, 84/06/07, 

1406120235. 


•6120239 Twenty-first set of interrogator ies St requests to produce 
o applicants re response to CYGNA 840330 telcon questions 
e allowables & safety factors for Richmond inserts, 
ertificate of Svc end. Related correspondence. 

ILLIS, J. Citizens Association for Sound Energy. DSB 562. 84/06/07. 

Texas Utilities Electric Co. (formerly Texas Utilities Generating 
o. ). 6pp. 24892:086. 24X Fiche: 50-445, 84/06/07, 8406120239. 


>6120244 Forwards util response to CYGNA 840330 telcon questions re 
llowables St safety factors for Richmond inserts. Certificate 
f Svc end. Related correspondence. 

LLIS, J. Citizens Association for Sound Energy. DSB 572. 84/06/08. 

SPENCE, M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
enerating Co. ). 23pp. 24894:289, 24X Fiche: 30-445, 84/06/08, 

406120244. 


8406130220 Memorandum on proposed std for litigating allegationi 
intimidation. Appl icant bears burden of persuading ASLB that 
util complied w/criterion in 10CFR50,App B. Cer t i f icat e of 
Svc end 

HICKS, R. Texas, State of. DSB 605. 84/06/11. 6pp. 24919: J 

24X Fiche: 50-445, 84/06/11, 8406130220. 


8406210230 Forwards "Comanche Peak Plan for Completion of Outsti 
Regulatory Actions," per 840524 commitment. 

IPPOLITD, T. A. Division of Licensing. 84/06/11. BLOCH, P. B. , 
MCCOLLOM, K. A. , JORDAN, W. H. Atomic Safety and Licensing Board 
2pp. 25069:266. 24X Fi c h e : 50-445, 84/06/ 1 1 , 840621 0280. 


8406130035 Response to CASE 840601 proposed schedule & proceduri 
intimidation issue. Schedu le too far ex tend ed. C ert i f ica te of 
Svc end 

BELTER, L.W. , REYNOLDS, N. S. Texas Utilities Electric Co. ( f orn 
Texas Utilities Generating Co. ). BELTER, L. W. Bishop, Libermc 
Cook, Purcell & Reynolds. DSB 598. 84/06/12. Atomic Safel 

Licensing Board Panel. 10pp. 24915:152 24X Fi c h e: 50-445, 9^ 

8406130035. 


8406150186 Proposed std for litigating allegations of intimidati 
harassment re 10CFR50, App B. Burden of proof re CASE claims 
should rest w/ap p 1 icant. Ce rt i ficate of Svc end. 

TREBY, S. A. Hearing Branch 1. DSB 627. 84/06/12. 7pp. 249? 

24X Fiche: 50-445, 84/06/12, 8406150186. 


8406150195 Forwards signed & notarized affidavit of WP Chen on t 
A500 steel values. W/o end. Related correspondence. 

MIZUNO, G.S. Hearing Branch 1. DSB 626. 84/06/12. BLOCH, P. I 

JORDAN, W. H. , MCCOLI CM, K. A. Atomic Safety and Licensing Board 
lp. 24954:254. 24X Fi c h e : 50-445, 84/06/12, 8406 150195. 


8406150360 Proposed std for litigating allegations of intimidati 
Applicant must be responsible for meeting burden of proof 
& burden of going f orward . Cer t if i cate of Svc end. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, 
Trial Lawyers for Public Justice. DSB 664. 84/06/12. 20pp. 

24955:232. 24X Fi ch e : 50-445, 84/06/ 12, 84061 50360. 


8406220132 Forwards transcripts of 840606 telephone conference 8 
public meeting re applicant various motions concerning 
pipe support design 8-. design QA issues. W/o end. Related 
corresp ondence. 

MIZUNO, G.S. Hearing Branch 1. DSB 814. 84/06/12. REYNOLDS, 

Bishop, Liberman, Cook, Purcell & Reynolds. ELLIS, J. Citizen 
Association for Sound Energy. lp. 25083:268. 24X 

Fiche: 50-445,84/06/12, 8406220132. 


8406150138 Provides schedule for filing of p 1 ead ings. Related 
corresp ondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & Reynolds. 
REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Ut 
Generating Co.). DSB 619. 84/06/13. BLOCH, P. B. , MCCOLLOM, K. 

JORDAN Atomic Safety and Licensing Board Panel. 2pp. 24953: 
24X Fiche: 50-445, 84/06/13, 8406150138. 


B406220136 Answer opposing CASE 840604 request for discovery aga 
NRC on issue of harassment 8t intimidation Sc motion for 
protective order. Certificate of Svc end. Related 
corresp ondence. 

MIZUNO, G.S. Hearing Branch 1. DSB 812. 84/06/13. Atomic 

and Licensing Board Panel. 7pp. 25083:293. 24X 

Fiche: 50-445, 84/06/13, 8406220136. 


8406220224 Forwards transcript of 840611 informal telcon re appl 
motions for summary disposition on pipe support design & 
design QA. W/o end. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 807. 84/06/15. REYNOLDS, 

Bishop, Liberman, Cook, Purcell 8< Reynolds. ELLIS, J. Citizen 
Association for Sound Energy. lp. 25081:236. 24X 

Fiche: 50-445, 84/06/15, 8406220224. 


8406180375 Forwards motion for summary disposition re stability 
supports. Related correspondence. 

HOR IN, W. A, Bishop, Liberman, Cook, Purcell «c Reynolds. HORIN 
Texas Utilities Electric Co. (formerly Texas Utilities Generat 
Co.). DSB 710. 84/06/17. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, 

Atomic Safety and Licensing Board Panel. Ip. 24978:054. 24X 

Fiche: 50-445, 84/06/17, 8406180375. 


— 8406180380 Motion for summary disposition of CASE allegations 
stability of pipe supports. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Uti 


bl80392 Affidavit of JC Finneran re stability of pipe supports 8<. 
Lping sys. Oversize drawings enc 1. Aperture cards are 
/ai lab le in PCR. 

[NNERAN, J. C. Texas Utilities Electric Co. (formerly Texas 
tilities Generating Co. ). 84/06/17. 33pp. 24978:071. 24X 

Lche: 50-445, 84/06/17, 8406180375. 


30425 Forwards revised Figure 2 of Attachment 1 to 840602 motion 
summary disposition re design of Richmond inserts. 

• ted c orresp sondence. 

IN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 
as Utilities Electric Co. (formerly Texas Utilities Generating 
>. DSB 688. 84/06/17. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W. H. 

nic Safety and Licensing Board Panel. 2pp. 24978: 134. 24X 

le: 50-445, 84/06/17, 8406180425. 


?0351 Forwards motion for summary disposition of CASE allegations 
:ons i deration of local displacements & stresses, per ASLB 
228 memorandum 8t order . Re lated correspondence. 

[N, W.A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 
is Utilities Electric Co. (formerly Texas Utilities Generating 
>. DSB 748. 84/06/18. BLOCH, P. B. , JORDAN, W. H. , MCCOLLOM, K. A. 

nic Safety and Licensing Board Panel, lp. 25025:054. 24X 

)•: 50-445,84/06/18, 8406190351. 


•>190356 Motion for summary disposition of CASE allegations re 
jnsideration of local displacements 8c stresses. No genuine 
isue of matl fact exists in applicant entitled to favorable 
?c i s i an. Re lated correspondence. 

]RIN, UJ. A. Texas Utilities Electric Co. (formerly Texas Utilities 
jnerating Co.). HORIN, W. A. Bishop, Liberman, Cook, Purcell & 
lynolds. 84/06/18. Atomic Safety and Licensing Board Panel. 

2pp. 25025:055. 24X Fic he: 50-443, 84/06/18, 8406190351. 


■>190361 Affidavit of JC Finneran re consideration of local 
Lsplacements & stresses. Related correspondence. 

[NNERAN, J. C. Texas Utilities Electric Co. (formerly Texas 
tilities Generating Co.). 84/06/18. 78pp. 25025:067. 24X 

Lche: 50-445, 84/06/18, 8406190351. 


■>190367 Statement of matl facts as to which there is no genuine 
isue re consideration of local d isp lacements 8c stresses, 
dated correspondence. 

Texas Utilities Electric Co. (formerly Texas Utilities 
inerating Co. ). 84/06/18. Atomic Safety and Licensing Board 

ine 1 . 6pp. 25025:143. 24X Fic he: 50-445, 84/06/18, 8406 190351. 


>0376 Forwards original signature page of 840618 affidavit of 
: inneran re consideration of local displacements & 
asses. Related correspondence. 

[N, W. A. Bishop, Liberman, Cook. Purcell 8c Reynolds. HORIN, W. A. 
is Utilities Electric Co. (formerly Texas Utilities Generating 
>. DSB 757. 84/06/19. CLEMENTS, W. L. Docketing 8c Services 

ich. 2pp. 25051:098, 24X Fiche: 50-445, 84/06/19, 8406200376. 


50357 Forwards repts re paint 8< insulation debris effects on 
tainment emergency sump performance, c logg ing of ECCS sump 
#h racks 8c model testing of rec ircu lation containment 
i. W/o enc Is. Related correspondence. 

_IPS, M. H. Bishop, Liberman, Cook, Purcell 8c Reynolds. 

_IP6, M. H. Texas Utilities Electric Co. (formerly Texas Utilities 
•rating Co,). DSB 854. 84/06/19. ELLIS, J. Citizens Association 

Sound Energy. lp. 25136:326, 24X Fiche: 50-445, 84/06/19, 

£>250357. 


20226 Forwards lifted documents requested during telcon re various 
licant motions for summary disposition- W/o end. Related 
resp ondence. 

IN, W. A. Bishop, Liberman, Cook, Purcell tk Reynolds. HORIN, W. A. 
as Utilities Electric Co. (formerly Texas Utilities Generating 
). DSB 776. 84/06/20. ELLIS, J, Citizens Association for Sound 

p g y . 2pp. 25081 : 293. 24X Fiche: 50-445, 84/06/20, 8406220226. 


30022 Forwards th ird biweekly update of fuel loading schedule at 
t 1. Related correspondence. 

MOLOS, N. S. Bishop, Liberman, Cook, Purcell 8« Reynolds. 

MOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co.). DSB 834. 84/06/20. BLOCH, P. B. , JORDAN, U. H. * 

3LL0M, K. A. Atomic Safety and Licensing Board Panel. 12pp. 

23:207. 24X Fiche: 50-445, 84/06/20. 8406250022. 


30362 Responds to CASE data request re issue of intimidation* 
uments available at util Dallas ofc include review of 
rd of Director minutes, Dallas QA ofc, corporate security 
8c ombudsman 8i hotline f i 1 es. Re lated correspondence. 

TER, L. W. Bishop, Liberman, Cook, Purcell 8c Reynolds. BELTER, I 
xas Utilities Electric Co. (formerly Texas Utilities Generatin' 
), DSB 857, 84/06/20. ROISMAN, A. Z, Trial Lawyers for PubJ,i« 

tice. ROISMAN, A. Z. Citizens Association for Sound Energy. §| 
37:017. 24X Fiche: 50-445, 84/06/20, 8406250362. 


8406260102 Confirms 840618 telcon providing underlying basis for 
statement on Page 51 of SIT rept re acceptability of design 
procedures for skewed welds utilized by three pipe support 
design groups. Related correspondence. 

MIZUNO, G, S. Hearing Branch 1. DSB 879. 84/06/20. ELLIS, J. 

Citizens Association for Sound Energy. lp. 23142:232. 24X 

Fiche: 50-445, 84/06/20, 8406260102. 


8406260234 Advises of receipt of listed items from appl icant. Enel 
answers to applicant motions for summary disposition should 
be amended appr opr iate 1 y . W/o end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 883. 34/0* 

BLOCH. P.B., JORDAN, W. H. . MCCOLLOM, K. A. Atomic Safety and Licem 
Board Panel. lp. 25150:067. 24X Fiche: 50-445, 84/06/21, 8406260! 


8406250374 Request for admission of CASE data requested by applicai 
840409 seeking summary of testimony that CASE intends to 
elicit from wi tnesses, inc 1 ud ing list of facts to be 
estab 1 i sh ed . Certif icate of Svc end. Related correspondence. 
REYNOLDS, N. S. , BELTER, L. W. Texas Utilities Electric Co. (former 
Texas Utilities Generating Co. ). REYNOLDS, N. S. Bishop, Libermai 
Cook, Purcell 8< Reynolds. DSB 848. 84/06/22. 7pp. 25136:336. 

Fiche: 50-445, 84/06/22, 8406230374. 


8406260101 Answer opposing applicant motion to compel answers to 
applicant ninth set of interrogatories 8< request to 
produce & request foT oral argument. Certificate of Svc 
end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 889. 84/0< 

Atomic Safety and Licensing Board Panel. 14pp. 25142:218. J 

Fiche: 50-445, 04/06/22, 8406260101. 


8406260134 Forwards NRC 840619 Itr to applicant re specific action: 
concerning TDI diesel generators to be undertaken prior to 
1 icensing. Certif icate of Svc end. Related correspondence. 

MIZUNO, G. S. Hearing Branch 1. DSB 875. 84/06/22. BLOCH, P. B. , 

JORDAN, W. H. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Pai 
6pp. 25142:014. 24X Fic he: 30-445, 84/06/22, 8406260134. 


8406260288 Forwards motion for summary disposition of CASE allegat 
re differential displacement of large-framed, wall-to-wall 8c 
flooi — to-ceiling pipe supports. Motion addresses Item 13 of 
applicant plan. Related correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell 8t Reynolds. HORIN. W 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.)- DSB 860. 84/06/22. BLOCH, P. B. . MCCOLLOM. K. A. . JORDAN. W. I 

Atomic Safety and Licensing Board Panel. lp. 25150:080. 24X 

Fiche: 50-445,84/06/22, 8406260288. 


— 8406260293 Motion for summary disposition of CASE allegations re 
differential displacement of large-f ramed, wal 1-to-wa 1 1 8t 
floor-to-ceiling pipe supports. No genuine issue of matl fact 
exists 8c applicant entitled to favorable decision. 

PHILIPS, M. H. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). PHILIPS, M. H. Bishop, Liberman, Co 
Purcell 8< Reynolds. 84 /06/22. Atomic Safety and Licensing i 
Panel. 10pp. 25130:081. 24X Fi che: 30-445, 84/06/22, 840626020 


— 8406260298 Affidavit of RC lotti 8c JC Finneran re differential 
displacement of large frame pipe supports. 

IOTTI , R. C. . FINNERAN, J. C. Texas Utilities Electric Co. (forme 
Texas Utilities Generating Co.). 84/06/22. Upp. 23150:091. 
Fiche: 50-445, 84/06/22, 8406260288. 


— 8406260299 Statement of matl facts as to which there is no genui 
issue. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/22. Atomic Safety and Licensing Boa 

Panel: 3pp. 25150:102. 24X Fiche: 30-445, 84/06/22, 8406260288 


406260104 Motion for extension of time to respond to applicant mo 
to compel answers to applicant ninth set of interrogatories 
8c requests to produce. Related correspondence, 

ELLIS, J. Citizens Association for Sound Energy. DSB 088. 84/0 

Atomic Safety and Licensing Board Panel. lp. 25141:230. 24 

Fiche: 50-445, 84/06/23, 8406260104, 


■06270129 Motion for summary disposition of max roughness surface 
preparation issue. No genuine issue of matl fact exists 8< 
applicant entitled to favorable dec ision. Related 

eqTTiiifOjitfeinfe, , 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Util 
Generating Co. ). REYNOLDS, N. 8. Bishop, Liberman, Cook, Purcell 
Reynolds. DSB 903. 84/06/25. Atomic Safety and Licensing Bo 

Paine 1> 6pp. 25163:034. 24X Fiche: 50-445,84/06/23,8406270129. 


-8406270131 Statement of matl facts as to which there is no genui 
issue re max roughness surface preparation. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Senerating Co. ). 84/06/28. Atomic Safety and Licensing Boa 

2pp. 25163:040. 24X Fiche; 50-445, 84/06/25, 840627012*5 


DOCKETED ITEMS 


>06270134 Affidavit of CT Brandt re max roughness surface preparation 
issue. Cert if icate of Svc end. 

BRAMDTiC. T. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/08. 20pp. 25163:042. 24X 

Fiche: 50-445, 84/06/25, 8406270129. 


,290370 Responds to two addl questions posed by ASLB re disposition 
1 weld deficiencies on pipe whip restraint. Stresses found 
i be within allowable 1 imits. Supp orting documentation 
icl. Related correspondence. 

IRIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN,W.A. 
xas Utilities Electric Co. (formerly Texas Utilities Generating 
i. ). DSB 935. 84/06/28. BLOCH, P. B. , MCCOLLON, K. A. , JORDAN, W. H. 

:omic Safety and Licensing Board Panel. 14pp. 25205:228. 24X 

che: 50-445, 84/06/28, 8406290370. 


290398 Forwards documents requested during telcon re applicant 
tions for summary disposition. W/o end. Related 
rresp ondence. 

!RIN, W. A. Bishop, Liberman, Cook, Purcell St Reynolds. HORIN, W. A. 
xas Utilities Electric Co. (formerly Texas Utilities Generating 
. ). DSB 936. 84/06/28. ELLIS, J. Citizens Association for Sound 

ergy. 3pp. 25206:096. 24X Fiche: 50-445, 84/06/28, 8406290398. 


eneral correspondence 


120194 Designates MD Spence as recipient of official 
rrespondence pertaining to facilities. 

EHENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/03/20. COLLINS, J. T. Region 5, Office of 

rector. Ip. 24890:210. 24X Fiche. 50-445, 84/03/20, 8406120194. 


210355 Responds to 840607 charges of mistrust & alleged harassment 
currate rate proceeding St ASLB hearings. 

ErJCE, M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/06/15. ELLIS, J. Citizens Association for Sound 

ergy. 3pp. 25054:132. 24X Fiche: 50-445, 84/06/15, 8406210355. 


tility Final Safety Analysis Report ( FSAR ) St amends 


060092 Forwards Amend 50 to FSAR St supporting studies which 
bstantiate that containment coatings not significant to 
ant safety. 

HMIDT, H. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co.). 84/06/04. YOUNGBLOOD, B. J. Licensing Branch 1. 

p. 24658:073. 24X Fiche: 50-445, 84/06/04, 8406060092. 


56060099 Amend 50 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/04. 8pp. 24658:074. 24X 

Pi che: 50-445, 84/06/04, 8406060092. 


380251 Forwards Amend 49 to FSAR. 

EHENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
nerating Co. ). 84/06/05. DENTON, H. R. Office of Nuclear Reactor 

julation, Director. 5pp. 24855:001. 24X Fi che: 50-445. 84/06/05, 

36080251. 


36080252 Amend 49 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
>enerating Co.). 84/06/05. 115pp. 24855:005. 24X 

r iche: 50-445, 84/06/05, 8406080251. 


ispection reports, IE Bulletins & correspondence 


.30186 Forwards Relief Request D—3 re integral attachments & F-l re 
iponent supports to be included as part of previously 
msmitted preservice insp plan, 

ISHALL, J. S. Texas Utilities Services, Inc. 84/05/06. 

(WELL, S. B. NRC — No Detailed Affiliation Given. 3pp. 24911:265. 

: Fiche: 50-445, 84/05/06, 8406130186. 


K30319 IE Info Notice 84—39, “Inadvertent Isolation of Containment 
>ay Sys. “ Svc list end. 

IDAN# E. L. Division of Emergency Preparedness & Engineering 
.ponse (Post 830103) . 84/05/25. Consolidated Edison Co. of New 

k, Inc. 124pp. 24861:201. 24X Fiche; 50-000, 84/05/25, 8405230319. 


140317 IE Info Notice 83— 66, Sup pi 1, "Fatality at Argentine 
tical Facility." Svc list end. 

'DAN, E. L. Division of Emergency Preparedness & Engineering 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc li< 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. o- 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 84052* 


8406050518 Submits Errata 2 to SALP Repts 50-445/83-49 St 50-446/8: 
deleting four undated pages. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. SPENCE, I 
Texas Utilities Electric Co. (formerly Texas Utilities Generatii 
Co.). 2pp. 24840:052. 24X Fic h e : 50-445, 84/05/30, 8406050518. 


— 8406050527 Submits Errata 2 to SALP Repts 50-445/83-49 St 50-446, 
changing performance category from 2 to 1 on Page 2. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/22. SPENCI 
Texas Utilities Electric Co. (formerly Texas Utilities Genera 
Co.). Ip. 24840:054. 24X Fi c h e : 50-445, 84/05/30, 8406050518. 


— 8406050529 Forwards SALP Repts 50-445/83-49 St 50-446/83-23 for 
Oct 1982 - Oct 1983. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/14. SPENCI 
Texas Utilities Electric Co. (formerly Texas Utilities Genera 
Co.). 3pp. 24840:055. 24X Fi che: 50-445, 84/05/30, 8406050518. 


— 8406050 530 SALP Repts 50-445/83-49 St 50-446/83-23 for Oct 1982 - 
Oct 1983. 

HUNNICUTT, D. M. , JOHNSON, E. H. Region 4, Office of Director. 
84/05/07. 45pp. 24840:058. 24X Fiche: 50-445, 84/05/30, 840601 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list i 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fiche : 50-000, 84/06/01, 84060) 


8406050368 Forwards "Catauba Nuclear Station Diesel Engine 1A Comp 
Revalidation Insp Rept, " addressing over 76 X of insp plan, 
per 840321 meeting St 840405 ltr. TDI diesel generators at 
Catawba will provide reliable source of backup power. 

TUCKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 24843:079. 24X 

Fiche: 50-000, 84/06/01, 8406050368. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 84060S 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of OA, Safeguards St Inspection Programs (Pc 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050:032. 24X Fiche : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 840606 


8406030176 IE Info Notice 84-45, “Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000. 84/06/11, 840608 


8406030173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 840608 


8406150250 Forwards "Preservice Insp Program for Class 1, 2 St 3 
Components" St Rev A to "Inservice Insp Program ....“ 

Preservice insp program reviewed by Matis Engineering 
Branch w/conclusions reported in SSER 4, Sections 5. 2 St 6.6. 
BURWELL, S. B. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B . J. 

Licensing Branch 1. Ip. 24946:001. 24X Fiche: 50-445. 84/06/14, 

8406150250. 


8406220129 Ack receipt of 840504 ltr providing revised status of A 
open items contained in IE Emergency Preparedness Appraisal 


DOCKETED ITEMS 


06220135 Forwards revised 840504 status list of App A open items 
from IE Emergency Preparedness Appraisal Repts 50-445/83-33 
8c 50—446/83—17’. Extension requested. 

KUYKENDALL. J. c. Texas Utilities Electric Co. (formerly Texas 
Utilities Senerating Co.). 84/05/04. JOHNSON. E. Region 4. Office 

of Director. 5pp. 25083:216. 24X Fi c h e : 50-445, 84/06/ 1 4, 

B40622O129. 


130315 IE Info Notice 84-47. "Environ Qual if ication Tests of 
ectrical Terminal Blocks. " Svc list end. 

RDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post S30103), 84/06/15. Consolidated Edison Co. of New 

rk, Inc. 122pp. 25049:033. 24X Fiche. 50-000, 84/06/15, 8406130315. 

180353 IE Info Notice 84-48, "Failures of Rocku/ell Inti Globe 
Ives. " Svc list end. 

?DAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

'k, Inc. 1 18pp. 25536:043. 24X Fi ch e : 50-000, 84/06/ 18, 8406 180353. 


.80360 IE Info Notice 84—49, "IGSCC Leading to Steam Generator Tube 
dure. " Svc list encl. 

tDAN, E. L. Division of Emergency Preparedness it Engineering 
iponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

•k, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360 . 


8405300109 Forwards cover ltr transmitting rept on investigation o 
Types AF & AE piston skirts. W/o encl. Related correspondence. 
BRITT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/0 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche- 50-000, 84/05/17. 840 5300109. 


8406060299 Draft "Investigation of Types AF & AE Piston Skirts." 

* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 
H5pp. 24668:206. 24X Fi c h e : 50-000, 84/05/ 17, 8405300109. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, "Eval 
of Emergency Diesel Generator Crankshafts at Shoreham St 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list encl. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for T 
DSRV—4 series diesel generator. W/o end. Related 
c orresp° nclenCe - 

BRITT, L. F. TDI ( Transaoer i ca Delaval, Inc. > Owners Group. 84/0 
BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche’ 30-000, 84/05/18, 8405300116. 


90327 IE Info Notice 84—50, "C lar if icat i on of Scope of QA Programs 
■^Transport Packages Pursuant to 10CFR50, App B. " Svc list 

:DAN. E. L. Division of Emergency Preparedness St Engineering 
ponse (Post S30103). 84/06/21. Consolidated Edison Co. of New 

k, Inc. 63pp. 25535:041. 24X Fi c h e : 50-000, 84/06/21 , 84061 90327. 


iodic operating reports it related correspondence 


>70276 Submits second biweekly update on status through 840326 of 
ed u 1 e— re la ted issues for Sept 1984 fuel load. Chemical S< 
control sys preoperational testing slipped to secondary 
tical path status. 

RGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co. ). 84/06/04. EISENHUT, D. G. Division of Licen S in S . 

LINSiJ. T. Region 4, Office of Director. 77pp. 24742:344 24X 

he: 50-445, 84/06/04, 8406070276. 


8406060306 Draft "Design Review of Connecting Rods for TDI DSRV- 

Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15. 
60pp , 24668:142. 24X Fi c h e : 50-000, 84/05/18, 84053001 16. 


8406010222 Final Deficiency Rept SDAR-134 re rodent damage to Clas 
cables .Initially reported on 840426. Condition determined not 
reportable under 10CFR50. 55( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Util 
Generating Co.). 84/05/22. JOHNSON, E. H. Region 4, Office of 

Director. Ip. 24754:336. 24X Fi ch e: 50-445, 84/05/22, 8406010222 


8406010313 Supplemental Part 21 rept re possible insulation damag 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511- Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 

Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22, 8406010313. 


20212 Forwards third biweekly update on status of important 
• dole-related issues for fuel load in late Sept 1984. 
urbishment of diesel generators remains primary critical 

RGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co.). 84/06/18. EISENHUT, D. G. Division of Licensing. 

LINS, J. T. Region 4, Office of Director. 11pp. 25081:282 24X 

he: 50-445, 84/06/18, 8406220212. 


840605040 1 Final Deficiency Rept SDAR-135 re unauthorized thermola 
install ation between cable it fire barrier envelope. Initial ly 
reported on 840502. Cond i t ion not reportable per 
10CFRS0. 55(e). 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Util 
Generating Co.). 84/05/29. JOHNSON, E. H. Region 4, Office of 

Director. Ip. 24804:286. 24X Fich e: 50-445, 84/05/29, 8406050401 


ortable occurrences, LERs it related correspondence 


30107 Forwards "Analysis of Intermediate Cover Size 3 Inch, Type 
,11 - Stage Pacific Pump Safety Injection Svc," per 
414 10CFR50. 55(e) rept. 

SHALL, J. S. Texas Utilities Electric Co. (formerly Texas Utilities 
erating Co.). 83/02/01. BURWELL, S. B. Office of Nuclear Reactor 

ulation, Director. Ip. 24914:001. 24X Fiche : 50-445, 83/02/01, 

6130107. 


6130111 "Analysis of Intermediate Cover Size 3 Inch, Type JHF, 11 - 
tag e Pacific Pump Safety Injection Svc. " 

ANSON, L. D. Dresser Industries, Inc. 83/01/11. 13?pp 

4914:002. 24X Fi ch e : 50-445, 83/02/01 , 8406130107. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" *< 
"Investigation of Types AF it AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK. B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31 , 84061 1 0312. 


8406050364 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790) , per TDI 
Diesel Generator Owners Group 840323 app 1 icat ion. Ap erture 
cards are available in Central Files. 

RAY, C- L- TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06) 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
24Q45-213. 24 X Fiche: 50-000, 84/06/01, 8406050364. 


10352 Part 21 rept re potential undetectable failure of test 
tch in Westinghouss solid state protection sys. Minor 
ing change finalized & being forwarded to affected 
nts. Diagrams it list of affected plants encl. 

E, E. P. Westinghouse Electric Corp. 84/01/17, DEYOUNG, R. 
ec tor 's Office, Office of Inspection and Enforcement. 5pp. 
19:307. 24 X Fiche: 50-000, 84/01/17, 8401310352. 


*0322 Forwards "Evaluation of Emergency Diesel Generator 

ikshafts at Shoreham it Grand Gulf Nuclear Power 

tions, " on behalf of TDI Diesel Generator Owners Group. 

ELER, W. J. TDI (Transamerica Delaval, Inc.) Owners Group. 

54/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
ector, 2pp. 24182:236. 24X Fi c he : 50-000, 84/04/20, 8404240322. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in U* 
River, NY to discuss progress of TDI Owners Group plan to 
aua lify diesel generators, 

MillER* M- Division of Licensing. 84/06/01. BERLINGER, C. H. 
Divi5 ion of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/0* 

8406120537. 


840612051^ Interim Significant Deficiency Rept SDAR-132 re install 
of curtain fire dampers u/o proper provision for thermal 
expansi° n - Initially reported on 840309. Evaluation 
continues)' Next rept will be .submitted by 840813. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Util 
Generating Co.). 84/06/04. JOHNSON, E. H. Region 4, Office of 

Director. Ip. 24891:093. 24X Fiche: 50-445, 84/06/04. 840612051* 
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DOCKETED ITEMS 


8406150114 Forwards “Proposed Torsional & Lateral Critical Speed 
Analysis, “ “Field Test of Emergency Diesel Generator 103 
W/13x 13 Crankshaft" & table of torsional loading due to 
pressure at 100% load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07. 

8406150114. 


8406250313 Forwards “Design Review of Elliott Mode 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesi 
Sets. " 

RAY, C. L. TDI ( Transame r i ca Delaval, Inc. ) Owner: 
DENTON, H. R. Office of Nuclear Reactor Regulatioi 
25118:001. 24X Fi c h e : 50-000, 84/06/ 1 5, 8406250313. 


— 8406150133 “Proposed Torsional & Lateral Critical Speed Ana 1 ys is: Eng me 
Numbers 74010/12 Delava 1-Enterprise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000,84/06/07, 8406150114. 


8406130043 Board Notification 84-1 13: forwards TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 
8406130043. 


8406150227 Forwards calculations of plug weld end connections, friction 
welded pushrod & preexisting longitudinal flaws on diesel 
fuel injection line tubing, per c ommi tment. Svc list end. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221, 24X Fiche: 50-000, 84/06/11, 

8406150227. 


— 8406150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/04. 

BERLINOER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche : 50-000, 84/06/1 1, 

8406150227. 


— 8406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fich e : 50-000, 84/06/1 1 , 84061 50227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded Pushrod. " 
SHUSTO,L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi ch e : 50-000, 84/06/1 1 , 84061 50227. 


— 8406250323 “Design Review of Elliott Model 65G Ti 
DSRV-12-4 & D3RV-2C-4 Emergency Diesel Generati 
* Failure Analysis Associates. FAAA-84-6-56. 
25118 :003. 24X F i c h e : 50-000, 84/06/1 5, 84062503: 


8406250333 Forwards "Suppl to Emergency Diesel Gent 
Module Control Wiring & Termination Qua 1 i f i cat ior 
RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owner* 
DENTON, H. R. Office of Nuclear Reactor Regulatioi 
25119:209. 24X Fi ch e : 50-000, 84/06/ 1 5, 8406250333. 


8406250335 Forwards "Suppl to Emergency Diesel Gent 
Jacket Water Pump Design Review. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owner* 
DENTON, H. R. Office of Nuclear Reactor Regulatioi 
25115:001. 24 X Fiche: 50-000, 84/06/15, 8406250335. 


— 8406250342 "Suppl to Emergency Diesel Generator E 
Water Pump Design Review. " 

* Stone & Webster Engineering Corp. 84/06/30. 
24X Fiche: 50-000, 84/06/15, 8406250335. 


8406250343 Forwards "Evaluation of Emergency Diese] 
Crankshafts at Midland & San Onofre Nuclear GeneT 
Stations. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners 
DENTON, H. R. Office of Nuclear Reactor Regulatior 
25115:169. 24X Fi ch e: 50-000, 84/06/15, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rc 
DSR-48 Emergency Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. > Owners 
DENTON, H. R. Office of Nuclear Reactor Regulatior 
25115:238. 24X Fi c h e : 50-000, 84/06/ 18, 8406250299. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 23069:024. 24X Fiche: 50-000, 84/06/1 

8406200469. 


8406180297 PNO-I V-84-01 1 : on 840612, 1 icensee notified region than ap 
12 workers terminated in connection w/ongoing internal 
investigation into use/possession/sale of illegal drugs at 
plants. Media interest present. 

HUNNICUTT, D. M. Region 4, Office of Director. 84/06/12. Ip. 
24962: 046. 24X Fiche: 30-445, 84/06/12, 8406180297. 


0406150134 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring It Termination Qualif ication Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc. > Owners Group. RAY, C. L. 
Duke Power Co. 84/06/13. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 24934:268. 24X Fiche: 30-000, 84/06/13, 

8406150154. 


— 8406250349 "Design Review of Connecting Rods of 1 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 
23113:240. 24X Fi ch e: 30-000, 84/06/18, 840623029 


8406260351 Forwards "Design Review of Connecting Ro 
TDI Enterprise Engines. " 

ox RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners 

DENTON, H. R. Office of Nuclear Reactor Regulatior 
25154:127. 24 X Fi ch e: 30-000, 84/06/22, 8406260331 . 


— 8406260363 "Design Review of Connecting Rod Beari 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 
23134:130. 24X Fi che: 30-000, 84/06/22, 840626033 


8406270113 Forwards "Design Review of TDI R-4 «< RV- 
Diesel Generator Cylinder Blocks St Liners. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners 
DENTON, H. R. Office of Nuclear Reactor Regulation 
23163:273. 24X Fiche: 30-000, 84/06/23, 84062701 15. 


— 8406150187 Suppl to "Emergency Diesel Generator Auxiliary Module 
Control Wiring St Termination Qualification Review for TDI 
Generators, " prepared for TDI Diesel Generator Owners 
Group. 

* Stone St Webster Engineering Corp. 94/05/04. 14pp. 24954:270. 

24X Fiche: 50-000, 84/06/13, 8406150154. 


— 8406270136 "Design Review of TDI R-4 St RV-4 Serie 
Generator Cylinder Blocks 8t Liners." 

* Failure Analysis Associates. FAAA-84-3-4. 
23163:273. 24X Fiche: 30-000, 84/06/23, 840627011 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER. C. H. 
Division of Licensing. 3pp. 23128:256. 24X Fiche: 50-000, 84/06/14, 

8406230041. 


T. Hearing transcripts on non-antitrust matters 


8403260036 Transcript of 840320 hearing in Fort Wor 
11, 018. 

* Atomic Safety and Licensing Board Panel. 84/0 
22748:001. 24X Fiche: 30-443, 84/03/20, 8403260036. 


8406230339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF It AE Piston Skirts. " 

RAY, C. L, TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/14. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
23113: 112. 24X Fiche: 30-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Performance 
AF & AE Piston Skirts. " 


8405070033 Transcript of B40301 hearing in Fort Wor 
13, 354, Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/0 
24330:232. 24X Fiche : 30-443, 84/03/01, 8405070033. 


8406050317 Corrected transcript of 840324 hearing i 
of 13,793-13,867. 

* Atomic Safety and Licensing Board Panel. 84/0 


DOCKETED ITEMS 


b220259 Board Notification 84-120: forwards transcripts of 840426, 
502 S< 24 meetings w/TDI Owners Group re status of program 
a establish diesel generator reliability. 

[SENHUT, D. G. Division of Licensing. 84/06/20. PALLADINQ 
ammi ss i oner s. 54pp. 25206:099. 24X Fi c h e : 50-000, 84/06/20, 

106220259. 


*06290349 Transcript of 840524 meeting w/TDI Owners Group in Wading 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206: 296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


?290299 Transcript of 840622 meeting between NRC & consultants S< TDI 
jners Group S< consultants in Palo Alto,CA re review of 
terability fi. reliability of TDI engine. Pp 1-295. Supporting 
icumentati on end. 

NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

>204:248. 24X Fiche: 50-000, 84/06/22, 8406290299. 


L.ET STN-50— 447 GESSAR-238 


■i p p lication/construction stage documents 4-. correspondence 


>060242 Requests help in expediting attendance at future GE-NRC 
>etings re GESSAR. GE nondisclosure form overly restrictive 
caused inconvenience during 840501 meeting. Std 
mdisclosure form should be devised. W/o end. 

[EMCZYK, S. J. Union of Concerned Scientists. 84/05/14. 
/NNINGHAM, G. H. Office of the Executive Legal Director. 2pp. 
1.661:074. 24X Fiche: 50-447, 84/05/14, 8406060242. 


>060256 Requests that NRC schedule no further meetings w/GE re 
[SSAR II until public attendance can be accommodated by 
:ceptable proprietary nondisclosure form. Form offered at 
*0524 meeting covered matl beyond info learned by author. 
[EMCZYK, S. J. Union of Concerned Scientists. 84/06/04. 
JNNINGHAM, G. H. Office of the Executive Legal Director. Ip. 
*657: 190. 24X Fiche: 50-447, 84/06/04, 8406060256. 


>230152 Notification of 840626-27 meetings w/GE & BNL in San Jose.CA 
i discuss questions it evaluations of GE structural 
itegrity analysis for Mark III containment described in 
ISSAR II. 

:ALETTI, D. C. Standard i zat i on it Special Projects Branch. 84/06/14. 
■IOMAS, C. 0. Standardization fit Special Projects Branch. 3pp. 

>129:001. 24X Fiche: 50-447, 84/06/14, 8406230152. 


>280036 Forwards proprietary, "Evaluation of Proposed Mods to 
1SSAR II Design," in response to NRC 840413 request for 
Idl info re severe accident revi ew. Af f i davi t requesting 
ifo be withheld (ref 10CFR2. 790) also encl.Rept withheld. 

1IRK, J. F. General Electric Co. 84/06/21. EISENHUT , D. G. Division 
* Licensing. 5pp. 25180:356. 24X Fi c h e : 50-447, 84/06/21 , 

*06280036. 


i|RC Safety Evaluation Report (SER), suppls fit correspondence 


>150203 Forwards response to commitment in SER, NUREG-0979, Section 
2. 2 2 re design verification testing of optical isolators. 

(ERWOOD, G. G. General Electric Co. 84/05/30. EISENHUT, D. G. 

Lvision of Licensing. 2pp. 24944:361. 24X Fiche- 50-447, 84/05/30, 

*06150203. 


>180142 Forwards response to vendor commitment in SER (NUREG-0979), 
sction 7. 2. 2. 2 re design verification testing of optical 
tolators. Individual failure of card or component can at 
jst, affect only equipment within same chamber. 

1ERWOOD, G. G. General Electric Co. 84/05/30. EISENHUT, D. G. 

Lvision of Licensing. 2pp. 24967:311. 24X Fiche: 50-447, 84/05/30, 

*06180142. 


tET STN-50-454 BYRON STATION, UNIT 1 


\pplication/construction stage documents & correspondence 


>070249 Documents agreement reached on 830523 re confirmatory 
:ructural analysis df reactor shield wall.Addl work to 
>r if y adequacy of previous calculations under way. 
impletion of all work expected by 840620, 

IAMM, T. R. Commonwealth Edison Co. 84/05/30. KEPPLER, J. G. Region 
Office of Director, 2pp. 24745:212. 24X Fiche: 50-454, 84/05/30, 

*06070249. 


8406260489 Forwards NRC 840530,25,09 fit 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities Briefing on integrated schedules expected by 
840618. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, 84/06/01, 8406260489. 


— 8406260505 Assigns project managers to develop integrated schedu 
action on plants w/near-term licensing activity. Direc tors 
requested to assemble list of remaining activities & 
identify mgt contact. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
84/05/30 DEYOUNG, R. C. Director's Office, Office of Inspecti 
and Enforcement. 2pp. 25157:325. 24X Fiche : 50-000, 84/06/01, 

8406260489. 


— 8406020439 Outlines course of action decided upon re plants w/ne, 
licensing activity, per 840517-18 mgt meetings, inc lud ing 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 8406260 


--8406260518 Discusses outstanding regulatory issues for near-term 
reviews. Recommendations for assignment of project managers fie 
completion of licensing review effort provided. W/o ends. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


8406260164 Requests NRC concurrence in use of PVRC-recommend ed higl 
damping values in piping & equipment dynamic analysis. 

Higher values would reconcile pipe support deviations due to 
mods. Values not likely to result in addl matl plasticity. 

TRAMM, T. R. Commonwealth Edison Co. 84/06/18. DENTON, H. R. Off 
of Nuclear Reactor Regulation, Director. 2pp. 25141:276. 24X 

Fiche: 50-000, 84/06/18, 8406260164. 


8406290255 Forwards justification for interim operation for utiliz, 
of Westinghouse 7300 series saf ety-r elated balance-of-p lan t 
analog instrunenation that will not be seimically qualified 
before Unit 1 licensed. NRC approval requested. 

TRAMM, T.R. Commonwealth Edison Co. 84/06/19. DENTON, H. R. Off 
of Nuclear Reactor Regulation, Director. 2pp. 25196:225. 24X 

Fiche: 50-454, 84/06/19, 8406290255. 


8406220093 Board Notification 84-104: discusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 6pp. 25159:272. 24X 

Fiche: 50-000, 84/06/20, 8406220093. 


8406290259 Forwards addl comments & suggestions re marked-up proof 
review version of Tech Specs distributed by 831216 memo. 

TRAMM, T. R. Commonwealth Edison Co. 84/06/20. DENTON, H. R. Off 
of Nuclear Reactor Regulation, Director. 36pp. 25196:031. 24X 
Fiche: 50-454, 84/06/20, 8406290259. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406050445 Provides addl info re design of emergency diesel genera 
Clarification of Byron SER necessary to rectify apparent 
misunderstanding re design of foundation St transmission of 
engine vibrations. 

TRAMM, T. R. Commonwealth Edison Co. 84/05/18. DENTON, H.R. Off 
of Nuclear Reactor Regulation, Director. 2pp. 24843:341. 24X 

Fiche: 50-000, 84/05/18, 8406050445. 


8406060010 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF THI 
BYRON STATION, UNITS 1 ANO 2. Docket Nos. STN 50-454 And 
STN 50-455. (Commonwealth Edison Company) 

x Division of Licensing. NUREG-0876 S04. 84/05/31. 32pp. 

24847:254. 24X Fiche: 50-454, 84/05/31, 8406060010. 


8406260474 Forwards IE Insp Repts 50-454/84-30 it 50-455/84-23 on 
840410-14,23-27 fit 0516-18. No noncomp liance noted. 

SPESSARD, R. L. Division of Engineering. 84/06/08, REED, C. 
Commonwealth Edison Co. 2pp. 25164:248. 24X Fiche; 50-454, 84/0 

8406260474. 


DOCKETED ITEMS 


260381 IE Insp Repts 50-454/84-24 8- 50-455/84-17 on 840417-0525. No 
^compliance or deviations noted. Major areas inspected: 

:ensee action on previous insp findings, SER confirmatory 
sms, p reop erationa 1 test procedures & veri f icat ion. 

\1G» M. * DUNLOP, A., REYES, L. A. Region 3, Office of Director. 

<06/11. 9pp. 25152:102 24X Fiche; 50-454, 84/06/12, 8406260354. 


scurity. medical, emergency 8t fire protection plans 


0601 86 Public version of Rev 4 to generating stations emergency 
an. W/840505 ltr. 

Conmonwea 1 th Edison Co. 84/04/30. 197pp. 24660:086. 24X 

che: 50-000, 84/04/30. 8406060186. 


340256 Rev 1 to Emergency Plan Implementing Procedure BZP 100-1, 
jpervision of EmeTgenc i es, Exerc ises 8< Drills." W/840524 
ansmittal ltr. 

Commonwealth Edison Co. 84/05/23. 5pp. 24795:001. 24X 

che: 50-454. 84/05/24, 8406040256. 


180159 Forwards 840529 ltr to FEMA re State of 1L plan for 
iiological accidents it effects on City of Dekalb, 
sortunity to comment on future hearings on QA St GC 
asures requested. 

^RROW, G. De Kalb, IL. DSB 683. 84/05/29. SMITH, I. W. Atomic 

Pety and Licensing Board Panel. 3pp. 24968:085. 24X 

che: 50-454, 84/05/29, 8406180159. 


360283 Responds to 840427 ltr re proposed means for satisfying 
IFRSO, App E, Paragraph IV. B requirement to annually review 
urgency action levels. Lists concerns St comments on util 
jr— point proposal. 

3 ERIELL0, C. J. Region 3, Office of Director. 84/06/04. REED, C. 
nmonuiealth Edison Co. 2pp. 24657:167. 24X Fiche: 50-000, 84/06/04, 

36060283. 


>6060295 Discusses proposed means for satisfying 10CFR50,App E, 
’aragraph IV. B requirements to annually review emergency 
iction levels. Annual meeting w/offsite agencies will be 
leld at each station. 

r ARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER.J. G. 
Region 3, Office of Director. 2pp. 24657: 169. 24X 

r iche : 50-000, 84/06/04. 8406060283. 


170272 Forwards updated Region III access authorization lists for 
mission of NRC personnel to vital areas. Access provisions 
* inspectors. otheT employees & contractors d i sc ussed. Li s t 
’active upon receipt. 

iLSQN, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
wnonuealth Edison Co. 7pp. 24742:335. 24X Fiche: 50— 454, 84/06/04, 

>6070272. 


>10001 Forwards request for addl info re saf ety-related 125-volt 
sys. Removal of wall between redundant safety-related 
:tery divs & other equipment cause of concern. Response 
i in 30 days. 

JNGBLOOD, B. J. Licensing Branch 1. 84/06/11. FARRAR, D. L. 

imonuealth Edison Co. 3pp. 25069:172. 24X Fiche: 50-000, 84/06/1 1, 

16210001. 


.90247 Forwards IE Safeguards Insp Rept 50-454/84-35 on 840529- 
11. No nonconp liance noted. 

:LSON, W. L. Region 3, Office of Director. 84/06/14. REED, C. 
imonuealth Edison Co. 2pp. 25022:355. 24X Fiche; 50-454, 84/06/14, 

>6190247. 


>6190248 IE Safeguards Insp Rept 50-454/84-35 on 840529-0601 . No 
loncomp 1 iance noted. Major areas i nsp ec ted : op en-i terns re 
iecurity organization mgt & access control p er sonne 1 . Det a i 1 s 
(ithheld (ref 10CFR73. 211. 

IELANGER, J. L. , CREtD, J. R. Region 3, Office of Director. 84/06/14. 
Ip. 25022:357. 24X Fi c h e : 50-454, 84/06/ 14, 8406190247. 


190302 Requests verification of receipt of end procedure update 
:if icat ions. 

;UIRE, L. A. Commonwealth Edison Co. 84/06/21. Record Services 
tnch (Document Control Desk). 12pp. 25204:019. 24X 

he: 50-454, 84/06/21. 8406290302. 


180189 Releases public version of util emergency plan 
:umentation. 

.TON, J. M. Division of Rules and Records. 84/06/25, Record 
vices Branch (Document Control Desk). 2pp. 25209:083. 24X 

he: 50-000, 84/06/25, 8406280189. , 


G. Adjudicatory correspondence 


8406050191 Provides list of all personnel involved in reinsp prog 
description of involvement, per J Whicher 840525 request. 

W Little, D Hayes & K Connaughton identified as witnesses in 
remanded proceeding . Re lated correspondence. 

RAWSQN, R. J. Hearing Branch 4 DSB 410. 84/05/29. MILLER, M. I 

Isham, Lincoln It Beale WHICHER, J. Whicher, J. M. 3pp. 24838 
24X Fiche: 50-454, 84/05/29, 8406050191. 


8406150350 Submits four issues for discussion of 840530 prehearin 
c onf er enc e. 

DIXON, C. Affiliation Not Assigned. DSB 662 84/05/29. SMITH 

Atomic Safety and Licensing Board Panel. Ip. 24955:345. 24X 

Fiche: 50-454, 84/05/29, 8406150350. 


8406180159 Forwards 840529 ltr to FEMA re State of IL plan for 
radiological accidents & effects on City of Dekalb. 

Opportunity to comment on future hearings on QA & QC 
measures requested. 

SPARROW, G. De Kalb. IL. DSB 683. 84/05/29. SMITH, I. W. Atom 

Safety and Licensing Board Panel. 3pp. 24968:085. 24X 

Fiche: 50-454, 84/05/29. 8406180159. 


8406080122 Forwards remarks included in transcript of 840531 preh 
conference in Rockford, IL to disprove charges of 
unprof ess ional V. objectionable personal conduct. Served on 
840607. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. DSB 532. 
84/06/06. WHICHER, J. M. Whicher, J. M. WHICHER, J. M. Businessm 
the Public Interest. 19pp. 24855:147. 24X Fi c h e : 50-454, 84/06 

8406080122. 


8406110196 Forwards response to applicant first set of interrogat 
& first request for production of d ocuments . Re lated 
correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. WHICHER, J. M 
Whicher, J. M. DSB 544. 84/06/06. BECKER, B. Isham, Lincoln & 

Beale. 2pp. 24872:087. 24 X Fi c h e : 50-454, 84/06/06, 8406 1 1 0196. 


— 8406110204 Response to applicant first set of interrogatories 8c 
request for production of documents. Certification of Svc 
end Related correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. WHICHER, J 
Whicher, J. II. 84/06/06. Commonwealth Edison Co. 3pp. 
24872:089. 24X Fiche: 50-454, 84/06/06, 84061 10196. 


8406260319 Forwards proposed financial qual i f i ca t i on contention. C 
cannot be completed in manner resulting in safe plant. 

Evacuation plan will be terrible financial burden. Served 
on 840625. 

C AMPBELL, S. E. Sinnissippi Alliance for the Environment (SAFE). 
871. 84/06/07, Commissioners. 3pp. 25148:187. 24X 

Fiche: 50-454, 84/06/07, 8406260319. 


8406120229 Memorandum & order adopting ASLAB protective order 
controlling access to protected info. Served on 840611, 

SMITH, I. W. Atomic Safety and Licensing Board Panel. DSB 569. 
84/06/08. 14pp. 24890:017. 24X F i ch e : 50-454, 84/06/08, 0406120 


8406150182 Memorandum 8c order stating that hearing on ALAB—770 re 
will continue to be restricted to QA issues. Served on 
840614. 

TOMPKINS, B, A. Atomic Safety and Licensing Appeal Panel. DSB 6 
84/06/13. 4pp. 24945:355. 24X Fiche: 50-454, 84/06/13, 84061501 


8406150190 Notice of appearance in proceeding. Certificate of Svc 
WILCOVE, M. N. Hearing Branch 2. DSB 625. 84/06/13. 3pp. 

24945:359. 24X F i c h e : 50-454, 84/06/ 13, 84061 50190. 


8406150301 Forwards interim deficiency rept re electrical conduct 
butt sp lices. Topic discussed at 840531 prehearing 
conference. Related correspondence. 

MILLER, M. I. Isham, Lincoln 8< Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 665. 84/06/13. SMITH, I. W. , COLE, R. F. , CALL IHA 

Atomic Safety and Licensing Board Panel. 3pp. 24955:360. 24 

Fiche: 50-454, 84/06/13, 8406150301. 


8406190156 Forwards affidavit of nondisclosure for J Levin. Reques 
response to concerns raised in 840504 ltr re breach of 
certain confidentiality matters. Re lated correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. DSB 714. 
84/06/13. RAWSON, R. Hearing Branch 4. 4pp. 24979:115. 24X 

Fiche: 50-454, 84/06/13, 8406190156. 


DOCKETED ITEMS 


220193 Forwards policy statement on financial qual i f i cat ions as 
Po relevant & matl to issue currently pending before 
_AB. Related correspondence. 

JSON. R.J. Hearing Branch 4. DSB 810. 84/06/14. ROSENTHAL. A. S. 

["CHY# R. L. » WILBER# H. A. Atomic Safety and Licensing Appeal Panel, 
ip. 25081:349. 24X Fiche : 50-454, 84/06/14, 8406220193. 


L80434 Forwards second set of interrogatories. Formal response to 
'st set of discovery requests not yet received. Related 
'respondence. 

[CHER# J. M. Businessmen for the Public Interest. DSB 698. 

'06/ 1 5. MILLER, M. J. Isham# Lincoln it Beale. MILLER, M. J. 
imonwealth Edison Co. Ip. 24978:165. 24X Fiche: 50-454, 84/06/15, 

>6180434. 


>6180436 Second set of interrogatories. Certificate of Svc end. 
ielated correspondence. 

JHICHER# J. M. Businessmen for the Public Interest. 84/06/15. 
Commonweal th Edison Co. 4pp. 24978: 166. 24X 

‘iche: 50-454# 84/06/15# 8406180434. 


:90161 Order extending time until 840706 for Commission to act to 
deu ALAB-770. Served on 840618. 

[LK. S. J. Office of the Secretary of the Commission. DSB 727. 
r 06/18. Commissioners. Ip. 24979: 136. 24X 

:he: 50-454, 84/06/18, 8406190161. 


200336 Confirms 840618 telcon re 840625 review of addl documents 
iduced by MI Mi 1 ler. Advises of possible request for 
tension of submission of intervenor prefiled testimony Sc 
itponement of hearing. Related correspondence. 

[CHER, J. M. Businessmen for the Public Interest. WHICHER, J. M. 
Lcher , J. M. DSB 756. 84/06/18. MILLER, M. I. Isham, Lincoln Sc 

*le. 2pp. 25051:018. 24X Fiche: 50-454, 84/06/18# 8406200336. 


250103 Notice of appearance in proceeding. Certificate of Svc end. 
IBS# M. E. Commonwealth Edison Co. GIBBS# M. E. Isham# Lincoln Sc 
lie. DSB 823. 84/06/18. 2pp. 25130:057. 24X 

:he: 50-454, 84/06/18# 8406250103. 


250 1 81 Responds to 840615 8« 18 ltrs complaining of defaults in 
sponse to discovery requests. Ltrs misleading S < contrary to 
ierstanding. Level of rhetoric should be lowered 
jnificantly. Related correspondence. 

_LER# M. I. Isham, Lincoln St Beale. MILLER, M. I. Commonwealth 
Ison Co. DSB 821. 84/06/19. WHICHER, J. Businessmen for the 

jlic Interest. WHICHER# J. Whicher# J. M. 3pp. 25130:143. 24X 

:he: 50-454, 84/06/19. 8406250181. 


250364 Responds to intervenor first request for production of 
:umen ts. Ob jections to listed categories submitted, 
lated correspondence. 

-KER# B. D. Isham. Lincoln Sc Beale. BECKER# B. D. Commonwealth 
ison Co. DSB 849. 84/06/20. WHICHER# J, Whicher# J. M. 

ICHER# J. Businessmen for the Public Interest. 2pp. 25136:362. 
< Fiche: 50-454# 84/06/20, 8406250364. 


260122 Responds to 840620 Itr re supplementary document production, 
tion that diligence in responding to discovery requests 
cuse for delaying hearing contrary to spirit of NRC rules 
prac t ice. Related correspondence. 

.LER# M. I. Isham, Lincoln Sc Beale. MILLER# M. I. Commonwealth 
ison Co. DSB 884. 84/06/21. WHICHER, J. M. Businessmen for the 

die Interest. WHICHER# J. M. Whicher, J. M. 3pp. 25152:283. 24X 

che: 50-454, 84/06/21, 8406260122. 


270345 Expresses pleasure that agreement reached to reinstate 
ng standing practice of easy cooperation among parties, 
rved on 840627. 

ITH# I. W. Atomic Safety and Licensing Board Panel. DSB 910. 
/06/26. WHICHER# J. M. Businessmen for the Public Interest. 
LLER.M. I. Isham# Lincoln Sc Beale. Ip. 25169:068. 24X 

che: 50-454, 84/06/26. 8406270345. 


290097 Memorandum documenting 840627 telcon granting interveners 
tension of time until 840716 to file direct written 
stimony. Served on 840627. 

ITH, I. W. Atonic Safety and Licensing Board Panel. DSB 935. 
/06/27. 2pp. 25196:360. 24X Fiche : 50-454, 84/06/27. 8406290097. 


eneral correspondence 


150342 Handwritten ltr expressing concern re safety of nuclear 
ants to public it environ. 


8406150368 Expresses concern w/further plant const by applicant. 
LEISER. J. A. Keystone Foundation Research School. DSB 663. 
84/05/29. SMITH, I. W. Atomic Safety and Licensing Board Panel. 
24955:207. 24X Fiche: 50-454, 84/05/29, 8406150368. 


K. Utility Final Safety Analysis Report (FSAR ) Sc amends 


8406150048 Forwards Amend 45 to FSAR. 

TRAMM.T.R, Commonwealth Edison Co. 84/06/12. DENTON, H. R . Off: 
of Nuclear Reactor Regulation# Director. 9pp. 24945:001. 24X 

Fiche: 50-000. 84/06/12. 8406150048. 


— 8406150050 Amend 45 to FSAR. 

* Commonwealth Edison Co. 84/06/30. 200pp. 24945: 010. 24X 

Fiche. 50-000, 84/06/12# 8406150048. 


Q. Inspection reports# IE Bulletins 4< correspondence 


8406050244 Discusses battery area wire fence issue addressed in IE 
Repts 50-456/83-17 Sc 50-457/83-16. Venti lation sys adequacy# 
hydrogen control, exp lesion protection it metal corrosion 
addressed in ends. 

SWARTZ, E. D. Commonwealth Edison Co. 84/02/28. KEPPLER, J. G. R< 
3, Office of Director. 18pp. 24841:217. 24X Fiche: 50-000# 84/01 

8406050244. 


8406180296 Forwards "Environ Water Sampling Program Special Analyst 
Byron Station, " in response to Open Items 454-83-14-02 it 
455-83-12-02 in IE Insp Repts 50-454/83-14 4c 50-455/83-12. 

CGLDEN, J. C. Commonwealth Edison Co. 84/04/25. KEPPLER, J. G. Ri 
3, Office of Director. Ip. 24961:142. 24X Fiche: 50-454, 84/04/3 

8406180296. 


— 8406180298 "Environ Water Sampling Program Special Ana 1 y se s. Byroi 
Station. " 

BROWN, S. D. . WEAVER# K. Commonwealth Edison Co. 84/04/16. 10p| 

24961:143. 24X Fiche: 50-454# 84/04/25, 8406180296. 


8406090177 Forwards transparencies used in 840518 presentation re 
status of regulatory improvement program. 

FARPAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. R< 
3. Office of Director. 41pp. 24858:239. 24X Fiche: 50-000, 84/0! 
8406080177. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contain* 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York# Inc. 124pp. 24861:201. 24X Fiche. 50-000# 84/05/25# 840523) 


8405240317 IE Info Notice 83-66# Suppl 1# "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York# Inc. 127pp. 24830:103. 24X Fiche: 50-000# 84/05/25, 840524' 


8406010102 Ack receipt of 840517 ltr informing NRC of electrical 
conductor butt splice reinsp program. Concurs w/program 
approach . 

SPESSARD, R. L. Division of Engineering. 84/05/25. REED# C. 
Commonwealth Edison Co. Ip. 24756:308. 24X Fiche: 50-454# 84/05 

8406010102. 


--8406010106 Advises of reinsp of electrical conductor butt splice 
Jan 1984 concerns 4c B40510 notification of potential 
deficiency . Exceptions it refinements listed. 

FARRAR, D. Commonwealth Edison Co. 84/05/17. KEPPLER# J. G. R 
3# Office of Director. 3pp. 24756:309. 24X Fiche: 50-454# 

84/03/25# 8406010102. 


8405290383 IE Info Notice 84-40# "Emergency Worker Doses. " Svc lis 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30. 840529 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement p lan, developed in 
response to NRC concerns over recent errors 45c escalated 
enforcement actions. 

NORELIUS. C. E. Division of Project 4c Resident Programs. 84/05/3 
REED# C. Commonwealth Edison Co. 3pp. 24804:007. 24X 
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DOCKETED ITEMS 


6070272 Forwards updated Region III access au thor i zat i on lists for 
dmission of NRC personnel to vital areas. Access provisions 
or inspectors, other employees & contractors d iscussed. Lis t 
ffective upon receipt. 

XELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
ommanuea 1th Edison Co. 7pp. 24742:335. 24X Fiche: 50-454, 84/06/04, 

406070272. 


6120459 Responds to IE Bulletin 78—08, “Radiation Levels From Fuel 
lenient Transfer Tubes. “ Const of fuel transfer tube 
hielding comp lete. Admini strative controls in place, 
adiation survey of adjacent areas will be performed. 

LEXANDER, G. L. Commonwealth Edison Co. 84/06/04. KEPPLER, J. G. 
egion 3, Office of Director. Ip. 24891:046. 24X 

iche: 50-454, 84/06/04, 8406120459. 


6050012 IE Info Notice 84-42, “Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

ork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


6120318 Forwards IE Insp Repts 50-454/84-27 it 50-455/84-19 on 
40424-27,30-0504 Zt 10-11 S< notice of violation. 

PESSARD, R. L. Division of Engineering. 84/06/06. REED, C. 
ommonuealth Edison Co. 2pp. 24894:196. 24X Fiche: 50-454, 84/06/06, 

406120318. 


406120320 Notice of violation from insp on 840424-27,30-0504 it 10-11 
* Region 3, Office of Director. 84/06/06. 2pp. 24894: 198. 24X 

Fiche: 50-454, 84/06/06,8406120318. 


♦06120323 IE Insp Repts 50-454/84-27 Zt 50-455/84-19 on 840424-27, 
30-0504 Z>. 10-11. Noncomp 1 iance noted : fai lure to identify & 
control nonconforming conditions & to assure activities 
affecting quality prescribed in instructions. 

LOVE, R. S. , CHRISTNOT, E. , WILLIAMS. C. C. Region 3, Office of 
Director. 84/06/06. 15pp. 24894:200. 24X Fiche: 50-454, 84/06/06, 

8406120318. 


b050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
idiation Ap p 1 i ca tors. " Svc list end. 

IACE, J. N. Division of QA, Safeguards it Inspection Programs (Post 
30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


>060336 IE Info Notice 84-44, “Environ Qual if ication Testing of 
ickbestos Cables. " Svc list end. 

JRDAN, E. L. Division of Emergency Preparedness it Engineering 
isponse (Post 030103). 84/06/08. Consolidated Edison Co. of New 

irk, Inc. 120pp. 25049:273. 24X Fi ch e : 50-000, 84/06/08, 8406060336. 


>26047 4 Forwards IE Insp Repts 50-454/84-30 it 50-455/84-23 on 
)0410-14, 23-27 it 0516-18. No noncompliance noted, 

'ESSARD, R. L. Division of Engineering. 84/06/08. REED, C. 
inmonuealth Edison Co. 2pp. 25164:248. 24X Fiche: 50-454, 84/06/08, 

►06260474. 


06260481 IE Insp Repts 50-454/84-30 it 50-455/84-23 on 840410-14,23-27 
& 0516-18. No noncompliance noted. Major areas inspected: 
concrete drilling activities, structural integrity test St 
structural mods for river screen house per SER commitment. 

NORTON, J. F. , WILLIAMS, C. C. Region 3, Office of Director. 

84/06/08. 10pp. 25164:250. 24X Fiche: 50-454, 84/06/08, 8406260474. 


080176 IE Info Notice 84-45, “Reversed Differential Pressure 
strument Sensing Lines. “ Svc list encl. 

RDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 8406080176. 


200212 Forwards “Independent Design Review for Comm Ed, " interim 
pt. Schedule for responses to NRC requests for addl info re 
tegrated design insp provided. 

EO, C. Commonwealth Edison Co. 84/06/11. DEYOUNG, R. C. Director's 
f ice. Office of Inspection and Enforcement. 2pp. 25044: 001. 24X 

che: 50-454, 84/06/11, 8406200212. 


06200216 "Independent Design Review for Comm Ed, “ interim rept. 
CAHN, R. S. , JORDAN, C. W. , DICK, C. W. Bechtel Corp. 84/05/31. 200pp. 

25044: 003. 24X Fiche: 50-454, 84/06/11, 8406200212. 


260204 Forwards IE Insp Repts 50-454/84-23 it 50-455/84-16 on 
■kine-n. i fl-on l oa-oa t, mn 


— 8406260211 IE Insp Repts 50-454/84-23 *t 50-455/84-16 on 840405 
18-20 & 24-26. None omp 1 i anc e noted : fai lure to provide 
adequate QA documentation for electrical equipment 
installation. 

MENDEZ, R. , GAUTAM, A. , WILLIAMS, C. C. Region 3, Office of Dir 
84/06/11. 15pp. 25150:285. 24X Fi c h e : 50-454, 84/06/ 12, 8406 


8406260354 Forwards IE Insp Repts 50-454/84-24 & 50-455/84-17 on 
840417-0525 No noncompliance noted 

SPESSARD, R. L. Division of Emergency Preparedness Zt Operations 
Support. 84/06/12. REED, C. Commonwealth Edison Co. 2pp. 
25152:100 24X Fiche: 50-454, 84/06/12, 8406260354. 


— 8406260381 IE Insp Repts 50-454/84-24 Z>. 50-455/84-17 on 840417 
noncompliance or deviations noted. Major areas inspected: 
licensee action on previous insp findings, SER confirmatory 
items, preoperational test procedures it verification. 

RING, M. , DUNLOP, A. , REYES, L. A. Region 3, Office of Director 
84/06/11. 9pp. 25152:102. 24X Fiche: 50-454, 84/06/12, 84062 


8406080173 IE Info Notice 84-46, “Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406 


8406190247 Forwards IE Safeguards Insp Rept 50-454/84-35 on 8405 
0601. No nonconp liance noted. 

AXELSQN, W. L. Region 3, Office of Director. 84/06/14. REED, C 
Commonwealth Edison Co. 2pp. 25022:355. 24X Fi c h e: 50-454, 84 
8406190247. 


— 8406190248 IE Safeguards Insp Rept 50-454/84-35 on 840529-0601 
noncompliance noted. Major areas insp ec ted : op en-i terns re 
security organization mgt & access control p ersonne 1 . Details 
withheld (ref 10CFR73. 21). 

BELANGER, J. L. , CREFD, J. R. Region 3, Office of Director. 84 
lp. 25022:357. 24X F i c h e : 50-454, 84/06/1 4, 8406190247. 


B 40613031 5 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406 


8406190172 Ac k receipt of 840607 ltr informing NRC of steps take 
correct nonconp 1 iance noted in IE Insp Repts 50-454/84-17 Zt 
50-455/84-12. 

LITTLE, W. S, Region 3, Office of Director. 84/06/15. REED, C. 
Commonwealth Edison Co. lp. 24981:098. 24X Fiche: 50-454, 84/ 

8406190172. 


— 8406190175 Responds to NRC 840419 ltr re noncompliance noted i 
Repts 50-454/84-17 Zt 50-455/84-12 Corrective actions: Unit 1 
dc distribution panels will be modified by 840716. Results of 
discussions w/GE will be reported to NRC by 840801. 

FARRAR, D. L. Commonwealth Edison Co. 84/06/07. KEPPLER, J. G 
Region 3, Office of Director. 2pp. 24981:099. 24X 

Fiche: 50-454, 84/06/15, 8406190172. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Glob 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generat 
Failure." Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406 


8406190327 IE Info Notice 84-50, “Clar if icati on of Scope of QA P 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. 

York, Inc, 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 84061 


R. Periodic operating reports it related correspondence 


8406180296 Forwards "Environ Water Sampling Program Special Anal 
Byron Station, " in response to Open Items 454-83-14-02 it 
455-S3--1P-02 in IF Ins n 50-454/03-14 S, 50-453 /03- 1 2 


UUUIvt I tu ITEMS 


Reportable occurrences! LERs & related correspondence 


401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams h list of affected plants end. 

RAHEi E. P. Westinghouse Electric Corp. 84/01/17 DEYOUNG! R. 
Director's Office- Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fi c h e : 50-000, 84/01 / 17, 8401310352. 


406010102 Ac k receipt of 840517 ltr informing NRC of electrical 
conductor butt splice reinsp program Concurs w/program 
approach. 

SPESSARD, R. L. Division of Engineering. 84/05/25. REED, C. 
Commonwealth Edison Co. Ip. 24756:308. 24X Fiche: 50-454, 84/05/25, 

8406010102. 


-8406010106 Advises of reinsp of electrical conductor butt splices, per 
Jan 1984 concerns 8c 840510 notification of potential 
defic i enc y. Exceptions & refinements listed. 

FARRAR, D, Commonwealth Edison Co. 84/05/17. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 24756:309. 24X Fiche: 50-454, 

84/05/25, 8406010102. 


406210042 Interim Deficiency Rept 84-02 re containment spray impellers 
incorrectly installed in Unit 1 p ump s. Ini t i a 1 1 y reported on 
840504. Requirements established to preclude exchange of 
noninterc hangeab le part.Final rept by 840731. 

TRAMM, T. R Commonwealth Edison Co. 84/06/14. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 25058:126. 24X Fi c h e : 50-454, 84/06/ 14, 

8406210042. 


Hearing transcripts on non-antitrust matters 


406050183 Transcript of 840530 hearing in Roc kf ord, IL. Pp 8,049-8,181. 
* Atomic Safety and Licensing Board Panel. 84/05/30. 132pp. 

24814:001. 24X Fiche: 50-454, 84/05/30, 8406050183. 


406050426 Transcript of 840531 hearing in Roc kf ord, IL. Pp 8,182-8,281. 
* Atomic Safety and Licensing Board Panel. 84/05/31, 104pp. 

24804:010. 24X Fiche: 50-454, 84/05/31, 8406050426. 


406120322 Transcript of 940608 telephone conference w/Comm Ed in 
Bethesda, MD. Pp 8,282-8,300. 

* Atomic Safety and Licensing Board Panel. 84/06/08. 20pp. 

24894:311. 24X Fiche: 50-454, 84/06/08, 8406120322. 


406290088 Summary of testimony of J Hansel on Contention 1 re reinsp 
program. Prof qualifications end. Related correspondence. 

HANSEL, J. Evaluation Research Corp. DSB 925. 84/06/26. 29pp. 

25197: 152. 24X Fiche: 50-454, 84/06/26, 8406290088. 


Operator Examinations 


406080142 Recommends that Commission accept 840224 industry proposal 
presented by JH Miller & DF Schnell of industry working 
group re operating shift staffing for nuclear power plants 
approaching QL decision. Presentations end. 

EISENHUT, D. G. Division of Licensing. 84/05/25. FARRAR, D. L. 
Commonwealth Edison Co, 4pp. 24878:047. 24X Fiche: 50—454, 84/05/25, 

8406080142. 


-8405170340 Speech entitled "Industry Evaluation of Operating Shift 
Experience Requirements," presented at 840224 workshop. 

MILLER, J. H. Georgia Power Co. 84/02/24. 22pp. 24878:051. 24X 

Fiche: 50-434, 84/03/23, 8406080142. 


-8403170343 Speech entitled "Nuclear Plant Shift Experience, " presented 
at 840224 workshop. 

SCHNELL, D. F. Electric Power Research Institute. 84/02/24. 20pp. 

24878:073. 24X Fi ch e: 30-434, 84/03/23, 8406080142. 


□CHET STN-30-4S3 BYRON STATION, UNIT 2 


Application/construction stage documents 8< correspondence 


406070249 Documents agreement reached on 830523 re confirmatory 
structural analysis of reactor shield wall.Addl work to 
verify adequacy of previous calculations under way. 

Completion of all work expected by 840620. 

TRAMM, T, R. Commonwealth Edison Co. 84/05/30. KEPPLER, J. G. Region 
3, Off ice of Director. 2pp. 24745:212. 24X Fiche: 30—454, 84/05/30, 

8406070249 . 


8406050418 Forwards supplemental response to Generic Ltr 83-28, 
“Required Actions Based on Generic Implications of Salem 
ATWS Events. " 

BARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. 
of Nuclear Reactor Regulation, Director. 27pp. 24804:113. 

Fiche: 50-000, 84/06/01, 8406050418. 


8406260164 Requests NRC concurrence in use of PVRC-r ecommend ed h 
damping values in piping 8 < equipment dynamic analysis. 

Higher values would reconcile pipe support deviations due to 
nods. Values not likely to result in addl matl plasticity. 

TRAMM, T R. Commonwealth Edison Co. 84/06/18. DENTON, H. R. 0 
of Nuclear Reactor Regulation. Director. 2pp. 25141:276. 24 

Fiche: 50-000, 84/06/18, 8406260164. 


8406290235 Forwards justification for interim operation for util 
of Westinghouse 7300 series saf ety-r elated balance-of-p lant 
analog instrumenation that will not be seimically qualified 
before Unit 1 licensed. NRC approval requested. 

TRAMM, T. R Commonwealth Edison Co. 84/06/19. DENTON, H. R. 0 
of Nuclear Reactor Regulation, Director. 2pp. 25196:225. 24 

Fiche: 50-454, 84/06/19, 8406290255. 


8406220093 Board Notification 84-104: d iscusses Westinghouse ECCS 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 6pp. 25159:272. 24X 

Fiche: 50-000, 84/06/20, 8406220093. 


8406290259 Forwards addl comments 8c suggestions re marked-up pri 
review version of Tech Specs distributed by 831216 memo. 

TRAMM, T. R. Commonwealth Edison Co. 84/06/20. DENTON, H. R. I 
of Nuclear Reactor Regulation, Director. 36pp. 25196:031. ; 
Fiche: 50-454, 84/06/20, 8406290259. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406050445 Provides addl info re design of emergency diesel gene 
Clarif ication of Byron SER necessary to rectify apparent 
misunderstanding re design of foundation 8c transmission of 
engine vibrations. 

TRAMM, T. R. Commonwealth Edison Co. 84/03/18. DENTON, H. R. 0 
of Nuclear Reactor Regulation, Director. 2pp. 24843:341. 24 

Fiche: 50-000, 84/05/18, 8406050445. 


8406060010 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BYRON STATION, UNITS 1 ANO 2. Docket Nos. STN 50-454 And 
STN 30-455. (Commonwealth Edison Company) 

* Division of Licensing. NUREG-0876 S04. 84/05/31. 32pp. 

24847:254. 24X Fiche: 50-454, 84/03/31, 8406060010. 


8406260474 Forwards IE Insp Repts 30-434/84-30 8c 30-433/84-23 on 
840410-14,23-27 8< 0516-18. No noncompliance noted. 

SPESSARD, R. L. Division of Engineering. 84/06/08. REED, C. 
Commonwealth Edison Co. 2pp. 23164:248. 24X Fich e: 50-434, 84 

8406260474. 


—8406260481 IE Insp Repts 30-434/84-30 Sc 30-433/84-23 on 840410 
8c 0516-18. No noncompliance noted. Major areas inspected: 
concrete drilling activities, structural integrity test 8c 
structural mods foT river screen house per SER commitment. 
NORTON, J. F. Region 3, Office of Director. 84/06/08. 10pp. 

25164:250. 24X Fi ch e: 50-454, 84/06/08, 8406260474. 


F. Security, medical, emergency 8c fire protection plans 


8406060186 Public version of Rev 4 to generating stations emerge 
plan. W/840305 ltr. 

* Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 84/04/30, 8406060186. 


8406040256 Rev 1 to Emergency Plan Implementing Procedure B2P 10 
"Supervision of Emergencies, Exercises 8c Drills." W/840524 
transmittal ltr. 

* Commonwealth Edison Co. 84/03/23. 3pp. 24793:001. 24X 

Fiche: 50-434, 84/05/24, 8406040256. 


8406180139 Forwards 840329 ltr to FEMA re State of IL plan for 
radiological accidents 8c effects on City of Dekalb. 
Opportunity to comment on future hearings on QA 8« QC 
measures requested. 

SPARROW, G. De Kalb, IL. DSB 683. 84/03/29. SMITH, I. W. Ati 

Safety and Licensing Board Panel. 3pp. 24968:085. 24X 

Fiche: 30-454, 84/05/29, 8406180159. 


DOCKETED ITEMS 


060283 Responds to 840427 ltr re proposed means for satisfying 
CFR50, Ap p E, Paragraph IV. B requirement to annually review 
ergency action levels. Lists concerns & comments on util 
ui — point proposal. 

iPERIELLO, C. J Region 3. Office of Director. 84/06/04. REED, C. 
mmonuealth Edison Co. 2pp. 24657:167. 24X Fi c he: 50-000, 84/06/04, 

06060283. 


•06060295 Discusses proposed means for satisfying 10CFR50,App E, 
Paragraph IV. B requirements to annually review emergency 
action levels. Annual meeting w/offsite agencies will be 
heldateachstation. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER,J. G. 
Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche: 50-000, 84/06/04, 8406060283- 


,070272 Forwards updated Region III access au th or i zat i on lists for 
mission of NRC personnel to vital areas. Access provisions 
r inspectors, other employees & contractors d iscussed . Lis t 
fective upon receipt. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
mmonuealth Edison Co. 7pp. 24742:335. 24X Fic he: 50-454, 84/06/04, 

•06070272. 


,210001 Forwards request for addl info re saf ety-related 125-volt 
sys. Removal of wall between redundant saf ety-re lated 
ittery divs & other equipment cause of concern. Response 
e in 30 days. 

IUNGBLOOD, B. J. Licensing Branch 1. 84/06/11. FARRAR, D. L. 

, mmonuealth Edison Co. 3pp. 25069:172. 24X Fiche: 50-000, 84/06/11 , 

•06210001. 


,290302 Requests verification of receipt of end procedure update 
tif ications. 

:CUIRE, L. A. Commonwealth Edison Co. 84/06/21. Record Services 
anch (Document Control Desk). 12pp. 25204:019. 24X 

che: 50-454, 84/06/21, 8406290302. 


,280189 Releases public version of util emergency plan 
cumentation. 

ILTOiM, J. M. Division of Rules and Records. 84/06/25. Record 

rvices Branch (Document Control Desk). 2pp. 25209:083. 24X 

che: 50-000, 84/06/25, 8406280189. 


06280227 Public version of offsite generating station emergency plan 
organi zation. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


idjudicatory correspondence 


050191 Provides list of all personnel involved in reinsp program & 
scription of involvement, per J Whicher 840525 request. 

Little, D Hayes & K Connaughton identified as witnesses in 
manded proceeding. Related correspondence. 

iWSON, R. J. Hearing Branch 4. DSB 410. 84/05/29. HILLER, M. I. 

ham, Lincoln & Beale. WHICHER, J. Whicher, J. M. 3pp. 24838:149 
X Fiche: 50-454, 84/05/29, 8406050191. 


150350 Submits four issues for discussion of 840530 prehearing 
nf erence. 

XQN, C. Affiliation Not Assigned. DSB 662. 84/05/29. SMITH, I. W. 

onic Safety and Licensing Board Panel. Ip. 24955:345. 24X 

che: 50-454, 84/05/29, 8406150350. 


180159 Forwards 840529 ltr to FEMA re State of IL plan for 
diological accidents & effects on City of Dekalb, 
portunity to comment on future hearings on GA %>. QC 
asures requested. 

ARROW, G. De Kalb, IL. DSB 683. 84/05/29. SMITH, I. W. Atomic 

fety and Licensing Board Panel. 3pp. 24968:085. 24X 

che: 50-454, 84/05/29, 8406180159. 


080122 Forwards remarks included in transcript of 840531 prehearing 
nference in Rockford, IL to disprove charges of 
professional & objectionable personal conduct. Served on 
0607. 

IITH, I. W. Atomic Safety and Licensing Board Panel. DSB 532. 

./06/06. WHICHER, J. M. Whicher, J. M. WHICHER, J. M. Businessmen for 
e Public Interest. 19pp. 24855:147. 24X Fiche: 50-4 54, 84/06/06, 

06080122. 


110196 Forwards response to applicant first set of interrogatories 


— 8406110204 Response to applicant first set of interrogatories 4 
request for production of documents. Certif ication of Svc 
end. Related correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. WHICHER, v, 
Whicher, J. II. 84/06/06. Commonwealth Edison Co. 3pp. 

24872 089. 24X Fi c h e : 50-454, 84/06/06, 8406 1 1 0196. 


B40626031 9 Forwards proposed financial qua 1 i f i ca t i on contention. C 
cannot be completed in manner resulting in safe plant. 
Evacuation plan will be terrible financial burden. Served 
on 840625 

CAMPBELL, S. E Sinnissippi Alliance for the Environment (SAFE). 
871. 84/06/07. Commissioners. 3pp. 25148:187. 24X 

Fiche: 50-454, 84/06/07, 8406260319. 


8406120229 Memorandum & order adopting ASLAB protective order 
controlling access to protected info. Served on 840611. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. DSB 569. 
84/06/08. 14pp. 24S90.017. 24X Fi che : 50-454, 84/06/08, 840612C 


8406150182 Memorandum & order stating that hearing on ALAB-770 re 
will continue to be restricted to QA issues. Served on 
840614. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. DSB 6 
84/06/13. 4pp. 24945:355. 24X Fi c h e : 50-454, 84/06/13, 84061 501 


8406150190 Notice of appearance in p r oc eed ing . Cer t if i ca te of Svc 
WILCOVE, M. N. Hearing Branch 2. DSB 625. 84/06/13. 3pp. 

24945:359. 24X Fi c h e : 50-454 , 84/06/ 13, 84061 50190. 


8406150301 Forwards interim deficiency rept re electrical conduct 
butt s p 1 i c es . Top i c discussed at 840531 prehearing 
conference. Related correspondence. 

MILLER, M. I. Isham, Lincoln & Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 665. 84/06/13. SMITH, I. W. , COLE, R. F. , CALLIHf 

Atomic Safety and Licensing Board Panel. 3pp. 24955:360. 24 

Fiche: 50-454, 84/06/13, 8406150301. 


8406190156 Forwards affidavit of nondisclosure for J Levin. Reques 
response to concerns raised in 840504 ltr re breach of 
certain confidentiality matter s. Re lated correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. DSB 714. 
84/06/13. RAWSON, R. Hearing Branch 4. 4pp. 24979:115. 24X 

Fiche: 50-454, 84/06/13, 8406190156. 


8406190147 Second set of i n ter r o ga t or i es & request for productior 
d o cuments . Cert if i cate of Svc end. Related correspondence. 
BECKER, B. D. Commonwealth Edison Co. BECKER, B. D. Isham, Lincc 
Beale. DSB 715. 84/06/14. Businessmen for the Public Inter 

5pp. 24979:314. 24X Fic he: 50-454, 84/06/14, 8406190147. 


8406220193 Forwards policy statement on financial qualifications 
info relevant & natl to issue currently pending before 
ASLAB. Re lated correspondence. 

RAWSON, R. J. Hearing Branch 4. DSB 810. 84/06/14. ROSENTHAL, 

GOTCHV, R. L. , WILBER, H. A. Atomic Safety and Licensing Appeal Pi 
13pp. 25081:349. 24X Fi che : 50-454, 84/06/14, 8406220193. 


8406180434 Forwards second set of interrogatories. Formal responsi 
first set of discovery requests not yet received. Related 
correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. DSB 698, 
84/06/15. MILLER, M. J. Isham, Lincoln t>. Beale. MILLER, M. J. 
Commonwealth Edison Co. Ip, 24978:165. 24X Fiche: 50-454, 84/C 

8406180434. 


— 8406180436 Second set of interrogatories. Certificate of Svc eni 
Related correspondence. 

WHICHER, J. M. Businessmen for the Public Interest. 84/06/15. 
Commonwealth Edison Co. 4pp. 24978: 166. 24X 

Fiche: 50-454, 84/06/15, 8406100434. 


8406190161 Order extending time until 840706 -for Commission to at 
review ALAB-770. Served on 840618. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 72' 
84/06/18. Commissioners. Ip. 24979: 136. 24X 

Fiche: 50-454, 84/06/18, 8406190161. 


8406200336 Confirms 840618 telcon re 840625 review of addl documi 
produced by MI Miller. Advises of possible request for 
extension of submission of intervenor prefiled testimony & 
postponement of hear ing. Related correspondence, 

WHICHER, J, M. Businessmen for the Public Interest. WHICHER, J. I 


*50181 Responds to 840615 it 18 ltrs complaining of defaults in 
;ponse to discovery requests. Ltrs misleading & contrary to 
erstand ing. Level of rhetoric should be lowered 
nificantly. Related correspondence. 

.LER, N. I. Isham. Lincoln & Beale. MILLER, M. I. Commonwealth 
son Co. DSB 821. 84/06/19. WHICHER. J. Businessmen for the 

lie Interest. WHICHER, J. Whicher, J. M. 3pp. 25130:143. 24X 

he: 50-454, 84/06/19, 8406250181. 


150364 Responds to intervenor first request for production of 
uments. Ob jections to listed categories submitted, 
ated correspondence. 

KER, B. D. Isham, Lincoln it Beale. BECKER. B. D. Commonwealth 
son Co. DSB 849. 84/06/20. WHICHER, J. Whicher, J. M. 

CHER, J. Businessmen for the Public Interest. 2pp. 25136:362. 
Fiche: 50-454, 84/06/20, 8406250364. 


:60122 Responds to 840620 ltr re supplementary document production, 
ion that diligence in responding to discovery requests 
use for delaying hearing contrary to spirit of NRC rules 
practice. Related correspondence. 

LER, M. I. Isham, Lincoln it Beale. MILLER, M. I. Commonwealth 
son Co. DSB 83*. 84/06/21. WHICHER, J. M. Businessmen for the 

lie Interest. WHICKER, J. M. Whicher, J. M. 3pp. 25152:283. 24X 

he: 50-454, 84/06/21, 8406260122. 


70345 Expresses pleasure that agreement reached to reinstate 
g standing practice of easy cooperation among parties, 
ved on 840627. 

TH, I.W. Atomic Safety and Licensing Board Panel. DSB 910. 
06/26. WHICHER, J. M. Businessmen for the Public Interest. 
LER, M. I. Isham, Lincoln it Beale. Ip. 25169:068. 24X 

he: 50-454, 84/06/26, 8406270345. 


190097 Memorandum documenting 840627 telcon granting intervenors 
ension of tine until 840716 to file direct written 
timony. Served on 840627. 

TH, I.W. Atomic Safety and Licensing Board Panel. DSB 935. 
06/27. 2pp 25196:360. 24X Fi c he : 50-454, 84/06/27, 8406290097. 


eral correspondence 


50342 Handwritten ltr expressing concern re safety of nuclear 
nts to public it environ. 

OKS, T. Affiliation Not Assigned. DSB 660. 84/05/28. NRC - No 

ailed Affiliation Given. 2pp. 24955:349. 24X 

he: 50-454, 84/05/28, 8406150342. 


50346 Expresses concern re job safety at plant. 

IDOLSKI , A. Affiliation Not Assigned. DSB 661. 84/05/29. 

TH, I.W. Atomic Safety and Licensing Board Panel. Ip, 24955:348. 
■X Fiche: 50-454,84/05/29,8406150346. 


50368 Expresses concern w/further plant const by applicant. 

SER, J. A. Keystone Foundation Research School. DSB 663. 

05/29. SMITH, I. W. Atomic Safety and Licensing Board Panel. Ip. 
*55:207. 24X Fiche: 50-454, 84/05/29, 8406150368. 


ility Final Safety Analysis Report ( FSAR ) it amends 


50048 Forwards Amend 45 to FSAR. 

>MM, T. R. Commonwealth Edison Co. 84/06/12. DENTON, H. R. Office 
Nuclear Reactor Regulation, Director. 9pp. 24945:001. 24X 

he: 50-000, 84/06/12. 8406150048. 


►6150050 Amend 45 to FSAR. 

► Commonwealth Edison Co, 84/06/30. 200pp. 24945:010 . 24X 

•iche: 50-000, 84/06/12, 8406150048. 


ispection reports, IE Bulletins it correspondence 


8405230319 IE Info Notice 84-39, “Inadvertent Isolation of Containm 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness in Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fi c he : 50-000, 84/05/25, 8405230 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25, 8405240 


8406010102 Ack receipt of 840517 ltr informing NRC of electrical 
conductor butt splice reinsp program. Cone urs w/program 
approach. 

SPESSARD, R. L. Division of Engineering. 84/05/25. REED, C. 
Commonwealth Edison Co. Ip. 24756:308. 24X Fiche: 50-454, 84/05/ 

8406010102. 


— 8406010106 Advises of reinsp of electrical conductor butt splice: 
Jan 1984 concerns it 840510 notification of potential 
deficiency. Exceptions & refinements listed. 

FARRAR, D. Commonwealth Edison Co. 84/05/17. KEPPLER, J. 0. R> 
3, Office of Director. 3pp. 24756:309. 24X Fiche: 50-454, 

84/05/25, 8406010102. 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290 


8406050378 Discusses 840518 meeting re implementation of util 
regulatory performance improvement plan, developed in 
response to NRC concerns over recent errors it escalated 
enforcement actions. 

NORELIUS, C. E. Division of Project & Resident Programs. 04/05/31 
REED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

Fiche: 50-000, 84/05/31 , 8406050378. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list en 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010 


8406070272 Forwards updated Region III access authorization lists f 
admission of NRC personnel to vital areas. Access provisions 
for inspectors, other employees St contractors discussed. List 
effective upon receipt. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24742:335. 24X Fiche: 50-454, 84/06 

8406070272. 


8406120459 Responds to IE Bulletin 78-08, "Radiation Levels From Fu 
Element Transfer Tubes. " Const of fuel transfer tube 
shielding c omp 1 ete. Admin istrative controls in place. 

Radiation survey of adjacent areas will be performed. 

ALEXANDER, O. L. Commonwealth Edison Co. 84/06/04. KEPPLER, J. 0. 
Region 3, Office of Director. Ip. 24891:046. 24X 

Fiche: 50-454, 84/06/04, 8406120459. 


84060S0012 IE Info Notice 84-42, "Equipment Availability for Condit 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050 


8406120318 Forwards IE Insp Repts 50-454/84-27 it 50-455/84-19 on 
840424-27, 30—0504 & 10-11 it notice of violation. 

SPESSARD, R. L. Division of Engineering. 84/06/06. REED, C. 
Commonwealth Edison Co. 2pp. 24894:196. 24X Fiche: 50-454, 84/06 

8406120318. 


>50244 Discusses battery area wire fence issue addressed in IE Insp 
its 50^-456/83-17 it 50-457/83-16. Ventilation sys adequacy, 

Irogen control, exp le«iun protection it metal corrosion 
I r eased in ends. 

►RT2, E. D. Commonwealth Edison Co. 84/02/28. KEPPLER, J. 0. Region 
Off ice of Director, ISfrp. 24841:217. 24X Fiche: 50-000, 84/02/28, 

>6050244. 


,80296 Forwards "Environ Water Sampling program special <-<naiy» = »< 

*on Station, " in response to Open Items 454-83-14-02 it 
>-83-12-02 in IE Insp Repts 50-454/83-14 it 50-455/83-12. 

..DEN, J. C. Commonwealth Edison Co. 84/04/25. KEPPLER, J. 0. Region 
Office of Director. Ip. 24961:142. 24X Fiche: 50-454, 84/04/25, 

>6130296 


>80177 Forwards tr^whSiHaf^fficies used in 840518 presentation re 
itus of regulatory improvement program. 

IRAR, D- L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. O. Regi*" 
Office of Director. 41pp. 24858:239. 24X Fiche: 50-000, 84/05/2 

MAflni 77 ' : ' ' 


— 8406120320 Notice of violation from insp on 840424-27,30-0504 it 1 
* Region 3, Office of Director. 84/06/06. 2pp. 24894:198. 
Fiche: 50-454, 84/06/06, 8406120318. 


— 8406120323 IE Insp Repts 50-454/84-27 fc 50-455/84-19 on 840424-27 
30-0504 it 10-11. Noncompliance noted : fai lure to identify it 
control nonconforming conditions it to assure activities 
affecting quality prescribed in instructions. 

LOVE, R. S. , CHRISTNOT, E. , WILLIAMS, C. C. Region 3, Office of 
Director. 84/06/06. 15pp. 24894:200. 24X Fi ch e: 50-454, 84/04 

8406120318. 


8406050350 IE Info Notice 84-43, “Storage it Handling of Opthalmic I 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Poi 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


412 


DOCKETED ITEMS 


8406060336 IE Info Notice 84-44; “Environ Qua 1 i f i ca t ion Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN; E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York; Inc. 120pp. 25049:273. 24X Fic he : 50-000, 84/06/08; 8406060336. 


8406180353 IE Info Notice 84-48< "Failures of Rockwe 
Valves. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & I 
Response (Post 830103). 84/06/18 Consolidated 
York, Inc. 118pp. 25536:043. 24X Fiche: 50-000; 8 


B406260474 Forwards IE Insp Repts 50-454/84-30 & 50-455/84-23 on 
840410-14,23-27 It 0516-18. No noncompliance noted. 

SPESSARD, R. L. Division of Engineering. 84/06/08. REED, C. 
Commonwealth Edison Co. 2pp. 25164:248. 24X Fiche: 50— 454, 84/06/08, 

8406260474. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to S 
Failure. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it I 
Response (Post 830103). 84/06/18. Consolidated 
York, Inc. U8pp. 25535:286. 24X Fic he: 50-000, 8- 


— 8406260481 IE Insp Repts 50-454/84-30 St 50-455/84-23 on 840410-14,23-27 
St 0516-18. No noncompliance noted. Major areas inspected: 
concrete drilling activities, structural integrity test St 
structural mods for river screen house per SER commitment. 

NORTON, J. F. , WILLIAMS, C. C. Region 3, Office of Director. 

84/06/08. 10pp. 25164:250. 24X Fiche: 50-454, 84/06/08, 8406260474. 


8406190337 IE Info Notice 84-50, "Clarification of Si 
for Transport Packages Pursuant to 10CFR50, App B. " 
end. 

JORDAN, E. L. Division of Emergency Preparedness & I 
Response (Post 830103). 84/06/21. Consolidated 

York, Inc. 63pp. 25535:041. 24X Fich e: 50-000, 84, 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


8406200212 Forwards "Independent Design Review for Comm Ed," interim 
rept. Schedule for responses to NRC requests for addl info re 
integrated design insp provided. 

REED, C. Commonwealth Edison Co. 84/06/11. DEYOUNG?, R. C. Director's 
Office, Office of Inspection and Enforcement. 2pp. 25044:001. 24X 

Fiche: 50-454, 84/06/11, 8406200212. 


— 8406200216 "Independent Design Review for Comm Ed, " interim rept. 

CAHN.R, S. , JORDAN, C. W. , DICK, C. W. Bechtel Corp. 84/05/31. 200pp. 

25044:003. 24X Fi c h e: 50-454, 84/06/ 1 1 , 8406200212. 


R. Periodic operating reports & related correspondem 


8406180296 Forwards "Environ Water Sampling Program ! 
Byron Station, “ in response to Open Items 454-83-1- 
455-83-12-02 in IE Insp Repts 50-454/83-14 it 50-45: 
GOLDEN, J. C. Commonwealth Edison Co. 84/04/25. Kl 
3, Office of Director. Ip. 24961:142. 24X Fiche 

8406130296. 


— 8406180298 "Environ Water Sampling Program Special 
Station. " 

BROWN, S. D. , WEAVER, K. Commonwealth Edison Co. I 
24961:143. 24X Fiche: 50-454, 84/04/25, 8406180296. 


S. Reportable occurrences, LERs it related correspond. 


8406260204 Forwards IE Insp Repts 50-454/84-23 it 50-455/84-16 on 
840409-13, 18-20 i 24-26 it notice of violation. 

SPESSARD, R. L. Division of Engineering. 84/06/12. REED, C. 
Commonwealth Edison Co. 2pp. 25150:282. 24X Fiche: 50-454, 84/06/12, 

8406260204. 


— 8406260207 Notice of violation from insp on 840409-13, 18-20 it 24-26, 
SPESSARD, R. L. Division of Engineering. 84/06/12. Ip. 25150:284. 
24X Fiche: 50-454, 84/06/12, 8406260204. 


— 8406260211 IE Insp Repts 50-454/84-23 i. 50-455/84-16 on 840409-13, 
18-20 <k 24-26. Noncomp I ianc e noted : failure to provide 
adequate QA documentation for electrical equipment 
installation. 

MENDEZ, R. , GAUTAM. A. » WILLIAMS, C. C. Region 3, Office of Director. 
84/06/11. 15pp. 25150:285. 24X Fiche: 50-454, 84/06/12, 8406260204. 


8406260354 Forwards IE Insp Repts 50-454/84-24 it 50-455/84-17 on 
840417-0525. No noncompliance noted. 

SPESSARD, R. L. Division of Emergency Preparedness it Operational 
Support. 84/06/12. REED, C. Commonwealth Edison Co. 2pp. 
25152:100. 24X Fiche: 50-454, 84/06/12, 8406260354. 


—8406260381 IE Insp Repts 50-454/84-24 i 50-455/84-17 on 840417-0525. No 
noncomp 1 iance or deviations noted. Major areas inspected: 
licensee action on previous insp findings, SER confirmatory 
items, preoperational test procedures it verification. 

RING, M. , DUNLOP, A., REYES, L. A. Region 3, Office of Director. 
84/06/11. 9pp. 25152:102. 24X Fiche : 50-454, 84/06/12, 8406260354. 


8401310352 Part 21 rept re potential undetectable fa 
switch in Westinghouse solid state protection sys.l 
wiring change finalized It being forwarded to affec 
plants. Diagrams It list of affected plants end. 
RAHE, E. P. Westinghouse Electric Corp. 84/01/17. 
Director's Office. Office of Inspection and Enforc, 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8406010102 Ack receipt of 840517 ltr informing NRC o 
conductor butt splice reinsp program. Cone urs u/proi 
approach . 

SPESSARD, R. L. Division of Engineering. 84/05/25. 
Commonwealth Edison Co. Ip. 24756:308. 24X Fichi 

8406010102. 


— 8406010106 Advises of reinsp of electrical conducti 
Jan 1984 concerns it 840510 notification of paten 
deficiency. Exceptions it refinements listed. 
FARRAR, D. Commonwealth Edison Co. 84/05/17. Kl 
3, Office of Director. 3pp. 24756:309. 24X Fi< 

84/05/25, 8406010102. 


8406210042 Interim Deficiency Rept 84-02 re containmi 
incorrectly installed in Unit 1 pumps. Initial ly rej 
840504. Requirements established to preclude exchani 
noninter changeab 1 e part. Final rept by 840731. 

TRAMM, T. R. Commonwealth Edison Co. 84/06/14. KEI 
3, Office of Director. 2pp. 25058: 126. 24X Fich. 

8406210042. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche : 50-000, 84/06/ 13, 8406080173. 


T. Hearing transcripts on non-anti trust matters 


8406050183 Transcript of 840530 hearing in Rockford, : 
* Atomic Safety and Licensing Board Panel. 84/05, 
24814:001. 24X Fiche: 50-454, 84/05/30, 8406050183. 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if icati on Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


8406190172 Ack receipt of 840607 ItT informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 50-454/84-17 it 
50-455/84-12. 

LITTLE, W. S. Region 3, Office of Director. 84/06/15. REED, C. 
Commonwealth Edison Co. Ip. 24981:098. 24X Fi che: 50-454, 84/06/15, 

8406190172. 


8406050426 Transcript of 840531 hearing in Rockford, : 
* Atomic Safety and Licensing Board Panel. 84/05, 
24804:010. 24X Fiche: 50-454, 84/05/31, 8406050426. 


8406120322 Transcript of 840608 telephone conference 
Bethesda, MD. Pp 8,282-8,300. 

* Atomic Safety and Licensing Board Panel. 84/06, 
24894: 31 1 . 24 X Fiche: 50-454, 84/06/08, 8406120322. 


8406290088 Summary of testimony of J Hansel on Contei 
program. Prof qual if ications end. Related correspom 


Dperator Examinations 


■>090142 Recommends that Commission accept 840224 industry proposal 
-esented by JH Miller & DF Schnell of industry working 
«oup re operating shift staffing for nuclear power plants 
>proaching QL dec i s i on. Pres entat i ons end. 

CSENHUT, D. G. Division of Licensing. 84/05/25. FARRAR- D. L. 
immonwealth Edison Co. 4pp. 24878:047. 24X Fiche: 50-454- 84/05/25, 

K56080142. 


IET STN— 50— 456 BRAIDWOOD STATION, UNIT 1 


(pplication/construction stage documents & correspondence 


>010026 Submits info on projected vols & locations of water 
.thdrawals from Kankakee River. Operating procedures 
‘oviding prompt notification to any regional treatment 
.ant of emissions at any level recommended. 

>LT, L. L. Metcalf *< Eddy- Inc. 84/05/10. STEVEN- J. NRC - No 
itailed Affiliation Given. 2pp. 24758:030. 24X 

che: 50-456, 84/05/10- 8406010026. 


>050418 Forwards supplemental response to Generic Ltr 83-28, 
tequired Actions Based on Generic Implications of Salem 
■WS Events. " 

kRNES. P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
* Nuclear Reactor Regulation, Director. 27pp. 24804. 113. 24X 

che: 50-000, 84/06/01 , 8406050418. 


>120002 Confirms 840608 meeting at Region III ofcs to discuss 
ogrammatic aspects of const assessment plan, per 840604 
>lcon. 

iPPLER, J. G. Region 3, Office of Director. 84/06/07. REED, C. 
immonuea 1 th Edison Co. Ip. 24893:105. 24X Fiche: 50-456, 84/06/07, 

(06120002, 


>190171 Approves licensee 840524 request to use ASME Code Case 
•401, "Eddy Current Exam Recording Data. " Code will be 
ferenced in Reg Guide 1. 147. 

tUNGBLOOD, B. J. Licensing Branch 1. 84/06/08. FARRAR, D. L. 

immonwealth Edison Co. 3pp. 25025.354. 24X Fiche. 50-456, 84/06/08, 

1-06190171. 


>210030 Forwards "Rept of Archaeological Testing at HKal79 Kankakee 
lunty, IL" fc copy of Natl Register of Historic Places 
iventory - nominational form. W/o end. 

IDONOUGH, C. L. Commonwealth Edison Co. 84/06/13. STEVENS, J. A. 
censing Branch 1. Ip. 25057:189. 24X Fiche: 50-456, 84/06/13, 

(06210030. 


>210145 Advises that archaeological reconnaissance of Stamm property 
>arcel 24W) located along Comm Ed Bra i dwood-to-Cr ete 
•ansmission line corridor completed. No sites located. 

!ANT, M. D. Illinois. State of. 84/06/13. STEVENS, J. Office of 

rclear Reactor Regulation, Director. Ip. 25057:130. 24X 

che: 50-456, 84/06/13, 8406210145. 


>260164 Requests NRC concurrence in use of PVRC-recommend ed higher 
imping values in piping & equipment dynamic analysis. 

.gher values would reconcile pipe support deviations due to 
ids. Values not likely to result in addl matl plasticity. 

IAMM. T. R. Commonwealth Edison Co. 84/06/18. DENTON, H. R. Office 
! Nuclear Reactor Regulation, Director. 2pp. 25141:276. 24X 

che: 50-000, 84/06/18, 8406260164. 


>290144 Forwards cover ltr for rept re further investigations of 
te 11 Ka 179, sent to State of IL Historic Preservation 
icer, per B Richter telcon request. Site eligible for 
iclusion in Natl Register of Historic Places. 

kRICKMAN, B. B. Commonwealth Edison Co. 84/06/25. STEVENS, J. A. 
censing Branch 1. 3pp. 25198:237. 24X Fiche: 50-456, 84/06/25, 

(06290144. 


utility Environmental Report (ER), amends & correspond enc e 


>110242 Forwards Amend 6 to environ rept - OL stage. Amend includes 
isponse to NRC voluntary revs re geography it demography, 
iteorol ogy, chemical ?< biocide sys, effects of heat 
ssipation sys & effects of chemical & biocide discharges. 

IARTZ.E. D. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
! Nuclear Reactor Regulation, Director. 2pp. 24868:094. 24X 

che: 50-456,84/06/01, 8406110242. 


(06110244 Amend 6 to environ rept - OL stage. 
* Commonwealth Edison Co. 84/05/31. 26pp. 
Fiche: 50-456, 84/06/01, 8406110242. 


8406190406 Submits unnotarized affidavit of ED Swartz re distribut 
of Amend 6 to environ rept - OL stage. 

SWARTZ, E. D. Commonwealth Edison Co. 84/06/14. DENTON, H. R. Of 
of Nuclear Reactor Regulation, Director. Ip. 25023:088. 24X 

Fiche: 50-456, 84/06/14, 8406190406. 


E. NRC Safety Evaluation Report (SER), suppls 8 < correspondence 


8406050445 Provides addl info re design of emergency diesel genera 
C larif icat i on of Byron SER necessary to rectify apparent 
misunderstanding re design of foundation & transmission of 
engine vibrations. 

TRAMM, T. R. Commonwealth Edison Co. 84/05/18. DENTON, H. R . Off 
of Nuclear Reactor Regulation, Director. 2pp. 24843:341. 24X 

Fiche: 50-000, 84/05/18, 8406050445. 


F. Security, medical, emergency & fire protection plans 


8406060186 Public version of Rev 4 to generating stations emergenc 
p lan. W/840505 ltr. 

* Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 84/04/30, 8406060186. 


8406060283 Responds to 840427 ltr re proposed means for satisfying 
10CFR50,App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns it comments on util 
four-point proposal. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/04. REED, < 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 50-000, 84/0< 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50,App E, 
Paragraph IV. B requirements to annually review emergency 
action 1 eve 1 s. Annua 1 meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 84/04/27. KEPPLER, J.G. 
Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche: 50-000, 84/06/04, 8406060283. 


8406070207 Reconfirms & updates Region III access author i zat ion li« 
for admitting NRC personnel to fac i 1 ities. Recommends that 
individuals w/Q or L access authorization be granted 
unescorted access to vital & protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24746:311. 24X Fi c he: 50-456, 84/0< 

8406070207. 


8406210001 Forwards request for addl info re saf ety-related 125-vo! 
dc sys. Removal of wall between redundant saf ety-re lated 
battery d ivs & other equipment cause of concern. Response 
due in 30 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 25069:172. 24X Fiche: 50-000, 84/0( 

8406210001. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Record 
Services Branch (Document Control Desk). 2pp. 25209:083. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


— 8406280227 Public version of offsite generating station emergency 
organi zat ion. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


0. Adjudicatory correspondence 


8406120129 Order requesting all parties to submit updated info to t 
re status of all contenti ons , inc lud ing proposed revs or 
amends no later than 30 days from order date. Served on 
840611. 

MILLER, K. E. Atomic Safety and Licensing Board Panel. DSB 583. 
84/06/08. 2pp. 24893:040. 24X Fiche : 50-456, 84/06/08, 840612012‘ 


8406200347 Notice of appearance in proceed ing. Cert if icate of Svc ei 
LAUER, R. J. Commonwealth Edison Co. LAUER, R. J. Isham, Lincoln < 
Beale. DSB 759. 84/06/18. 4pp. 25051:065. 24X 

Fiche: 50-456, 84/06/18, 8406200347. 


8406290047 Requests inclusion of E Jones, d irec tor of State of IL 
Emergency Svc* & Disaster Agency, in svc 1 ist. Certificate of 
Svc end. Related correspondence. 

LAUER, R. J. Isham, Lincoln & Beale. LAUER, R. J. Commonwealth Ed 
Co. DSB 934. 84/06/25, Atomic Safety and Licensing Board Pai 

3pp. 25198:111. 24X Fiche: 50-456, 84/06/25, 8406290047. 


24868: 096. 24X 


Jtility Final Safety Analysis Report (FSAR ) & amends 


>150048 Forwards Amend 45 to FSAR. 

IAMMiT.R. Commonuealth Edison Co. 84/06/12. DENTON, H. R. Office 
5 Nuclear Reactor Regulation/ Director. 9pp. 24945:001. 24X 

iche: 50-000/ 84/06/12. 8406150048. 


1-06150050 Amend 45 to FSAR. 

* Commonwealth Edison Co. 84/06/30. 200pp. 24945:010. 24X 

Fiche: 50-000. 84/06/12, 8406150048. 


:nspection reports. IE Bulletins & correspondence 


>050244 Discusses battery area wire fence issue addressed in IE Insp 
(pts 50-456/83-17 S: 50-457/83-16. Vent i lati on sys adequacy, 
idrogen control. explosion protection & metal corrosion 
Idressed in ends. 

IARTZ/E. D. Commonwealth Edison Co. 84/02/28. KEPPLER, J. G. Region 
Office of Director. 18pp. 24841:217. 24X Fiche: 50-000, 84/02/28, 

06050244. 


•050345 Forwards IE QA Program Insp Repts 50-456/83—09 & 

1-457/83-09 on 830620-840209 & notice of violation. 

PPLER, J.G. Region 3, Office of Director. 84/05/07. 0 'CONNOR, J. J. 

ommonwealth Edison Co. 4pp. 24804:204. 24X Fic he : 50-456, 

/05/07, 8406050345. 


06050346 Notice of violation from insp on 830620-840209. 
KEPPLER, J.G. Region 3, Office of Director. 84/05/08. 7pp. 
24804: 208. 24X Fiche. 50-456, 84/05/07, 8406050345. 


06050352 IE QA Program Insp Repts 50-456/83-09 & 50-457/83-09 on 
830620-840209. Non comp 1 i an c e noted : fai lure to establish 
control for revs to drawings & inadequate control of small 
bore piping design. 

SCHULZ, R. D. , YIN, I.T. , VANDEL. T. E. Region 3, Office of Director. 
84/03/26. 57pp. 24804:215. 24X Fiche: 50-456. 84/05/07, 8406050345. 


050261 Forwards IE Insp Repts 50-456/84-10 & 50-457/84-10 on 
0505— 07. No noncompliance noted. 

PERIELLO, C. J. Region 3, Office of Director. 84/05/22. REED, C. 
mmonwealth Edison Co. 2pp. 24840:257. 24X Fich e: 50-456, 84/05/22, 

06050261. 


06050264 IE Insp Repts 50-456/84-10 & 50-457/84-10 on 840507-09. No 
violations or deviations noted. Major areas inspected: 
preoperational radiation protection program, inc luding 
organization & ngt control, training St procedures. 

GRANr, W. B. , GREGER, L. R. Region 3, Office of Director. 84/05/21. 
5pp. 24840:259. 24X Fiche- 50-456, 84/05/22, 8406050261. 


080177 Forwards transparencies used in 840518 presentation re 
atus of regulatory improvement program. 

RRAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. Region 
Office of Director. 41pp. 24858:239. 24X Fich e: 50-000, 84/05/22, 
06080177. 


230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ray Sys. " Svc list end. 

?DAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

rk, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


240317 IE Info Notice 83-66, SuppI 1, "Fatality at Argentine 
Ltical Facility. “ Svc list end. 

iDAN, E. L. Division of Emergency Preparedness it Engineering 

(pons e (Post 830103). 84/05/25. Consolidated Edison Co. of New 

‘k, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


J90383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 

: 1 . 

tDAN, E. L. Division of Emergency Preparedness it Engineering 
iponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

k, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 84052903B3. 


►50378 Discusses 840518 meeting re implementation of util 
ulatory performance improvement plan, developed in 
ponse to NRC concerns over recent errors it escalated 
orcement actions. 

ELIUS, C.E. Division of Project & Resident Programs. 84/05/31. 
D, C. Commonuealth Edison Co, 3pp, 24804:007, 24X 

he: 30-000, 84/03/31, 8406030378. 


10423 IE Info Notice 84-41, “IGSCC in BUR Plants." Svc list end. 
DAN, E. L. Division of Emergency Preparedness it Engineering 
ponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


8406070207 Reconfirms it updates Region III access authorization : 
for admitting NRC personnel to facilities. Recommends that 
individuals w/G or L access auth or i zat i on be granted 
unescorted access to vital %>. protected areas. 

AXELSON, W. L Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24746:311. 24X Fic he: 50-456, 84, 

8406070207. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Com 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. < 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/05, 8406( 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmi( 
Radiation Ap p 1 i cat ors. " Svc list encl. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (F 
830103). 84/06/07. Consolidated Edison Co. of New York, Im 

92pp. 25050:032. 24X F i c h e : 50-000, 84/06/07, 8406030350. 


8406060336 IE Info Notice 84-44, "Environ Qual if icat ion Testing ( 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. t 

York, Inc. 120pp. 25049:273. 24X Fi c he : 50-000, 84/06/08, 8406C 


8406180118 Ack receipt of 840323 Itr informing NRC of steps taker 
correct violations noted in IE Insp Repts 50-456/83-10 & 
50-457/83-17. Supp 1 to 840323 ltr should include listed items 
re saf ety-related cable pulling. 

SPESSARD, R. L. Division of Emergency Preparedness & Operational 
Support. 84/06/08. REED, C. Commonwealth Edison Co. 3pp. 
24967:315. 24X Fiche: 50-456, 84/06/08. B4061801 18. 


— 8406180131 Responds to NRC 840227 ltr re violations noted in IE 
Repts 50-456/83-18 & 50-457/83-17. Correc t ive actions: prior 
to cable pan cover instal lation, QC procedures will be 
revised to inspect items. 

DELGEORGE, L. 0. Commonuealth Edison Co. 84/03/23. KEPPLER, ^ 
Region 3, Office of Director. 48pp. 24967:318. 24X 

Fiche: 50-456. 84/06/08. 8406180118. 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. c 

York, Inc. 123pp. 25049:001. 24X Fi c he : 50-000, B4/06/ 1 1 , 8406C 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. c 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406C 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i cat ion Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. c 

York, Inc. 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 1 5, 8406) 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Qlobc 
Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/06/18. Consolidated Edison Co. c 

York, Inc. 118pp. 25536:043. 24X Fic he: 50-000, 84/06/ 18, 8406] 


8406180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generate 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. c 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061 


8406190327 IE Info Notice 84-50, "C lar if i ca t i on of Scope of QA Pi 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. c 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 84061<i 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of tesi 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams & list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp, 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 3pp 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


DOCKETED ITEMS 


06210079 Updated final deficiency rept re cracked Gould battery 
cells. Initially reported on 831202. Procedure BWHS-4009-002 
revised to include direction for acceptable method of 
cleaning batteries. 

SWARTZ, E. D. Commonwealth Edison Co. 84/06/12. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 25057:185. 24X Fiche: 50-456, 84/06/12, 

B 406210079. 


06210079 Updated final deficiency rept re cracked Gould battery 
cells. Initially reported on 831202. Proc edure BWHS-4009-002 
revised to include direction for acceptable method of 
cleaning batteries. 

SWARTZ, E. D. Commonwealth Edison Co. 84/06/12. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 25057:185. 24X Fi c h e : 50-456 , 84/06/ 12, 

3406210079. 


:KET STN-50-457 BRAIDWQOD STATION, UNIT 2 


Application/construction stage documents & correspondence 


56010026 Submits info on projected vols if. locations of water 
jithdrawals from Kankakee River. Operating procedures 
>roviding prompt notification to any regional treatment 
>lant of emissions at any level recommended. 

fOLT, L. L. Metcalf & Eddy, Inc. 84/05/10. STEVEN, J. NRC - No 
detailed Affiliation Given. 2pp. 24758.030. 24X 

-iche: 50-456, 84/05/10, 8406010026. 


56050418 Forwards supplemental response to Generic Ltr 83-28, 
‘Required Actions Based on Generic Implications of Salem 
*TWS Events. " 

3 ARNES, P. L. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
3 f Nuclear Reactor Regulation, Director. 27pp. 24804:113. 24X 

-iche: 50-000, 84/06/01, 8406050418. 


56120002 Confirms 840603 meeting at Region III ofcs to discuss 
jrogrammatic aspects of const assessment plan, per 840604 
fcelcon. 

KEPPLER, J.G. Region 3, Office of Director. 84/06/07. REED, C. 
lommonuealth Edison Co. Ip. 24993:105. 24X Fich e: 50-456, 84/06/07, 

3406120002. 


56190171 Approves licensee 840524 request to use ASME Code Case 
J-401, "Eddy Current Exam Recording Data. " Code will be 
'eferenced in Reg Guide 1. 147. 

iDUNGBLOOD, B. J. Licensing Branch 1. 84/06/08. FARRAR, D. L. 

lommonuealth Edison Co. 3pp. 25025:354. 24X Fiche: 50-456, 84/06/08, 

3406190 1 71. 


56210030 Forwards "Rept of Archaeological Testing at HKal79 Kankakee 
lounty, IL" & copy of Natl Register of Historic Places 
Inventory - nominational form. W/o end. 

1CD0N0UGH, C. L. Commonwealth Edison Co. 84/06/13. STEVENS, J. A. 
licensing Branch 1. Ip. 25057:189. 24X Fiche: 50-456, 84/06/13, 

3406210030. 


56210145 Advises that ar c haeo 1 og i ca 1 reconnaissance of Stamm property 
[Parcel 24W) located along Comm Ed Braidwood-to-Crete 
transmission line corridor completed. No sites located, 

JIANT,M. D. Illinois. State of. 84/06/13. STEVENS, J. Office of 

Juclear Reactor Regulation, Director. Ip. 25057: 130, 24X 

-iche: 50-456,84/06/13, 8406210145. 


56260164 Requests NRC concurrence in use of PVRC-r ecommend ed higher 
lamping values in piping & equipment dynamic analysis. 

■ligher values would reconcile pipe support deviations due to 
nods. Values not likely to result in addl matl plasticity. 
rRAMIIi T. R. Commonwealth Edison Co. 84/06/18. DENTON, H. R. Office 
jf Nuclear Reactor Regulation, Director, 2pp. 25141:276. 24X 

'iche: 50-000,84/06/18, 8406260164. 


56290144 Forwards cover ltr for rept re further investigations of 
Site 11 Ka 179, sent to State of IL Historic Preservation 
iff icer, per B Richter telcon request. Site eligible for 
Lnclusion in Natl Register of Historic Places. 

3ARICKMAN, B. B. Commonwealth Edison Co. 84/06/25. STEVENS, J. A. 
licensing Branch 1. 3pp. 25198:237. 24X Fiche: 50-456, 84/06/25, 

3406290144. 


Utility Environmental Report <ER>, amends & correspondence 


36110242 Forward* Amend 6 to environ rept - OL stage. Amend includes 
'espouse to NRC voluntary revs re geography & demography, 
neteorology, chemical t>. biocide sys, effects of heat 
iissipation sys 6c effects of chemical 6c biocide discharges. 

SWARTZ, E. D. Commonwealth Edison Co. 84/06/01. DENTON, H. R. Office 
if Nuclear ‘Reactor Regulation, Director. 2pp. 24868:094. 24X 

"iche: 50-456, 84/06/01 , 84061 10242. 


8406190406 Submits unnotarized affidavit of ED Swartz re distribi 
of Amend 6 to environ rept - OL stage. 

SWARTZ, E D. Commonwealth Edison Co. 84/06/14. DENTON, H. R. C 
of Nuclear Reactor Regulation, Director. Ip. 25023:088. 24X 

Fiche. 50-456, 84/06/14, 8406190406. 


E. NRC Safety Evaluation Report (SER), suppls 6< correspondence 


8406050445 Provides addl info re design of emergency diesel gener 
Clar if ication of Byron SER necessary to rectify apparent 
misunderstand ing re design of foundation 6t transmission of 
engine vibrations. 

TRAMM, T. R. Commonwealth Edison Co. 84/05/18. DENTON, H. R. Of 
of Nuclear Reactor Regulation, Director. 2pp. 24843:341. 24X 

Fiche: 50-000, 84/05/18, 8406050445. 


F. Security, medical, emergency St fire protection plans 


8406060186 Public version of Rev 4 to generating stations emergen 
p lan. W/840505 ltr. 

* Commonwealth Edison Co. 84/04/30. 197pp. 24660:086. 24X 

Fiche: 50-000, 84/04/30, 8406060186. 


8406060283 Responds to 840427 ltr re proposed means for satisfyin 
10CFR50, App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns St comments on util 
four-point proposal. 

PAPER IELLO, C. J. Region 3, Office of Director. 84/06/04. REED 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fiche: 50-000, 84/ 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50,App 
Paragraph IV. B requirements to annually review emergency 
action levels. Annual meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. Commonwealth Edison Co. 04/04/27. KEPPLER, J. G. 
Region 3, Office of Director. 2pp. 24657:169. 24X 

Fiche: 50-000, 84/06/04, 8406060283. 


8406070207 Reconfirms St updates Region III access authorization I 
for admitting NRC personnel to fac i 1 ities. Recommends that 
individuals w/G or L access auth or i zation be granted 
unescorted access to vital St protected areas. 

AXELSON, W. L. Region 3, Office of Director. 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp. 24746:311. 24X Fiche: 50-456, 84/ 

8406070207. 


8406210001 Forwards request for addl info re safety-related 125-v 
dc sys Removal of wall between redundant saf e ty-related 
battery divs St other equipment cause of concern. Response 
due in 30 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/11. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 25069:172. 24X Fiche: 50-000, 84/ 

8406210001. 


8406280189 Releases public version of util emergency plan 
documentation. 

FELTON, J. M. Division of Rules and Records. 84/06/25. Recor 
Services Branch (Document Control Desk). 2pp. 25209:083. 24X 
Fiche: 50-000, 84/06/25, 8406280189. 


— 8406280227 Public version of offsite generating station emergen 
organ i zation. 

* Commonwealth Edison Co. 84/06/30. Ip. 25209:085. 24X 

Fiche: 50-000, 84/06/25, 8406280189. 


0. Adjudicatory correspondence 


8406120129 Order requesting all parties to submit updated info to 
re status of all contenti ons, inc 1 ud ing proposed revs or 
amends no later than 30 days from order date. Served on 
840611. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. DSB 583. 
84/06/08. 2pp. 24893:040. 24X Fiche: 50-456, 84/06/08, 84061201 


8406200347 Notice of appearance in proceeding. Certificate of Svc 
LAUER, R. J. Commonwealth Edison Co. LAUER, R. J. Isham, Lincoln 
Beale. DSB 759. 84/06/18. 4pp. 25051:065. 24X 

Fiche: 50-456, 84/06/18, 8406200347. 


8406290047 Requests inclusion of E Jones, director of State of IL 
Emergency Svcs Jk Disasttr Agency, in svc 1 ist. Certificate of 
Svc end. Related correspondence. 

LAUER, R. J. Isham, Lincoln & Beale. LAUER, R. J. Commonwealth E 
Co, DSB 934. 84/06/25. Atomic Safety and Licensing Board P 

3pp. 25198:111. 24X Fiche: 50-456, 84/06/25, 8406290047. 


DOCKETED ITEMS 


Jtility Final Safety Analysis Report ( FSAR ) it amends 


■>150048 Forwards Amend 45 to FSAR. 

IAMMi T. R. Commonwealth Edison Co 84/06/12. DENTON, H. R. Office 
s Nuclear Reactor Regulation, Director 9pp. 24945:001. 24X 

Lche: 50-000, 84/06/12, 940615004S. 


*06150050 Amend 45 to FSAR. 

* Commonwealth Edison Co. 84/06/30. 200pp. 24945:010. 24X 

Fiche: 50-000, 84/06/12, 8406150048. 


Inspection reports, IE Bulletins & correspondence 


b050244 Discusses battery area wire fence issue addressed in IE Insp 
j p t s 50-456/83-17 & 50-457/83-16. Venti lation sys adequacy, 
jdrogen control, exp losion protection it metal corrosion 
idressed in ends. 

JARTZ, E. D. Commonwealth Edison Co. 84/02/28. KEPPLER, J. 0. Region 
Office of Director. 18pp. 24841:217. 24X Fiche: 50-000, 84/02/28, 

106050244. 


b050345 Forwards IE QA Program Insp Repts 50-456/83-09 it 
1-457/83-09 on 830620-840209 &. notice of violation. 

■PPLER, J.G. Region 3, Office of Director. 84/05/07. 0 ' CONNOR, J. J. 

Commonwealth Edison Co. 4pp. 24804:204. 24X Fiche: 50-456, 

1/05/07, 8406050345. 


106050346 Notice of violation from insp on 830620-840209. 
KEPPLER, J.G. Region 3, Office of Director. 84/05/08. 7pp. 
24804; 208. 24X Fiche: 50-456, 84/05/07, 8406050345. 


106050352 IE GA Program Insp Repts 50-456/83-09 it 50-457/83-09 on 
830620-840209. Noncomp 1 i an c e noted : fa i 1 ure to establish 
control for revs to drawings it inadequate control of small 
bore piping design. 

SCHULZ, R. D. , YIN, I.T. , VANDEL, T. E. Region 3, Office of Director. 
84/03/26. 57pp. 24804:215. 24X Fiche: 50-456, 84/05/07, 8406050345. 


>050261 Forwards IE Insp Repts 50-456/84-10 it 50-457/84-10 on 
(•0505-07. No nonconpliance noted. 

>PERIELLO, C. J. Region 3, Office of Director. 84/05/22. REED, C. 
immonwealth Edison Co. 2pp. 24840:257. 24X Fiche: 50-456, 84/05/22, 

(06050261. 


(06050264 IE Insp Repts 50-456/84-10 & 50-457/84-10 on 840507-09. No 
violations or deviations noted. Major areas inspected: 
preoperational radiation protection program, inc 1 udi ng 
organization it mgt control, training & procedures. 

©RANT, W. B. , GREGER, L. R. Region 3, Office of Director. 84/05/21. 
5pp. 24840:239. 24X Fiche: 50-456, 84/05/22, 8406050261. 


>030177 Forwards transparenc ies used in 840518 presentation re 
:atus of regulatory improvement program. 

>RRAR, D. L. Commonwealth Edison Co. 84/05/22. KEPPLER, J. G. Region 
Office of Director. 41pp. 24858:239. 24X Fi ch e: 50-000, 84/05/22, 

■06080177. 


1230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ray Sys. " Svc list end. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Posv 830103). 84/05/25. Consolidated Edison Co, of New 

rk, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 9405230319. 


240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
itical Facility." Svc list end. 

RDAN, E. L. Division of Emergency Preparedness i>. Engineering 
sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

rk, Inc. 127pp. 24880:103. 24X Fiche : 50-000, 84/05/25, 8405240317, 


290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
el. 

RDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

rk, Inc. 122pp. 24879:342. 24X Fi che : 50-000, 84/05/30, 8405290383. 


050378 Discusses 840518 meeting re implementation of util 
gulatory performance improvement plan, developed in 
sponse to NRC concerns over recent errors St escalated 
forcement actions. 

RELIUS, C, E. Division of Project St Resident Programs. 84/05/31. 
ED, C. Commonwealth Edison Co. 3pp. 24804:007. 24X 

che: 50-000, 84/05/31, 8406050378. 


8406070207 Reconfirms i>. updates Region III access author i za t ion 1 
for admitting NRC personnel to facilities, Recommends that 
individuals w/Q or L access authorization be granted 
unescorted access to vital it protected areas. 

AXELSQN, W. L. Region 3, Office of Director 84/06/04. REED, C. 
Commonwealth Edison Co. 7pp 24746:311. 24X Fi c h e ; 50-456, 84/ 

8406070207 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cond 
During Outages Not Covered by Tech Specs. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. o 

York, Inc. 120pp. 25050:124. 24X Fi c h e ; 50-000, 84/06/05, 84060 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic 
Radiation Applicators." Svc list encl. 

CRACE, J. N. Division of QA. Safeguards it Inspection Programs (P 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07. 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing o 
Rockbestos Cables." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 84060 


8406180118 Ack receipt of 840323 ltr informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-456/83-18 & 
50-457/83-17. Supp 1 to 840323 ltr should include listed items 
re safety-related cable pulling. 

SPESSARD, R. L. Division of Emergency Preparedness it Operational 
Support. 84/06/08. REED, C. Commonwealth Edison Co. 3pp. 
24967:315 24X Fiche: 50-456, 84/06/08, 8406180118. 


— 8406180131 Responds to NRC 840227 ltr re violations noted in IE 
Repts 50-456/83-18 & 50-457/83-1 7. Correc t ive actions : pr i or 
to cable pan cover instal lat ion, QC procedures will be 
revised to inspect items. 

DELGEORGE, L. O. Commonwealth Edison Co. 84/03/23. KEPPLER, J 
Region 3, Office of Director. 48pp. 24967:318. 24X 

Fiche: 50-456, 84/06/08, 8406180118 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it. Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 84060 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. o 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 84061 


B 4061 80353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. c 

York. Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 84061 


8406180360 IE Info Notice 84-49, "IOSCC Leading to Steam Generate 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Pr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 25535:041. 24X Fiche; 50-000, 84/06/21, 840619 


S. Reportable occurrences, LERs & related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized it being forwarded to affected 


DOCKETED ITEMS 


K36210Q79 Updated final deficiency rept re cracked Gould battery 
cells. Initially reported an 831202 Procedure B WHS-4009- 002 
revised to include direction for acceptable method of 
cleaning batteries. 

SWARTZ. E. D. Commonwealth Edison Co. 84/06/12. KEPPLER, J. G Region 
3. Office of Director. 2pp. 25057:185. 24X F l c h e : 50-456 , 84/06/ 1 2. 

8406210079. 


ICKEf 50-458 RIVER BEND STATION. UNIT 1 


Application/construction stage documents & correspondence 


•06040206 Forwards supplemental response to Question 210. 101 re min 
wall thickness at girth butt welds from Mechanical 
Engineering Branch consultant to ORNL, EC Rodabaugh Assoc. 

Inc. Response will be included in future amend to FSAR. 

BOOKER. J. E. Gulf States Utilities Co 84/05/25. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 9pp. 24795:245. 
24X Fiche: 50-458.84/05/25.8406040206, 


06070117 Summary of 840522 meeting w/util b TDI in Bethesda.MD re 
standby diesel qual if i cat i on program. Attendance list b 
viewgraphs end. 

WEINKAM, E. J. Licensing Branch 2. 84/05/25. Licensing Branch 2. 

17pp. 24861:059. 24X Fi che : 50-458. 84/05/25. 8406070117. 


06260489 Forwards NRC 840530,25.09 b 0406 memos describing 
integration of activities for plants w/near-term licensing 
act ivit ies. Brief ing on integrated schedules expected by 
840618. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINQ Commissioners. Ip. 25157:324, 24X 

Fiche: 50-000, 84/06/01 . 8406260489. 


8406260518 Discusses outstanding regulatory issues for near-term OL 
reviews. Recommendations for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS. W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


•06260647 Notification of 840620 meeting w/util b S&W in Bethesda.MD 
to discuss reactor shield bldg reinforcement. 

WEINKAM, E. J. Licensing Branch 2. 84/06/14. SCHWENCER . A. Licensing 

Branch 2. 3pp. 25157:356. 24X Fi c he : 50-458, 84/06/14, 8406260647. 


,06290221 Forwards response to request for addl info re combustible 
gas control sys. Based on eva 1 uat i on, ut i 1 will select 
suitable equipment protection measures appropriate for 
equipment location b degraded 1 core thermal environ. 

BOOKER, J. E. Oulf States Utilities Co. 84/06/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25196:346. 
24X Fiche: 50-458, 84/06/25, 8406290221. 


NRC Safety Evaluation Report (SER), suppls b correspondence 


►06060391 Forwards SER (NUREG-0989) b FR notice of issuance. 

Work should continue on resolution of remaining open b 
confirmatory issues. W/o SER. 

SCHWENCER, A. Licensing Branch 2. 84/05/31. CAHILL, W. J. Gulf 

States Utilities Co. 2pp. 24669:354. 24X Fi c h e: 50-458, 84/05/31 , 

8406060391. 


•8406060396 Notice of issuance b availability of SER (NUREG-0989). 

SCHWENCER, A. Licensing Branch 2. 84/05/31. 2pp. 24669:356. 24X 

Fiche: 50-458, 84/05/31, 8406060391. 


)06110350 Advises that epp to Section 13.3 of FSAR re interim 
emergency response facilities will be submitted in Jul 1904 
u/responses to SER Section 13, 3 issues. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/31. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24867:241. 24X 

Fiche; 50-458, 84/05/31, 84061 10350. 


)06290214 Forwards partial response to SER Confirmatory Item 3, Section 
2. 5. 5. 2 re factor of safety against failure for all slopes 
adjacent to structures. Ad d 1 response will be provided by 
840702, 

BOOKER, J. E. Gulf States Utilities Co. 84/06/22. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 13pp. 25205:291. 

24X Fiche: 50-458, 84/06/22, 8406290214. 


8406250078 Requests addl info re emergency action levels listed 
Table 13.3-1 of radiological emergency plan (Amend 11 to 
FSAR dtd Jan 1984), per NUREG-0654 g uide 1 ines. Response to 
end comments requested within 45 days. 

SCHWENCER, A. Licensing Branch 2. 84/06/20. CAHILL, W. J. Gul 

States Utilities Co. 17pp. 25153:012. 24X Fiche : 50-458, 84/0 

8406250078. 


G. Adjudicatory correspondence 


8406050523 Discusses 840518 meeting re emergency planning conten 
Amends will be developed to address issues raised in 12 
listed c on tent i ons. Cert if i cate of Svc end. Related 
correspondence. 

MCNEILL, J D Louisiana, State of. DSB 462. 84/05/31. COTTEI 

LINEN8ERGER, G. , COLE, R. F. Atomic Safety and Licensing Board P. 
7pp. 24809:162. 24X F i c h e : 50-458, 84/05/31 , 8406050523. 


8406050525 Notifies that, per ASLB 840503 memorandum b order, appl 
will not file motions on two contentions re asiatic clams b 
Old River control struc ture. Related correspondence. 

CONNER, T. B. Conner b Wetterhahn. CONNER, T. B. Gulf States Ut 
Co. DSB 459. 84/05/31. COTTER . B. P. , LINENBERGER, G. , COLE, R. I 

Atomic Safety and Licensing Board Panel. Ip. 24809:176. 24X 

Fiche: 50-458, 84/05/31, 8406050525. 


8406060066 Notice of withdrawal of appearance in proceeding. Cert 
of Svc end. 

REPKA, D. A. Hearing Branch 3. DSB 476. 84/06/01. 3pp. 2466 

24X Fiche: 50-458,84/06/01,8406060066. 


8406070331 First set of interrogatories b request for production 
documents to State of LA b Joint Intervenors on safety 
Contentions 1 b 2. Svc list end. Related correspondence. 
WETrERHAHN, M. J. Culf States Utilities Co. WETTERHAHN, M. J. C 
Wetterhahn. DSB 524. 04/06/05. Louisiana, State of. 13pp 

24849: 267. 24X Fiche: 50-458, 84/06/05, 8406070331. 


8406150349 Requests to be included on svc list for Board Notific 
84-062 re BWR core thermal hydraulic stability b other 
pertinent d ocuments. Author 840605 ltr to Commission 
requesting further info end. Related correspondence. 

MCNEILL, J. D. Louisiana, State of. DSB 679. 84/06/05. Oul 

States Utilities Co. 2pp. 24955:346. 24X Fi ch e: 50-458, 84/06 

8406150349. 


8406150126 Advises that per ASLB 840503 memorandum Sc order, NRC w 
file motions for summary disposition concerning Asiatic clam 
b old river control structure safety contentions. Related 
correspondence. 

DEWEY, L. S. Hearing Branch 3. DSB 624. 84/06/13. COLE, R.F. , 

LINENBERGER, G. , COTTER, B. P. Atomic Safety and Licensing Board 
lp. 24945:354. 24X Fiche: 50-458, 84/06/13, 8406150126. 


8406200359 Notice of appearance in proceed ing. Certificate of Svc 
CASSIDY, B. P. Federal Emergency Management Agency. DSB 753. 
84/06/18. 2pp. 25051:069. 24X Fiche : 50-458, 84/06/18, 8406200: 


8406200379 Requests to make appearance on behalf of FEMA. Related 
correspondence. 

CASSIDY, B. P. Federal Emergency Management Agency. DSB 755. 
84/06/18. Docketing b Services Branch. lp. 25051:100. 24 

Fiche: 50-458, 84/06/18, 8406200379. 


8406260096 Memorandum listing salient details of 840619 deferral 
ruling on pending contentions b adjustments to schedule set 
out in ASLB 840503 order. Served on B40622. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 890 
84/06/22. 7pp. 25142:313. 24X Fiche: 50-458, 84/06/22, 8406260 


M. Antitrust correspondence 


8406260427 Summarizes evidence of util refusal to transmit for 
Lafay ette, LA, espec ially through Louisiana Energy b Power 
Authority. Util denied transmission between town & two 
nongenerating sys to retain sys as customers. 

JABSON, R. A. Spiegel McDiarmid. JABSON, R. A. , DAVIDSON, D. I. 
Lafayette, LA. 84/06/08. LAMBE, W. , TOALSTON, A. Site Analysi 
Branch. VOLGER, B. H. Antitrust Division. 23pp. 25152:339. 

Fiche: 50-458, 84/06/08, 8406260427. 


Q. Inspection reports, IE Bulletins b correspondence 


DOCKETED ITEMS 


406010320 Notice of violation from insp on 840301-0430. 

* Region 4, Office of Director 84/05/14. 2pp. 24757:340. 24X 

Fiche: 50-458, 84/05/14, 8406010310. 


406010323 I£ Insp Rept 50-458/84-08 on 840301-0430 Violations noted: 
failure to follow procedures for FSAR change request review 
documentation & provide adequate storage & protection for 
Category I equipment. 

CHAMBERLAIN, D. D, JAUDQN, J. P. Region 4, Office of Director. 
84/05/08. 11pp. 24757:342. 24X Fi c h e : 50-458, 84/05/ 14, 84060 1031 0. 


6210551 Forwards IE Insp Rept 50-458/84-02 on 840213-0309 it notice 
f violation. 

QHNSOIM, E. H. Region 4, Office of Director. 84/05/22 CAHILL, W. J. 
ulf States Utilities Co. 2pp. 25089: 170. 24X 

iche: 50-458, B4/05/2P, 8406210551. 


406210552 Notice of violation from insp on 840213-0309. 

* Region 4, Office of Director. 84/05/22. Ip. 25089: 172. 24X 

Fiche: 50-458, 84/05/22,8406210551. 


406210555 IE Insp Rept 50-458/84-02 on 840213-0309. Vio lat ions noted, 
weld ripple images found in radiographs that could mask or 
be confused u/re jec tab 1 e discontinuities. 

KERCH, H. W. . HARRIS, R. H. , CAMPBELL, R. M. Region 1, Office of 
Director. 84/04/17. 20pp. 25089:173. 24X Fiche: 50-458, 84/05/22, 

8406210551. 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fi c he : 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility." Svc list end. 

DRDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 840524031 7. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
nc I. 

DRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879: 342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


&050075 Ack receipt of 840503 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Rept 50-458/84-04. 

PHNSON, E. H. Region 4, Office of Director. 84/05/30. CAHILL, W. J. 
ulf States Utilities Co. Ip. 24845:032. 24X Fiche: 50-458, 

4/05/30, 8406050075. 


406050080 Responds to NRC 840416 ltr re violations noted in IE Insp 
Rept 50-458/84 04. Corrective actions: search for uncontrolled 
electrodes performed & site-wide cleanup of protective 
environ conducted. 

DEDDENS. J. C. Gulf States Utilities Co. 84/05/03. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 24845:033. 24X 

Fiche: 50-458, 84/05/30, 8406050075. 


£>0501 13 Advises that final response to IE Bulletin 83-07, 
Apparently Fraudulent Products Sold by Ray Miller, Inc," 
xtended to 841001. Info available indicates no Ray Miller, 
nc matl supplied for use at f ac i 1 i ty. Affi da vi t end. 

30KER, J. E. Gulf States Utilities Co. 84/05/30. COLLINS, J. T. 
jgion 4, Office of Director. 2pp. 24839:122. 24X 

Lche: 50-458, 84/05/30, 8406050113. 


£>010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list encl. 
3RDAN, E. L. Division of Emergency Preparedness it Engineering 
tsponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

)rk, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


>050368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
jvalidation Insp Rept," addressing over 76V. of insp plan, 
sr 840321 meeting it 840405 ltr. TDI diesel generators at 
itawba will provide reliable source of backup power. 

JCKER,H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
jclear Reactor Regulation, Director, 2pp. 24843:079. 24X 

iche: 50-000, 84/06/01. 8406050368. 


>050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
iring Outages Not Covered by Tech Specs." Svc list encl. 

JRDAN, E. L. Division of Emergency Preparedness it Engineering 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat ion Testing o 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406C 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049:001 24X Fiche: 50-000, 84/06/1 1, 84060 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. U9pp. 25049:154. 24X Fiche : 50-000, 84/06/13, 8406C 


8406130315 IE Info Notice 84-47, "Environ Qua I i f i cat i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. c 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/1 5, 84061 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25536:043. 24X Fiche : 50-000, 84/06/18, 84061 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generate 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 84061 


8406190327 IE Info Notice 84-50, "C lar if i ca t i on of Scope of QA Pr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York, Inc. 63pp. 25535:041. 24X Fich e : 50-000, 84/06/21 , B40619 


S. Reportable occurrences, LERs it related correspondence 


8403270200 Interim Deficiency Rept DR-128 re stainless steel tubi 
supplied by Gul f a 1 loy , Hub , In c i>. Capital Pipe it Steel. 
Investigation inc omp 1 ete. Ne x t rept will be provided by 
840416. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/15. COLLINS, J. T. 
Region 4, Office of Director. Ip. 22772:030. 24X 

Fiche: 50-458, 84/03/15, 8403270200. 


8403270100 Interim Deficiency Rept DR-167 re HPCS diesel generate 
control panel. Investigation incomp 1 ete. Ne xt rept by 840525. 
BOOKER, J. E. Gulf States Utilities Co. 84/03/19. COLLING, J. T. 
Region 4, Office of Director. Ip 22770:010. 24X 

Fiche: 50-458, 84/03/19, 8403270100 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 
MUSELER,W. J. TDI (Transamer ica Delaval, Inc. > Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fi c he : 50-000, 84/04/20, 84042401 


8405300097 Forwards cover ltrs transmitting evaluation of cylind* 
heads of TDI Series R-4 diesel engines i>, design review of 
Elliott Model 900 turbocharger used on TDI diesel 
g enerators. W/o enc Is. Related correspondence. 

BRITT, L. F. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. DSE 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 
Fiche: 50-000,84/05/17, 8405300097. 


8405300109 Forwards cover ltr transmitting rept on investigation 
Types AF & AE piston skirts. W/o encl. Related correspondence. 
BRITT, L. F. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/ 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/17, 8405300109. 


— 8406060299 Draft "Investigation of Types AF it AE Piston Skirts. 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/33 
115pp. 24668:206. 24X Fi ch e: 50-000, 84/05/17, 8405300109. 
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14-05300116 Forwards rept on design review of connecting rods for TDI 
DSRV-4 series diesel generator. W/o end. Related 
correspondence. 

BRITTiL. F. TDI (Transanerica Delaval, Inc. ) Owners Group. 84/05/18. 

BORDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche- 50-000, 84/05/18, 84053001 16 


—8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

•* Failure Analysis Associates FAAA-84-3-14 DRFT. 84/05/15. 
60pp. 24668:142. 24X Fi c h e : 50-000, 84/05/ 18, 84053001 16. 


406010231 Interim Deficiency Rept DR-154 re high voltage cable 
terminations. Next rept will be submitted by 840802. 

BOOKER, J. E. Culf States Utilities Co. 84/05/21. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24754:345. 24X 

Fiche: 50-458, 84/05/21, 8406010231. 


406010101 Interim Deficiency Rept DR-153 re orifice plates supplied by 
Bailey Controls Co & mfg by Allegheny Ludlum Steel Corp & 

Eastern Stainless Steel Corp. Next rept will be submitted by 
840723. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/22. COLLINS, J. T. 

Region 4, Office of Director. Ip. 24756:287. 24X 

Fiche: 50-458, 84/05/22, 8406010101. 


406010107 Interim Deficiency Rept DR-169 re wiring in switchgear 
supplied by Brown-Boveri. Next rept will be submitted by 
840803. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/22. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24756:286. 24X 

Fiche: 50-458, 84/05/22, 8406010107. 


406010229 Final Deficiency Rept DR-170 re fuel oil pipe support on 
standby diesel generator supplied by TDI. Cond itions 
determined not reportable under 10CFR50. 55 ( e ) . 

BOOKER, J. E. Culf States Utilities Co. 84/05/22. COLLINS. J. T. 
Region 4, Office of Director. Ip. 24754:344. 24X 

Fiche: 50-458, 84/05/22, 8406010229. 


406050184 Final Deficiency Rept DR-108 re Bergen-Patterson supplied 
pipe support components Condition determined not reportable 
per 10CFR50. 55(e). 

BOOKER, J. E. Gulf States Utilities Co. 84/05/23. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24838:209. 24X 

Fiche: 50-458, 04/05/23, 8406050184. 


406050234 Interim Deficiency Rept DR-145 re implementation of design 
mod to beam welded to embedment plate in reactor bldg. 

Interim or final rept uill be provided by 840806. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/23. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24840:286. 24X 

Fiche: 30-458, 84/05/23, 8406050234. 


406050312 Interim Deficiency Rept DR-140 re engine mounted fuel oil 
line in standby diesel generator supplied by TDI. Final rept 
will be provided by 840727. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/23. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24818:360. 24X 

Fiche: 50-458, 84/05/23, 8406050312. 


406050097 Interim Deficiency Rept DR-172 re jacket water blanket over 
exhaust manifold of standby diesel generator supplied by 
TDI. Final rept expected by 840706. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/24. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24839:231. 24X 

Fiche: 30-438, 84/05/24. 8406050097. 


406030360 Interim Deficiency Rept DR-168 re interpretation of W3 
welding procedure. Final rept will be provided by 840810. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/24. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24843:292. 24X 

Fiche: 50-458, 84/05/24, 8406050360. 


406030468 Interim Deficiency Rept DR-138 re ITE-Gould motor overload 
relays & trip ranges. Final status rept or next interim rept 
will be provided by 840727. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/24. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24841:356. 24X 

Fiche: 50-458, 84/05/24, 8406050468. 


406050176 Final Deficiency Rept DR-147 re end attachment of pipe 
support component supplied by Bergen-Paterson. Cond ition not 
reportable under 10CFR50. 55( e ) . 

BOOKER, J. E. Gulf States Utilities Co. B4/05/2S. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24814:146. 24X 

Fiche: 50-458, 84/05/25, 8406050176. 


406050177 Interim Deficiency Rept DR-167 re HPCS diesel generator 

control oanel Mavt neat i.H 1 1 ha nrnviried hit 


8406050185 Interim Deficiency Rept DR-171 re Robertshaw thermost 
flow control valves, Model 1284. Next rept will be provided 
by 840713. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/25. COLLINS, J. T 
Region 4, Office of Director. Ip. 24838:152. 24X 

Fiche: 50-458, 84/05/25, 8406050185. 


8406050354 Interim Deficiency Rept DR-177 re cable supplied by 
Rockbestos Cable Co for neutron monitoring sys. Final rept 
will be provided by 840817. 

BOOKER, J E Gulf States Utilities Co. 84/05/23. COLLINS, J. T 
Region 4, Office of Director. Ip. 24804:303. 24X 

Fiche: 50-458, 84/05/25, 8406050354. 


8406110222 Interim Deficiency Rept DR-191 re Buchanan terminal b 
supplied by Gould Brown— Bouveri. Next rept will be provided 
by 840823. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/29. COLLINS, J. T 
Region 4, Office of Director. Ip. 24871:051. 24X 

Fiche: 50-458, 84/05/29, 840611 0222. 


8406110255 Interim Deficiency Rept DR-189 re insulated lugs in 
control room. Next rept will be provided by 840824. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/29. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24870:333. 24X 

Fiche: 50-458, 84/05/29, 8406110255. 


8406110260 Interim Deficiency Rept DR-192 re duct pieces fabrica' 
by licCroskey Sheet Metal. Next rept expected by 840822. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/29. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24870:259. 24X 

Fiche: 50-458, 84/03/29. 8406110260. 


8406110327 Interim Deficiency Rept DR-190 re fill pumps supplied 
Gould Pumps, Inc for LPCS, HPCS & RHR sys. Interim or final 
status rept will be submitted by 840823. 

BOOKER, J. E. Oulf States Utilities Co. 84/05/29. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24868:092. 24X 

Fiche: 50-458, 84/05/29, 0406110327. 


8406110114 Interim Deficiency Rept DR-123 re HVAC ductwork suppl: 
McCroskey Sheet Metal Next rept will be provided by 840719. 
BOOKER, J. E. Gulf States Utilities Co. 84/03/30. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24872:121. 24X 

Fiche: 30-458, 84/05/30, 8406110114. 


B4061 10269 Interim Deficiency Rept DR-146 re multi-pole circuit 
breakers mfg by I-T-E Electrical Products, Siemens-All is, Inc 
it supplied by Gould, Inc Next rept will be provided by 
840829. 

BOOKER, J. E. Gulf States Utilities Co. 84/03/30. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24871:010. 24X 

Fiche: 30-458, 84/05/30, 8406110269. 


8406110171 Interim Deficiency Rept DR-151 re partial penetration 
for square groove, butt-we lded HVAC ductwork. Next rept will 
be submitted by 840829. 

BOOKER, J. E. Gulf States Utilities Co. 84/05/31. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24871:307. 24X 

Fiche: 50-458, 84/05/31, 8406110171. 


8406110263 Interim Deficency Rept DR-157 re ASME stock fittings. I 
rept will be provided by 840829. 

BOOKER. U. E. Gulf States Utilities Co. 84/05/31. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24871:003. 24X 

Fiche- 30-458, 84/03/31, 8406110263. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Oulf, " "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" it 
"Investigation of Types AF & AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/03/31. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 30-000, 84/05/31 , 84061 1 0312. 


8406050364 Forwards two proprietary oversize drawings in responst 
BNWL request. Drawings withheld (ref 10CFR2. 790), per TDI 
Diesel Generator Owners Group 840323 app 1 icat ion. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Transaoerica Delaval, Inc.) Owners Group. 84/0( 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. i 
24845:213. 24X Fiche: 50-000, 84/06/01, 8406050364. 


8406120004 Final Deficiency Rept- DR-149 re post-weld heat treatmi 
fabricated pipe supports supplied by Bergen-Paterson. 

Initially reported on 840503. Appropriate weld data sheets 
corrected for proper post-weld heat treatment requirements. 
BOOKER, J. E. Oulf States Utilities Co. 84/06/01. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 24888:185. 24X 

Fiche: 50-458, 84/06/01, 8406120004. 


0 
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D6120421 Final Deficiency Rept DR-137 re insufficient preheating of 
pipe support welds. Initia lly reported on 840503. Defic iency 
corrected by approved repair or rework procedures outlined 
in previous repts. 

BOOKER. J. E. Gulf States Utilities Co. 84/06/01. COLLINS. J. T. 
Region 4. Office of Director. 2pp. 24891:358. 24X 

Fiche: 50-458, 84/06/01, 8406120421. 


06120537 Notification of 840621 meeting w/TDI Owners Group in Wading 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50— 000, 84/06/01, 

B406 120537. 


D6 180002 Interim Deficiency Rept DR-193 re ECCS suction lines in 
auxiliary bldg. Interim or final status rept will be 
submitted by 840906. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/04. COLLINS. J. T. 
Region 4, Office of Director. Ip. 24968:010. 24X 

Fiche: 50-458. 84/06/04, 8406180002. 


36180222 Interim Deficiency Rept DR-174 re skewed angle joint fillet 
uelds supplied by Reactor Controls, Inc. Next rept expected by 
340830. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/04. COLLINS, J. T. 

Region 4. Office of Director. Ip. 24962:360. 24X 

-iche: 50-458, 84/06/04, 8406180222. 


36180223 Interim Deficiency Rept DR-194 re jacket water pump for 
standby diesel generator supplied by TDI. Next rept will be 
jrovided by 840906. 

BOOKER, J. E. Gulf Stales Utilities Co. 84/06/04. COLLINS, J. T. 
Region 4, Office of Director. Ip. 24964:059. 24X 

"iche: 50-458, 84/06/04, 8406180223. 


>6080174 Forwards suppl to “Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qualif ication Review for 
rDI Diesel Generators. " 

RAY, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. B4/06/05. 
JENTGN, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
14858: 160. 24X Fiche: 50-000, 84/06/05, 8406080174. 


>6150114 Forwards “Proposed Torsional & Lateral Critical Speed 
Analysis, " "Field Test of Emergency Diesel Generator 103 
1/I3x 13 Crankshaft" it table of torsional loading due to 
iressure at 1003C load. 

WITT, L. F. Long Island Ligh ting Co. 84/06/07. BORDEN ICK, B. M. 
iearing Branch 3. 5pp. 24949:216. 24X Fiche: 50-000, 84/06/07, 

34061501 14. 


3406150133 "Proposed Torsional & Lateral Critical Speed Analysis: Engine 
Numbers 74010/12 De lava 1-Enterprise Engine Model DSP-4B 
3, 500 kW/4809 B HP at 450 RPM. “ 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 

24X Fiche: 50-000, 84/06/07, 8406150114. 


>6180203 Interim Deficiency Rept DR-156 re conductivity cells it 
:onductivity indicators supplied by GE. Next rept will be 
lubmittecf by 840905. 

IOOKER, J. E. Gulf States Utilities Co. 84/06/07. COLLINS, J. T. 
teg ion 4, Office of Director. Ip. 24963:021. 24X 

iche: 50-458, 84/06/07, 8406180203. 


>6130043 Board Notification 84-113: forwards TDI Diesel Generator 
►wners Group repts for review. 

■ ISENHUT, D. G. Division of Licensing, 84/06/08, PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fiche: 50-000. 84/06/08, 

>406130043. 


>6180379 Interim Deficiency Rept DR— 173 re main steam sys elbows 
upplied by GE. Interim or final rept will be provided by 
140905, 

OOKER, J. E. Gulf States Utilities Co, 84/06/08. COLLINS, J. 1 
egion 4, Office of Director. Ip. 24965:343. 24X 

iche: 50-458, 84/06/08, 8406180379. 


6150227 Forwards calculations of plug weld end connections, friction 
elded pushrod Sc preexisting longitudinal flaws on diesel 
ucl injection line tubing, per commitment. Bvc list end. 

RITT, L. F. Long Island Lighting Co. 84/06/11. BORDEN ICK, B. M. 
earing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

406150227. 


— 8406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0 Failure Analysis Associates. 84/04/25. 13pp. 

24951:227 24X F i c h e : 50-000, 84/06/ 1 1 , 8406 1 50227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded F 
SHUSTO, L Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84061 50227. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, K. A. Division of Licensing. 84/06/11. BERLINGER, C, H. 
Division of Licensing. 3pp. 25069:024. 24X Fi c he: 50-000, 84/C 

8406200469 


8406150154 Forwards suppl to "Emergency Diesel Generator AuxiliaT 
Module Control Wiring It Termination Qua 1 i f i cat i on Review for 
TDI Diesel Generators " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/0d 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. S 
24954:268. 24X Fiche: 50-000, 84/06/13, 8406150154. 


8406210241 Interim Deficiency Rept DR-121 re motor control c tr 
equipment supplied by ITE Goul d> Inc . Ne x t rept will be 
provided by 840905. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/13. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25057:362. 24X 

Fiche: 50-458, 84/06/13, 8406210241. 


8406210357 Interim Deficiency Rept DR-179 re test loop diagrams u 
perform continuity checks of Category I ins trumentation & 
control circuits. Investigation c ont inu ing . Ne x t rept will be 
submitted by 840830. 

BOOKER, J. E. Gulf States Utilities Co 84/06/13. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25054:136. 24X 

Fiche: 50-458, 84/06/13, 8406210357. 


8406210253 Interim Deficiency Rept DR-160 re transformer cable le 
lugs supplied by Gould Brown-Bover i. Next rept expected by 
840912. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/14. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25058:006. 24X 

Fiche: 50-458, 84/06/14, 8406210253. 


8406210363 Interim Deficiency Rept DR-178 re turbocharger prelube 
orifice on standby diesel generator A supplied by TDI. Next 
rept will be submitted 840830. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/14. COLLINS, J, T. 
Region 4, Office of Director. Ip. 25054:345. 24X 

Fiche: 50-458, 84/06/14, 8406210363. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto,CA to discuss open issues on FaAA component design 
repts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256, 24X Fi che: 30-000, 84/0 

8406230041. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF it AE Piston Skirts. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group, 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25115:112 24X Fiche: 50-000, 84/06/14, 8406250339. 


— 8406250348 "Influence of Thermal Distortion on Fatigue Performa 
AF & AE Piston Skirts. " 

* Failure Analysis Associates. FAAA-84-5-18. 84/06/30. 55 

25115:114. 24X Fiche: 50-000, 84/06/14, 8406250339. 


8406250313 Forwards "Design Review of Elliott Model 65G Turbochar 
Used on TDI DSRV— 12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25118:001. 24X Fiche: 50-000, 84/06/15, 8406250313. 


--8406250323 "Design Review of Elliott Model 65G Turbocharger Use 
DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator Sets. " 

* Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55 

25110:003. 24X Fiche: 50-000, 84/06/15, 8406250313. 


8406250333 Forwards "Suppl to Emergency Diesel Generator Auxiliar 


B406250342 “Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

■* Stone b Webster Engineering Corp 84/06/30. 34pp. 25115:003. 

24X F i c h e : 50-000, 84/06/ 1 5, 8406250335. 


06250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland b. San Onofre Nuclear Generating 
Stations. “ 

RAY, C. L. TDI (Transameri ca Delaval, Inc. ) Owners Group. 84/06/15. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115:169. 24X Fi che: 50-000, 84/06/1 5, 8406250343. 


D6250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
DSR-48 Emergency Diesel Generators. " 

RAY, C. L. TDI ( Transameri ca Delaval, Inc. ) Owners Group. 84/06/18. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25115:238. 24X Fi che: 50-000, 84/06/18, 8406250299. 


3406250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48pp. 

25115:240. 24X Fiche: 50-000, 84/06/18, 8406250299. 


D6260262 Responds to NRC 840529 ltr re deficiencies in Bahnson Co 
HVAC equipment, per IE Info Notice 84-30. No air handling 
jquipment supplied by Bahnson Co. Contract terminated. No 
:onditions identified for reporting per 10CFR50. 55( e) . 

1URRILL, P.W. Gulf States Utilities Co. 84/06/18. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25149:361. 24X Fiche: 50-458, 84/06/18, 8406260262. 


D6280137 Final Deficiency Rept DR-162 re nuisance tripping of A80L10 
trip coils supplied by Could. Trip coil setting info for 
notor control ctr setpoint did not reflect mfg tolerances. 

Item not reportable per 10CFR50. 55( e ) . 

300KER, J. E. Gulf States Utilities Co. 84/06/19. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25193:292. 24X 

-iche: 50-458, 84/06/19, 8406280137. 


D6230061 Final Deficiency Rept DR-121 re motor control ctr equipment 
Hiring b intermittent 49X relay contact supplied by Gould, 

Inc. Wiring difference does not affect safe operation, 
londition not reportable per 10CFR5O. 55 ( e ) . 

300KER, J. E. Gulf States Utilities Co. 84/06/20. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25193:291. 24X 

"iche: 50-458, 84/06/20, 8406280061. 


D6260351 Forwards “Design Review of Connecting Rod Bearing Shells for 
rDI Enterprise Engines." 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/22. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25154: 127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


3406260363 "Design Revieu of Connecting Rod Bearing Shells for TDI 
Enterprise Engines. " 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51pp. 

25154:130. 24X Fiche: 50-000, 84/06/22, 8406260351. 


D6270115 Forwards "Design Review of TDI R-4 b RV-4 Series Emergency 
Diesel Generator Cylinder Blocks & Liners. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/25. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25163:273. 24X Fiche : 50-000, 84/06/25, 84062701 15. 


3406270136 "Design Revieu of TDI R-4 b RV-4 Series Emergency Diesel 
Generator Cylinder Blocks b Liners." 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79pp. 

25163:275. 24X Fiche: 50-000, 84/06/25, 84062701 15. 


Hearing transcripts on non-anti trust matters 


D6140110 Transcript of ACRS Subcommittee on River Bend 840607 meeting 
in Baton Rouge, LA. Pp 1-21 7. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/07. 

25Bpp. 24930:047. 24X Fich e: 50-458, 84/06/07, 84061401 10. 


06180148 Transcript of ACRS Subcommittee on River Bend 840608 meeting 
in Baton Rouge, LA. Pp 218-479. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/08. 

438pp. 24966:001. 24X Fiche: 50-458, 84/06/08, 8406180148. 


06250100 Transcript of 84061*9 oral argument in Baton Rouge, LA. Pp 133- 
264. 

* Atomic Safety and Licensing Board Panel. 84/06/19. 125pp. 

25125: 012. 24X Fiche: 50-458, 84/06/19, 8406250100. 


8406220259 Board Notification 84-120: forwards transcripts of 840* 
0502 b 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISFNHUT, D. G. Division of Licensing. 84/06/20. P ALLADINO 
Commissioners. 54pp. 25206:099. 24X Fiche: 50-000, 84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in t 
River, NY. Pp 1-173. 

* Commissioners 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


8406290299 Transcript of 840622 meeting between NRC b consultants 
Owners Group 5 consultants in Palo Alto,CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fi c he : 50-000, 84/06/22, 8406290299. 


V. Operator Examinations 


8406030289 Discusses criteria for evaluation of operator shift ct 
operating experience b shift advisor qualif ications. Industry 
working group proposal re shift crew evaluation end. Info 
requested within 60 days re 840306 ltr. 

EI5ENHUT, D. G. Division of Licensing. 84/05/31. CAHILL, W. J. 
States Utilities Co. 4pp. 24878:314. 24X Fiche: 50-458, 84/05/ 

8406080289. 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


G. Adjudicatory correspondence 


8406050523 Discusses 840518 meeting re emergency planning content 
Amends will be developed to address issues raised in 12 
listed contentions. Certificate of Svc end. Related 
c orresp andence. 

MCNEILL, J. D. Louisiana, State of. DSB 462. 84/05/31. COTTEF 

L INEN8ERGER, G. , COLE, R. F. Atomic Safety and Licensing Board Pi 
7pp. 24809:162. 24X Fiche: 50-458. 84/05/31, 8406050523. 


8406050525 Notifies that, per ASLB 840503 memorandum b order, appli 
will not file motions on two contentions re asiatic dams b 
Old River control structure. Related correspondence. 

CONNER, T. B. Conner b Wetterhahn. CONNER. T. B. Gulf States Uti 
Co. DSB 459. 84/05/31. COTTER, *B. P. , LINENBERGER, G. , COLE, R. F 

Atomic Safety and Licensing Board Panel. Ip. 24809: 176. 24X 

Fiche: 50-458, 84/05/31 , 8406050525. 


8406060066 Notice of withdrawal of appearance in proceeding. Certi 
of Svc end. 

REPKA, D. A. Hearing Branch 3. DSB 476. 84/06/01. 3pp. 2466J 

24X Fiche: 50-458,84/06/01,8406060066. 


8406070331 First set of interrogatories b request for production 
documents to State of LA b Joint Intervenors on safety 
Contentions 1 b 2. Svc list end. Related correspondence. 
WETTERHAHN, M. J. Gulf States Utilities Co. WETTERHAHN, M. J. C< 
Wetterhahn. DSB 524. 84/06/05- Louisiana, State of. 13pp. 

24849: 267. 24X Fiche: 50-458, 84/06/05, 8406070331. 


8406150349 Requests to be included on svc list for Board Notifies 
84-062 re BWR core thermal hydraulic stability & other 
pertinent documents. Author 840605 ltr to Commission 
requesting further info end. Related correspondence. 

MCNEILL, J. D. Louisiana, State of. DSB 679. 84/06/05. GuH 

States Utilities Co. 2pp. 24955:346. 24X Fiche: 50-458, 84/06, 

8406150349. 


8406150126 Advises that per ASLB 840303 memorandum b order, NRC w: 
file motions for summary disposition concerning Asiatic dam 
b old river control structure safety contentions. Related 
correspondence. 

DEWEY, L. S. Hearing Branch 3* DSB 624. 84/06/13. COLE. R.F. , 

LINENBERGER, G. , COTTER, B. P. Atomic Safety and Licensing Board 
lp. 24945:354. 24X Fiche: 50-458,84/06/13,8406130126. 


406200359 Notice of appearance in proceeding. Certificate of Svc 
CASSIDY, B. P, Federal Emergency Management Agency. DSB 733. 
84/06/18. 2pp. 23051:069. 24X Fiche: 50-458, 84/06/18, 8406200: 


406200379 Requests to make appearance on behalf of FEMA. Related 
correspondence. 

CASSIDY, B.P. Federal Emergency Management Agency. DSB 755. 
84/(06/18. Docketing & Services Branch, lp. 25051:100. 24 

Fiche: 50-458, 84/06/18, 8406200379. 


DOCKETED ITEMS 


(2A009& Memorandum listing salient details of 840619 deferral of 
iling on pending contentions & adjustments to schedule set 
it in ASLB 840503 order. Served on 840622. 

ITTER, B P. Atomic Safety and Licensing Board Panel. DSB 890. 
•/06/22. 7pp 25142-313. 24X Fi c he : 50-458, 84/06/22, 8406260096. 


8406190327 IE Info Notice 84-50, "C 1 ar i f i cat i on of Scope of QA Pr< 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. o( 

York, Inc. 63pp 25535:041. 24X Fi c h e : 50-000, 84/06/2 1 , 840619C 


mtitrust correspondence 


>260427 Summarizes evidence of uti-1 refusal to transmit for 
if ay et te, LA, esp ec ia 1 1 y through Louisiana Energy St Power 
ithor i ty . Ut i 1 denied transmission between town Z>. two 
ingenerating sys to retain sys as customers. 

iBSON, R. A. Spiegel & McDiarmid. JABSON, R. A. , DAVIDSON, D. I . 
ifayette, LA. 84/06/03. LAMBE, W. , TOALSTON, A. Site Analysis 
anch. VOLGER, B. H. Antitrust Division. 23pp. 25152:339. 24X 

Che: 50-458, 84/06/08, 840626042 7 


nspection reports, IE Bulletins & correspondence 


230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
ray Sys." Svc list end. 

RDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

rk, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
itical Facility. " Svc list end. 

RDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

rk, Inc. 127pp. 24630:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


290383 IE Info Notice 84-40, “Emergency Worker Doses. " Svc list 
cl. 

RDAN. E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

rk, Inc. 122pp. 24879:342. 24X Fi c he. 50-000, 84/05/30, 8405290383. 


010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
RDAN. E L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 100pp. 25050:244. 24X Fi c he: 50-000, 84/06/01, 8406010423. 


350368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
validation Insp Rept, " addressing over 76"/. of insp plan, 
r 840321 meeting it 840405 ltr. TDI diesel generators at 
tawba will provide reliable source of backup power. 

CKER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
dear Reactor Regulation, Director. 2pp. 24843:079. 24X 

che: 50-000, 84/06/01, 8406050368. 


350012 IE Info Notice 84-42, “Equipment Availability for Conditions 
ring Outages Not Covered by Tech Specs." Svc list end. 

*DAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Past 830103). 84/06/05. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


350350 IE Info Notice 84-43, “Storage it Handling of Opthalmic Beta 
iiation Applicators. " Svc list end. 

\CE» J. N. Division of QA, Safeguards it Inspection Programs (Post 
3103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

jp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


S Reportable occurrences, LERs & related correspondence 


8404240322 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan & Grand Gulf Nuclear Power 
Stations," on behalf of TDI Diesel Generator Owners Group. 
MUSELER, W. J. TDI (Transamerica Delaval, Inc. ) Owners Group. 
84/04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fi c he : 50-000, 84/04/20, 84042403S 


8405300097 Forwards cover ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines it design review of 
Elliott Model 90C turbocharger used on TDI diesel 
generators. W/o ends Related correspondence. 

BRITT, L. F. TDI (Transaner ica Delaval, Inc. > Owners Group. DSB 
84/05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 2 

Fiche: 50-000, 84/05/17, 8405300097. 


8405300109 Forwards cover ltr transmitting rept on investigation o 
Types AF it AE piston skirts. W/o encl. Related correspondence. 
BRITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/0 
BORDENICK, B. M. Hearing Branch 3. 3pp. 24668:202. 24X 

Fiche: 50-000, 84/05/1 7, 8405300109. 


— 8406060299 Draft "Investigation of Types AF it AE Piston Skirts. " 
* Failure Analysis Associates. FAAA-84-2-14 DRFT. 84/05/31. 

115pp. 24668:206. 24X F i c h e : 50-000, 84/05/ 1 7, 8405300 109. 


8406060004 Advises that TDI Owners Group 840516 ltr i< rept, "Evalu 
of Emergency Diesel Generator Crankshafts at Shoreham it 
Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/05/17, BORDENICK, B. M. 

- No Detailed Affiliation Given. 4pp, 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8405300116 Forwards rept on design review of connecting rods for T1 
DSRV-4 series diesel generator. W/o encl. Related 
c orr esp ondence. 

BRITT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. Q4/0! 

BORDENICK, B. (1. Hearing Branch 3. 4pp. 24668:138. 24X 

Fiche: 50-000, 84/05/18, 84053001 16, 


■8406060306 Draft "Design Review of Connecting Rods for TDI DSRV-- ' 
' Series Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-14 DRFT. 84/05/15 
60pp. 24668:142. 24X Fi c h e : 50-000, 84/05/ 1 8, 84053001 16, 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan & Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" «t 
"Investigation of Types AF AE Piston Skirts," final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. 
— No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 8406110312. 


360336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
ikbestos Cables." Svc list end. 

IDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

•k, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


u<*U6UDUJ64 Forwards two proprietary oversize drawings in response 
BNWL request. Drawings withheld (ref 10CFR2. 790 ) , p er TDI 
Diesel Generator Owners Group 840323 app 1 i cat i on. Ap erture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
24845:213. 24X Fi ch e: 50-000, 84/06/01, 8406050364. 


380176 IE Info Notice 84-45, "Reversed Differential Pressure 
strument Sensing Lines. “ Svc list encl. 

iDAN, E. L. Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

*k, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


>80173 IE Info Notice 84-46. "Circuit Breaker Position 
•ification. “ Svc list encl. 

IDAN, E. L. Division of Emergency Preparedness & Engineering 
sponse (Post 830103). 84/06/13. Consolidated Edison Co. -of New 

•k, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


.30315 IE Info Notice 84—47, "Environ Qualification Tests of 


8406120537 Notification of 840621 meeting w/TDI Owners Group in L 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C H 
8406120537 f LiC<!nSin9 ' 4PP ‘ 24897:311 ‘ 24X Fiche: 50-000, 84/C 


8406080 17 4 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring Termination Qual if i cat i on Review for 
TDI Diesel Generators. '• 

n£wrnw L u * Ca Delaval ‘ Ir >'- > Owners ©roup. 84/06/ 

° fflce of ^clear Reactor Regulation, Director. 2p 
24858: 160. 24X Fiche: 50-000, 84/06/05, 8406080174 


DOCKETED ITEMS 


ilS0133 “Proposed Torsional 8c Lateral Critical 
imbers 74010/12 Delaval-Enterprise Engine Model 
SOO kW/4889 BHP at 430 RPM " 
iNO# R. Transanerica Delaval, Inc 83/08/22. 

•X Fiche; 30-000, 84/06/07, 8406130114. 


Speed Analysis: Eng ine 
DSP-48 

8pp. 24949:221. 


8406250342 "Suppl to Emergency Diesel Generator Engi ne Dri 
Water Pump Design Review. " 

* Stone & Webster Engineering Corp. 84/06/30. 34pp. 

24X Fiche: 50-000, 84/06/ 1 5* 8406250335. 


ven J 
23115 


10043 Board Notification 84-1 13: forwards TDI Diesel Generator 
r s Group repts for review. 

NHUT, D. Q Division of Licensing. 84/06/08. PALLADINO 
lias ioners. 4pp. 24977:001. 24X Fi c h e : 30-000, 84/06/08, 

130043. 


0227 Forwards calculations of plug weld end connections, friction 
• d pushrod & preexisting longitudinal flaws on diesel 
injection line tubing, per commitment. Svc list encl. 

T, L.F. Long Island Lighting Co. 84/06/11. BORdenICK,B m 
ing Branch 3. 4pp. 24931:221. 24X Fiche: 50-000, 84/06/11, 

1 30227 


8406250343 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Midland & San Onofre Nuclear Generatina 
Stations. « 8 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director 2 
25115:169 24X Fi c h e : 50-000, 84/06/ 1 5, 8406250343. 


8406250299 Forwards "Design Review of Connecting Rods of TDI In— L 
DSR-48 Emergency Diesel Generators. *' 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director 2 
25115:238. 24X Fiche. 50-000, 84/06/18, 8406250299. 


130238 Forwards calculations requested by BNWL r© push rods 8c 
el oil injection tubing. 

Y, C.L TDI < Transaner ica Delaval, Inc. ) Owners Group. 84/06/04. 
ERLINGER, C. Director's Office, Office of Inspection and 
forcement. 2pp. 24931:223. 24X Fiche : 50-000, 94/06/1 1, 

06150227. 


150259 “Fatigue Performance of Plug Weld End Connections. " 
RRXSiD. 0. Failure Analysis Associates. 84/04/25 13pp 
951:227 24X Fi ch ©: 50-000, 84/06/1 1 , 84061 50227. 


150263 "Fatigue Performance Evaluation of Friction Welded Pushrod. " 
USTQ, L. Failure Analysis Associates. 84/03/26. 22pp. 

951:240. 24X Fi c h ©: 30-000, 84/06/1 1 , 84061 50227. 


0469 Notification of 840615 meeting w/TDI Owners Group in 
ng River, NY to discuss open issues remaining on 
aded fastener repts prepared by S&W. 

ER, M. A Division of Licensing. 84/06/11. BERL.INGER, C. H. 

Sion of Licensing. 3pp. 25069:024. 24X Fiche : 50-000, 84/06/11, 

200469 


0154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
1© Control Wiring 6 Termination Qualification Review for 
Diesel Generators. " 

C.L TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/13. 
ON# M. R Office of Nuclear Reactor Regulation, Director. 2pp. 

4 368 24X Fiche: 50-000, 84/06/13, 8406150154. 


0041 Notification of 840622 meeting w/TDI Owners Group in 
AltOiCA to discus® open issues on FaAA component design 

a. 

ER, li A Division of Licensing. 84/06/14. BERLINGER, C. H. 

sion of Licensing. 3pp. 25128:256. 24X Fic h e : 30-000, 84/06/14, 

230041 


0339 Forwards "Influence of Thermal Distortion on Fatigue 
ormance of AF & AE Piston Skirts. " 

C, L. TDI ( Transamer i ca Delaval, Inc.) Owners Group. 84/06/14. 
ON, H. R Office of Nuclear Reactor Regulation, Director. 2pp. 
5:112. 24X Fiche: 30-000, 84/06/14, 8406230339. 


29034© "Influence of Thermal Distortion on Fatigue Performance of 
& AE Piston Skirts. " 

Failure Analysis Associates. F AAA-84-3-18. 84/06/30. 55pp. 

113 :114. 24X Fiche ; 50-000, 84/06/14, 8406230339. 


0313 Forwards "Design Review of Elliott Model 65G Turbocharger 
On TDI DSRY-12-4 fc D8RV-20-4 Emergency Diesel Generator 

C L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/13. 
ON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
8. 001 24X Fiche : 30-000, 84/06/15, 8406230313, 


290323 "Design Review of Elliott Model 63G Turbocharger Used on TDI 
RV-12-4 Jfe DSRV-20-4 Emergency Diesel Generator Sets. " 

Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55pp. 

118:003. 24X Fichf ; 90-000, 84/06/1 3, 8406250313. 


0333 Forward® "Supipl to Emergency Diesel Generator Auxiliary 
1« Control Wiring ' tk Termination Qualification Rept. " 

C.L. TDI (Transam#rica Delaval, Inc.) Owners ©roup. 84/06/15. 
ON, H. R Office of Nuclear Reactor Regulation, Director. 17pp. 

A. g*a /rsA. / 1 « 0 40^5^000 


■8406250349 "Design Review of Connecting Rods of TDI In-Line DSR 
Emergency Diesel Generators. " 

* Failure Analysis Associates. FAAA-84-3-13. 84/06/30. 48 

25115:240. 24X Fiche: 50-000, 84/06/18, 8406250299. 


8406260262 Responds to NRC 840329 ltr re deficiencies in Bahnson 1 
HVAC equipment, per IE Info Notice 84-30. No air handling 
equipment supplied by Bahnson Co. Contract terminated. No 
conditions identified for reporting per 1QCFR50. 5S ( e ) . 

MURRILL, P. W. Gulf States Utilities Co. 84/06/18. DEYOUNG, R. C 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25149:361. 24X Fiche: 50-458, 84/06/18, 8406260262. 


8406260351 Forwards “Design Review of Connecting Rod Bearing Shel 
TDI Enterprise Engines. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2 
25154: 127. 24X Fiche: 50-000, 84/06/22, 8406260351. 


— 8406260363 "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engines. “ 

* Failure Analysis Associates. FAAA-84-3-1. 84/03/12. 51p 

25154:130. 24X Fiche: 50-000. 84/06/22, 8406260351 . 


8406270115 Forwards “Design Review of TDI R-4 8c RV— -4 Series Emerg 
Diesel Generator Cylinder Blocks & Liners." 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2j 
25163:273. 24X Fiche: 50-000, 84/06/25, 8406270115. 


— 8406270136 "Design Review of TDI R-4 & RV-4 Series Emergency Di 
Generator Cylinder Blocks Sc Liners. “ 

* Failure Analysis Associates. FAAA-84-5-4. 84/06/30. 79p 

25163:275. 24X Fiche: 50-000, 84/06/25, 8406270115. 


T. Hearing transcripts on non-antitrust matters 


8406140110 Transcript of ACRS Subcommittee on River Bend 840607 m 
in Baton Rouge, LA. Pp 1-217. Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/07. 
258pp. 24930:047. 24X Fiche: 50-458, 84/06/07, 8406140110. 


8406180148 Transcript of ACRS Subcommittee on River Bend 840608 m 
in Baton Rouge, LA. Pp 218 - 479 . Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/08. 
433pp. 24966:001. 24X Fich e: 50-458, 84/06/08, 8406180148. 


8406250100 Transcript of 840619 oral argument in Baton Rouge, LA. P 
264. 

* Atomic Safety and Licensing Board Panel. 84/06/19. 125pp. 

25125:012. 24X Fiche: 50-458, 84/06/19, 8406250100. 


8406220259 Board Notification 84-120: forwards transcripts of 8404 
0502 8c 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissioners. 54pp. 25206:099. 24X Fiche: 50—000,84/06/20, 

8406220259. 


—8406290349 Transcript of 840524 meeting w/TDI Owners Gro«p in « 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


DOCKETED ITEMS 


r 50-460 WPPSS bjUCLEAR PROJECT, UNIT 1 


slication/construction stage documents t>. correspondence 


£>0252 Forwards QA program descrip tion, per 830325 ltr. Rev 2 to 
iation 17. 1-6 includes proposed organization change 
siitted to NRC for approval. W/o encl. 

T»R. W. Washington Public Power Supply System. S4/03/22. 

TIN, J. B. Region 5, Office of Director. Ip. 24812:361. 24X 

he: 50-460, 84/03/27, 8406060252. 


judicatory correspondence 


30040 Order extending time until 840725 for Commission to act to 
iew ALAB— 771 . Served on 840612. 

LK, S. J. Office of the Secretary of the Commission. DSB 589. 
06/12. Commissioners. Ip. 24915: 163. 24X 

he: 50-460, 84/06/12, 8406130040. 


50367 Forwards BPA 840608 ltr announcing initiation of public 
olvement process to assist in evaluation of const 
edules. Re lated correspondence. 

NOLDS, N. S. Bishop, Liberman, Cook, Purcell & Reynolds. 

NOLDS, N. S. Washington Public Power Supply System. DSB 853. 
06/19. GROSSMAN, H. , BRIGHT, G. 0. , HARBOUR, J. Atomic Safety and 
ensing Board Panel. 7pp. 25137:010. 24X Fi che: 50-460, 84/06/19, 

6250367. 


spection reports, IE Bulletins Sc correspondence 


50368 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
alidation Insp Rept, 31 addressing over 76% of insp plan, 

840321 meeting S< 840405 ltr. TDI diesel generators at 
awba will provide reliable source of backup power. 

KER, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
iear Reactor Regulation, Director. 2pp. 24843:079. 24X 

he: 50-000, 84/06/01, 8406050368. 


portable occurrences, LERs it related correspondence 


40322 Forwards “Evaluation of Emergency Diesel Generator 

nkshafts at Shoreham S< Grand Gulf Nuclear Power 

tions, “ on behalf of TDI Diesel Generator Owners Group. 

ELER, W. J. TDI (Transamer ica Delaval, Inc. ) Owners Group. 

04/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
ector. 2pp. 24182:236. 24X Fi che : 50-000, 84/04/20, 8404240322. 


00097 Forwards cover ltrs transmitting evaluation of cylinder 
ds of TDI Series R-4 diesel engines it design review of 
iott Model 90G turbocharger used on TDI diesel 
erators. W/o enc Is. Related correspondence. 

TT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. DSB 361. 
05/17. BORDENICK, B. M. Hearing Branch 3. Ip. 24709:245. 24X 

he: 50-000, 84/05/17, 8405300097. 


00109 Forwards cover ltr transmitting rept on investigation of 
es AF V. AE piston skirts. W/o encl. Related correspondence, 

TT, L. F. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/05/17. 
RDENICK, B.M. Hearing Branch 3. 3pp. 24668:202. 24X 

he: 50-000, 84/05/17, 8405300109. 


6060299 Draft "Investigation of Types AF & AE Piston Skirts. " 
Failure Analysis Associates. FAAA-84-2-14 DR FT. 84/05/31. 
15pp. 24668:206. 24X Fi che: 50-000, 84/05/17, 8405300109. 


60004 Advises that TOI Owners Group 840516 ltr it rept, "Evaluation 
Emergency Diesel Generator Crankshafts at Shoreham & 
nd Gulf Nuclear Power Stations" issued per commitments, 
tribution list encl. 

TT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. NRC 
o Detailed Affiliation Given. 4pp. 24662:001. 24X 

he: 50-000, 84/05/17, 8406060004. 


00116 Forwards rept on design review of connecting rods for TDI 

U-4 series diesel generator. W/o encl. Related 

respondence. 

TT, L. F. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/05/18. 
RDENICK, B. M. Hearing Branch 3. 4pp. 24668:138. 24X 

he: 50-000, 84/05/18, 84053001 16. 


6060306 Draft "Design Review of Connecting Rods for TDI DSRV-4 


8406110312 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators" it 
"Investigation of Types AF it AE Piston Skirts," final repts. 

BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. h 
- No Detailed Affiliation Given 4pp 24866:001. 24X 

Fiche: 50-000, 84/05/31 , 84061 10312. 


8406050364 Forwards two proprietary oversize drawings in response tc 
BNWL request. Drawings withheld (ref 10CFR2 790 ) , p er TDI 
Diesel Generator Owners Group 840323 app 1 ication. Aperture 
cards are available in Central Files. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/01 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24845:213. 24X Fi c he . 50-000, 84/06/01, 8406050364. 


8406120537 Notification of 840621 meeting w/TDI Owners Group in Wadi 
River, NY to discuss progress of TDI Owners Group plan to 
qualify diesel generators. 

MILLER, M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
Division of Licensing. 4pp. 24897:311. 24X Fiche: 50-000, 84/06/C 

8406120537. 


8406080174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring it Termination Qua 1 i f i cat i on Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/02 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24858:160. 24X Fiche: 50-000, 84/06/05, 8406080174. 


8406150114 Forwards "Proposed Torsional it Lateral Critical Speed 
Analysis, " "FielcJ Test of Emergency Diesel Generator 103 
U/13xl3 Crankshaft" St table of torsional loading due to 
pressure at 100% load. 

BRITT, L. F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fi c he : 50-000, 84/06/07, 

84061501 14. 


— 8406 1 50 1 33 "Proposed Torsional it Lateral Critical Speed Analysis:E 
Numbers 74010/12 Delava 1-Enterprise Engine Model DSP-48 
3, 500 kW/48B9 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval, Inc. 83/08/22. 8pp. 24949:221. 
24X Fiche: 50-000, 84/06/07, 84061501 14. 


8406130043 Board Notification 84-1 13: forward s TDI Diesel Generator 
Owners Group repts for review. 

EISENHUT, D. G. Division of Licensing. 84/06/08. PALLADINO 
Commissioners. 4pp. 24977:001. 24X Fi c h e : 50-000, 84/06/08, 
8406130043. 


8406150227 Forwards calculations of plug weld end c onnec t ion s, f r i ct i 
welded pushrod & preexisting longitudinal flaws on diesel 
fuel injection line tubing, per c ommi tment. Svc list encl. 

BRITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
Hearing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/1 1, 

8406150227. 


--8406150238 Forwards calculations requested by BNWL re push rods it 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/ 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 24951:225. 24X Fiche: 50-000, 84/06/1 1, 

8406150227, 


— 8406150259 "Fatigue Performance of Plug Weld End Connections. " 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi ch e: 50-000, 84/06/1 1 , 8406150227. 


— 8406150265 "Fatigue Performance Evaluation of Friction Welded Pus^ 
SHUSTO, L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fi ch e: 50-000, 84/06/1 1 , 8406150227. 


8406200469 Notification of 840615 meeting w/TDI Owners Group in 
Wading River, NY to discuss open issues remaining on 
threaded fastener repts prepared by SitW. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. 3pp. 25069:024. 24X Fi che: 50-000, 84/06/1 

8406200469. 


8406150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
Module Control Wiring it Termination Qua 1 if icat ion Review for 
TDI Diesel Generators. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Grouo. 84/06/1: 


>0339 Forwards "Influence of Thermal Distortion on Fatigue 
•ormance of AF S< AE Piston Skirts. " 

C, L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/14. 
'ON, H. R. Office of Nuclear Reactor Regulation, Director 2pp 
.3:112 24X Fiche: 30-000, 84/06/14, 8406230339. 


8406290349 Transcript of 840524 meeting w/TDI Owners Group in Ma 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20. 8406220259. 


*230348 "Influence of Thermal Distortion on Fatigue Performance of 
■ AE Piston Skirts. " 

Failure Analysis Associates. FAAA-84-5-18. 84/06/30 35pp 

JUS . 114. 24X Fiche: 50-000, 84/06/14, 8406230339. 


>0313 Forwards "Design Review of Elliott Model 65G Turbocharger 
I on TDI DSRV-12-4 It DSRV-20-4 Emergency Diesel Generator 

t. " 

C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/15. 
'ON, H. R Office of Nuclear Reactor Regulation, Director 2pp 
,0:001. 24X Fiche: 30-000, 84/06/15, 8406230313. 


8406290299 Transcript of 840622 meeting between NRC Sc consultants 
Owners Group Sc consultants in Palo Alto, CA re review of 
operability Sc reliability of TDI engine. Pp 1-295. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/06/22. 307pp. 

25204:248. 24X Fiche : 50-000, 84/06/22, 8406290299. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


*230323 "Design Review of Elliott Model 65G Turbocharger Used on TDI 
JRV/-12-4 & DBRV-20-4 Emergency Diesel Generator Sets. " 

Failure Analysis Associates. FAAA-84-6-56. 84/06/30. 55pp. 

il 18: 003. 24X Fi c h e: 50-000, 84/06/1 5, 0406250313. 


>0333 Forwards "Suppl to Emergency Diesel Generator Auxiliary 
il* Control Wiring & Termination Qualification Rept. " 

C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/15. 
'ON# H. R. Office of Nuclear Reactor Regulation, Director. 17pp. 
9:209. 24 X F i c h ©: 30-000, 84/06/ 1 5, 8406250333. 


>0335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
at Water Pump Design Review. " 

C. L, TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/15. 
'ON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
,5:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


*250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
iter Pump Design Review. " 

Stone & Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

>X Fiche: 30-000, 84/06/15, 8406250335. 


10343 Forwards "Evaluation of Emergency Diesel Generator 
ikshafts at Midland & San Onofre Nuclear Generating 

:ions. " 

C. L TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/15. 
‘ON# H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
3: 169. 24X Fiche: 50-000, 04/06/15, 8406250343. 


>0299 Forwards "Design Review of Connecting Rods of TDI In-Line 
-4© Emergency Diesel Generators. " 

C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/18. 
“ON, H. R Office of Nuclear Reactor Regulation, Director. 2pp. 
, 3 : 238 , 24X Fiche : 50-000, 84/06/18, 8406250299. 


(250349 "Design Review of Connecting Rods of TDI In-Line DSR-48 
lor g ©ney Diesel Generators. " 

Failure Analysis Associates. FAAA-84-3-13 84/06/30. 48pp. 

>115:240 24X Fiche: 50-000, 84/06/10, 8406230299. 


(0331 Forwards "Design Review of Connecting Rod Bearing Shells for 
Enterprise Engine®. " 

C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/22. 
'ON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 

>4: 127, 24 X F i ch ©; 30-000, 84/06/22, 8406260331 . 


(260363 "Design Review of Connecting Rod Bearing Shells for TDI 
itarpr ise Engines, " 

Failure Analysis Associates, F AAA-84-3-1 , 84/03/12. 51pp, 

>154:130. 24X Fiche: 30-000, 84/06/22, 8406260351, 


rolls Forwards "Design Review of TDI R-4 Sc RV-4 Series Emergency 
tel Generator Cylinder Blocks S< Liners, " 

C. L, TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/23. 
*QN, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
, 3 * 273. 24X Fiche; 30-000, 84/06/25, 8406270113. 


ITO 1 36 "Design Review of TDI R-4 it RV-4 Series Emergency Diesel 

lerator Cylinder Blocks Sc Liners." 

Failure Analysis Associates. F AAA-84-3-4, 84/06/30. 79pp. 

1 63: 273. 24X Fiche: 30-000, 84/06/23, 8406270113. 


tring transcripts on son— antitrust matters 


103239 Board Notification 84-120: forward s transcripts of 840426, 
j 9t 24 meetings w/TDI Owners Group re status of program 
i s tab 1 ish diesel generator reliability. 

r NHUT, D. G. Division of Licensing, 84/06/20, PALLADINO 
lisft loners. 3#pp* 25206 : 099. 24X Fiche; 30-000, 84/06/20, 

*220239. 


8406060265 Forwards proposed resolutions to NRC 840405 comments 8c 
questions re Topical Rept UNC-S-8000 (P ) , "United Nuclear 
Corp Portland Cement/Sodium Silicate Radwaste Solidification 
Sys. " W/seven oversize drawings. Aperture cards in PDR. 

DUNN, R. E. United Nuclear Corp. 84/05/16. THOMAS, C. 0. 

Standar d i zation it Special Projects Branch. 26pp. 24668:321. 2 
Fiche: 50-000, 84/03/16, 8406060265. 


8406060176 Forwards drawings for Attachment 2 to independent desig 
review which uere inadvertently omitted from 840531 
submittal. 

HALL, D. P. Illinois Power Co. 84/06/01. KEPPLER, J. G. Region 3 
Office of Director. 3pp. 24661:161. 24X Fiche: 50-461, 84/06/01 

8406060176. 


8406190335 Advises that eight full loop tests to demonstrate step 
loading capability Sc 61 addl HPCS diesel generator tests to 
demonstrate steady state performance will be performed as 
result of 840427 meeting in Bethesda,MD. 

HERBORN, D. I. Illinois Power Co. 84/06/13. SCHWENCER, A. Lic©n 
Branch 2. Ip. 24983:339. 24X Fiche: 50-461, 84/06/13, 8406190335 


8406230465 Notification of 840628 meeting w/util in Bethesda, MD to 
discuss planned approach to IDVCP. 

SIEGEL, B. Licensing Branch 2. 84/06/19. SCHWENCER, A. Licensi 

Branch 2. 3pp. 25128:052. 24X Fiche: 50-461, 84/06/19, 840623046 


8406280190 Forwards DP Hall ltr to JL Milhoun transmitting indepen 
design review protocol. W/o end. 

FOX, C. D. Schiff, Hardin it Waite. 84/06/19. SAMELSON, A. Illin 
State of. Ip. 23180:332. 24X Fiche: 50-461, 84/06/19, 8406280190 


8406280083 Forwards Bechtel 840620 ltr to util re proposed indepen 
design review of HPCS sys Sc Class IE ac power sys Sc util 
840622 response. 

FOX, C. D. Schiff, Hardin Sc Waite. 84/06/22. WILLMAN, P. L. , 
SAMELSON, A. Illinois, State of. 3pp. 23181:024. 24X 

Fich©: 50-461, 84/06/2?, 8406280083. 


8406280122 Forwards proposed agenda for independent design review 
840628 meeting in Bethesda, MD. 

FOX, C. D. Schiff, Hardin Sc Waite. 84/06/22. SAMELSON, A. , 
WILLMAN, P. L. Illinois, State of. 3pp. 23180:333. 24X 

Fiche: 50-461, 84/06/22,8406280122. 


8406290268 Ack receipt of 840606 QA program changes per 10CFR30. 54 
10CFR50. 55. Review Sc evaluation will require more than 60 
days based on current review schedule. 

NORELIUS, C. E. Regions, Office of Director. 84/06/26. 

GERSTNER, W. C. Illinois Power Co. Ip. 25196:001. 24X 

Fiche: 50-461, 84/06/26, 8406290268. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8406040024 Forwards responses to SER Confirmatory Issue 71 (Humphr 
concerns) M tipfj Plans 3, 6, 8 & 21 Sc revised responses to 
Action Plans 2 & 3. 

HERBORN, D. I. Illinois Power Co. 84/05/23. SCHWENCER, A. Licer 
Branch 2. 34pp. 24797:256, 24X Fiche: 50-461, 84/03/25, 840604OC 


8406060277 Provides further confirmation that independent design r 
consifttent w/design description in FSAR, SER Sc supp Is. Summary 
of engineering design control Sc surveillance end. 

HALL, D. P. Illinois Power Co. 84/05/31. KEPPLER, J.G. Region 2 
Office of Director. 20pp. 24657:112, 24X Fiche; 30-461, 04/05/: 

8406060277. 


8406200018 Forwards SSER 3 (NURE0-0853). W/o end. 

SCHWENCER, A. Licensing Branch 2. 84/06/05. HERBORN, D. I. HU 

Power 4pp. 25053:304. 24X Fiche: 50-461, 84/06/05, 840620001 


DOCKETED ITEMS 


Security* medical* emergency St fire protection plans 


>070186 Reconfirms St updates Region III access author i zat i on lists 
>r admitting NRC personnel to f ac i 1 ity . Rec ommends listed 
idividuals be granted unescorted access to vital $< 

‘otected areas. 

(ELSON* W. L. Region 3, Office of Director. 84/06/04. GERSTNER, W. C. 
[llinois Power Co. 7pp. 24747:036. 24X Fiche: 50 - 461 , 84/06/04, 

106070 186. 


Adjudicatory correspondence 


>>150367 Notice forwarding NRC Region III 840531 ltr re independent 
ssign review. Certificate of Svc end. Related 
jrresp ondenc e. 

3X» C. D. Illinois Power Co. FOX* C. D. Schiff* Hardin St Waite. DSB 
36. 84/05/31. 24pp. 24955:208. 24X Fic h e : 50-461, 84/05/31* 

1061 50367. 


>180438 Forwards DP Hall 840531 ltr to JG Keppler re independent 
fsign review. W/o end. Related correspondence. 

3X,C.D. Schiff, Hardin St Waite. FOX, C. D. Illinois Power Co. DSB 
? 0 . 84/06/12. Docketing St Services Branch. Ip. 24978:145. 24X 

iche: 50-461, 84/06/12* 8406180438. 


>270139 Notice of withdrawal of appearance in proceeding. Certificate 
! Svc end. 

[LLMAN. P.L. Ill inois* State of. DSB 905. 84/06/22. 4pp. 

5161:213. 24X F iche: 50-461* 84/06/22* 8406270139. 


[nspection reports, IE Bulletins St correspondence 


5230319 IE Info Notice 84-39. "Inadvertent Isolation of Containment 
iray Sys. " Svc list end. 

JRDAN* E. L. Division of Emergency Preparedness St Engineering 
isponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

irk, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


J240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
itical Facility. " Svc list end. 

JRDAN, E. L. Division of Emergency Preparedness 8< Engineering 
isponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

irk* Inc. 127pp. 24830:103. 24X Fich e: 50-000* B4/05/25, 8405240317. 


1290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
id. 

IRDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

rk. Inc. 122pp. 24879:342. 24X Fiche: 50-000. 84/05/30* 8405290383. 


,010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list end. 
IRDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


070186 Reconfirms St updates Region III access authorization lists 
r admitting NRC personnel to fac i 1 ity. Recommends listed 
dividuals be granted unescorted access to vital & 
otected areas. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. GERSTNER, W. C. 
llinois Power Co. 7pp. 24747:036. 24X Fiche: 50-461 , 84/06/04, 

06070186. 


050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ring Outages Not Covered by Tech Specs. " Svc list end. 

RDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

rk* Inc. 120pp. 25050:124. 24X Fiche: 50-000* 84/06/05* 8406050012. 


050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic Beta 
diation Applicators." Svc list end. 

ACE* J. N. Division of QA* Safeguards St Inspection Programs (Post 
0103). 84/06/07. Consolidated Edison Co. of New York* Inc. 

p p . 25050: 032. 24X Fiche: 50-000* 84/06/07* 8406050350. 


060336 IE Info Notice 84-44, "Environ Qualif ication Testing of 
ckbestos Cables. " Svc list end. 

RDAN, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

rk* Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


8406260093 Forwards IE Insp Rept 50-461/84-15 on 840524-25 S-. noti 
of violation. 

WALKER, R. D. Region 3, Office of Director. 84/06/12. GERSTNER 
Illinois Power Co. 2pp. 25142:200. 24X Fiche: 50-461, 84/06/12 
8406260093. 


--8406260099 Notice of violation from insp on 840524-25. 

WALKER, R. D. Region 3, Office of Director. 84/06/12. Ip. 
25142:202. 24X Fi c h e : 50-461 , 84/06/12, 8406260093. 


— 8406260108 IE Insp Rept 50-461/84-15 on 840524-25. Noncomp 1 iance 
four lugs attached to 12-inch RHR pipe Line 1RH04B not 
impact tested. 

SCHULZ, R. D. , HAWKINS, F. C. Region 3, Office of Director. 84/ 
3pp. 25142:203. 24X Fi c h e : 50-461 , 84/06/ 12, 8406260093. 


8406260322 Forwards IE Insp Rept 50-461/84-13 on 840516-18. No 
noncompliance noted. 

LITTLE, W. S. Region 3, Office of Director. 04/06/12. GERSTNER 
Illinois Power Co. 2pp. 25148:190. 24X Fiche: 50-461, 84/06/12 
8406260322. 


— 8406260327 IE Insp Rept 50-461/84-13 on 840516-18. No noncomplia 
noted. Major areas inspec ted : HVAC contractor implementation 
of revised QA program since lifting of Stop Work Orders 014, 
015 8t 020 & licensee corrective acion re 10CFR50. 55 ( e ) rept. 
KEY, W. J. Region 3, Office of Director. 84/06/12. 8pp. 
25148:192. 24X Fiche: 50-461, 84/06/12, 8406260322. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000* 84/06/ 1 3, 84060 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if ication Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. o 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 84061 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 3k Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000* 84/06/18* 84061 


8406180360 IE Info Notice 84-49. "IGSCC Leading to Steam Generate 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. o 

York* Inc. 118pp. 25535:286. 24X Fi c he : 50-000* 84/06/ 18. 84061 


8406190327 IE Info Notice 84-50, "C lar if i cat i on of Scope of QA Pr 
for Transport Packages Pursuant to 10CFR50* App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 3k Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. o 

York* Inc. 63pp. 25535:041. 24X Fich e: 50-000* 84/06/21 * 84061S 


8406260274 Ac k receipt of revised overinsp program submitted on E 
Program will not be implemented until NRC review complete* 
per 840620 tel con. 

WARWICK* R. F. Region 1, Office of Director. 84/06/22. GERSTNE 
Illinois Power Co. Ip. 25150:039. 24X Fiche: 50-461* 84/06 /2S 

8406260274. 


S. Reportable occurrences* LERs & related correspondence 


8406220238 Interim Deficiency Rept 55-84—01 re coordination of r« 
field change requests (FCRs) & nonconformance repts (NCRs) 
u/design changes. Ini tial 1 y reported on 8401 1 1. Program 
underway to identify design documents affected by FCRs/NCRs. 
HALL, D. P. Illinois Power Co. 84/06/13. KEPPLER, J. G. Region 
Office of Director. 3pp. 25081:327. 24X Fiche: 50-461, 84/06/1 

8406220238. 


8406290300 Final Deficiency Rept 55-82-09 re small bore/instrumer 
piping & conduit support design calculations: Initially 
reported on 820902. Sargent fc Lundy procedures for small 
bore/instrumentation support design corrected & clarified. 

HALL, D. P. Illinois Power Co. 84/06/15. KEPPLER, J. G. Region 
Office of Director. 6pp. 25204:080. 24X Fiche: 50-461 * 84/06/1 


DOCKETED ITEMS 


290298 Interim Deficiency Rept 55-84-02 re matl trac ea b i l i ty . Ut i 1 
aluating need to expand investigation associated w/matl 
aceability issue. Addl 30 days required to complete 
aluat ion. 

LL, D. P. Illinois Pouer Co. 84/06/21. KEPPLER, J Q. Region 3, 
fice of Director. Ip 25204:086. 24X Fiche: 50-461- 84/06/21, 

06290298. 


ET 50-462 CLINTON POWER STATION, UNIT 2 

pp 1 ication/c onstruct ion stage documents S>. correspondence 


8406110026 Trip rept of seismic qual if ication review 
site audits on 831205-09. 

LEt. A Equipment Qualification Branch. 84/05/17. 
Equipment Qua 1 i f i cat i on Branch. 6pp. 24896:164. 
Fiche: 50-000, 84/05/17, 84061 10026. 


team (SQRT) 

NOONAN, V. S. 
24 X 


8406070354 Requests confirmation that data in £>40312 ltr re exper 
of operating crew personnel correct. "Industry Evaluation of 
Operating Shift Experience Requirements" & "Nuclear Plant 
Shift Experiences" end. 

EISFNHUT, D. G. Division of Licensing 84/05/25. KOESTER, G. L. 
Kansas Gas & Electric Co. 4pp. 24854: 191. 24X 

Fiche: 50-482, 84/05/25, 8406070354. 


060265 Forwards proposed resolutions to NRC 840405 comments St 
estions re Topical Rept UNC-S-8000 (P ) , "United Nuclear 
rp Portland Cement /Sod i um Silicate Radwaste Solidification 
s. " W/seven oversize drawings. Aperture cards in PDR. 

MN, R. E. United Nuclear Corp. 84/05/16. THOMAS, C. 0. 

andar d i zat ion & Special Projects Branch. 26pp. 24668:321. 24X 

che: 50-000, 84/05/16, 8406060265. 


8406040197 Forwards addl responses to 840507 & 14 requests for ad 
info re Tech Specs on DNB. Responses incorporate decisions 
reached at 840530 meeting ui/NRC. 

PETPICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/05/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 5pp. 24795:234. 24X Fiche: 50-000, 84/05/31, 84060401 


ecurity, medical, emergency V. fire protection plans 


570186 Reconfirms St updates Region III access author i zat i on lists 
r admitting NRC personnel to f ac i 1 i ty . Rec ommends listed 
lividuals be granted unescorted access to vital St 
atected areas. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. GERSTNER, W. C. 
llinois Power Co. 7pp. 24747:036. 24X Fiche: 50-461 , 84/06/04, 

36070186. 


ispection reports, IE Bulletins & correspondence 


370186 Reconfirms St updates Region III access aut hor i zat i on lists 
' admitting NRC personnel to f ac i 1 it y . Rec ommend s listed 
Jividuals be granted unescorted access to vital & 
atected areas. 

ELSON, W. L. Region 3, Office of Director. 84/06/04. GERSTNER, W. C. 
Llinois Power Co. 7pp. 24747:036. 24X Fi ch e : 50-461 , 84 /06/04, 

36070186. 


8406070230 Requests exemption from provisions authorizing utiliza 
of alternative pipe break criteria employed in resolution 
of Generic Issue A-2, "Asymmetric Blowdown Loads on PWR 
Primary Sys. " 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/05/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24744:260. 24X Fiche: 50-000, 84/05/31, 84060702: 


— 8406070234 Requests withholding proprietary info re power plant 
licensing or rulemaking proceed ings, (ref 10CFR2. 790). 

Affidavit end. 

WIESEMANN, R. A. Westing house Electric Corp. 84/03/02. DENTOI 
Office of Nuclear Reactor Regulation, Director. 6pp. 24744 
24X Fiche: 50-000, 84/05/31 , 8406070230. 


- - 8406070239 Nonproprietary "Technical Bases for Eliminating Larg 
Primary Loop Pipe Ruptures as Structural Design Basis for 
Callaway St Wolf Creek Plants." 

MA, W. K. , SWAliy, S. A. , CHIR IGOS, J. N. Westinghouse Electric Cor 
WCAP— 10501. 84/02/29. 30pp. 24744:272. 24X 

Fiche: 50-000, 84/05/31, 8406070230. 


•T STN-50-470 CESSAR SYSTEM 80 


ip 1 ication/construc tion stage documents St correspondence 


>10276 Informs that info re operability of shutdown cooling sys 
.ief valves in CESSAR design will be provided by Aug 1984 
in resolution of CO Thomas 840424 concerns. 

J£RER,A. E. Combustion Engineering, Inc. 84/05/25. EISENHUT , D. G. 
'i s ion of Licensing. Ip. 24753:178. 24X Fi c h e : 50-470, 84/05/25, 

>6010276. 


ispection reports, IE Bulletins St correspondence 


>50070 Forwards IE Exam Rept 50-470/84-05 on 840123-25. 

^ROSTECKI , R. Division of Project k Resident Programs. 84/03/26. 
(ERER, A. E. Combustion Engineering, Inc. 2pp. 24839:293. 24X 

:he: 50-470 , 84/03/26, 8406050070. 


>6050076 IE Exam Rept 50-470/84-05 on 840123-25. Nine written exams St 
line oral /simulator exams admin istered . Five candidates 
lassed exams. 

>UDLEY, N. F. , KELI.EK,R. Region 1, Office of Director. 84/03/20. 
kip p. 24839:295. 24X Fiche: 50-470, 84/03/26, 8406050070. 


lerator Examinations 


>50070 Forwards IE Exam Rept 50-470/84-05 on 840123-25. 

^ROSTECKI , R. Division of Project St Resident Programs. 84/03/26. 
^REft,A.E. Combustion Engineering, Inc. 2pp. 24839:293. 24X 

: h e : 50-470, 84/03/26, 8406050070. 


>6050076 IE Exam Rept 50-470/84-05 on 840123-25. Nine written exams St 
line oral/simulator exams administered. Five candidates 
lassed exams. 

>UDLEY, N. F, , KElLERi R. Region 1, Office of Director. 84/03/20. 

Upp. 24839:295. 24X Fiche: 50-470, 84/03/26, 8406050070. 


IT S IN— 50—482 WOLF CREEK GENERATING STATION 


i p 1 i ca t i on/c ons true t i on stage documents St correspondence 


.20632 FO I A request for documents re Kansas Gas St Electric 830912 
»ld Work Agreement" to stop testing by constructor. 

IP HENS, S. Nuclear Awareness Network. 84/04/27, 


8406120633 Further response to FOIA request for documents re Kans 
Cas St Electric 830912 "Hold Work Agreement. " Search revealed 
no addl documents. 

FELTON, J. M. Division of Rules and Records. 84/06/01. STEPHEN 
Nuclear Awareness Network. Ip. 24915:269. 24X 

Fiche: 50-482, 84/06/01, 8406120633. 


8406260499 Forwards NRC 840530,25,09 St 0406 memos describing 
integration of activities for plants w/near-term licensing 
a c t ivi t i es. Br i ef ing on integrated schedules expected by 
840618. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINO Commis sioners. Ip. 25157:324. 24X 

Fiche: 50-000, 04/06/01, 8406260489. 


— 8406260505 Assigns project managers to develop integrated sched 
action on plants w/near-term licensing ac t i vi ty . Dir ec t or s 
requested to assemble list of remaining activities St 
identify mgt contact. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/30. DEYOUNG, R. C. Director's Office, Office of Inspect 
and Enforcement. 2pp. 25157:325. 24X Fiche: 50-000, 84/06/01 

8406260489. 


— 8406020439 Outlines course of action decided upon re plants w/n 
licensing activity, per 840517-18 mgt meetings, inc luding 
integrated scheduled of NRC activities to be developed by 
840618 identifying expected completion dates. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/25. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 25157:327. 24X Fiche: 50-000, 84/06/01, 840626 


— 8406260518 Discusses outstanding regulatory issues for near-ter 
reviews. Recommendat ions for assignment of project managers & 
completion of licensing review effort provided. W/o ends. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fiche: 50-000, 84/06/01 , 

8406260489. 


8406250111 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meeting. Cancel lation due to resignation of NRC 
engineering special ist. Continued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. CARLIN, J. Kansas, £ 
of. 2 pp. 25139:329. 24X Fiche; 50-482, 84/06/04, 840625011 1. 


Office of 


DOCKETED ITEMS 


*•06250117 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meet ing . Cane e 1 lat i on due to resignation of NRC 
engineering spec ia 1 ist. Con t i nued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. SLATTERY* J. House of 
Rep. 2pp. 25139:335. 24X Fiche: 50-482* 84/06/04, 84062501 11. 


»06250123 Objects to cancellation of NRC Caseload Forecast Panel insp. 
Expresses concern re discrepancy between NRC & licensee 
estimates for commercial operat i on. Need for independent 
review stressed. Rescheduling of insp urged. 

CARLIN* J. Kansas* State of. 84/04/13. PALLADINQ* N. J. 

Commissioners. 2pp. 25139:343. 24X Fi ch e : 50-482* 84/06/04. 

8406250111. 


6120110 Forwards updated fuel load forecast info, per 840524 
commitment. Pro jected schedule for completion of current 
BSign activities provided. 

3ESTER, G. L. Kansas Gas & Electric Co. 84/06/06. DENTON, H. R. 
ffice of Nuclear Reactor Regulation. Director. COLLINS* J. T. Region 
, Office of Director. 44pp. 24893:043. 24X Fi ch e: 50-492* 84/06/06, 

4061201 10. 


6200230 Requests audit repts supporting conclusion that design 
rocess for plant properly implemented. Independent design 
srification program unnecessary pending satisfactory review 
F info. Preliminary evaluation end. 

ISENHUT , D. G. Division of Licensing. 84/06/07. KOESTER* G. L. 
ansas Gas & Electric Co. 3pp. 25051:329. 24X 

iche: 50-482, 84/06/07, 8406200230. 


406200232 Evaluation of util 840309 response to NRC 840104 request for 
addl info re const design process. Addl info required re work 
performed by Sargent tt Lundy. 

* NRC - No Detailed Affiliation Given. 84/06/07. 10pp. 

25051:332. 24X Fiche : 50-462, 84/06/07, 8406200230. 


6210379 Amend to 800219 application for OL* revising term of OL to 
3 yrs commencing from CP issuance da te. Org ani za t i ana 1 
fcructures updated. Justification pr ovi ded . Or gan i zat iona 1 
ifo end. 

3ESTER, G. L. Kansas Gas & Electric Co. 84/06/18. DENTON* H. R. 
Ffice of Nuclear Reactor Regulation* Director. 4pp. 25054:315. 

4X Fiche: 50-482, 84/06/18, 8406210379. 


b250258 Informs of const completion/fuel load schedule rev. Projected 
jel load predicted during Nov-Dec 1984. Updated schedule 
ill be forwarded twice monthly per request. 

3ESTER, G. L. Kansas Gas h. Electric Co. 84/06/19. DENTON* H. R. 

Ffice of Nuclear Reactor Regulation, Director. 2pp. 25118:360. 

*X Fiche: 50-482* 84/06/19, 8406250258. 


b220093 BoaTd Notification 84-104: d iscusses Westinghouse ECCS 
:tuation logic review. Current Westinghouse logic of ECCS 
rtuation on low pressurizer pressure affords greatest 
'otection against TliI-2 type events. 

[SENHUT* D. G. Division of Licensing. 84/06/20. PALLADINO 
mmiss i oners. 6pp. 25159:272- 24X Fich e : 50-000* 84/06/20, 

*06220093. 


■>260222 Informs of review of proposed Revs 6, 7 & 8 to QA program, 
svs meet criteria of 10CFR50,App B & acceptable. 

JHNSGN, E. H. Region 4* Office of Director. 84/06/20. SE IKEN, S. J. 
;andardized Nuclear Unit Power Plant System. 2pp. 25150:243. 24X 

Lche: 50-000* 84/06/20, 8406260222. 


,260068 Forwards revised core damage assessment procedure & addl 
lfo re capability of post-acc ident sampling sys to perform 
i postulated post-acc ident environ per NUREG-0737* Item 

[. B. 3. 

ITRICK* N. A. Standardized Nuclear Unit Power Plant System. 
*/06/21. DENTON* H. R. Office of Nuclear Reactor Regulation, 
irector. 8pp. 25142:157. 24X Fi che : 50-000* 84/06/21 * 8406260068. 


*06260071 Rev 1 to Engineering Departmental Procedure EDP-ZZ-00005, 
"Assessing Core Damage. " 

BRYANT* K. R. Standardized Nuclear Unit Power Plant System. 

84/05/16. 35pp. 25142:165. 24X Fiche: 50-000, 84/06/21, 8406260068. 


>260218 Informs that preparations ongoing for preoperational static 
dynamic load testing of polar crane. Movement of test load 
.11 be limited to reactor vessel head removal/installation 
■ea to alleviate safety concerns. 

ic-QTtro . o . l. Kansas Gas & Electric Co. 84/06/21. DENTON* H. R. 

Nuclear Reactor Regulation* Director. 3pp. 25150:266. 
50-492* 84/06/21* 8406260218. 


— 8406260411 Rev O to Procedure ADM 02-012* "Shift Consultant Dut 
Responsibi lities. " 

CADE. R B Kansas Gas i: Electric Co. 84/06/05. 16pp. 25152 

24X Fiche: 50-482, 84/06/21* 8406260403. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406200287 Forwards request for addl info re steam generator tube 
rupture event* per SSEK 3. Response required within 90 days of 
ltr receipt. 

YOUNGBLOOD* B. J. Licensing Branch 1. 84/06/12. SCHNELL* D. F. I 

Electric Co. KOESTER* 0. L. Kansas Gas i>. Electric Co. 6pp. 
25051:203. 24X Fi c he : 50-000, 84/06/ 1 2, 8406200287 


F. Security, medical, emergency & fire protection plans 


8406120543 Requests s ubmi ss i on , wi t h i n 30 days, of revised physical 
security plan showing changes that provide for intrusion 
detection at north, east 8*. south boundaries of essential sve 
water sys pumphouse. 

YOUNGBLOOD, B J. Licensing Branch 1. 84/06/04. KOESTER* G. L. I 

Gas & Electric Co. 3pp. 24897:292. 24X Fi c h e : 50-482, 84/06/04, 

8406120543. 


8406200519 Forwards results of pre imp 1 ementat i on audit of detailei 
control room design review. Requirements of NUREG-0737, 

Suppl 1 met*except for task analysis & coordination w/other 
improvement programs. Rep 1 y requested by 840629. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/05. SCHNELL* D. F. t 

Electric Co. KOESTER, G. L. Kansas Gas & Electric Co, 25pp. 
25069:038. 24X Fic h e : 50-000, 84/06/05, 8406200519 


8406190132 Requests confirmation of receipt of copies of Rev 3 to 
physical security plan forwarded on 840508. Separate receipt 
forms end 

KOESTER, G. L. Kansas Gas & Electric Co. 84/06/14. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 24980:03! 
24X Fiche: 50-482, 84/06/14, 8406190132 


G. Adjudicatory correspondence 


8406060399 Requests explanation of why facility should operate in 
of unresolved Generic Safety Issue A-46 re seismic 
qua 1 if i cati on of equipment. Explanation should include 
present status of generic studies. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 507. 
84/06/05. KARMAN, M. Hearing Branch 1. Ip. 24666:311. 24X 
Fiche: 50-482, 84/06/05, 8406060399. 


8406220187 Forwards affidavits of TY Chang & AJ Lee explaining sts 
position on unresolved Generic Safety Issue A-46 & measures 
which uill be taken prior to fuel load per ASLB B40605 
request. Related correspondence. 

KARMAN, K. Hearing Branch 1. DSB 813. 84/06/14. WOLFE, S. J. , 

ANDERSON, G. C . , PAXTON, H. C. Atomic Safety and Licensing Board P*e 
lp. 25082:041. 24X Fi ch e : 50-482, 84/06/ 1 4, 8406220187. 


— 8406220188 Affidavit of TY Chang explaining staff position on 
unresolved Generic Safety Issue A-46 measures taken prior 
to fuel load. Prof qua 1 i f i c a t ions end. 

CHANG, T. Y. Generic Issues Branch. 84/06/13. 3pp, 25082:042 
24X Fiche: 50-482, 84/06/14, 8406220187. 


— 8406220190 Affidavit of AJ Lee explaining staff position on unrs 
Ceneric Safety Issue A-46 & measures taken prior to fuel 
load. Prof qualif icati ons end. 

LEE, A. J. Equipment Qualification Branch. 84/06/13, 4pp. 
25082:045. 24X Fiche : 50-482, 84/06/14, 8406220187. 


8406190226 Answer opposing Kansans for Sensible Energy 840222 moti 
to have status as intervenor & financial qualifications 
contention reinstated. Certif icate of Svc end. 

SILBERO, J. E. Kansas Gas & Electric Co. SILBERG* J. E. Shaw, Pit 
Potts & Trowbridge. DSB 719. 84/06/15. Atomic Safety and 

Licensing Board Panel. 9pp, 24989:274. 24X Fich e : 50-482, 84/0* 

8406190226. 


8406220140 Response opposing Kansans for Sensible Energy motion ss 
reinstatement of status as intervenor & financial 
qual i f i cati ons contention. Commission policy statement 
requires motion be denied . Cert if icate of Svc end, 

KARIIAN, M. Hearing Branch 1. DSB 803, 84/06/15. Atomic Safa 

and Licensing Appeal Panel. 4pp. 25088:156. 24X 

Fiche: 50-482, 84/06/15, 8406220140. 


srwards addl info re shift consultant program*per util 
to augment operating shifts for first yr of 
in response to DG Eisenhut 840525 ltr. 


■>250330 Agrees w/NRC 840614 filing re ac c ep tab i 1 i ty of plant 
leration & comments on Unresolved Safety Issue A-46 
incerning seismic qualification A-46 inapplicable to plant, 
slated correspondence. 

[LBERO.J E. Shaw, Pittman/ Potts & Trowbridge. SILBERG, J. E. 
msas Gas & Electric Co. DSB 843. 84/06/21. WOLFE, S. J. . 

4CERS0N, G. C. , PAXTON, H. C. Atomic Safety and Licensing Board Panel 
>p. 25136:343. 24X Fi c h e : 50-482, 84/06/21 , 8406250380. 


>250331 Forwards util 840619 ltr re revised const completion/fuel 
>ad schedule. Svc list end. Related correspondence. 

'LBERC,J. E. Shaw, Pittman, Potts it Trowbridge. SILBERG, J. E. 
msas Gas S: Electric Co. DSB 842. 84/06/21. WOLFE, S. J. , 

JDERSON, G. C. , PAXTON, H. C. Atomic Safety and Licensing Board Panel 
ip. 25136:332. 24X Fi c h e : 50-482, 84/06/21 , 8406250381 . 


>270119 Proposed corrections to transcript of evidentiary hearings. 
LBERG, J. E. Kansas Gas & Electric Co. SILBERG, J. E. Shaw, Pittman, 

itts it Trowbridge. DSB 893. 84/06/25. 24pp. 25160:221. 24X 

che: 50-482, 84/06/25, 8406270119. 


>290031 Order reopening record to admit three listed exh ibits. Served 
i 840628. 

(LFE. S. J. Atomic Safety and Licensing Board Panel. DSB 928. 
f/06/27. 2pp. 25197:181. 24X Fi che: 50-482, 84/06/27, 8406290081. 


General correspondence 


>250193 Forwards oversize milestone schedule, per 840619 commitment, 
hedule will be updated twice month ly . Aperture card 
■ailable in PDR. 

(ESTER, G. L. Kansas Gas S< Electric Co. 84/06/21. DENTON, H. R. 
l f ice of Nuclear Reactor Regulation, Director. 2pp. 25139; 132. 

>X Fiche: 50-482, 84/06/21, 8406250193. 


Itility Final Safety Analysis Report < FSAR ) & amends 


>290292 Forwards Rev 15 to FSAR. Rev includes only changes consistent 
basis for issuance of Callaway license. 

TRICK, N. A. Standardized Nuclear Unit Power Plant System. 

• /06/26. DENTON, H. R. Office of Nuclear Reactor Regulation, 
rector. 3pp. 25201:047. 24X Fiche: 50-000, 84/06/26, 8406290292. 


06290293 Rev 15 to FSAR. 

*■ Standardized Nuclear Unit Power Plant System. 84/06/30. 
1 , OOOp p . 25201 : 050. 24X Fiche: 50-000, 84/06/26, 8406290292. 


nspection reports, IE Bulletins Sc correspondence 


>150020 Forwards Investigation Rept 50-482/83-18 on 821130-830114 
notice of violation. 

[IDLE, W. C. Region 4, Office of Director. 83/06/23. KOESTER, G. L. 
msas Gas it Electric Co. 2pp. 24944:291. 24X 

che: 50-482, 83/06/23, 8406150020. 


•06150027 Notice of violation from investigation on 821130-830114. 
* Region 4, Office of Director. 83/06/23. Ip. 24944:293. 24X 
Fiche: 50-482, 83/06/23, 8406150020. 


•06150034 Investigation Rept 4-82-018 on 821 130-8301 14. Vi olation 
noted: substitution of untraceable, nonquality scrap matl by 
foreman for original saf ety-re lated matl in pipe hanger. 

GRIFFIN, H. B. , HERR, R. K. , WARD, W. J. Office of Investigation. 
83/05/23. 2pp. 24944:294. 24X Fiche: 50-482, 83/06/23, 8406150020. 


>210535 Forwards IE Insp Rept 50-482/84-07 on 840301-31. No 
olations or deviations identified. 

IliNSON, E. H. Region 4, Office of Director. 84/04/12. KOESTER, G. L. 
msas Gas Sc Electric Co. 2pp. 25089:233. 24X 

che: 50-482, 84/04/12, 8406210535. 


•06210536 IE Insp Rept 50-482/84-07 on 840301-31. No violations or 
deviations identified . Major areas inspected : review of 
procedures, closeout of const deficiency repts, fol lowup of 
insp findings Sc followup of allegations. 

SCHUM, W. S. , JOHNSON, W. D. Region 4, Office of Director. 84/04/C 
6pp. 25089:235. 24X Fiche- 50-482, 84/04/12, 8406210535. 


>210066 FQI A request for all Ofc of Investigation (01) 
ivest i gations, comp leted & ongoing, 01 auditor repts St sys 
irnover, complete Sc ongoing. 

!OSIUS, E. Nuclear Awareness Network. 84/04/13. Office of 
ministration. 2pp. 25091:093. 24X Fiche: 50-482. 84/04/13, 

•06210066. 


,010346 Forwards IE Insp Rept 50-482/84-08 on 840409-13 it notice 
1 violation. 

(HNSON, E. H. Region 4, Office of Director. 84/05/04. KOESTER, G. L. 

». m -r-*--*. i r r~ „ 2 AX 


— 8406010361 Notice of violation from insp on 840409-13. 

* Region 4, Office of Director. 84/05/04. 2pp. 24752:083. 
Fiche: 50-482, 84/05/04, 8406010346. 


- -8406010366 IE Insp Rept 50-482/84-08 on 840409-13. Noncomp 1 iance 
noted: failure to properly review records, fa i 1 ure to identify 
nonconformances at turnover Sc failure to update sys 
discrepancy list log fallowing closeout of nonconformances. 
MCNEILL, W. , BENNETT , W. R. , SKOW, M. Region 4, Office of Direct 
84/05/01. 2pp. 24752:085. 24X Fiche: 50-482, 84/05/04, 84060K 


8406210516 Forwards IE Insp Rept 50-482/84-09 on 840401-28 8c notii 
of violation. 

JOHNSON, E H. Region 4, Office of Director. 84/05/16. KOESTER. 
Kansas Gas Sc Electric Co. 2pp. 25089:208. 24X 

Fiche- 50-482. 84/05/16. 8406210516. 


— 8406210519 Notice of violation from insp on 840401-28. 

* Region 4, Office of Director. 84/05/16. Ip. 25089:210. 
Fiche; 50-482, 84/05/16, 8406210516. 


— 8406210521 IE Insp Rept 50-482/84-09 on 840401-28. Noncomp 1 iance 
noted : failure to control activities affecting quality. 

SCHUM, W. S. , WHITNEY, L. , JOHNSON, W. D. Region 4, Office of Din 
84/05/11. 4pp. 25089:211. 24X Fiche : 50-482, 84/05/16, 84062: 


8406210076 Partial response to FOIA request for all Ofc of 
Investigation (01) investigations, completed it ongoing, 01 
auditor repts Sc sys turnover, comp lete Sc ongoing. App A 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/23. BROSIUS, 
Nuclear Awareness Network. 2pp. 25091:095. 24X 

Fiche: 50-482, 84/05/23, 8406210076. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contaii 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. o- 

York. Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 84052: 


8403240317 IE Info Notice 83-66. Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. oi 

York, Inc. 127pp. 24880:103. 24X Fiche: 50-000, 04/05/25, 84032* 


8403290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc 1 i i 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/03/30. Consolidated Edison Co. oi 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000. 84/05/30, 84032' 


8406220016 Forwards IE Investigation Rept 30-482/84-14 on 831201- 
840218. No violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/05/30. KOESTER, 
Kansas Gas Sc Electric Co. 2pp. 25126:324. 24X 

Fiche: 50-482, 84/03/30, 8406220016. 


— 8406220017 IE Investigation Rept 30-482/84-14 on 831201-840218.1 
violations noted. Major areas investigated : al legations re 
intimidation of Daniel Inti mechanical QC inspectors. 

GRIFFIN, H. B. , HERR, R. K. , WARD, W. J. Office of Investigation. 
83/09/08. 3pp. 23126:326. 24X Fiche : 50-482, 84/03/30, 840622< 

8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list i 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. oi 

York, Inc. 100pp. 25050:244, 24X Fiche: 30-000, 84/06/01, 84060: 


8406030012 IE Info Notice 84-42, "Equipment Availability for Cond: 
During Outages Not Covered by Tech Specs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/05, Consolidated Edison Co. oi 

York* Inc. 120pp. 23050:124. 24X Fiche: 30-000, 84/06/03, 84060! 


8406050350 IE Info Notice 84-43, "Storage S. Handling of Opthalmic 
Radiation Applicators. " Svc list end. 

2RACE, J, N. Division of QA, Safeguards Sc Inspection Programs (P< 
330103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

?2p p. 25030: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


_ .06060336 IE Info Notice 84-44, "Environ Qualification Testing oi 
Rockbestos Cables. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. oi 

York* Inc, 120p p . 25049 : 273. 24X Fiche : 50-000, 84/06/08, 84060< 
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DOCKETED ITEMS 


406090176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 123pp. 25049:001. 24X Fi c h e : 50-000. 84/06/ 1 1 , 8406080176. 


406080173 IE Info Notice 84-46. "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York. Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 8406080173. 


406220225 Forwards IE Insp Rept 50-482/84-10 on 840514-15. No 
violations noted. 

JOHNSON. E. H. Region 4. Office of Director. 84/06/13. KOESTER. G L. 

Kansas Gas it Electric Co. 2pp. 25081:305. 24X 

Fiche: 50-482, 84/06/13, 8406220225. 


-8406220231 IE Insp Rept 50-482/84-10 on 840514-18. No violations noted. 
Major areas inspected : radwaste program, transportation 
activities, organization, training, liquid waste sys, gaseous 
waste sys, solid waste sys & onsite storage facilities. 

BAER, R.E. , MURRAY, B. , JOHNSON, W. D. Region 4, Office of Director. 
84/06/13. 11pp. 25091:307. 24X Fi c h e : 50-482, 84/06/ 13, 8406220225. 


406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness l: Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 15, 840613031 5. 


406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi c he : 50-000, 84/06/ 18, 8406180353. 


406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. U8pp. 25535:286. 24X Fi c he : 50-000, 84/06/ 18, 8406180360. 


406190327 IE Info Notice 84-50, "Clar if ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fic he: 50-000, 84/06/21, 840619032 7. 


Reportable occurrences, LERs it. related correspondence 


401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams it list of affected plants encl. 

RAH£, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Directors Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


k06120411 Part 21 rept re defective workmanship of matl.Region IV 
advised of conditions in Daniel Inti Corp 831230 ltr. Samples 
requested it will be inspected by AISC representative or 
prof engineering firm. 

WISE, C.R. Northwestern Steel & Wire Co. 84/05/15. TAMBLE, T. 
Region 3, Office of Director. Ip. 24892:334. 24X 

Fiche: 50-482, 84/05/15, 8406120411. 


1-06050486 Final Deficiency it Part 21 Repts U-64 re Limitorque operator 
motor pinion/uorm shaft clutch gear failure. Initially 
reported on 831017. Caused by improperly installed motor 
pinion gears. Gear failures may also impact Wolf Creek. 

SCHNELL, D. F, Union Electric Co. 84/05/17. KEPPLER, J. G. Region 3, 
Office of Director. 6pp. 24842:099. 24X Fiche: 50-000, 84/05/17, 

8406050486. 


1^06050263 Interim deficiency rept re internal shorts of Barton 752 
transmitters. Initial ly reported on 840424. Util it 
Westinghouse pursuing solution w/vendor. 

KOESTER, G. Kansas Gas it Electric Co. 84/05/23. JOHNSON, E. H. 
Region 4, Office of Director. Ip. 24840:264. 24X 

Fiche: 50-482, 84/05/23, 8406050263. 


8406050355 Interim deficiency rept re discrepancy in temp elem 
reactor vessel level instrumentation sys. Initially reported 
on 840427. Startup field rept issued to resolve discrepancy. 
KCESTER , G L Kansas Gas it Electric Co. 84/05/25. JOHNSON, 
Region 4, Office of Director. Ip 24843:280. 24X 

Fiche: 50-482, 84/05/25, 8406050355 


8406030148 Interim Significant Deficiency Rept SDR 84-04 re Li 
SB-2-80 actuators susc ep tab i 1 i ty to gear damage. Initially 
reported on 840419. Actuators to be replaced w/fully 
qualified SB-1-60 actuators. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 

KEPPLER, J. G. Region 3, Office of Director. COLLINS, J. T. 
Office of Director. 2pp. 24859:157. 24X F i c h e : 50-000, 84/0 

8406080148. 


8406110120 Interim deficiency rept re standby diesel generator 
bank turbocharger bearing failure. Initially reported on 
840504. Loose lock out identified as possible cause of 
failure. 

KOESTER, G. L. Kansas Gas & Electric Co. 84/06/01. JOHNSON, 
Region 4, Office of Director. Ip. 24872:120. 24X 

Fiche: 50-482, 84/06/01, 8406110120. 


8406200063 Responds to 840406 request for info re design defic 
Valves affected by deficiency are electrically operated 
valves installed on piping sys used for monitoring & 
sampling purposes. 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/06/05. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


— 8406200066 Requests info re licensing of facility in light o 
info rept for wk ending 840330 confirming that Bechtel Pow 
Corp notified NRC that certain cables at facility apparent 
defective. 

OLICKMAN, D. House of Rep. 84/04/06. PALLADINQ, N. J. 
Commissioners. 5pp. 25053:279. 24X Fiche: 50-000, 84/06/0 

8406200063. 


8406180351 Forwards interim status rept for May 1984 on 10CFR5 
Part 21 open items. 

KOESTER, G. Kansas Gas It Electric Co. 84/06/08. JOHNSON, E. 
Region 4, Office of Director. 15pp. 24967:167. 24X 

Fiche: 50-482, 84/06/08, 8406180351. 


8406210035 Interim deficiency rept re safety injection accumul 
Initially reported on 840319. Defic iency rept withdrawn due 
to deviation not affecting integrity of function of tanks. 
KOESTER, G. L. Kansas Gas i>. Electric Co. 84/06/15. JOHNSON, 
Region 4, Office of Director. Ip. 25058:013. 24X 

Fiche: 50-482, 84/06/15, 8406210035. 


8406210038 Potential deficiency rept re mechanical termination 
1 ugs. In it ia 1 ly reported on 831 1 18. Revi ew of specs insured 
that mechanical or compression type cable termination lugs 
acceptable, Item not reportabla per 10CFR50. 55(e). 

KOESTER, G. L. Kansas Gas it Electric Co. 84/06/15. JOHNSON, 
Region 4, Office of Director. Ip. 25057:120. 24X 

Fiche: 50-482,84/06/15, 8406210088. 


8406280052 Supplemental final deficiency rept re coatings in r 
bldg. Certain premanufactured pipe support components 
recoated w/DBA qualified coating sys.Touchup coating sys 
test results indicate favorable performance. 

KOESTER, G. L. Kansas Gas it Electric Co. 84/06/20. JOHNSON, 
Region 4, Office of Director. 2pp. 25193:289. 24X 

Fiche: 50-482, 84/06/20, 8406280052. 


U. Congress ional/Executive Correspondence 


8406250111 Responds to 840413 ltr re cancellation of NRC easel 
forecast meeting. Cancellation due to resignation of NRC 
engineering sp ec ial i s t. Cont i nu ed support for Caseload 
Forecast Panel urged 

PALLADINO, N. J. Commissioners. 84/06/04. CARLIN, J. Kansas 
of. 2pp. 25139:329. 24X Fi c he : 50-482, 84/06/04, 84062501 1 1. 


— 8406250114 Responds to 840413 ltr re cancellation of NRC cas 
forecast meet ing. Cancel lat ion due to resignation of NRC 
engineering special ist. Continued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. GLICKMAN, D. Ho 
Rep. 2pp. 25139:331. 24X Fiche: 50-482, 84/06/04, 84062501 


DOCKETED ITEMS 


<106250118 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meet ing. Cane e 1 la t i on due to resignation of NRC 
engineering spec ia 1 i st. Con t inued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. WHITTAKER, B. House of 
Rep. 2pp. 25139:337. 24X Fi c h e : 50-482, 84/06/04, 8406250 1 1 1 . 


406250119 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meet ing . Cane e 1 lat i on due to resignation of NRC 
engineering sp ec ia 1 ist. Con t inued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. DOLE, B. Senate. 2pp. 
25139:339. 24X Fi che: 50-482, 84/06/04, 84062501 1 1 . 


406250121 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meeting. Cancel lation due to resignation of NRC 
engineering spec ia 1 i st. Continued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. KASSEBAUM, N. L. Senate. 
2pp. 25139:341. 24X Fi c h e : 50-482, 84/06/04, 84062501 1 1 . 


406250130 Expresses concern re cancellation of caseload forecast visit 
& possible effect on Kansas Corp Commission rate case. 

Rescheduling of insp urged. 

KASSEBAUM, N. L. , DOLE, B Senate. 84/04/16. PALLADINO, N. J. 
Commissioners. Ip. 25139:345. 24X Fiche: 50-482, 84/06/04, 

8406250111. 


6200063 Responds to 840406 request for info re design deficiency, 
alves affected by deficiency are electrically operated 
alves installed on piping sys used for monitoring i>. 
ampling purposes. 

IRCKS, W. J. Office of the Executive Director for Operations. 
4/06/05. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

iche: 50-000, 84/06/05, 8406200063. 


406200066 Requests info re licensing of facility in light of weekly 
info rept for uk ending 840330 confirming that Bechtel Power 
Corp notified NRC that certain cables at facility apparently 
defective. 

GLICKMAN, D. House of Rep. 84/04/06. PALLADINO, N. J. , OILINSKV, V. , 
ROBERTS, T. M. Commissioners. 5pp. 25053:279. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


Operator Examinations 


6260403 Forwards addl info re shift consultant program, per util 
ommitnent to augment operating shifts for first yr of 
peration, in response to DG Eisenhut 840525 ltr. 

□ESTER, G. L. Kansas Gas & Electric Co. 84/06/21. DENTON, H. R. 
ffice of Nuclear Reactor Regulation, Director. 18pp. 25152:003. 

4X Fiche: 50-482,84/06/21,8406260403. 


406260411 Rev 0 to Procedure ADM 02-012, "Shift Consultant Duties it 
Responsibilities. " 

CADE, R. B. Kansas Gas it Electric Co. 84/06/05. 16pp. 25152:021. 

24X Fiche: 50-482, 84/06/21, 8406260403. 


KET STN-50-483 CALLAWAY PLANT, UNIT 1 


Application/construction stage documents it correspondence 


6070116 FOI A request for all documents re four items. Items include 
ecisinn re design verification activities, per DG Eisenhut 
40104 ItT, IE Rept 78-04 it basis of JG Keppler 781102 
onclusions concerning uelder qual if ications. 

ARDE, B.P. Government Accountability Project. 84/03/15. Office 

f Administration. 2pp. 24850:019. 24X Fiche: 50-483, 84/03/1 5, 

406070116. 


6070118 Further response to FOIA request for all documents re four 
terns. Names & positions of confidential sources deleted from 
E Insp Rept 50-483/78-04, per FOIA Exemption 7D. App A 
ocuments in PDR. 

ELTON, J. M. Division of Rules and Records. 84/04/24. GARDE, B.P, 
overnment Accountability Project. 4pp. 24850:021. 24X 

iche: 50-483, 84/04/24, 8406070118. 


406070123 Summary of 830912 14 caseload forecast meeting it site 

visit to assess const completion schedule. Plant will be 
slightly less than 100% complete at fuel load due to 
incomplete NUREC-0737 items. 

HOLONICH, J. J. Licensing Branch 1. 84/04/24. Licensing Branch 


8406110026 Trip rept of seismic qual if icat ion review team (SORT) 
site audits on 831205-09. 

LEE, A. Equipment Qualification Branch. 84/05/17. NOONAN, V. E 
Equipment Qual if i cat i on Branch. 6pp. 24896:164. 24X 

Fiche: 50-000, 84/05/17, 8406110026. 


8406010256 Confirms 840613 meeting w/util re plant status it opeT 
considerations during early stages of operation. 

KEPPLER, J. G. Region 3, Office of Director. 84/05/25. 
CORNELIUS, W. E. Union Electric Co. Ip. 24753:286. 24X 

Fiche 50-483, 84/05/25, 8406010256. 


8406140080 Requests listed info re special review of operating s 
staffing within 1 wk of ltr date. Ob ject ive of review is to 
ensure operating shift crews have adequate previous hot 
operating experience. 

EISENHUT, D. G. Division of Licensing. 84/05/25. SCHNELL. D. F. 
Electric Co. 4pp. 24937:085. 24X Fiche : 50-483, 84/05/25, 8406 


8406260143 Requests cooperation in providing info re allegations 
five allegers re safety concerns. 

KEPPLER, U. G. Region 3, Office of Director. 84/05/25. GARDE, 
Government Accountability Project. 2pp. 25142:020. 24X 

Fiche: 50-483, 84/05/25, 8406260143. 


8406080164 Advises that addl documents submitted by SNUPPS sines 
840323 should be incorporated into application for OL. 
Attachment 1 lists addl submittals to be incorporated. 

SCHNELL, D. F. Union Electric Co. 84/05/26. DENTON, H. R. Offi 
Nuclear Reactor Regulation, Director. 5pp. 24859:140. 24X 

Fiche: 50-483, 84/05/26, 8406080164. 


8406010120 Forwards marked-up changes to FSAR Chapter 14 startuf 
abstracts re Rod Position Indication Sys Test S-075F04 it 
Nuclear Instrumentation Sys Test S-075E01. Changes will be 
incorporated in next FSAR rev. 

SCHNELL, D. F. Union Electric Co. 84/05/29. DENTON, H. R. Off; 
Nuclear Reactor Regulation, Director. 5pp. 24758:011. 24X 

Fiche: 50-483, 84/05/29, 8406010120. 


8406040001 Forwards updates St revised replacement pages to pump 
valve, "Inservice Testing Program. " 

SCHNELL, D.F. Union Electric Co. 84/05/29. DENTON, H. R. Off: 
Nuclear Reactor Regulation, Director. 6pp. 24797:070. 24X 

Fiche. 50-483, 84/05/29, 8406040001. 


— 8406040002 Rev 2 to, "Inservice Testing Program. " 

WITT, W. A., AFFDLTER, R. D. Union Electric Co. 84/04/17. 16| 

24797:076. 24X Fich e: 50-483, 84/05/29, 8406040001. 


8406040197 Forwards addl responses to 840507 St 14 requests for i 
info re Tech Specs on DNB. Responses incorporate decisions 
reached at 840530 meeting w/NRC. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/05/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 5pp. 24795:234. 24X Fiche: 50-000, 84/05/31, 840604< 


8406040258 Forwards Tech Spec changes since 840511 ltr. Tech Spei 
reflect plant design St operating program described in FSAR. 
Changes considered complete for OL issuance. 

SCHNELL, D. F. Union Electric Co. 84/05/31. DENTON, H. R. Off 
Nuclear Reactor Regulation, Director. 32pp. 24795:005. 24X 

Fiche: 50-483, 84/05/31, 8406040258. 


8406070230 Requests exemption from provisions authorizing utili 
of alternative pipe break criteria employed in resolution 
of Generic Issue A-2, "Asymmetric Blowdown Loads on PWR 
Primary Sys. " 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/05/31. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 24744:260. 24X Fiche: 50-000, 84/05/31, 840607< 


— 8406070234 Requests withholding proprietary info re power plai 
licensing or rulemaking proceedings, (ref 10CFR2. 790). 
Affidavit end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/03/02. DEN' 
Office of Nuclear Reactor Regulation, Director. 6pp. 247- 
24 X Fiche: 50-000, 84/05/31, 8406070230. 


— 8406070239 Nonproprietary "Technical Bases for Eliminating Lai 
Primary Loop Pipe Ruptures as Structural Design Basis for 
Callaway it Wolf Creek Plants. " 

liA, W. K. , SWAMY, S. A. , CHIRIGQS* J. N. Westinghouse Electric C< 
WCAP— 10501. 84/02/29. 30pp. 24744:272. 24X 


a 


DOCKETED ITEMS 


•8406140128 Vols U 2 or “Operational Readiness Review- " 

* Union Electric Co. 84/05/31. 970pp 24920:003. 24X 

Fiche 50-483,84/06/01,8406140126 


•06190526 Summary of 840509 meeting w/util in Fulton, MQ re readiness 
for fuel load Agenda & util briefing book end 

HOLQNICH, J J Licensing Branch 1 84/06/05. Licensing Branch 1. 

44pp. 25034.287 24X Fiche : 50-483, 84/06/05. 8406190526. 


<06190628 Informs that schedule for implementing requirements of 
Generic Ltr 83-28, "Generic Implications of Salem ATWS 
Events," acceptab le. License will be conditioned to ensure 
implementation. 

YOUNGBLOOD, B J. Licensing Branch 1 84/06/07 SCHNELL, D. F. Union 

Electric Co 3pp. 25025 361. 24X Fiche: 50-483, 84/06/07, 8406190628. 


NRC Safety Evaluation Report (SER), suppls & correspondence 


06010468 Forwards SSER 3 (NUREC-083O) . W/o end. 

YOUNGBLOOD, B J. Licensing Branch 1. 84/05/18. SC WELL. D . F. Union 
Electric Co 4pp. 24769:084 24X Fiche: 50-483, 84/05/18, 8406010468. 


06260446 Forwards IE Insp Rept 50-483/84-27 on 840515-18. No 
noncompliance noted. 

WARWICK, R. F Region 3, Office of Director. 84/06/04. SCHNELL, D. F. 
Union Electric Co. 2pp. 25164:303 24X Fiche: 50-483, 84/06/04, 

8406260446 


8406070304 Reconfirms & updates access au th or i zat i on lists for 
admitting Region III personnel to facility. Individuals ui/Q 
or L access authorization should be granted unescorted 
access to vital & protected areas. 

AXELSQN, W. L. Region 3, Office of Director. 84/06/04. SCHNELL, I 
Union Electric Co. 7pp. 24746:210. 24X Fi c h e : 50-483, 84/06/04, 

8406070304. 


8406200519 Forwards results of pre imp 1 emen tat i on audit of detailed 
control room design review. Requirements of NUREG— 0737, 

Sup p 1 1 met, except for task analysis St coordination uj/other 
improvement programs. Rep 1 y requested by 840629. 

YOUNGBLOOD, B . J. Licensing Branch 1. 84/06/05. SCHNELL, D. F. Ur 

Electric Co. KOESTER, 0. L. Kansas Gas & Electric Co. 25pp. 
25069:038 24X Fich e : 50-000, 84/06/05, 840620051 9. 


8406200223 Advises of human factors discrepancies found during 840S 
29 detailed control room design review per Suppl 1 to 
NUREG-0737. Second conduit should be removed from auxiliary 
shutdoun panel if further permanent mods required. 

YOUNGBLOOD, B. U. Licensing Branch 1 84/06/11. SCHNELL. D. F. Un 

Electric Co. 4pp. 25051:342. 24X Fi c he: 50-483, 84/06/ 1 1 , 8406200 


— 8406200227 Review of auxiliary shutdown panel human engineering 
discrepancies reported by SNUPPS detailed control room 
design revieu summary rept per Suppl 1 to NUREG-0737, 

Acceptable permanent resolution for discrepancies required. 

* NRC - No Detailed Affiliation Given 84/06/11. 6pp, 
25051:346. 24X Fi c h e . 50-483, 84/06/ 1 1 , 8406200223. 


8406260447 IE Insp Rept 50-483/84-27 on 840515-18. No noncompliance or 
deviations noted. Major areas inspected: licensee action on 
open items re SER (NlfREG-0830) , solid radwaste sys St process 
monitor test. 

PELKE, P R . » FORNEY, W. L. Region 3, Office of Director. 84/06/04. 
4pp. 25164:305. 24X Fiche: 50-483. 84/06/04, 8406260446. 


06260460 Forwards IE Insp Rept 50-483/84-20 on 840216-0515. No 
noncompliance noted 

WARWICK, R. F. Region 3, Office of Director. 84/06/05. SCHNELL, D. F. 
Union Electric Co. 2pp. 25164:231 24X Fiche: 50-483, 84/06/05, 

8406260460. 


3406260465 IE Insp Rept 50-483/84-20 on 840216-0515. No none omp 1 ianc e or 
deviations noted. Major areas inspected: action on previous 
insp f ind ings, f ol lowup on IE circulars. insp of SER items, 

SSER 3 verification items S: plant procedures. 

FORNEY, W. L. Region 3. Office of Director. 84/05/31. 15pp. 

25164:233. 24X Fiche: 50-483, 84/06/05, 8406260460. 


56200287 Forwards request for addl info re steam generator tube 
rupture event, per SSER 3. Response required within 90 days of 
ltr receipt. 

rOUNGBLOOD, B J. Licensing Branch 1. 84/06/12. SCHNELL, D. F. Union 

Electric Co. KOESTER, G. L. Kansas Gas St Electric Co. 6pp. 

25051 203. 24X Fiche: 50-000, 84/06/12. 8406200287. 


>6270397 Forwards list of SER items to be resolved before operation 
ifeove 5% power. Info should be submitted by 840629. 

rOUNGBLOOD, 8j. Licensing Branch 1. 84/06/15. SCHNELL- D. F. Union 

Electric Co. 5pp. 25171:350. 24X Fiche: 50-483, 84/06/15, 8406270397. 


G. Adjudicatory correspondence 


8406070118 Further response to FOIA request for all documents re fo 
items. Names St positions of confidential sources deleted from 
IE Insp Rept 50-483/78-04, per FOIA Exemption 7D. App A 
documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. GARDE. B. P 
Government Accountability Project. 4pp. 24850:021. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070142 Response to ASLAB 831020 memorandum St order r@ revised 
response spectra identified in integrated design S< insp 
program rept. 

PERLIS, R. G. Hearing Branch 3. 83/11/04. Atomic Safety and 

Licensing Appeal Panel. 6pp. 24850:250. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070144 Affidavit of DP Allison re Integrated Design Insp Rept 
50-483/82-22, Observation 4-1 on revised floor response 
spectra for auxiliary b 1 dg . Cert i f i cate of Svc end. 

ALLISON, D. P. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/04. 7pp. 24850:256. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


8406120128 Objects to util 840505 submittal of "Financial Qualificai 
Info. " Opportunity requested to present evidence on 
financial qualifications h cross-examine util officials. 

GREEN, L. C. Green, Hennings Sc Henry. GREEN, L. C, Joint In tervenoi 
Callaway. DSB 584. 84/06/07. DENTON, H. R. Office of Nuclear 

Reactor Regulation, Director. 2pp. 24888:219. 24X 

Fiche: 50-483, 84/06/07, 8406120128. 


Security, medical, emergency St fire protection plans 


>6020245 Responds to 840507 ltr informing of fire protection areas 
tot completed prior to fuel load. Proposed schedule for 
: omp let ion of items & compensatory measures acceptable. 

'OUNG8LOOD, B. J. Licensing Branch 2. 84/05/24. SCP9MELL, D. F. Union 

:lectric Co. 3pp. 24799:123. 24X Fiche: 50-483, 84/05/24, 8406020245. 


>6070229 Forwards IE Emergency Preparedness Appraisal Rept 
>0-483/84- 10 on 840319-20 & 0509-11. No none omp 1 iance noted. 
APERIELLO, C. J. Region 3# Office of Director. 84/05/25. 
iCH4ELL. D. F. Union Electric Co. 5pp. 24746: 117 24X 

icb# : 50-483, 84/05/25. 8406070229. 


^^ C L PrePar * d ? 8SS Appraisal Re P* 50-483/84-10 oi 
840319-20 St 0509- 1 1 . No noncomp liance noted. Major areas 
inspected: open items identified during Jan 1984 emergency 
preparedness implementation appraisal & exercise. 

PLOSKI.T, , RGHRER, D. # KERS, L. Region 3- Office of Director 
84/05/25. 35pp. 24746: 122. 24X Fiche: 50-483, 84/05/25, 840607021 


6010028 Confirms info discussed on 840530 re changes to vital area 

oor centrali e.u a - » .. . . . * * v * area 


8406150180 Requests that low power testing permit be revoked due to 
pending motion by Joint Intervenors for leave to file 
supplemental contention re financial qual if ications. Mot ion 
never granted or denied. 

GREEN, L. C. Green, Hennings St Henry. 84/06/13. DENTON, H. R. Off: 
of Nuclear Reactor Regulation, Director. 2pp. 24954-255 24 X 

Fiche: 50-483, 84/06/13, 8406150180. 


8406150192 Request that Commission enter order setting aside low f 
testing permit allegedly granted on or about 840611, due to 
Joint Intervenors 840418 motion for leave to file 
supplemental contention. 

GREEN, L. C. Green, Henn ing s St Henry . GREEN, L. C. Joint Interver 
Callaway. 84/06/13. Commissioners. 3pp. 24954:257 

Fiche: 50-483, 84/06/13, 8406150180. 


24X 


8406180417 Motion for Commission order setting aside low power test! 
permit granted on 840611, or in alternative, stay to permit 8c 
prohibit taking of any ac t i on. Cer t i f ica te of Svc end. 

GREEN, L. C. Joint Intervenors - Callaway. GREEN, L C Green, 
Hennings Sc Henry. DSB 691. 84/06/13. 3pp. 24978-130 24 Y 

Fiche: 50-483, 84/06/13, 8406180417. * 


DOCKETED ITEMS 


>50356 Answer opposing Petitioners 840613 instant motion for order 
;ting aside or staying permit for OL. Certificate of Svc 
I. 

ISER, D. E. Union Electric Co. BAUSER, D. B. Shaw, Pittman, Potts t. 
iubr i d g e. DSB 839. 84/06/22. Commissioners. 8pp. 25137:307. 

: Fi c h e : 50-483; 84/06/22, 8406250356. 


8406270004 Forwards 840615 rev to senior operations advisory pane 
charter. 

SCHNELL, D. F. Union Electric Co. 84/06/21. DENTON, H. R. Offic 
Nuclear Reactor Regulation, Director. 6pp. 25159:337. 24X 

Fiche: 50-483,84/06/21, 8406270004. 


isurance & indemnity information 


100463 Unexecuted Amend 1 to Indemnity Agreement B-93. 

.TZMAN, J. Assistant Director for State & Licensee Relations. 
06/11. 2pp. 25069:065. 24X Fi che : 50-483, 84/06/1 1, 8406200463. 


110369 Forwards Endorsements 1 to MAELU Policy M-95 & NELIA 
tificate N-95. 

>EL, M. Marsh & McLennan, Inc. 84/06/15. SALTZMAN, J. Assistant 
• ctor for State & Licensee Relations. 3pp. 25054:325. 24X 

he: 50-483, 84/06/15. 8406210369. 


17000 1 Forwards signed Amend 1 to Indemnity Agreement B-93. 

NELL, D. F. Union Electric Co. 84/06/21. DENTON, H. R. Office of 
1 ear Reactor Regulation, Director. 6pp. 25161:334. 24X 

he: 50-483, 84/06/21, 8406270001. 


Q. Inspection reports, IE Bulletins & correspondence 


8406070118 Further response to FOIA request for all documents re 
items. Names & positions of confidential sources deleted from 
IE Ins p Rept 50-483/78-04, p er FOIA Exemption 7D. App A 
documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. GARDE, B 
Government Accountability Project. 4pp. 24850:021. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070126 Forwards evaluation of Findings F 2-1 & F 2-7 of Reg 
integrated design insp at facility (Task Interface Agreement 
84-04), per 831116 r eque st. Turb ine driven auxiliary feedwater 
sys pump steam tunnel designs acceptable. 

EISENHUT, D. G. Division of Licensing. 84/03/28. NORELIUS, C. 
Division of Project & Resident Programs. 6pp. 24850:031. 2 

Fiche: 50-483, 84/04/24, B406070118. 


ility Final Safety Analysis Report < FSAR ) & amends 


190292 Forwards Rev 15 to FSAR. Rev includes only changes consistent 
asis for issuance of Callaway license. 

RICK, N. A. Standardized Nuclear Unit Power Plant System. 

06/26. DENTON, H. R. Office of Nuclear Reactor Regulation, 
ector. 3pp. 25201:047. 24X Fiche: 50-000. 84/06/26, 8406290292. 


6290293 Rev 15 to FSAR. 

Standardized Nuclear Unit Power Plant System. 84/06/30. 
, OOOpp 25201:050. 24X Fiche: 50-000, 84/06/26, 8406290292. 


— 8406070129 Forwards evaluation of Findings 2-1 & 2-7 of Region 
integrated design insp. Design acceptable. FSAR must be 
revised to reflect actual design. 

PARR, 0. Auxiliary Systems Branch. 84/01/27. YOUNGBLOOD, B. J 
Licensing Branch 1 6pp. 24850: 037. 24X Fiche: 50-483, 84/04 

84060701 18. 


— 8406070134 Requests review of integrated design insp Findings 2 
2-7 h applicant response, by 831231. 

YOUNGBLOOD, B. J. Licensing Branch 1. 83/12/01. PARR.O. Aux 
Systems Branch. 5pp. 24850:043. 24X Fiche: 50-483, 84/04/24. 
8406070118 


erating license stage documents & correspondence 


10157 Advises that operating shift staffing in shift advisor 
gram addressed by 840509 d iscussion, 840516 resume 
nami ttal , 840521 telcon & 840530 meeting, in response to 
840525 request for info. 

NELL, D. F. Union Electric Co. 84/06/19. DENTON, H. R. Office of 
1 ear Reactor Regulation, Director. 3pp. 25057: 109. 24X 

h©: 30-403, 84/06/19, 8406210157. 


20093 Board Notification 84-104: d iscusses Westinghouse ECC8 
uation logic review. Current Westinghouse logic of ECCS 
uation on low pressurizer pressure affords greatest 
t@ction against TMI-2 type events. 

FNHUT, D. G. Division of Licensing. 84/06/20. PALLADINO, 
IN8KY, ROBERTS Commissioners. 6pp. 25159:272. 24X 

he: 30-000, 84/06/20, 8406220093. 


3040184 Discusses recommended board notification of final evaluation 
f revised ECCS actuation logic at Borssele p lant. Current 
lestinghouse logic of ECCS actuation only affords greatest 
rotection against TMI-2 type events, 

IATTSON, R. J. Division of Systems Integration (post 811005). 

14/04/18. EISENHUT, D. 0. Division of Licensing. 2pp. 25159:278. 

!4X Fiche: 30-000, 84/06/20, 8406220093. 


■3040187 Forwards note supporting position that safety injection 
nitiation by coincidence between low pressure & low 
ressurizer level should not be reintroduced & should be 
nitiated by low pressure signal only. 

OZXNEL, P. Tractionel (formerly Societe de Traction et 
'Electric ite, Belgium). 84/03/13. EISENHUT, D. G. Division of 
.icensing. 19pp. 23159:284. 24X Fiche: 50-000, 84/06/20, 

1406220093. 


>22 Informs of review of proposed Revs 6,7 & 8 to QA program, 
ieet criteria of 10CFR30, App B & acceptable. 

IN, E. H. Region 4, Office of Director. 84/06/20. SEIKEN, S. J. 
irdized Nuclear Unit Power Plant System. 2pp. 25150:243. 24: 

30-000, 84/06/20. 8406260222. 


60068 Forwards revised core damage assessment procedure & addl 
o r© capability of post-accident sampling sys to perform 
postulated post-accident environ per NUREG— 0737, Item 

RICK, N. A. Standardized Nuclear Unit Power Plant System. 


— 8406070135 Identifies agreements re review 8t closeout of integr 
design insp team findings 8c unresolved items, per telcons w/ 

D Allison, G Edison & C Hale. 

NORELIUS, C. E. Division of Project ti Resident Programs. 83/1 
TAYLOR, J. M. Division of QA, Safeguards St Inspection Programs 
830103). 4pp. 24850:239. 24X Fiche: 50-483, 84/04/24, 8406070 


— 8406070139 Requests followup St closeout of actions on integrate 
design insp Findings F 2-1 8< 2-7 of IE Insp Rept 
50-483/83-22, per G Edison telcon agreement. 

KNOP, R. C. Region 3, Office of Director. 83/11/16. 
YOUNGBLOOD, B. J. Licensing Branch 1. 6pp. 24850:243. 24X 

Fiche: 50-483,84/04/24. 8406070118. 


— 8406070140 Handwritten memo forwarding response to ASLAB quest! 
delay in resolution of revised floor response spectra, per 
integrated design insp. Recommends J Ma 8</or B Sheu/maker 
perform review of Bechtel work in Gaithersburg, MD. 

ALLISON, D. P. NRC - No Detailed Affiliation Given. 83/11/18. 
MA, J. , EDISON, G. Office of Nuclear Reactor Regulation, Direc 
SHEWMAKER, B. Director's Office, Office of Inspection and 
Enforcement. Ip. 24850:249. 24X Fiche: 50-483, 84/04/24, 

8406070118. 


— 8406070148 Responds to NRC 790622 Itr re violations noted in IE 
Rept 50-483/78-04. Corrective acti ons: nonconformance repts 
written, visual insp of plate found no cracks or detrimental 
effects from repairs & foreman will monitor work closely. 
BRYAN, J. K. Union Electric Co. 78/07/27. KEPPLER, J. G. Regi 
Chicago, Office of the Director. 2pp. 24850:263. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070152 Ack receipt of 780725 ltr informing NRC of steps tak 
correct violations noted in IE Insp Rept 50-483/70-04. 
Corrective actions will be examined in future insp. 

KEPPLER, U. G. Region 3, Chicago. Office of the Director. 78/ 
BRYAN, J. K. Union Electric Co. Ip. 24850:265. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070157 Discusses IE insp of CPPR-139 activities on 780424-2 
forwards notice of violation. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 78/ 
BRYAN, U. K. Union Electric .Co. 2pp. 24850:266. 24X 

Fiche: 50-483, 84/04/24, 8406070118. 


— 8406070160 Notice of violation from insp on 780424-25. 

« Region 3, Chicago, Office of the Director. 78/06/22. Ip. 


b050449 Forwards IE Insp Rept 50-483/84-11 on 840221-0316 & notice 
F violation. 

3 ESSARD, R. L. Division of Emergency Preparedness & Operational 
jpport. 84/05/18. SCHNELL, D. F. Union Electric Co. 2pp. 

*842: 131 . 24X Fiche: 50-483, 84/05/18, 8406050449. 


*06050454 Notice of violation from insp on 840221—0316. 
SPESSARD. R. L. Region 3, Office of Director. 84/05/18. 3pp. 
24842:133. 24X Fiche: 50-483, 84/05/18, 8406050449. 


*06050463 IE Insp Rept 50-483/84-11 on 840221-0316. Noncomp 1 iance 
noted : failure of record vault to comply w/Reg Guide 1.88 & 

ANSI N45. 2. 9 commitments & failure to follow procedures re 
evaluation it traceability for measuring. 

CHOULES, N. C. , HASSE, R. A. , SCHULZ, R. Region 3, Office of Director. 
84/05/18. 43pp. 24842:136. 24X Fiche: 50-483, 84/05/ 18, 8406050449 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
)ray Sys. " Svc list end. 

IRDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

jrk, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


5240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
'itical Facility." Svc list end. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
•sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

irk, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


>070229 Forwards IE Emergency Preparedness Appraisal Rept 
)— 483/84-10 on 840319-20 & 0509-11. No none omp 1 ianc e noted. 
kPERIELLO, C. J. Region 3, Office of Director. 84/05/25. 
:HNELL, D.F. Union Electric Co. 5pp. 24746:117. 24X 

iche: 50-483, 84/05/25, 8406070229. 


1-06070233 IE Emergency Preparedness Appraisal Rept 50-483/84-10 on 
840319-20 & 0509-11. No noncompliance noted. Major areas 
inspected : open items identified during Jan 1984 emergency 
preparedness implementation appraisal & exercise. 

PLOSKI, T. , ROHRER, D. , KERS, L. Region 3, Office of Director. 
84/05/25. 35pp. 24746:122. 24X Fi c he : 50-483, 84/05/25, 8406070229. 


*290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
cl. 

IRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/05/30. Consolidated Edison Co. of Neu» 

rk, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30. 8405290383. 


010423 IE Info Notice 84-41, “IGSCC in BWR Plants." Svc list end. 
iRDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

rk, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423 


.260366 Discusses coordination of work w/operatiojis activities, per 
gion III inspector concerns over level of control work 
tivities during fuel load it initial startup. Operational 
ogram will control work activities. 

HNELL, D. F. Union Electric Co. 84/06/01. KEPPLER, J. G. Region 3, 
fice of Director. 4pp. 25151:082. 24X Fiche: 50-483, 84/06/01, 

06260366. 


140224 Discusses insp of longitudinal-seam pipe welds recently 
entified during final stages of preservice exam process it 
cumentation reviews. Insps performed by qualified exam 
rsonnel. 

HNELL, D.F. Union Electric Co. 84/06/03. DENTON, H. R . Office of 
dear Reactor Regulation, Director. 4pp. 24924:267. 24X 

che: 50-483, 84/06/03, 8406140224. 


070304 Reconfirms it updates access author! zation lists for 
mitting Region III personnel to facility. Individuals w/Q 
L access authorization should be granted unescorted 
cess to vital & protected areas. 

ELSON, W. L, Region 3, Office of Director. 84/06/04. SC HNELL, D. F. 
ion Electric Co. 7pp. 24746:210. 24X Fiche: 50-483, 84/06/04, 

06070304. 


260446 Forwards IE Insp Rept 50-483/84—27 on 840515-18. No 
ncompliance noted. 

RNICK, R. F. Region 3, Office of Director. 84/06/04. SCHNELL, D. F. 
ion Electric Co. 2pp. 25164:383, 24X Fiche; 50-483, 84/06/04, 

0626C A 


06260447 IE Insp Rept 50— 483/84—27 on 840515— 18. No noncompliance or 
deviations noted. Major areas inspected: licensee action on 
open items re SER (NUREG— 0830), solid radwaste sys it process 
monitor test. 

PELKE, P. R. , FORNEY, W. L. Region 3, Office of Director. 84/06/04. 

4p p . 25 164: 305. 24X Fiche; 50-483, 84/06/04, 840626044 6. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Cone 
During Outages Not Covered by Tech Specs. " Svc list encl. 
JORDAN, E. L Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. t 

York, Inc. I20pp 25050:124. 24X F i c h e ; 50-000, 84/06/05, 8406C 


8406260460 Forwards IE Insp Rept 50-483/84-20 on 840216-0515. No 
noncompliance noted. 

WARNICK, R. F. Region 3, Office of Director. 84/06/05. SCHNELL 
Union Electric Co. 2pp. 25164.231. 24X Fiche: 50-483, 84/06/01 
8406260460. 


— 8406260465 IE Insp Rept 50-483/84-20 on 840216-05 1 5. No noncomp) 
deviations noted. Major areas inspected; action on previous 
insp f ind ing s, f o 1 lowup on IE circulars, insp of SER items, 

SSER 3 verification items it plant procedures. 

FORNEY, W. L. Region 3, Office of Director. 84/05/31. 15pp. 

25164.233. 24X Fi c h e ; 50-483, 84/06/05, 8406260460. 


8406120140 Ac k receipt of 840514 ltr informing NRC of steps taker 
correct violations noted in IE Insp Rept 50-483/82-21. Matter 
reviewed & addressed in IE Insp Rept 50-483/83-28 it 
considered resolved. 

LITTLE, W. S. Region 3, Office of Director. 84/06/06. SCHNELL, 
Union Electric Co. Ip. 24889:341. 24X Fi c h e : 50-483, 84/06/06, 

8406120140. 


— 8406120145 Responds to NRC 830826 ltr re violations noted in IE 
Rept 50-483/82-21 . Correct ive actions: five remaining cables 
suspected of having exceeded allowable sidewall pressure 
tested per E01013(Q) h found acceptable. 

SCHNELL, D. F. Union Electric Co. 84/05/14. LITTLE, W. S. Reg 
Office of Director. 2pp. 24889:342. 24X Fi ch e : 50-483, 84/06 

8406120140. 


8406050350 IE Info Notice 84-43, “Storage it Handling of Qpthalmic 
Radiation Applicators." Svc list encl. 

CRACE, J. N. Division of QA, Safeguards & Inspection Programs (P 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 
92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07. 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing a 
Rockbestos Cables. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. o 

York, Inc. 120pp. 25049:273. 24X Fi c he : 50-000, 84/0^/08, 8406C 


8406260454 Forwards IE Insp Rept 50-483/84-26 on 840516-18 it noti 
violation. 

SPESSARD, R. L. Division of Engineering. 84/06/08. SCHNELL. D. F 
Union Electric Co. 2pp. 25164:212 24X Fiche: 50-483, 84/06/00 
8406260454. 


— 8406260455 Notice of violation from insp on 840516-18. 

SPESSARD, R. L. Division of Engineering. 84/06/08. Ip. 2516 
24X Fiche: 50-483, 84/06/08, 8406260454. 


— B406260458 IE Insp Rept 50-483/84-26 on 840516-18. Noncomp 1 iance 
failure to assure that design basis adequately translated 
into const drawings, specs it instructions. 

MENDEZ, R. , WILLIAMS, C. C. Region 3, Office of Director. 84/0 
5pp 25164:215. 24X Fi ch e : 50-483, 84/06/08, 8406260454. 


8406080176 IE Info Notice 84-45. "Reversed Differential Pressure 
Instrument Sensing Lines. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. o 

York, Inc. 123pp. 25049:001. 24X Fi c h e: 50-000, 84/06/1 1 , 84060 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 84060 


8406180240 Responds to 840604 telcon request re supplemental info 
facility preservice insp program. Surfac e it volumetric 
preservice exams completed. No addl volumetric exam 
exemptions or relief requests required, 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/ 
nPWTrtM, H. R. Office of Nuclear Reactor Regulation, Director. 

Bl. 24 X Fiche: 50-483, 84/06/13, 8406180240. 


8406180446 Forwards Rev 5 to "Preservice Insp Program Plan: R HR Sy 
Rev 8 to "Preservice Insp Program Plan: HPCI Sys" & Rev 5 to 
"Preservice Insp Program Plan: Accumulator Safety Injection 
Sys." Addl longitudinal seam pipe welds described. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/ 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
24978:190. 24X Fiche: 50-483, 84/06/13, 8406180446. 


DOCKETED ITEMS 


— 8406180447 Rev 5 to 8QA4540, "Preservice Insp Program Plan:RHR Sys," 
One oversize drawing enc 1 . Ap er ture card is available in PDR. 
FRIEDMAN, li. Nuclear Energy Service/ Inc. 84/06/08. 132pp. 

24978:191. 24X Fi ch e : 50-483, 84/06/13, 84061 80446. 


— 8406180450 Rev 8 to 80A4536, "Preservice Insp Program Plan:HPCI Sys. " 
Two oversize drawings enc 1 . Aperture cards are available in 
PDR. 

FRIEDMAN, M. Nuclear Energy Service, Inc. 84/06/06. 79pp. 

24978:325. 24X Fi c h e : 50-483, 84/06/ 13, 8406 180446. 


— 8406180454 Rev 5 to 80A4535, "Preservice Insp Program Plan: Accumulator 
Safety Injection Sys. '• One oversize drawing enc 1 . Ap er tur e 
card is available in PDR 

FRIEDMAN, M Nuclear Energy Service, Inc. 84/06/06. 65pp. 

24979:044. 24X Fi c h e : 50-483, 84/06/1 3, 8406180446. 


1406130315 IE Info Notice 84—47, "Environ Qua 1 i f i cat ion Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 1 5, 840613031 5. 


1406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 1 8, 84061 80353. 


406180360 IE Info Notice 84—49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fi c he : 50-000, 84/06/18, 8406180360. 


406190327 IE Info Notice 84-50, "C lar if i ca t i on of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc, 63pp. 25535:041. 24X Fic h e: 50-000, 84/06/21 , 8406190327. 


406280272 Advises that insp of all ASME Code Class 2 longitudinal seam 
pipe welds subj to preservice exams comp 1 et e. Corr ec t i ve 
actions acceptable. 

YOUNGBLOOD, B J. Licensing Branch 1. 84/06/21. SCHNELL, D. F. Union 

Electric Co. 4pp. 25195:341. 24X Fi c h e : 50-483. 84/06/21 , 8406280272. 


40629001 6 Ac k receipt of 840615 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/84-11. 

SPESSARD, R. L. Division of Engineering. 84/06/21. SCHNELL, D. F. 
Union Electric Co. Ip. 25198:129. 24X Fi c h e : 50-483, 84/06/21 , 

8406290016. 


-8406290021 Responds to NRC 840518 ltr re violations noted in IE Insp 
Rept 50-483/84-1 1 . Cor rec ti ve actions: Operations Procedure 
APA-Z Z —00350 revised to supersede Startup Procedure SAI-9 
to assure adequate review of out-of-ca 1 i b r conditions. 

SCHNELL, D. F. Union Electric Co. 84/06/15. SPESSARD, R. L. 

Division of Engineering. 6pp. 25198:130. 24X 

Fiche: 50-483, 84/06/21 , 8406290016. 


Reportable occurrences, LERs & related correspondence 


V01310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
p lants. Diagrams b list of affected plants end. 

RAHE/E P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fi c h e: 50-000, 84/01 /17, 8401310352. 


(•04270216 Final Deficiency & Part 21 Rept U-69 re omission of seismic 
positioners on DS-416 reactor trip brea kers. Westinghouse 
seismic positioners for four reactor trip breakers scheduled 
to be installed on 840420. 

SCHNELL, D. F. Union Electric Co. 84/04/16. KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 24215:091. 24X Fiche: 50-483, 84/04/16, 

8404270216. 


06050486 Final Deficiency & Part 21 Repts U-64 re Limitorque operator 
motor pinion/warm shaft clutch gear fai lure. Initial ly 
reported on 831017. Caused by improperly installed motor 
pinion gears. Gear failures may also impact Wolf Creek. 

SCHNELL, D. F. Union Electric Co. 84/05/17. KEPPLER, J. G. Region 3, 
Office of Director. 6pp. 24842:099. 24X Fiche: 50-000, 84/05/17, 

8406050486 . 


8406050331 Supplemental final Deficiency & Part 21 Rept U-70 ri 
failure of Crane-Deming emergency diesel generator keepwarm 
lube oil Pump PKJ03B. I ni t i a 1 1 y reported on 840118. Pump 
failures due to insufficient operating clearances. 

SCHNELL, D. F Union Electric Co. 84/05/26. KEPPLER, J. G. Ri 
Office of Director. 2pp. 24818:341. 24X Fi c h e : 50-483, 84/0! 

8406050331. 


8406030148 Interim Significant Deficiency Rept SDR 84-04 re Lir 
SB-2-80 actuators susceptab i 1 ity to gear damage. Initia 1 ly 
reported on 840419. Actuators to be replaced w/fully 
qualified SB-1-60 actuators. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. £ 
KEPPLER, J. G. Region 3, Office of Director. COLLINS, J. T. F 
Office of Director. 2pp. 24859:157. 24X Fi c h e : 50-000, 84 /Oi 

8406080148. 


8406140219 Lists unplanned events which occurred on 840601-03 u 
performing surveillance tests in preparation for fuel load, 
including unintentional closing of RHR pump suction valves 
u/pumps in operation, Caused by personnel error. 

SCHNELL, D. F. Union Electric Co. 84/06/04. DENTON, H. R. Of( 
Nuclear Reactor Regulation, Director. 3pp. 24924:196. 24X 

Fiche: 50-483,84/06/04, 8406140219. 


8406200063 Responds to 840406 request for info re design defic: 
Valves affected by deficiency are electrically operated 
valves installed on piping sys used for monitoring & 
sampling purposes. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/05. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


- -8406200066 Requests info re licensing of facility in light oi 
info rept for uk ending 840330 confirming that Bechtel Powi 
Corp notified NRC that certain cables at facility apparent! 
defective 

GLICKMAN, D. House of Rep. 84/04/06. PALLADINO, N. J. 
Commissioners. 5pp. 25053:279. 24X Fiche: 50-000, 84/06/0! 

8406200063. 


8406180192 PND-1 1 1-84-049. on 840611, OL issued to util for CallJ 
Nuclear Power Station. Lie ense limited to fuel loading & 
operation up to 5 V. power. 

FORNEY, W. , WARNICK, R. Region 3, Office of Director. 84/06/] 
24967:274. 24X Fi ch e : 50-483, 84/06/ 12, 84061801 92. 


B406260231 Supplemental Part 21 rept re possible exhaust valve 
holddown under tor quing. Torque values adequate. Unit free of 
reported defects. 

MORIARTY, J. M. Colt Industries, Inc. 84/06/14. KEPPLER, J. G. 
3, Office of Director. Ip. 25149:213. 24X Fiche: 50-483, 84/ 

8406260231. 


8406220267 LER 84-002-00: on 840614, w/p lant in Mode 6, security ? 
computer A mal func tioned, leaving plant security alarm 
station CRTs inoperable for 14 mi nutes. Cause not stated. 
Computer sys B placed in svc. W/840618 ltr. 

PENDERCRAFF, G. , MILTtNBERGER, S. Union Electric Co. 84/06/18 
25038: 108. 24X Fiche: 50-483, 84/06/18, 8406220267. 


8406230245 LER 84-005-00: on 840619, during initial fuel load opt 
central processing Units A & B of plant security sys 
computers malfunctioned. Caused by spurious electrical 
s i gnal s . Compensatory measures ini tiated. W/840622 ltr. 
PENDERCRAFF, G. , MILTENBEKGER, S. Union Electric Co. 84/06/2S 
25178: 071. 24 X Fiche: 50-483, 84/06/22, 8406280245. 


U. Congressional /Executive Correspondence 


8406200063 Responds to 840406 request for info re design defies 
Valves affected by deficiency are electrically operated 
valves installed on piping sys used for monitoring & 
sampling purposes. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/05. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


— 8406200066 Requests info re licensing of facility in light o( 
info rept for uk ending 840330 confirming that Bechtel Pow« 
Corp notified NRC that certain cables at facility apparent] 
defective. 

GLICKMAN, D. House of Rep. 84/04/06. PALLADINO, N. J. , GIL] 
ROBERTS, T. M. Commissioners. 5pp. 25053:279. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


OCKET sm- 50-491 CHERCKEE NUCLEAR STATION, UNIT 1 

Ap plication /construction stage documents h correspondence 


406250176 Forwards request for addl info re site stabi 1 i zat ion plan 
for coop let ion of request to delete dockets. 

KNIGHTON* G Licensing Branch 3. 84/06/14 DAIL# L C. Duke Power 

Co. Ip 23138.355 24X Fiche 50-491. 84/06/14. 8406250176. 


DC WET STN-50-492 CHEROKEE NUCLEAR STATION. UNIT 2 


Application/construction stage documents & correspondence 


406250176 Forwards request for addl info re site stabi 1 i zat ion plan 
for coop letion of request to delete dockets. 

KNIGHTON. G Licensing Branch 3 84/06/14 DAIL. L. C. Duke Power 

Co. Ip 23138: 355 24X Fi ehe: 50-491, 84/06/14, 8406250176. 


JCKET STN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 


Appl 1 cat ion/ cons traction stage documents & correspondence 


106250176 Forwards request for addl info re site stabi 1 i zat ion plan 
for coop let ion of request to delete dockets. 

KNIGHTON. G. Licensing Branch 3. 84/06/14. DAIL, L. C. Duke Power 

Co. Ip. 25136: 355 24X Fiche: 50-491, 84/06/14, 8406250176. 


CKET 30-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 


Inspection reports. IE Bulletins & correspondence 


05230319 IE Info Notice 84-39, “Inadvertent Isolation of Containment 
Spray Sys. “ Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 84/05/25. Consolidated Edison Co. of New 

York. Inc 124pp. 24861:201 24X Fiche: 50-000. 84/05/25, 8405230319. 


03240317 IE Info Notice 83— 66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
?#sponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

•fork, Inc 127pp. 24830 103. 24X Fiche 50-000, 84/05/25, 8405240317. 


>3290383 IE Info Notice 84-40, “Emergency Worker Doses. “ Svc list 
me I. 

JORDAN, £. L. Division of Emergency Preparedness fc Engineering 
fesponse (Post 830103) 84/05/30. Consolidated Edison Co. of New 

fork, Inc 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15 Consolidated Edison Co. of 

York. Inc 122pp. 25049:033. 24X Fi c h e : 50-000, 84 /Q6/ 1 5, 040613' 

8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/18. Consolidated Edison Co. of 

York, Inc 118pp. 25536:043. 24X Fiche: 50—000, 84/06/10* 840618< 

8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc 118pp. 25535:286. 24X F i c h e : 50-000, 84/06/ 1 8, 840618< 


8406190327 IE Info Notice 84-50, "Clarification of Scope of GA Pros 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co of 

York, Inc. 63pp, 25535:041. 24X Fiche: 50-000, 84/06/21 , 04O619QC; 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of C on tainm 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness f* Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co of 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 8403230 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &s Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24830:103. 24X Fi c h e : 50-000, 84/05/25, 8403240 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of I 

York. Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8403290: 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants," Svc list 
JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of f 

York, Inc. 100pp. 25050:244. 24X Fi c h e . 30-000, 84/06/01 # 8406010* 


►6010423 IE Info Notice 84-41, “IGSCC in BWR Plants. - Svc list encl. 
JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
tesponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

r ork, Inc 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01. 8406010423. 


6030012 IE Info Notice 84-42, "Equipment Availability for Conditions 
firing Outages Not Covered by Tech Specs." Svc list encl. 

'OR DAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

OTk# Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


6050350 IE Info Notice 84-43, “Storage St Handling of Opthalmic Beta 
adiatiort Applicators. “ Svc list encl, 

^ ° f QA * Safeguards & Inspection Programs (Post 

30103). 84/06/07. Consolidated Edison Co. of New York, Inc 

2pp. 23050: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 

6060336 IE Info Notice 84-44, "Environ Qual if ication Testing of 
ockbestos Cables. * Svc list encl. s 

QRDAN, E. L. Division of Emergency Preparedness St Engineering 
esponse (Post 830103)^ 84/06/0®. Consolidated Edison Co of New 

k ' rnc 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 

f E * nf ® Notic * 84-45, “Reversed Differential Pressure 
nstrument Sensing (Lines. * Svc list encl. pressure 

3R0AN, E. L Division of Emergency Preparedness & Engineering 
«,««« t ,«t 830lOOK 84/06/11. C M ,.H 4i t, ( ^rS! of Nau 
k * 123pp. 25049:001. 24X Fiche; 50-000, 84/06/11, 8406080 1 76 . 


Info Notice 84-46, "Circuit Breaker Position 
Svc list encl, 

JEmSS/* Pr T* r * d ?* SS * Entering 

IsoST* C onsolidated Edison Co. of Net 
19jpp, 35049.154, 24X Fiche: 50-000, 84/06/13, 840608017: 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condit: 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of t 

York, Inc. 120pp. 25050:124. 24X Fi c h e : 50-000, 84/06/05, 04O6O5O( 


840605035° IE Info Notice 84-43, "Storage It Handling of Opthalmic 
Radiation Applicators." Svc list encl. 

Division of QA, Safeguards & Inspection Programs (Po 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc 

92pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca t i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L_ Division of Emergency Preparedness fk Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co of 

York, Inc. 120pp. 25049:273. 24X Fi c h e : 50-000, 84/06/08, 840606 


8406030176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ti Engineering 
R.sjcse (Post 830103). 84/06/11. bon.olidat.d eSII” cS of 

rk, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/ 11, 640606 


"Circuit Breaker Position 


8406080173 IE Info Notice 84-46, 

Verification. » svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness „ 

?*ir: n v ip °^ aio ii -°*' ob ' 13 

* I19pp. 25049.154. 24X Fi ch e : 50-000, 84/06/ 13, 640606 


8406130315 IE Info Notice 84-47, "Environ _ . 

'jsss*? 1 Terntnai biocis ■■ svc 1^;°^ 11,1 catlon T#,tm of 

C=n;fiPo S ? i ^i 1 ^) of 

V.P1. Inc. 122, p. 25049 : 033. Six ^ 


e. u i vi s i an or tmergency rrepareaness * tngineenng 

e (Post 830103). 84/06/18. Consolidated Edison Co. of New 

nc 118pp. 25536:043. 24X F i c h e : 50-000, 84/06/ 18, 8406 1 80353. 

0 IE Info Notice 84-49» "IGSCC Leading to Steam Generator Tube 
. " Svc list enc 1 . 

E L. Division of Emergency Preparedness & Engineering 
e (Post 830103). 84/06/18 Consolidated Edison Co. of New 

nc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 84061 80360. 


7 IE Info Notice 84-50/ "C lar i f i cat i on of Scope of QA Programs 
nsport Packages Pursuant to 10CFR50/ App B. " Svc list 

E. L. Division of Emergency Preparedness V. Engineering 
e (Post 830103). 84/06/21. Consolidated Edison Co. of New 

nc. 63pp. 25535:041. 24X Fiche: 50-000/ 84/06/21. 8406190327. 


N— 50— 498 SOUTH TEXAS PROJECT, UNIT 1 

ati on /construction stage documents & correspondence 


5 Notification of 840517 meeting w/util & Bechtel in Bethesda, 
iscuss details of auxiliary feedwater sys study 

U. Licensing Branch 3. 84/05/10. KNIGHTON, G. W. Licensing 

3. 5pp. 24769:345. 24X Fi c h e : 50-498, 84/05/10. 8406020455. 


qual if i cat ions contention. Served on 840615. 

BECHHOEFER, C Atomic Safety and Licensing Board Panel. 
84/06/15. Citizens Concerned About Nuclear Power, Inc. 

24968:012. 24X Fi c h e : 50-498, 84/06/ 1 5, 8406180042. 


8406220250 Response opposing Citizens Concerned About Nucle 
840605 motion for reconsideration of ASLB 840522 memorand 
& order ruling on motions for addl discovery & applicant 
motion for sanctions. Cert if i cate of Svc end. 

CUTTERMAN, A. H. Houston Lighting & Power Co. GUTTERMAN. A 
h Holtzinger DSB 777. 84/06/20. Atomic Safety and L 

Board Panel. 13pp. 25038:077. 24X Fiche: 50-498, 84/06/2 

8406220250. 


8406270135 Response supporting Citizens Concerned About Nuc 
840606 motion for r ec ons i der a t ion of ASLB 840522 memorand 
& order. Certificate of Svc end. 

BERWICK, B E. Texas, State of. DSB 900. 84/06/20. At 

and Licensing Board Panel. 4pp. 25159:326. 24X 

Fiche: 50-498, 84/06/20, 8406270135. 


8406290056 Order rejecting Citizens Concerned About Nuclear 
840625 brief in support of appeal of ASLB 840314 partial 
initial decision for excessive length & tard iness. Served 
840628. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 
84/06/27. Citizens Concerned About Nuclear Power, Inc. 
25198:114. 24X Fiche: 50-498, 84/06/27, 8406290056. 
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DOCKETED ITEMS 


8406010423 IE Info Notice 84-41. "IGSCC in BWR Plants." Svc list end. 
JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York. Inc. 100pp. 25050:244. 24X Fiche : 50-000. 84/06/01. 8406010423. 


8406050012 IE Info Notice 84-42. "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs. “ Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/05 Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fiche : 50-000. 84/06/05. 8406050012 


8406050350 IE Info Notice B4-43. "Storage & Handling of Opthalmic Beta 
Radiation App 1 icators. '* Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co of New York, Inc. 

92pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 if icat ion Testing of 
Rockbestos Cables.*' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 8406060336. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fi ch e : 50-000, 84/06/ 1 1 , 8406080 176. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 1 5. 8406130315. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/ 18, 8406180353. 


8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
Failure." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/ 18, 8406180360. 


8406190327 IE Info Notice 84-50, "Clar if icat ion of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X F ic h e : 50-000, 84/06/21 , 8406190327. 


S. Reportable occurrences. LERs b related correspondence 


8406220163 Part 21 rept re several documentation inconsistencies 
disclosed on Brown & Root Purchase Order 35-1197-16105 for 
South Texas Pro ject. Amend ed documentation packges will be 
forwarded prior to 820906. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/09/01. COLLINS, J. Region 4, 
Office of Director. 15pp. 25083:170. 24X Fi c h e: 50-498, 82/09/01 , 

8406220163. 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. MinoT 
wiring change finalized & being forwarded to affected 
p lants. Diagrams & list of affected plants end. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01/17, 8401310352. 


8406180301 Final deficiency rept re pumps mfg by Hayward Tyler Pump Co. 
Initially reported on 830216. No specific corrective action 
required to resolve def i c i ency . Ut i 1 will be testing pumps 
delineated in response to IE Bulletin 83-05. 

QPREA, G. W. Houston Lighting & Power Co, 84/04/03. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 24961:164. 24X 


8406050404 Final deficiency rept re weld irreg ular 1 1 i es in 
structural steel fabricated by American Bridge. Initially 
reported on 810103. More stringent insp h. QA programs at 
vendor site resulted in improved weld quality. 

OPREA, G. W. Houston Lighting St Power Co. 84/05/22. COLL 
Region 4, Office of Director. 12pp. 24804:272. 24X 

Fiche: 50-498, 84/05/22, 8406050404. 


8406050407 Final deficiency rept re insufficient procedures 
evaluation of design basis flood. Initially reported on 
830330. Circulating water piping will be modified by expos 
concrete chute at embankment crest. 

OPREA, G. W. Houston Lighting St Power Co. 84/05/25. COLL 
Region 4, Office of Director. 7pp. 24845:175. 24X 

Fiche: 50-498, 84/05/25, 8406050407. 


8406120364 Interim deficiency rept re commingling of round 
Initially reported on 840430. Interim measures implemented 
to define previously field fabricated components suscepti 
to matl c omm i ng 1 i ng . Ne x t rept expected by 840928. 

OPREA, G. W. Houston Lighting & Power Co. 84/05/30. COLL 
Region 4, Office of Director. 4pp. 24893:328. 24X 

Fiche: 50-498, 84/05/30, 8406120364. 


8406120504 Final deficiency rept re main control room habit 
hazardous chemical release. Initially reported on 840302. 
Design revised to delete function of automat i ca 1 1 y starti 
makeup intake subsys fans following loss of offsite power 
OPREA, G. W. Houston Lighting & Power Co. 84/06/01. COLL 
Region 4, Office of Director, 4pp. 24890:270. 24X 

Fiche: 50-498, 84 /06/01 , 8406120504 


8406190138 Final deficiency rept re Comsip, Inc std bed cata 
containment gas sys life Initially reported on 840516. Bed 
being replaced w/new beds meeting performance specs. Also 
reported per Part 21. 

OPREA, C. W. Houston Lighting S- Power Co. 84/06/11. COLL 
Region 4, Office of Director. 4pp 24979:308. 24X 

Fiche: 50-498, 84/06/11, 8406190138. 


8406190146 Final deficiency rept re flood protection for fi 
doors. Main cooling reservior will not fail under any 
credible DBE. FSAR Section 3,4 will be revised. Item not 
reportable per 10CFR50. 55 ( e ) . 

OPREA, G. W. Houston Lighting & Power Co. 84/06/11. COLL 
Region 4, Office of Director. 4pp. 24979:304. 24X 

Fiche: 50-498, 84/06/11, 8406190146. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A. App lication/construction stage documents ?< c orrespondenc 


8406020455 Notification of 840517 meeting w/util & Bechtel 
MD to discuss details of auxiliary feedwater sys study 
program. 

NERSES, V. Licensing Branch 3. 84/05/10. KNIGHTON, G. W. 

Branch 3. 5pp. 24769:345. 24X Fic he : 50-498, 84/05/10, 84 


8406060152 Notification of 840612 meeting w/util & Bechtel 
MD to discuss details of util equipment qua 1 i f i ca t i on 
program. Agenda end. 

NERSES, V. Licensing Branch 3. 84/05/21. KNIGHTON, G. W. 

Branch 3. 7pp. 24847:306. 24X F i c he : 50-498, 84/05/21 , 84 


8406040337 Notification of 840612 meeting w/util in Bethesd 
discuss Tech Specs for three train design. Agenda end. 
NERSES, V. Licensing Branch 3. 84/05/25. KNIGHTON, G. W. 

Branch 3. 5pp. 24806:203. 24X Fic he: 50-498, 84/05/25, 84< 


8406220093 Board Notification 84-104: d iscusses Westinghouse 
actuation logic review. Current Westinghouse logic of ECCS 
actuation on low pressurizer pressure affords greatest 
protection against TMI-2 type events. 

EISENHUT , D. G. Division of Licensing. 84/06/20. PALLADI! 
Commissioners. 6pp. 25159:272. 24X Fi c h e : 50-000, 84/06/: 

8406220093. 


8406260226 Informs of review re Revs 3 fc 6 to QA program. Me 
scheduled for 840626 to discuss NRC concerns. Revi sed revs 
to QA program requested upon resolution of concerns. 
JOHNSON, E. H. Region 4, Office of Director. 84/06/20. 01 

Houston Lighting & Power Co. 2pp. 25150:241. 24X 

Fiche: 50-498, 84/06/20, 8406260226. 


judicatory correspondence 


30230 Motion for reconsideration of ASLB 840522 memorandum &e order 
ing on Citizens Concerned About Nuclear Power motion for 
1 discovery & applicant motion for sane ti ons. Certi fi cat e 
Svc end. Related correspondence. 

KIN. L Citizens Concerned About Nuclear Power, Inc. DSB 614. 
06/05. Atomic Safety and Licensing Board Panel. 6pp. 

19:235. 24 X Fi ch e : 50-498, 84/06/05, 8406130230. 


50339 Motion for increase in page limit to 145 pages for appeal 
ef re meaning of corporate charac ter. Cert if i cate of Svc 
I. Related correspondence. 

KIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 676. 
06/08. 3pp. 24955:352 24X F i c he : 50-498, 84/06/08, 84061 50339. 


30100 Memorandum inviting parties to respond to ASLB 840522 
arandum it order, under schedule contemplated by 
-R2. 730Cc ). Served on 840612. 

HHOEFER, C. Atomic Safety and Licensing Board Panel. DSB 591. 
56/11. 2pp. 24913:279. 24X Fi c h e : 50-498, 84/06/1 1 , 84061 30100. 


30179 Order granting in part, motion to enlarge page limitation, 
ef may be filed in excess of 90 pages. Served on 840612. 

3 KINS. B. A. Atomic Safety and Licensing Appeal Panel. DSB 592. 
56/12. Citizens Concerned About Nuclear Power, Inc. Ip. 

L2: 202. 24X Fiche: 50-498, 84/06/12, 8406130179. 


W132 Response to Citizens Concerned About Nuclear Power 840608 
ion to expand appeal brief to 145 pages. Motion acceptable 
/ided applicant also granted comparable relief, 
tificate of Svc end. 

GERMAN, D. J. Houston Lighting St Power Co. SILVERMAN, D. J. Newman 
jltzinger. DSB 626. 84/06/12. 4pp. 24927:348. 24X 

ib: 50-498, 84/06/12, 8406140132. 


30042 Memorandum Sc order denying 840308 motion for reconsideration 
\SLB 830714 order rejecting proposed financial 
Lifications contention. Served on 840615. 

HHOFFER, C. Atomic Safety and Licensing Board Panel. DSB 682. 
56/15. Citizens Concerned About Nuclear Power, Inc. 2pp. 

S>8: 012. 24X Fi c he : 50-498, 84/06/ 1 5, 84061 80042. 


20250 Response opposing Citizens Concerned About Nuclear Power 
!»Q5 motion for reconsideration of ASLB 840522 memorandum 
-der ruling an motions for addl discovery St applicant 
Lon for sancti ons. Cert i fi cate of Svc end. 

rERMAN, A. H. Houston Lighting S< Power Co. GUTTERMAN, A. H. Newman 
jltzinger. DSB 777. 84/06/20. Atomic Safety and Licensing 

'd Panel. 13pp. 25038:077. 24X Fi ch e ; 50-498, 84/06/20, 

£>220250. 


70135 Response supporting Citizens Concerned About Nuclear Power 
£>06 motion for recons i deration of ASLB 840522 memorandum 
rder. Certificate of Svc end. 

4ICK, B. E. Texas, State of. DSB 900. 84/06/20. Atomic Safety 

Licensing Board Panel. 4pp. 25159:326. 24X 

i e: 50-498, 84/06/20, 8406270135. 


?0056 Order rejecting Citizens Concerned About Nuclear Power 
£>25 brief in support of appeal of ASLB 840314 partial 
tial decision for excessive length St tard iness. Served on 
£>28. 

EMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 931. 
56/27. Citizens Concerned About Nuclear Power, Inc. 2pp. 

?8: 114. 24X Fich e: 50-498, 84/06/27, 8406290056. 


spection reports, IE Bulletins St correspondence 


20499 Submits final response to IE Bulletin 83-06, "Nonconforming 
Is Supplied by Tube-Line Corp Facilities at Long Island 
j, NY. Houston, TX S< Carol Stream, IL. " No subj matls 
lized at plant. 

5BERG, J. H. Houston Lighting St Power Co. 04/04/30. COLLINS, J. T. 
ion 4, Office of Director. 4pp. 24890:266. 24X 

le: 50-498, B4/04/30, 8406120499. 


30319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
■ y Sys. " Svc list end. 

5AN, E. L. Division of Emergency Preparedness S< Engineering 
jonse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

k, Inc. 124pp. 24861:201. 24X Fi ch e : 50-000, 84/05/25, 8405230319. 


40317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
tical Facility. " Svc list end. 

3AN, E, L. Division of Emergency Preparedness St Engineering 
jonse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

k, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25, 8405240317. 


8405290383 IE Info Notice 84-40, “Emergency Worker Doses." Svc lis 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 840529< 


8406050173 Ac k receipt of 840105 ltr informing NRC of steps taken 
correct violations St deviations noted in IE Insp Repts 
50-498/83-20 tt 50-499/83-20. Ad d 1 info re anchor bolt/embed 
evaluation program requested within 30 days. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. OPREA, G. I 
Houston Lighting it Power Co. Ip. 24845:039. 24X 

Fiche: 50-498, 84/05/30, 8406050173. 


— 8406050182 Responds to NRC 831205 ltr re violations St deviations 
in IE Insp Repts 50-498/83-20 it 50-499/83-20. Correc tive 
actions: Bechtel Energy Corp anchor bolt/embed evaluation 
program will assure bolts it embeds meet requirements. 

OPREA, G. W. Houston Lighting St Power Co. 84/01/05. COLLINS, J. 
Region 4, Office of Director. 6pp. 24845:040. 24X 

Fiche : 50-498, 84/05/30, 8406050173. 


8406220029 Forwards IE Insp Repts 50-498/84-07 St 50-497/84-07 on 
840507-11 S< notice of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30. OPREA, G. I 
Houston Lighting St Power Co. 2pp. 25126:315. 24X 

Fiche: 50-498, 84/05/30, 8406220029. 


— 8406220031 Notice of violation from insp on 840507-11. 

* Region 4, Office of Director. 84/05/30. 2pp. 25126:317. 
Fiche: 50-498, 84/05/30, 8406220029. 


— 8406220034 IE Insp Repts 50-498/84-07 St 50-499/84-07 on 840507-1: 
Violation noted : fai 1 ure to adequately control design-related 
documents. 

MCNEILL, W. M. , JOHNSON, W. D. , JAUDON, J. P. Region 4, Office of 
Director. 84/05/30. 5pp. 25126:319. 24X Fi che: 50-498, 84/05, 

8406220029. 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list ei 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. lOOpp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060K 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi^ 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 840605< 


8406050350 IE Info Notice 84-43, "Storage St Handling of Qpthalmic 1 
Radiation Applicators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Inspection Programs (Po: 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 840606* 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, 840608' 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 840608 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 840613 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 840618 


8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator 
Failure, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. U8pp. 25535:286. 24X Fic he: 50-000, 84/06/18, 840618 


06190327 IE Info Notice 84-50, “Clarif ication of Scope of QA Programs 
for Transport Packages Pursuant to 10CFR50. App B. Svc list 


jqr(MM,E L Division of Emergency Preparedness St Engineering 
Response (Post 8301031. 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 


24X Fiche: 50-000, 84/06/21, 8406190327. 


Reportable occurrences, LEfts St related correspondence 


>06220163 Part 21 rept re several documentation inconsistencies 
disclosed on Brown Sc Root Purchase Order 35-1197-16105 for 
South Texas Project. Amended documentation packges will be 
forwarded prior to 820906. , 

WEIOHTHAN, R T Lone Star Screw Co. 82/09/01. COLLINS, J. Region 4, 
Office of Director. 15pp. 25083:170. 24X Fi c he: 50-498, 82/09/01, 

8406220163 


,01310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
wiring change finalized & being forwarded to affected 
plants. Diagrams & list of affected plants end. 

RAHE, E. P . Westinghouse Electric Corp. 84/01/17. DEYQUNG, R. 

Director's Office, Office of Inspection and Enforcement. 5pp. 
22019: 307. 24 X Fiche: 50-000, 84/01/17, 8401310352. 


(06180301 Final deficiency rept re pomps ®fg by Hayward Tyler Pump Co. 
Initially reported on 830216. No specific corrective action 
required to resolve deficiency. Util will be testing pumps 
delineated in response to IE Bulletin 83—05. 

OPREA, 0. W. Houston Lighting & Power Co. 84/04/03. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 24961 : 164. 24X 

Fiche: 50-498. 84/04/03, 8406180301. 


(06050404 Final deficiency rept re weld irregularities in shop-welded 
structural steel fabricated by American Bridge. Initially 
reported on 810108. More stringent insp St QA programs at 
vendor site resulted in improved weld quality . 

OPREA, 0. W. Houston Lighting Ik Power Co. 84/05/22. COLLINS, J. T. 
Region 4, Office of Director. 12pp. 24804: 272. 24X 

Fiche: 50-498, 84/05/22, 8406050404. 


■06030407 Final deficiency rept re insufficient procedures for 
evaluation of design basis flood. Initially reported on 
830330. Circulating water piping will be modified by exposing 
concrete chute at embankment crest. 

OPREA, ©. W. Houston Lighting & Power Co. 84/05/25. COLLINS. J. T. 
Region 4, Office of Director. 7pp. 24845:175. 24X 

Fiche: 50-498, 04/05/25. 8406050407. 


•06120364 Interim deficiency rept re commingling of round rod mat Is. 
Initial ly reported on 840430. Interim measures implemented 
to define previously field fabricated components susceptible 
to raatl commingling. Next rept expected by 840928. 

OPREA. C. W. Houston Lighting 8s Power Co. 84/05/30. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 24893: 328. 24X 

Fiche: 50-498, 84/05/30, 8406120364. 


•06120504 Final deficiency rept re main control room habitability - 
haxartfpus chemical release. Initially reported on 840302. 

Design revised to delete function of automatical iy starting 
oakeup> intake subsys fans following loss of offsite power. 

OPREA, 0. WL Houston Lighting Sc Power Co. 84/06/01. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 24890: 270. 24X 

Fiche: 50-498, 84/06/01, 8406120504. 


0619013®' FjliwI . ief-ieieneg rept re Corns ip, Inc std bed catalyst in 
C'Cwtalsipf^t §ps sys life. Initially reported on 840516. Beds 
being rbf laced u/toM* beds 'meeting performance specs. Also 
es*p«ri*d per Part 21, ■ 

QPSpbD. -Lighting & Pokier <£p. 84/06/11. COLLINS, J. T. 

ftegitt* 4* ' Pffic* 'of Director, 4pp. 24979: 308. 24 X 

Fiche: 50-498,84/06/11,8406190138. 


06190146 Final deficiency rept re flood protection for fireproof 
doors. Ha zn cooling reservier will not fail under any 
credible OWE. FSAR Section 3,4 will be revised. Item not 
reportable per 10CFR3Q. 55(e* . 

®PfflEA,e. ti. Houston Lighting & Power Co. 84/06/11. COLLI NS, J T 
Region #. Office of Director. 4pp. 24979: 304. 24X 

Ficbe; MMVBftfft/BfiSll* 3|06t9Gl46* ■ - 


ERE? ffAMfr-QW bIFFSe IdWJERU PROJECT, UHIT 3 
fkdj$odte4l^P71| dV'reiilioinji^pdci' 


supporting HD Lewis 840507 motion for State of 


HTTr"*"'.* %1 is® ifjaL 84/06/04, 

S?***"*5!i*5!5* Panel . 5po. 24661 nor -»Iv 


Atomic Safel 


8406150131 Order granting State of WA 840507 motion for admission t 
proceeding as interested state, per 1 0CFR2. 71 5 ( c ) . Served on 
840614. 

MARGULIES, M B. Atomic Safety and Licensing Board Panel. DSB 647 
84/06/13. 24953:326. 24X Fi c h e : 50-508. 84/06/ 13, 84061 50131 . 


8406250354 Forwards BP A 840608 ltr announcing initiation of public 
involvement process to assist in evaluating const schedules 
for facilities. Related correspondence. 

REYNOLDS. N. S. Bishop, Liberman. Cook, Purcell & Reynolds. 
REYNOLDS. N. S. Washington Public Power Supply System. DSB 852. 
84/06/19. MARGULIES, M. , SHON, F. J. , FOSTER, R. F. Atomic Safety an 
Licensing Board Panel 7pp. 25137:092. 24X Fi c he : 50-508, 84/06/ 

8406250354. 


Q. Inspection reports, IE Bulletins & correspondence 


8406050410 Responds to Suppl 1 of Rev 1 to IE Bulletin 82-01 re 
alteration of radiographs of welds in piping subassemblies 
by ITT Grinnell. Investigation confirmed that no ITT piping 
subassemblies procured for facility project. 

KOHLER, A. D. Washington Public Power Supply System. 84/05/18. 
MARTIN, J. B. Region 5, Office of Director. 2pp. 24845:142. 24X 

Fiche: 50-508,84/05/18, 8406050410. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contain® 
Spray Sys " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of I 

York, Inc. 124pp. 24861:201. 24X Fi c he : 50-000, 84/05/25, 8403230: 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co, of I 

York, Inc. 127pp. 24880:103. 24X Fiche : 50-000. 84/05/23, 8403240! 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of t 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290: 


8406010423 IE Info Notice 84-41, " IGSCC in BUR Plants. » Svc list en< 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of I 1 

York, Inc. 100pp. 25050:244. 24X Fi c h e : 50-000, 84/06/0 1 , 8406010-' 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condit) 
During Outages Not Covered by Tech Specs. ** Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co, of f 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000. 84/06/05, 84Q6050C 


8406050350 IE Info Notice 84-43, "Storage St Handling of Opthalmic B# 
Radiation Applicators." Svc list encl. 

CRACE, J. N. Division of QA, Safeguards St Inspection Progreini (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fi ch e : 50-000, 84/06/07, 8406050350 . 


8406060336 IE Info Notice 84—44, "Environ Qua 1 if i ca t i on Testing of 
Rockbestos Cables." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of h 

York, Inc. 120pp. 25049:273. 24X Fi che: 50-000, 84/06/00, 84060603 


8406090176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of JS 

York, Inc. 123pp. 25049:001. 24X Fiche : 50-000, 84/06/ 1 1 , 84060001 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verif ication. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of N 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 84060801 


8406130315 IE Info Notice 84-47, "Environ Qua 1 if i cat i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of N 

York, Inc. 122pp. 25049:033. 24X Fiche: 50—000. 84/06/ 15* 84061303 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineer ina 
Response (Post 830103). 84/06/18. Consolidated Edison Co of N 

York, Inc. 118pp. 25536:043. 24X Fic he: 50— OOO, 84/06/18, 84061803 


S0360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator Tube 
lure. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness S> Engineering 
ponse CPost 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 1 8, 8406180360 


90327 IE Info Notice 84-50, "C 1 ar i f i ca t i on of Scope of QA Programs 
Transport Packages Pursuant to 10CFR50, App B. " Svc list 
1 . 

DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

k, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/21 , 84061 90327. 


portable occurrences. LERs & related correspondence 


20175 Part 21 rept re upgrading of stock matl outside scope of 
-3867. 4(e) due to misunderstanding of Code Case N242. 1. 
tially reported on 820922 . Concerned vendors & licensees 
ified. Use of Code Case N-310 suggested. 

3HTMAN, R. T. Lone Star Screw Co. 82/09/23. COLLINS, J. Region 4, 
ice of Director. 2pp. 25083:065. 24X Fiche: 50-000, 82/09/23, 

£>220175. 


10313 Supplemental Part 21 rept re possible insulation damage to 
ctrical cables mfg by Rockbestos Co. Initially reported on 
511. Certain reels an production records not shipped or 
?ped on non-Class IE purchase orders. 

rLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 
ice of Inspection and Enforcement. 5pp. 24756:349. 24X 

ie: 50-000, 84/05/22, 8406010313. 


30355 Interim deficiency rept re C-E Sys 80 reactor coolant pump 
raulic defect. Initially reported on 830927. Des i gn 
jlems identified & c or r ec ted. Ne x t rept will be submitted 
341101. 

_ER, A. D. Washington Public Power Supply System. 84/06/04. 

HOP, T. W. Division of Resident, Reactor Project & Engineering 
jranris . 2pp. 24967:151. 24X Fiche: 50-508, 84/06/04, 8406180355. 


?0336 Final Deficiency Rept (D/N#49) re nonconforming weld repair 
jean cope burn cuts. Initially reported on 830624. Total 
L , 442 beam assemblies examined, inc lud ing 3,318 coped 
jers.All physical repair activities completed. 

„ER, A. D. Washington Public Power Supply System. 84/06/20. 

HOP, T. W. Region 5, Office of Director. 3pp. 25206:038. 24X 

le: 50-508, 84/06/20, 8406290336. 


f SfN-50— 509 WPPSS NUCLEAR PROJECT, UNIT 5 


ipection reports, IE Bulletins & correspondence 


50410 Responds to Suppl 1 of Rev 1 to IE Bulletin 82-01 re 
•ration of radiographs of welds in piping subassemblies 
(TT Grinnel 1. Investigation confirmed that no ITT piping 
issemblies procured for facility project. 

_ER, A. D. Washington Public Power Supply System. 84/05/18. 
riN, J. B. Region 5, Office of Director. 2pp. 24845:142. 24X 

ie: 50-508, 84/05/18, 8406050410. 


lortable occurrences, LERs S< related correspondence 


10175 Part 21 rept re upgrading of stock matl outside scope of 
-3867.4(e) due to misunderstanding of Code Case N242. 1. 

;ially reported on 820922. Concerned vendors & licensees 
.fied. Use of Code Case N-310 suggested. 

rHTMAN, R. T. Lone Star Screw Co. 82/09/23. COLLINS, J. Region 4, 
.ce of Director. 2pp. 25083:065. 24X Fi ch e : 50-000, 82/09/23, 

■>220175. 


10355 Interim deficiency rept re C-E Sys 80 reactor coolant pump 
•aulic defect. Initially reported on 830927. Design 
>lems identified St c orr ec ted. Ne x t rept will be submitted 
141101. 

„ER, A. D. Washington Public Power Supply System. 84/06/04. 

(OP, T. W. Division of Res ident, Reactor Project 8< Engineering 
irams. 2pp 24967:151. 24X Fiche: 50-508, 84/06/04, 8406180355. 


• 50-513 WPPSS NUCLEAR PROJECT, UNIT 4 


ilication/construction stage documents St correspondence 


>0252 Forwards QA program description, per 830325 ltr. Rev 2 to 
.ation 17.1-6 includes proposed organization change 
jitfced to NRC for approval. W/o end. 

", R. W. Washington Public Power Supply System. 84/03/22, 

"IN, J. B. Region 5, Office of Director. Ip. 24812:361. 24X 

i e : 50-460, 84/03/22, 8406060252. 


8406040034 Requests remittance of outstanding fees S: interests 
resulting from OL review within 15 days of ltr receipt. If 
fees not received, NRC ui 1 1 issue show cause order. Copy of 
10CFR170 end. W/o end. 

MIL* ER, W. 0. License Fee Management Branch. 84/05/29. MAZUR, D. 
Washington Public Power Supply System. 2pp. 24807:309. 24X 

Fiche: 50-513, 84/05/29, 8406040034. 


8406190427 Responds to 840529 ltr re lack of payment for Invoice 
B-0265, issued to recover OL application review cost. 

Available revenues administered by Chemical Bank as trustee. 
Invoice submitted to trustee for further action. 

SORENSEN, G. C. Washington Public Power Supply System. 84/06/13. 
MIL> ER, W. Q. License Fee Management Branch. 2pp. 25021:353. « 

Fiche: 50-513, 84/06/13, 8406190427. 


S. Reportable occurrences, LERs ts. related correspondence 


8406290280 Supplemental final deficiency rept re Rockbestos cable. 
Initially reported on 820421 . Section of defective cables 
removed St penetrations scrapped. 

ROOT, R. W. Washington Public Power Supply System. 84/06/19. 
MARTIN, J. B. Region 5, Office of Director. Ip. 25199:336. 24) 

Fiche: 50-513, 84/06/19, 8406290280. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


GL Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contair 
Spray Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 84052G 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 840524 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc lit 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of 

York, Inc, 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 84052S 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list c 
JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 100pp. 25050:244. 24X Fi che: 50-000, 84/06/01 , 840601 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Mot Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 84060! 


8406050350 IE Info Notice 84-43, "Storage Sc Handling of Opthalmic 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Pc 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050:032. 24X Fi che : 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 04-44, "Environ Qualif ication Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 840604 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11, B4060£ 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list end*. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. o( 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, B4060J 


8406130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. o( 

York, inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 84061: 
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DOCKETED ITEMS 


06180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York. Inc. 118pp. 25536.043. 24X Fi c h e : 50-000. 84/06/ 18, 8406 180353. 


06180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
Failure. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360 


■06190327 IE Info Notice 84-50, "Clarif ication of Scope of QA Programs 

for Transport Packages Pursuant to 10CFR50, App B. " Svc list 

end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


CKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Inspection reports, IE Bulletins & corresp ondenc e 


05230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 124pp. 24861:201. 24X Fiche : 50-000, 84/05/25, 8405230319. 


05240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of New 

York, Inc. 127pp. 24880:103. 24X Fi c h e : 50-000, 84/05/25, 840524031 7 


05290333 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of New 

York, Inc. 122pp. 24879:342. 24X Fi c h e : 50-000, 84/05/30, 8405290383. 


D6010423 IE Info Notice 84-41, "IGSCC in BWR Plants. “ Svc list end. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

fork, Inc. 100pp. 25050:244. 24X Fi ch e : 50-000, 84/06/01 , 8406010423. 


D6050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
during Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/05. Consolidated Edison Co. of New 

Cork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


56050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic Beta 
iadiation Appl icator s. '• Svc list end. 

5RACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
J30103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

72pp. 25050:032. 24X Fi c he : 50-000, 84/06/07, 8406050350. 


)6060336 IE Info Notice 84-44, "Environ Qualification Testing of 
lockbestos Cables." Svc list end. 

IORDAN, E. L. Division of Emergency Preparedness & Engineering 
lesponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

( 0 Tk, Inc. 120pp. 25049:273. 24X Fi c he : 50-000, 84/06/08, 8406060336. 


>6080176 IE Info Notice 84-45, "Reversed Differential Pressure 
[nstrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
lesponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

fork, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1 , 8406080176. 


>6080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
lesponse (Post 830103). 84/06/13. Consolidated Edison Co. of New 

r ork, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


>6130315 IE Info Notice 84-47, "Environ Qualification Tests of 
Electrical Terminal Blocks." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
lesponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

fork, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15, 8406130315. 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Genera' 
Failure “ Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. 

York, Inc 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 840< 


8406190327 IE Info Notice 84-50, "C lar i f i ca t i on of Scope of QA f 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. 

York, Inc. 63pp. 25535:041. 24X F i c h e : 50-000, 84/06/2 1 , 8406: 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A. Application /construction stage documents & correspondence 


8406060206 Forwards raw spectral data generated by Ortec gamma i 
analysis sys from stored gamma spectra reviewed during 
J Hamada site visit during wk of 840305. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/21. MARTIN, 
Region 5, Office of Director. 58pp. 24658:299. 24X 

Fiche: 50-528, B4/05/21, 8406060206. 


8406040373 Summary of 840508 meeting w/util V. Bechtel in Bethe 
re NRC 840229 request for addl info on evaluation of effects 
of break in temporary water lines under structures. 

Attendance list end. 

LICITRA, E. A. Licensing Branch 3. 84/05/25. Licensing Br, 

5pp. 24806.214. 24X Fi c h e . 50-528, 84/05/25, 8406040373. 


8406260489 Forwards NRC 840530,25,09 & 0406 memos describing 
integration of activities for plants w/near-term licensing 
activities. Brief ing on integrated schedules expected by 
840618. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. PALLADINQ Commissioners. Ip. 25157:324. 24X 

Fiche: 50-000, 84/06/01. 8406260489. 


— 8406260518 Discusses outstanding regulatory issues for near-ts 
reviews. Recommendations for assignment of project managers t 
completion of licensing review effort provided. W/o ends. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/09. DIRCKS, W. J. Office of the Executive Director for 
Operations. 5pp. 25157:330. 24X Fic he : 50-000, 84/06/01 , 

8406260489. 


8406130169 Requests partial exemption from GDC 4 to apply advanc 
fracture mechanics techniques to postulated pipe breaks in 
CESSAR design RCS main loop p iping. Response requested by 
Oct 1984. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/07. KNIGHTC 
Licensing Branch 3. 4pp. 24913:062. 24X Fi ch e : 50-528, 84/06/ 

8406130169. 


8406190283 Forwards response to request for plans to communicati 
commitments made to NRC, per 840522 request. Corporate QA dept 
will provide interface for entrance & exit meetings. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, 
Division of Res ident, Reac tor Project & Engineering Programs. 
24989:295. 24X Fi ch e : 50-528, 84/06/ 11 , 8406190283. 


8406190422 Forwards Rev 0 to "Offsite Dose Calculation Manual,Pa 
Verde Nuclear Generating Station, Unit 1." 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. KNIGHTC 
Licensing Branch 3. Ip. 24987:297. 24X Fi ch e: 50-528, 84/06/1 

8406190422. 


— 8406190423 Rev 0 to "Offsite Dose Calculation Manual, Palo Veri 
Generating Station, Unit 1. " 

* Arizona Public Service Co. 84/06/01. 97pp. 24987:298. 

Fiche: 50-528, 84/06/11, 8406190422. 


8406220222 Submits response to NRC 840116 request to document me 
for determining gaseous effluent flow rates via release 
paths. Mods initiated to install flow sensors. Methods for 
estimating flow rates listed. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/14. KNIGHTC 
Licensing Branch 3. 2pp. 25081:238. 24X Fi c he : 50-528, 84/06/ 

8406220222. 


8406250265 Forwards response to 840525 request for assessment of 
re perceived lack of focus toward quality work performed by 
craftsmen. Approx 190 quality talk meetings conducted each 


chtel in 

HTON, G. W. 

0 - 528 . 84 / 06 / 08 . 


S 

u 

B 

F 








-8406260048 Notice of violation from insp on 840409-20. 

YOUNG. T. Region 5. Office of Director. 94/06/08. 3pp. 
25142:112. 24X Fi c h e : 50-528. 84/06/08. 8406260044. 


-8406260051 Notice of deviation from insp on 840409-20. 

YOUNG. T. Region 5. Office of Director. 84/06/08. Ip. 25142:115. 
24X Fiche: 50-528. 84/06/08. 8406260044. 


-8406260057 IE Insp Repts 50-528/84-15.50-529/84-12 b. 50-530/84-07 on 
840409-20. Violation noted : after-th e-fact qual if ication of 
welders. improper tagging of nonconforming electrical cable 
b lack of full tread engagement on stud nut. 

NARBUT, P.P., BURDOIN, J. , BALL. J. Region 5. Office of Director. 
84/06/08. 27pp. 25142:116. 24X Fiche: 50-528. 84/06/08. 8406260044. 


4060S0176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/11. 8406080176. 


406180415 Confirms 840627 meeting u//util in Region V ofc to discuss 
end SALP rept for Mar 1983 - Mar 1984. Notice of significant 
licensee meeting, including list of attendees b meeting 
agenda, also encl. 

BISHOP, T. W. Division of Res ident, Reactor Project b Engineering 
Programs. 84/06/11. VAN BRUNT, E. E. Arizona Public Service Co. 
3pp. 24965:205. 24X Fiche: 50-528, 84/06/11, 8406180415. 


-8406180419 SALP rept for Mar 1983 - Mar 1984. Overall performance rating 
of Category 2 assigned. 

* Region 5, Office of Director. 84/05/31. Ip. 24965: 20B. 24X 

Fiche: 50-528, 84/06/11 , 840618041 5. 


-8406180422 Submits summary of all investigative matters opened by Ofc 
of Investigations re SALP rept for Mar 1983 - Mar 1984. 

SHACKLETGN, 0. C. Office of Investigation. 84/04/13. BISHOP, T. W. 
Division of Res id ent, Reac tor Project b Engineering Programs. 2pp. 
24965:249. 24X Fiche : 50-528, 84/06/11, 8406180415. 


406250152 Forwards IE Insp Repts 50-528/84-16,50-529/84-13 b 
50-530/84-08 on 840221-0330. No noncompliance noted. 

BISHOP, T. W. Region 5, Office of Director. 84/06/11. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25130:029. 24X 

Fiche: 50-528. B4/06/1 1 , 84062501 52. 


-8406250158 IE Insp Repts 50-528/84-16, 50-529/84-13 b 50-530/84-08 on 
840221-0330. No noncompliance noted. Major areas inspected: 
const activities re Unit 3 spray pond pipe welding & HPSI 
Train B pipe supports b followup on threading die. 

VORDERBRUEGOEN, YOUNG, T. Region 5, Office of Director. 84/06/06. 
6pp. 25130:031. 24X Fi ch e : 50-328, 84/06/1 1 , 84062501 52. 


106080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification.*' Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049.154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


1-06130313 IE Info Notice 84-47, "Environ Qualif icat ion Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of New 

York, Inc. 122pp. 25049:033. 24X Fi che: 50-000, 84/06/ 1 5, 8406130315. 


06180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25336:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


06180360 IE Info Notice 84-49, "I©SCC Leading to Steam Generator Tube 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103), 84/06/18. Consolidated Edison Co. of New 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


06190327 IE Info Notice 84-50, "Clarification of Scope of QA Programs 

for Transport Packages Pursuant to 10CFR50, App B. " Svc list 

encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of New 

York, Inc, 63pp. 25535:041. 24X Fiche; 50-000, 84/06/21, 8406190327. 


06290348 Ack receipt of 840615 Itr re program for trending craft 
rework requested in NRC 840525 Itr. Program will be verified 
during future insp. 

BISHOP, T. W, Division of Res ident, Reactor Project b Engineering 

84/06/25. VAN BRUNT, E. E. Arizona Public Service Co. Ip. 


S. Reportable occurrences, LERs & related correspondence 


8406010237 Interim Deficiency Rept DER 84-21 re Rosemount trans 
not torqued to specified value Initially reported on 840420. 
Investigation incomplete Next rept will be submitted by 
840831 

VAN BRUNT, E E. Arizona Public Service Co. 84/05/17. BISHOP 
Division of Resident, Reac tor Project b. Engineering Programs. 
24753:258 24X Fiche: 50-528. 84/05/ 17, 8406010237. 


8406010253 Interim Deficiency Rept DER 84-20 re displacement of 
connecting line in safety injection during butterfly valve 
removal Initially reported on 840420. Next rept will be 
submitted by 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/17. BISHOP 
Division of Res ident , Reac t or Project b. Engineering Programs. 
24753:283. 24X Fiche: 50-528, 84/05/ 17, 8406010253. 


8406010259 Interim Deficiency Rept DER 84-22 re control element 
assembly shroud contaminated w/oil. Initially reported on 
840420. Next rept will be submitted by 840803. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/05/17. BISHOP 
Division of Res ident, Reac tor Project b. Engineering Programs. 
24755:104. 24X Fiche: 50-528, 84/05/17, 8406010259. 


8406050041 Rev 1 to interim Deficiency Rept DER 83-80 re slow c 
tine of main feeduater isolation va 1 ves . I n i t ia 1 1 y reported 
on 831 122. Bechtel reviewing C-E ana 1 y s i s. Fina 1 rept to be 
completed by 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, 
Region 5, Office of Director. 3pp. 24839:356. 24X 

Fiche: 50-528, 84/05/23, 8406050041. 


8406050152 Interim Deficiency Rept DER 83-73 re unqualified Foxl 
power supplies installed in IE instrument cab ine ts . In i t ial ly 
reported on 831027. Due to extensive investigation b 
evaluat ion, next rept delayed until 840907. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, 
Division of Res id ent, Reac tor Project b. Engineering Programs. 
24813:309. 24X Fiche: 50-528, 84/05/23, 8406050152. 


8406050267 Interim Deficiency Rept DER 83-75 re improperly torqi 
bolts, supplied by Foxboro, securing two D01265A panel filler 
assemblies. Initially reported on 831123. Final rept delayed 
until 840629, 

VAN BRUNT, E E. Arizona Public Service Co. 84/05/23. BISHOP, 
Region 5, Office of Director. 2pp. 24840:273. 24X 

Fiche: 50-528, 84/05/23, 8406050267. 


8406060229 Interim Deficiency Rept DER 84-11 re contaminated coi 
used in PVMP instrumentat i on. Ini t ial 1 y reported on 840308. 
Investigation inc omp 1 ete. Final rept will be submitted by 
840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/25. BISHOP, 
Region 5, Office of Director. 2pp. 24661:072. 24X 

Fiche: 50-528, 84/05/25, 8406060229. 


8406060257 Final Deficiency Rept DER 84-3 re Anchor-Darl ing Ioum 
four-uay valve not operating proper ly. Initial ly reported on 
840124. Valve inspected it reworked to remove unacceptable 
pipe sealant b replaced u/Loctite 277. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/25. BISHOP, 
Division of Res ident, Reac tor Project b Engineering Programs. 
24657:186. 24X Fic h e : 50-528, 84/05/25, 8406060257. 


8406110125 Interim Deficiency Rept DER 84—24 re loose Limitorqui 
operators on valve bodies. Initially reported on 840501. 

Cause undetermined. Bechte 1 studying corrective action. Final 
rept expected by 840817. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, 
Division of Res ident, Reac tor Project b Engineering Programs. 
24974:290. 24X Fich e : 50-528, 84/05/29, 84061 10125. 


8406110197 Interim Deficiency Rept DER 84-12 re Zone III violat: 
reactor coolant pump 1A b steam generator 1. Initially 
reported on 840314. Investigation & evaluation continuing. 

Next rept will be submitted by 840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, 
Division of Resident, Reac tor Project & Engineering Programs. 
24872:092. 24X Fiche: 50-528, 84/05/29, 84061 10197. 


8406110238 Rev l to interim Deficiency Rept DER 82-76 re Target 
valves not meeting spec/test requirements. Ini tial ly 
reported on 821124, Due to extensive investigation b 
evaluat ion, final rept delayed until 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, 
Division of Resident, Reac tor Project b Engineering Programs. 
24871 : 092 24X Fiche: 50-528, 84/05/29, 8406110238. 


DOCKETED ITEMS 


6110249 Interim Deficiency Rept DER 84-07 re Borg-Warner valve stem 
xtensions & failure to provide corrective actions stated in 
ER SO— 21. Initially reported on 840209. Due to extensive 
valuat ion. f inal rept delayed until 840717, 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident, Reac tor Project & Engineering Programs. 2pp. 
4868:130. 24X Fi ch e : 50-528, 84/05/29, 84061 10249. 


6110271 Interim Deficiency Rept DER 84-10 re abnormal number of 
ingle element resistance temp detectors open circuited, 
nitially reported on 840229. Next rept will be provided by 
40B31. 

AN BRUNT , E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident, Reactor Project & Engineering Programs. 2pp. 
4871:014. 24X Fiche: 50-528, 84/05/29, 84061 10271. 


6110287 Interim Deficiency Rept DER 84-25 re containment supply 
egisters not cy c 1 ing . Ini t ia 1 1 y reported on 840501. Bech tel 
fcu'dying problem to determine reportability & justification, 
ext rept expected by 840817. 

s,N BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
egion 5, Office of Director. 3pp. 24870:328. 24X 

iche: 50-528, 84/05/29, 8406110287. 


6110243 Interim Deficiency Rept DER 83-82 re improper bend radius 
i diesel generator control cab ine t s. Ini t ia 1 1 y reported on 
31202 Final rept delayed until 840715 due to extensive 
westigation St evaluation required. 

NN BRUNT, E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 
Ivision of Res ident, Reac tor Project St Engineering Programs. 2pp. 
1867: 084. 24X Fi che: 50-528, 84/05/31, 84061 10243. 


6110348 Interim Deficiency Rept DER 83-81 re schedule 160 stainless 
:eel pipe from Gulfalloy w/mfg d ef ec t . In i t ia 1 ly reported on 
31128. Submittal of final rept delayed until 840731 due to 
(tensive investigation required. 

W BRUNT, E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 

»g ion 5, Office of Director. 2pp. 24867:242. 24X 

iche: 50-528, 84/05/31, 8406110348. 


»110353 Interim Deficiency Rept DER 83-66 re auxiliary feedwater 

imp. Initially reported on 83101 1 . Submi tta 1 of final rept 

flayed until 840715 due to extensive investigation & 

valuation required. No new info or change to interim rept. 

tN BRUNT. E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 

>g ion 5, Office of Director. 2pp. 24868:077. 24X 

.che: 50-528, 84/05/31- 8406110353. 


>120317 Interim Deficiency Rept DER 84-33 re incorrectly installed 
mger support assembly. Initially reported on 840504. Second 
ilkdaun of pipe support assembly 1-SI-070-H01 1 revealed 
ssing weld. Complete rept expected by 840810. 

>N BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. W. 
vision of Resident, Reactor Project & Engineering Programs. 3pp. 
®88:359. 24X Fi ch e : 50-528, 84/06/04, 8406120317. 


>180128 Interim Deficiency Rept DER 84-26 re improperly tested or 
justed plunger inter loc k. Initial ly reported on 840510. New 
nconf ormance rept issued, requiring insp of Class IE 4.16 
1 breakers. Final rept uill be submitted on 840815. 
iN BRUNT, E. E. Arizona Public Service Co. 84/06/04, BISHOP, T. W. 
vision of Resident, Reac tor Project & Engineering Programs. 3pp. 
960:049. 24X Fiche: 50-528, 84/06/04, 8406180128. 


-180202 Interim Deficiency Rept DER 84-09 re cad welding for 
thodic protection ground connection. Initially reported on 
0229, Due to extensive investigation & evaluation required, 
nal rept delayed until 840731. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. W. 
vision of Resident, Reactor Project St Engineering Programs. 2pp. 
962:355. 24X Fiche: 50-528, 84/06/04, 8406180202. 


180206 Interim Deficiency Rept DER 84-27 re improperly handled 
strumenta t ion from Waldinger Corp. Ini tial ly reported on 
0510. Due to extensive investigation St evaluation required, 
nal rept delayed until 840824. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. k 
vision of Resident, Reactor Project St Engineering Programs. 3pf 
964:025. 24X Fi ch e : 50-528, 84/06/04, 8406180206. 


180209 Rev 2 to interim Deficiency Rept DER 82-80 re low insulation 
sistance values for terminal blocks supplied by Conax 
rp. Initially reported on 821217. Due to extensive 
vestigation St evaluat ion, f inal rept delayed until 840731. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, T. W. 


8406180257 Interim Deficiency Rept DER 84-06 re absolute St devial 
alarm modules supplied by Fo xbor o. Init ia 1 ly reported on 
840216. Final rept delayed until 840824 due to extensive 
investigation St evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, 1 
Region 5, Office of Director. 2pp. 24961:191. 24X 

Fiche: 50-528, 84/06/05, 8406180257. 


8406180294 Interim Deficiency Rept DER 84-30 re improper 
documentation of diesel generator components. Ini tial ly 
reported on 84051 1 . Bee h te 1 S< Cooper Energy determining 
corrective action. Final rept expected by 840824. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, T 
Division of Res ident, Reac tor Project St Engineering Programs. 4 
24961:087 24X Fiche: 50-528, 84/06/05, 8406180294. 


8406190483 Interim Deficiency Rept DER 84-31 re unsealed piping 
penetrations in main steam support structure. Ini tial ly 
reported on 840517. Investigation incomplete. Next rept 
delayed until 840817 due to extensive evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/06. BISHOP, T 
Division of Res ident, Reac tor Project St Engineering Programs. 3 
24988:353. 24X Fic he : 50-528, 84/06/06, 8406190483. 


8406250079 Interim Deficiency Rept DER 83-42 re thermowells in RC 
Initially reported on 830629. Investigation, testing S< 
evaluation cont inuing . Nex t rept delayed until 840B15 due to 
extensive investigation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T 
Division of Res ident, Reac tor Project St Engineering Programs. 2 
25130:059. 24X Fi c he : 50-528, 84/06/1 1, 8406250079. 


8406250202 Interim Deficiency Rept DER 83-78 re documentation of 
test Sc lack of controlling procedure for rock bolt expansion 
anchors. Initially reported on 831109. Due to extensive 
investigation, final rept delayed until 840803. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T 
Division of Resident, Reactor Project St Engineering Programs. 2 
25130:248. 24X Fiche: 50-528, 84/06/11, 8406250202. 


8406250233 Interim Deficiency Rept DER 83-57 re cracks in control 
element assembly shround. Initially reported on 830729. 

Final rept delayed until 840815 due to extensive 
evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T. 
Division of Res ident, Reac tor Project 8< Engineering Programs. 2 
25120:057. 24X Fiche: 50-528, 84/06/11, 8406250233. 


8406250245 Interim Deficiency Rept DER 83-49 re broken impeller b! 
S« diffuser bolts broken/loose in reactor coolant pumps. 

Initially submitted on 830715. Final rept will be submitted 
by 840815, not 840615 as scheduled. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T, 
Division of Resident, Reac tor Project S< Engineering Programs. 2| 
25120:059. 24X Fiche: 50-528, 84/06/11, 8406250245. 


8406230472 “Region V LEKs for 840612. " 

* Region 5, Office of Director. 84/06/12. 3pp. 25128:049. 
Fiche: 50-528, 84/06/12, 8406230472. 


8406250197 Interim Deficiency Rept DER 84-35 re out of tolerance ] 
setpoint potentiometers in plant protection sys. Initial ly 
reported on 840317. Unit 2 stability testing in progress. 

Final rept will be provided by 840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/12. BISHOP, T. 
Division of Resident, Reac tor Project St Engineering Programs, 3| 
25121:025. 24X Fiche: 50-528, 04/06/12, 8406250197. 


8406250235 Interim Deficiency Rept DER 84-37 re unauthorized/ 
unqualified dwet sealant matl used in HVAC ductwork. 

Initaliy reported on 840517. Final rept delayed until 840830 
due to extensive evaluation. 

VAN BRUNT, E E. Arizona Public Service Co. 84/06/12. BISHOP, T 
Division of Resident, Reactor Project St Engineering Programs. 3 
25130- 186. 24X Fiche: 30-528, 84/06/12, 8406230235. 


8406250133 Interim Deficiency Rept DER 84-34 re bolts w/less than 
specified torque on safety injection keyways. Initially 
reported on 840317. Bech te 1 continuing investigation. Next 
rept delayed until 840810. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/13. BISHOP, T 
Region 5, Office of Director. '3pp. 23121:342. 24X 

Fiche: 50-528, 84/06/13, 8406250133. 



tty. " Svc Xi 
Lvision of E 
830103). 8 

rpp. 24830: 


o Notice 84 








DOCKETED ITEMS 


W6270085 IE Insp Repts 50-528/84-13 it 50-529/84-10 on 840409-13. Mo 
violations or deviations noted. Major areas inspected: 
followup items< radiation protection & chemistry organization 
It staff ing, retraining It, replacement training. 

NORTH, H. S. , YUHAS, G.P. Region 5. Office of Director 84/05/31. 
3pp. 25175:334. 24X Fi ch e: 50-528, 84/05/31, 8406270071. 


a010423 IE Info Notice 84-41, "IGSCC in BWR Plants. " Svc list end 
3RDAN, E L. Division of Emergency Preparedness it. Engineering 
‘sponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

ir Jr, Inc 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 8406010423. 


>050012 IE Info Notice 84-42, "Equipment Availability for Conditions 
iring Outages Not Covered by Tech Specs. “ Svc list encl. 
fftDAN, E L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


050350 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
diation Applicators. '* Svc list encl. 

ACE, J, N. Division of QA, Safeguards it Inspection Programs (Post 
0103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

pp. 25050:032. 24X Fi c h e : 50-000, 84/06/07, 8406050350. 


190475 Forwards proposed rev to FSAR Section 3. 8. 1. 6. 6 re 
ructural it miscellaneous steel welding for Category I 
ructures, in response to notice of deviation from const 
praisal insp. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/07. MARTIN, J. B. 
gion 5, Office of Director. 10pp. 24989:350. 24X 

che: 50- 528, 84/06/07, 8406190475. 


060336 IE Info Notice 84-44, "Environ Qua 1 i f i ca ti on Testing of 
ckbestos Cables." Svc list encl. 

RDAN, E. L. Division of Emergency Preparedness it Engineering 
sponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

rk, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


260044 Forwards IE Insp Repts 50-528/84-15,50-529/84-12 it. 
-530/84-07 on 840409-20 it notices of violation & 
via t i on. 

SHOP, T. W. Region 5, Office of Director. 84/06/08. VAN BRUNT, E. E. 
rizona Public Service Co. 2pp. 25142:110. 24X 

: he ; 50-528, 84/06/08, 8406260044. 


36260048 Notice of violation from insp on 840409-20. 
/□UNO, T. Region 5, Office of Director. 84/06/08. 3pp. 
25142:112. 24X Fi c h e : 50-528, 84/06/08, 8406260044. 


36260057 IE Insp Repts 50-528/84-15,50-529/84-12 & 50-530/84-07 on 
340409-20. Vi olat ion not ed : after-th e-fact qual if ication of 
jelders, improper tagging of nonconforming electrical cable 
k lack of full tread engagement on stud nut. 

JARBUT, P. P. , BURDOIN, J. , BALL, J. Region 5, Office of Director. 
34/06/08. 27pp. 25142:116. 24X Fiche: 50-528, 84/06/08, 8406260044. 


>30176 IE Info Notice 84-45, "Reversed Differential Pressure 
itrument Sensing Lines. " Svc list encl. 

(DAM, E. L. Division of Emergency Preparedness St Engineering 
sponse (Post 830103). 84/06/11. Consolidated Edison Co. of Mew 

*k, Inc. 123pp. 25049:001. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


.80415 Confirms 840627 meeting w/util in Region V ofc to discuss 
:1 SALP rept for Mar 1983 - Mar 1984. Notice of significant 
:ensee mee ting, inc 1 ud ing list of attendees & meeting 
snda, also encl. 

SHOP, T. W. Division of Res ident, Reactor Project & Engineering 
(grams. 84/06/11. VAN BRUNT, E. E Arizona Public Service Co. 
i. 24965:205. 24X Fic he: 50-528, 84/06/11 , 8406180415. 


>6180419 SALP rept for Mar 1983 - Mar 1984, Overall performance rating 
if Category 2 assigned. 

> Region 5, Office of Director. 84/05/31. Ip. 24965:208. 24X 

•iche. 50-528, 84/06/11.8406180415. 


>6180422 Submits summary of all investigative matters opened by Ofc 
(f Investigations re SALP rept for Mat 1^89 ~ Mar 1984. 

JHACKLETON, O, C. Office of Investigation. 84/04/13. BISHOP, T. W. 
)ivis ion of Resident, Reactor Project & Engineering Programs. 2pp. 
>4965:249. 24X Fiche; 50-528, 84/06/11, 8406180415. 


>50152 Forwards IE Insp Repts 50-528/84-16, 50-529/84-13 it 
-530/84-08 on 840221-0330. No noncompliance noted. 

5H0P, T, W. Region 5, Office of Director. 84/06/11. VAN BRUNT, E. E. 
izona Public Service Co. 2pp. 25130:029. 24X 

:he: 50-528, 84/06/11, 8406250152. 


— 8406250 1 58 IE Insp Repts 50-528/84-16,50-529/84-13 it 50-530/84- 
840221-0330. No nonconpl iance noted. Major areas inspected: 
const activities re Unit 3 spray pond pipe welding it HPSI 
Train B pipe supports it. followup on threading die. 
VORDERBRUEGGEN, YOUNG, T Region 5, Office of Director. 84/( 
6pp 25130:031. 24X F i c h e 50-528, 84/06/ 1 1 , 84062501 52. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. '• Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it. Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. ( 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 8406C 


8406130315 IE Info Notice 84-47, "Environ Qualif ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. t 

York, Inc. 122pp. 25049:033. 24X Fi c h e : 50-000, 84/06/ 15, 8406) 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globi 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. c 

York, Inc. UBpp. 25536:043. 24X Fi c he : 50-000, 84/06/ 18, 8406] 


8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generate 
Failure. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. c 

York, Inc. 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 84061 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Pt 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. c 

York, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 84061*1 


8406290348 Ac k receipt of 840615 ltr re program for trending era* 
rework requested in NRC 840525 ltr. Program will be verified 
during future insp. 

BISHOP, T. W. Division of Res i d ent, Reac tor Project it Engineerinj 
Programs. 84/06/25. VAN BRUNT, E. E. Arizona Public Service Cc 
25205: 284. 24X Fiche: 50-528, 84/06/25, 8406290348. 


S. Reportable occurrences, LERs 8c related correspondence 


8406050041 Rev 1 to interim Deficiency Rept DER 83-80 re slow clc 
time of main feeduater isolation valves. Initial ly reported 
on 831 122. Bechtel reviewing C-E analysis. Final rept to be 
completed by 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP,! 
Region 5, Office of Director. 3pp. 24839:356. 24X 

Fiche: 50-528, 84/05/23, B406050041. 


8406050152 Interim Deficiency Rept DER 83-73 re unqualified Foxbt 
power supplies installed in IE instrument cab inets. Init ial 1 y 
reported on 831027. Due to extensive investigation 8t 
evaluat ion, ne xt rept delayed until 840907. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP,! 
Division of Resid ent, Reac tor Project S< Engineering Programs. < 
24813:309. 24X Fi ch e : 50-528, 84/05/23, 84060501 52. 


8406050267 Interim Deficiency Rept DER 83-75 re improperly torque 
b o 1 1 s , s u p p 1 i e d by Foxboro, securing two D01265A panel filler 
assemblies. Initially reported on 831123. Final rept delayed 
until 840629. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, 1 
Region 5, Office of Director. 2pp. 24840:273. 24X 

Fiche: 50-528, 84/05/23, 8406050267. 


8406050442 Rev 1 to interim Deficiency Rept DER 83-83 re incorret 
strut supporting installed Class Q1A p ip ing . Ini t ial ly 
reported on 931202. Investigation incomplete. Final rept will 
be submitted by 840824. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP,! 
Division of Resident, Reactor Project & Engineering Programs. * 
24842:310. 24X Fich e: 50-529, 84/05/23, 8406050442. 


8406050517 Final Deficiency Rept DER 83-64 re failure of Target f 
Model 76— Q— XXX PRVs to meet prerequisite tests. Caused by 
broken seals due to entry of foreign matter St inadequate 
test pr oc e d ure. Not reportable per 10CFR50. 55( e ) or Part 21. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/24. BISHOP,' 
Region 5, Office of Director. 5pp. 24840:103. 24X 

Fiche: 50-529, 84/05/24, 8406050517. 


•06060229 Interim Deficiency Rept DER 84-11 re contaminated conduit 
used in PVMP instrumentation. Initial ly reported on 840308. 
Investigation incomp lete. Final rept will be submitted by 
840831. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/05/25. BISHOP. T. W. 
Region 5. Office of Director. 2pp. 24661:072. 24X 

Fiche: 50-528.84/05/25. B406060229. 


•06060257 Final Deficiency Rept DER 84-3 re Anchor-Darl ing lower 
four-uay valve not operating properly. Initially reported on 
840124. Valve inspected & reworked to remove unacceptable 
pipe sealant & replaced u/Loctite 277. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/05/25. BISHOP. T. Ul. 
Division of Resident, Reac tor Project St Engineering Programs. 4pp. 
24657: 186. 24X Fiche: 50-528, 84/05/25, 8406060257. 


■06110197 Interim Deficiency Rept DER 84-12 re Zone III violations of 
reactor coolant pump 1A St steam generator 1. Initially 
reported on 840314. Investigation St evaluation continuing. 

Next rept will be submitted by 840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 94/05/29. BISHOP, T. W. 
Division of Res ident, Reac tor Project St Engineering Programs. 2pp. 
24872:092. 24X Fiche: 50-528, 84/05/29, 84061 10197. 


06110238 Rev 1 to interim Deficiency Rept DER 82-76 re Target Rock 
valves not meeting spec/test requirements. Initially 
reported on 821124. Due to extensive investigation St 
evaluation, final rept delayed until 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
Division of Resident, Reac tor Project & Engineering Programs. 4pp. 
24871:092. 24X Fiche: 50-528, 84/05/29, 84061 10238. 


06110249 Interim Deficiency Rept DER 84-07 re Borg-Warner valve stem 
extensions St failure to provide corrective actions stated in 
DER 80-21. Ini tial ly reported on 840209. Due to extensive 
evaluation, final rept delayed until 840717. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
Division of Resident, Reactor Project St Engineering Programs. 2pp. 
24868: 130. 24X Fiche: 50-528, 84/05/29, 8406110249. 


06110271 Interim Deficiency Rept DER 84-10 re abnormal number of 
single element resistance temp detectors open circuited. 

Initially reported on 840229. Next rept will be provided by 
B4Q031. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
Division of Resident, Reactor Project & Engineering Programs. 2pp. 
24871:014. 24X Fi che: 50-528, 84/05/29, 84061 10271 . 


06110287 Interim Deficiency Rept DER 84-25 re containment supply 
registers not eye 1 ing. Ini t ia 1 1 y reported on 840501 . Bech te 1 
studying problem to determine reportability U justification. 

Next rept expected by 840817. 

VAN BRUNT, E. E. Arizona Public Service Co. B4/05/29. BISHOP, T. W. 
Region 5, Office of Director. 3pp. 24870:328. 24X 

Fiche: 50-528, 84/05/29, 84061 10207. 


06110243 Interim Deficiency Rept DER 83-82 re improper bend radius 
in diesel generator control cabinets. Initially reported on 
331202. Final rept delayed until 840715 due to extensive 
investigation it evaluation required. 

/AM BRUNT, E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 
division of Resident, Reac tor Project & Engineering Programs. 2pp. 
24867:084. 24X Fiche: 50-528, 84/05/31, 84061 10243 


>6110348 Interim Deficiency Rept DER 83-81 re schedule 160 stainless 
(teel pipe from Oulfalloy w/mfg defect. Initial ly reported on 
331128. Submittal of final rept delayed until 840731 due to 
ixtensive investigation required. 

/AN BRUNT, E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 
legion 5, Office of Director. 2pp. 24867:242. 24X 

r i c h e : 50-528, 84/05/31, 8406110348. 


>6130202 Interim Deficiency Rept DER 84-09 re cad welding for 
:athodic protection ground connection. Initial ly reported on 
340229. Due to extensive investigation & evaluation required, 

! inal rept delayed until 840731. 

/AN BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. W. 
livision of Resident, Reactor Project 8c Engineering Programs, 2pp. 
14962:355. 24X Fiche: 50-528/ 04/06/04, 8406180202. 


16180206 Interim Deficiency Rept DER 84~?27 re improperly handled 
instrumentation from Waldinger Corp, Initially reported on 
140510. Due to extensive investigation & evaluation required, 

'inal rept delayed until 840824. 

'AN BRUNT, E. E. Arizona Public Service Cq. 84/06/04. BISHOP, T. W. 
► ivision of Resident, Reactor Project & Engineering Programs. 3pp. 
14964: 025. 24X Fiche: 50-528, 84/06/04, 8406180206. 


'6180209 Rev 2 to interim Deficiency Rept DER 82-80 re low insulation 
esistance values for terminal blocks supplied by Ccnax 
iorp. Initially reported on 821217. Due to extensive 
nvestigatibn & evaluation, final rept delayed until 840731. 

'AM BRUNT , E. E. Arizona Public Service Co. 84/06/05. BISHOP, T. W. 
►ivision of Resident, Reactor Project & Engineering Programs. 3pp, 
►4963:022. 24X Fiche: 50-528, 84/06/05, 8406180209. 


8406180214 Interim Deficiency Rept DER 84-29 re buildup of matl 
diesel generator HXs. Initially reported on 840511. 
Investigation inc omp 1 ete. Ne x t rept will be submitted by 
841116. 

VAN BRUNT, E E. Arizona Public Service Co. 84/06/05. BISHOP, 
Division of Res i d ent , Reac to r Project & Engineering Programs. 
24962:352 24X F i ch e : 50- 529, 84/06/05, 84061 8021 4. 


8406180218 Interim Deficiency Rept DER 84-18 re wiring error on 
pump B, switch CS-3. Ini t ia 1 1 y reported on 840326. Time 
extension until 840718 requested because of extensive 
investigation & evaluation required. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05, BISHOP, 
Division of Resident, Reac tor Project & Engineering Programs. 
24963:019. 24X Fi ch e : 50-528, 84/06/05, 84061 80218. 


8406180257 Interim Deficiency Rept DER 84-06 re absolute & devi; 
alarm nodules supplied by Foxboro. Initially reported on 
840216. Final rept delayed until 840824 due to extensive 
investigation & evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, 
Region 5, Office of Director. 2pp. 24961:191. 24X 

Fiche: 50-528, 84/06/05, 8406180257. 


8406180294 Interim Deficiency Rept DER 84-30 re improper 
documentation of diesel generator components. Initially 
reported on 84051 1 . Bee h te 1 & Cooper Energy determining 
corrective action. Final rept expected by 840824. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, 
Division of Resident, Reac tor Project & Engineering Programs. 
24961:087. 24X Fiche: 50-528, 84/06/05, 8406180294. 


B406190483 Interim Deficiency Rept DER 84-31 re unsealed piping 
penetrations in main steam support structure, Initially 
reported on 840517. Invest igation i nc omp 1 ete. Ne x t rept 
delayed until 840817 due to extensive evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/06. BISHOP, 
Division of Resident, Reac tor Project 8 < Engineering Programs. 
24988:353. 24X Fiche: 50-528, 84/06/06, 8406190483. 


8406250079 Interim Deficiency Rept DER 83-42 re thermowells in f 
Initially reported on 830629. Invest igation, testing it 
evaluation continuing. Nex t rept delayed until 840815 due to 
extensive investigation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, 
Division of Resident, Reac tor Project St Engineering Programs. 
25130:059. 24X Fiche. 50-528, 84/06/ 1 1, 8406250079. 


8406250202 Interim Deficiency Rept DER 83-78 re documentation ol 
test & lack of controlling procedure for rock bolt expansion 
anchors. Initial ly reported on 831109. Due to extensive 
investigation, final rept delayed until 840803. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, 
Division of Res id ent, Reac tor Project it Engineering Programs. 
25130:248. 24X Fich e : 50-528, 84/06/1 1, 8406250202. 


8406250233 Interim Deficiency Rept DER 83-57 re cracks in contrc 
element assembly shround. Initially reported on 830729. 

Final rept delayed until 840815 due to extensive 
evalua t ion. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, 
Division of Res ident, Reac tor Project Sc Engineering Programs. 
25120:057. 24X Fiche: 50-528, 84/06/1 1, 8406250233. 


8406250245 Interim Deficiency Rept DER 83-49 re broken impeller 
Sc diffuser bolts broken/loose in reactor coolant pumps. 
Initially submitted on 830715. Final rept will be submitted 
by 840015, not 840615 as scheduled. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, 
Division of Resident, Reac tor Project & Engineering Programs. 
25120:059. 24X Fi ch e : 50-528, 84/06/1 1 , 8406250245. 


8406230472 “Region V LERs for 840612. " 

* Region 5, Office of Director. 84/06/12. 3pp. 25128:049. 
Fiche: 50-528, 84/06/12, 8406230472. 


8406250127 Interim Deficiency Rept DER 84-36 re safety injectior 
stalling just off closing seat when opening or closing. 
Initially reported on 840517. Eva 1 uati on of condition & 
submittal of final' rept forecast to be completed by 840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/12. BISHOP, 
Division of Res ident, Reac tor Project & Engineering Programs. 
25121: 289. 24X Fiche: 50-529, 84/06/12, 8406250127. 


8406250197 Interim Deficiency Rept DER 84-35 re out of toleranc* 
setpoint potentiometers in plant protection sys. Initial ly 
reported on 840517. Unit 2 stability testing in, progress. 

Final rept will be provided by 840831. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/12. BISHOP, 
Division of Resident, Reac tor Project Sc Engineering Programs. 
25121:025. 24X Fiche: 50-528, 84/06/12, 8406250197. 


DOCKETED ITEMS 


6250235 Interin Deficiency Rept DER 84-37 re unauthorized/ 
nqualified duct sealant matl used in HVAC ductwork, 
nitally reported on 840517. Final rept delayed until 840830 
ue to extensive evaluation. 

AN BRUNT , E. E. Arizona Public Service Co. 84/06/12. BISHOP, T. W. 
ivisioin of Resid ent, Reac tor Project & Engineering Programs. 3pp. 
5130:186. 24X F i ch e : 50-528, 84/06/ 12, 8406230235. 


6250133 Interim Deficiency Rept DER 84-34 re bolts w/less than min 
pecified torque on safety injection keyways. Initially 
eported on 84051 7. Bee h te 1 continuing i nves t i gat i on. Ne x t 
ept delayed until 840810. 

«<N BRUNT, E. E. Arizona Public Service Co. 84/06/13. BISHOP, T. W. 
egion 5, Office of Director. 3pp. 25121:342. 24X 

iche: 50-528, 84/06/13, 8406250133. 


h2?0296 Interim Deficiency Rept DER 84-02 re rust, scale S < pitting in 
levis it arm of several safety injection it CH valves, 
titially reported on 840123. Final rept will be submitted by 
10620. 

kN BRUNT, E. E. Arizona Public Service Co. 84/06/19. BISHOP, T. W. 
sgion 5, Office of Director. 2pp. 23199:330. 24X 

iche: 50-528, 84/06/19, 8406290296. 


;290283 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
idustrial Products program for supplier qual if ication. 
litially reported on 840524. Vendor removed from util bidder 
1st on 840507. Final rept expected by 840831. 

BRUNT, E. E. Arizona Public Service Co. 84/06/22. BISHOP, T. W. 
»gion 5, Office of Director. 4pp. 25199:348. 24X 

iche: 50-529, 84/06/22, 8406290283. 


jperator Examinations 


i230089 Forwards industrial working group proposal re nuclear plant 
lift experience & industry evaluation of operating shift 
perience requirements Commission should accept industry 
oposal subj to listed items. 

!S&NHUT , D. G. Division of Licensing. 84/05/29. VAN BRUNT, E. E. 
•izona Public Service Co. 3pp. 25153:156. 24X 

Che: 50-528, 84/05/29, 8406250089. 


iEf S TN— 50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


ipp 1 icat ion/construction stage documents i>. correspondence 


,060206 Forwards raw spectral data generated by Ortec gamma energy 
lalysis sys from stored gamma spectra reviewed during 
Hamada site visit during wk of 840305. 

iN BRUNT, E. E. Arizona Public Service Co. 84/05/21. MARTIN, J. B. 
gion 5, Office of Director. 58pp. 24658:299. 24X 

che: 50-528, 84/05/21 , 8406060206. 


■040373 Summary of 840508 meeting w/util fc Bechtel in Bethesda,MD 
NRC 840229 request for addl info on evaluation of effects 
break in temporary water lines under structures, 
tendance list end. 

CITRA, E. A. Licensing Branch 3. 84/05/25. Licensing Branch 3. 

p. 24806:214. 24X Fiche: 50-528, 84/03/25, 8406040373. 


130169 Requests partial exemption from GDC 4 to apply advanced 
acture mechanics techniques to postulated pipe breaks in 
S8AR design RCS main loop p i p ing . Resp ons e requested by 
t 1984. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/07. KNIGHTON, G. 
censing Branch 3. 4pp, 24913:062. 24X Fiche: 50-328, 84/06/07, 

06130169. 


190283 Forwards response to request for plans to communicate 
ramitments made to NRC, per 840522 request. Corporate GA dept 
11 provide interface for entrance & exit meetings. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T. W. 
vision of Res iden t, Reactor Project it Engineering Programs. 3pp. 
989: 295. 24X Fiche: 50-528, 84/06/11, 8406190283. 


220222 Submits response to NRC 840116 request to document method 
r determining gaseous effluent flow rates via release 
ths.Mods initiated to install flow sensors. Methods for 
timating flou rates listed. 

N BRUNT, E. E. Arizona Public Service Co. 84/06/14. KNIGHTON, G. 
censing Branch 3. 2pp. 25081:238. 24X Fiche: 30-328, 84/06/14, 

06220222. 


8406200218 Forwards responses to NRC 840229 request for addl 
geotechnical info re NRC review of temporary water lines. 
Responses provided 2 wks ahead of schedule in support of 
Nov 1984 fuel load schedule 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/18. KNIGHTON 
Licensing Branch 3. 163pp. 23046:027. 24X Fi c h e: 50-528, 84/04 

8406200218 


8406230097 Advises that response to NRC 840418 request for addl j 
shutdown cooling sys relief valves for generic review of 
need for rapid depressurization on C-E plants w/o PORVs will 
be submitted by C-E Owners Group by Aug 1984. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/20. KNIGHTON 
Licensing Branch 3. 2pp. 25181:056. 24X Fich e: 50-528, 84/06/S 

8406280097. 


8406290334 Forwards proprietary addl inf o, per 840320 meeting, re t 
of pressurizer surge line thermal s 1 eeve, consist ing of 
evaluation concerning removal of surge thermal liner. Info 
withheld (ref CEN-264(V)-P rept). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/21. KNIGHTON 
Licensing Branch 3. Ip. 25206:052. 24X Fiche : 50-328, 84/06/21 

8406290334. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8406050056 Forwards response to open items from environ qualifier 
site audit i>. to request for info discussed in SER, 

NUREG-0857. Info will be incorporated into upcoming FSAR 
amend . 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. KNIGHTON 
Licensing Branch 3. 35pp. 24840:003. 24X Fic he: 30-328, 84/03/ 

8406050056. 


F. Security, medical, emergency it fire protection plans 


8406260196 Informs of review of procedure generation package (PGF 
use in preparing it implementing emergency operating 
procedures it 831108 addl inf o. PGP acceptable subj to listed 
c ommen ts. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/05. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 25154:358. 24X 

Fiche: 50-328, 84/06/05, 8406260196. 


8406130158 Forwards Amend 6 to security plan. Amend withheld (ref 
10CFR2. 790). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/07. KNIGHTON 
Licensing Branch 3. 3pp. 24912:298. 24X Fich e: 30-528, 84/06/C 
8406130158. 


8406250384 Notification of 840607 meeting w/util it Bechtel in 
Bethesda,MD to discuss potential deviations in fire 
protection program. 

L IC ITRA, E. A. Licensing Branch 3. 84/06/08. KNIGHTON, G. W. 

Licensing Branch 3. 3pp. 25137:358. 24X Fiche: 50-528, 84/06/C 

8406250384. 


0. Adjudicatory correspondence 


8406190442 Order directing parties to file complete status rept u 
on or before 840712, ad dr ess i ng , inter al ia, agreements reached 
on stipulations re remaining contentions. Served on 840619. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. DSB 737. 
84/06/18. Office of the Executive Legal Director. Ip. 230S 
24X Fiche: 30-529, 84/06/18, 8406190442. 


H. General correspondence 


8406130070 Discusses realignment of plant organization as of 840! 
Supergram describing changes it organization chart encl. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/07. KNIGHTON 
Licensing Branch 3. 5pp. 24913:033. 24X Fich e : 30-328, 84 /06/C 
8406130070. 


G. Inspection reports, IE Bulletins it correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contai 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. c 

York, Inc. 124pp. 24861:201. 24X Fiche: 30-000, 84/05/25, B403S 


DOCKETED ITEMS 


>3290383 IE Info Notice 84-40. ‘•Emergency Worker Doses *' Svc list 
mt I 

GRIMM* £. L Division of Emergency Preparedness % Engineering 
•spans* {Past 833103) 84/05/30 Consolidated Edison Co of New 

'»rl. Inc 122pp. 24879:3 42. 24 X Fiche 50-000. 84/05/30, 8405290383. 


6010423 IE In#® Mat ice 84-41, "ISSCC in BWR Plants.* 1 Svc list end 
ORBAM, E L Division of Emergency Preparedness & Engineering 
•spans# IPest 830103). 84/06/11 Consolidated Edison Co. of New 

•rfc. Inc l£»pp 25050' 244 24X Fiche 50-000,84/06/01,8406010423. 


6050012 IE Inf© Notice 84-42. "Equipment Availability for Conditions 
wring Outages Met Covered by Tech Specs. *’ Svc list encl. 

ORSMM* £. L. Division of Emergency Preparedness &. Engineering 
•spans® (Past 830103 ). 84/06/05 Consolidated Edison Co. of New 

arte, Inc ISDjsp 25050 124. 24X Fic he 50-000, 84/06/05, 8406050012 


6030330 IE Inf© Notice B4-43, "Storage V Handling of Qpthalmic Beta 
■diation Applicators. ** Svc list encl. 

SACE. J. M. Division of SA« Safeguards % Inspection Programs <Post 
30103>. 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050 032 24X Fiche: 50-000, 84/06/07, 8406050350. 


s 19047 3 Forwards proposed rev to FSAR Section 3-8. 1.6. 6 re 
tructurai It miscellaneous steel welding for Category I 
iructures, in response to notice of deviation from const 

>praisal insp. 

« WIMF.E. E. Amsna Public Service Co 84/06/07. MARTIN, J. B. 
>fi»n 5* Office of Director. 10pp. 24989.350. 24X 

lefce: 50-528, 84/06/07, 8406190475. 


►060336 IE Info Notice 34-44, "Environ Qual if ication Testing of 
►ckbestos Cables. 11 Svc list encl. 

SI'BAIS. E. L. Division of Emergency Preparedness & Engineering 
(*■#•«•• {Post 830103). 84/06/08 Consolidated Edison Co. of New 

>rl» Inc 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08. 8406060336. 


360044 Forwards IE Insp Repts 50-528/84-15, 50-529/84-12 & 
-530/84-07 ©n 840409-20 & notices of violation & 

viation. 

STOP, T. W. Region 5, Office of Director. 84/06/08. VAN BRUNT, E. E. 
fix ana Public Service Co. 2pp. 25142:110. 24X 

che: 50-528, 84/06/08, 8406260044. 


06260048 Notice of violation from insp on 840409-20. 
YOONS, T. Region 5* Office of Director. 84/06/08. 3pp. 
25142 : 1 12. 24X Fiche: 50-528, 84/06/08, 8406260044 . 


8406030173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049:154. 24X Fi c h e : 50-000, 84/06/ 13, 840608 


8406130315 IE Info Notice 84-47, "Environ Qua 1 i f i c a t i on Tests of 
Electrical Terminal Blocks." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 1 3, 840613* 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti ©lobe 
Valves. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25536:043. 24X Fi c h e : 50-000, 84/06/ 1 8* 8406 1 8< 

8406180360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator 
Failure. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp. 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 8406 18< 


8406190327 IE Info Notice 84-50, "Clar if i cation of Scope of QA Proj 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of 

York, Inc. 63pp. 25535:041. 24X Fich e: 50-000, 84/06/21 . 8406190: 


8406290348 Ac k receipt of 840613 ltr re program for trending craft 
rework requested in NRC 840525 ltr. Program will be verified 
during future insp. 

BISHOP, T. W. Division of Res i d ent , Reac t or Project & Engineering 
Programs. 84/06/25. VAN BRUN1 , E. E. Arizona Public Service Co. 
25205:284. 24X Fi c h e : 50-528, 84/06/23, 8406290348. 


S. Reportable occurrences, LERs &: related correspondence 


8406010226 Interim Deficiency Rept DER 83—33 re embed plates not 
meeting spec of WPP/QCI requirements. Due to extensive 
investigation & evaluation, final rept delayed until 841019. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/03/17. BISHOP, T. H 
Division of Resident, Reac tor Project & Engineering Programs. <2pp 
24754: 342. 24X Fiche: 50-530, 84/05/17, 8406010226. 


0626DO37 IE Insp Repts 50-528/84-15,50-529/84-12 fc 50-530/84-07 on 
340409-20 Violation noted: after-the-fact qual if ication of 
-•elders* improper tagging of nonconforming electrical cable 
h lack of full tread engagement on stud nut. 

SMR8UT.P. P. . BURBOIM, J. , BALL. J. Region 5, Office of Director. 
34/06/08. 27pp. 20142:116, 24X Fiche: 50-528. 84/06/08, 8406260044 


8406050041 Rev 1 to interim Deficiency Rept DER 83-80 re sloui closu 
time of main feedwater isolation valves. Initially reported 
on 831 122. Bechtel reviewing C-E ana 1 y s i s. Fina 1 rept to be 
completed by 840720. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, T. W 
Region 5, Office of Director. 3pp. 24839:336. 24X 

Fiche: 50-528, 84/05/23, 8406050041. 


WD17& IE Info Notice 84-45. “Reversed Differential Pressure 
str uaer, t Sensing Lines, " Svc list encl. 

ISAM, E L Division ©f Emergency Preparedness & Engineering 
tponse {Post 830103). 84/06/11. Consolidated Edison Co of New 

’** * BC - 123pp. 25049: 001. 24X Fiche: 50-000, 84/06/11, 8406C80176 


.80415 Confirms 840627 meeting w/util in Region V ofc to discuss 

;I SALP rept for War 1983 - Mar 1984. Notice of significant 

***** meeting, including list of attendees & meet ino 

***** also *»cl. s 

MOP, T. «. Division of Resident, Reactor Project & Engineering 

, ”£Ls B £2 6/, L. T «*»*■*■* Ari Ion. Public Service So. 

- 24.965: 205. 243C Fiche: 50-528. 84/06/ 1 1 , 840618041 5. 


- K * r 1,84 ov «- » -« ««». 
34/05/31 »* 


spsiparf of all investigative matters oo.n.k ni. 

LSZ mP r ® pt * or *» r 1983 ~ Ha** 1984. 

7 l **'r*fPi*J8* 8» . flNP#*.cir ,®f . Zaevatifation. 84/04/13 n T qwhp t u 

* Engineering Programs. ' 2pp 

*mtm am am Fiche: 50-528, S4/06/ll,8406180415. PP ' 




8406050152 Interim Deficiency Rept DER 83-73 re unqualified Foxborc 
power supplies installed in IE instrument cab i nets. In i t ia 1 1 y 
reported on 831027. Due to extensive investigation & 
evaluat ion. next rept delayed until 840907. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, T. I* 
Division of Resid ent, Reac tor Project & Engineering Programs. 2pc 
24813:309. 24X Fiche: 50-528, 84/05/23, 84060501 52. 


8406050267 Interim Deficiency Rept DER 83-75 re improperly torque 
bol ,s, supplied by Foxb oro, securing two D01265A panel filler 
assemblies. Initially reported on 831123. Final rept delayed 
until 840629. * 

VAN BRUNT, E. E. Arizona Public Service Co. 84/05/23. BISHOP, T. 
Region 5, Office of Director. 2pp. 24840-273 24X 

Fiche: 50-528, 84/05/23, 8406050267. 


8406050517 Final Deficiency Rept DER 83-64 re failure of Target R 
Model 76— Q— XXX PRVs to meet prerequisite tests. Caused by 
roken seals due to entry of foreign matter & inadequate 

V^"aSuST e p U r N ! t T ‘ eP ° rtable P6r 10CFR50. 53(e) or Part 21. 

VAN BRUNT, E. E. Aruona Public Service Co. 84/05/24. BISHOP, T 
c 9 ^° n c 3' 1C * 0f Dlrec tor. 5pp. 24840:103. 24X 

Fiche: 50-529, 84/05/24, 8406050517. 


uted in pJmp r i 6nCy Rept DER 84 ~ 11 re contaminated condui- 
T P lnstrufflentatl on- Initially reported on 840308. 

840831 incomplete. Final rept will be submitted by 


VAN BRUNT, E. E. Arizona Public Servic 
Of fic~ - “ 


BISHOP, T. W, 


DOCKETED ITEMS 


>6060257 Final Deficiency Rept DER 84-3 re Anchoi — Darling lower 
: our-uay valve not operating p roper 1 y . I n i t i a 1 ly reported on 
140124. Valve inspected & reworked to remove unacceptable 
ipe sealant tc replaced u/Loctite 277. 

•AN BRUNT, E. E. Arizona Public Service Co 84/05/25. BISHOP, T. W. 
division of Resid en t, Reac t or Project & Engineering Programs. 4pp. 
!4657: 186. 24X Fi c he : 50-528, 84/05/25, 8406060257. 


'6110197 Interim Deficiency Rept DER 84-12 re Zone III violations of 
eactor coolant pump 1A it steam generator 1. Initially 
eported on 840314. Investigation it evaluation continuing, 
lext rept will be submitted by 840831. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident, Reactor Project it Engineering Programs. 2pp. 
4872:092. 24X Fiche: 50-528, 84/05/29, 84061 10197. 


6110238 Rev 1 to interim Deficiency Rept DER 82-76 re Target Roc 1 ' 
alves not meeting spec/test r equ ir ements. In i t ia 1 1 y 
eported on 821124. Due to extensive investigation & 
valuation, f inal rept delayed until 840720. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident, Reac tor Project it Engineering Programs. 4pp. 
4971:092. 24X Fiche. 50-528, 84/05/29, 84061 10238. 


6110249 Interim Deficiency Rept DER 84-07 re Borg-Warner valve stem 
xtensions it failure to provide corrective actions stated in 
ER 80-21. Initially reported on 840209. Due to extensive 
valuation, final rept delayed until 840717. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident, Reac tor Project it Engineering Programs. 2pp. 
4868:130. 24X Fi che : 50-528, 84/05/29, 84061 10249. 


6110271 Interim Deficiency Rept DER 84-10 re abnormal number of 
ingle element resistance temp detectors open circuited, 
nitially reported on 840229. Next rept will be provided by 
40831. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
ivision of Resident. Reac tor Project it Engineering Programs. 2pp. 
4871:014. 24X Fi che : 50-528, 84/05/29, 84061 10271 . 


6110287 Interim Deficiency Rept DER 84-25 re containment supply 
egisters not cy c 1 ing . Ini t ia 1 1 y reported on 840501. Bechtel 
tudying problem to deter mine reportability 8>. justification, 
ext rept expected by 840817. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/29. BISHOP, T. W. 
egion 5, Office of Director. 3pp. 24870:328. 24X 

iche: 50-528. 84/05/29, 8406110287. 


6110348 Interim Deficiency Rept DER 83-81 re schedule 160 stainless 
teel pipe from Gulfalloy w/mfg def e c t . In i t ia 1 1 y reported on 
31 128. Submi tta 1 of final rept delayed until 840731 due to 
xtensive investigation required. 

AN BRUNT, E. E. Arizona Public Service Co. 84/05/31. BISHOP, T. W. 
egion 5, Office of Director. 2pp. 24867:242. 24X 

iche: 50-528. 84/05/31 , 84061 10348. 


6180202 Interim Deficiency Rept DER 84-09 re cad welding for 
athodic protection ground connection. Initial ly reported on 
40229. Due to extensive investigation & evaluation required, 
inal rept delayed until 840731. 

AN BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. W. 
ivision of Resident, Reactor Project it Engineering Programs. 2pp. 
4962: 355. 24X Fiche: 50-528, 84/06/04, 8406180202. 


6180206 Interim Deficiency Rept DER 84-27 re improperly handled 
rcstrumentation from Waldinger Corp. Ini tial ly reported on 
40510. Due to extensive investigation it evaluation required, 
inal rept delayed until 840824. 

AN BRUNT, E. E. Arizona Public Service Co. 84/06/04. BISHOP, T. W. 
ivision of Resident, Reactor Project & Engineering Programs. 3pp. 
4964:025. 24X Fiche: 50-528, 84/06/04, 8406180206. 


6180209 Rev 2 to interim Deficiency Rept DER 82-80 re low insulation 
ssistance values for terminal blocks supplied by Conax 
arp. Ini tial ly reported on 821217. Due to extensive 
ivestigation it e val uati on, f inal rept delayed until 840731. 

AN BRUNT, E, E. Arizona Public Service Co. 84/06/05. BISHOP, T. W. 
ivision of Resident, Reactor Project it Engineering Programs. 3pp. 
4963: 022. 24X Fiche: 50-528, 84/06/05, S406 180209. 


6180218 Interim Deficiency Rept DER 84-18 re wiring error on LPSI 
jmp B, switch CS-3. Initially reported on 840326. Time 
xtension until 840718 requested because of extensive 
ivestigation & evaluation required. 

AN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP, T. W. 


8406180294 Interim Deficiency Rept DER 84-30 re improper 
documentation of diesel generator components. Initially 
reported on 84051 1 . Bee h te 1 it Cooper Energy determining 
corrective action. Final rept expected by 840824. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/05. BISHOP,' 
Division of Resident, Reactor Project it Engineering Programs. ' 
24961:087 24X Fi che: 50-528, 84/06/05, 8406180294. 


Q4061904S3 Interim Deficiency Rept DER 84-31 re unsealed piping 
penetrations in main steam support structure. Initially 
reported on 840517. Investigation incomp lete. Next rept 
delayed until 840817 due to extensive evaluation. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/06/06. BISHOP," 
Division of Resident, Reac tor Project & Engineering Programs. C 
24988:353. 24X Fi che: 50-528, 84/06/06, 8406190483. 


8406190440 Interim Deficiency Rept DER 84-28 re diesel generator 
lines touching penetration s 1 eeves. In i t ia 1 1 y reported on 
840511. Bechtel Corp studying problem to determine corrective 
action. Final rept expected by 840906. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/07. BISHOP, 1 
Division of Resid ent, Reac tor Project & Engineering Programs. i 
24989:321. 24X Fiche: 50-530, 84/06/07, 8406190440. 


8406250079 Interim Deficiency Rept DER 83-42 re thermowells in R( 
Initially reported on 830629. Investi gat ion, testing it 
evaluation c ont inu ing . Ne x t rept delayed until 040815 due to 
extensive investigation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP,! 
Division of Res id ent, Reac tor Project it Engineering Programs. 2 
25130:059. 24X Fiche: 50-528, 84/06/1 1, 8406250079. 


8406250202 Interim Deficiency Rept DER 83-78 re documentation of 
test & lack of controlling procedure for rock bolt expansion 
anchors. Initial ly reported on 831109. Due to extensive 
investigation, final rept delayed until 840803. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP,! 
Division of Res id en t, Reac tor Project it Engineering Programs. 1 
25130:248. 24X Fi che : 50-528, 84/06/1 1, 8406250202. 


8406250233 Interim Deficiency Rept DER 83-57 re cracks in control 
element assembly shround. Initially reported on 830729. 

Final rept delayed until 840815 due to extensive 
evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP,! 
Division of Res id ent, Reac tor Project it Engineering Programs. 1 
25120:05 7. 24X Fiche: 50-528, 84/06/1 1, 8406250233. 


8406250245 Interim Deficiency Rept DER 83-49 re broken impeller t 
it diffuser bolts broken/loose in reactor coolant pumps. 
Initially submitted on 830715. Final rept will be submitted 
by 840815, not 840615 as scheduled. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP,! 
Division of Resident, Reac tor Project it Engineering Programs. 1 
25120:059. 24X Fiche: 50-528, 84/06/1 1, 8406250245. 


8406230472 "Region V LFKs for 840612. " 

* Region 5, Office of Director. 84/06/12. 3pp. 25128:049. 
Fiche: 50-528, 84/06/12,8406230472. 


8406250235 Interim Deficiency Rept DER 84-37 re unauthorized/ 
unqualified duct sealant matl used in HVAC ductwork. 

Initally reported on 840517. Final rept delayed until 840830 
due to extensive evaluation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/12. BISHOP," 
Division of Resid ent, Reac tor Project St Engineering Programs. : 
25130:186. 24X Fi ch e: 50-528, 84/06/12, 8406250235. 


8406250133 Interim Deficiency Rept DER 84-34 re bolts ui/Iess thai 
specified torque on safety injection keyways. Initially 
reported on 840517. Bechte 1 continuing investigation. Nex t 
rept delayed until 840810. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/13. BISHOP," 
Region 5, Office of Director. 3pp. 25121:342. 24X 

Fiche: 50-528, 84/06/13, B406250133. 


8406290296 Interim Deficiency Rept DER 84-02 re rust, scale St pit- 
clevis it arm of several safety injection S< CH valves. 

Initially reported on 840123. Final rept will be submitted by 
840620. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/19. BISHOP,' 
Region 5, Office of Director. 2pp. 23199:330. 24X 

Fiche: 50-528, 84/06/19. 8406290296. 


n«»f i e i c u Rent DER 84-41 re adeauacu of Card 


Operator Examinations 


6250089 Forwards industrial working group proposal re nuclear plant 
hift experience Zt industry evaluation of operating shift 
xperience requirements. Commission should accept industry 
roposal subj to listed items. 

ISEMHUT, D. G. Division of Licensing. 84/05/29. VAN BRUNT , E. E. 
rizona Public Service Co. 3pp. 25153:156. 24X 

iche: 50-528i 84/05/29- 8406250089. 


KET 50-537 CLINCH RIVER BREEDER REACTOR 


Adjudicatory correspondence 


5040307 Order extending time until 840518 for Commission to act to 
eview ALAB-761 . Served on 840504. 

HILK«S.J. Office of the Secretary of the Commission. DSB 995. 
4/05/03. Commissioners lp. 24325:306. 24X 

iche: 50-537.84/05/03, 8405040307. 


6190389 Advises that tine for Commission to review ALAB-761 expired, 
omnission declined review. Dec is ion became final agency 
ction on 84061 1. Served on 840618. 

HILK, S. J. Office of the Secretary of the Commission. DSB 712. 
4/06/18. Atomic Safety and Licensing Board Panel. 1pp. 

5021:329. 24X Fi ch e : 50-537, 84/06/ 18, 8406190389. 


6220254 Forwards TP Speis 840606 ltr to FE Gavigan. App 1 icant 
roposed site redress plan acceptable Final approval of plan 
ubj to licensing board acti on. Certificate of Svc end. 
elated correspondence. 

URK, S. E. Hearing Branch 1. DSB 801. 84/06/18. MILLER, M. - 

AND, C. , LINENBERGER, G. Atomic Safety and Licensing Board Panel, 
pp. 25088:095. 24X Fiche: 50-537, 84/06/18, 8406220254. 


KET 50-538 MEMPHIS STATE UN IV. RESEARCH REACTOR 


Security, medical, emergency & fire protection plans 


6200516 Forwards "Emergency Plan Review, Memphis State Univ Research 
eactor, " based on review of 821026 submi ttal . Plan does 
ot fully satisfy requirements. Rev requested within 60 days. 

HOMAS, C. 0. Standardi zation it Special Projects Branch. 84/06/11. 
ONES, D. W. Memphis State Univ., Memphis, TN. 3pp. 25053:345. 24X 

iche: 50-538, 84/06/11, 8406200516. 


406200518 "Emergency Plan Review, Memph is State Univ Research Reactor." 
* Standardi zation it Special Projects Branch. 84/05/31. 3pp. 
25053:348. 24X Fi ch e: 50-538, 84/06/1 1 , 8406200516. 


KET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


Inspection reports, IE Bulletins & correspondence 


5230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness i>, Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, B405230319. 


5240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility." Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X Fi che : 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
ncl. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290383. 


6010423 IE Info Notice 84-41, “IGSCC in BWR Plants." Svc list end. 
ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103), 84/06/11. Consolidated Edison Co. of New 

ork, Inc. 100pp. 25050:244. 24X Fiche: 50-000, 84/06/01, 84060104-23. 


6050012 IE Info Notice 84—42, “Equipment Availability for Conditions 
uring Outages Not Covered by Tech Specs." Svc list end. 

ORDAN, E. L. Division of Emergency Preparedness it Engineering 
esponse (Post 830103), 84/06/05, Consolidated Edison Co. of New 

ork, Inc. 120pp. 25050:124. 24X Fiche: 50-000, 84/06/05, 8406050012. 


6050350 IE Info Notice 84-43, “Storage & Handling of Opthalmic Beta 
adiation Applicators. " Svc list encl. 

RACE, J. N. Division of GA, Safeguards it Inspection Programs (Post 
30103), 84/06/07. Consolidated Edison Co. of New York, Inc. 

2pp. 25050: 032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat i on Testing of 
Rockbestos Cables." Svc list encl 

JORDAN, E L Division of Emergency Preparedness S: Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp 25049:273. 24X Fi c h e : 50-000, 84/06/08, 840606C 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of 

York, Inc 123pp 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 84060B( 


8406180275 Ack receipt of 840601 ltr responding to allegation 
concerning insufficient aggregate in containment bldg walls, 
per IE Insp Repts 50-546/84-01 it 50-547/84-01. 

WARNICK, R. F. Region 3, Office of Director. 84/06/12. SHIELDS, £ 
Public Service Co. of Indiana, Inc. lp. 24962:041 24X 

Fiche: 50-546, 84/06/12. 8406180275. 


— 8406180279 Responds to NRC ltr re allegations noted in IE Insp R< 
50-546/84-01 it 50-547/84-01 . Correc tive ac t i ons : i n dep end ent 
engineering consultants evaluation of concrete const showed 
concrete good to excellent quality 

SHIELDS, S. W. Public Service Co. of Indiana, Inc. 84/06/01. 
KEPPLER, J. G. Region 3, Office of Director. 4pp. 24962:042. 

Fiche 50-546,84/06/12, 8406180275. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/06/13. Consolidated Edison Co. of 

York, Inc. 119pp. 25049 154. 24X Fi c h e : 50-000, 84/06/ 13, 840608( 


8406130315 IE Info Notice 84-47, "Environ Qual if ication Tests of 
Electrical Terminal Blocks. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/15. Consolidated Edison Co. of 

York, Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/ 15, 840613( 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp 25536:043. 24X Fic he : 50-000, 84/06/ 18, 84Q610< 


8406180360 IE Info Notice 84-49, “IGSCC Leading to Steam Generator 
Failure." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of 

York, Inc. 118pp 25535:286. 24X Fi c h e : 50-000, 84/06/ 18, 84061 8< 


8406190327 IE Info Notice 84-50, "Clarification of Scope of QA Pro; 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/21 Consolidated Edison Co. of 

York, Inc. 63pp 25535:041. 24X Fi c h e : 50-000, 84/06/21 , 8406190: 


S. Reportable occurrences, LERs it related correspondence 


8401310352 Part 21 rept re potential undetectable failure of test 
switch in Westinghouse solid state protection sys. Minor 
uiring change finalized it being forwarded to affected 
p lants. Diagrams it list of affected plants encl. 

RAHE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
22019:307. 24X Fiche: 50-000, 84/01 /17, 8401310352. 


DOCKET STN-50— 547 MARBLF HILL NUCLEAR STATION, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Contain! 
Spray Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 840523' 


8405240317 IE Info Notice 83-66, Suppl 1, “Fatality at Argentine 
Critical Facility " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 127pp. 24830:103. 24X Fiche: 50-000, 84/05/25, 840524' 


8405290383 IE Info Notice 84-40, "Emergent^: 'Wip-f‘|'er- Ddses. " Svc lis 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/05/30. Consolidated Edison Co. of 

York, Inc. 122pp 24879,342. 24X Fi che : 50-000, 84/05/30, 840529 


>10423 IE Info Notice 84-41. "IGSCC in BWR Plants." Svc list end. 
tDAN, E. L. Division of Emergency Preparedness & Engineering 
iponse (Post 830103). 84/06/11 Consolidated Edison Co. of New 

■k, Inc. 100pp. 25050:244. 24X F i c h e : 50-000, 84/06/01 , 8406010423 


>50012 IE Info Notice 84-42, "Equipment Availability for Conditions 
ing Outages Not Covered by Tech Specs " Svc list end. 

(DAN, £. L. Division of Emergency Preparedness %> Engineering 
ponse (Post 830103). 84/06/05. Consolidated Edison Co. of New 

>k, Inc. 120pp. 25050 124 24X Fi c h e 50-000, 84/06/05, 8406050012 


i50350 IE Info Notice 84-43, "Storage & Handling of Qpthalmic Beta 
iation Applicators. " Svc list end. 

iCE, J. N. Division of GA, Safeguards %■. Inspection Programs (Post 
1103). 84/06/07 Consolidated Edison Co. of New York, Inc. 

p. 25050:032. 24X F i c h e 50-000, 84/06/07, 8406050350. 


60336 IE Info Notice 84-44, "Environ Qua 1 i f i c a t i on Testing of 
kbestos Cables. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness St Engineering 
ponse (Post 830103). 84/06/08. Consolidated Edison Co. of New 

k i Inc 120pp. 25047:273. 24X Fi c h e . 50-000, 84/06/08, 8406060336. 


80176 IE Info Notice 84-45, "Reversed Differential Pressure 
trument Sensing Lines." Svc list end. 

DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/11. Consolidated Edison Co. of New 

k, Inc. 123pp. 25049:001. 24X Fi c h e : 50-000, 84/06/ 1 1 , 8406080176. 


80275 Ac k receipt of 840601 ltr responding to allegation 
cerning insufficient aggregate in containment bldg walls, 

IE Insp Repts 50-546/84-01 & 50-547/84-01. 

NICK, R. F. Region 3, Office of Director. 84/06/12. SHIELDS, S. W. 
lie Service Co. of Indiana, Inc. Ip. 24962:041. 24X 

he: 50-546, 84/06/12. S406180275. 


6180279 Responds to NRC ltr re allegations noted in IE Insp Repts 
>0-546/84-01 & 50-547/84-01. Corrective ac t i ons : indep end e n t 
ngineering consultants evaluation of concrete const showed 
oncrete good to excellent quality. 

HIELDS, S. W. Public Service Co. of Indiana, Inc. 84/06/01. 

EPPLER , J. G. Region 3, Office of Director. 4pp. 24962:042. 24X 

iche : 50-546, 84/06/12, 8406180275 


30315 IE Info Notice 84-47, "Environ Qua 1 i f i cat i on Tests of 
ctrical Terminal Blocks. " Svc list end 

DAN, E. L Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

k, Inc 122pp. 25049; 033. 24X Fi che : 50-000, 84/06/ 1 5, 840613031 5. 


80353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
ves. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness Engineering 
ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc. UBpp 25536:043. 24X Fi c he : 50-000, 84/06/18, 8406180353. 

80360 IE Info Notice 84-49, "IGSCC Leading to Steam Generator Tube 
lure. " Svc list end. 

DAN, E. L. Division of Emergency Preparedness %>. Engineering 
ponse (Post 830103). 84/06/18. Consolidated Edison Co. of New 

k, Inc 118pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


90327 IE Info Notice 84-50, "C 1 ar if i ca t i on of Scope of QA Programs 
Transport Packages Pursuant to 10CFR50, App B. " Svc list 
1 . 

DAN, E. L. Division of Emergency Preparedness & Engineering 
ponse (Post 830103). 84/06/21. Consolidated Edison Co. of New 

k, Inc. 63pp. 25535:041. 24X Fiche: 50-000, 84/06/21, 8406190327. 


portable occurrences, LERs i>. related correspondence 


10352 Part 21 rept re potential undetectable failure of test 
tch in Westinghouse solid state protection sys. Minor 
ing change finalized & being forwarded to affected 
nts. Diagrams & list of affected plants end. 

IE, E. P. Westinghouse Electric Corp. 84/01/17. DEYOUNG, R. 
ector 's Office, Office of Inspection and Enforcement. 5pp. 
19:307. 24 X Fiche: 50-000, 84/01/17, 8401310352. 


T STN— 50-556 BLACK FOX STATION, UNIT 1 


plication/construction stage documents & correspondence 


50171 Requests precise delineation of applicable regulations & 
ounting of prof staff hours expended re review costs 
rged for withdrawal of CP app 1 icat ion. Wa i ver of any 
erest penalty requested. 

IRAD, V. L. Public Service Co, of Oklahoma. 84/06/08. MILLER, W. 0. 
ense Fee Management Branch. 2pp. 24954:260, 24X 


G. Adjudicatory correspondence 


8404170554 Advises that NRC does not accept GE request for return 
Reed rept on proposed terms Notifies that CS Aloot will be 
substituted as NRC counsel. 

CHOPKO, M. E. Office of the General Counsel. DSB 602. 84/04/16. 

EDGAR, G. L Newman & Holt Zinger. Ip 24068:141. 24X 

Fiche; 50-556, 84/04/16, 8404170554. 


DOCKET STN— 50-557 BLACK FOX STATION, UNIT 2 


A. App 1 icat ion/c ons tr uc t i on stage documents & correspondence 


8406150171 Requests precise delineation of applicable regulations 
accounting of prof staff hours expended re review costs 
charged for withdrawal of CP app 1 ication. Waiver of any 
interest penalty requested. 

CONRAD, V. L. Public Service Co. of Oklahoma. 84/06/08. MILLER, 
License Fee Management Branch. 2pp. 24954:260. 24X 

Fiche: 50-556, 84/06/08, 8406150171. 


G. Adjudicatory correspondence 


8404170554 Advises that NRC does not accept GE request for return 
Reed rept on proposed terms. Noti fies that CS Aloot will be 
substituted as NRC counsel. 

CHOPKO, M. E. Office of the General Counsel. DSB 602. 84/04/16. 

EDGAR, G. L. Neuman & Holtzinger. Ip. 24068:141. 24X 

Fiche: 50-556, 84/04/16, B404170554. 


DOCKET 50-601 RESAR SP /90 


A. Application/construction stage documents & correspondence 


8406020463 Notification of B40530 meeting w/West inghouse in Bethe« 
to discuss plans & schedules for submittal & review of 
remaining RESAR-SP/90 modules. 

ECCLESTON, K. Standa rd i za t i on & Special Projects Branch. 84/05; 
THOMAS, C. 0. Standard i zat i on & Special Projects Branch. 3pp. 
24900:330. 24X Fi ch e : 50-601 , 84/05/24, 8406020463. 


B406200526 Grants 840507 request that RESAR-SP/90 Preliminary Desi 
Approval Module 1, "Primary Side Safeguards Sys," be 
withheld (ref 10CFR2. 790) . Inf o determined proprietary. 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/06/1 
WIESEMANN, R. A. Westinghouse Electric Corp. 3pp. 25053:359. ; 

Fiche: 50-601, 84/06/12, 8406200526. 


8406200540 Grants 840516 request for withholding RESAR-SP/90 
Preliminary Design Approval Module 3, "Introduction & Site," 
from public disclosure. 

THOMAS, C. 0. Standar di zation & Special Projects Branch. 84/06/1 
WIESEMANN, R. A. Westinghouse Electric Corp. 3pp 25069:161. I 
Fiche: 50-601 , 84/06/12, 8406200540. 


8406210013 Grants 831130 request for withholding RESAR-SP/90 
Preliminary Design Approval Module 2, "Regulatory 
Conformance," from public disclosure. 

THOMAS, C. O. Standardi zation & Special Projects Branch. 84/06/: 
WIESEMANN, R. A. Westinghouse Electric Corp. 3pp. 25091:314. J 
Fiche: 50-601,84/06/12, 8406210013, 


8406250067 Notifies of acceptance, for formal docketing, of applica- 
for preliminary design approval for Westinghouse advanced 
PWR RESAR-SP/90. Schedules for submittal Sc review of 
RESAR-SP/90 modules will be discussed over next several wks. 
EISENKUT, D. G. Division of Licensing. 84/06/18. RARE, E. P. 
Westinghouse Electric Corp. Ip. 25139:360. 24X 

Fiche: 50-601, 84/06/18, 8406250067. 


— 8406250070 Notice of receipt of application for preliminary des 
approval of Westinghouse RESAR— SP/90, 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/0i 
2p p , 25139:361. 24X Fiche: 50-601, 84/06/18, 8406250067. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLF MEMORIAL INSTITUTE, COLUMBUS, OH 


8406010275 "Environ Rept for CY83 on Radiological Sc Nonrad i o log ic 
Parameters to US DOE, Chicago Operations Ofc. " 

♦ Battel le Memorial Institute, Columbus Lab oratories. 83/12/3 

88 pp. 24768: 133. 


KET 70-0025 ROCKWELL INTERNAT IONAL CORP. , CANOGA PARK, CA 


6280455 ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
UCLEAR MATERIAL LICENSE NO. SNM-21 Docket No. 70-25. 

Energy Systems Group Rockwell Internat i one 1 Corporation) 

Division of Fuel Cycle b Material Safety. NUREG-1077. 84/06/30. 

21pp. Available at NRC. *5-00. 25195:047. 


6010372 Forwards response to 840411 request for addl info re 
pplication for renewal of License SNM— 21 . Conf irms that no 
icensed matl uill remain at DeSoto site when license 
enewed. 

EMLEY, M. E. Rockuell Internationa 1 Corp. 84/05/01 SHUM , E. Y. 
raniura Fuel Licensing Branch. 33pp. 24768.021. 


6060285 Discusses 840302 request for amend to License SNM-21 to 
ermit up to 3. 5 kg Pu not restricted to irradiated fuel, 
atl less than formula quantity of matl defined in 
0CFR73. 2(bb) & security provided confirmed. 

ROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/17. 
EMLEY/ M. E. Rockwell International Corp. Ip. 24665:187. 


6180116 Forwards corrected page for rept submitted on 840417 re soil 
liquid sampling data for Energy Sys Group. Page corrects 
irst paragraph of rept which should have been 10CFR20, 
pp B, Table II values. 

HOMAS, R. D. Region 5, Office of Director. 84/06/01 CROW. W. T 
raniura Fuel Licensing Branch. 2pp. 25023:287. 


6180306 Forwards IE Safeguards Insp Rept 70-0025/84-02 on 840321-23. 
o noncomp 1 ianc e observed. 

QRDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 

EILER/ F. W. Energy Systems Research Group, Inc. 2pp. 24961:171. 


406180313 IE Safeguards Insp Rept 70-0025/84-02 on 840321-23. No 
noncompliance noted. Major areas inspec ted : review of periodic 
h special rep ts, independent insp, measurement controls, 
sh ipp er /receiver verification & annual mgt review. 

WIEDER, A. V. , NELSON, C. B. , NORDERHAUG, L. R. Region 5, Office of 
Director. 84/06/11. 3pp. 24961:173. 


6270101 Forwards EIA (NUREG-1077) for renewal of License SNM-21 b 
indings of no significant impact. 

4GE, R. G. Uranium Fuel Licensing Branch. 84/06/21. REMLEY, M. E. 
DCkwell International Corp. Ip. 25174:152. 


♦06270105 FR notice of finding of no significant impact re renewal of 
License SNM-21. 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/06/21. 63pp. 

25174: 153. 


vET 70-0027 BABCOCK St WILCOX CO. , LYNCHBURG, VA 


>010257 Application for renewal of License SNM-42. 

IGAN, N. A. Babcock b Wilcox Co. 84/05/03. PAGE, R. G. Uranium Fuel 
Lcensing Branch. 8pp. 24767:208. 


>060386 Forwards request for addl info re 840131 1 tr transmitting 
*vised pages to fundamental nuclear matl control plan. Enel 
Lthheld (ref 10CFR9, 12). 

(OWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/04. 
iGAN/N. A. Babcock Sc Wilcox Co. Ip. 24669:361. 


>060312 Grants 840516 request for approval to return SNM to original 
tipper using shipper original assay values. 

IQWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/25. 

•GAN, N. A. Babcock St Wilcox Co. Ip. 24665:074. 


>070049 Responds to 840126 b 0222 requests for exemption from 
>CFR70, 58(i ) (2> re long-term storage of scrap. Request 
■anted by adding reyisedi Lie tnse Condition 7.1. 

(OWN, W. B. Fuel Facility Safeguards Licensing 3ranch. 84/05/30, 
•GAN, N. A. Babcock St Wilcox Co. Ip. 24854:355. 


>080087 Forwards renewed License SNM-42 &; SER, issued following 
■eparation of EIA re continued plant operation. Amends 
ould be submitted as replacement or addl pages to 
cense conditions. 

iGE, R. G. Uranium Fuel Licensing Branch. 84/05/31. REGAN, N. A. 
b coc k b Wilcox Co. Ip. 24865:242 


,06080091 Renewed License SNM-42 fOT B&W, authorizing use of U,Pu, 
Am— 241, Np— 237 b any 10CFR73 byproduct matl, in specified 
forms, per 820222 application St 830221, 1108,840314,0411 St 
0503 supp Is. ■ ■ ■ 

PAGE# R„ G, Division of Fuel Cycle b Material Safety. 84/05/31. 
5pp. 24865: 243. 


— 8406030093 Safety evaluation supporting renewal of License SNM- 
•* Uranium Fuel Licensing Branch 84/05/31 56pp. 24865:24 


8406130188 Amend 23 to License 45-00 1 05-04, terminat ing license, pe 
820222 b 830830 ltrs b in conjunction w/renewal of License 
SNH-42. 

HICKEY. J. W. Division of Fuel Cycle b Material Safety. 84/06/C 
lp. 24911:279 


— 8406130189 Forwards Amend 23 to License 45-00105-04, terminat ing 
per 820222 b 830330 ltrs & in conjunction w/renewal of 
License SNM-42. 

HICKEY, J. W. Division of Fuel Cycle b Material Safety. 84/06 
REGAN, N. A Babcock Z< Wilcox Co 3pp 24911 280 


— 8406130190 Application to renew License SNM-42. License conditio 
possession limits end. Approval of renewal application 
eliminates need for Ma 1 1 /By p rod uc t License 45-00105— 04. W/o 
enc Is. 

KELLY, J. W. Babcock b Wilcox Co. 82/02/22. DIRCKS, W. J. Off 
Nuclear Material Safety b. Safeguards, Director. 3pp 24911:2 


DOCKET 70-0036 COMBUSTION' ENGINEERING, INC. , WINDSOR, CT 


8406190511 Notifies of issuance of amend to License SNM-33, a dd ing 
Conditions 23 b. 24, as listed 

PACE, R. G. Uranium Fuel Licensing Branch. 84/06/08. ESKRIDGE, 
Combustion Engineering, Inc. 2pp. 25036:334. 


-8406190513 SER approving 840229 application for amend to Licens 
re environ monitoring program for spent limestone. 

SHUM. E. Y. , BIDINGER, C. H. , CROW, W. T. Uranium Fuel Licensing B 
84/06/08. 3pp. 25036:336. 


— 8406190519 Informs that proposed monitoring program for slightl 
contaminated spent limestone procedural in nature. EIA or 
EIS not warranted. 

CROW, W. T. Uranium Fuel Licensing Branch. 84/06/08. Urani 

Fuel Licensing Branch. lp. 25036:339. 


DOCKET 70-0089 MASSACHUSE1 TS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 


8406230543 Forwards IE Safeguards Insp Repts 50-020/84-02, 
70-0089/84-01,70-0095/84-01 b 70-0938/84-01 on 840507 b 08. 

No violations observed. 

MARTIN, T. T. Division of Engineering b Technical Programs. 04/ 
CLARK. L. Massachusetts Institute of Technology, Cambridge, MA 
2pp. 25135:339. 24X Fi c h e : 50-020, 84/06/06, 8406230543. 


— 8406230556 IE Safeguards Insp Repts 50-020/84-02,70-0089/84-01, 
70-0095/84-01 b 70-0933/84-01 on 840507 b 08. No 
noncompliance noted. Major areas i nsp ec t ed : f ac i 1 i t y 
organization b operation b internal control. 

SMITH, G. C. , DUNLAP, U. M. , KEIMIG, R. R. Region 1, Office of Dir 
84/05/31. 5pp. 25135:341. 24X Fiche: 50-020, 84/06/06. 84062 


DOCKET 70-0095 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 


8406230543 Forwards IE Safeguards Insp Repts 50-020/84-02, 
70-0089/84-01, 70-0095/84-01 b 70-0938/84-01 on 840507 b 08. 

No violations observed. 

MARTIN, T. T. Division of Engineering b Technical Programs. 84/ 
CLARK, L. Massachusetts Institute of Technology. Cambridge, MA 
2pp. 25135:339. 24X Fiche: 50-020, 84/06/06, 8406230543. 


— 8406230556 It. Safeguards Insp Repts 50-020/84-02,70-0089/84-01, 
70-0095/84-01 b 70-0933/84-01 on 840507 b 08. No 
noncompliance noted. Major areas insp ec ted : f ac i I i ty 
organization b operation b internal control. 

SMITH, G.C. Region 1, Office of Director. 84/05/31. 5pp. 
25135:341 24X Fic h e: 50-020, 84/06/06, 8406230543. 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV. , UNIVERSITY PARK, PA 


8406180157 Forwards IE Safeguards Insp Repts 50-005/84-01 b 
70-0113/84-01 on 840507-11. No violations noted. 

MARTIN, T. T. Division of Engineering b Technical Programs. 84/ 
CUNNINGHAM, R. C. Pennsylvania State Univ., University Park, PA 
2pp. 24968:074. 24X Fic he : 50-005, 84/05/31 , 8406180157. 


— 8406180161 IE Safeguards Insp Repts 50-005/84-01 b 70-0113/84-0 
840507-11. No violations noted. Major areas inspected: 
facility organization b operation, measurement & controls, 
shipping b receiving b internal control. 

DELIA RATTA, A. , KEIMIC, R. R. Region 1, Office of Director. 


DOCKETED ITEMS 


?2/0369 Advises of issuance of Amend 2 to License SNM-95, auth or i z ing 
'ocedural & editorial changes to conform to revised NRC/DOE 
iM reporting forns. Evaluation end 

tCE,R 5. Uranium Fuel Licensing Branch. 84/06/21. CUNNINGHAM- R. G. 
•ennsy 1 van ia State Univ. , University Park- PA. Ip. 25183:299. 


,06270376 Safety evaluation supporting issuance of Amend 2 to License 
SNM-95. auth or i z ing pro c ed ura 1/ed i tor i a 1 changes to conform 
to revised NRC/DOE SNM reporting forms. 

KOSlA-B.M. - NIXON. W. A. Uranium Fuel Licensing Branch. 84/06/21. 

2pp. 25183:300. 


06270382 Advises that environ assessment or EIS not required for 
consideration of proposed amend to License SNM-95, revi sing 
procedures for SNM control. 

PAGE. R.G. Uranium Fuel Licensing Branch. 84/06/21. Uranium 

Fuel Licensing Branch. 2pp. 25183:302. 


FT 70-0121 INTERIOR- DEPT OF, DENVER- CO 


130221 Amend 12 to USGo License SNM-1 1 1 , auth or i z ing use of 42 
crogram Pu-233, 6. 5 g U-235, 0. 505 g U-233- 1 uCi Am-243 It 
uCi Cm-244 for R&D. 

CKEY, J. W. Division of Fuel Cycle It Material Safety. 84/06/08. 
p. 24911:001. 


06130223 Application to reneu License SNM-1 1 1, deleting a uth or i za t ion 
to possess 176 g Pu as sealed Pu:Ee sources. 

RAY, E. L. Interior, Dept, of, Geological Survey. 83/08/18. 

Division of Fuel Cycle It Material Safety. 2pp. 24911:004. 


06130226 Ack receipt of 830818 application to renew License SNM-111. 
-icense will not expire until final NRC action taken. 

4ICKEY, J. W. Division of Fuel Cycle & Material Safety. 83/08/25. 
RAY, E. L. Interior, Dept, of, Geological Survey. Ip. 24911:007. 


09110500 Requests amend to authorize increase in Pu isotope 
possession limit to 31mg. 

RAY, E. L Interior, Dept, of, Geological Survey. 79/08/10. 
IOMBS, F Material Licensing Branch. Ip. 24911:008. 


0613 0 231 Application for amend to License SNM-1 11, rev is ing Condition 
0 to reflect calculations for possession limits as 15 mg 
5NM in any form. 

RAY, E. L Interior, Dept, of, Geological Survey. 77/03/18. 

3RQU1N, J. NRC - No Detailed Affiliation Given. Ip. 24911:009. 


06130232 Application to renew License SNM-111. No changes , except 
change in expiration date necessary. 

RAY, E. L. Interior, Dept, of, Geological Survey. 78/05/31. 
3RQWN, J. M. Division of Fuel Cycle It Material Safety. Ip. 

24911 : 010. 


06130236 Application for amend to License SNM-1 1 1 , author i z ing use of 
L76 g encapsulated Pu: Be neutron sources, 42 microgram 
s u-238, 6. 5 g U-235, . 5 g U-233 It 10 mg SNM in any form. 

RAY, E. L. Interior, Dept, of, Geological Survey. 77/03/03. NRC 
- No Detailed Affiliation Given. 3pp. 24911:011. 


06130239 Application for amend to License SNM-1 1 1 , inc rea sing 
jossession limits for Pu in all chemical forms w/total 
ictivity not to exceed 200 uCi. 

RAY, E. L. Interior, Dept, of. Geological Survey. 76/08/25. 
Oivision of Fuel Cycle & Material Safety. 4pp. 24911:014. 


06130243 Application to renew License SNM-1 1 1 , author i z in g new use of 
k increasing possession limit of U-233 to 0. 505 g. 

RAY, E. L. Interior, Dept, of, Geological Survey. 73/05/16. 
itomic Energy Commission, Directorate of Licensing. 2pp. 

24911 : 018. 


06130249 Ack receipt of application to renew License SNM-111. 
.icense will not expire until final NRC action taken. 

IOMBS, F. Radioisotopes Licensing Branch (Pre 790501). 78/06/08. 
RAY, E. L. Interior, Dept, of. Geological Survey. Ip. 24911:021. 


06130256 Application for amend to License SNM-1 1 1 , author i z ing use of 
0.5 ng Pu to conduct R8<D phase of project by spiking actual 
jroundwater to determine pipe speciation. 

RAY, E. L. Interior, Dept, of. Geological Survey. 81/02/12. 

IOMBS, F. Division of Fuel Cycle & Material Safety, 2pp. 

24911:022. 


DOCKET 70-0135 BABCOCK St WILCOX CO. - APOLLO, PA 


8406030063 Responds to 831212 Itr re future use of Apollo plant.] 
plans to use portions of facility for nuclear work unrelated 
to fuel prod uc t i on, NRC uauld consider granting exception to 
cleanup requirements if B&W commits to listed conditions. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/05/31. AUSTIN, M. 
Babcock 2- Wilcox Co. 2pp. 24875:356. 


8406210123 Ack receipt of 840527 ltr informing NRC of steps taker 
correct violations noted in IE Insp Repts 70-0135/84-02 It 
70-0364/84-01. 

STARDSTECKI, R Division of Project It Resident Programs. 84/04 
COLEMAN, W. L. Babcock It Wilcox Co. Ip. 25057:177. 


— 8406210130 Responds to NRC 840501 ltr re violations noted in IE 
Repts 70-0135/84-02 |< 70-0364/84-01. Correc tive actions: 
requirement to perform nuclear compliance audits placed on 
computer commitment reminder program, 

A'JSIIN, M. A. Babcock l< Wilcox Co. 84/05/29. STAROSTECKI, R. 
Division of Project &> Resident Programs. 2pp. 25057:178. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


8406010329 Daily summary of stack monitoring units, main Stack 41 6 
840315-0415. U'/ 840424 ltr. 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. 
84/04/15. O'REILLY, J. P. Region 2, Office of Director. 2pp. 
24768: 126. 


8406190071 Application for amend to License SNM-124, permitting em 
lou enriched UF6 cylinders to be radiographed at Accurate 
Machine Shop. 

IDEKER, R. L. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co 
84/05/01. PAGE, R.G Uranium Fuel Licensing Branch. Ip. 2502 


— 8406190074 Forwards fee for review of 840501 amend to License S 
inadvertently omitted from submittal. 

IDEKER, R. L. Nuclear Fuel Services, Inc. (subs, of Getty Oil 
84/05/15. WEISS, D. License Fee Management Branch. 2pp. 
25023: 354. 


8406060389 Grants 830125 request for partial exemption from 
10CFR70. 57( b ) ( 10) . NRC issuing new License Cond ition 4. 4. 2 to 
Amend MPP-1 to License SNM-124. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/0 
HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil C 
3pp. 24669:358. 


8406010550 Submits concerns re possible misunderstanding contain® 
in IE Insp Rept 70-0143/84-10 dtd 840412. Format Ik 
organization of nuclear criticality procedures will be 
revised . 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. 
84/05/11. STOHR, J. P. Region 2, Office of Director. 2pp. 

24767: 094. 


8406070187 Responds to 840509 notice of violation It proposed impo 
of civil penalty. Payment in amount of *18, 750 end. Nuclear 
safety audits conducted on every operating shift It nuclear 
safety procedures rewritten. 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. 
84/06/01. Director's Office, Office of Inspection and Enforc 
4pp. 24746:318. 


8406220184 PNO- 1 1-8"l-038: on 840615, inventory gain resulting from 
physical inventory reported. Difference within regulatory 
requirements. 

MCALPINE, E. J. Region 2, Office of Director. 84/06/18. Ip. 
25083: 071. 


8406220191 Ack receipt of 840222 It 0301 ltrs transmitting Rev 58 
f undamental nuclear matl control plan. Changes consistent 
u/provisions of 10CFR70. 32 ( c ) It acceptable. 

STOHR, J.P. Division of Emergency Preparedness St Materials Safe 
84/06/19. GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Ge 
Oil Co. ). Ip. 25083: 062. 


DOCKET 70-0303 CARNEGIE-MELLON ' UNI V. , PITTSBURGH, PA 


8406230374 Notification of significant licensee meeting on 840703 
w/Carneg i e-Mel 1 on Univ in King of Prussia, PA to discuss 
violations identified in IE Insp Repts 30-14472/84-01 It 
70-0303/84-01. 

DENNIS, N. A. Region 1, Office of Director. 84/06/20. 

Office of Director. 2pp. 25195:045. 


Reg ion 


KEf 70-0364 BABCOCK & WILCOX CO. . APOLLO, PA 


DOCKET 70-0687 UNION CARBIDE CORP , TUXEDO, NY 


6140079 Summarizes telcons W/R Conroy 
urial grounds established by NUMEC in 
ist of questions posed submitted. 
URKHARDT, W. Advanced Fuel & Spent Fue 
ROUSE, L. C. Advanced Fuel & Spent Fuel 


of Valley News Dispatch re 
Parks Townsh ip. PA. 

1 Licensing Branch. 84/03/14. 
Licensing Branch. 3pp. 


4955: 077. 


8406190200 Forwards listing of areas in h around Bldg 77 excee 
guidelines for release of property for unrestricted use 
during 840330-0601 survey No further remedial action should 
be taken until samples analyzed 

BERGER, J. D. Oak Ridge Associated Univs. 84/06/11. EVANS, L. 
Carbide Carp. 4pp. 24980.356 


406140256 Forwards questions pertaining to radiological assessment of 
burial site as prepared by Oak Ridge Associated Univs. 

CONROY, R. Valley News Dispatch, Tarentum, PA. 84/01/05. 

ROUSE, L. C. Division of Fuel Cycle & Material Safety. 7pp. 

24955 : 080. 


6270272 Forwards Pennsylvania Operations Safety Advisory Board 
valuation b approval of revs to Chapter XIII of Matls 
icense SNM-414. „ „ 

iUSTIN, M. A. Babcock & Wilcox Co. 84/06/08. ELSASSER, T. C . Region 
, Office of Director. llpp- 25165:350. 


6210123 Ack receipt of 840527 ltr informing NRC of steps taken to 
orrect violations noted in IE Insp Repts 70-0135/84-02 & 
'0-0364/84-01. ^ 

iTAROSTECKI, R. Division of Project b Resident Programs. 84/06/15. 
IOLEMAN, W. L. Babcock b Wilcox Co. Ip. 25057:177. 


J406210130 Responds to MRC 840501 ltr re violations noted in IE Insp 
Repts 70-0135/84-02 b 70-0364/84-01. Corrective actions: 
requirement to perform nuclear compliance audits placed on 
computer commitment reminder program. 

AUSTIN, M. A. Babcock 6 Wilcox Co. 84/05/29. STAROSTECKI , R. 
Division of Project b Resident Programs. 2pp. 25057:178. 


DOCKET 70-0734 GA TECHNOLOGIES, INC . SAN DIEGO, CA 


8406040311 Responds to issues raised in recent telcons. Issues res 
by making minor changes to encl license specs b 
demonstration vols b addl c 1 ar if i ca t l ons to previously 
raised questions. 

MOWRY, W. R. GA Technologies, Inc /General Atomic Co. 84/04/10. 
CROW, W. T. Office of Nuclear Material Safety b Saf eguar ds, Direc 
33pp. 24807:171. 24X Fi c h e : 50- 1 63, 84/04/ 1 0, 840604031 1 . 


— 8406040315 “Recorded Annual Whole Body Exposures for CY83. " 

QUINTANA, L. R, GA Technologies, Inc /General Atomic Co. 83/1 
Director's Office, Office of Inspection and Enforcement. 1 
24807:204. 24X Fi c h e : 50-1 63, 84/04/ 10, 840604031 1 . 


— 8406040318 Corrected "Recorded Annual Whole Body Exposures for 
QUINTANA, L. R. CA Technologies, Inc. /General Atomic Co. 82/1 
Director's Office, Office of Inspection and Enforcement. 1 
24807:205. 24X Fl c h e : 50-1 63, 84/04 / 1 0, 84060403 1 1 . 


— 8406040321 "Recorded Annual Whole Body Exposures for CY81. " 

BOLD, F. 0. CA Technologies, Inc /General Atomic Co. 81/12/31 
Director's Office, Office of Inspection and Enforcement. Ip. 
24807:206. 24X Fi c h e : 50-1 63, 84/04/ 1 0, 840604031 1 . 


1KET 70-0371 UNC NAVAL PRODUCTS, INC. , UNCASVILLE. CT 


>6070066 Forwards NRC Safeguards Regulatory Effectiveness Review 
ream rept of 840213-17 visit. Comments requested within 30 
Jays. W/o end. 

JROWN. W.B. Fuel Facility Safeguards Licensing Branch. 84/05/03. 
SMY, G. 0. United Nuclear Corp. Ip. 24854:351. 


>6060313 Forwards observations, comments b recommendations resulting 
From visit on 840410-0411 re safeguards regulatory 
sf fectiveness review. Encl withheld. 

3R0WN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/04. 
JtMY, G. 0. United Nuclear Corp. Ip. 24665:073. 


>6080213 Ack receipt of 840430 ltr informing NRC of steps taken to 
-orrect violations noted in IE Insp Rept 70-0371/84-02. 

STAROSTECKI, R. Division of Project b Resident Programs. 84/06/01. 
^MY, G. 0. United Nuclear Corp. Ip- 24855:344. 


3406080215 Responds to NRC 840330 ltr re violations noted in IE Insp 
Rept 70-0371/84-02. Corrective actions: emergency exit routes 
modified, sign installed to remind personnel to monitor area 
8t addl water analysis performed. 

KIRK, W, F. United Nuclear Corp. 84/04/30. STAROSTECKI, R. 

Division of Project b Resident Programs. 3pp. 24855:345. 


CKET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 


— 8406040323 "Recorded Annual Whole Body Exposures for CY80. " 

BOLD, F. 0. CA Technologies, Inc. /General Atomic Co. 81/Q3/2C 
Office of Management and Program Analysis. Ip. 24807:207. 
Fiche : 50-163, 84/04/10, 8406040311. 


— 8406040334 "Recorded Annual Whole Body Exposures for CY79. " 

BOLD, F. 0. CA Technologies, Inc. /General Atomic Co. 80/03/21 
Office of Management and Program Analysis. Ip. 24807:208. 
Fiche : 50-163, 84/04/10, 8406040311. 


8406010364 Forwards errata to Rev 3 to 840410 application for rei 
of License SNM-696 re specs b demonstration vols. 

MOWRY, W. R GA Technologies, Inc. /General Atomic Co. 84/04/12. 
CROW, W. T. Office of Nuclear Material Safety b Saf eguar ds, Direi 
lp. 24768:055. 


— 8406010367 Errata to Rev 3 to 840410 application for renewal o< 
License SNM-696 re specs b demonstration vols. 

MOWRY, W. R. CA Technologies, Inc /General Atomic Co. 84/04/: 
12pp. 24768:056. 


8406180244 Ack receipt of 840531 ltr informing NRC of steps takei 
correct violations noted in IE safeguards insp rept. 

Corrective actions will be reviewed during next physical 
security insp. Encl 840531 ltr withheld (ref 10CFR2. 790 > . 
NORDERHAUG, L. R. Region 5, Office of Director. 84/06/12. 
PARKER, J. W. GA Technologies, Inc. /General Atomic Co, 2pp. 
24962: 333. 


06080230 Forwards IE Insp Rept 70-0398/84-02 on 840418-20. No 
violations noted. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/05/22. 
PEVEY, L. E. Commerce, Dept, of, National Bureau of Standards. 2pp. 
24855:314. 

8406080232 IE Insp Rept 70-0398/84-02 on 840418-20. No violations or 
deviations noted. Major areas inspected: organization, Part 21 
repts, facility Changes & mods, safety committees, review of 
operations & radiation protection. 

R.OTTH, J, Region Of-fice of Director. ELSASSER, T. C. Division of 
Project J5t Resident Programs. 84/05/16. 6pp. 24855:316. 

06010490 Re^oestS add! infp to complete EIA, discussed at 840426 site 

Visit. Written responses to encl questions requested by 

840630 , 

SHUM, E. Y. Uranium Fuel Licensing Branch. 84/05/24. PEVEY, L. E. 
Commerce, Dept, of, National Bureau of Standards. 2pp. 24768:350. 

06020333 Trip rept of 840426 site visit re environ questions raised 
during initial review of license renewal application. 

SKUIl/E. Y, Uranium Fuel Licensing Branch. 84/05/24. Uranium Fuel 
Licensing Branch. lp- 24800:345. 


8406210002 Summarizes 840613 meeting ui/GA Technologies in Silver 
Spring, MD re preparation of area for const of new fusion 
facility. Interoffice working group on regulation of fuel 
cycle b matl activities net on 840607. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/06/14. DAVIS, J. 
Office of Nuclear Material Safety b Saf eguards, Director . 2pp. 
25091: 357. 


8406250207 Forwards IE Safeguards Insp Rept 70-0734/84-05 on 840 
No noncompliance noted. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/19. 
PARKER, J. W. GA Technologies, Inc. /General Atomic Co. lp. 
25130:027. 


— B 4062502 13 IE Safeguards Insp Rept 70-0734/84-05 on 840514-18, 
none omp 1 ianc e noted Major areas insp ec ted : fac i 1 ity 
organization b operations, measurement controls b shipper/ 
receiver ver if ication. Detai Is withheld (ref 10CFR2. 790). 
NELSON, G. B. , WIEDER, A. V. , NORDERHAUG, L. R. Region 5, Office 
Director. 84/06/18. lp. 25130:028. 


ICKET 70-0738 LOWELL- UN IV. OF, LOWELL, MA 


06230509 Forwards IE Safeguards Insp Repts 50-223/84-01 it 
70-0738/84-01 on 840424-25. No violations observed. 

MARTIN- T. T. Division of Engineering it Technical Programs. 84/06/04. 

BEGHIAN, L. E. D Lowell, Univ. of, Lowell, MA. 2pp. 25133:167. 24X 

Fiche: 50-223, 84/06/04, 8406230509 


8406230518 IE Safeguards Insp Repts 50-223/84-01 St 70-0738/84-01 on 
840424— 25. No noncompliance noted. Major areas inspected: 
facility organization it operation, measurement & controls, 
storage Sc internal control i physical inventory. 

DELLA RATTAiA. , KEIMIG, R. R. Region 1, Office of Director. 
84/05/31. 5pp. 25133:169. 24X F ic h e : 50-223, 84/06/04, 8406230509. 


OKE T 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


36010502 Forwards corrected pages to updated supportive info for 
renewal application for License SNM-960. 

1UNN INGHAM, G. E. General Electric Co. 84/04/20. ROUSE. L. C. 
Advanced Fuel it Spent Fuel Licensing Branch. Ip. 24768:2 38, 


3406010510 Application for renewal of License SNM-960. Li ce nse 
authorizes product processing op erat ions, lab operations, 
general svcs operations, maste treatment it offsite 
activi ties. 

* General Electric Co. 84/04/18. 68pp. 24768:239. 


JKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, MA 


>6010158 Confirms 840515 telcon re MIT failure to respond to NRC 
Luestions concerning 820728 renewal application St 830913 
'equest to submit radiological contingency p lan. Re sponses 
mticipated by 840530. 

)ROW, U. T. Uranium Fuel Licensing Branch. 84/05/17. HARL ING, 0. K. 
tassachusetts Institute of Technology, Cambridge. MA. Ip. 

>4762: 313. 


>6230543 Forwards IE Safeguards Insp Repts 50-020/84-02, 
'0-0089/84-01,70-0095/84-01 it 70-0938/84-01 on 840507 i. 08. 

<Io violations observed. 

1ARTIN, T. T. Division of Engineering & Technical Programs. 84/06/06. 
CLARK., L. Massachusetts Institute of Technology, Cambridge, MA. 

>pp. 25135:339. 24X Fi ch e: 50-020, 84/06/06, 8406230543. 


3406230556 IE Safeguards Insp Repts 50-020/84-02,70-0089/84-01, 
70-0095/84-01 it 70-0933/84-01 on 840507 St 08. No 
noncomp 1 iance noted. Major areas i nspec ted : f aci 1 i ty 
organization it operation internal control. 

SMITH, G. C. Region 1, Office of Director. 84/05/31. 5pp. 
25135:341. 24X Fich e: 50-020, 84/06/06, 8406230543. 


:ket 70-1068 Florida, univ. of, Gainesville, fl 


>6190020 Partial response to FOIA request for all physical security it 

safeguards insp repts from 1979 to present for UCLA.Univs of 

Washington it Flor i da , Virg inia Polytechnic Inst it Iowa State 

Jniv. In-fo partially withheld <ref FOIA Exemption 4). 

r ELT0N, J. M. Division of Rules and Records. 84/05/08. AFTERGOOD, S. 

Jommittee to Bridge the Cap. 3pp. 25029:326. 24X 

r ic he: 50-000, 84/05/08, 8406190020. 


1406190028 IE Safeguards Insp Repts 50-083/82-01 St 70-1068/82-01 on 
820729-31. No nocompliance noted. Major areas inspected: 
security p lan, or gani zat ion, access contr o Is , r ec ord s S. repts, 
testing St maint, locks it. k ey s. Por t i ons deleted. 

MOORE, D. E. Region 2, Office of Director. 84/07/19. 6pp. 

25029 : 348. 24X Fiche: 50-000, 84/05/08, 8406190020. 


IKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


>6090052 Forwards IE Insp Rept 70-1100/84-03 on 840405. No violations 
toted . 

iTAROSTECKI, R. Division of Project S* Resident Programs. 84/05/22. 
.ICHTENBERGER Combustion Engineering, Inc. 2pp. 24858:096. 


*406080060 IE Insp Rept 70-1100/84-03 on 840405. No violations or 
deviations noted. Major areas inspected : al legations re 
inadequate respirator protection for persons painting in 
fuel pellet shop. 

ROTH, U. Region 1, Office of Director. ELSASSER, T. C. Division of 
Project it Resident Programs. 84/05/16. 4pp. 24858:098. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8406040210 Application for renewal of License SNM-1097, r ef or matti 
Part 1, incorporating wording agreed to during 840503-04 
meetings in Silver Spring, MD. 

VAUGHAN, C.M. General Electric Co. 84/05/14. CROW, W. T. Offic 
Nuclear Material Safety St Sa f eguar ds, Direc tor. 132pp. 24808:0 


8406020251 Discusses items of interest, includ ing, meeting to discu 
sites in West Chicago contaminated w/thor ium, DOE remedial 
action plan for Canonsburg , PA site & meeting w/GE re license 
r enewal . 

PAGE, R. G. Uranium Fuel Licensing Branch. S4/05/23. DAVIS,U.G 
Office of Nuclear Material Safety & Saf eg uard s, Director . 3pp. 
24799: 120. 


8406260607 FR notice of finding of no significant impact for r*n» 
License SNM-1097 for continued operation of GE Wilmington 
mfg d ep t, Wi lming ton, NC . 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/06/22. 2pp. 

25158; 023. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


8406070059 Responds to 840430 request for limited exemption from 
10CFR70. 51 (f ) (2) ( i ii ) requirement re remeasurement of all 
items on inventory not tamper-safe sea 1 ed . R equest granted. 

Amend SG-1 to License SNM— 1107 will be issued. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch, 84/05/0 
SANDERS, C. F. Westinghouse Electric Corp. 2pp. 24854:352. 


8406220080 Forwards IE Insp Rept 70-1151/84-06 on 840430-050 4. No 
violations or deviations identified. 

STOHR, J.P. Division of Emergency Preparedness St Materials Safe 
84/05/25. BRITTON, W. H. Westinghouse Electric CoTp. 2pp. 

25126: 359. 


—8406220087 IE Insp Rept 70-1151/84-06 on 840430-0504. No violati 
deviations noted. Major areas insp ec ted : fac i 1 i ty 
organi zati on, storage it internal control it mgt of matls 
controls sys. Details withheld (ref 10CFR2. 790 St 73, 21). 

TODD. G. A., JONES, D. W. Region 2, Office of Director. MCALPIN 
Division of Emergency Preparedness it Materials Safety. 84/C 
lp. 25126:361. 


8406070071 Grants 840514 request for limited exception from item 
control commitment in Section 7.2.1(a) of fundamental 
nuclear matl control plan re certain demonstration fuel 
rods. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/2 
SANDERS, C. F. Westinghouse Electric Corp. lp. 24852:352. 


DOCKET 70-1201 BABCOCK S. WILCOX CO. , LYNCHBURG, VA 


8406070054 Responds to 840430 request for extension of 1 month to 
start audit. Request granted. New unnumbered license condition 
issued to Amend MPP-2 to License SNM-1168. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/OS/C 
FORD, J. T. Babcock 8c Wilcox Co. lp. 24854:354. 


8406060391 Grants 840118 request for partial exemption from 
10CFR70. 58(e) it (g)(1) re receipt inventory St shipping low 
enriched U in tamper-safe shipping containers w/o 
measurement. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/03/C 
FORD, J. T. Babcock it Wilcox Co. lp. 24669:362. 


8406190547 Application for amend to License SNM-1168, to incoTpgri 
reorganization of commercial nuclear fuel plant staff 
members, effective 840404. 

WATTERS, J. P. Babcock it Wilcox Co. 84/05/04. PAGE, R. G. Urani 
Fuel Licensing Branch. 95pp. 25048:178. 


8406230224 Forwards IE Insp Rept 70-1201/84-03 on 840521-24. No 
violations or deviations noted. 

STOHR, J.P. Region 2, Office of Director. 84/06/07. ALTO, R. A. 
Babcock 8c Wilcox Co. 2pp. 25136:323. 


— 8406230 228 IE Insp Rept 70-1201/84-03 on 840521-24. No noncompl) 
noted. Major areas inspected: measurements Sc statistical 
con tr ol s, sh ip p ing Sc receiving St mgt of matls control sys. 
Details withheld (ref 10CFR2. 79 0 it 10CFR73. 21). 

RICHARDS, B. L. , MCALP INS , E. J. Region 2, Office of Director. 
84/06/07. lp. 25136:325. 


ICKEr 70-1207 NAVY, DEPT. OF, SILVER SPRING, MD 


1-06120404 Discusses IE insp of Licenses SNM-1 147, 19-00166-22 8c 
1900166-23 conducted on 840514-15. No violations noted. Major 
areas insp ec ted : exams of procedures & representative 
records, interviews u/personnel & measurements. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/05. 
WILLIAMS, J. R. Navy, Dept of. 2pp. 24892:335. 


)CKET 70-1257 EXXON NUCLEAR CO. , INC. , RICHLAND, WA 


1-06060370 Responds to 840425 request for exemptions from regulations 
for receipt of SNM w/o making independent measurements. 

Request granted. New License Conditions 3. 4, 3. 5 8< 3. 6 end. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/04. 
SCHNEIDER, R. A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 2pp. 
2474S: 292. 


106080066 Informs of issuance of Amend 20 to License SNM-1227 
authorizing changes in environ monitoring program. SER end. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/05/31. MALODY, C. W. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). Ip. 24875:347. 


■8406080071 Safety evaluation supporting issuance of Amend 20 to License 
SNM-1227 authorizing changes in environ monitoring program. 

BIDINGER, G. H. , CROW, W. T. Uranium Fuel Licensing Branch. 84/05/31. 
7pp. 24875:348. 


■8406080075 Informs that EIA 8t EIS not warranted re 840411 application 
for amend of certain effluent & environ monitoring 
requirements for airborne U 8; fluoride discharge. 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/05/31. Uranium 
Fuel Licensing Branch. Ip. 24875:355. 


•06290265 Forwards IE Safeguards Insp Rept 70-1257/84-03 conducted on 
840409-13 notice of violation. Ends withheld (ref 
10CFR2. 790) . 

NORDERHAUG, L. R. Region 5, Office of Director. 84/06/22. NILSDN, R. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 2pp. 25196:353. 


CKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


06190058 Forwards proposed rev to NED0-21326D, “Consolidated SAR for 
Morris Operation, " & Rev 8 to NEDQ-20776, "Spent Fuel Svc 
Operations & GE U Mgt Corp QA Plan. “ 

HERRINGTON, C. C General Electric Co. 84/05/10. CUNNINGHAM, R. E. 
Division of Fuel Cycle & Material Safety. 2pp. 25028:001. 


8406190060 Revised NED0-21326D, "Consolidated SAR for Morris 
Operation. " 

•* General Electric Co. 83/07/31. 408pp. 25028:004. 


06020310 Informs of agreement between GE & Wisconsin Electric Power 
Co to temporarily suspend shipments of spent fuel from 
Morris Operation to Point Beach Nuclear Plant at Two Rivers, 

WI. Resumption of shipments anticipated in JuX 1984. 

SCHMID, S. P. Ceneral Electric Co. 84/03/13. HILLMAN, C. R. Division 
of Safeguards. 2pp. 24800:310. 


06020167 Forwards “GE 1983 Annual Rept. *' 

WELCH, J. F. , BURLINGAME, J. F. , HOOD, E. E. General Electric Co. 

B4/04/16. CUNNINGHAM, R, E. Division of Fuel Cycle Z>. Material Safety. 
Ip. 24663:032. 


06150336 Application for amend to License SNM-2500, chang ing Tech 
Spec 7.7.1 (b) to delete ref to 10CFR71. 35 (a) (4) & replace 
u/listed wording. 

HARRINGTON, C. C. General Electric Co. 84/05/08. CUNNINGHAM, R. E. 
Division of Fuel Cycle & Material Safety. 4pp. 24978:050. 


IKET 70-1351 ARMY, DEPT. OF, FT. MONMOUTH, NJ 


56230587 Amend 10 to Matl/Byproduct License 29-01022-10 for US Army 

Electronics R&D Command , e x tend ing expiration date until 

370731. 

HICKEY, U. W. Division of Fuel Cycle & Material Safety. 84/06/15. 

Ip. 25136:245. 


3406230605 Ack receipt of 831213 ltr re Matl/Byproduct Licenses 
29-01022-06, 29-01022-07, 29-01022-10, SNM-1323 & SMB-1183. 

Telcon w/T Grucci confirmed. 

MARTIN, I. C. NRC - No Detailed Affiliation Given. 83/12/16. NRC 
- No Detailed Affiliation Given. Ip. 25136:251. 


DOCKET 70-1395 ALLEGHENY CENERAL HOSP. , PITTSBURGH, PA 


8406200266 Discusses IE insp of Licenses 37-01317-01,37-01317-0 
SNM- 1484 & SNM- 1381 on 840515 & forwards notice of 
vio lat i on. 

MARTIN, T. T Division of Engineering & Technical Programs. 8 

RANKIN, F. Allegheny Ceneral Hosp., Pittsburgh, PA. 2pp. 
25046: 359. 


— 8406200267 Notice of violation from insp on 840515. Violation 
monthly spot-check mesurements on teletherapy units did not 
include determination of accuracy of all distance measuring 
devices used for treating humans. 

* Region 1, Office of Director. 84/06/14. Ip. 25046:361 


DOCKE I 70-1412 MAYO CLINIC, ROCHESTER, MN 


8406120327 Ack receipt of 840517 ltr informing NRC of steps tak 
correct violations noted in IE insp of Licenses 22-00519—03, 
22-00519-06 & SNM— 1380. 

WIEDEMAN, D. G. Region 3, Office of Director. 84/06/06. VETT 
Mayo Clinic, Rochester, MN. Ip. 24893:144. 


— 8406120329 Responds to NRC 840427 ltr re violations noted in 
of Licenses 22-00519-03 & SNM-1380. Correc t i ve actions: 
personnel reminded to wear ring badges & cardiac pacemaker 
clinic reminded to notify NRC of death of pacemaker patient 
VETTER, R. J. Mayo Clinic, Rochester, MN. 84/05/17. WIEDEM 
Region 3, Office of Director. 2pp. 24893: 145. 


DOCKET 70-1417 GREATER SOUTHEAST COMMUNITY HOSP. , WASHINGTON, D 


8406260400 Ack receipt of 840531 ltr informing NRC of steps tak 
correct violations noted in IE Insp Rept 70-1417/84-01. 
Corrective actions will be examined during future insp. 

MARTIN, T. T. Division of Engineering & Technical Programs. 8 
LEVEY, J. Greater Southeast Community Hosp., Washington, DC. 
25152: 243. 


— 8406260405 Responds to NRC 840522 ltr re violations noted in 
Rept 70-1417/84-01 Corrective ac t ions : p o 1 ic i es re pacemaker 
sys £< patient followup initiated & incorporated into unit 
policy &-. procedure manual. 

CALDWELL, R. L. Greater Southeast Community Hosp., Washingto 
84/05/31. MARTIN, T. T. Division of Engineering Technical 
Programs. 7pp. 25152: 244. 


DOCKET 70-1426 TRANSNUCLEAR , INC. , FALLS CHURCH, VA 


8406130081 Forwards IE Safeguards Insp Rept 70-1426/84—01 on 84< 
No violations or deviations noted. 

STOHR, J. P. Region 2, Office of Director. 84/06/05. MANGUSI 
Transnuclear, Inc. 2pp. 24913:058. 


— 8406130087 IE Safeguards Insp Rept 70-1426/84-01 on 840321-22 
violations or deviations noted. Major areas inspected: 
protection of classified matter re shipments of Category 1 
SNM. Details withheld (ref 10CFR2. 790 & 73.21). 

MOORE, D. E. . MCGUIRE, D. R. Region 2, Office of Director. 04 
lp. 24913:060. 


8406250393 Responds to 840613 request for approval of alternate 
to New York thruway for transportat ion of spent reactor 
fuel. Proposed route approved. Route survey end. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 8- 
HANNETT, B. Transnuc 1 ear , Inc. 10pp. 25137:347. 


DOCKET 70-1733 ALLEGHENY HEALTH, ED. & RES. CORP. , PITTSBURGH, 


8406200266 Discusses IE insp of Licenses 37-01317-01,37—01317-0) 
SNM— 1 484 & SNM— 1381 on 840515 & forwards notice of 
violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 8- 
RANKIN, F. Allegheny General Hosp., Pittsburgh, PA. 2pp. 
25046: 359. 


DOCKET 70-1993 LUTHERAN HOSP. OF FT. WAYNE, INC. , FT. WAYNE, IN 


8406210118 Discusses IE insp of Licenses SNM-1551, 13-01535-01 *e 
13-01535-04 on 840523 & forwards notice of violation. 
SRENIAWSKI, D. J. Region 3, Office of Director. 84/06/12. 
GILLILAND, R. E. Lutheran Hosp. of Ft. Wayne, Inc., Ft. Wayne, 
lp. 25057.174. 


K36210127 Notice of violation from insp on 840523. Vi o 1 at i ons noted: 
calibr sources not tested for leakage &/ or c ontaminat i on at 
intervals not to exceed 6 months. 

SRENIAWSKI, D. J. Region 3. Office of Director. 84/06/12. 2pp. 
25057: 175. 


ET 70-2375 PACIFIC GAS b ELECTRIC CO. , SAN FRANCISCO, CA 


010447 Application for renewal of License SNM-1 667/ e x ten d ing 
piration date to 850630. Renewal necessary to allow addl 
me to complete licensing process. 

HUYLERj J. 0. Pacific Cas b Electric Co. 84/05/08. PAGE/R.G. 
anium Fuel Licensing Branch. Ip. 24769:106. 


ET 70-2626 ARMY. DEPT. OF. ROCK ISLAND. IL 


180418 Amend 7 to Dept of Army License SNM-1745, c hang ing name b 
dress to Dept of Army Armament. Munitions b Chemical 
Timand » Rock Island. IL. 

'KEY. J. W. Division of Fuel Cycle b Material Safety. 84/06/13. 
24964: 298. 


36180431 Application for amend to Licenses SNM-1745. 12— 00722-04. 06. 
37.08.09 b SMB-1314. SUB-1340 b SUC-1380. r ef 1 ec t ing name b 
address change. 

5MITH. L. E. Army. Dept. of. 84/02/02. Office of Nuclear 
laterial Safety b Saf eg uar ds. Dir ector. 4pp. 24964:299. 


T 70-2786 CENERAL ELECTRIC CO. . SAN JOSE. CA 


L 50298 Requests route approval per 10CFR73. for shipment of spent 
'adiated reactor fuel from Oakland to Pleasanton. CA. 

IKLAND, K. W. General Electric Co. 84/05/18. HILLMAN. C. R. 
terial Transfer Safeguards Licensing Branch. 6pp. 24976:343. 


L 40262 Approves of route to be used for transport of spent reactor 
si described in 840518 1 tr from Port of Oakland.CA to 
sasanton, CA. Data re arrangements w/law enforcement 
sncies b copy of route encl. 

ERR. T. S. Material Transfer Safeguards Licensing Branch. 84/06/04. 
[RKLAND. M. W. General Electric Co. 6pp. 24955:071. 


T 70-2792 LOWER BUCKS HOSP. , BRISTOL, PA 


230535 Amend 2 to License SNM-1800 for Lower Bucks Ho sp , auth or i z ing 
» of Pu- 238 for Coratonic Model C-101 nuc 1 ear-powered 
'diac pacemaker, per 821209 b 830203 ltrs. 

:CA. P.C. Division of Fuel Cycle b Material Safety. 83/02/24. 
t, 25133:099. 


ET 70-2887 PHELPS COUNTY MEMORIAL HOSP. , ROLLA, MO 


250049 License SNM-1934 for Phelps County Regional Medical Ctr, 
;horizing use of Pu-233 sealed source in Cordis Nuclear 
li-Stanicor Model 184A nuclear-powered pacemakers, per 
.107 1 tr . 

:CA, P.C. Division of Fuel Cycle b Material Safety. 84/06/18. 
i. 25140:001. 


>6250056 Requests removal of Cordis b Metronic Nuclear pacemakers, 
Jeither company mfgs pacemakers for implantation. 

JEST, K. C. Phelps County Memorial Hosp. , Rolla, MO. 84/03/02. 
FACCA, P. NRC - No Detailed Affiliation Given. Ip. 25140:005. 


>6250068 Application to renew License SNM-1842, au th or i z i ng use of 
ledtronic Co pacemaker. 

JEST. K. C. Phelps County Memorial Hosp., Rolla, MO. 84/02/10. 
legion 3, Office of Director. 6pp. 25140:006. 


>6250074 Requests removal of nuclear pacemakers. Sub j pacemakers no 
Longer mfg for implantation. 

JQONE, G. Phelps County Memorial Hosp., Rolla. MO. 84/05/16. 
legion 3, Office of Director. 5pp. 25140:012. 


DOCKET 70-2947 ILLINOIS POWER CO. , DECATUR, IL 


8406070099 Requests revised application for Jul 1981 request for 
storage of fresh fuel assemblies b neutron sources. Rev 
should follow encl Reg Guide 3. 15, Rev 1 format. W/o encl. 

SERINI, B. L. Uranium Fuel Licensing Branch. 84/06/04. HALL, D. 
Illinois Power Co. Ip. 24850:354. 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO. , PHOENIX, AZ 


8406010251 Application for amend to Licenses SNM-1887 b SNM-1922. t 
requests that height of fuel racks be changed to read 4.5 ft 
instead of 2 ft. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/23. Office 
Nuclear Material Safety b Saf eguards, Director. 7pp. 24762:353. 


DOCKET 70-2955 EDLOW INTERNATIONAL CO. , WASHINGTON, DC 


8406020397 Ac k receipt of full payment of civil penalties propose 
840405. 

AXELRAD, J. A. Enforcement Staff. 84/05/24. EDLOW, J. Edlow 
International Co. Ip. 24800:342. 


8406210338 Forwards IE Safeguards Insp Repts 40-8760/84-03 tt 
70-2955/84-03 on 840531. No noncompliance noted. 

AXELSQN, W. I Region 3, Office of Director. 84/06/15. EDLOW, J. 

Edlow International Co. Ip. 25054:354. 


—8406210343 IE Safeguards Insp Repts 40-8760/84-03 b 70-2955/84H 
840531-0604. No noncomp 1 iance noted. Major areas inspected: 
previous open items b verification of outdoor storage of 
natural UF6. Details withheld (ref 10CFR2. 790). 

AXELSON, W. L. , CREED, J R. , SRENI AWSKI , D. J. Region 3, Office o 
Director. 84/06/15. Ip. 25054:355. 


DOCKET 70-2960 KANSAS GAS b ELECTRIC CO. , WICHITA, KS 


8406010479 Forwards Rev 5 to application for SNM 1 icense, spec if y i 
storage locations for ex-core fission chambers b identifying 
individuals controlling keys to storage areas. 

KQESTER , G. L. Kansas Gas b Electric Co. 84/04/19. DAVIS, J. G. 
Office of Nuclear Material Safety b Saf eguards, Director . 2pp. 
24769: 003. 


— 8406010481 Rev 5 to application for SNM 1 icense, specif y ing sto- 
locations for ex-core fission chambers b identifying 
individuals controlling keys to storage areas. 

KOESTER, G. L. Kansas Gas b Electric Co. 84/04/19. 4pp. 
24769: 005. 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO. , PHOENIX, AZ 


8406010251 Application for amend to Licenses SNM— 1887 b SNM-1922. 
requests that height of fuel racks be changed to read 4.5 ft 
instead of 2 ft. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/04/23. Office 
Nuclear Material Safety b Saf eguards, Director. 7pp. 24762:353 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO., PHILADELPHIA, PA 


8406010450 Forwards request for addl info re 840124 reviset 
application for fuel storage license. Info should be 
submitted by 840525 in form of replacement pages to 
application. 

SERINI, B. L. Uranium Fuel Licensing Branch. 84/04/25. PAYTON, 
Philadelphia Electric Co. 3pp. 24769:099. 


8406140154 Forwards declaration sheet of NELIA Policy NF-284 b 
certificates of insurance for MAELU Policy M-98 b NELIA 
Policy N-98. 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/11. SALTZMAN, J. 
Assistant Director for State b Licensee Relations. 15pp. 249S 

24X Fiche: 50-352,84/06/11,8406140154. 


ELT 70-2932 TEXAS UTILITIES GENERATING CO. , DALLAS, TX DOCKET 70-2990 WEST VIRGINIA UNIV. , MORGANTOWN, WV 


>20449 Forwards executed Amend 1 to Indemnity Agreement B-96 in 8406230431 IE Insp Findings b Licensee Ack dtd 840524 of License 

• pons e to Amend 1 to License SNM-1912. SNM-1924. Insp findings: no violations observed 

INER, R. Texas Utilities Electric Co. (formerly Texas Utilities BROWN, R. A. Region 2, Office of Director. 84/05/24. ip. 25K 

lerating Co. ). 84/05/17. PAGE, R. G. Uranium Recovery Field 

Fice. 2pp. 24769:352. 


so 


DOCKETED ITEMS 


JCKEf 70-2993 PHELPS COUNTY REGIONAL MEDICAL CTR, ROLLA. MO 


TO625O049 License SNM-1934 for Phelps County Regional Medical Ctr, 
authorizing use of Pu-233 sealed source in Cordis Nuclear 
Omni-Stanicor Model 184A nuc lear-pouered pacemakers- per 
781107 Itr. 

VACCA.P.C. Division of Fuel Cycle & Material Safety. 84/06/18. 

2pp. 25140:001. 

-8406250053 Forwards License SNM-1934, author i z ing use of Cordis Nuclear 
Ocmi-Stanicor Model 184A pacemakers. 

VACCA-P. C. Division of Fuel Cycle & Material Safety. 84/06/18. 

WEST- K. C. Phelps County Memorial Hosp. - Rolla- MO. 2pp. 

25140: 003 


-8406250056 Requests removal of Cordis it Metronic Nuclear pacemakers. 
Neither company mfgs pacemakers for imp lantation. 

WEST- K. C. Phelps County Memorial Hosp. » Rolla- MO. 84/03/02. 
VACCA-P. NRC - No Detailed Affiliation Given. Ip. 25140:005. 


■8406250068 Application to renew License SNM-1842, author i z i ng use of 
Medtronic Co pacemaker. 

WEST- K. C. Phelps County Memorial Hosp - Rolla- MO. 84/02/10. 
Region 3. Office of Director. 6pp. 25140:006. 


-8406250074 Requests removal of nuclear pac emak ers. Sub j pacemakers no 
longer mfg for implantation. 

BOONE, G. Phelps County Memorial Hosp., Rolla, MO. 84/05/16. 
Region 3, Office of Director. 5pp. 25140:012. 


)CKET 70-2997 CAROLINA POWER & LIGHT CO. - RALEIGH, NC 


1-06010378 Forwards application for license to receive, possess,stare 
3k prepare for transport- ciatl for operation of plant. 

UTLEY- E. E Carolina Power & Light Co. 84/04/12. DAVIS, J. G. Office 

of Nuclear Material Safety Sc Saf eg uard s- Dir ector . 2pp. 24767:293. 


■8406010382 Application for license to receive, possess, store Sc prepare 
for transport- matl for operation of plant. 

* Carolina Power Sc Light Co. 84/04/12. 65pp. 24767:295. 

VCKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
IANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
EDITIONS 

ICKET 71-0003 EXXON NUCLEAR CO. - INC. 


G6040342 Forwards rev to "GA Program for Nuclear Fuels Dept Shipping 
Containers, “ reflecting recent organizational changes within 
company. 

NILSON, R. Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. >. 04/05/11. 

MACDONALD, C. E. Transportat ion Cert if ica t ion Branch. Ip. 

24806: 282. 


8406040343 Rev 5 to “QA Program for Nuclear Fuels Dept Shipping 
Containers. “ 

* Exxon Nuclear Co.- Inc. (subs, of Exxon Corp. ). 84/05/10. 

34pp. 24806:283. 


•06220028 Forwards QA program approval for radioactive matl package: 
0003, Rev 5. 

MACDONALD- C. E. Transpo r tati on Certification Branch. 84/06/14. 
NILSON- R. Exxon Nuclear Co. » Inc. (subs, of Exxon Corp. >. Ip. 
25153. 001. 


8406220314 QA program approval for radioactive matl pac kag e: 0003- Rev 5. 
MACDONALD, C. E. Transportation Cert i f ication Branch. 84/06/14. 

Ip. 25153:002. 


iCKET 71-0004 GENERAL ELECTRIC CO. 


06010492 Forwards Rev Q to NED0-20776, “Spent Fuel Svcs Operation it 
GE U Mg t Corp QA Plan. ** 

HERRINGTON,, C. C. General Electric Uranium Management Corp. 84/05/10. 

MACDONALD, C. E. Transportation Certification Branch lp 
24769:011. 


8406010494 Rev 8 to "Spent Fuel Svcs Operation it GE U Mgt Corp 
QA Plan. “ 

WHEADQN, W. C. General Electric Co. NED0-20776 RD8 84/04/30 
74pp. 24769:013. 


DOCKET 71-0025 DAIRYlAND POWER COOPERATIVE 


8406210476 Forwards QA program approval for radioactive matl pac! 
0025, Rev 2. 

MACDONALD, C. E. Transportati on Certification Branch. 84/06/15. 
LINDER, F. Dairy land Pouer Cooperative. lp. 25093:356. 


- -84062 1 0479 QA program approval for radioactive matl package:OOI 
MACDONALD, C. E. Transportation Cer t i f i ca t i on Branch. 84/06/: 
lp. 25093:357. 


DOCKET 71-0045 NIAGARA MOHAWK POWER CO. 


8406220116 Forwards QA program approval for radioactive matl pad 
0045, Rev 2. 

MACDONALD, C. E. Transportati on Certification Branch. 84/06/14. 
LEMPGES, T. E. Niagara Mohawk Power Corp. lp, 25100:341. 


— 8406220126 QA program approval for radioactive matl packag©:00«< 
MACDONALD- C. E. Transp or ta t i on Certification Branch. 84/06/3 
lp. 25100:342. 


DOCKET 71-0166 NEW YORK TESTING LABS, INC. 


8406020011 Requests registration as user of Models 520, SOOSU, Spec 
533,715 it 6717-B. 

BURCH, C. A. Industrial Test it Inspection. 84/04/17. MACDONALC 
Transp ortation Certification Branch. lp. 24799:360. 


DOCKET 71-0194 VIRGINIA ELECTRIC St POWER CO. 


8406060100 Forwards QA program approval for radioactive matl pack 
0194, Rev 2. 

MACDONALD, C. E. Trans p or ta t i on Certification Branch. 84/03/29. 
STEWART, W. L. Virginia Electric St Pou/er Co. lp. 24748:361. 


— 8406060107 QA program approval for radioactive matl package;01S 
MACDONALD, C. E. Transportation Certification Branch. 84/OS/S 
lp. 24748:362. 


DOCKET 71-0202 PACIFIC GAS Zt ELECTRIC CO. 


8406220054 Forwards QA program approval for radioactive matl pack 
0202, Rev 1. 

MACDONALD, C. E. Transp ortat i on Certification Branch. 84/06/13. 
SCHUYLER, J. 0. Pacific Oas St Electric Co. lp. 23100:336. 


DOCKET 71-0216 NUCLEAR ENERGY SERVICES, INC. 


8406070122 Summary of 840529 meeting w/Nuclear Energy Svcs, Inc in 
Silver Spring, MD re analysis of Type B waste package for 
irradiated hardware. 

ODEGAARDEN, R. H. Trans p or ta t i on Certification Branch. 84/03/31 
Transportation Certification Branch. 2pp. 24850: 348. 


DOCKET 71-0227 TENNESSEE VALLEY AUTHORITY 


8406230037 Forwards QA program approval for radioactive matl pack 
0227, Rev 3. 

MACDONALD, C. E. Transp ortati on Cer t i f i ca t i on Branch. 84/06/14. 
MILLS, L. M. Tennessee Valley Authority. lp. 25128:259. 


■8406230039 QA program approval for radioactive matl package: 022 
MACDONALD, C. E. Transp or ta t i on Certification Branch. 84/06/1 
lp. 25128:260. 


DOCKET 71-0512 NUCLFAR ENERGY SERVICES 


8406010214 Submits list of min requirements for QA manager as par 
QA program plan for transport casks. 

DALTON, J. Nuclear Energy Service, Inc. 84/05/03. MACDONALD- C 
Transportation Certification Branch. 2pp. 24765:340. 


T 71-0318 ULTRA TECHNOLOGY, INC. 


10460 Forwards QA program for shipping container. 

KEN* D, S. Ultra Technology, Inc. 84/04/23. CORDON, L. 
importation Certification Branch. lp. 24763:318. 


£>010466 QA program for shipping container. 

Ultra Technology, Inc. 84/04/25. 3pp. 24765:320. 


L0438 Forwards QA program approval for radioactive matl package 
3, Rev 0. 

)QNALD,C.E. Trans p or ta t i on Certification Branch. 84/05/23. 

1EN, D. 8. Ultra Technology, Inc. lp. 24769:120. 


>010443 QA program approval for radioactive matl pac kag e : 0518, Rev 0. 
kCDQNALD, C, E. Transportation Certif ication Branch. 84/05/23 
'■ 24769: 121. 


71-0319 CINCINNATI CAS it ELECTRIC CO. 


■0281 Notifies of intent to deliver licensed matl in initial core 
ing for Zimmer Power Station in package for which 
ificate of compliance isssued by NRC. 

TT, J. R Cincinnati Oas it Electric Co. 84/03/18. MACDONALD, C. E 
nsportation Certification Branch. lp. 24808:272. 


71-0320 UNION ELECTRIC CO. 


0490 Forwards QA program approval for radioactive matl packaae' 
> Rev 0. km. 

ONALD, C. E. Transportation Certification Branch. 84/06/13. 
n Electric Co. lp. 24093:343. 


210492 QA program approval for radioactive matl pac kag e: 0320, Rev 0. 
CDONALEh C. E Transportation Certification Branch. 84/06/13 
23093: 344 


71-0321 OEOROIA POWER CO. 


0414 Forwards QA program approval for radioactive matl package: 
, Rev O 

DNALD, C, E. Transportation Certif ication Branch. 84/06/04. 

H C Georgia Power Co. lp. 24881:182. 


110417 QA program approval for radioactive matl pac kag e: 0321, Rev 0. 
CDQNALD, C. E. Transportation Certification Branch. 84/06/04. 

24001 183. 


8406260531 Notification of registration as user of Model RA series 
response to 840522 request. 

up„£tcd LD ' C E ' Transportation Certification Branch. 84/06/21. 
WEBSTER, B- H. Carolina Power & Light Co. lp. 25158:051. 


DOCKET 71-5026 MODEL: CNS 14-190. CHEM-NUCLEAR SYSTEMS, INC. 


8406190632 Forwards Rev 11 to Certificate of Compliance 5026 for 
Model CNS 14-190. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/11. 
DEAL, R. Chem-Nuc lean Systems, Inc. 3pp. 25029:312. 


8406190633 Certificate of Compliance 5026, Rev 11, for Model CNS 14 
MACDONALD, C. E. Transportati on Certif ication Branch 84/06/11 
4pp. 25029:315. 


8406270033 Summary of 840618 meeting w/Waste Chem in Silver Spring,! 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
6601,6744,6771,9073,9081 & 91 52, pr oh i b i t ing shipment of 
radwaste solidified in asphalt. 

ODEQAARDEN, R. H. Transp or tat i on Certification Branch. 84/06/21. 
Transportation Certification Branch. 3pp. 25174:347. 


DOCKET 71-5059 MODEL: NFS-URANYL NIT. , NUCLEAR FUEL SERVICES, INC. 


8406010548 Advises of plans to ship solutions containing U from U 
solution mine to Highland U Mill. 

STOICK, A. F. ND Resources, Inc. 84/05/09. MACDONALD, C . E. 
Transportation Certification Branch. 2pp. 24768:225. 


8406140279 Responds to 840509 request for info re use of Ogle Petro] 
cargo tank for shipment of U solution. Certif icate of 
compliance not issued it transport or delivery of matl 
subj to DOT requirements. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/06. 
STOICK, A. F. ND Resources, Inc. lp. 24939:361. 


DOCKET 71-5364 MODEL: NP 1-67-0442, NEUTRON PRODUCTS, INC. 


8403290169 Forwards Rev 5 to Certificate of Compliance 5364 for 
Model NP 1-67-0442. 

MACDONALD, C. E. Transp or tati on Certification Branch. 84/03/17. 

TURKANIS, M. Neutron Products, Inc. 2pp. 24696:079. 


— 8405290172 Certificate of Compliance 5364, Rev 5 for Model NPI-67-0 
Approval record end. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/05/17. 
4pp. 


71-4909 HODEL : GE-21PF-1, GENERAL ELECTRIC CD. 


3103 Forwards Rev 4 to Certificate of Compliance 4909 for Models 
1PF-1 & U-21PF-1. 

DNALD, C E, Transportation Certification Branch. 84/06/11. 

HAN, C. h. General Electric Co. 2pp. 23031:339. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


8406040263 Requests registration as user of Models CNS-1-13C, CNS-1-1 
CNS-3-3S, CNS-4-S5, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 
CNS-14-170, CNS-14-193-H, CNS-15-160B, CNS-2 1-300, HN-100 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nucle 
Material Safety 6 Safeguards, Director. lp. 24808.274. 


200112 Certificate of Compliance 4909, Rev 4, foT Models GE-21PF-1 fc 
21PF-1 . Ap prova 1 record and. 

.DONALD, C. E. Transportation Certification Branch. 84/06/11. 

> ■ 23031:361. 


0013 Forwards Rev 3 to Certificate of Compliance 4909 for Models 
IPF-l & W-21PF-1. 

DNALD, C. E. Transportation Certification Branch. 84/06/19. 

HAN, C M. General Electric Co. 2pp. 25174:339. 


270017 Certificate of Compliance 4909, Rev 3, for Models GE-21PF-1 it 
21PF-1. 

2 DONALD, C. E. Transp or ta t i on Certification Branch. 84/06/19. 
s. 23174:361. 


71-4986 MODEL: RA-2, RA-3, RA-U, GENERAL ELECTRIC CO. 


8406010048 Notification of registration as user of Models CNS-3-55, B 

CNS-4-S5, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN- 600 , CNS-1-13 C, HN-100 Series 1, HN-100S, 
CNS-14-195-H,CN3-21~300, CNS-6-101 it CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transportation Certification Branch 84/05/17. 
SMITH, J. L. Long Island Lighting Co. 2pp. 24769.251. 


8406210024 Forwards Rev 
CNS 3-53. 

MACDONALD, C. E. Transp 
DEAL, R. Chem-Nuclear 


13 to Certificate of Compliance 5803 for Mod 

ortation Certification Branch. 84/06/13. 
Systems, Inc. 2pp. 25091:293. 


— 8406210026 Certificate of 
Approval record end. 
MACDONALD, C. E. Transpo 
4pp. 25091:295. 


Compliance 5805, Rev 
rtation- Certif ication 


13, for Model CNS 3-5 
Branch. 84/06/13. 


D173 Notifies that 1 i censee, under License SNM-1823, will utilize 
liners identified by Certificate of Compliance 4986 for 
sport of licensed matl contained in initial core loading 
Zimmer. 

rr> J. R. Cincinnati Gas & Electric Co. 84/05/18. MACDONALD, C. E. 
nsportation Certification Branch. 2pp. 24806:331. 


DOCKET 71-5926 MODEL: 


CE-100. GENERAL ELECTRIC CO. 


8406010541 Requests registration as user 
TREJO, F. nJcImf Energy Service. Inc. 
Tr,n*portation C«rti,, ca 1 


of Model GE— 100. 
84/05/08. MACDONALD, C. 
lp. 24768:230. 


E. 


2 


DOCKETED ITEMS 


06010216 Notification of registration as user of Model GE-100 in 
response to 840508 request. 

MACDONALD. C. E. Transportati on Certification Branch. 84/05/24. 
Nuclear Energy Service, Inc. Ip. 24765:339. 


CKET 71-6144 MODEL: B-2, U. S. ECOLOGY, INC. 


06040265 Requests registration as user of Models CNS— 1-13C, CNS-1-13G, 
CN3-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-S-120, 

CNS- 14- 170, CNS— 14-195— H, CNS-15-160B, CNS-21-300. HN-100 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 

Material Safety & Safeguards, Director. Ip. 24808:274. 


06010048 Notification of registration as user of Models CNS-3-55, B-2, 
CNS-4-85, HN-200. CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1, HN-100S, 

CNS-14-195-H, CNS-21-300, CNS-6-101 & CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transportation Certification Branch. 84/05/17. 

SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


06190536 Forwards Rev 7 to Certificate of Compliance 6144 for 
Model B-2. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/11. 
SCOVILLE, J. J. U. S. Ecology. Inc. (formerly Nuclear Engineering, 
Inc. ). 4pp. 25036:316. 


8406190540 Certificate of Compliance 6144, Rev 7, for Model B-2. Approval 
record end. 

MACDONALD, C. E. Transportat ion Certification Branch. 84/06/11. 

5pp. 25036:320. 


06270055 Summary of 840618 meeting w/Waste Chem in Silver Spring, MD 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
6601,6744,6771,9073,9081 & 91 52, p r oh ib i ting shipment of 
raduaste solidified in asphalt. 

ODEGAARDEN, R. H. Transpor tation Certification Branch. 84/06/21. 
Transportat ion Certification Branch. 3pp. 25174:347. 


iCKEf 71-6206 MODEL: B, BABCOCK & WILCOX CO. 


06020407 Notification of registration as user of Model B in response 
to 840516 request. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/05/24. 
MURRAY, T. Toledo Edison Co. Ip. 24769:360. 


ICKET 71-6244 MODEL: 6244, CHEM-NUCLEAR SYSTEMS, INC. 


■06040265 Requests registration as user of Models CN3-1-13C , CNS-1-13G, 
CNS-3-55, CNS-4-85. CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

CNS-14-170, CNS-14-195-H, CNS-15-160B, CNS-21-300, HN-100 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 
Material Safety & Safeguard s, Director. Ip. 24808:274. 


06020358 Forwards application for renewal of Certificate of 
Compliance 6244. End reflects compilation Si consolidation of 
previously approved SAR Si all amends. 

POPPE, L.K. Chem-Nuclear Systems, Inc. 84/05/14. MACDONALD, C. E. 
Transportation Certification Branch. 71pp. 24800:197. 


8406020361 "SAR for Chem-Nuclear Sys, Inc Model 6244 (Model CNS 4-85) 
Type B Radwaste Shipping Cask, " consolidated rev. 

* Chem-Nuclear Systems, Inc. 84/05/07. 70pp. 24800:199. 


06010048 Notification of registration as user of Models CNS-3-55, B-2, 
CNS-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1,HN-100S, 

CNS-14-195-H, CNS-21-300, CNS-6-101 & CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transportation Certification Branch. 84/05/17. 

SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


•06010444 Forwards request for addl info re 840514 consolidated 
application for renewal of Certificate of Compliance 6244 
for Model 6244. Response requested within 60 days. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/23. 
DEAL, R. Chem-Nuclear Systems, Inc. 4pp. 24769:111. 


— 8406200015 Certificate of Compliance 6272, Rev 5, for Model 6272 
record encl. 

MACDONALD, C. E. Tran sp or ta t i on Cer t i f i ca t i on Branch. 84/06/ 
5pp. 25053:324. 


8406270055 Summary of 840618 meeting w/Waste Chem in Silver Sprii 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
6601,6744,6771,9073,9081 & 9 1 52, p r oh i b i t ing shipment of 
radwaste solidified in asphalt. 

ODEGAARDEN, R. H. Trans p or ta t i on Cer t i f i ca t i on Branch. 84/06/2 
Transportation Cer t i f i ca t i on Branch. 3pp. 25174:347. 


DOCKET 71-6294 MODEL: UNC-2901, COMBUSTION ENGINEERING, INC. 


8406040067 Requests withdrawal of 840209 amend to Certificate of 
Compliance 6294. 

FORD, J. T. Babcock & Wilcox Co. 84/04/20. MACDONALD, C. E. 
Transportation Certification Branch. lp. 24805:347. 


DOCKET 71-6346 MODEL: FSV-1, GA TECHNOLOGIES, INC. 


8406010543 Requests registration as user of Model FSV-1. 
NIX, H C. Georgia Power Co. 84/05/07. MACDONALD, C. E. 
Transp ortation Cer t if i ca t i on Branch. lp. 24768:228. 


8406180449 Application for administrative amend to Certificate oi 
Compliance 6346 to allou continued use of carbon steel 
w/steel ring under listed condition & as shown in encl. Fee 
encl. 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 84/05/10. 
MACDONALD, C. E. Trans p or ta t i on Certification Branch. 5pp. 

25023: 322. 


8406020178 Forwards revised SAR, incorporated into Rev 2 of GADR-I 
Addendum III, in response to NRC 831013 request for addl info 
needed to review GA Co 830510 application for amend to 
Certificate of Compliance 6346. 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 84/05/11. 
MACDONALD, C. E. Transportati on Certi f i cation Branch. 2pp. 

24799: 232. 


— 8406020184 Rev 2 to "Consolidated Design Rept for Fort St Vrair 
Shipping Cask. " 

* GA Technologies, Inc. /General Atomic Co. GADR-55 ADD 03 F 
84/04/30. 103pp. 24799:234. 


8406030005 Notification of registration as user of Models OH-142 
FSV-1 in response to 840507 request. 

MACDONALD, C. E. Transp ortat i on Certification Branch. 84/06/01. 
MANRY, M. Georgia Power Co. lp. 24877:359. 


8406260612 Forwards request for addl info to complete review of £ 
application for amend to Model FSV-1 pac kag ing. Response 
requested within 30 days of ltr receipt. 

MACDONALD, C. E. Transp ortat i on Certification Branch. 84/06/19. 
MOWRY, W. R, GA Technologies, Inc. /General Atomic Co. 3pp. 

25158: 018. 


DOCKET 71-6574 MODEL: HN-200, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8406040265 Requests registration as user of Models CNS-1-13C, CNS- 
CNS-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-lOl, CNS-8-120, 
CNS-14-170, CNS-14-195-H, CNS-15-160B, CNS-21-300, HN-100 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nl 
M aterial Safety & Saf eguards. Director. Ip. 24808:274. 


8406190499 Requests 30-day extension to implement annual plan U i 
liner insp . Recaul k ing recently added to requirement for 
Certificate of Compliance 6574. 

LEOUC,R.J. Westinghouse Hittman Nuclear, Inc, 84/05/14. 
MACDONALD, C. Transportation Certification Branch. 3pp. 25036 


8406010048 Notification of registration as user of Models CNS-3-5 
CNS-4-83, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1, HN-100S, 
CNS-14-195-H, CNS-21-300, CNS-6-101 & CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transportation Cer t i f i cat ion Branch. 84/05/17. 

SMTTH . . J I I nn n Tslanil I i n K 4> i - • • C n nJL" 7X0^41 


UUUI\C I tu I 1 ElVia 


3406180168 Submits responses to 831130 request for addl info re 
caulking matl used in annular space between pan it lower 
skirt & revised operating procedures, acceptance tests it 
naint program to address maint of pan arrangement. 

LEDUC,R. J. Whittaker Corp. 84/03/20. MACDONALD. C. Office of 
Nuclear Material Safety it Saf eg uards. Direc tor. 3pp. 25023:328. 


1406180174 Rev 1 to Procedure HNDC-0-001, "Cask Maint it Repair. *' 

-* Hittman Nuclear S>. Development Corp. (subs, of Hittman Corp. ). 
83/01/14. 6pp. 25023:331. 


406180176 Rev 5 to Procedure HNDC-0-001 -3. "Cask Handling Procedure. 
■* Hittman Nuclear St Development Corp. (subs, of Hittman Corp. ). 
83/10/19. 13pp. 25023:337. 


— 8406190523 Certificate of Compliance 6601, Rev 17, for Model CNS 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/ 
4pp. 25034:349. 


8406270055 Summary of 840618 meeting w/Waste Chem in Silver Spri 
re amends to Certificates of Compliance 5026.6144,6272,6574, 
6601,6744,6771,9073,9081 St 91 52, proh ib i ting shipment of 
radwaste solidified in asphalt. 

ODEOAARDEN, R. H. Tran sp or ta t i on Cer t i f i cat i on Branch. 84/06/2 
Transportation Certification Branch. 3pp. 25174:347. 


DOCKET 71-6698 MODEL: NFS-4, NUCLEAR FUEL SERVICES, INC. 


6190551 Forwards Rev 11 to Certificate of Compliance 6574 for 
odel HN— 200. 

ACDONALD, C. E. Transportation Certification Branch. 84/06/11. 
OWE, B. S. Westinghouse Electric Corp. 3pp. 25037:330. 


8406150334 Order extending time until 840626 for Commission to a 
review Director's Decision DD-84— 9. Served on 840608. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 55 
84/06/08. Commissioners. Ip. 24955:357. 


406190 555 Certificate of Compliance 6574, Rev 11, for Model HN-200. 
Approval record end. 

MACDONALD, C. E. Transportat ion Certif ication Branch. 84/06/11. 
5pp. 25037:333. 


8406270275 Order extending time until 840711 for Commission to a 
review Director's Decision DD-84-9. Served on 840625. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 86 
84/06/25. Commissioners. Ip. 25169:098. 


£>270086 Forwards Rev 12 to Certificate of Compliance 6574 for Model 
M— 200. 

^DONALD. C. E. Transportation Certification Branch. 84/06/18. 

3WE, B S. Westinghouse Hittman Nuclear, Inc. 3pp. 25173:356. 


106270088 Certificate of Compliance 6574, Rev 12, for Model HN-200. 
MACDONALD, C. E. Transportat ion Certification Branch. 84/06/18. 
4pp. 25173:359. 


b270055 Summary of 840618 meeting w/Waste Chem in Silver Spring, MD 
» amends to Certificates of Compliance 5026,6144,6272,6574, 
bOl, 6744, 6771, 9073, 9081 «< 9152, proh ib i ting shipment of 
i d wa ste solidified in asphalt. 

JECAARDEN, R. H. Transp or tat i on Certification Branch. 84/06/21. 
'ansp or tat ion Certification Branch. 3pp. 25174:347. 


vET 71-6581 MODEL: 51032-1 it 1A, EXXON NUCLEAR CO. , INC. 


,020370 Forwards revised application for Certificate of Compliance 
181 for Models 51032-1 it la. 

[El.,0. R. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 84/05/08. 
1ACD0NALD, C. E. Transp or tat i on Certification Branch. 3pp. 

1-770: OOl. 


8406280414 Notification of registration as user of Models NFS-4, 
OH-142, 0H-142MKI, 0H-142MKIB it 0H-142MKII in response to 
840203 it 0615 requests. 

MACDONALD, C. E. Transp ortat i on Certification Branch. 84/06/25 
COUNSIL, W. G. Northeast Utilities. Ip. 25194:356. 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES 


8404200351 Notification of registration as user of Models 600,60* 
680E, 715, 650 & 6717-B St SA in response to 831017 request. QA 
program approval end. W/o end. 

MACDONALD, C. E. Transportation Certification Branch. 84/04/10 
D&S Testing, Inc. Ip. 24159:290. 


8406020011 Requests registration as user of Models 520, 500SU, Spe 
533,715 it 6717-B. 

BURCH, C. A. Industrial Test it Inspection. 84/04/17. MACDONAU 
Transportation Cer tif ication Branch. Ip. 24799:360. 


8406010342 Requests registration as user of Models Century SA, IR- 
660, 680, 770. 771, IR-50, 2-T, C-l, Century S, C-10 it Century SA. 
WATSON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
Transportation Certification Branch. 2pp. 24768:123. 


t06020373 Revised "Consolidated License Application for Exxon Nuclear 
Co, Inc Models 51032-1 it la Shipping Conta iners. Cert i f i ca te 
of Compliance 6581. " 

•* Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). XN-NF-52 R03. 
84/03/31. 50pp. 24770:005. 


>020451 Forwards Rev 17 to Certificate of Compliance 6581 for Models 
032-1 St 51032-1 a. 

>CDCNALD, C. E. Transportation Certification Branch. 84/05/29. 

:EL, Q. R. Exxon Nuclear Co. . Inc. (subs, of Exxon Corp. ). 2pp. 

1-800: 333. 


>06020454 Certificate of Compliance 6581, Rev 17, for Models 51032-1 St 
51032-la. 

MACDONALD, C. E, Transporta tion Certification Branch. 84/05/08. 

5pp. 24800:335. 


.ET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


>040265 Requests registration as user of Models CN3-1-13C, CNS-1-13G, 
IS— 3— 55, CNS— 4— 85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

IS— 14-170, CNS— 14-195— H, CNS- 15-160B, CNS-21-300, KN-100 
Ties 1 , HN— 1 OO Series 2 & HN-100 Series 3 UN S. 

ELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 
terial Safety Sc Saf eguards. Director. Ip. 24808:274. 


010048 Notification of registration as user of Models CNS-3-55* B-2, 
IS-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

IS— 14— 170, HN— 600, CNS— 1-13 C, HN-100 Series 1, HN-100S, 

IS-14-195-H, CNS-21-300, CNS-6-101 it CNS-6-75, per 840425 ltr. 

CDONALD, C. E. Transp or tati on Certif ication Branch, 84/05/17. 

IITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


190520 Forwards Rev 17 to Certificate of Compliance 6601 for 
del CNS 8-120. 

CDONALD, C. E. Transportation Cert if icat ion Branch. 84/06/11. 
AL, R. Chem-Nuclear Systems, Inc. 4pp. 25034:345. 


8406060413 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/31, 
MASSEY, B. L. Trans-World Testing Labs. 2pp. 24669:345. 


8406070114 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transportati on Certification Branch. 84/05/31, 
WATSON, S. N. Alaska Welding Center. 2pp. 24850:351. 


8406260568 Notification of registration as user of Model 6717-B 
in response to 840523 request. 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/06/19 
WATSON, R. L. C&R Laboratories. Ip. 25158:043. 


DOCKET 71-6744 MODEL: 6744, U. S. ECOLOGY, INC. 


8406190566 Forwards Rev 5 to Certificate of Compliance 6744 for 
Model 6744. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/06/11 
MCGRAW, J. W. Teledyne Energy Systems. 2pp. 25032:356. 


— 8406190571 Certificate of Compliance 6744, Rev 5, for Model 6744 
Approval record end. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/06/ 
5pp. 25032:358. 


8406270055 Summary of 840618 meeting w/Waste Chem in Silver Spri 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
£601, 6744, 6771, 9073, 90S1 it 91 52, proh ib i ting shipment of 
radwaste solidified in asphalt. 

ODEGAARDEN, R. H. Transportation Certification Branch. 84/06/2 
Transportation Certif icati on Branch. 3pp. 25174:347. 


:KET 71-6771 MODEL: SN-1, METROPOLITAN EDISON CO. 


>6190573 Forwards Rev 6 to Certificate of Compliance 6771 for 
lodel SN-1. 

1ACDQNALD, C . E. Trans p o r tat i on Certif ication Branch. 84/06/11. 
HAHN. R. E. General Public Utilities - GPU Service Corp. 2pp. 
25029: 306. 


3406190578 Certificate of Compliance 6771. Rev 6. for Model SN-1. 
Approval record encl. 

MACDONALD. C. E. Transportat ion Certification Branch. 84/06/11. 
4pp. 25029:308. 


>6270055 Summary of 840618 meeting w/Waste Chem in Silver Spring. MD 
' b amends to Certificates of Compliance 5026.6144.6272,6574. 
3601.6744.6771,9073.9081 & 9152. proh ib iting shipment of 
“adwaste solidified in asphalt. 

3DEGAARDEN. R. H. Trans p or tat i on Certification Branch. 84/06/21. 
fransportat ion Certification Branch. 3pp. 25174:347. 


IKET 71-9001 MODEL: IF-300, GENERAL ELECTRIC CQ. 


>6150334 Order extending time until 840626 for Commission to act to 
'tvieu Director's Decision DD-84-9. Served on 840608. 

IHILK, S. U. Office of the Secretary of the Commission. DSB 554. 
34/06/08. Commissioners. Ip. 24955:357. 


>6190524 Forwards Rev 20 to Certificate of Compliance 9001 for 
lodel IF-300. 

1ACD0NALD, C. E. Transportation Certif ication Branch. 84/06/11. 
HERRINGTON, C. C. General Electric Uranium Management Corp. 2pp. 
25034: 334. 


3406190529 Certificate of Compliance 9001, Rev 20, for Model IF-300. 
Approval record encl. 

MACDONALD, C. E. Transp orta t i on Certification Branch. 84/06/11. 
7pp. 25034:336. 


>6270275 Order extending time until 840711 for Commission to act to 
•evieu Director's Decision DD-84-9. Served on 840625. 

*HILK, S. J. Office of the Secretary of the Commission. DSB 869. 
34/06/25. Commissioners. Ip. 25169:098. 


>6280414 Notification of registration as user of Models NFS-4, IF-300, 
3H-142. 0H-142MKI. 0H-142MKIB & 0H-142MKII in response to 
340203 & 0615 requests. 

1ACD0NALD, C. E, Transportation Certification Branch. 84/06/25. 
:OUNSIL, W. G. Northeast Utilities. Ip. 25194:356. 


IKET 71-9006 MODEL: 500-SU, AUTOMATION INDUSTRIES. INC. 


>6020011 Requests registration as user of Models 520, 500SU, Sp ec 2-T, 
533,715 & 6717— B. 

»URCH, C.A. Industrial Test & Inspection. 84/04/17. MACDONALD, C. E. 
r ransporta tion Certif icat ion Branch. Ip. 24799:360. 


>6280077 Forwards Rev 6 to Certificate of Compliance 9006 for 
lodel 500-SU. 

1ACDONALD. C. E. Transportation Certification Branch. 84/06/21. 
1UNR0, J. J. Tech/Ops. 3pp. 25191:358. 


5406280001 Certificate of Compliance 9006. Rev 6, for Model 500-SU. 
Approval record encl. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/21. 
3pp. 25191:361. 


IKET 71-9007 MODEL: 520, AUTOMATION INDUSTRIES, INC. 


>6020011 Requests registration as user of Models 520, 500SU, Sp ec 2-T, 
>33,715 & 6717— B. 

IURCH, C. A. Industrial Test 8< Inspection. 84/04/17. MACDONALD, C. E. 
‘ransp or ta t ion Certification Branch. Ip. 24799:360. 


IKET 71-9009 KODEl : FL 10-1, GENERAL ELECTRIC CO. 


>6010476 Forwards response to NRC 840229 request for addl info re 
>40127 application for Certificate of Compliance 9009 for 
r L- 1 0— 1 shipping package. Revised pages & one oversize 
rauing encl. Aperture card is available in PDR. 

'AUOHAN, C. M. Oeneral Electric Co. 84/04/26. MACDONALD, C. E. 
‘ransp orta tion Certification Branch. 3pp. 24762:155. 


— 8406010482 Rev 1 to 840127 consolidated application for Certif 
Compliance 9009 for FL-10-1 shipping package. 

* General Electric Co 84/04/26. 12pp. 24762: 158. 


8406060045 Forwards revised Pages 1 , 2 & 18 of 840127 application 
for renewal of Certificate of Compliance 9009 for Model 
FL-10-1 . Pages reflect changes made to encl Rev 2 to 
Drawing 1 12D3018. Aperture card is available in PDR. 

VAUGHAN, C. M. General Electric Co. 84/05/16. MACDONALD, C. E. 
Transportation Cert i f i ca t i on Branch. 2pp. 24847:359. 


— 8406060050 Rev 1 to application for renewal of Certificate of 
Compliance 9009 for Model FL-10-1 shipping package. 

* Oeneral Electric Co. 84/05/16. 3pp. 24847:361. 


8406110115 Forwards Certificate of Compliance 9009, Rev 11, for Moi 
FL 10-1. 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/05/31. 
VAUGHAN, C. M. General Electric Co. 2pp. 24882:275. 


— 8406110116 Certificate of Compliance 9009, Rev 11, for Model FL : 
MACDONALD, C. E Tran s p or ta t i on Cer t i f icat i on Branch 84/05/' 

5pp. 24882:2 77. 


DOCKET 71-9010 MODEL: NLI-1/2, NL INDUSTRIES, INC. 


8406150334 Order extending time until 840626 for Commission to ac 
review Director's Decision DD-84-9. Served on 840608. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 554 
84/06/08. Commissioners. Ip. 24955:357. 


8406270275 Order extending time until 840711 for Commission to ac 
review Director's Decision DD-84-9. Served on 840625. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 869 
84/06/25. Commissioners. Ip 25169:098. 


DOCKET 71-9015 MODEL: TN-B, -8L, NO USERS 


8406020357 Clarifies new backfitting requirements of 840413 revis 
Certificates of Compliance 9015 St 9016. 

OOLDMANN/K. Transnuclear. Inc. 84/04/27. MACDONALD, C. E. 
Transp ortation Cert i f i cat i on Branch. 2pp. 24800:361. 


8406150334 Order extending time until 840626 for Commission to ac 
review Director's Decision DD-84-9. Served on 840608. 

CHILK, S. U. Office of the Secretary of the Commission. DSB 554 
84/06/08. Commissioners. Ip. 24955:357. 


8406270275 Order extending time until 840711 for Commission to ac 
review Director's Decision DD-84-9. Served on 840625. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 869 
84/06/23. Commissioners. Ip. 25169:098. 


DOCKET 71-9016 MODEL: TN-9, NO USERS 


8406020357 Clarifies new backfitting requirements of 840413 revis 
Certificates of Compliance 9015 & 9016. 

GOLDMANN, K. Transnuc 1 ear , Inc. 84/04/2 7. MACDONALD, C. E. 

Transportation Certification Branch. 2pp. 24B00:361. 


8406150334 Order extending time until 840626 for Commission to ac 
review Director's Decision DD-84-9. Served on 840608. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 354 
84/06/08. Commissioners. Ip. 24933:337. 


8406270273 Order extending time until 840711 for Commission to ac 
review Director's Decision DD-84-9. Served on 840625. 

CHILK, S. J. Office of the Secretary of the Commission. DSB B69 
84/06/25. Commissioners. Ip. 25169:098. 


DOCKET 71-9022 MODEL: CE-250-2, COMBUSTION ENGINEERING, INC. 


8406110100 Forwards Certificate of Compliance 9022, Rev 8 for Mode 
CE-250-2. 

MACDONALD, C, E. Transp or ta t i on Certif icati on Branch. 84/06/04. 
LICHTENBERGER Combustion Engineering, Inc. 2pp. 24883:261. 


— 8406110105 Certificate of Compliance 9022, Rev 8, for Model CE— 25< 
MACDONALD, C. E. Transportation Certification Branch 84/06/0- 
4pp. 24883:263. 


DOCKETED ITEMS 


T 71-9023 MODEL: NLI-10/24, NUCLEAR ASSURANCE CORP. 


50334 Order extending time until 840626 for Commission to act to 
ieu Director's Decision DD-84-9. Served on 840608. 

LK. S. J. Office of the Secretary of the Commission. DSB 554. 
06/08. Commissioners. Ip. 24955:357. 


70275 Order extending time until 840711 for Commission to act to 
iew Director's Decision DD-84-9. Served on 840625. 

LK, S. J. Office of the Secr etary of the Commission. DSB 869. 
06/25. Commissioners. Ip. 25169:098. 


F 71-9030 HO DEL : SENT I NEL -81 -3 b MW-3000, TELEDYNE ENERGY SYS. 


20011 Requests registration as user of Models 520, 500SU, Spec 2-T, 
,715 8c 6717-B. 

CH, C A. Industrial Test 8c Inspection. 84/04/17. MACDONALD, C. E. 
asportation Certif icat ion 3ranch. Ip. 24799:360. 


r 71-9032 MODEL: 650. TECHNICAL OPERATIONS, INC. 


50351 Notification of registration as user of Models 600, 600E, 680, 
E,715,650 b 6717-B b SA in response to 831017 request. QA 
jram approval end. W/o end. 

5QNALD, C E. Transportation Certification Branch. 84/04/10. 
Testing, Inc. Ip. 24159:290 


70002 Forwards Rev 4 to Certificate of Compliance 9032 for 
5 1 650. 

3QNALD, C. E. Transportation Certification Branch. 84/06/14. 
?0, J. J. Technical Operations, Inc. 7pp. 25176:323. 


3270003 Certificate of Compliance 9032, Rev 4, for Model 650. 
MCDONALD, C. E. Transportation Certification Branch. 84/06/14. 
ip. 25176:330. 


T 71-9033 MODEL: 660 4t 660E, TECHNICAL OPERATIONS, INC. 


>0351 Notification of registration as user of Models 600. 6O0E, 680, 
i,715,650 8 c 6717-B b SA in response to 831017 request. QA 
jram approval end. W/o end. 

)QNALD,C.E. Transportation Certification Branch. 84/04/10. 
Testing, Inc lp. 24159:290. 


L0342 Requests registration as user of Models Century SA, IR-100, 
680, 770, 771, IR-50, 2-T, C-l. Century S, C-10 Sc Century SA. 

BON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
isportation Certification 3ranch. 2pp. 24768: 123. 


■>0413 Notification of registration as user of listed models in 
icnse to 840507 request. 

)QNALD,C.E. Transportation Certification Branch. 84/05/31. 
3EY, 3. L. Trans-World Testing Labs. 2pp. 24669:345. 


^0114 Notification of registration as user of listed models in 
lonse to 840507 request. 

)ONALD,C.E. Transportation Certification Branch. 84/05/31. 
30N. S N. Alaska Welding Center. 2pp. 24850:351. 


I 71-9035 MODEL: 680 Sc 680E, TECHNICAL OPERATIONS, INC. 


50351 Notification of registration as user of Models 600. 600E, 680, 
I, 715, 650 & 6717-B it SA in response to 831017 request. QA 
jram approval end. W/o end. 

30NALD, C. E. Transportation Certification Branch. 84/04/10. 
Testing, Inc. lp. 24159:290. 


L0342 Requests registration as user of Models Century SA, IR-100, 
600, 770, 771, IR-50, 2-T, C-l, Century S, C-10 8 c Century SA. 

SON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
isportation Certification Branch. 2pp. 24768:123. 


■>0413 Notification of registration as user of listed models in 
>onse to 840507 request. 

'.flMAi n. r P Tran5nnT>tati nn Certification Branch 84/05/31. 


DOCKET 71-9036 MODEL.: C-l, SOURCE PRODUCTION & EQUIPMENT CO. , INC. 


8406040286 Requests registration as user of Models Spec C-l 8 c Spec 
for Type B devices 8 - pac kages. Matl/Byproduct License 
35-21425-01 end 

JONES, 0 G. Tumbleweed X-Ray Co 84/04/16. Transp or tat i on 

Certification Branch. lp 24808:253. 


— 8406040288 Matl/Byproduct License 35-21425-01 for Tumbleweed X-R. 
authorizing use of Model 2-T exposure devices for industrial 
radiography & Model C-l source changers for storage 8 c 
replacement of sources. 

WANG, J. C. Division of Fuel Cycle 8c Material Safety. 83/09/13 
3pp. 24808:254. 


8406010342 Requests registration as user of Models Century SA, IR-ll 
660, 630, 770, 771, IR-50, 2-T, C-l, Century S, C-10 8c Century SA. 

WATSON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 

Transpor tati on Cer ti f i ca t i on Branch. 2pp. 24768:123. 


8406060413 Notification of registration as user of listed models ii 
response to 840507 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/31. 
MASSE/, 3. L. Trans-World Testing Labs. 2pp. 24669:345. 


8406070114 Notification of registration as user of listed models ii 
response to 840507 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/31. 
WATSON, S. N. Alaska Welding Center. 2pp. 24850:351. 


DOCKET 71-9039 MODEL: 715, TECHNICAL OPERATIONS, INC. 


8404200351 Notification of registration as user of Models 600, 60OE, 
680E, 715, 650 8 c 6717-B b SA in response to 831017 request. QA 
program approval end. W/o end. 

MACDONALD, C. E. Transportation Certification Branch. 84/04/10. 
D&S Testing, Inc. lp. 24159:290. 


8406020011 Requests registration as user of Models 520, 500SU, Spec 2 
533,715 b 6717-B. 

BURCH, C. A. Industrial Test 8c Inspection. 04/04/17. MACDONALD, C 
Transportation Certi f ication Branch. lp. 24799:36 0. 


DOCKET 71-9044 MODEL: GE-1600, GENERAL ELECTRIC CO. 


8406010048 Notification of registration as user of Models CNS-3-55, 
CNS-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1.HN-100S, 

CNS-14— 195-H, CN3-21-300, CNS-6-101 8 c CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transp c-r tat i on Certification Branch. 84/05/17. 

SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


DOCKET 71-9052 MODEL: D34710-2, U. S. NUCLEAR, INC. 


8406270055 Summary of 840618 meeting w/Waste Chem in Silver Spring, 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
6601,6744,6771,9073,9081 8 c 91 52, pr 0 h ib i t ing shipment of 
raduaste solidified in asphalt. 

ODEGAARDEN, R. H. Transportation Certification Branch. 84/06/21. 
Transportation Certification Branch. 3pp. 25174:347. 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION 8 c EQUIPMENT CO. , 


8406040286 Requests registration as user of Models Spec C — 1 8 c Spec 
for Type B devices 8 c pac kages. Matl/Bypr oduc t License 
35-21425-01 end. 

JONES, 0. G. Tumbleweed X-Ray Co. 84/04/16. Transportat ion 

Certification Branch. lp. 24808:253. 


8406020011 Requests registration as user of Models 520, 500SU, Spec \ 
533,715 8 c 6717-B. 

BUKCH, C.A. Industrial Test 8 < Inspection. 84/04/17. MACDONALD, < 
Transportation Certification Branch. lp. 24799:360. 


8406010342 Requests registration as user of Models Century SA, IR-1< 
660 , 680 , 770, 771, IR-50, 2-T, C-l, Century S, C-10 8< Century SA. 


s 


DOCKETED ITEMS 


16070114 Notification of registration as user of listed models in 
•esponse to 840507 request. 

IACDONALD, C. E. Transp orta t i on Certification Branch. 84/05/31. 
IATS0N.S. N. Alaska Welding Center 2pp 24850:351. 


IKET 71-9069 MODEL: MO-1. WESTINGHOUSE ELECTRIC CORP 


>6020401 Requests registration as user of Model MO-1. 
rARRISQN, R. F. Energy. Dept. of. 84/05/10 MACDONALD, C. E. 
"ransp or tation Certification Branch. 2pp. 24770.325 


>6020399 Notification of registration as user of Model MO-1 in 
■esponse to 840510 request. 

IACDONALD. C. E. Trans po r tat i on Certif ication Branch. 84/05/24. 
rARRISQN. R. F. Energy. Dept. of. Ip. 24900:343. 


>6260642 Notification of registration as user of Model MO-1 in 
■esponse to 840529 request. 

IACDONALD. C. E. Transportation Certification Branch. 84/06/19. 
ILSEN, A. F. Babcock & Wilcox Co. Ip. 25157.359. 


KET 71-9071 MQDEl : AP-101. ANEFCO. INC. 


6140100 Notifies that 840321 addl info re amend to Model AP-101 
ackaging to include borosilicate & other silicate waste 
orms in steel canisters not responsive to 840222 request, 
lubmittal schedule requested within 20 days. 

IACDONALD. C. E. Transportation Certification Branch. 84/06/05. 
IURPHY, U. D. Anefco. Inc. 3pp. 24955:203. 


KET 71-9073 MODEL: OH-142. NUCLEAR PACKAGING. INC. 


6040289 Forwards application for rev to Certificate of Compliance 
073 for placement in PDR. 

ACDONALD/ C. E. Transp c-r tati on Certif ication Branch. 84/04/27. 
COTT. S. Document Management Branch. Ip. 24808:001. 


406040290 Application for rev to Certificate of Compliance 9073 for 
Model OH-142 shipping container. 

TEMUS.C.J, Nuclear Packaging. Inc. 84/04/04. MACDONALD. C. E. 
Transportation Certification Branch. 19pp. 24808:002. 


6010391 Requests registration as user of Model NUPAC OH-142. 
IX, H C. Georgia Power Co. 84/05/07. MACDONALD, C. E. 
ransportat ion Certification 3ranch. Ip. 24767:097. 


6060023 Application for rev to Certificate of Compliance 9073 for 
odel OH-142 shipping container. Revised drawings for 
nclusion in SAR end. 

EliUS.C.J. Nuclear Packaging, Inc. 84/05/10. MACDONALD, C. E. 
ransportat ion Certification Branch. 11pp. 24848:048. 


6030005 Notification of registration as user of Models OH-142 & 
5V-1 in response to 840507 request. 

ACDONALD. C. E, Transportation Certification Branch. 84/06/01. 
ANRY, M. Georgia Power Co. Ip. 24877:359. 


6270055 Summary of 840618 meeting w/Waste Chem in Silver Spring. MD 
e amends to Certificates of Compliance 5026,6144.6272,6574, 
601,6744,6771,9073,9081 it 9152, proh ib i ting shipment of 
aduaste solidified in asphalt. 

DECAARDEN, R. H, Transporta t i on Certif ication Branch. 84/06/21. 
ransportation Certification Branch. 3pp. 25174:347. 


6280414 Notification of registration as user of Models NFS-4, IF- 300, 
d-142, 0H-142MKI, 0H-142MKIB it 0H-142MKII in response to 
^0203 it 0615 requests. 

ACDONALD. C. E. Transportation Certification Branch. 84/06/25. 

DUNSIL, W. G. Northeast Utilities, lp. 25194:356. 


CET 71-9079 MODEL: HN-100, SERIES 2 it 2A, HITTMAN NUCLEAR 


!>040265 Requests registration as user of Models CNS-1-13C, CNS-1-13G, 
JS-3-5S, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101 , CNS-8-120, 

43-14-170, CNS-14-195-H, CNS-15-160B, CNS-21-30O, HN-100 
fries 1, HN-100 Series 2 it HN-100 Series 3 UNS, 

CELE, M. L. Lon a Island Liahtinn Co. &A/r\A/z>n nxttira n* w.>r-ioaT» 


DOCKET 71-9080 MODEL HN-600, NUPAC 7-100 i>. CNS 7-100. HITTMAN NU 


8406040265 Requests registration as user of Models CNS-1-13C , CNS- 
C NS— 3-55. CNS-4-85. CNS-6-75. CNS-6-80-2, CNS-6-101, CNS-8-120, 

CNS— 14— 1 70, CNS-14-195-H. CNS-15-160B, CNS-21-300, HN-100 
Series 1, HN-100 Series 2 t. HN-lOO Series 3 UNS. 

MIELE, ML. Long Island Lighting Co. 84/04/25. Office of Nu 
Material Safety it Saf eguards, Direc tor. lp. 24808:274. 


8406010048 Notification of registration as user of Models CNS-3-5 
CNS-4-85, HN-2C0, CNS-8-120, GE- 1600, HN-lOO Series 2, 

CNS— 14— 170. HN— 600, CNS— 1 — 13 C, HN-100 Series 1,HN-100S, 
CNS-14-195-H, CNS-21-300, CNS-6-101 it CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transp or tat i on Cer t i f i ca t i on Branch. 84/05/17. 
SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


8406190602 Responds to 840521 ltr re model number designations fo 
Certificate of Compliance 9080. No basis found for granting 
individual model number for package built to previously 
approved drawings. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/11. 
VOIT, R.E. NUS Corp. lp. 25027:358. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS. INC. 


8406040265 Requests registration as user of Models CNS-1- 13C, CNS- 
043-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

CNS— 14— 1 70, CNS-14— 195— H, CNS-15-160B, CNS-21-300, HN-100 
Series 1, HN-100 Series 2 it HN-lOO Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nui 
Material Safety & Saf eg yard s , Dir ec tor. lp. 24808:274. 


8406010048 Notification of registration as user of Models CNS— 3-51 
CNS-4-85, HN-200, CNS-8-120, GE-160O, HN-100 Series 2, 

CN3-14-J70, HN-600, CNS-1-13 C, HN-100 Series 1,HN~100S, 
CNS-14-195-H, CNS-21-300, CNS-6-101 it CNS-6-75, per 840425 ltr. 
MACDONALD, C. E Transp or tat i on Certif ication Branch. 84/05/17. 
SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


8406200031 Forwards Rev 5 to Certificate of Compliance 9081 for M< 
CNS 1-13C. 

MACDONALD, C. E. Transportati on Certif ication Branch. 84/06/11. 
DEAL, R. Chem-Muclear Systems, Inc. 3pp. 25053:076. 


— 8406200083 Certificate of Compliance 9081, Rev 5, for Model CSN 1- 
MACDONALD, C. E. Transp or ta ti on Cert if icati on Branch. 84/06/1: 
5pp. 25053:079. 


8406270055 Summary of 840618 meeting w/Waste Chem in Silver Sprini 
re amends to Certificates of Compliance 5026,6144,6272,6574, 
6601, 6744, 6771, 9073, 9081 & 9 1 52, pr oh i b i t ing shipment of 
radwaste solidified in asphalt. 

ODEGAARDEN, R. H. Transp or tat i on Certification Branch. 84/06/21. 
Transportation Certification Branch. 3pp. 25174:347. 


DOCKET 71-9086 MODEL HN-100, SERIES 1, HITTMAN NUCLEAR it DEV. COI 


8406040265 Requests registration as user of Models CNS-1- 13C, CNS-: 
CNS-3-5 5, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 
CNS-14— 170, CNS- 14- 195— H, CNS-15-160B, CNS-21-300, HN-lOO 
Series 1, HN-100 Series 2 *< HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nui 
Material Safety & Safeguards, Director. lp. 24808:274. 


8406010048 Notification of registration as user of Models CNS-3— 5! 
CNS-4-85, HN-2C0, CNS-8-120, GE-1600, HN-lOO Series 2, 

CNS-1 4- 170, HN-600, CNS-1-13 C, HN-100 Series 1.HN-100S, 
CNS-14-195-H, CNS-21-300, CNS-6-101 it CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transp or tat i on Certif ication Branch. 84/05/17. 
SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


DOCKET 71-9089 MODEL: 1,'N-IOOS, HITTMAN NUCLEAR it DEVELOP. CORP. 


8406040265 Requests registration as user of Models CNS— 1-13C , CNS— : 
CMS— 3— 55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

CNS— 14— 170, CNS— 14-195— H, CNS-15-160B, CNS-21-300* HN-100 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nu< 
Material Safety & Safeguards, Director. lp. 24808:274. 


El 71-9094 MODEL CNS 14-1 95-H, CHEM-NUCLEAR SYSTEMS. INC. 


040265 Requests registration as user of Models CNS-1-13C . CNS-1-13G, 
3-3-55. CNS— 4-85. CNS-6-75. CNS-6-80-2, CNS-6-101. CNS-8-120. 

3-14-170. CNS— 14— 195— H» CNS-15-160B. CNS-21-300, HN-100 
ries 1. HN-100 Series 2 & HN-100 Series 3 UNS. 

ELE, H. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 

terial Safety & Saf eguards. Director. Ip. 24808:274. 


510048 Notification of registration as user of Models CNS-3-55, B-2, 
3-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

3—14—170. HN— 600. CNS— 1 — 13 C. HN-100 Series 1.HN-100S. 

3-14-195-H, CNS-21-300. CNS-6-101 & CNS-6-75, per 840425 ltr. 

IDONALD. C. E. Trans p or ta t i on Certification Branch. 84/05/17. 

fTH, J. L. Long Island Lighting Co. 2pp. 24769. 251 


■T 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


>40265 Requests registration as user of Models CNS-1-13C, CNS-1-13G, 
>-3-55. CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

>—14— 1 70, CNS- 14-1 95-H, CNS-15-160B, CNS-21-300, HN-100 
■ies 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

[LE, Ml. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 
;erial Safety & Saf eguards, Director. Ip. 24808:274 


>10386 Requests registration as user of Model CNS 21-300. 

ITIN, J. W. Quadrex Corp. 84/05/02. MACDONALD, C. E. Transportation 
•tification Branch. Ip. 24765:361. 


>10048 Notification of registration as user of Models CNS-3-55, B-2, 
-4-83, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

-14-170, HN-600, CNS-1-13 C, HN-100 Series 1, HN-100S, 

-14-1 95-H, CNS-21-300, CNS-6-101 «, CNS-6-75, per 840425 ltr. 

DONALD, C E, Transportati on Certification Branch. 84/05/17. 

TH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


•20411 Notification of registration as user of Model CNS 21-300 in 
ponse to 840502 request. 

DONALD, C. E. Transportation Certification Branch. 84/05/24. 

,L,L. R. Quadrex Corp. Ip. 24769:359. 


T 71-9103 MODEL: NLI-6502, NUCLEAR ASSURANCE CORP. 


10333 Requests approval for route for planned shipment of 
adiated metallic fuel from Chalk River Nuclear Labs to 
: facility. 

IESF, F. L. Nuclear Assurance Corp. 84/04/24. Division of 

eguards. 2pp. 24765:310. 


X 71-9105 MODEL: RAD-WASTE CR. I, CHEM-NUCLEAR SYSTEMS, INC. 


40265 Requests registration as user of Models CNS-1- 13C , CNS-1-13G, 
-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101, CNS-8-120, 

-14-170, CNS— 14-195— H, CNS-1S-160B, CNS-21-300, HN-100 
ies 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

LE, M. L. Long Island Lighting Co. 84/04/25. Office of Nuclear 
erial Safety & Saf eguards, Director. Ip. 24808:274. 


10048 Notification of registration as user of Models CNS-3-55, B-2, 
-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

-14-170, HN-600, CNS-1-13 C, HN-100 Series 1,HN-100S, 

-14-195-H, CNS-21-300, CNS-6-101 & CNS-6-75, per 840425 ltr. 

DONALD, C. E. Transportation Certification Branch. 84/05/17. 

TH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


T 71-9107 MODEL: 771, TECHNICAL OPERATIONS, INC. 


10342 Requests registration as user of Models Century SA, IR-100, 
, 680, 770, 771, IR-50, 2-T, C-l, Century S, C-10 Century SA. 

SON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
nsportation Certif ication Branch. 2pp. 24768: 123. 


60413 Notification of registration as user of listed models in 
ponse to 840507 request. 

DONALD, C. E. Transp or tat i on Certification Branch. 84/05/31. 

SEY, B. L. Trans-World Testing Labs. 2pp. 24669:345. 


70114 Notification of registration as user of listed models in 
ponse to 840507 request. 

DONALD, C. E. Transportation Certification Branch. 84/05/31. 
SON, S. N. Alaska Welding Center. 2pp. 24850:351. 


DOCKET 71-9108 MODEL: CNS 6-75, CKEM-NUCLFAR SYSTEMS, INC. 


8406040265 Requests registration as user of Models CNS-1-13C, CNS- 
CNS-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101 , CNS-8-120. 
CNS-14— 170, CNS— 14- 195— H. CNS-15-160B, CNS-21-300, HN-100 
Series 1, HN-100 Series 2 h HN-100 Series 3 UNS. 

MI ELE, ML. Long Island Lighting Co. 84/04/25. Office of Nt 
Material Safety & Safeguards, Director. Ip. 24808:274. 


8406010048 Notification of registration as user of Models CNS-3-5 
CNS-4-85, HN-200, CN3-B-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1,HN-100S, 

CNS-1 4-195-H, CNS-21-300, CNS-6-101 h. CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Trans p ortat i on Certif ication Branch. 84/05/17. 
SMITH, J. L Long Island Lighting Co. 2pp. 24769:251. 


DOCKEI 71-9111 MODEL: CNS 6-80-2 & CNS 6-80-2A, CHEM-NUCLEAR SYS, 


8406040265 Requests registration as user of Models CNS-1- 13C, CNS- 
CNS-3-55, CNS-4-85, CNS-6-75, CNS-6-80-2, CNS-6-101 , CNS-8-120, 
CNS-14-170, CNS-14- 195— H, CNS-15-160B, CNS-21-300, HN-lOO 
Series 1, HN-100 Series 2 & HN-100 Series 3 UNS. 

MIELE, M. L. Long Island Lighting Co. 84/04/25. Office of Nu 
Material Safety & Saf eguards, Director. Ip. 24808:274. 


8406010048 Notification of registration as user of Models CNS-3-5 
CNS-4-85, HN-200, CNS-8-120, GE-1600, HN-100 Series 2, 

CNS-14-170, HN-600, CNS-1-13 C, HN-100 Series 1,HN-100S, 

CNS-14- 1 95-H, CNS-21-300, CNS-6-101 & CNS-6-75, per 840425 ltr. 
MACDONALD, C. E. Transp ortat i on Certification Branch. 84/05/17. 
SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


DOCKET 71-9134 MODEL: ETR, EXXON NUCLEAR IDAHO CO. 


8406060401 Notification of registration as user of Model ETR in 
response to 840518 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/31. 
CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 
24669: 353. 


DOCKET 71-9135 MODEL: CENTURY S fc SA, CEN. UNIV. S & SA, GAMMA IN) 


8404200351 Notification of registration as user of Models 600,6001 
680E, 715, 650 & 6717-B U SA in response to 831017 request. QA 
program approval encl.W/o end. 

MACDONALD, C. E. Transp or ta t i on Certif ication Branch. 84/04/10. 
DfcS Testing, Inc. Ip. 24159:290. 


8406010342 Requests registration as user of Models Century SA, IR-: 
660, 680, 770, 771, IR-50, 2-T, C-l, Century S, C-10 & Century SA. 
WATSON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
Transportation Certification Branch. 2pp. 24768: 123. 


8406060413 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/05/31. 
MASSEY, B. L. Trans-World Testing Labs. 2pp. 24669:345. 


8406070114 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transportat ion Certification Branch. 84/05/31. 
WATSON, S. N. Alaska Welding Center. 2pp. 24850:351. 


DOCKET 71-9148 MODEL: 7/0, TECHNICAL OPERATIONS, INC. 


8406010342 Requests registration as user of Models Century SA, IR- 
660 , 680, 770, 771, IR-50, 2-T, C-l, Century S, C-10 8c Century SA. 
WATSON, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
Transportation Certification Branch. 2pp. 24768:123. 


8406060413 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/05/31. 
MASSEY, B. L. Trans-World Tes ting' Lab s. 2pp. 24669:345. 


8406070114 Notification of registration as user of listed models 
response to 840507 request. 

MACDONALD, C. E. Transp or ta t i on Certif ication Branch. 84/05/31. 

WATSON, S. N. Alaska Welding Center. 2pp. 24850:351. 


DOCKETED ITEMS 


» 


CKJET 71-9151 MODEL.: HN-lOO SERIES 3. CNS 14-170 SERIES III & NUS 


D6Q10442 Requests registration as user of Model CMS 14-170, Ser i es 

4EBSTEH, B H Carolina Power & Light Co 84/04/19. MACDONALD, C. E. 
rransportation Certif ication Branch 2pp 24769:115. 


56040265 Requests registration as user of Models CNS— 1— 13C , CNS-1-13G, 
:N3-3-55, CNS-4-85, CNS-6-75. CNS-6-80-2, CNS-6-101, CNS-8-120, 

:NS-14-170, CNS-14-195-H, CNS-15-160B, CNS-2 1-300, HN-100 
Series 1, HN-100 Series 2 & HN-lOO Series 3 UNS. 

1IEIE, M L Long Island Lighting Co. 84/04/25. Office of Nuclear 
laterial Safety 6 Safeguards, Director. Ip. 24808:274. 


>6010048 Notification of registration as user of Models CNS- 3-55, B-2, 
:NS-4-85, HN-2C0, CNS-8-120, GE-16O0. HN-100 Series 2, 

:NS-14~170,HN-600, CN3-1-13 C, HN-100 Series 1, HN-100S, 

;NS-14-195-H, CN3-21-3QO, CNS-6-lOl & CNS-6-75, per 840425 ltr. 

IAC DONALD, C E. Transportation Certification Branch. 84/05/17. 

SMITH, J. L. Long Island Lighting Co. 2pp. 24769:251. 


8406070114 Notification of registration as user of listed models 
response to 840507 request 

MACDONALD, C E. Tr ans p or t a t i on Certification Branch. 84/05/31. 
WATSON. S. N. Alaska Welding Center. 2pp. 24850:351. 


DOCKET 71-9176 MODEL NUPAC 14/210L i>- 14/210H, NUCLEAR PACKAGING, 


8406020137 Requests registration as user of Models NUPAC 14/210L 
14/210H 

0 "CONNOR, J M. Public Service Electric & Gas Co. of Neui Jersey. 
84/04/03. MACDONALD, C E. Tr ans p or ta t i on Certification Branch. 
24801: 218. 


8406260638 Notification of registration as user of Models NUPAC l 
it NUPAC 14/21QH in reponse to 840521 request 

MACDONALD, C. E. Transportation Certification Branch. 84/06/19. 
SCOV ILi E, J. J US. Ecology, Inc. (formerly Nuclear Engineering 
Inc ). Ip. 25157:360. 


6060160 Notification of registration as user of Model CNS 14-170 III 
n response to 840419 request. 

AC DONALD, C £. Transportati on Certif ication Branch. 84/05/24. 

EBSTER, B. H. Carolina Power it Light Co. Ip. 24748:360. 


6260206 Forwards Rev 5 to Certificate of Compliance 9151 for Model 
N— 100. 

AC DONALD. C E. Transportation Certif icat ion Branch. 84/06/20. 

OWE, B. S. Westinghouse Electric Corp. 3pp. 25154:351. 


406260215 Certificate of Compliance 9151, Rev 5, for Model HN-lOO. 
MACDONALD, C. E. Transportation Certification Branch. 84/06/20. 
4pp. 25154:354. 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC. 


8406010445 Requests registration as user of Models PAS— 2 & PAS—2A 
HAYNES, J. G. Southern California Edison Co. 84/04/09. MACDQNA 
Transp or tation Certif icat ion Branch 2pp. 24769.109 


8406010213 Notification of registration as user of Models PAS-2 it 
PAS-2A in response to B40419 request. 

MACDONALD, C. E. Transp or tat i on Certification Branch. 84/05/24. 
BRIDENBECKER, R. Southern California Edison Co. Ip. 24765:343 


DOCKET 71-9189 MODEL: 9189, UNITED NUCLEAR CORP. 


KET 71-9152 MODEL CNS 1-13C II. C HEM-NUCLEAR SYSTEMS. INC. 


6190615 Forwards Rev 5 to Certificate of Compliance 9152 for Model 
NS 1-13C II. 

AC DONALD, C E Transpor tati on Certif ication Branch. 84/06/11. 

EAL, R. Chem-Nuc lear Systems, Inc. 2pp. 25029:319. 


406190618 Certificate of Compliance 9152,Rev 5, for Model CNS 1-13C II. 
Approval record end. 

MACDONALD, C. E. Transporta t ion Certification Branch. 84/06/11. 

4pp. 25029:321. 


b-260556 Notification of registration as user of Model CNS 1-13C II 
i response to 840525 request. 

\CD0t4ALD, C. E. Transportation Certif icat ion Branch. 84/06/19. 
WRISON. R. F. Energy- Dept. of. lp. 25158:045. 


CET 71-9156 MODEL: IR-50. INDUSTRIAL NUCLEAR CO. 


>010342 Requests registration as user of Models Century SA, IR-100, 
>0, 680, 770, 771, IR-50. 2-T, C-l. Century S. C-10 Sc Century SA. 

VTSQN, S. N. Alaska Welding Center. 84/05/07. GORDON, L. 
'ansportation Certification Branch. 2pp. 24768: 123. 


>060413 Notification of registration as user of listed models in 
tsponse to 840507 request. 

M CDO NALD, C, E. Transportation Certification Branch. 84/05/31. 
>SSEY, B. L. Trans-World Testing Cats. 2pp. 24669:345. 


>070114 Notification of registration as user of listed models in 
(sponse to 840507 request. 

CDQNALD, C. E. Transportation Certification Branch. 84/05/31. 
tTSQN. S. N. Alaska Welding Center. 2pp. 24850:351. 


LET 71-9157 MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 


T *9i*tration as user of Models Century SA, IR-100, 
iO. 680, 770, 771, IR-50* 2-T, C-l. Century S, C-IO St Century SA. 
kTSCM, S. H. ' Alaska Melding CiMfefr.. ;\84/lQ®/0f. ■ GORDON, L. 
ansportation Certification Branch. 2pp. 24768: 123 . 


.060413 Ntotification'pf' as it f listed models in 


8406200096 Forwards Rev 1 to Certificate of Compliance 9189 for M< 
9189. 

MACDONALD, C. E. Transp or tat x on Certification Branch. 84/06/11, 
KIRK, W. F. United Nuclear Corp lp 25053: 016. 


--8406200100 Certificate of Compliance 9189, Rev 1, for Model 9189. < 
record end. 

MACDONALD, C. E. Tran sp or ta t i on Cer ti f i cat i on Branch. 04/06/1: 
3pp. 25053:017. 


DOCKET 71-9191 MODEi : 9191, BABCOCK & WILCOX 


8406190062 Requests redesignation of Certificate of Compliance 98! 
Certificate of Compliance 9191 to contain seven U silicide 
U3Si2/Al fuel elements containing no more than 500 g U-S35. 

REGAN, N. A. Babcock it Wilcox Co. 84/04/05. MACDONALD, C. E 
Transportation Certification Branch. 12pp 25025:318. 


8406190064 Requests mod to Certificate of Compliance 98S3 to ena 
transport of R2 matls testing it research reactor elements 
REGAN, N. A. Babcock & Wilcox Co. 84/03/22. MACDONALD, C . E 
Transportation Certification Branch. 12pp. 25025:331. 


8406190065 Forwards balance of fee for amend to Certificate of 
Compliance 9853. 

REGAN, N. A. Babcock it Wilcox Co. 84/05/31. JACKSON,©. Licer 
Fee Management Branch. lp, 25025: 344. 


- -8406 190067 Requests minor amend fee re 840405 request for amend 
Certificate of Compliance 9853 

JACKSON, G. License Fee Management Branch. 84/04/25 REGAN, h 
Babcock it Wilcox Co. lp. 25025:345, 


DOCKET 7 *~ 985 3 MODEL: CRNL, BNL it NBS UNIR. CQNTS, ENERGY, DEPT. C 




^ . v u iritdte or tOlAD 1 line 

uasIo/A^ 6 r ^P^nce 9191 to contain seven U silicide 
oc?iM / f. 1 A fUe i eler,ents containing no more than 500 g U-235 
REGAN, N. A. Babcock it Wilcox Co. 84/04/05. MACDONALD, C E 
Transp ortation Certif icat ion Branch. 12pp. 25025:318. 


-8406190064 Requests mod 
transport of R2 matls 


to Certificate of Compliance 9853 to 

JL » i. . . 


ena 


DOCKETED ITEMS 


-8406190067 Requests minor amend fee re 840405 request for amend to 
Certificate of Compliance 9853. 

JACK80N< G. License Fee Management Branch. 84/04/25. REGAN, N A 
Babcock & Wilcox Co. lp. 25025.345. 


licensing of independent spent fuel storage 


SOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


DOCKET 72-0002 VIRGINIA ELECTRIC t POWER CO 


8406020055 Requests meeting on 840523 to discuss fuel temp f 
I SFSI. Proposed agenda end. 

STEUART, W L. Virginia Electric St Power Co. 84/05/22. 
CUNNINGHAM, R E. Office of Nuclear Material Safety & 

Saf eguards, Director . 2pp. 24802:061. 24X Fiche • 50-280, 8 

8406020055. 


3406190058 Forwards proposed rev to NED0-21326D, "Consolidated SAR 
Morris Operation, " 8c Rev 8 to NED0-20776, "Spent Fuel Svc 
Operations & CE U hgt Corp GA Plan. " 

HERRINGTON, C C General Electric Co 84/05/10 CUNNINGHAM, R. E. 
Division of Fuel Cycle 4: Material Safety. 2pp. 25028:001. 


8406030072 Summarizes 840308.0411 Z>. 0523 meetings w/uti 1 & 1 
for attendees in Silver Spring, MD, Richmond, VA & Silver Spring, 

MD, respectively, re safety review of ISFSI application. 
DAVISON, N. H. Advanced Fuel 8. Spent Fuel Licensing Branch. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 
24875:342. 24X Fiche: 50-280, 84/06/01, 8406080072. 


-84061900 60 Revised NEi>0-21326D, "Consol idated SAR for Morris 
Operation. " 

* General Electric Co. 83/07/31. 408pp. 25028:004. 


1406020310 Informs of agreement between GE & Wisconsin Electric Power 
Co to temporarily suspend shipments of spent fuel from 
Morris Operation to Point Beach Nuclear Plant at Two Rivers, 

WI Resump 1 1 on of shipments anticipated in Jul 1984, 

SCHMID, S P Cenera 1 Electric Co. 84/03/13. HILLMAN, C. R. Division 
of Safeguards 2pp. 24800:310. 


406020167 Forwards "GE 1983 Annual Rept. " 

WELCH, J F , BURLINGAME, J. F. , HOOD, E E. General Electric Co. 

04/04/16 CUNNINGHAM, R, E Division of Fuel Cycle & Material Safety 
lp 24663: 032. 


8406210020 Responds to 840605 request for presence of J Robe 
840625 public hearing at Surry County Courthouse re util 
application for dry cask storage. J Roberts will attend & 
make brief statement. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 
JONES, M. E. Surry County, VA. Ip. 25091:299. 24X 

Fiche: 50-280, 84/06/14, 8406210020. 


8406220051 Notifies of 840625 public hearing in Surry, VA re 
application for conditional use permit for dry cask storag 
at site. 

CUNNINGHAM, R. E. Division of Fuel Cycle 8, Material Safety. 

0 'REILLY, J. P. Region 2, Office of Director. INGRAM, F. L. 
Public Affairs lp. 25100:358. 24X Fiche: 50-280, 84/06/1 

8406220051. 


406150336 Application for amend to License SNM-2500, c han g in g Tech 
Spec 7 7 1 (b) to delete ref to 10CFR71.35 (a) (4) & replace 

w/liated wording. 

HARRINGTON, C C. General Electric Co 84/05/08. CUNNINGHAM, R. E. 
Division of Fuel Cycle Material Safety. 4pp. 24978:050. 



NONDOCKETED ITEMS 


DCFR COMMISSION MEETING RECORDS 


106010174 Transcript of 040522 meeting in Wash ington, DC re discussion 
of proposed rule on bac kf itting. Pp 1-64. Supporting 
documentation end. 

* Commissioners. 84/05/22. 95pp. 24762:208. 


106010178 Transcript of 840523 meeting in Wash ington, DC re staff 
briefing on impact of remaining TMI investigation rept & 
position on mgt. Pp 1-17. Supporting documentation end. 

* Commissioners. 84/05/23. 107pp. 24767: 100. 24X 

Fiche: 50-289, 84/05/23, 8406010178. 


106010227 Transcript of Commission 840523 public hearing in 
Wash ing ton, DC re discussion of completed TMI investigations. 
Pp 1-59. Supporting documentation end. 

•* Commissioners. 84/05/23. 255pp. 24765:017. 24X 

Fiche: 50-320. 84/05/23, 8406010227. 


06020342 Transcript of Commission 840525 public meeting in 
Wash ing ton, DC re discussion of Grand Gulf diesel generator 
insp order. Pp 1-58. Supporting documentation end. 

* Commissioners. 84/05/25. 161pp. 24801:220. 24X 
Fiche: 50-416. 84/05/25, 8406020342. 


106020408 Staff requirements memo re 840510 discussion in Washington, 
DC re GA rept to Congress & status of QA initiatives. 

Commission requested FR notice to solicit public comments on 
rept. Addl meeting scheduled. 

CHILK, S. J. Office of the Secretary of the Commission. M840510A. 
84/05/21. DIRCKS. W. J. Office of the Executive Director for 
Operations. FOUCHARD, J. J. Office of Public Affairs. 2pp. 

24800: 340. 


06040025 Staff requirements memo re 840524 briefing by staff & util 
in Washington, DC on readiness for full power OL it vote 
authorizing issuance of full power OL amend. 

CHILK, S. J. Office of the Secretary of the Commission. M840524B. 
84/05/29. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 24807:342. 24X Fiche: 50-388, 84/05/29, 8406040025. 


8406110020 Transcript of 840601 public meeting in Washington, DC 
discussion of ASLAB decision on TMI-1 (ALAB-772). 

* Commissioners. ALAB-772. 84/06/01. 20pp. 24897:086. 2^ 

Fiche: 50-289, 84/06/01 , 84061 10020. 


8406110023 Transcript of 840601 affirmation/discussion & vote in 
Wash ington, DC on ATWS for light water cooled nuclear power 
p lants. 

# Commissioners. 84/06/01. 12pp. 24897:073. 


8406110025 Staff requirements memo re 840523 briefing in Washing 
on impact of remaining TMI investigation repts & position on 
mgt. 

HOYLE, J. C. Office of the Secretary of the Commission. M84052 
84/06/04. DIRCKS, W. J. Office of the Executive Director for 
Operations. BLAINE, H. E. Office of the General Counsel. Ip. 
24896:170. 24X Fiche: 50-289, 84/06/04, 84061 10025. 


8406110037 Commission determination statement withholding transc 
of closed Commission meetings from public disclosure. 

CHILK, S. J. Office of the Secretary of the Commission. 84/05/ 
Public Document Branch. Ip. 24896:157. 


8406110078 Staff requirements memo re 840529 discussion in Washi 
DC of role of staff/ex parte & separation of function roles. 
Staff will provide more in-depth analysis of role. 

CHILK, S. J. Office of the Secretary of the Commission. M84052 
84/06/05. Office of the Executive Director for Operations. 
PLAINE, H. E. Commissioners. TOURTELLOTTE, J. Regulatory Refor 
Force Ip. 24883:350. 


8406110097 Transcript of Commission 840529 discussion in Washing 
re role of NRC in licensing hearings on Commission ex parte 
& separation of function rules. Pp 1-88. Supporting 
documentation end. 

•* Commissioners. 84/05/29. 111pp. 24896:035. 


8406110102 Transcript of Commission 840531 meeting in Washington 
re discussion of security plan for research reactors.Pp 
1-77. Vi ewgraphs from SECY-84-216 end. 

* Commissioners. 84/05/31. 91pp. 24883:133. 


06040055 Transcript of 840524 discussion/possible vote in Washington, 
DC on full power OL for Susquehanna-2. Pp 1-84. Supporting 
documentation end. 

* Commissioners. 84/05/24. 121pp. 24807:001. 24X 

Fiche: 50-388, 84/05/24, 8406040055. 


8406110108 Transcript of Commission 840531 discussion/possible v 
in Wash ington, DC on proposed rule on low enriched U ic high 
enriched V f uel. Viewgraphs from SECY 84-211 & 84-220 end. 

* Commissioners. 84/05/31. 57pp. 24882:282. 


06040063 Transcript of 840524 af f irmation/d iscuss ion & vote in 
Wash ing ton, DC re amend to 10CFR2. 787 to abolish position 
of vice-chairman of ASLB & SECY 84-169A on financial 
qualif ica tion. Pp 1-6. 

* Commissioners. 84/05/24. 8pp. 24807:122. 


8406110112 Transcript of Commission 840601 discussion in Washing 
re order requiring insp of TDI diesel generators at Grand 
Gulf. Pp 1-57. Supporting documentation end. 

# Commissioners. 84/06/01. 69pp. 24882:203. 24X 

Fiche: 50-416, 84/06/01, 8406110112. 


06080032 Staff requirements memo re 840524 discussion on plant diesel 
generator insp order in Wash ington, DC. 

CHILK, S. J. Office of the Secretary of the Commission. M840524A. 
84/05/24. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 24875:361. 24X Fi che: 50-416, 84/05/24, 8406080032. 


06080082 Staff requirements memo re 840522 discussion on proposed 
backfit rulemaking w/ReguIatory Reform Task Force in 
Washing ton, DC. 

CHILK, S. J. Office of the Secretary of the Commission. M840522B. 
84/05/29. DIRCKS, W. J. Office of the Executive Director for 
Operations. 2pp. 24865: 357. 


06080264 Transcript of Commission 840530 open meeting in Washington, 
DC re TMI— 2 cleanup. Pp 1-61. Supporting documentation end. 

* Commissioners. * Advisory Council for Decontamination of TMI 


8406110113 Transcript of Commission 840530 discussion in Washing 
of 10CFR50, App R fire protection requirements. Pp 1-111. 
Supporting documentation end. 

* Commissioners. 84/05/30. 133pp. 24883:001. 


8406110117 Transcript of Commission 840531 af f irma t i on/d i sc u ss io 
vote in Wash ington, DC re final rule, "Reduction of Risk From 
ATWS Events for Light Water Cooled Nuclear Power Plants. " 

Pp 1-22. Final rule end. 

* Commissioners. 84/05/31. 59pp. 24882:143. 


8406120143 Forwards summary of Advisory Panel for Dec ontaminat io 
TMI -2 840530 meeting in Wash ington, DC. 

MASNIK, M. T. TMI Program Office. 84/06/05. PALLADINO 
Commissioners. 2pp. 24897:172. 24X Fic he : 50-320, 84/06/05. 

8406120143. 


NONDOCKETED ITEMS 


■>120193 Staff requirements memo re Commission 840601 vote in 
ish ing ton. DC to oppose Gilinsky proposal that NRC not allow 
Lant to operate until exemption request acted upon & 
sselstine motion to rescind order re Tech Specs voted on. 

-IILK, S. J. Office of the Secretary of the Commission. M840601C. 
i/06/06. DIRCKS, S.J. Office of the Executive Director for 
jerations. Ip. 24910:362. 24 X Fi che: 50-416. 84/06/06. 8406120193. 


bl202G5 Staff requirements memo re Commission 840604 briefing in 
ashington.DC on status of NRC certification of completion 
F items re restart Palladino requested NRC to consider 
npact of FEMA 840523 rept on restart decision. 

-IILK. S. J Office of the Secretary of the Commission. M840604. 
4/06/06. DIRCKS. S. J. Office of the Executive Director for 
aerations. PLAINE. H. H. Office of the General Counsel. Ip. 

4910: 361. 24X Fiche: 50-289. 84/06/06. 8406120205. 


£>130015 Transcript of open 840604 meeting in Wash i ng ton. DC on 
>11-1 certification update Pp 1-40. Supporting documentation 
nc 1. 

Commissioners. 84/06/04. 50pp. 24937- 036. 24X 

iche: 50-289. 84/06/04. 8406130015. 


6150136 Commission determination statement withholding transcript of 
40508 closed Commission meeting re discussion/possible vote 
n financial qualifications policy statement. 

HILK, S. J. Office of the Secretary of the Commission. 84/06/07. 
ublic Document Branch. Ip. 24960: 145. 


6150255 Staff requirements memo re 840524 af f irmation/discussion & 
ote in Wash ington. DC on SECY-84-187 concerning final rule 
bolishing position of ASLAB vice c hairman. Commissi on. b y 
ote of 4-0. approved final rule. 

HILK, S. J. Office of the Secretary of the Commission. M840524D. 
4/05/29. DIRCKS. W. J. Office of the Executive Director for 
perations. PLAINE. H. H. Office of the General Counsel. COTTER. B. P. 
atomic Safety and Licensing Board Panel. Ip. 24960:354. 


6150357 Staff requirements memo re 840531 discussion in Washington. 
Z re security measures at nonpower reactors utilizing 
igh enriched U. 

-IILK. S. J. Office of the Secretary of the Commission. M840531A. 
4/06/08. Office of the Secretary of the Commission. Ip. 

4960: 359. 


6190502 Transcript of Commission 840606 public meeting re mid-yr 
rogram review in Wash ing ton. DC. Pp 1-110 Supporting 
ocumentation end. 

Commissioners. 84/06/06. 150pp. 25037: 177. 


6190506 Transcript of Commission 840607 af f irmat ion/di scussion & 
ote on SECY-84-116 re UCLA reactor license renewal. 

ECY-84-182 re Catawba diesel generators mfg by TDI & 

ECY— 84— 218 re Order CLI— 84-8 in Washington. DC. Pp 1-7. 

Commissioners. CLI-84-08. 84/06/07. 8pp. 25047:277. 24X 

iche: 50-000, 84/06/07, 8406190506. 


6190532 Staff requirements memo re Commission 840531 discussion it 
ossible vote in Wash ing ton, DC on proposed rule re low 
nriched U/high enriched U fuel in test & research reactors. 

HILK, S. J. Office of the Secretary of the Commission. M840531B, 
4/06/11. DIRCKS, W. J. Office of the Executive Director for 
perations. Ip. 25034:358. 


6190597 Forwards announcement of Commission 840524 meeting re 
iscussion of role of NRC in licensing hearings on 
ommission ex parte & separation of functions rules, for 
ttachment to transcript. 

HILK, S. J. Office of the Secretary of the Commission. 84/06/11. 
ublic Document Branch. 2pp. 25027:359. 


6200026 Transcript of Commission 840607 open meeting in Washington, 
C re discussion of QA rept to Congress & status of QA 
nitiatives. Pp 1-102. Support ing documentation end. 

Commissioners. 84/06/07. 110pp. 25065:209. 


6200075 Transcript of Commission 840607 open meeting in Washington, 
C re frequency of emergency preparedness exercises, Pp 
-80. Support ing documentation end. 

Commissioners. * Affiliation Not Assigned. 84/06/07. 89pp. 1. 

5053: 084. 


6200416 Staff requirements memo re Commission 840606 mid— yr program 
eview in Wash ington, DC. Staff requested to expand coverage 


8406200426 Staff requirements memo re Commission 840607 affirmatic 
discussion & vote in Wash ing ton. DC re UCLA license renewal, 
SECY-84-182 re Catawba & SECY-84-218 re Suffolk County 
motion on Shoreham. 

CHILK, S J. Office of the Secretary of the Commission. MS40607C 
84/06/13 PLAINE, H. H. Office of the General Counsel. 2pp. 
25058:360. 24X Fi c h e : 50-000, 84/06/ 13, 8406200426. 


8406200438 Staff requirements memo re Commission 840607 discussiot 
Wash ing ton. DC re QA rept to Congress (SECY-84-124, 

NUREG— 1055) &■ status of QA initiatives. 

CHILK, S J, Office of the Secretary of the Commission. MB40607* 
84/06/13 DIRCKS. W. J. Office of the Executive Director for 
Operations 2pp. 25058:358. 


8406200496 Staff requirements memo re 840607 briefing in Washingti 
on rule changes on frequency of emergency preparedness 
exercises (SECY-84-223). 

CHILK, S.J. Office of the Secretary of the Commission. M8406171 
84/06/12. Office of the Secretary of the Commission. Ip. 
2505B : 198, 


8406200502 Staff requirements memo re 840530 briefing in Washingt< 
on status of implementation of fire protection requirements 
(10CFR50. 48 & App R>. 

CHILK, S. J. Office of the Secretary of the Commission. M8405301 
84/06/08, DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 25053:337. 


8406210004 Transcript of Commission 840611 public meeting in 
Wash ing ton, DC re status rept on decommissioning issues. 

Pp 1-69. 

* Commissioners. 84/06/11. 75pp 25093:063. 


8406210189 Staff requirements memo re 840530 meeting w/Advisory Pi 
on Till— 2 Cl eanup. Schedule of major cleanup mi lestones, inf o 
paper discussing policy implications of alternative 
definition of cleanup endpoint & draft ltr requested. 

CHILK, S. J. Office of the Secretary of the Commission. M84053O/ 
84/06/14. DIRCKS, W. J. Office of the Executive Director for 
Operations. 2pp. 25069:299. 24X Fiche: 50-320, 84/06/14, 84062K 


8406210393 Staff requirements memo re Commission 840531 affirmatii 
discussion & vote in Wash ing ton. DC on SECY-84-206/206A & 
final rule on ATWS. Action postponed on ATWS until 840601. 

CHILK, S. J. Office of the Secretary of the Commission. M84053K 
84/06/07. Office of the Secretary of the Commission. 3pp. 
25069: 181. 


8406210426 Staff requirements memo re 840611 briefing in Washingti 
to discuss status rept on decommissioning rulemaking. 

Commission requested that NRC provide industry opportunity 
to brief Commission on NRC proposals. 

CHILK, S. J. Office of the Secretary of the Commission. M840611. 
84/06/14. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 25094:361. 


8406270068 Staff requirements memo re SECY-84-233, "Final Rule 
Change to lOCFRSO.App E - Frequency of Emergency 
Preparedness Exercises." Publication of final amend 
approved. 

CHILK, S. J. Office of the Secretary of the Commission. M840621. 
84/06/22. DIRCKS, W. J. Office of the Executive Director for 
Operations. 2pp. 25174:345. 


8406280474 Transcript of Commission 840621 affirmation/discussion 
vote in Wash ing ton, DC re SECY-84-223 on final rule change to 
10CFR50, App E, "Frequency of Emergency Preparedness 
Exercises. " 

TIPTON, A, Commissioners. 84/06/21. 7pp. 25194:332. 


8406290525 Commission determination statement withholding transcr 
840509-11 & 16 discussion of proceeding & review of order 
from public disclosure. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/2 
Public Document Branch. Ip. 25211:345. 24X Fiche: 50-322, 84/0 

8406290525. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8403290362 Summary of ACRS Subcommittee on Safety Research Progra 
840111 meeting in Wash ing ton, DC re OMB final mark on NRC 
safety research program budget for FY85 & draft version of 


NONDOCKETED ITEMS 


010238 Transcript of ACRS Subcommittee on Extreme External 
enomena & Diablo Canyon 840524 meeting in Los Angeles, CA 
1-286. Supporting documentation end. 

ACRS - Advisory Committee on Reactor Safeguards. 84/05/24 
7pp. 24753:310. 24X Fi c h e : 50-275, 84/05/24, 8406010238. 


010419 Forwards general rev to 10CFR50, App J & regulatory analysis 
leak tests for primary & secondary containments of light 
ter cooled nuclear power p lants. Draft FR notice also 
riiiar d ed . W/o enc 1 . 

_QTTQ, G. A. Division of Engineering Technology. 84/05/18. 

\LEY, R. F. ACRS — Advisory Committee on Reactor Safeguards. 2pp. 
^67:361 


J20112 Forwards proposed general rev to 10CFR50, App J, "Leak Tests 
■ Primary & Secondary Containments of Light Water Cooled 
:lear Power Plants. " Supports adoption of rev. Regulatory 
ilysis St draft responses to CRGR charter end. 

.OTTO, G. A. Division of Engineering Technology. 84/05/18. 

*LEY, R. F. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 
101:025. 


>6020116 Expresses support for proposed rev to 10CFR50, App J re 
ontainment leak rate test s. Quest i ons implementation 
rovisions re reliance on tailored revs to each plant 
ech Specs. 

ORDAN, E. L. Division of Emergency Preparedness & Engineering 
esponse (Post 830103). 84/05/18. ARLOTTO, G. A. Division of 

ngineering Technology. Ip. 24801:031. 


6020121 Supports proposed rev to 10CFR50, App J re containment leak 
ate tests Notes potential controversy re elimination of low 
ressure testing, test duration & lack of ref std. Draft FR 
otice, regulatory analysis & other matl end. 

IRKPATRICK, D. Director's Office, Office of Inspection and 
nforcement. 84/05/14. BAER, R. NRC - No Detailed Affiliation 
iven. 150pp. 24801:032. 


6020124 Forwards working paper on changes to 10CFR50,App J re 
ontainment leak rate tests, to be used as basis for revs. 

ASE, E. Office of Nuclear Reactor Regulation, Director. 78/05/24. 
MINOGUE* R. NRC - No Detailed Affiliation Given. 4pp. 24801:190. 


6020132 Proposes accelerated action for selected proposed 
ulemak ings. 

ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
2/06/16. MINOGUE, R. E. Office of Nuclear Regulatory Research, 
irector. 3pp. 24801: 196. 


20263 Forwards comments on adequacy of proposed priority rankings 
remaining generic issues. Response to comments requested. 

_EY, R. F. ACRS - Advisory Committee on Reactor Safeguards. 

35/15. DIRCKS, W. J. Office of the Executive Director for 
-ations. 8pp. 24799: 109. 


1-0009 Transcript of ACRS Subcommittee on Class 9 Accidents 840531 
ting in Wash ing ton, DC. Pp 1-159. Vol 1. 

\CRS - Advisory Committee on Reactor Safeguards. 84/05/31. 

>p. 24797:092. 


J0271 Transcript of ACRS Subcommittee on Electrical Sys 840601 
ting in Wash ing ton, DC. Pp 1-228. 

\CRS - Advisory Committee on Reactor Safeguards. 84/06/01. 

>p. 24836: 157. 


S0277 Transcript of ACRS Subcommittees on Reactor Radiological 
►cts/Waste Mgt/Air Sys 840531-0601 meetings in 
i ing ton, DC. Pp 1-277. 

^CRS — Advisory Committee on Reactor Safeguards. 84/05/31. 

>p. 24817: 149. 


>0194 Transcript of ACRS Subcommittee on Class 9 Accidents 840531 
:ing in Washington, DC. Pp 160-208. Vol 2. 

iCRS - Advisory Committee on Reactor Safeguards. 84/05/31. 50pp. 

>61 : 314. 


r 0403 Summarizes ACRS 289th meeting on 840510-12 re AE0D/P402, 
>nds & Patterns Program P lan, FY84-86. " 

[SOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
>5/14. DIRCKS, W. J. Office of the Executive Director for 
ations. Ip. 24854:042. 


8406110087 Forwards "Final Rept on State of Analysis of External 
Protection for Nuclear Power Plants," for listing on 
accessions list & transmittal to PDR 

ROBERTS, B ACRS - Advisory Committee on Reactor Safeguards. 
84/06/06. MCKNIGHT, J Distribution Services Branch. Ip. 
24983: 268 


— 8406110090 "Final Rept on State of Analysis of External Flood 
Protection for Nuclear Power Plants. " 

BALDEWICZ, W. L. ACRS - Advisory Committee on Reactor Safeguar 
82/07/31 47 pp 24883:269. 


8406140096 Transcript of ACRS Subcommittee on Advanced Reactors 8 
meeting in Wash ington, DC. Pp 1-87. Sup por t ing documentation 
enc 1 . 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/12. 
24925:266 


8406140110 Transcript of ACRS Subcommittee on River Bend 840607 mi 
in Baton Rouge, LA. Pp 1-217. Sup porting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/07. 
258pp. 24930:047. 24X F i c h e : 50-458, 84/06/07, 84061401 1 0. 


8406150129 Transcript of ACRS Subcommittee on Regulatory Activitii 
840612 meeting in Wash ing ton , DC Pp 1-166. Supporting 
documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/12. 
171pp. 24953:154. 


8406180148 Transcript of ACRS Subcommittee on River Bend 840608 m« 
in Baton Rouge, LA. Pp 218-479. Sup porting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/08. 
438pp. 24966:001. 24X F i c h e : 50-458, 84/06/08. 84061 801 48. 


8406190091 Transcript of ACRS 290th general meeting in Washington, 
Pp 1-149. Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/15. 
198pp. 24981:238. 


8406190136 Transcript of ACRS Subcommittee on Safeguards & Securit 
840612 meeting in Wash ing ton, DC. Pp 1-249. Sup p or t ing 
documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards 84/06/12. 
347pp. 24982:083. 


8406190295 Transcript of ACRS 290th general meeting on 840614 in 
Wash ing ton. DC. Vol l.Pp 1- 1 14. Supp orting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/14. 
151pp. 24983:204. 


8406190449 Transcript of ACRS 290th general meeting on 840614 in 
Washington, DC. Pp 115-171. Vol II. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/14. 
25022: 158. 


8406210080 Board Notification 84-1 18: forward s transcript of ACRS 
Subcommittee on Extreme External Phenomena & Diablo Canyon 
Subcommittee 840524 meeting in Los Angeles, CA. 

EISENHUT , D. G. Division of Licensing. 84/06/18. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 25116:103. 24X 

Fiche: 50-275, 84/06/18, 8406210080. 


8406210558 Submits evaluation of new technical data re Hosgri faul 
comments on 840524 meeting in Los Angeles, CA concerning 
seismotec tonic issues . Rec ommendat ions 1 i sted , inc luding 
evaluation of regional tectonic questions. 

THOMPSON, G. A. Stanford Univ. , Stanford, CA. THOMPSON, G. A. ACF 
Advisory Committee on Reactor Safeguards. 84/05/30. SEISS, C. , 
OKRENT, D. ACRS - Advisory Committee on Reactor Safeguards. 2pp 
25092:351. 24X Fiche: 50-275, 84/05/30, 8406210558. 


8406210560 Li sts comments, p er 840524 meeting in Los Ang e 1 es , CA, r e 
seismic revalidation study. Author will not attend 840614 
meeting . 

LUCO, J. E. Affiliation Not Assigned. 84/06/11. SAVIO, R. ACRS 
Advisory Committee on Reactor Safeguards. 2pp. 25092: 349, 24) 

Fiche: 50-275, 84/06/1 1 , 840621 0560. 


8406210564 "Seismicity re Hosgri Fault Zone." 

MAXWELL, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/06/16. 2pp. 25092:346. 24X Fic he : 50-275, 84/06/16, 84062105^ 


r 0405 Summarizes 289th ACRS meeting on 840510-12 re proposed amend 


>210568 Summary of MD Trifunac comments during ACRS 840614 meeting 
i Wash ingtonj DC re reevaluation of facility seismic design. 
ilFUNACi M. D. ACRS - Advisory Committee on Reactor Safeguards. 
i/06/14. 2pp. 25091:361. 24X Fi che: 50-275. 84/06/14, 8406210568. 


>230537 Offers appointment to 4-yr term on ACRS. ACRS ofc will be 
i touch to coordinate effective date of appointment. 

^LLADINO.N. J. Commissioners. 84/06/15. WYLIE, C. J. Affiliation 
>t Assigned. Ip. 25133:029. 


iM NRC ADVISORY COMMITTEE 


>080264 Transcript of Commission 840530 open meeting in Washington, 
: re TMI-2 cleanup. Pp 1-61. Supporting documentation end. 

Commissioners. * Advisory Council for Decontamination of TMI 
lit 2 84/05/30. 79pp. 24895:318 24X Fiche: 50-320, 84/05/30, 
i06080264. 


>120143 Forwards summary of Advisory Panel for Decontamination of 
11-2 B4053O meeting in Wash ington, DC. 

\SNIK, M. T. TMI Program Office. 84/06/05. PALLADINO, GILINSKY, 
JBERTS Commissioners. 2pp. 24897:172. 24X Fiche: 50-320, 84/06/05, 

106120143. 


106120147 Forwards scheduling notes for Commission 840530 meeting w/ 
Advisory Panel on TMI-2 cleanup. 

PALLADINO, N. J. Commissioners. 84/05/22. MORRIS, A. E. Lancaster, 
PA. MORRIS, A. E. Advisory Council for Dec ontaminati on of TMI Unit 
2. 9pp. 24897:174. 24X Fi ch e : 50-320, 84/06/05, 84061 201 43. 


106120152 Transcript of 840530 open meeting w/Advisory Panel on TMI-2 
cleanup in Wash ington, DC. 

* Commissioners. 84/05/30. 64pp. 24897: 183. 24X 

Fiche: 50-320,84/06/05, 8406120143. 


>210189 Staff requirements memo re 840530 meeting w/Advisory Panel 
l TMI-2 Cleanup. Schedule of major cleanup mi 1 estones, i nf o 
iper discussing policy implications of alternative 
jfinition of cleanup endpoint St draft ltr requested. 

(ILK, S. J. Office of the Secretary of the Commission. M840530A. 
1/06/14. DIRCKS, W. J. Office of the Executive Director for 
lerations. 2pp. 25069:299. 24X Fiche: 50-320, 84/06/14, 8406210189. 


>290524 Transcript of 840614 public meeting in Harri sb ur g , PA. Pp 1- 
}3. Distribution list end. 

Advisory Council for Decontamination of TMI Unit 2. 84/06/14. 

11pp. 25210:245. 24X Fich e: 50-320, 84/06/14, 8406290524. 


1ISSI0N NRC COMMISSIONERS 


1250256 Forwards finding re safety significance of facility 
legations. Regulatory action taken to date appropriate, 

;il mgt adequate to ensure public health it safety of 
eanup it NRC program appropriate for conditions. 

IYDER, B. TMI Program Office. 84/04/11, DIRCKS, W. J. Office of the 

ecutive Director for Operations. 10pp. 25048:023. 24X 

che: 50-320, 84/04/ 1 1 , 8404250256. 


106190637 Forwards ltr sent to Chairman of Advisory Panel for 
Decontamination of TMI-2, transmi tt ing repts re investigation 
of allegations on admin i stra ti ve cleanup deficiencies. W/o 
end. 

PALLADINO, N. J. Commissioners. 84/05/30. UDALL, M. K. House of 
Rep., Interior & Insular Affairs. 2pp. 25047:333. 24X 

Fiche: 50-320, 84/04/1 1 , 8404250256. 


,06190638 Requests review of differences of opinion expressed in 
SECY-84-36 it B Hayes 840302 memo re Ofc of Investigations 
rept on cleanup al legat i on s. Rep t on outcome requested by 
840420. 

PALLADINO, N. J. Commissioners. 84/04/03. DIRCKS, W. J. Office of 
the Executive Director for Operations. 2pp. 25047:336. 24X 

Fiche. 50-320, 84/04/11, 8404250256. 


-06190641 Forwards draft ltr to A Morr is, cha irman of Advisory Panel 
for Decontamination of TMI-2, transmitting documents re final 
resolution of technical considerations dealing w/cleanup 
al legations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/22. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25047:348. 24X Fiche: 50-320, 84/04/1 1, 8404250256. 


-06190642 Forwards revised draft ltr to A Morris, chairman of Advisory 
Panel for Decontaminati on of TMI-2 re status of review of 
Ofc of Investigations interim rept re cleanup allegations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/05/21. DIRCKS, W. U, Office of the Executive Director for 
Operations 4pp. 25047:349. 24X Fi c h e ; 50-320, 84/04/ 1 1 , 

8404250256. 


8405210037 Responds to Commissioner Gilinsky 840403 memo expressi 
concern re re-review of license it questions on steps taken 
to ensure new review will be conducted in competent manner. 
DIRCKS, W. J Office of the Executive Director for Operations. 
84/05/10. PALLADINO, GILINSKY, ROBERTS Commissioners. 6pp. 
24712:001 24X Fi c h e : 50-4 1 6, 84/05/ 10, 840521 0037. 


— 8405210040 Expresses concern re re-review of license it question 
taken to ensure new review will be conducted in competent 
manner 

GILINSKY, V. Commissioners. 84/04/03. DIRCKS, W. J. Office o 
Executive Director for Operations lp. 24712:007. 24X 

Fiche 50-416, 84/05/10, B405210037. 


8405290002 Responds to 840103 ltr re plans in HTGR development it 
to interact w/NRC HTGR program progress. Advanced Reactors 
Group, in Div of Safety Tec hnol og y , NRC point of contact for 
reviews 8c future interactions on LMFBR 8< HTGR. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/15. GRIFFITH, J. D. Energy, Dept. of. 2pp. 24683:244. 


— 8405290003 Comments on HTGR program. Demonstration of licensabil 
ob jective. NRC continued dialogue w/DOE HTGR program & US 
industry essential. Discuss ion of integrated approach 8< 
generic HTGR safety topics anticipated in early 1984. 

GRIFFITH, J. D. Energy, Dept. of. 84/01/03. DIRCKS, W. J. NRC 
Detailed Affiliation Given. 2pp. 


8406010437 Forwards rept re nondisclosure of safeguards info for 
quarter ending 840331, per Section 207(a) of Public Law 
96-295. 

PALLADINO, N. J. Commissioners. 84/05/07. BUSH, G. H. Senate, 
President of the Senate. lp. 24769:122. 


— 8406010440 Forwards rept re nondisclosure of safeguards info fa 
quarter ending 840331, per Section 207(a) of Public Law 
96-295. 

PALLADINO, N. J. Commissioners. 84/05/07. O'NEILL, T. P. Hous 
Rep., Speaker of the House. 6pp. 24769:123. 


8406020457 Informs that on basis of problems associated w/TDI die 
engines, onsite electrical supply sys do not meet GDC 17. 

Prior to supporting operation above 5*/. full power, TDI issue 
must be addressed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/24. PALLADINO, GILINSKY, ROBERTS Commissioners. 4pp. 
24769:340. 24X Fi c h e : 50-416, 84/05/24, 8406020457. 


— 8406020461 Requests explanation re whether electrical power sup 
at facilities meets GDC 17. Response requested by 840523. 
GILINSKY, V. Commissioners. 84/05/18. DIRCKS, W. J. NRC - No 
Detailed Affiliation Given. lp. 24769:344. 24X 

Fiche: 50-416, 84/05/24, 8406020457. 


8406040113 Responds to 840322 request for ideas re Federal help f 
TMI-2 cleanup. Govt could complete cleanup effort $< collect 
fees from util or industry at later date. 

PALLADINO, N. J. Commissioners. 84/05/08. BEVILL, T. House of I 
Appropriations. 2pp. 24845:312. 24X Fi c h e : 50-320, 84/05/08, 

8406040113. 


8406050015 Forwards SECY-84-36, RC DeYoung 840203 ltr to GPU, BB Ha 
840302 memo, B Snyder 840411 memo it W Dircks 840430 memo re 
staff review it response to Ofc of Investigations rept on 
cleanup allegations per 840203 request. 

PALLADINO, N. J. Commissioners. 84/05/30. MORRIS, A. E. Advisor 
Council for Decontamination of TMI Unit 2. MORRIS, A. E. Lancas 
PA. 2pp. 24662:086. 24X Fi c he : 50-320, 84/05/30, 840605001 5. 


— 8406050019 SECY-84-036 

Summarizes staff review it response to Ofc of Investigations 
rept on cleanup al legations. Action p lan, deta i 1 ed response it 
831007 ltr end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/01/25. 174pp. 24662:088. 24X Fi che : 50-320, 84/05/30, 

8406050015. 


— 8406050042 Discusses staff action re Ofc of Investigations (Oil 
on cleanup al legat ions. 01 rept it SECY-84-36 reviewed on 
basis that facility classified as operating. 

HAYES, B.B. Office of Investigation. 84/03/02. DIRCKS, W. J. 
Office of the Executive Director for Operations. 2pp. 24662 
24 X Fiche: 50-320,84/05/30, 8406050015. 


— 8406050048 Forwards assessment of staff review 8* response to Of 
Investigations rept entitled “TMI, Unit 2 Allegation re 
Safety Mods, QA Procedures it Use of Polar Crane. " 

WALKER, R. D. Region 3, Office of Director. BEACH, A. B. Direc 
Office, Office of Inspection and Enforcement. 84/02/24. 

HAYES, B.B. Office of Investigation. 10 pp. 24662:264. 

Fiche: 50-320, 84/05/30, 8406050015. 


24X 


NONDOCKETED ITEMS 


►050067 Discusses final resolution of technical considerations re 
eanup al legations. Enforcement action issued on 840203 
propriate it properly addressed issue of safety 
gnif icance. No further action necessary. 

RCKS, W. J. Office of the Executive Director for Operations. 
/04/30. PALLADINO, GILINSKY, ROBERTS Commissioners. lp 
662:284. 24X Fiche: 50-320, 84/05/30, B406050015. 


0049 Ac k receipt of 840409 Itr responding to invitation to 
ess Commission on Nuclear Svc Corp audit of 
man-Kel logg Co in 1977. 

4DIN0. N. J. Commissioners. 84/05/18. NAYMARK, S. Guadrex Corp 
24849: 214. 


360053 Informs that Quadrex cannot add substantive info at hearing 
differences in audits conducted by different teams ui/many 
tervening yrs it conditions apart. No merit found in 
leaning or testifying at Apr 1984 hearing. 

('MARK, S. Quadrex Corp. 84/04/09. MARTIN, J. B. Region 5, Office 
Director. 3pp. 24849: 215. 


>057 Responds to 840220 ltr re NRC use of PRA in regulatory 
iss. PRA can be valuable tool to augment deterministic 
;y analyses. NRC intends to continue development it use of 
n regulatory process. 

iDINO, N. J. Commissioners. 84/05/23. MARKEY, E. J. House of 
Interior St Insular Affairs. 36pp. 24849:171. 


'60059 Requests response to listed questions re PRA. Ex presses 
cern that so much money spent to obtain PRA results when 
liiation of results appears selective St other means of 
roaching safety shortchanged. 

KEY, E. J. House of Rep., Interior St Insular Affairs. 84/02/20. 
LADINO, N. J. Commissioners. 5pp. 24849:207. 


050 Forwards response to 840502 questions re plans S< 
tations for integrated safety assessment program 
-84-133). 

S, W. J. Office of the Executive Director for Operations. 
/25. BERNTHAL Commissioners. 15pp. 24849:155. 


60062 Requests response to listed questions re implementation of 
egrated safety assessment program by 840515. 

NTHAL, F. M. Commissioners. 84/05/02. DIRCKS, W. J. Office of 
Executive Director for Operations. 2pp. 24849: 169. 


382 Forwards summary of significant findings from SEP Phases I 8 < 
timated costs it regulatory actions taken. Design of 
Jest plants compared well w/current licensing 
ria. 

3IN0,N. J. Commissioners. 84/05/18. UDALL, M. K. House of Rep., 
tor & Insular Affairs. 3pp. 24849:098. 


E»0086 Forwards summary of significant findings from SEP Phases I & 
istimated costs & regulatory actions taken. Design of 10 
ildest plants compared well w/current licensing criteria. 

.ADINO, N. J. Commissioners. 84/05/18. SIMPSON, A. K. Senate, 
Lronment it Public Works. 3pp. 24849:101. 


>0088 Forwards summary of significant findings from SEP Phases I & 
(stimated costs it regulatory actions taken. Design of 10 
ildest plants compared well w/current licensing 
;eria. 

.ADINO, N. J. Commissioners. 84/05/18. OTTINGER, R. L. House of 
* Energy it Commerce. 43pp. 24849: 104. 


>0090 Forwards summary of significant findings from SEP Phases I it 
stimated costs i: regulatory actions taken. Design of 10 
ildest plants compared well w/current licensing criteria. 

.ADINO, N. J. Commissioners. 84/05/18. BEVILL, T. House of 
, Appropriations. 3pp. 24849: 147, 


0095 Forwards summary of significant findings from SEP Phases I it 
stimated costs it regulatory actions taken. Design of 10 
ldest plants compared well w/current licensing criteria. 

ADINO, N. J. Commissioners. 84/05/18. HATFIELD, M. 0. Senate, 
opriations. 3pp. 24849: 150. 


51 Urges assistance in restoring House Appropriations Committee 
ended 18% reduction in RES program. Reduction will 
grave damage to capacity to carry out safety mission 
ively. 


— 8406C8031 O Requests clarification of seismic safety of nuclear r 
in Mississippi Valley states 8/ plans of earthquake 
scientists for dealing w/impending major earthquake. 

TOTTEN, M. Critical Mass Energy Project. 84/04/27, PALLADINO 
Commissioners 3pp 24879:187 


8406120530 Forwards Vol 6, Number 4 to NUREG-0090, "NRC Rept to Con 
on AOs, " for CY83 per Section 208 of Energy Reorganization 
Act. Rept contains info updating previously reported AOs. 

W/o end 

PALLADINO, N J. Commissioners. 84/06/01. O'NEILL, T. P. House o 
Rep., Speaker of the House BUSH, G. H. Senate, President of the 
Senate 4pp. 24897: 315. 


8406130299 Forwards "C on s i d era t i on of Costs For Backfitting it Othe- 
Saf ety-Re lated Costs in NRC Processes," for placement in 
PDR. 

BROWN, N. Correspondence & Records Branch. 84/06/06. Public 

Document Branch lp. 24919:288. 


— 8406130300 Submits revieu of "Consideration of Costs For Backfiti 
Other Saf ety-Related Costs in NRC Processes. " 

PLAINE, H. H. Office of the General Counsel. 84/05/04. PALLAD! 
GILINSKY, ROBERTS Commissioners. 32pp. 24919:289. 


8406150127 Forwards responses to 840222 questions re function of 
nuclear regulatory process. 

PALLADINO, N. J. Commissioners. DSB 644 . 84/06/13. UDALL, M. K. 

House of Rep , Interior & Insular Affairs. 96pp. 24954:131. 2^ 

Fiche: 50-275, 84/06/13. B406150127. 


8406150323 Forwards WJ Dircks 840425 it 0106 memos re release of id 
to licensees. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/03. PALLADINO, GILINSKY, ROBERTS Commissioners. lp. 
24978: 001. 


— 8405160455 Discusses policy of release of info provided to NRC tc 
1 ic ensees. Reg i ona 1 administrator it I&E should determine 
releasabil ity of info. I&E should incorporate policy in 
appropriate manual chapter. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
B4/04/24. Office of the Executive Director for Operations. 

24978: 002. 


--8406150326 Forwards policy for dealing w/persons providing info t 
NRC. Requests IE translate encl into manual chapter format. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
84/01/06. NRC - No Detailed Affiliation Given. 7pp. 24978: 


8406180428 Responds to 840531 ltr re Commission intentions to pursi 
tentative TMI-1 restart schedule announced in Apr 1984. 

Decision by June 1984 no longer possible due to need for 
addl comments by interested part i es. Served on 840618. 

PALLADINO, N. J. Commissioners. DSB 697. 84/06/15. BEVILL, T. h 

of Rep. 3pp. 24978:136. 24X Fi c h e: 50-289, 84/06/1 5, 84061 80428. 


B406200063 Responds to 840406 request for info re design deficiency 
Valves affected by deficiency are electrically operated 
valves installed on piping sys used for monitoring it 
sampling purposes. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/05. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


— 8406200066 Requests info re licensing of facility in light of wee 
info rept for wk ending 840330 confirming that Bechtel Power 
Corp notified NRC that certain cables at facility apparently 
defective. 

GLICKMAN, D. House of Rep. 84/04/06. PALLADINO, N. J. , GILINSKY 
ROBERTS, T. M. Commissioners. 5pp. 25053:279. 24X 

Fiche: 50-000, 84/06/05, 8406200063. 


8406200332 Responds to 840208 ltr re Commission consideration of 
licensing decision by ASLAB, NRC guidelines for resolving 
allegations on priority basis & NRC staff implementation of 
safety margins. 

PALLADINO, N. J. Commissioners. DSB 749. 84/06/19. PANETTA, L. 

House of Rep. 4pp. 25158:336. 24X Fiche: 50-275, 84/06/19, 

8406200332. 


B406200444 Requests approval to reprogram, ut i 1 i 1 i z ing unobligated 




8406230469 Forwards response to questions raised re NRC use of ris 
assessment Enel rept on safety g oa 1 . NUREG-0880, d escr 1 b e s 
evaluation plan. Draft NUREG -1050 summarizing status of PRA 

PALLADINO SlJ. ^Commissioners. 84/06/14. SCHEUER, J. H. House o 
Science St Technology. 14pp. 25128:068. 


Rep . 


1406260429 R.cu«t< approval to reprogram, uti 1 i z in S unobligated 
““d° tarred over from FVS 3 D.ta.ls of reprogramm.ng 

P^lM^Nr^omm.ss.oner, 84/06/12. OTTINGER. R. U. House of 
Rep , Energy & Commerce Ip- 25154. JJ1. 


— 8406230478 Requests response to listed 
840510 to assist in consideration of 
SCHEUER/ J. H. House of Rep. - Science 
PALLADINO, N. J. Commissioners. 22pp. 


questions on risk a&sessm 
end H. R. 4192. 

St Technology. 84/04/23. 
25128: 082. 


406260432 Requests approval to reprogram, utilizing unobligated 
funds earned over from FYB3. Details of reprogramming 

T 1 Commissioners. 84/06/12. HATFIELD, M. O. House of 
Rep., Appropriations. 4pp. 25154:332. 


36200470 Forwards AEOD Rept AEOD/C402, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors. “ as result of screening LERs. 

DIRCKS, W.J Office of the Executive Director for Operations. 
AEOD /C 402 84/06/11 PALLADINO, 

Ip. 25068:051. 


GILINSKY, ROBERTS Commissioners. 


06200487 Comments on ACRS recommendation to elevate AEOD to 
Commission-level ofc. No need seen for realignment given AEOD 
current functions & responsibilities. Independent review of 
operating events would be better served by new organization. 
DIRCKS, W.J. Office of the Executive Director for Operations. 
34/04/20 PALL AD I NO, GILINSKY, ROBERTS Commissioners. 3pp. 

25069: 130 


06210162 Forwards responses to four questions identified in Senator 
Biden 840601 note re plant rept card, followup investigations 
after accident & resources to handle problems w/safe plant 
operation. 

DIRCKS, WJ Office of the Executive Director for Operations. 
84/06/13 KAtlMERER.C.C. Office of Congressional Affairs. 24pp. 
25069:319 24X Fiche: 50-272. 84/06/13, 8406210162. 


8406230537 Offers appointment to 4-yr term on ACRS. ACRS 
in touch to coordinate ef f ective_date of appointment. 
PALLADINO, N. J. Commissioners. T *=* 

Not Assigned. Ip. 25133:029. 


84/06/15. WYLIE, C. J. 


ofc will b 
Aff iliati 


8406250054 Forwards response to 840330 request for explanation of 
associated w/lou power operation at nuclear power reactors. 
Commission paper (SECY-84-156 > addressing issue end. No 
undue risk for fuel loading & low power testing up to 5%. 
PALLADINO, N. J. Commissioners. 04/06/15. MARKEY, E. J. House Of 
Rep., Interior & Insular Affairs. 16pp. 25452:223. 


— 8405260185 Requests response to questions re risks associated w/ 
power operation at commercial nuclear power reactors. 

MARKEY, E. J. House of Rep., Interior St Insular Affairs. 84/03 
PALLADINO, N. J. Commissioners. 2pp. 25153:304. 


8406250058 Forwards "NRC/FEMA Joint Quarterly Rept to Congress on 
Emergency Preparedness for Jan-Apr 1984. " 

PALLADINO, N. J. Commissioners. GIUFFRIDA, L. O. Federal Emergent 
Management Agency. 84/06/12. SIMPSON, A. K. Senate, Environment 
Public Works. 2pp. 25153:213. 


— 8406250061 "NRC/FEMA Joint Quarterly Rept to Congress on Emergen 
Preparedness for Jan-Apr 1984. " 

* Commissioners. * Federal Emergency Management Agency. 
84/06/12. 47pp. 25153:215. 


06230326 Responds to 840531 ltr asking if Commission intends to 
pursue TMI-1 restart tentative schedule announced in Apr. 

Parties comments required for restart d ec is i on. June 
decision no longer possible. 

PALLADINO. N. J. Commissioners. 84/06/15. BEVILL, T. House of Rep. 
Appropriations 2pp. 25129:312. 24X Fich e : 50-289, 84/06/ 1 5, 

8406230326. 


8406230331 Requests notification of whether Commission intends to 
pursue immediate effectiveness determination re TMI-1 
restart & related steam generator issue on tentative 
schedule announced in Apr. 

BEVILL, T. House of Rep., Appropriations. 84/05/31. 

PALLADINO, N. J. Commissioners. Ip. 25129:314. 24X 

Fiche: 50-289, 84/06/15, 8406230326. 


■06230403 Forwards response to 840430 request re seismic safety of 
nuclear reactors in Mississippi Valley raised in Critical 
Mass Energy Project of Public Citizens 840427 ltr. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/06/11. MARKEY, E. J. House of Rep., Interior St Insular Affairs. 
Ip. 25128:118. 


•8406230411 Requests response to Critical Mass Energy Project of Public 
Citizen 840427 questions re seismic safety of nuclear 
reactors in Mississippi Valley. 

MARKEY, E. J. House of Rep., Interior «< Insular Affairs. 84/04/30. 
PALLADINO. N. J. Commissioners. Ip. 25128:129. 


'06230428 Forwards response to 840423 request for info re NRC 
initiatives to reform licensing regulatory process. 

Recommended Regulatory Reform Task Force administrative 
reforms include backfitting. 

PALLADINO, M. J. Commissioners. 84/06/14. BROYHILL, J. T. House of 
Rep. , Energy & Commerce. Ip. 25128: 104. 


•84-06230444 Forwards response to 840423 request for info re NRC 
initiatives to reform licensing regulatory process. 

Recommended Regulatory Refo.rra Task Force adminstrative 
reforms include backfitting. 

PALLADIh©, N. J. Commissi criers. 84/06/14. MOORHEAD, C. House of 
Rep., Energy & Commerce 13pp. 25128:105. 


-8406230456 Requests info re Commission initiatives to reform licensing 
*c regulatory process, spec if icaliy implementing backfitting 
regulation. 

ffflORBEAD, C. J, , BROYHILL, J. T. House of Rep., Energy St Commerce. 
84/04/23. PALLADINO, H. J. Commissioners. 2pp. 25128:116. 


8406250080 Responds to 840327 ltr re use of suspect Ray c h ®m-Flamtr 
cables in nuclear power p lants. Subsequent tests indicated 
that failures due to tight packing density of test specimens 
& cables unsuitable for applications in wet location®. 

PALLADINO, N. J. Commissioners. 84/05/29. PANETTA, L. E. House 0 
Rep. 3pp. 25139:355. 


— 8406250085 Requests rept on status of Commission resolution of c 
over cable mfg by Raychem Corp St clarification of manner in 
which suspect Ray chem-Flamtrol cable disposed. 

PANETTA, L. E. House of Rep. 84/03/27. PALLADINO, N. 
Commissioners. 2pp. 25139: 358. 


8406250087 Responds to 840403 ltr re NRC decision on DOE repositox 
siting guidelines. Procedure followed thus far, allowed 
substantial opportunity for public comment St produced 
responsible decision. 

PALLADINO, N. J. Commissioners. 84/06/07. BRENNAN, J. E. Maine, 
of. 3pp. 25139:348. 


8406250099 Responds to request for comments re H. R. 48550, "Nucleai 
Waste Transportation Safety Act of 1984" St H. R. 761, 
amending "Hazardous Matls Transportation Act of 1974," to 
prohibit transp ortation of radwaste in dense areas. 

PLAINE, H. H. Office of the General Counsel. 84/06/15. HOWARD* > 
House of Rep. 14pp. 25153: 132. 


— 8406250104 Forwards H. R. 4850 St requests views on bill, 
HOWARD, J. J. House of Rep. 84/02/24. PALLADINO, N. J. 
Commissioners. 7pp. 25153: 146. 


8406250111 Responds to 840413 ltr re cancellation of NRC caseload 
forecast meeting. Cancel lati on due to resignation of NRC 
engineering sp ecial i st. Cont inued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. CARLIN, J. Kansas, 8 
of. 2pp. 25139:329. 24X F i c he : 50-482, 84/06/04, 84062501 11 . 


— 8406250114 Responds to 840413 ltr re cancellation of NRC ca*elo< 
forecast meeting. Cancel lat ion due to resignation of NRC 
engineering spec ial i st. Con tinued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. QLICKMAN# D. House 
Rep. 2pp. 25139:331. 24X Fiche: 50-482, 84/06/04, 840&290U1. 


— 8406250115 Responds to 840413 ltr re cancellation of NRC caselo 
forecast meet ing. Cane el la t i on due to resignation of NRC 
engineering specialist. Continued support for Caseload 
Forecast Panel urged. 

PALLADINO, N. J. Commissioners. 84/06/04. ROBERTS# P House 


NONDOCKETED ITEMS 


(6250117 Responds to 840413 ltr re cancellation of NRC caseload 
orecast meet ing . Cane el lat i on due to resignation of NRC 
ngineering spec ial ist. Continued support for Caseload 
orecast Panel urged. 

ALLADINQ, N. J. Commissioners. 84/06/04. SLATTERY, J. House of 
ep. 2pp. 25139:335. 24X Fiche: 50-482, 84/06/04, 84062501 11 . 


6250118 Responds to 840413 ltr re cancellation of NRC caseload 
orecast meeting. Cancel lation due to resignation of NRC 
ngineering special ist. Continued support for Caseload 
orecast Panel urged. 

4LLADIN0, N. J. Commissioners. 84/06/04. WHITTAKER, B. House of 
Bp. 2pp. 25139:337. 24X Fi c h e : 50-482, 84/06/04, 84062501 1 1 . 


b250l 19 Responds to 840413 ltr re cancellation of NRC caseload 
jrecast meeting. Cancel lati on due to resignation of NRC 
igineering spec ial i st. Continued support for Caseload 
irecast Panel urged. 

U.LADINO, N. J. Commissioners. 84/06/04. DOLE, B. Senate. 2pp. 
5139:339. 24X Fiche: 50-482, 84/06/04, 84062501 1 1. 


>250121 Responds to 840413 ltr re cancellation of NRC caseload 
irecast meet ing . Cane e 1 lat i on due to resignation of NRC 
igineering spec ial ist. Continued support for Caseload 
irecast Panel urged. 

>LLAD I NO, N. J. Commissioners. 84/06/04. KASSEBAUM, N. L. Senate, 
p. 25139:341. 24X Fi ch e : 50-482, 84/06/04, 84062501 1 1 . 


250123 Objects to cancellation of NRC Caseload Forecast Panel insp. 
presses concern re discrepancy between NRC it licensee 
timates for commercial operation. Need for independent 
view stressed. Resched ul ing of insp urged. 

RLIN, J. Kansas, State of. 84/04/13. PALLADINO, N. J. 
mmissioners. 2pp. 25139:343. 24X Fiche: 50-482, 84/06/04, 

06250111. 


250130 Expresses concern re cancellation of caseload forecast visit 
possible effect on Kansas Corp Commission rate case, 
scheduling of insp urged. 

SSEBAUM, N. L. , DOLE, B. Senate. 84/04/16. PALLADINO, N. J. 
mmissioners. Ip. 25139:345. 24X Fiche: 50-482, 84/06/04, 

06250111. 


0086 Forwards response to 840302 ltr re NRC views on DOE high 
1 waste repository program. NRC must first authorize 
sitory const before DOE can begin constructing 
ocated test 8< evaluation facility. 

ADINO, N. J. Commissioners. 84/05/29. LLOYD, M. House of Rep., 
rjee it Technology. Ip. 25157:215. 


260087 Forwards response to 840302 ltr re NRC views on DOE high 
✓ el waste repository program. NRC must first authorize 
jository const before DOE can begin constructing 
Llacated test it evaluation facility. 

.LADINO, N. J. Commissioners. 84/05/29. WALKER, R. S. House of 
, Science & Technology. 7pp. 25157:216. 


200240 Submits three policy issues re Nuclear Waste Fund program at 
I, for NRC comment. Urges Commission to begin reasonable it 
m-minded approach on licensing passive repository sys. 

3YD, M. , WALKER, R. S. House of Rep. , Science & Technology. 

'03/02. PALLADINO, N. J. Commissioners. 2pp. 25157:223. 


>469 Forwards responses to 10 questions re functioning of nuclear 
.atory process at facilities. 

tDINOj N. J. Commissioners. 84/06/13. UDALL, M. K. House of Rep. , 

' ior & Insular Affairs. 20pp. 25158:224. 24X 

i: 50-275, 84/06/13, 8406260469. 


!T NRC CONTRACTS AND MODIFICATIONS 


1135 Notification of contract execution, Mod 5, to "Lease of 
les. " Contrac tor: We Try Harder, Inc. 

ERG, B. J. Administrative Contracts Branch. FIN B-8153. 
0-82-377. 84/04/04. CORLEY, J. Division of Facilities & 

tions. GRANT, L. NRC - No Detailed Affiliation Given. Ip 
305. 


80139 Mod 5, extending period of performance to 840612, to "Lease 
Vehicles. " 

NTYRE, G. We Try Harder, Inc. HAGAN, T. F. Division of 
tracts. FIN B-8153. NRC-1 0-82-377. 84/04/04. Ip. 24106:306. 


— 8406010079 Contract: "Fundamental Lab Studies of Th ermo-Convec t : 
Phenomena in Disposal of Commercial Nuclear Waste," awarded 
to Univ of Delaware. 

TRAEANT , E. A Delaware, Univ. of, Newark, DE. MORTON, K. V. 
Division of Contracts. FIN B-8944. NRC-04-84-126. 84/03/30. 

34pp. 24769: 144. 


8406010104 Notification of grant execution: "Document Work on 
Ultrasafe Reactor Concept," awarded to Virginia Polytechnic 
Inst & State Univ. 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1071. 
NRC-G-04— 84— 007. 84/05/15. BATSON, W. Office of Nuclear Reguli 

Research, Director. WOOD.P. NRC - No Detailed Affiliation Givi 
lp. 24767:091. 


— 8406010110 Grant: "Document Work on Ultrasafe Reactor Concept," 
to Virginia Polytechnic Inst & State Univ. 

STEISS, A. W. Virginia Polytechnic Institute & State Univ., 
Blacksburg, VA. MORTON, K. V. Technical Assistance Contracts 
Branch. FIN G-1071. NRC-G-04-84-007. 84/05/15. 2pp. 24767 


8406010112 Notification of contract execution, hod 2, to "Reactor 
Training Ctr Lodging Svc. " Contract : Quality Inn South. 

MCLEAREN, T. Administrative Contracts Branch. NRC-05-81-250. 
84/05/14. DEYOUNG, R C. Director's Office, Office of Inspection 
Enforcement. Ip. 24762:351. 


— 84060101 18 Mod 2, deob 1 i ga ting unliquidated balance, to "Reactor T 
Ctr Lodging Svc. " 

MARLIN, R. C. Quality Inn South. HAGAN, T. F. Administrative 
Contracts Branch. NRC-05-81-250. 84/05/14. lp. 24762:352. 


8406010165 Notification of contract execution: "Stenographic Repor 
Svcs Required by Head quar ter s, NRC Throughout Contiguous US 
Except Wash ington, DC, Metr opo 1 i tan Areas," awarded to Tayloe 
Assoc, Limited. 

DAVIS, K. A. Administrative Contracts Branch. FIN B-8195. 

NRC— 21-84-353. 84/05/15. COTTER, B. P. Atomic Safety and Licens 

Board Panel. LEINS, E. W. , MORAN, D M. NRC - No Detailed Affiliat 
Given. lp. 24764:279. 


— 8406010171 Contract: "Stenographic Reporting Svcs Required by 
Head quarters, NRC Throughout Contiguous US Except Washington, 

DC, Metrop o 1 itan Area." awarded to Tayloe Assoc , Limited. 

RILEY, A. Tayloe Associates. MATTIA, M. J. Administrative Conti 
Branch. FIN B-8195. NRC-21-84-353. 84/05/15. 99pp. 24764:2 


8406010204 Notification of contract execution, Mod 2, to 

"Tel ecommunications Eva lua t i on. Dp era ti ons, Requ irements ic 
Specs for Voice/Data Communi cati on Sys for Region I." 

Contractor; SBA. Subcontractor: KOH Sys, Inc. 

GILDENHORN, A. J. Admi n i strat i ve Contracts Branch. NRC-10-84-254. 
84/04/27. CORLEY, J. H. Division of Facilities St Operations. lp. 
24765: 344. 


— 8406010209 Mod 2, adding supplementary task number, increasi ng coni 
amount it extending period of performance to 840518, to 
"Telecommunications, Evaluation, Operations, Requirements it 
Specs for Voice/Data Communication Sys for Region I. " 

BERGDOLL, T. E. Small Business Administration. KOH, Y. KOH Sysl 
Inc. MATTIA, M. Division of Contracts. NRC-10-84-254. 84/04, 

4pp. 24765:345. 


8406010403 Notification of contract execution, Mod 8, to "Conversion, 
Programming , Imp lementation, Documentation & Acceptance 
Processing of IFMIS. " Contractor : SBA. Subcontractor: 
Technassociates, Inc. 

GILDENHORN, A. Administrative Contracts Branch. FIN B-8172. 

NRC— 10-81-359. 84/05/14. BASSETT, H. S. Division of Data Automal 

it Management Information. WRIGHT, G. NRC - No Detailed Affiliat: 
Given. lp. 24768:068. 


— 8406010416 Mod 8, providing fund cost growth, extend ing period of 
performance to 850612 it clarifying statement of work, to 
"Convers i on, Programming , Imp lementati on, Documentation & 
Acceptance Processing of IFMIS." 

BERGDOLL, T. E. Small Business Administration. SWAN, N. 
Technassociates, Inc. HAGAN, T. F. Division of Contracts. FIN 
B-8172. NRC— 10-81— 359. 84/05/14. 5pp. 24768:069. 


8406020366 Notification of contract execution, Mod 1, to "Review it 
Evaluation of Geologic & Seismic Features of Nuclear Power 
Sites." Contractor : USGS. 

JESSUP, B. Technical Assistance Contracts Branch. NRC-03-84-068. 


NONDOCKETED ITEMS 


t 


6020367 Notification of contract execution: "Review St Evaluation of 
:eo log i c St Seismic Features of Nuclear Power Sites." awarded 
o USGS. 

lESSUP. B. Administrative Contracts Branch. FIN B-8643. 
IRC-03-84-068. 84/05/07. DIGALOMA. T. Office of Nuclear Reactor 

Regulation. Director. GI ESE-KOCH. G. NRC - No Detailed Affiliation 
>iven. Ip- 24769:317. 


1406020377 Ltr Contract NRC-03-S4-068: "Review & Evaluation of Geologic 
S< Seismic Features of Nuclear Power Sites. “ awarded to 
USGS 

MORTON, K. V. Technical Assistance Contracts Branch. FIN B-8643. 
NRC-03-84-06B. 84/02/08. MEDLEY, B. Interior, Dept, of. 

Geological Survey. 16pp. 24769:318. 


>6020374 Notification 
lethodologies Used to 
[mpell Corp. 

■1IGGINS, E. Technical 
34/04/27. DENTON, H. R. 
lirector. SULLIVAN, E. 


of contract execution, Mod 1, to "Assess 
Evaluate Flawed Piping." Contractor: 

Assistance Contracts Branch. NRC-03-84-070. 
Office of Nuclear Reactor Regulation. 

NRC - No Detailed Affiliation Given. Ip. 


24770: 328. 


3406020380 Mod 1, deleting old payment due date it method of payment 
clauses it inserting new clauses. to "Assess Methodologies 
Used to Evaluate Flawed Piping. 

JACOBS, P. R. Impell Corp. MORTON, K. V. Technical Assistance 
Contracts Branch. NRC-03-84-070. 84/04/27. 3pp. 24770:329. 


36020375 Notification of contract execution: "QA Congressional 
Study, " awarded to NC Kist it Assoc, Inc. 

JIGGINS, E. Technical Assistance Contracts Branch. FIN B-8726. 
MRC-05-84-155. 84/04/30. BURDA, A. J. Resource Management Branch. 

3RACH, W. NRC - No Detailed Affiliation Given. Ip. 24801:001. 


3406020381 Contract: "QA Congressional Study, " awarded to NC Kist Sc 
Assoc, Inc. 

HEIDENREICH, J. N. C. Kist Sc Associates, Inc. MORTON, K. V. Division 
of Contracts. FIN B-8726. NRC-05-84-1 55. 84/04/30. 23pp. 

24801: 002. 


06020424 Notification of contract execution, Mod 20, to "Technical 
Assistance to Support NRC IE Personnel in Investigation of 
Incidents. " Contractor: Parameter, Inc. 

WOLLETT , S. Technical Assistance Contracts Branch. FIN B-1302. 
NRC-05-82-249. 84/05/25. BLAHA, J. Director's Office, Office of 

Inspection and Enforcement. L AUDEN, W. NRC — No Detailed Affiliation 

Given. Ip. 24769:357. 


— 8406040075 Mod 8, extending 
"Demographic Projections 
Accidents. " 

* Commerce, Dept, of, . 
Branch. NRC-03-82-1 12. 


period of performance to 840930, to 
Sc Regional Economic Aspects of 

SMITH, P. A. Technical Assistance Coni 
84/05/29. 2pp. 24805:340. 


8406060011 Notification of contract execution: "Region III Data Er 
Svcs, " awarded to SBA/Noriega Communications Corp. 

FLYNN. M. J. Administrative Contracts Branch. FIN D-1207. 

NRC— 33-84-385. 84/04/30. BASSETT, H. S. Management Information 

Branch. RE I MANN, B. L. NRC - No Detailed Affiliation Given. Ip. 
24848: 264. 


— 8406060014 Contract: "Region III Data Entry Svcs," awarded to SI 
Noriega Communications Corp. 

NORIEGA, S. Noriega Communications Corp. * Small Business 
Administration. ABRAHAM, V. Division of Contracts. FIN D-12< 
NRC— 33-84-385. 84/04/30. 24pp. 24848:265. 


8406060035 Notification of contract execution, Mod 5, to "Unau thorn 
Use/SNM. " Contractor: Inti Research & Technology Corp. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-5604. 
NRC— 02— 75-132. 84/05/22. DAVIS, J. Office of Nuclear Material 

Safety it Safeguards, Dir ec tor . Ip. 24665:348. 


— 8406060040 Mod 5, estab 1 ish ing final overhead rate for FY75 it 76, 
"Unauthorized Use/SNM. " 

SOLEY, P. G. International Research it Technology Corp. SMITH, f 
Division of Contracts. FIN B-6694. NRC-02-75-132. 84/05/22. 

24665: 349. 


8406060046 Notification of contract execution: "Purchase of Electi 
Forktruck," awarded to Werres Corp. 

FLYNN, M. J. Administrative Contracts Branch. NRC -1 0-84-26 1 . 
84/05/10. FETROW, G. M. Division of Facilities Operations. 
ESTEP, G. NRC - No Detailed Affiliation Given. Ip. 24849:025. 


— 8406060052 Contract: "Purchase of Electric Forktruck, " awarded 1 
Werres Corp. 

* Werres Corp. MATTIA, M. J. Division of Contracts. 

NRC-1 0-84-261. 84/05/10. 58pp. 24849:026. 


8406060190 Notification of contract execution: "Region I Data Entt 
Support Svcs," awarded to Superior Keypunch it Svc Co it SBA. 
FIELDS, J. A. Administrative Contracts Branch. FIN D-1206. 

NRC— 33-84-384. 84/04/30. BASSETT, H. S. Office of Resource 
Management, Director. SALLUSTIO, I. Region 1< Office of Directt 
lp. 24665:188. 


B406020434 Mod 20, increas ing funding, to "Technical Assistance to 
Support NRC IE Personnel in Investigations of Incidents. " 

* Parameter, Inc. SMITH, P. A. Division of Contracts. FIN B-1302. 
NRC-05-82-249. 84/05/25. lp. 24769:358. 


D604001 7 Notification of contract execution, Mod 2, to "Integral Sys 
Test Program - Once Through Integral Sys & Multiloop 
Integral Sys Test Components." Contractor : B&W. 

WQLLETT , S. Technical Assistance Contracts Branch. FIN B-B9Q9. 
NRC-04-83-168. 84/05/21. BATSON, W. Office of Nuclear Regulatory 

Research, Director. YOUNG, M. NRC - No Detailed Affiliation Given, 
lp. 24807:354. 


— 8406060222 Contract: "Region I 
Superior Keypunch & Svc Co it 
PACE, E A. Superior Keypunch 
Business Administration. * 
FIN D-1206. NRC-33— 84— 384. 


Data Entry Support Svcs, " awardei 
SBA. 

it Service Co. COLLINS, L. S. Sma] 
NRC - No Detailed Affiliation Gi^ 
84/04/30. 2pp. 24665:109. 


— 8406060227 Contract: "Region I Data Entry Support Svcs," awardei 
Superior Keypunch it Svc Co it SBA. 

COLLINS, L. S. Small Business Administration. MATTIA, M. J. 
Administrative Contracts Branch. FIN D-1206. NRC-33-84-384. 

84/04/30. 98pp. 24665: 191. 


8406040019 Ltr Contract NRC-04-83-168, Mod 2, providing incremental 
funding, to "Integral Sys Test Program - Once Through 
Integral Sys *c Multiloop Integral Sys Test Components. " 

SMITH, P. A. Division of Contracts. FIN B-8909. NRC-04-83-168. 

84/04/30. LUKASIK, M. Babcock & Wilcox Co. lp. 24807:355. 


06040022 Notification of contract execution, Mod 9, to "Confirmatory 

Research re Dating of Groundwater. " Contractor : Uni v of 

Arizona. 

WOLLETT , S. Technical Assistance Contracts Branch. FIN B-6628. 
NRC-04— 78-272. 84/05/21. BATSON, W. Office of Nuclear Regulatory 

Research, Director. BIRCHARD, G. NRC - No Detailed Affiliation 
Given. lp. 24807:343. 


8406040027 Mod 9, funding action, extending period of performance to 
850101 it revising work statement, to "Conf irmatory Research 
re Dating of Groundwater. " 

WHEELER, J. T. , SWENSON, F. A. Arizona State Univ. , Tempe, AZ. 

SMITH, P. A. Technical Assistance Contracts Branch. FIN B-6628. 
NRC -04-78-272. 84/05/21. 10pp. 24807:344. 


06040072 Notification of contract execution, Mod 8, to "Demo grap h ic 
Projections Sc Regional Economic Aspects of Accidents. " 


8406060326 Notification of contract execution: "Feasibility Study 
Constructing Multipurpose Integral Test Facility," awarded 
to Ybarrondo Assoc -Scien -Tech, Inc. 

MORTON, K. V. Technical Assistance Contracts Branch. FIN D-1160. 
NRC— 04— 84-130. 84/05/15. BASSETT, 0. E. Division of Accident 

Evaluation. LANDRY, R. NRC - No Detailed Affiliation Given. 1| 
24665: 023. 


— 8406060331 Contract: "Feasibility Study of Constructing Multipu 
Integral Test Facility, " awarded to Ybarrondo Assoc-Scien- 
Tech, Inc. 

YBARRONDO, L. J. Ybarrondo Associates. MORTON, K. V. Division 

Contracts. FIN D-1160. NRC-04-84-130. 84/05/15. 49pp. 

24665: 024. 


8406080282 Notification of contract execution, Mod 2, to "Medical U 
Radioisotopes." Contractor : Univ of Texas. 

GILDENHORN, A. J. Administrative Contracts Branch. FIN B-8711. 
NRC-05— 83-221. 84/06/01. DEYOUNG, R. C. Direc tor 's Of f ice, Off 

Inspection and Enforcement. HASSELBERG, R. NRC - No Detailed 
Affiliation Given. lp. 24879:026. 


— 8406080285 Mod 2, adding provision & funding option course, lengt 


L 10007 Notification of contract executi on/ Mod 3, to "Purchase of 
lell/Ware 1800 'F' Microfiche Printer." Contractor: 
leran fine. 

JKIN5, D. A. Technical Assistance Contracts Branch. NRC- 1 0-83-723. 
06/01. BESAW, W. Division of Technical Information it Document 
itrol . SKQCZLAS, J. NRC - No Detailed Affiliation Given. Ip. 

197: 169. 


6110010 Mod 3, defining negotiation of consideration for extension 
f delivery date of microfiche printer to 840509, to 
Purchase of Dybell/Ware 1800 'F' Microfiche Printer. *' 

ISE* M. A. Tameran, Inc. HAGAN* T. F. Division of Contracts. 

RC— 1 0—83—723 84/06/01. 2pp. 24897: 170. 


20082 Notification of contract execution. Mod 5. to "West Valley 
te Burial. *' Con trac tor : State Univ of New York. Albany. 

E. M. Technical Assistance Contracts Branch. FIN B-6350. 
-04-79-205. 84/06/05. BATSON. W. Office of Nuclear Regulatory 

earc h, Director. NICHOLSON. T. NRC - No Detailed Affiliation 
en. Ip. 24898:359. 


b!20083 Mod 5. extending period of performance until 840630. to 
Jest Valley Waste Burial. " 

New York. State Univ. of. Albany, NY. GUSTAVE, R. P. Division of 
mtrac ts. FIN B-6350. NRC-04-79-205. 84/06/05. 2pp. 

^98: 360. 


>0526 Notification of contract e xecution, Mod 8, to "On Call Maint 
NRC Computer Peripheral Equipment." Contractor: 
iuter Sys Support Corp. 

.MAN, J. Administrative Contracts Branch. FIN B-8174. 

•33-83-451. 84/05/30. BASSETT, H. S. Division of Data Automation 

inagement Information. UOHNSON, C. NRC - No Detailed Affiliation 
n. Ip. 24897:319. 


,120528 Mod 8, adding addl equipment, to "On Call Maint for NRC 
mputer Peripheral Equipment. " 

!ENE, R. A. Computer Systems Support Corp. HAGAN, T. F. Division of 
ntracts. FIN B-8174. NRC-33-83-451 . 84/05/30. Ip. 24897:320. 


!0540 Notification of contract execution: "Foreign Fuel Cycle 
, " awarded to Nuclear Assurance Corp. 

INS, E. J. Technical Assistance Contracts Branch. FIN D-1012. 
02-84—003. 84/06/04. BROWN, R. S. Program Support Branch. 

, B. NRC - No Detailed Affiliation Given. Ip. 24897:295. 


120544 Contract: "Foreign Fuel Cycle Data. " awarded to Nuclear 
surance Corp. 

RGUSON. D. B. Nuclear Assurance Corp. MORTON, K. V. Division of 
ntracts. FIN D-1012. NRC-02-84-003. 84/06/04. 15pp. 

897:296. 


0016 Notification of contract execution, Mod 14, to "Site 
ability Assessments Based on Seepage it Groundwater 
itions Associated W/U Recovery Operations." Contractor: 
iams it Assoc, Inc. 

L, D. Technical Assistance Contracts Branch. NRC-02-8 1-039. 

6/04. SMITH, D. R. Uranium Recovery Field Office. GARCIA, P. NRC 
Detailed Affiliation Given. Ip. 24936:346. 


130020 Mod 14, adding no cost extension to 840930, to "Site 
itability Assessments Based on Seepage & Groundwater 
nditions Associated W/U Recovery Operations." 

-LIAMS, R. E. Williams it Associates. SMITH, P. A. Division of 

itracts. NRC— 02-81— 039. 84/06/04. 2pp. 24936:347. 


3213 Notification of contract execution, Mod 1, to "Maint it 
ation of LPDR. " Contractor: Arkansas Tech Univ. 

INS, D. Administrative Contracts Branch. NRC-10-84-243. 

3/30. FELTON, J. M. Division of Rules and Records. SOUDER, J. 
- No Detailed Affiliation Given. Ip. 24937:001. 


130214 Mod 1, correcting identification numbers on specific items of 
/t furnished property listed in Article XIII, to "Maint 
Dperation of LPDR. " 

JOHN, W. A. Arkansas Tech Univ., Russellville, AR. HAGAN, T. F. 

/is ion of Contracts. NRC- 10-84-423. 84/05/30. 2pp. 24937:002. 


3001 Notification of contract execution: "CITADEL Code Mods it 
Jlogical Calculations, " awarded to BMCL. 

3EN, L. Technical Assistance Contract* Branch. FIN B-8696. 
34—84—1 14. 84/05/15. GRENIER, B. L. Office of Nuclear Reactor 

[ation, Director. AKSTULEWICZ, F. NRC - No Detailed Affiliation 
i. 1pp. 24939:251. 


3001 Notification of contract execution: "CITADEL Code Mods it 
ilogical Calculations, " awarded to BMCL. 

>EN, L. Technical Assistance Contracts Branch. FIN D-1140. 
> 4 - 84 - 114 . 04/05/15. GRENIER, B. L. Office of Nuclear Reactor 

ation, Director. 2pp. 24939:251. 


8406140042 Notification of contract e x ec ut i on, Mo d 3, to "Reviewing 
Hydrogeolog ic Investigations of Bedded it Dome Salt Basins - 
Project B. " Contractor: Golder Assoc, Inc. 

FLEENOR, C. Technical Assistance Contracts Branch. NRC-02-83-0; 
84/05/24. DAVIS, J. Office of Nuclear Material Safety it 
Safeguards, Director. COOKE, B. NRC - No Detailed Affiliation G 
lp. 24939:235. 


— 8406140046 Mod 3, revising performance schedule, to "Reviewing 
Hydrogeologic Investigations of Bedded 8c Dome Salt Basins - 
Project B. " 

TALBOT, R. Golder Associates. SMITH, P. A. Division of Central 
NRC— 02-83— 034. 84/05/24. 5pp. 24939:236. 


8406150077 Notification of contract e x ec ut i on , Mo d 3, to "NOAA 
Meteorological On-Call Technical Assistance Program 1. " 
Contractor: NOAA. 

FLEENOR, C. Technical Assistance Contracts Branch. NRC-OS-Bl-OS 
84/05/22. MATTSON, R. J. Division of Systems Integration (post 
811005). SPICKLER, I. NRC - No Detailed Affiliation Given. lp. 
24960: 337. 


— 8406150081 Mod 3. extending period of performance until 840430 at 
cost, to "NOAA Meteorological On-Call Technical Assistance 
Program 1 . " 

MAHLER, R. J. Commerce, Dept, of, Natl. Oc eanographic 8c Atmosph 
Administration. SMITH, P. A. Division of Contracts. NRC-03-81 
84/05/22 lp. 24960:338. 


8406150089 Notification of contract execution: "Twelfth Water Reac 
Research Meeting." awarded to SA Szawlewicz. 

FIELDS, J. A. Admini strative Contracts Branch. FIN D-1145. 

NRC— 04-84-1 22. 84/05/05. BASSETT, 0. E. Division of Accident 

Evaluation. BATSON, W. NRC - No Detailed Affiliation Given. lp 
24960: 296. 


— 8406150091 Contract: "12th Water Reactor Research Meeting, " awar 
SA Szawlewicz. 

SZAWLEWICZ. S. A. Szawlewicz, S. A. MATTIA, M. J. Administrative 
Contracts Branch. FIN D-1145. NRC-04-84-122. 84/05/05. 40p 

24960: 297. 


8406150099 Notification of contract execution. "Stenograp h ic Repor 
Svcs Required by Headquarter s, NRC in Was h i n g ton, DC 
Metropolitan Area," awarded to Free State Reporting, Inc. 

DAVIS, K. A. Administrative Contracts Branch. NRC-17-84-327. 
84/05/15. CHILK, S. J. Office of the Secretary of the Commission 
SULLIVAN, P. A. , BAILEY, A. R. NRC - No Detailed Affiliation Given. 
24960: 149. 


— 8406150103 Contract: "Stenographic Reporting Svcs Required by 
Headquarters, NRC in Wash ington, DC Metropolitan Area." 
awarded to Free State Reporting, Inc. 

* Free State Reporting, Inc. MATTIA, M. J. Division of Contra 
NRC-17-84-327. 84/05/15. 106pp. 24960: 150. 


8406150107 Notification of contract ex ec ut i on, Mod 8, to "Info Mgt S' 
for NRC Operations Ctr. " Con trac tor : Ph oeni x Assoc, Inc. 

GILDENHORN, A. J. Administrative Contracts Branch. FIN B-8709. 
NRC— 05-83-218. 84/06/07. MUIR, A. P. Director's Office, Office i 

Inspection and Enforcement. BADINI.B. NRC - No Detailed Affili. 
Given. lp. 24960: 146. 


— 8406150110 Mod 8, adjusting provisional indirect billing rates 
retroactively it increasing total contract amount, to "Info 
Mgt Sys for NRC Operations Ctr. " 

FENSTERSTOCK, J. Phoenix Associates, Inc. HAGAN, T. F. Divisioi 
Contracts. FIN B-8709. NRC-05-83-218. 84/06/07. 2pp. 

24960: 147. 


8406150248 Notification of contract exec ut ion, Mod 9, to "Info Mgt Si 
for NRC Operations Ctr." Con trac tor : Ph oeni x Assoc, Inc. 

GILDENHORN, A. J. Administrative Contracts Branch. FIN B-8709. 
NRC-05-83-218. 04/06/06. BASSETT, H. S. Division of Data Automa 

it Management Information. BADINI, B. NRC - No Detailed Affiliat 
Given. lp. 24960:351. 


— 8406150254 Mod 9, exercising option to extend period of performan 
through 840831, to "Info Mgt Sys for NRC Operations Ctr. " 

* Phoenix Associates, Inc. HAGAN, T. F. Division of Contracts 
FIN B-8709. NRC-05-83-218. 84/06/06. 2pp. 24960:352. 


8406150325 Notification of contract execution, Mod 3, to "Technical 
Assistance for Design Review. " Contractor : Eng ineers Inti, 

Inc. 

FLEENOR, C. Technical Assistance Contracts Branch. NRC-02-82-03 
84/05/22. DAVIS, J- Office of Nuclear Material Safety it 
Saf eguards, Director. TIKTINSKY. D. NRC - No Detailed Affiliatio 
Given lp. 24960:361. 


—8406150330 Mod 3- adding 
Assistance far Design 
SINGH> M. M. Engineers 
Assistance Contracts 1 
24960. 362 


no cost extension until 850718* to "Technical 

Review ” ,, L . 
International* Inc SMITH* P. A Technical 
(ranch. NRC -02-82-030. 84/05/22. Ip. 


8406190053 Notification of contract exec uti on. Mod 7, to “Stenographic 
Remortino Svcs “ Contractor Tayloe Assoc. 

MCLEAREN* T Division- of Contracts FIN B-8177. NRC-17 83 399. 
84/06/08 HOYLE. J.C Office of the Secretary of the Commission. 
SULLIVAN, P . MOfiAN. D. NRC - No Detailed Affiliation Given. Ip. 
25025. 346 


—8406190055 Mod 7* increasi 
Reporting Svcs. 

* Tayloe Associates, 
B-8177 NRC-1 7-83-399. 


ng total amount ob 1 i gat ed. to "Stenograph 

HAGAN. T . F Division of Contracts. FIN 

84/06/08 2pp. 25025:347. 


ic 


8406190527 Notification of contract execution. Mod 1. to "Maint & 
Operation of LPDRs M Contractor GA Dow Memorial Library. 

HAWKINS. D A Administrative Contracts Branch. NRC-1 0-83-743. 
84/06/05 FELTON. J. Division of Rules and Records. SOUDER, J. 
- No Detailed Affiliation Given. Ip. 25036:313. 


NRC 


8406200111 Notification of 
Distribution & Inventory 
Sy s. Inc . 

GILDENHORN, A. J. Technica 
NRC— 10-83-332. 84/06/05. 

Information & Document Co 
Affiliation Given. Ip. 


contract e x ec ut i on . Mod 9. to "I 
Svcs." Contractor: Computer Da 

1 Assistance Contracts Branch 
BESAW, W. J. Division of Tec 
ntrol. SCHAEFFER. C. NRC - N 
25052:317. 


—8406200114 Mod 9 , rewriting statement of wor k, ad just ing 
schedule* adjusting govt property & reducing contract 
to “Publication Distribution S< Inventory Svcs. " 
KENDALL, C. M. Computer Data Systems^ Inc. HAGAN. T. F 
Assistance Contracts Branch. 

25052: 318. 


NRC— 10-83-332. 84/06>/ 


8406200233 Notification of contract execution: "Severe A 
Research Program & Policy Development, " awarded to SC& 
FLYNN, M J. Administrative Contracts Branch. FIN B-13 
NRC- 19-84-341. 84/05/29. ZERSE, J. E. Office of Polic 

GOODWIN, E. NRC - No Detailed Affiliation Given. Ip. 


—8406200246 Contract: "Severe Accident Research Program 
Development, " awarded to SC&A, Inc, 

COHEN, S. SC&A, Inc. MATTIA, M. J. Administrative Co 
FIN B-1314. NRC— 19-84-34 1 . 84/05/29. 64pp. 2505 


8406190531 Mod 1, correcting identif ication numbers for govt furnished 

property listed in Article XIII, to “Maint & Operation of 
LPDRs " ... 

BYERS. R Midland. MI. HAGAN, T. F Division of Contracts. 

NRC- 10-83-743 84/06/05. 2 pp 25036:314. 


8406190530 Notification of contract execution, Mod 2, to "Maint & 
Operation of LPDRs." Contrac tor: Ar kansas Tech Univ. 

HAWKINS, D. A Administrative Contracts Branch. NRC-1 0-84-243. 
84/06/08 FELTON, J. Division of Rules and Records. SOUDER, J. NRC 
- No Detailed Affiliation Given lp 25034:359. 


— 8406190535 Mod 2. extending period of performance through 850521, to 
"Maint % Operation of LPDRs. “ 

VAUGHN, W. A. Arkansas Tech Univ., Russellville, AR. HAGAN, T. F. 
Division of Contracts. NRC— 10-84— 243. 84/06/08 2pp. 25034:360. 


8406190553 Notification of contract execution, Mod 1, to "Maint & 
Operation of LPDRs " Contrac tor : Un iv of New Orleans 
HAWKINS, D A. Administrative Contracts Branch. NRC-10-B3-727. 
84/06/05 FELTON. J. Division of Rules and Records. SOUDER, J. NRC 
- No Detailed Affiliation Given. lp- 25037:327. 


--8406190554 Mod 1, correcting identification numbers for govt-furnished 
property listed in Article XIII. to "Maint & Operation of 
LPDRs “ 

GIBBS, P. M. New Orleans, Univ. of. New Orleans, LA. HAGAN, T. F. 
Division of Contracts. NRC-10-83-727. 84/06/05. 2pp. 25037:328. 


8406190588 Notification of contract execution. Mod 1, to "Maint & 
Operation of LPDR " Contractor : San Clemente, CA Public 
Library 

HAWKINS, D A. Administrative Contracts Branch. NRC-1 0-84-244. 
84/06/08 FELTON, J. M. Division of Rules and Records. SOUDER, U. 
NRC - No Detailed Affiliation Given lp. 25029:298. 


- -8406190593 Mod 1, correcting identification number on govt-furnished 
property listed under Article XIII, to "Maint & Operation of 
LPDR. " 

SMITH. E. M. San Clemente. CA HAGAN. T. F. Division of Contracts. 
NRC-1 0-84-244. 84/06/08. 2pp 25029:299. 


8406200001 Notification of contract execution. Mod l,to "Maint It 
Operation of LPDR. " Contractor : Phoenix, AZ Public Library. 

HAWKINS, D A. Administrative Contracts Branch. NRC-1 0-83-734. 
84/06/05. FELTON. J. Division of Rules and Records. lp. 25053:334. 


— 8406200002 Mod 1. correcting identification numbers for govt-furnished 
property, to “Maint It Operation of LPDR. " 

COLLEY. J. A. Phoenix, AZ. HAGAN, T. F. Administrative Contracts 
Branch. NRC -10-83- 734. 84/06/05. 2pp. 25053:335. 


8406200521 Notification of contract exec ution, Mod 9, to " 
for Computer Peripheral Equipment. " Contrac tor: Compute 
Support Corp. 

PERLMAN, J Administrative Contracts Branch. FIN B-Bl 
NRC-33— 83-451. 84/06/12. BASSETT, H. S. Division of D 

It Management Information. JOHNSON, C. NRC — No Detail 
Given. lp. 25068: 191. 


— 8406200524 Mod 9, adding funds, to "On-Call Maint for Co 
Peripheral Equipment. " 

# Computer Systems Support Corp. HAGAN, T. F. Divis 
Contracts. FIN B-8174. NRC-33-83-45 1 . 84/06/12. 


B406200555 Notification of contract execution: "Maint It 
LPDR," awarded to Pottstown, PA Public Library. 

HOPPER, A. Administrative Contracts Branch. NRC-10-84 
84/05/23. FELTON, J. M. Division of Rules and Records. 
NRC - No Detailed Affiliation Given. lp. 25068:160. 


— 8406200557 Contract: "Maint S< Operation of LPDR, " au»ar 
Pottstown, PA Public Library. 

HOFF AKER, M. Pottstown, PA. HAGAN, T. F. Division of 
NRC- 10-84-273. 84/05/23. 7pp. 25068:161. 


8406210007 Notification of contract execution: "Preventi 
8 1 On-Call Maint on Data General Computer It Peripheral 
Equipment,' 1 awarded to Data Consultants. 

FLYNN, M. J. Administrative Contracts Branch. FIN B-16 
NRC-33— 84-386, 84/06/14. BASSETT, H. S. Division of C 
& Management Information. JOHNSON, C. NRC — No Detail 
Given. lp. 25091:320. 


— 8406210010 Contract: "Pre vent ive. Remed ia 1 l< On-Call ha 
General Computer It Peripheral Equipment, " awarded to 
Consultants. 

* Data Consultants, Inc. MATTIA, M. J. Division of 
B-1663. NRC— 33-84-386 . 84/06/14. 37pp. 25091:321 


8406210019 Notification of contract execution. Mod 9, to " 
Masses. " Contractor : Un iv of Arizona. 

PAGE, M. Administrative Contracts Branch. FIN B-6627. 
NRC-04— 78-271. 84/06/08. BATSON, W. Office of Nuclea 
Research, Director. DOYLE, F. L. NRC - No Detailed Aff 
lp. 25091:300. 


— 8406210021 Mod 9, funding action to cover June 1983 - £ 
cost growth, to "Sealing Rock Masses." 

SWENSON, F. A. Arizona, Univ. of, Tucson, AZ. MORTOh 
of Contracts. FIN B-6627. NRC-04-78-271 . 84/06/0£ 
25091:301. 


8406200007 Notification of contract execution. Mod 2, to "Maint St 
Operation of LPDR, “ Contractor: Richland, WA Public Library. 
HAWKINS. D A. Administrative Contracts Branch. NRC-10-83-746. 
§4/06/00. FELTtM, J. M. Division of Rules and Records. lp. 
25053 329 


8406210023 Notification of contract executi on. Mod 1, to ' 
Study of Constructing Multipurpose Integral Test Facil 
Contractor: Ybarrondo Asso c-Sc i en-Tec h , Inc. 

MORTON, K. V. Technical Assistance Contracts Branch. F 
NRC— 04-84-130. 84/05/29. BASSETT, 0. E. Division of f 

Evaluation. LANDRY, R. NRC - No Detailed Affiliation 
25114: 361. 


— 8406200008 Mont 2, correcting 
furnished property listed 
Operation of LPDR. “ 

FOLEY » K. E. Richland. WA. 
NRC- 10-83-746. 04/06/08. 


identif ication numbers on items of govt 
in Article XIII, to "Maint St 

HAGAN, T. F„ Division of Contracts. 

2pp. 25053:330. 


■8406210031 Mod 1, correcting contract period of perforn 
"Feasibility Study of Constructing Multipurpose Inti 
Test Fac i 1 ity . " 

YBARRONDO, L. J. Ybarrondo Associates. MORTON, K. V. 
Contracts. FIN D-1160. NRC-04-84-130. 84/05/29. 


NONDOCKETED ITEMS 


110067 Notification of contract execution. Mod 4, to "Monthly Updates 
'NRC Rules & Records'". 

IKINS, D. A. Administrative Contracts Branch NRC-10-83-350. 

05/22. FELTON. U. M. Division of Rules and Records. PHILLIPS. U. 

- No Detailed Affiliation Given lp. 25114 354 


6210072 Mod 4. extending period of performance to 850607 te changing 
onsideration & payment, to "Monthly Updates of 'NRC Rules & 
ecor d s ' “. 

ELSON, J. Metrotec, Inc. HAGEN, T. F. Division of Contracts. 

=?C-1 0-83-350. 84/05/22. 2pp. 25114:355. 


10305 Notification of contract e x ec ut i on, Mod s 4 & 5, to "Design, 
jrammi ng , Test ing » Train ing » Imp 1 ementat i on St Documentation 
.icensing Mg t Sys. " Contractor: Advanced Tec hno 1 o gy , I nc. 

.MAN, J. Administrative Contracts Branch. FIN B-1007-3. 
-33-83-464. 84/06/13. BASSETT, H. Division of Data Automation & 

igement Information. MACWILL I AMS. M. NRC - No Detailed 

Lliation Given. lp. 25069:261. 


>210307 Mod 4, adding one-time travel to region, to "Design, 
•ogramming. Testing, Training, Implementation & Documentation 
: Licensing Mgt Sys. " 

ITITO, M. A. Advanced Technology, Inc. HAGAN, T. F. Division of 
intracts. FIN B-1007-4. NRC-33-83-464. 84/06/13. 2pp. 

>069: 262. 


210312 Mod 5, adding one-time travel to region, to "Design, 
ogr amming , Test ing , Tra ining. Imp 1 ementat i on & Documentation 
Licensing Mgt Sys. " 

Advanced Technology, Inc. MATTIA, M. J. Division of Contracts. 
N B-1007-4. NRC— 33— 53-464. 84/06/15. lp. 25069:264. 


210313 Confirms listed items re Mod 4 to NRC-33-83-464 , p er S40529 
Icon. 

RES, S. M. Advanced Technology, Inc. 84/05/29. PERLMAN, J. 
vision of Contracts. lp. 25069:265. 


0503 Notification of contract execution, Mod 3, to "Maint for IBM 
Cards & Memory Typewriters." Contractor : Technical 
ial i t i es, Inc. 

MAN, J. Administrative Contracts Branch. NRC-33-83-459. 

6/08. BASSETT, H. Office of Resource Management, Director. 

SON, C. NRC - No Detailed Affiliation Given. lp. 25093:272. 


210505 Mod 3, extending period of performance to 840702, to "Maint 
r IBM Mag Cards & Memory Typewriters. " 

Technical Specialties, Inc. HAGAN, T. F, Division of Contracts. 
1—33—83—459. 84/06/08. lp. 25093:273. 


)029 Notification of contract execution: "Computer Output 
jfilm Svcii " awarded to Mi cr of orm, Inc . 

'ii U. Administrative Contracts Branch. FIN D-1221. 
10—84—255. 84/06/13. BESAUI, W. J. Division of Technical 

•(nation & Document Control. SKOCZLAS, J. NRC - No Detailed 
.iation Given. lp. 25128:261. 


530032 Contract: “Computer Output Microfilm Svcs. " awarded to 
:roform, Inc. 

ICCHIQ, J. P, Microform, Inc. MATTIA, M. J. Division of Contracts. 
:N D-1221. NRC— 10— 84— 255. 84/06/13. 22pp. 25128:262. 


‘30036 So I i c i tat ion, of f er & award of "Computer Output Microfilm 
:s" to Microform, Inc. 

)CCHIO, J. P. Microform, Inc. * Division of Contracts. FIN 
.221. NRC — 10— 04— 255. 84/06/13. 69pp. 25128:284. 


>376 Notification of contract execution, Mod 1, to "Maint & 
ition of LPDRs. " Contrac tor: Cal ifornia Polytechnic State 

NS, D. A. Administrative Contracts Branch. NRC-1 0-83-737, 
r/14. FELTON, J. M. Division of Rules and Records. SOUDER, J. 
■ No Detailed Affiliation Given. lp. 25128:139. 


30381 Mod 1> correcting identification number for items of govt 
nished property listed in Article XIII, to "LPDRs." 

IDRETH, J. R. California Polytechnic State Univ. , San Luis Obispo, 
HAGAN, T. F. Division of Contracts. NRC-10-83-737. 84/06/14. 

25128: 140. 


081 Notification of contract execution, Mod 4, to "Technical 
tanc « for* Runoort of Anoraisal Team (CAT) 


— 8406250088 Ltr contract NRC — 05— 84— 1 52, Mod 4, increasing cost cei' 
by $120, 000, to "Technical Assistance for Support of Const 
Appraisal Team (CAT) Insps." 

MORTON, K. V Technical Assistance Contracts Branch. FIN B-87: 
NRC -05-84-1 52. 84/05/07. LOFY. R. A. Parameter, Inc. lp. 

25139 354. 


8406250090 Notification of contract e x ec u t i on , Mod 4, to "Electrica: 
& Instrumentation Technology & Codes Course. " Contractor: 

GE. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-1258. 

NRC -05— 81-261. 84/06/18. MUIR, A. P. Director's Office, Office 

Inspection and Enforcement. HASSELBERG, F. W. NRC - No Detailed 
Affiliation Given. lp. 25153:153. 


• — 8406250094 Mod 4, exercising options for 1984 courses, providing ^ 
amending Articles V,VII & IX, to "Electrical & 

Instrumentation Technology & Codes Course. " 

MACDONALD, P. F. General Electric Co. SMITH, P. A. Division of 
Contracts. FIN B-1258. NRC -05-8 1-261. 84/06/18. 2pp. 

25153: 154 


8406250102 Notification of contract execution, Mod 5, to "Monthly Up 
of NRC Rules & Regulations. " Contractor: Metrotec, Inc. 

HAWKINS, D. A Administrative Contracts Branch. NRC-10-83-350. 
84/06/18. FELTON, J. M. Division of Rules and Records. PHILLIPS 
NRC - No Detailed Affiliation Given. lp. 25137:361. 


— 8406250106 Mod 5, changing negotiated provisional rates, to "Month 
Update of NRC Rules & Regulations. " 

NELSON, U. E. Metrotec, Inc. HAGEN, T. F. Division of Contracts 
NRC-10-83-350. 84/06/18. lp. 25137:362. 


8406250109 Notification of contract execution, Mod 2, to "Potential 
Flood Levels of Trojan Nuclear Power Plant. " Contractor: 

USGS. 

WIGGINS, E. U. Technical Assistance Contracts Branch. FLEENOR, C. 
Division of Contracts. NRC-03-84-081 . 84/06/04. EISENHUT, D. G. 
Division of Licensing. BAJWA,S. S. NRC - No Detailed Affiliatio 
Given. ip. 25139:346. 24X Fiche: 50-344, 84/06/04, 8406250109. 


— 8406250120 Mod 2, correcting contract number, to "Potential Flood ( 
of Trojan Nuclear Power Plant. " 

* Interior, Dept, of. Geological Survey. MQRTON»K. L. Divisii 
Contracts. NRC-03-84-081. 84/06/04. lp. 25139:347. 24X 

Fiche: 50-344, 84/06/04, 84062501 09. 


8406260016 Notification of contract execution: "Research Support fi 
Rulemaking," awarded to BMI. 

EDGEWORTH, P. , PAGE, M. Technical Assistance Contracts Branch. F; 
D-1106. NRC-04-84- 101 . 84/06/04. BATSON, W. Office of Nuclear 

Regulatory Research, Director. RATHBUN,P. NRC — No Detailed 
Affiliation Given. lp. 25157:309. 


— 8406260020 Contract: "Research Support for Rulemaking," awarded i 
BMI. 

* Battelle Memorial Institute, Columbus Laboratories. MORTON, 
Division of Contracts. FIN D-1106. NRC-04-84- 101. 84/06/04. 

14pp. 25157:310. 


8406260065 Notification of contract execution. Mod 21, Task Order 61, 
"Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents." Contractor : Parameter, Inc. 

WOLLETT , S. Technical Assistance Contracts Branch. FIN B-1302. 
NRC-05-82-249. 84/06/18. BLAHA, J. Director's Office, Office oi 

Inspection and Enforcement. LAUDAN, W. NRC — No Detailed Affili « 
Given. Ip. 25157:255. 24X Fiche: 50-382, 84/06/18, 8406260065. 


— 8406260070 Mod 21, issuing Task Order 61 & Rev 1 for activities ai 
Waterford 3, to "Technical Assistance to Support NRC IE 
Personnel in Investigations of Incidents. " 

LOFY, R. A. Parameter, Inc. SMITH, P. A. Division of Contracts. 
B-1302. NRC-05-82-249. 84/06/18. 3pp. 25157:256. 24X 

Fiche: 50-382, 84/06/ IB, 8406260065. 


8406260135 Notification of contract execution: "El ec trostat i c Copy 
Svcs, " awarded to TS Info Sys, Inc. 

FIELDS, J. Administrative Contracts Branch. NRC-1 7-84-324. 

84/06/11. HOYLE, J. Office of the Secretary of the Commission. 
KRONEBUSCH, J. NRC - No Detailed Affiliation Given. lp. 25154: 


— 8406260140 Contract: "Electrostatic Copying Svcs, " awarded to TS 
Sus, Inc. 
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NONDOCKETED ITEMS 


(406260236 Mod 3i changing project officer, to "Automated Library 
Sys. " 

* ONLINE Computer Systems, Inc. HAGAN, T. F. Division of 
Contracts. NRC-33-83-454. 84/06/18. Ip. 25154:350. 


•6260497 Notification of contract execution, Mod 2, to "Mod of 
listing Air Pathway Model for Low Level Waste Assessment & 
"raining Course." Contrac tor : NOAA. 

'AGE, M. Technical Assistance Contracts Branch. FIN B-7359-3. 
IRC— 02— 83-031 . 84/06/20. BROWN, R. S. Program Support Branch. 
IEUDER. S. NRC - No Detailed Affiliation Given. Ip. 25158:311. 


1406260498 Mod 2, extending period of performance to 840630 at no addl 
cost, to "Mod of Existing Air Pathway Model for Low Level 
Waste Assessment & Training Course. " 

MAHLER, R. J. Commerce, Dept, of, Natl. Oceanographic & Atmospheric 
Administration. SMITH, P. A. Division of Contracts. FIN B-7359-3. 
NRC— 02— 83-031 . 84/06/20. Ip. 25158:312. 


>6260500 Notification of contract execution, Mod 22, to "Technical 
assistance to Support NRC IE Personnel in Investigations of 
Incidents. " Contractor : Parameter, Inc. 

IALLETT, S. Technical Assistance Contracts Branch. FIN B-1302. 

IRC— 05-82— 249. 84/06/18. BLAHA, J. Director's Office, Office of 

Inspection and Enforcement. LAIDAN, W. NRC - No Detailed Affiliation 
riven. Ip. 25158:222. 


1406260503 Mod 22, extending period of performance to 841031, to 
"Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents. " 

LOFY, R.A. Parameter, Inc. SMITH, P. A. Division of Contracts. FIN 
B-1302. NRC— 05-82-249. 84/06/18. Ip. 25158:223. 


>6260506 Notification of contract execution, Mod 5, to "Thermal 
Stresses in Waste Disposal Sys." Contractor: Iowa State Univ. 

5ILVIS, R.M. Technical Assistance Contracts Branch. FIN B-6340. 
IRC— 04— 78— 268. 84/06/06. BATSON, W. Office of Nuclear Regulatory 

tesearch, Director. KIM, K. S. NRC - No Detailed Affiliation Given, 
p. 25158:206. 


>406260510 Mod 5, providing no-cost extension through 840515 to complete 
final rept,to "Thermal Stresses in Waste Disposal Sys." 

* low a State Univ. , Ames, IA. SMITH, P. A. Division of Contracts. 

FIN B-6340. NRC -04-78-268. 84/06/06. 2pp. 25158:207. 


>6260550 Notification of contract ex ecuti on, Mod 1, to "Specialized 
r ile Folders." Contrac tor : Ames Safety Envelope Co. 

'ERLMAN, J. Admini strative Contracts Branch. NRC-1 0-83-329. 
>4/06/08. HOYLE, J. C. Office of the Secretary of the Commission. 
5TUCKY, S. NRC - No Detailed Affiliation Given. Ip. 25158:053. 


540 626 0 5 53 Mod 1, deob 1 i ga t ing remaining funds 8c closing out contract, 
to "Specialized File Folders." 

MCCONNELL, D. R. Ames Safety Envelope Co. HAGAN, T. F. Division of 
Contracts. NRC-10-B3-328 . 84/06/08. Ip. 25158:054. 


>6280053 Notification of contract execution: “Comprehensive Current 
IReal-Time) Geophysical Data Storage 8 ,. Retrieval Sys," 

■warded to WSI Corp. 

IOLEMAN, R. Administrative Contracts Branch. NRC-33-84-405. 
>4/06/07. BASSETT, H. S. Office of Resource Management, Director. 
JOHNSON, C. NRC - No Detailed Affiliation Given. Ip. 25194:295. 


>406280056 Contract: "Comprehensive Current (Real-Time) Geophysical 
Data Storage & Retrieval Sys," awarded to WSI Corp. 

* Weather Services Int erna t iona 1 Corp. (WSI Corp.). MATTIA, M. J. 
Division of Contracts. NRC-33-84-405. 84/06/07. 15pp. 

25194:296. 


>6290218 Notification of contract execution. Mod 12, to “Field Se 
’heoret ical Investigations of Mass Energy Transport in 
Subsurface Matls at Waste Disposal Sites." Contractor : Univ 
if Arizona. 

JOLLETT, S. Technical Assistance Contracts Branch. FIN B-5753. 

IRC— 04— 78— 275. 84/06/22. BATSON, W. Office of Nuclear Regulatory 

tesearch, Director. RANDALL, J. NRC - No Detailed Affiliation Given. 
Ip. 25225:271. 


>406290242 Mod 12, extending period of perfomance to 840930 8< adding 
addl funds, to "Field 8( Theoretical Investigations of Mass 
Energy Transport in Subsurface Matls at Waste Disposal 
Sites 

SWENSON, F. A. Arizona, Univ. of, Tucson, AZ. MORTON, K. V. Division 
of Contracts. FIN B-5753. NRC-04-78-275. 84/06/22. 15pp, 

25225: 272. 


FOI A FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


84030B0085 FOIA request for SER 8< SSER 21 (NUREG-0675) re operatj 
facilities. 

GARDE, B. P. Government Accountability Project. 84/01/09. Of 
of Administration. 2pp. 22584:074. 24X Fic he: 50-275, 84/01/0*5 
B403080085. 


8404200008 Responds to FOIA request for repts produced for NRC ur 
severe core damage analysis package program prepared by 
EG&G Idaho, Inc St subc ontractors. Forwards App A documents. 
Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/03/08. SHOLLY. 
Union of Concerned Scientists. 2pp. 24157:003. 


— 8105120061 "Severe Core Damage Analysis Package (SCDAP),Code Cc 
Design Rept, " internal rept for Apr 1981. 

ALLISON, C. M. , HAGRMAN, D. L. , HSIEH, S. EQ&G, Inc. FINA-6050. 
EGG-CDAP-5397. 81/04/30. MARINO, G. P. Office of Nuclear 
Regulatory Research, Director. 131pp. 24157:136. 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land . Forward s documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE, C. 
Kirkland 8t Ellis. 3pp. 25300:001. 24X Fi c h e : 50-329, 84/05/17, 
8405220481. 


— 7811300263 Agrees that Board should be made aware of prehearing 
conference scheduled for 781115 re settlement of diesel 
generator bldg foundations. Recommends use of end memo from 
Region 3. W/o end. 

VASSALLQ, D. B. Assistant Director for Light Water Reactors. 

13. OL. 78/11/09. ENGELHARDT, T. F. Hearings Division. 2pp 
25399:247. 24X Fi c h e: 50-329, 84/05/ 17, 8405220481 . 


— 7812010006 Requests technical assistance to provide support ass 
w/resolution of settlement of structures at facility site. 
Acceptable resolution required prior to OL issuance. 

VARGA, S. A. Light Water Reactors Branch 4. BOX 13. 78/11/27 

DEYOUNG, R. Division of Site Safety & Environmental Analysis. 
25402:222. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7901080057 Responds to 780814 ltr requesting info, status rept & 
forwards 2 copies of "Status of Midland Project Units 1 & 

2“ dtd 780822. W/o end. 

DIRCKS, W. Office of the Executive Director for Operations. 

13. 78/09/06. GRIFFIN, R. Senate. Ip. 25402:221. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7901230081 Provides list of Branch open items: environ qualific 
of safety related equipment, main steam line break analysis, 
reactor cavity subcompartment analysis, purge supply $< 
exhaust, external containment pressure analysis Sc leak tests 
PICKETT, D. Containment Systems Branch. BOX 13. 79/01/16. 

HOOD, D. Light Water Reactors Branch 4.- 3pp. 25402:223 . 24 

Fiche: 50-329, 84/05/17, 8405220481. 


— 7901310077 Forwards supplemental second round questions re sett 
of diesel generator bldg per discussions at 781203 & 04 
meetings Sc FSAR S< PSAR review. CEncl 80081306463 
STEPP, J. C. Geosciences Branch. BOX 13. 79/01/17. VARGA, S. 

Light Water Reactors Branch 4. 2pp. 25402:226. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


— 7901310158 Forwards list of significant open items as requested 
790109 memo. Topics include: load sequencer, conformance to 
R. G. 1. 108, diesel generator building settlement & main 
steamline valves, 

CHOPRA, 0. P. Power Systems Branch. BOX 13. 79/01/18. HOOD, 

Light Water Reactors Branch 4. 3pp. 25402:227. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--7902280481 Summarizes 781129 telephone conversation w/Consumer' 
Babcock S< Wilcox, 8< Bechtel re design of reactor coolant 
pump bolts, basep lates, & embedments. 

STEPHENS, R. Mechanical Engineering Branch. BOX 13. 79/02/C 

HOOD, D. Assistant Director for Light Water Reactors. Ip. 
25402: 232. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7903050046 Proposes NRC negotiate a contract with a geotechnica 
consul.ting firm to perform detailed review work re 
settlement problems w/generator bldg at facility. 

HELLER, L. W. Geosciences Branch. BOX 13. 79/01/31. DENISE, 

Assistant Director for Site Technology. 2pp. 25402:230. 24 

Fiche: 50-329, 84/05/17, 8405220481. 


30235 Summary of 790117 meeting w/ut i 1 , Bee h te 1 Associates fc B&W in 
hesddi MD to discuss PSAR changes & re g guides on GA. 

D, D. S. Light Water Reactors Branch 4. BOX 13. 79/02/27. 

ht Water Reactors Branch 4. 21pp. 25402:233. 24X 

he: 50—329, 84/05/17, 8405220481. 


&0151 Plant FSAR Revision 18 sufficiently treats prediction of 
iation damage to vessel matl & pressure-temp effects of 
aical welds. Requests addl info re 10CFR50 Apps G & H , & 

service St inservice insp programs. 

_ICK I, S. S. Materials Engineering Branch. BOX 13. 79/03/22. 

3A, S. A. Light Water Reactors Branch 4. 6pp. 25402:261. 24X 

je: 50-329, 84/05/17, 8405220481. 


^0070 Summary of 790306 site visit to observe status of soil 
Loading program being performed to consolidate fill in 
Lnity of & underneath diesel generator bldg. 

)> D. Light Water Reactors Branch 4. BOX 13. 79/03/20. 
it Water Reactors Branch 4. 5pp. 25402:256. 24X 

le: 50-329, 84/05/17, 8405220481. 


10462 Discusses annual update of const completion dates by NRC 
iload Forecast Panel which projects slip of 32-33 months 
md applicant estimate. 

L D. Light Water Reactors Branch 4. BOX 13. 79/05/15. 

IALLO, D. B. Assistant Director for Light Water Reactors. 2pp. 
2:268. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


0465 Submits revised estimate for scheduled const completion. 

, S. M. Office of Management and Program Analysis. BOX 13. 

5/11. HOOD, D. Light Water Reactors Branch 4. lp. 25402:2 67. 

Fiche: 50-329, 84/05/17, 8405220481. 


0221 Forwards corrected page to D Hood 790515 memo to D Vassallo 
ecting length of const delay for Unit 2 from 
33 months" to "12 months. " 

, D. Light Water Reactors Branch 4. BOX 13. 79/05/16. 

t Water Reactors Branch 4. 2pp. 25402:270. 24X 
e: 50-329, 84/05/17, 8405220481. 


0752 Discusses Thompson 790517 memo to Vassallo recommending 
d notification re diesel generator bldg foundation & 
ification of components. 

ALLO, D. B. Assistant Director for Light Water Reactors. BOX 
79/05/29. CHRISTENBURY, E. Hearings Division. lp. 

2:275. 24X Fiche: 50-329, 84/05/17, 8405220481. 


0403 Summary of 790821-22 meeting w/Bechtel Power Corp,8< San 
cisco Power Div re generic application of QA topical 
BQ— TOP— 1 & proposed exceptions to Reg Guide 1. 123 as 
ied to ASME Code shops. 

AY, J. W. Quality Assurance Branch. BOX 13. 79/08/27. 

S, W. P. Quality Assurance Branch. lp. 25402:276. 24X 

e: 50-329, 84/05/17, 8405220481. 


3580 Forwards revised supplemental request for addl soils 
lement info. Request revised per 790905 meeting w/util. 

3, W. P. Quality Assurance Branch. BOX 13. 79/09/07. 

MSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 2 5402:280. 

"iche: 50-329, 84/05/17, 8405220481. 


3355 Requests addl info re QA program for design 8c const. 

3, W. P. Quality Assurance Branch. BOX 13. 79/08/29. 

MSTEIN, L. S. Light Water Reactors Branch 4. 3pp. 25402:277. 
-iche: 50-329, 84/05/17, 8405220481. 


3079 Forwards request for addl info re review of changes to QA 
ram for design Sc const of facility. 

3, W. P. Quality Assurance Branch. BOX 13. 79/09/10. 

MSTEIN. L. S. Light Water Reactors Branch 4. 2pp. 25402:283. 
-iche: 50-329, 84/05/17, 8405220481. 


3324 Notifies of revised estimate re const comp let ion. Uti 1 is 
•ring revised forecast to reflect recent increases in 
trical quantities & TMI-2 impacts on licensing issues. 

2 const is estimated to be complete by June 1982. 

D. Light Water Reactors Branch 4. BOX 13. 79/10/02. 

S, S. A. Assistant Director for Light Water Reactors. lp. 

2: 289. 24X Fiche: 50-329,84/05/17, 8405220481. 


3166 Summary of 791031 site visit to observe sump screen 
: iency. 

D. Light Water Reactors Branch 4. BOX 13. 79/10/31. 

4STEIN, L. S. Light Water Reactors Branch 4. lp. 25402:293. 
“iche: 50-329, 84/05/17, 8405220481. 


>540 Discusses followup on 791113 meeting. To max extent NRC 
tltants will be guided to use decision point meetings 
culminate in declaration of final NRC position. 
iT> J . P. Assistant Director for Engineering. BOX 13. 

. / 14. DENTON, H. Office of Nuclear Reactor Regulation, 

: tor . lp. 25402:294. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 7912170375 Summary of 791126 telcon w/util re schedules delays foT 
fac i 1 i ty . Delays caused by increased quantities for 
electrical cabling & small piping & by projected changes for 
TMI-2 & open licensing issues. 

HOOD, D. S. Light Water Reactors Branch 4. BOX 13. 79/11/29. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. lp. 25402:295. 
24X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


— 8001230098 Discusses telcon w/util re diesel generator fuel oil st 
tanks elevation change. Table 3. 1 1-1, Revi s i on 23 indicates 
elevation as 616 ft. Revision 25 indicates 622 ft. Util 
indicated reason for change was reference point change. 

BALUKJIAN, H. Power Systems Branch. BOX 13. 79/12/27. HOOD, D. 

Operating Reactors Branch 4 CPre 800428). lp. 25402:296. 24X 

Fiche: 50-329, 84/05/17, S405220481. 


--8002120473 Forwards licensee request for hearing on 791206 order 
modifying CPs. Proceed ing on proposed issuance of OLs pending 
before ASLP. Licensee requested amend to CP 8t OL application 
seeking soil condition remedial action approval. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. BO 
13. 80/01/21. CHILK, S. J. Office of the Secretary of the 

Commission lp. 25402:297. 24X Fi c he: 50-329, 84/05/17, 84052204 


— 8002120480 Requests hearing on behalf of util re 791206 order modi 
CPs. Licensee will consolidate all proceedings w/soil-related 
issues. 

MILLER, M. I. Isham, Lincoln Sc Beale. BOX 13. 79/12/26. CASE, E 

Office of Nuclear Reactor Regulation, Director. 2pp. 25402: 29; 
24X Fiche: 50-329,84/05/17,8405220481. 


— 8002250601 Forwards monthly rept for Jan 1980 re licensing assista 
SER preparation for NRC Matls Engineering Branch. 

W IDRIG, R. D. Battelie Memorial Institute, Pacific Northwest 
Laboratories. BOX 13. 80/02/14. PAWLICKI, S. S. Materials 

Engineering Branch. 5pp. 25402:307. 24X Fic he : 50-329, 84/05/17 

8405220481 


— 8004280409 Requests documents identified in 800313 Corps of Engine' 
Itr to NRC containing results of soil investigations 
completed after discovery of Aug 1978 settlement problem Sc 
covering soil explorations. 

JACKSON, R. E. Geosciences Branch. BOX 13. 80/03/31. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 2pp. 25402:313. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8004280415 Requests Bechtel/CPC documents re diesel generator bldg 
foundation data survey program, consultant repts for plant 
fill fixes S< compaction equipment evaluation rept. Needed for 
evaluation of applicant proposed remedial action. 

MCCALLISTER, P. Army, Dept, of, Corps of Engineers. BOX 13. 
80/03/13. JACKSON, R. Division of Systems Safety. lp. 25402:3 
24 X Fiche. 50-329, 84/05/17, 8405220481. 


--8005020608 Forwards estimate of lifetime costs of continuing const 
nuclear plant compared to constructing coal-fired plant. 
Continuing const of nuclear plant will be approx 10% less 
costly. 

NASH, D. A. Cost Benefit Analysis Branch. BOX 13. 80/04/10. 

SEALETTI , D. Environmental Projects Branch 2. 3pp. 25402:316. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006200865 Power Sys Branch input to first round questions. 

■* Power Systems Branch. BOX 13. 78/04/20. 20pp. 25400:031. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


--8006200926 Geosciences Branch input to first round questions. 

* Geosciences Branch. BOX 13. 78/06/15. 3pp. 25400: 102. 24L 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240665 Discusses treatment of Dow Chemical Co purchases in evei 
of facility delay or cancellation. 

FELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/28. 

HOEFLING, R. Hearing Branch 4. 2pp. 25403:010. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240673 Geosciences Branch input to first round questions. 
TURNBULL, R. Geosciences Branch. BOX 13. 78/02/23. 2pp. 

25400:105, 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240674 Summary of 770428 meeting w/util in Bethesda,MD re oper. 
training & qualifications. Equipment 8t circuit separation 
criteria review end. 

POWELL, R. Light Water Reactors Branch 4. BOX 13. 7 7/05/05. 

Light Water Reactors Branch 4. 3pp. 25402:327. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240678 Auxiliary Sys Branch input to first round questions. 

* Auxiliary Systems Branch. BOX 13. 78/02/23. 6pp. 25400:06 

24 X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


NONDOCKETED ITEMS 


>06240683 Analysis Branch input to first rouno questions. 

* Analysis Branch BOX 13. 78/02/21. Ip. 25400:093. 24X 

Fiche; 50-329, 84/05/17, 8405220481. 


>06240684 Summary of 780213 meeting ui/util in Bethesda.MD re util QA 
program topical rept changes. 

BELKE, W. L Quality Assurance Branch. BOX 13 78/02/16. 

DEYOUNG. R. C. Division of Site Safety & Envir onmenta 1 Analysis. 

2pp. 25403.022. 24X F l c h e : 50-329, 84/05/ 17, 8405220481 . 


— 8006240766 Reviews util proposed criteria for 
primary c onta inment Sub mi t s addl guidelines 
& clarification of paragraph 2.2. 

BQSNAK, R. J Mechanical Engineering Branch. 
VARGA, S A Light Water Reactors Branch 4. 
Fiche 50-329, 84/05/17, 8405220481. 


pipe breaks within 
for completeness 

BOX 13. 77/06/14. 

Ip. 25402:330. 2- 


— 8006240799 Hydrologic Engineering input to first round questions. 
JOHNSON, T. L. Hydrology Meteorology Branch. BOX 13. 78/02/23. 

Ip. 25400:108. 24X Fi c h e : 50-329. 84/05/1 7, 840522048 1 . 


>06240688 Meteorology Section input to first round questions. 
SNELL, W. Hydrology Meteorology Branch. BOX 13. 78/02/17 Ip. 

25400:109. 24X Fi c h e 50-329, 84/05/17, 8405220481 


>06240693 Matls Engineering Branch input to first round questions. 
•* Materials Engineering Branch. BOX 13 78/02/16. 2pp. 

25400:089 24X Fiche: 50-329, 84/05/17. 8405220481 


>06240704 Matls Engineering Branch input to first round questions. 
•# Materials Engineering Branch. BOX 13. 78/02/16. 2pp. 

25400:091. 24X Fiche: 50-329, 84/05/17, 8405220481. 


>06240706 Forwards rept for ASLB re alleged discrepancies between CPC 
770131 rate filing & testimony presented to ASLB 
FELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/06/06. 

NASH, D. A Cost Benefit Analysis Branch. Ip. 25402:331. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240815 Informs that QA Branch has reviewed proposed changes 
facility QA program St finds program acceptable. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA, S A Light Water Reactors Branch 4. Ip. 25402:326. 2< 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8006240820 Informs that supplemental info requested in 770526 mei 
clarifies util criteria for admi n i s trat i ve procedure 
separation per general design criteria St is acceptable at 
CP stage. 

TEDESCO, R. Assistant Director for Plant Systems. BOX 13. TA< 
3239. 77/09/30. VASSALLO, D. Assistant Director for Light Wa 

Reactors. Ip. 25399:249. 24X Fiche: 50-329, 84/05/17, 840522041 


— 8006250460 Power Sys Branch input to second round questions. 

# Power Systems Branch. BOX 13. 78/09/19. 11pp. 25400:051 

24X Fiche: 50-329,84/05/17. 8405220481. 


306240710 Radiological Assessment Branch input to first round 
questions. 

HINSON, C. S. Radiological Assessment Branch. BOX 13. 78/02/13. 

Ip. 25400:101. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


006240712 Rept re alleged discrepancies between CPC 770131 rate filing 
& testimony presented to ASLB in Midland proceeding. SE Feld 
& WJ Gundersen affidavits end. 

FELD, S. E. Cost Benefit Analysis Branch. BOX 13. 77/05/18. 

Atomic Safety and Licensing Board Panel. 40pp. 25403:001. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8006250465 Forwards acceptance review quest i ons. Recommends facil 
application acceptance, provided requested info supplied 
within six wks of docket date. 

HOUSTON, R. W. Industrial Security & Emergency Planning Branch. 
13. 77/09/20. VARGA, S A. Light Water Reactors Branch 4. 3p 

25403:013. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8006250474 Matls Engineering Branch supplemental input to second 
questions. 

* Materials Engineering Branch. BOX 13, 78/08/21. Ip. 

25400:085. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


006240717 Effluent Treatment Sys input to first round questions. 
■* Effluent Treatment Systems Branch. BOX 13. 78/02/09. Ip. 

25400:100. 24X Fiche: 50-329, 84/05/17, 8405220481. 


006240719 Auxiliary Sys Branch input to second round questions. 

* Auxiliary Systems Branch. BOX 13. 78/02/27. 2pp. 25400:062. 

24X Fiche: 50-329, 84/05/17. 8405220481. 


006240728 Summary of 770323-25 Mid land, MI site tour it interviews 
w/Mid land City & County officials re evaluation of post & 
prospective community impacts associated w/facility const. 
KALTMAN, M. Cost Benefit Analysis Branch. BOX 13. 77/03/28. 

CLEARY, D. P. Cost Benefit Analysis Branch. Ip. 25402:325. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


006240730 Submits proposed completion date schedule for 
Instrumentation it Control Sys Branch facility OL review. 

IPPOLITQ, T. A. Electric, Instrumentat ion it Control Systems Branch. 
BOX 13. 77/12/13. VARGA, S. Light Water Reactors Branch 4. Ip. 

25403:021. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8007010427 Protests deficiencies in plant const. NRC should stop 
MARSHALL, W. H. Affiliation Not Assigned. BOX 13. 80/06/23. 

Division of Safety Technology. Ip. 25402:319. 24X 

Fiche . 50-329, 84/05/17, 8405220481. 


--8007010623 Mechanical Engineering Branch input to second round 
questions. 

* Mechanical Engineering Branch. BOX 13. 78/08/11. 5pp, 

25400:080. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


— 8007150658 Forwards rept covering Subtask 1 of Interagency Agree 
NRC— 03-79-167 re Midland Units 1 & 2. Identifies unresolved 
issues it makes recommendations prior to SER preparation. 
GOODWIN, Z.M. Army, Dept, of, Corps of Engineers. BOX 13. 
NCEED-T. 80/07/10. JACKSON, R. Division of Safety Technology 
18pp. 25402:003. 24X Fiche: 50-329, 84/05/17. 8405220481. 


— 8008060622 Auxiliary Sys Branch input to second round questions. 
* Auxiliary Systems Branch. BOX 13. 78/08/02. Bpp. 25400: 

24 X Fiche: 50-329,84/05/17,8405220481. 


006240740 Forwards Hydrology-Meteorology Branch input to first round 
questions. 

HULMAN, L. G. Hydrology Meteorology Branch. BOX 13. 77/10/11. 

VARGA, S, A. Light Water Reactors Branch 4. 2pp. 25403:016. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1006240742 Hydrology-Meteorology Branch input to first round questions. 
SNELL, W. Hydrology Meteorology Branch. BOX 13. 77/10/11. 3pp. 

25400:086. 24X Fiche: 50-329, 84/05/17, 8405220481. 


1006240743 Accident Analysis Branch input to first round questions. 
FERRELL, C. Accident Analysis Branch. BOX 13. 78/02/24 . 3pp. 

25400:097. 24X Fich e: 50-329, 84/05/17, 8405220481 , 


PI anni t\a Dranrh innut- +- n nnocH fins 


— 8008130646 Supplementary second round questions re settlement of 
diesel gneerator bldg per discussions at 781203 & 04 
meetings & FSAR & PSAR review. 

GILLEN, D. Geosciences Branch. BOX 13. 79/01/17. Ip. 2540C 

24X Fiche: 50-329, 84/05/17. 8405220481. 


— 8008250386 Discusses unsuccessful attempt to contact W Reinmuth 
800715 memo to G Fiorelli about bolting problems *c proposed 
bolting reg guides. 

SELLERS, C. D. Materials Engineering Branch. BOX 13. 80/08/14 

PAWLICKI, S. S. Materials Engineering Branch. Ip. 25402:021. 
Fiche: 50-329,84/05/17, 8405220481. 


— 8009040463 Submits monthly rept re Energy Technology Engineering 
technical assistance to NRC supporting LWR licensing 

\/i f i Aft Pth tort r nftt ciimmAru Tent: find. 


lAAmanTqn cri 


NONDOCKETED ITEMS 


-00102301 5 1 Informs of 800919,30 Z< 1O01 meetings in Detroit. MI it 
Bethesda, MD re preparation for show cause hearing & appeal 
of staff position for addl explorations 

MANE. J D Assistant Director for Environmental Technology (Pre 
030201). BOX 13. 80/09/17 LEAR . G E Hydrologic «< Geotechnical 

Engineering Branch 2pp. 25402 028 24X Fiche 50-329.84/05/17. 

8405220481. 


8010240589 Summary of 800617 meeting w/util in Bethesda, MD re fire 
protection evaluation rept 

HOOD, D Licensing Branch 3. BOX 13 80/10/17 Licensing 

Branch 3. 4pp. 25402:031. 24X Fi c h e 50-329, 84/05/ 1 7, 8405220481 


B011240120 Forwards interrogatories for licensee re deformations of 
buried piping due to differential soil settlement at 
faci 1 i ties. Rapid response is necessary so evaluation can be 
made prior to hearing. 

BQSNAK, R. J. Mechanical Engineering Branch. BOX 13. 80/11/06 

MIRAGLIA, F. J. Licensing Branch 3 3pp 25402:037 24X 

Fiche: 50-329, 84/05/17, 8405220481 


30120904 79 Transcript of DE Horn 801021 deposition in M i d 1 an d. MI . Pp 
1-174. 

HORN, D. E. Consumers Power Co. BOX 12 OL. 80/10/21. 174pp. 

25385:001 24X Fi c h e : 50-329, 84/05/17, 8405220481 


)012090491 Transcript of DE Horn 801022 deposition in Midland, MI. 
Pp 175-245. 

HORN, D. E. Consumers Power Co. BOX 12. OL. 80/10/22. 170pp. 

25385:172. 24X Fiche: 50-329, 84/05/17, 8405220481 


1012090497 Transcript of GS Keeley 801023 deposition in Midland, MI. 
Pp 1-87. 

KEELEY, G. S. Consumers Power Co. BOX 12 OM. 80/10/23. 90pp. 

25385:338 24X Fiche: 50-329, 84/05/17, 8405220481. 


012090499 Transcript of DS Hood 801008 deposition in Bethesda, MD. 
Pp 156-314. 

HOOD, D. S. Licensing Branch 3. BOX 12 OL. 80/10/08. 158pp. 

25383:060. 24X Fiche : 50-329, 84/05/17, 8405220481. 


012100468 Transcript of SE Afifi 801031 deposition in Anne Arbor.MI. 
Pp 223-261. 

AFIFI, S. E. Bechtel Corp. BOX 12 QL. 80/10/31. 42pp. 

25386:179. 24X Fiche: 50-329, 84/05/17, 8405220481. 


012100648 Transcript of LW Heller 801009 deposition in Bethesda, MD. 
Pp 1-139. 

HELLER. L. W. Hydrologic & Geotechnical Engineering Branch. BOX 12. 

OL. 80/10/09- 139pp. 25383:338. 24X Fi c h e . 50-329, 84/05/1 7, 

8405220481. 


012100653 Transcript of DS Hood 801007 deposition in Beth esda, MD. Pp 
1-155. 

HOOD, D. S. Licensing Branch 3. BOX 12. OL. 80/10/07. 155pp. 

25382:266. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


312120251 Six exhibits from transcript of L Heller 801009 deposition 
in Bethesda, MD. 

HELLER, L. Hydrologic it Geotechnical Engineering Branch. BOX 12. 

OL. 80/10/09. 80pp. 25384:116. 24X Fi c h e : 50-329, 84/05/17, 

8405220481. 


D12120258 Twenty-one exhibits from transcript of DS Hood 801007-08 
deposition in Bethesda, MD. 

HOOD, D. S. Licensing Branch 3. BOX 12. OL. 80/10/08. 90pp. 

25383:223. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


H2120298 Eight exhibits from E Gallagher 801117 deposition in 
Chicago, IL 

GALLAGHER, E. Region 3, Chicago, Office of the Director. BOX 12. 
OL. 80/11/18. 7pp. 25386:260. 24X Fic he : 50-329, 84/05/ 17, 

8405220481. 


>12180152 Transcript of JU Simpson 801119 deposition in Chicago, IL re 
const difficulties at site.Pp 1-144. 

SIMPSON, J. W. Consumers Power Co. BOX 12. OL. 80/11/19. 175pp. 

25386:328. 24X Fi c h e: 50-329, 84/05/ 17, 8405220481 . 


01050505 Exhibits 1-17 from JW Simpson 801119 deposition, 
SIMPSON, J. W. Army, Dept, of. Corps of Engineers. BOX 12. OL. 


— 8101050514 Exhibits 1-3 from D Horn 801021 & 22 oral depositi 
HORN, D Consumers Power Co. BOX 12 QL 80/10/22 82pp 
253Q5 246 24X F l c h e 50-329, 84/05/ 1 7, 8405220481 . 


8101050521 Exhibits 1 it 2 from GS Keeley 801023 oral depositi 
KEELEY, G S Consumers Power Co. BOX 12 OL. 80/10/23. 
25386 065 24X Fi ch e : 50-329, 84/05/1 7, 8405220481 


—8101050527 Exhibits 1-6 from SS Afifi 801029-31 oral depositi 
AFIFI, S S Bechtel Corp 30X 12 OL 80/10/31 40pp. 

25386 220. 24X Fi che 50-329, 84/05/1 7, 8405220481 . 


— 8101090349 Transcript of WR Ferris 801210 deposition at Chic 
173-252 

FERRIS, W R Bechtel Corp. BOX 12 OL 80/12/11 79pp. 

25389 114 24X Fi c h e 50-329, 84/05/ 1 7, 8405220481 . 


— 8101090356 Transcript of B Dhar 801217 deposition in Ann Arboi 
Pp 1-160 

DHAR, B Bechtel Corp. BOX 12 OL 80/12/17 162pp 25: 

24 X Fiche: 50-329, 84/05/17, 8405220481 


— 8101090365 Transcript of WR Ferris 801210 deposition at Chica 
Pp 1-172. 

FERRIS, W R. Bechtel Corp. BOX 12. OL. 80/12/10. 173pp. 

25388:302. 24X Fi ch e: 50-329, 84/05/1 7, 8405220481 . 


— 8101090377 Transcript of TR Th ir uvengadam 801211 deposition i' 
Ch i ca go, IL. Pp 1-61 . 

THIRUVENGADAM Consumers Power Co. BOX 12. OL 80/12/11. 
25389 195 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8101100761 Transcript of JD Kane 801204 d ep os i t i on, Vo 1 6. Pp 3! 
KANE, J. D. Hydrologic & Geotechnical Engineering Branch. B( 
OL. 80/12/04. 50pp. 25388:037. 24X Fi c h e : 50-329, 84/05/ 11 

8405220481. 


— 8101100772 Transcript of LW Heller 801205 d ep os i t i on. Pp 248-3J 
HELLER, L. W. Hydrologic & Geotechnical Engineering Branch. 

OL. 80/12/05. HOpp 25388:195. 24X Fi c h e : 50-327, 84/05/ 

8405220481 


— 8101100776 Transcript of LW Heller 801204 d ep os i t i on. Pp 139-2^ 
HELLER, L. W. Hydrologic & Geotechnical Engineering Branch. 

OL. 80/12/04. 112pp. 25388:087. 24X Fi c h e : 50-329, 84/05, 

8405220481. 


— 8101140144 Transcript of JD Kane 801202 deposition in Bethesd* 
KANE, J. D. Consumers Power Co. BOX 12. OL. 80/12/02. 18( 

25387:212. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8101140441 Refers to RL Tedesco 801110 ltr re applicant 80082* 
for relief from addl boring it testing of soil samples. 
Concurs w/NRC decision 

MCCALLISTER, P. Army, Dept, of, Corps of Engineers BOX 13. 
NCEED-T. 80/12/02. LEAR, G. Hydrologic & Geotechnical Engi 
Branch. 6pp. 25400:025. 24X Fiche: 50-329, 84/05/17, B40522C 


— 8102120405 Exhibits 1-10 of WP Chen 810121 deposition. 

CHEN, W. P. Energy Technology Engineering Center. BOX 13. 
ISSUANCES OL. 81/01/21. 200pp. 25395:352. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8102120508 Exhibits 1-17 for JD Kane 801014-16 deposition. 

KANE, J. D. Hydrologic it Geotechnical Engineering Branch. BC 
80/10/14. 125pp. 25384:200. 24X Fiche: 50-329. 84/05/17, 

8405220481. 


— 8102170688 Forwards 810109 deposition for correction. 

* ACE Federal Reporters, Inc. BOX 13. ISSUANCES OL. 81/< 
HUANG, P. C. Navy, Dept. of. 2pp. 25393:316. 24X 

Fiche: 50-329, 84/05/17, B405220481. 


— 8102170695 Corrected transcript of 810109 deposition re concn 
structural analysis. 

HUANG, P. C. Navy, Dept. of. BOX 13. OM. 81/01/09, 55pp. 

25393:318. 24X Fi che : 50-329, 84/05/17, 8405220481 . 


— 8102230861 Application by WG Crocket for senior operator lie 

r'anf'ucTT 1.1 /% Clirfri, r« DHY 1 o ni O 


B102250731 Exhibits 1-5 of deposition of Bechtel Corp by R Peck on 
810113. 

PECK.R. Bechtel Corp. BOX 13. OL. 81/01/13. 10pp. 25394:103. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


B102260853 Deposition of F Rinaldi on 810106 in Bethesda, MD. Pp 1-162. 
RINALDI, F. Consumers Power Co. BOX 12. OL. 81/01/06. 166pp. 

25391:030. 24X Fiche: 50-329, 84/05/17, 8405220481. 


B102260854 Deposition of AJ Hendron on 810128 in Savoy, IL. Pp 166-230. 
HENDRON, A. J. Consumers Power Co. BOX 13. OL. 81/01/28. 67pp. 

25398:108. 24X Fiche: 50-329, 84/05/17, 8405220481. 


B102270031 Deposition of WP Chen on 810121 in Bethesda, MD. Pp 1-130. 
CHEN, W. P. Consumers Power Co. BOX 13. OL. 81/01/21. 150pp. 

25395: 220. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8102270042 Deposition of JP Matra on 810107 in Bethesda, MD. Pp 1-113. 
MATRA, J. P. Consumers Power Co. BOX 12. OL. 81/01/07. 117pp. 

25393:012. 24X Fiche: 50-329, 84/05/17, 8405220481. 


B102270054 Deposition of AJ Hendron on 810127 in Savoy, IL. Pp 1-165. 
HENDRON, A. J. Consumers Power Co. BOX 13. OL. 81/01/27. 200pp. 

25397:301. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


3102270072 Exhibits for F Rinaldi 810106 oral deposition. 

RINALDI, F. Structural Engineering Branch. BOX 12. OL. 81/01/06. 
75pp. 25391:195. 24X Fi ch e: 50-329, 84/05/17, 8405220481 . 


B1 02270547 Exhibits 1-4 of JP Matra 810107 oral deposition. 

MATRA, J. P. Consumers Power Co. BOX 13. OL. 81/01/07. 120pp. 

25393:185. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


8102280287 Exhibits 1-6 8t A re HN Singh oral depositions on 801218, 19 it 
810122. 

SINGH, H. N. Army. Dept. of. Corps of Engineers. BOX 13. OL. 

01/01/22. 62pp. 25397:123. 24X Fich e : 50-329. 84/05/ 17, 8405220481 . 


8103020650 Exhibits 1-7 from WC Otto 810119 deposition. 

OTTO, W. C. Army, Dept, of. Corps of Engineers. BOX 13. OL. 
81/01/19. 10pp. 25395:083. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8103020657 Exhibits 1 & 2 from CH Gould 810108 deposition. 
GOULD, C. H. Bechtel Corp. BOX 13. OM. B1/01/0B. 3pp. 
25393:313. 24X Fi ch e: 50-329, 84/05/17, 8405220481 . 


B 103040440 Vol 2 of transcript of deposition of H Singh on 810122 in 
Detroit, MI. Pp 1-100. 

SINGH, H. Consumers Power Co. BOX 13. OL. 81/01/22. 100pp. 

25397:022. 24X Fiche: 50-329, 84/05/17, 8405220481. 


B 1031 10796 Transcript of 810122 deposition in Bethesda, MD. Pp 1-114. 
CAPPUCCI, A. J. Mechanical Engineering Branch. BOX 13. OL. 
81/01/22. 100pp. 25397:186. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


8103110801 Transcript of 810119 deposition in Bethesda, MD. Pp 1-165. 
SHEWMAKER, R. E. Director's Office, Office of Inspection and 
Enforcement. BOX 13. OL. 81/01/19. 175pp. 25394: 113. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


B103110803 Discovery deposition on 801219 in Detroit, MI . Pp 217-343. 
SINGH, H. N. Army, Dept, of, Corps of Engineers. BOX 12. OL. 
80/12/19. 127pp. 25390:264. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


B103110811 Discovery deposition on 801218 in Detroit, MI. Pp 1-215. 
SINGH, H. N. Army, Dept, of. Corps of Engineers. BOX 12. OL. 
80/12/18. 215pp. 25390:052. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


B 103 160840 Deposition on 810116 in Glen Ellyn, IL. Pp 167-248. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 13. 
OL. 81/01/16. 82pp. 25394:021. 24X Fic he: 50-329, 84/05/17, 

8405220481. 


B103160B59 Deposition on 810217 in Glen Ellyn, IL. Pp 1-152. 

FIORELLI, G. Region 3, Chicago, Office of the Director. BOX 13. 
OL. 81/02/17. 175pp. 25398:262. 24X Fi ch e: 50-329, 84/05/17, 

8405220481. 


B 103 160867 Deposition on 810226 in Glen Ellyn, IL. Pp 1-174. 

NAIDU, K. R. Region 3, Chicago, Office of the Director. BOX 12. 
OL. 81/02/26. 174pp. 25392:035. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8103160893 Summarizes findings from preliminary investigation it 
responses re facility diesel generator bldg & plant area 
fill. QA program for obtaining proper soil compaction 
deficient & F5AR contains incorrect statements. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 
79/03/12. THORNBURG, H. D. Division of Reactor Construction 
Inspection. 5pp. 25380:206. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8103160985 Deposition on 810119 in Detroi t, MI . Pp 1-165. 

OTTO, W. C. Army, Dept, of, Corps of Engineers. BOX 13. OL. 
81/01/19. 175pp. 25394:280. 24X Fich e: 50-329, 84/05/17, 

8405220481. 


— 8103160987 Deposition on 810220 in Bethesda, MD. Pp 1-54. 

GILRAV.J. W. Quality Assurance Branch. BOX 13. OL. 81/02/21 
55pp. 25399:093. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8103 160990 Deposition on 810120 in Detroit, MI. Pp 1-85. 

ERICKSON, R. L. Army, Dept, of, Corps of Engineers. BOX 13. < 

81 / 01 / 20 . 100 pp. 25395:134. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8103160991 Exhibits 1-7 from G Fiorelli 810217 deposition. 

FIORELLI, G. Region 3, Chicago, Office of the Director. BOX : 
OL. 81/02/18. JONES, B. Hearing Branch 2. 42pp. 25399:052. 

Fiche: 50-329. 84/05/17, 8405220481. 


— 8103160992 Deposition on 810121 in Detroit, MI. Pp 1-209. 

SINGH, H. Region 3, Chicago, Office of the Director. BOX 13. 
81/01/21. 200pp. 25396:176. 24X Fi c he : 50-329, 84/05/17, 

8405220481. 


— 8103180134 Responds to request for review of vessel holddown mot 
Concludes that detensioned studs adequate w/ incorpora t ion of 
upper lateral support fix. Recommends upper lateral supports 
be added to prevent stress corrosion failures. 

PAWLICKI, S. Materials Engineering Branch. BOX 13. 81/03/09. 

MIRAGLIA, F. Licensing Branch 3. 3pp. 25402:040. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8103180254 Exhibits for oral deposition of D Hood on 810219. 

* Commissioners. BOX 12. OL. 81/03/11. 57pp. 25393:129. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8103190150 Transcript of HD Thornburg deposition on 810220 in 
Bethesda, MD. Pp 1-45. 

THORNBURG, H. D. Office of International Programs, Director. E 
13. OL. 81/02/20. 46pp. 25399:148. 24X Fiche: 50-329, 84/03 

8405220481. 


— 8103231078 Requests Div of Licensing arrange telcon between CPC 
consultants w/Corps of Engineers it Geotechnical Engineering 
branch prior to util exploration at site. Also requests util 
provide one copy of PSAR to US Army Corps of Engineers. 

LEAR, G. E. Hydrologic Zt Geotechnical Engineering Branch. BOX 
81/03/17. MIRAGLIA, F. J. Licensing Branch 3. 2pp. 25402: 05G 
24X Fiche: 50-329,84/05/17, 8405220481. 


■8103260320 Forwards input from Mechanical Engineering Branch res 
to first set of util 801117 interr ogator i es re soil 
settlement. 

KNIGHT, J. P. Assistant Director for Comp. it Structures Enginee 
(Pre 830201). BOX 13 81/03/17. TEDESCO, R. L. Assistant Dir 

for Licensing. 7pp. 25402:043. 24X Fi che: 50-329, 84/03/17, 

8405220481. 


— 8104160748 Forwards portions of draft SER & list of open items, 
reflecting status of facility review before TMI-2. W/o ends. 
SPEIS-T. Reactor Systems Branch. BOX 13. 81/04/10. PARR, D. 

Auxiliary Systems Branch. Ip. 25402:056. 24X 
Fiche: 50-329,84/05/17, 8405220481. 


— 8104280609 "Auxiliary Feedwater Sys Design Review Presentation. " 
* Consumers Power Co. BOX 13. 81/04/22. 150pp. 25402:057. 

Fiche: 50-329,84/05/17, 8405220481. 


— 8104300538 Discusses proposed IE circular re foundation matls. Ci 
places more emphasis on const adequacy it field control than 
on investigation of design deficiency it poor field 
practices. 

NOVAK, T. M. Assistant Director for Operating Reactors. BOX 13 
81/04/27. JORDAN, E. Director's Office, Office of Inspection 
Enforcement. Ip. 25401:233. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8105060338 Forwards US Army Corp of Engineers 810421 rept re Arne 
Rept will be basis for discussions at 810303-07 meetings w/ 
util in Bethesda, MD. 

LEAR, G. Hydrologic it Ceotechnical Engineering Branch. BOX 13 
81/04/30. MIRAGLIA. F. J. Licensing Branch 3. 2pp. 23401:236 
24 X Fiche: 50-329, 84/03/17, 8403220481. 


60341 Forwards review rept re Amend 85. 

DUIIN# Z. H. Army < Dept. of. Corps of Engineers. BOX 13. 
ED-G 81/04/21. LEAR.G. Division of Engineering. 2pp. 
01:238. 24X Fiche: 50-329, 84/05/17, 8405220481. 


60343 Submits comments re info received from applicant through 
nd S3. Shear strength parameters used in analyses are not 
resentative parameters for soils for which analyses have 
n performed. 

ALLISTER# P. Army, Dept, of# Corps of Engineers. BOX 13. 

ED-T. 81/04/16. LEAR# G. Hydrologic & Geotechnical Engineering 
nch. 16pp. 25401:240. 24X F i ch e : 50-329# 84/05/ 1 7# 8405220481 . 


30402 Transcript of 810327 deposition in Bethesda, MD re telcon 
boring program. Pp 502-529. 

E# J, D. Hydrologic Sc Geotechnical Engineering Branch. BOX 12. 

81/03/27. 27pp. 23392:007. 24X Fi c h e : 50-329# 84/05/ 17, 

3220481. 


£>033 1 Summary of 810430 review meeting at Bechtel facility in Ann 
jr# MI, re auxiliary feedwater sys. Action items identified 
auxiliary feedwater sys listed. 

-IVAN# T. Auxiliary Systems Branch. BOX 13. 81/05/18. HOOD, D. 

distant Director for Licensing. 2pp. 25401:258. 24X 

ia: 50-329# 84/05/17, 8405220481. 


90495 Summary of 810430 meeting w/uti 1# Bechtel it BS<W in Ann Arbor, 
re review of auxiliary feedwater sys & cold shutdown 


— 8109080075 Interim deficiency rept re cracks in borated water stc 
tank f oundat i on# or i g i na 1 1 y reported on 810220. Bechte 1 specs 
for surcharge program being revised to resolve NRC concerns 
raised in 810715 discussion. Next rept to be sent by 810915. 

COOK# J. W. Consumers Power Co. BOX 13. 10CFR 050. 55E. 81/07/ 

KEPPLER# J G. Region 3, Chicago, Office of the Director (81/03/ 
2pp. 25401:313. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481. 


--8109150641 Forwards ofc of Nuclear Reactor Regulation performance 
evaluation re systematic assessment of licensee performance# 
Cycle 2 for Jul 1980-Uune 1981. 

HOOD, D. Licensing Branch 4. BOX 13 81/09/02. EISENHUT, D. G. 

Division of Licensing. 4pp. 25400:144. 24X Fi c he: 50-329# 

84/05/17# 8405220481 


— 8109230443 Notifies of 810918 third monthly project meeting in 
Bethesda, MD to provide overall project coordination re 
sc h ed u 1 es , tec hn ic a 1 issues b status, revi ew of interfaces & 
identification of problem areas. 

HOOD, D. S. Licensing Branch 4. BOX 13. 81/09/15. EISENHUT# D. 

Division of Licensing. 5pp. 25401:315. 24X Fiche: 50-329# 

84/05/17# 8405220481. 


— 8110050012 Summarizes 810831 telcon w/util re grain size distribu 
from pilot holes for relocated dewatering wells. Curves of 
grain size distribution end. 

HOOD, D. Licensing Branch 4. BOX 13. OL. 81/09/08. Licens 

Branch 4. 10pp. 25400:015. 24X Fi c h e : 50-329, 84/05/ 17, 8405220 


3# 0. D. Auxiliary Systems Branch. BOX 13. 81/05/05. 

;K# P S. Assistant Director for Plant Systems. 2pp. 25401:256. 
< Fich© : SO— 329# 84/05/17# 8405220481. 


70248 Submits status of facility technical hearing review. 
:uss©9 status of mods re addl borings# proposed pipe 
jorts b status of seismic rept. 

^# G. Hydrologic Sc Geotechnical Engineering Branch. BOX 13. 
D6/17. VOLLMER# R. H. Division of Engineering. 2pp. 25401:260. 
X Fiche: 30-329# 84/05/17# 8405220481. 


70062 Notification of 810717 monthly project meeting in Bethesda# 
to discuss overall project coordination schedules, 
hnical issues b status# review of interfaces b. early 
itification of problem areas. 

3# D 8. Licensing Branch 4. BOX 13. 81/07/14. EISENHUT, D. 

ic® of Nuclear Reactor Regulation# Director. 2pp. 25401:262. 
Fiche: 50-329# 84/05/17, 8405220481. 


20069 Summary of 810626 meeting w/util S< General Physics Co in 
lOttda# HD re preservice insp plan. 

3# D Licensing Branch 4. BOX 13. 81/07/29. Licensing 

TCh 4 Spp 25401:264. 24X Fic h e : 50-329, 84/05/1 7. 8405220481 . 


30119 Chemical Technology Section input to first round questions, 
tty evaluation of NUREG-0737 Item II. B. 3 encl. 

Chemical Engineering Branch. BOX 13. 81/07/31. 3pp. 

30 094 24X Fiche: 50-329# 84/05/17# 8405220481. 


10201 Summary of 
[led to support i 
i on 810821. Revi 
MAN# R. W. Licens 
■ n s 1 ng Branch 4. 
52204B1 


monthly project review 810717 meeting re reviews 
ssuance of final SER. Next meeting to be 
ew status chart encl. 

ing Branch 4. BOX 13. 81/08/11. ADENSAM# E. G. 

5pp. 25401:307. 24X Fich e: 50-329# 84/05/17, 


30135 Notifies of 810821 
rail project coordination 
feus# review of interfaces 
blem areas. 

D# D. S Licensing Branch 
ision of Licensing. 4pp. 
03/17# 8405220481. 


monthly project meeting to provide 
on schedules# technical issues b 
Sc early identification of 

4. BOX 13. 81/08/11. EISENHUT, D. 

25401:269. 24X Fic he : 50-329, 


G. 


0024 Notification of 810821 monthly project meeting in Bethesda# 
o provide overall project coordination on schedules# 
nical issues S< status# review of interfaces & early 
tification of problem areas. Project status sheet encl. 

n fi Licensing Branch 4. BOX 13. 81/08/11. Licensing 

ch 4 5pp. 25401:302. 24X Fich e : 50-329# 84/05/17# 8405220481. 


00070 Forwards updated Deficiency Repts 81-02 re auxiliary bldg 
smie analysis# 80-07 re NSSS seismic plus LOCA reanalysis 
0-06 or 00—01 re component cooling water design, to be 


0-06 or 00-01 re comp 
luded in 810811 late 
D# 0 Licensing Branch 4. 
ision of Engineering b Technical Inspection. 
Fiche - 30-329# 84/05/17# 8405220481. 


sessions of soils hearing. 

BOX 13. 81/08/26. RINALDI, F. 

2pp. 25401:312. 


— 8111090108 Notification of 811104 meeting w/util b Bechtel in Bet 
MD to discuss remedial plans for foundations to auxiliary 
bldg St svc water structure. 

HOOD, D. S. Licensing Branch 4. BOX 13. OM. 81/10/28. 

ADENSAM# E. G. Licensing Branch 4. Ip. 25401:326. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8 1 1 1300 1 73 Notification of 811117 meeting w/util b Bechtel in Bet 
MD to integrate licensing 8< const schedules for remedial 
foundation activities for auxiliary bldg. 

HOOD, D. S. Operating Reactors Branch 4. BOX 13. OL. 81/11/13 
ADENSAM# E. G. Operating Reactors Branch 4. 3pp. 25401:330. 2 

Fiche : 50-329, 84/05/17, 8405220481. 


— 8112110281 Forwards record of 811030 telcon W/US Army Corps of 
Engineers# util «< Bechtel re 810930 technical rept on 
underpinning auxiliary bldg St feedwater isolation valve 
pits. Util will respond at 811104 meeting in Bethesda# MD. 

HOOD, D. Licensing Branch 4. BOX 13. ISSUANCES OM. 81/11/24. 
Consumers Power Co. 7pp. 25401:327. 24X Fiche: 50— 329# 84/05/1 
8405220481. 


— 8112170451 Notification of 811209 meeting w/util in Bethesda# MD i 
discuss const. S< review schedules for soils remedial 

HOOD, D. S. Licensing Branch 4. BOX 13. OM. 81/12/07. ADENS/ 
Licensing Branch 4. 3pp. 25401:343. 24X Fi ch e : 50— 329# 84/05/ 
8405220481. 


— 8112170610 Notification of 811210 meeting w/util 8< Bechtel in Bel 
MD to discuss criteria Sc methods of evaluation for cracks 
in structures on plant fill. 

HOOD# D. Licensing Branch 4. BOX 13. OM. 81/12/07. ADENSAM# 
Licensing Branch 4. 3pp. 25401:346. 24X Fiche: 50-329# 84/05# 

8405220481. 


— 8112180030 Submits casework status repts for f ac i 1 i ties. Ab norma 1 
settling of safety-related piping b draft SER meetings 
discussed. 

80SNAK# R. J. Mechanical Engineering Branch. BOX 13. 81/12/02. 

SULLIVAN# E. J. Division of Engineering. Ip. 25401:342. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8201050362 Notification of 811222 meeting w/util b Generic Issue 
Branch in Bethesda# MD to discuss unresolved safety issues b. 
meet w/project manager on SER scheduling. tnriiie . M . 

HERNAN# R. W. Licensing Branch 4. BOX 13. 81/12/17 ' 

Licensing Branch 4. 2pp. 25401:273. 24X Fiche: 50 329# 

8405220481. 


-8201120385 Advises that util plan for evaluation of cracks in bl 
received on target date. Sc hedule slippage may result. 

KNIGHT# J. P. Assistant Director for Comp, b Structures Enginee 
CPre 830201) BOX 13. 81/12/21. TEDESCO# R. L. Assistant Dir 

for Licensing. Ip. 25401:277. 24X Fi c h e : 50-329# 84/05/ 17# 

8405220481. 


— 8201190001 Provides info re status of OL 
Level D schedule dates. in response to 
HAASS, W. P. Quality Assurance Branch. 
SULLIVAN# T. Division of Engineering. 
Fiche: 50-329# 84/05/17, 8405220481. 


reviews & acceptability 
81 1216 memo. 

BOX 13. 81/12/28. 

Ip. 25401:278- 24X 


201250019 Informs that applicant draft submittal re cracks in 
auxiliary bldg, svc mater pump structure, d i esel generator 
bldg S< foundations for borated water storage tanks was 
received late & is inadequate. 

KNIOHT.J P. Assistant Director for Comp. & Structures Engineering 
(Pre S30201). BOX 13. 82/01/09. TEDESCO. R. L. Assistant Director 

for Licensing. Ip. 25400:014. 24X Fiche: 50-329. 84/05/ 17. 

8405220481. 


201260524 Recommends that experienced geotechnical engineer be on site 
to inspect underpinning operation. 

LEAR, G. Hydrologic & Geotechnical Engineering Branch. BOX 11. 
82/01/08. TEDESCO. R. L. Assistant Director for Licensing. 2pp. 

25382. 233. 24X Fiche: 50-329, 84/05/17, S405220481 . 


201300409 Notification of 820111 meeting w/util & Bechtel in Bethesda, 
MD to discuss cracks in concrete structures. 

HOOD, D. S. Licensing Branch 4. BOX 13. OL. 81/12/28. 

ADENSAM, E. G. Licensing Branch 4. 3pp. 25401:279. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


201300413 Notification of 820113 meeting w/util & Bechtel in Bethesda, 
MD to discuss borated water storage tanks remedial actions 
for ring foundations, dynamic mode 1 s, b or ing results, stresses 
in tanks & conditions for resetting tanks. 

HOOD, D. S. Licensing Branch 4. BOX 13. OM. 81/12/28. 

ADENSAM, E G. Licensing Branch 4. 3pp 25401:282. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


>02030049 Responds to 811218 request for NRC Caseload Forecast Panel 
summary & findings for 1981 site visits. W/o encl. 

ADENSAM, E.G. Licensing Branch 4. BOX 13. 82/01/13. BUDWANI, R. N. 

Gulf States Utilities Co. Ip. 25401:152. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


202030053 Requests NRC Caseload Forecast Panel presentation & summary 
for 1981 site visits. 

BUDWANI, R. Gulf States Utilities Co. BOX 13. 81/12/18. 

HOOD, D. S. Division of Licensing. 2pp. 25401:275, 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


202050085 Forwards US Army Corps of Engineers 811123 It 1208 ltrs 
transmitting H Singh testimony for ASLB hearings re diesel 
generator bldg, svc water pump structure & auxiliary bldg Sr 
W Otto testimony for diesel generator bldg. 

LEAR, G. Hydrologic Sc Geotechnical Engineering Branch. BOX 13. 
82/01/05 ADENSAM, E.G. Licensing Branch 4. 2pp. 25401:285. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


202050089 Forwards HN Singh testimony for ASLB hearings re diesel 
generator bldg & svc water pump structure St WC Otto 
testimony re diesel generator bldg. 

GODWIN, Z. M. Army, Dept, of, Corps of Engineers. BOX 13. 

01/11/23. LEAR, G. Hydrologic St Geotechnical Engineering Branch. 
Ip. 25401:287. 24X Fiche : 50-329, 84/05/17, 8405220481. 


02050092 Forwards HN Singh testimony for ASLB hearings re diesel 
generator bldg S< svc water pump structure Se WC Otto 
testimony re diesel generator bldg. 

MCCALLISTER, P. Army, Dept, of. Corps of Engineers. BOX 13. 
81/11/16. LEAR, G. Hydrologic S> Geotechnical Engineering Branch. 
Ip. 25401:288. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


02050094 Testimony of HN Singh re diesel generator bldg. 

SINGH, H. N. Army, Dept, of. Corps of Engineers. BOX 13. OM. 
81/11/16. 9pp. 25401:289. 24X Fiche: 50-329, 84/05/17, 8405220481. 


02050095 Testimony of HN Singh re svc water pump structure. 

SINGH, H. N, Army, Dept, of. Corps of Engineers. BOX 13. OM, 
81/11/16. 4pp. 25401:298. 24X Fiche: 50-329, 84/05/17, 8405220481. 


02050097 Testimony of WC Otto re diesel generator bldg. 

OTTO. W. C. Army, Dept, of, Corps of Engineers. BOX 13. OM. 

81/11/16. 4pp. 25401:349. 24X Fiche. 50-329, 84/05/17, 8405220481 . 


02050100 Forwards HN Singh testimony for ASLB hearings re auxiliary 
bldg. 

GOODWIN, 2. M. Army, Dept, of, Corps of Engineers. BOX 13. 

81/12/08. LEAR, G. Hydrologic & Geotechnical Engineering Branch. 
2pp. 25401:353. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


02050102 Forwards HN Singh testimony for ASLB hearings re auxiliary 
bldg. 

MCCALLISTER, P. Army, Dept, of. Corps of Engineers. BOX 13. 
81/11/24. LEAR, G. Hydrologic & Geotechnical Engineering Branch. 

Ip. 25401:355. 24X Fiche: 50-329, 84/05/17, 8405220481. 


>02050105 Testimony of HN Singh re auxiliary bldg. 

SINGH, H N. Army, Dept, of, Corps of Engineers. BOX 13. OM. 
81/11/24. 7pp. 25401:356. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8202090447 Summarizes 820115 meeting w/util it B&W in Bethesda, MD 
draft SER input for Sections 5. 3. 1, 5. 3. 2, 5. 3. 3 & 5. 4. 1. 1. 
ELLIOT, B. J. Materials Engineering Branch. BOX 13. 82/01/19. 
HERNAN, R. Division of Licensing. 3pp. 25401:157. 24X 
Fiche: 50-329,84/05/17,8405220481. 


--8202100075 Advises that FSAR info is inadequate to confirm 

acceptab ility of matls used for const of reactor internal & 
core support structure. Ap p 1 i cant should submit list of matls 
used as well as justification for use of bolting matl. 

JOHNSTON, W. V. Assistant Director for Matls & Qual. Engineerin 
(Pre 830201). BOX 13. 82/01/19. TEDESCO, R. L. Assistant Dir 

for Licensing. Ip. 25401:164. 24X Fi c h e : 50-329, 84/05/ 17, 

8405220481. 


— 8202110178 Summary of 820108 meeting w/util, B&W & Bechtel in Bet 
MD re open items requiring resolution for facility DES. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/01/19. Licens 

Branch 4. 4pp. 25401:153. 24X Fiche: 50-329, 84/05/17, 8405220' 


— 8202170058 Notification of 820128 meeting w/CPC & Bechtel in Betl 
MD to discuss underground piping. 

HOOD, D. 5. Licensing Branch 4. BOX 13. OL. 82/01/26. 

ADENSAM, E.G. Licensing Branch 4. 3pp. 25401:165. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8202170428 Comments on QA plan for underpinning of svc water pum| 
structure & auxiliary bldg. Plan describes activities 
specific to soils remedial work Z< commits util & Bechtel 
to comply w/QA program controls. 

HASSS, W. P Quality Assurance Branch. BOX 13. 82/01/29. 

ADENSAM, E. Licensing Branch 4. Ip. 25401:183. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


— 8202220212 Advises that listed action items were noted during 82< 
hear ings. Threefold approach for QA underpinning of plant 
includes detecting structural settlement, arresting movement 
Zt monitoring & asessing load data. 

HOOD, D. Licensing Branch 4. BOX 13. 82/02/03. ADENSAM, E. G. 

Licensing Branch 4. 2 PP . 25401:184 . 24X Fi c h e : 50-329, 84/05/: 

8405220481. 


— 8202240129 Summary of 810115 meeting w/util & B&W in Bethesda, MD 
open items on reactor vessel fracture t oug h nes s , Sec t i ons 
5. 3. 1, 5. 3. 2, 5. 3. 3 & 5. 4. 1. Agenda encl. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/01/29. Licens: 

Branch 4. 10pp. 25401:173. 24X Fi c h e : 50-329, 84/05/ 17, B40522< 


— 8202240292 Summarizes 820126 telcon w/util & Bechtel re settlemei 
measurements obtained since valve pits for borated water 
storage tank filled w/water on 811028. 

HOOD, D. S. Licensing Branch 4. BOX 13. OL. 02/02/05. 
Licensing Branch 4. 8pp. 25401:186. 24X Fi c h e : 50-329, 84/05/: 

B405220481. 


— 8203010267 Summary of 820112 meeting w/util in Glen Ellyn, IL re < 
organization changes *< underpinning. 

HOOD, D. S. Licensing Branch 4. BOX 11. OM. 82/01/29. 
Licensing Branch 4. 5pp. 25382:' 120. 24X Fiche: 50-329, 04/05/ : 

8405220481. 


— 8203100534 Summary of 811020 meeting w/util in Bethesda, MD to di- 
operational training & employee qualifications. 

HOOD, D. Licensing Branch 4. BOX 13. 82/03/03. Licensing 

Branch 4. 13pp. 25401:036. 24X Fiche: 50-329, 84/05/17, 840522* 


8203110501 Summary of 820205 telcon w/util re potential SER open 
concerning proposed initial test program for facilities. 

HERNAN, R. W. Licensing Branch 4. BOX 13. 82/02/25. Licens 

Branch 4. 3pp. 25401:230. 24X Fiche: 50-329, 84/05/17, 8405220- 


— 8203180050 Notification of 820316 meeting w/util in Bethesda, MD 
resolve SER open item re Chapter 4.2 (rod bow penalty) & 
applicability of NUREG-0630. 

HERNAN, R. W, Licensing Branch 4. BOX 13. 82/03/11. ADENSAM, I 

Licensing Branch 4. 2pp. 25401:055 . 24X Fi c he : 50-329, 84/05/ 
84-05220481. 


— 8203180523 Forwards evaluation of util response to DNB during 
subcritical return to power following steam line break. 
Departure from DNB does not occur. 

BERLINGER, C. H. Core Performance Branch. BOX 13. 82/03/08. 

SHERON, B. Instrumentation & Control Systems Branch. 3pp. 
25401 : 049, 24X Fiche: 50-329, 84/05/17, 8405220481. 


8203190191 Notification of 820316-19 meetings w/util Bechtel ii 
Arbor, MI to audit underpinning design of svc water pump 
structure & to discuss diesel generator bldg it borated water 
storage tanks. 

HOOD, D. Licensing Branch 4. BOX 13, OL. 82/03/10. 

ANDERSON, E. G. Licensing Branch 4. 3pp. 25401:052. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


230209 Summary of 811020 meeting w/util in Bethesda,MD re staff 
iluation of mgt & technical qualifications V resources 
>t of attendees! agenda !< vieuigraphs encl. 

)0, D Licensing Branch 4 BOX 13. 82/03/03. Licensing 

inch 4. 32p. 25401:004. 24X Fi c h e : 50-329, 84/05/ 1 7, 840522048 1 


150231 Comments on three util submittals re subsurface geologic 
ucture & stress state for Midland, MI. All unresolved 
ues satisfactorily addressed within present limits of 
ilable info. 

NNER > H. N. Las Alamos Scientific Laboratory BOX 13 
-2-82-21. 82/03/22. BRQCOUM, S. NRC - No Detailed Affiliation 

en. 2pp. 25401:064. 24X F i c h e 50-329, 84/05/ 17, 8405220481 


B205210374 Forwards marked-up response to 820422 
re geotechnical-related issues on underpinning 
pump structure & borated water storage tank. 
POULOS, S. J. Geotechnical Engineers, Inc BOX 
82/05/17 KANE, J. Division of Engineering. 
Fiche: 50-329, 84/05/17, 8405220481. 


request for add 
svc water 

13 81907-8. 

6pp. 25401: 120. 


B206150015 Forwards review comments for util 
auxiliary bldg underpinning concerns. 
POULOS, S. J. Geotechnical Engineers, Inc. 
82/06/11. KANE, J. Division of Engineerin 
Fiche 50-329, 84/05/17, 8405220481. 


820514 ltr in respo 

BOX 13. 81 907-9. 

g- 4pp. 25401: 121. 


50435 Summary of 820223-26 meetings 
Bethe$da,MD re remedial actions for 
1 Miscellaneous data»draft testimony 
ure encl. Aperture card is available 
D, D. Licensing Branch 4. BOX 13. 
ensing Branch 4. 225p. 25401:057. 

5220401. 


w/uti 1 , Bee htel & consultants 
structures on plant 
& one overs i z e 
in Central Files. 

ISSUANCES OM. 82/03/12. 

24X Fiche: 50-329, 84/05/17, 


8206150185 Forwards results of review of CPC 820507 ltr in respoi 
to NRC concerns re limit analysis of svc water pump 
s true ture 

POULOS, S. J. Geotechnical Engineers, Inc. BOX 13. 81907-10. 

82/06/11. KANE, J. Division of Engineering. Ip. 25401 • 125 
Fiche: 50-329, 84/05/17, 8405220481. 


70662 Notification of 820331-0402 meetings w/uti 1, Bee h tel & B&W 
3eth esda, MD to discuss facility SER open items. Agenda 

JAN, R. W. Licensing Branch 4. BOX 13. 82/03/30. ADENSAM, E. 0. 

insing Branch 4. 3pp 25401:088. 24X Fi c h e : 50-329, 84/05/17, 

J220481. 


>0070 Comments re NRC handling of soil settlement issues including 
.8 GA breakdown, lack of acceptance criteria & false FSAR 
moments. 

tIRIS, B. Affiliation Not Assigned. BOX 13. 81/04/03. 

'ON, H R. Office of Nuclear Reactor Regulation, Director 4pp 
>2,052. 24X Fiche: 50-329, 84/05/17, 8405220481 


0192 Summary of 820304 meeting re soils hearing schedules, 
nde® list encl 

l, D Licensing Branch 4. BOX 13. 02/03/15 TEDESCO, R. L. 

tttant Director for Licensing 6pp. 25401:058. 24X 

• : 50-329, 84/03/17, 8405220481. 


8206280114 Summary of 820611 meeting w/util in Bethesda,MD re sc 
remedial work. 

HOOD, D S. Licensing Branch 4. BOX 13. OL. 82/06/18. 
Licensing Branch 4. 5pp. 25400:326. 24X Fi c he : 50-329, 84/05/ ■ 

8405220481. 


■8206290012 Forwards summary of 820608 telcon w/util re Encl 3 to 
ltr on definition of Phase 2 underpinning activities & QA 
plan for soils activities. 

HOOD, D. S. Licensing Branch 4. BOX 13. OL. 82/06/18. 

Licensing Branch 4. 26pp. 25401:126. 24X Fi ch e : 50-329, 84/05, 

8405220481. 


— 8206290629 Ac k receipt of 820403 l>. 12 ltrs providing brief accour 
soil issues. Issuance of CP by Commission provides no 
assurance that OL will be granted OL issuance depends on 
implementation of remedial actions. 

EISENHUT, D. G. Division of Licensing. BOX 13. OL. 82/06/25. 
5TAMIRIS, B. Affiliation Not Assigned. 5pp. 25400 331 24X 

Fiche 50-329, 84/05/17, 8405220481. 


0732 Requests support for 820429 meeting w/ACRS Midland 
ommittee r® soils remedial actions. 

SCO, R . L. Assistant Director for Licensing. BOX 13. 82/04/08 

©HT,J. P. Division of Engineering. Ip. 25401:095. 24X 

* 30-329, 84/05/17, 0405220481. 


-8207120118 Provides reasons why FES will not meet issuance date c 
820705, Proposed revised date is 820720. Deferra 1 not 
expected to affect overall licensing schedule adversely. 

TEDESCO, R. L. Assistant Director for Licensing. BOX 13. 82/07 

EISENHUT, D. G. Division of Licensing. 2pp. 25400:342. 24X 

Fiche : 50-329, 84/05/17, 8405220481. 


0773 Summary of 811214 & 820316 meetings w/util V. B&W in 
osda, MD re supplemental ECCS calculations. 

AN, R W. Licensing Branch 4. BOX 13. 82/03/25. Licensing 

ch 4 21pp. 25401:066. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


0336 Responds to F Rinaldi 820309 memo re soil liquefaction at 
lifey No need to consider effects of liquefaction on 
gory I structures as plant fill will be dewatered, 
i Q. Hydrologic & Geotechnical Engineering Branch. BOX 13. 
3/30 KUO, P. T, Structural Engineering Branch. Ip. 

L 087 24X Fiche: 50-329,84/05/17. 8405220481. 


3633 Summary of 8203187 meeting in Bethesda.MD re lighting & 
jency d i esel sys. 

kN* R W Licensing Branch 4. BOX 13. 82/04/16. Licensing 

:h 4 6pp. 23401:101. 24X Fi ch e : 50-329, 84/05/1 7, 8405220481. 


)372 Summary of 820401 meeting w/util in Bethesda,MD re schedules 
JRC review of soils remedial activities. 

D, Licensing Branch 4. BOX 13. ISSUANCES OM. 82/04/09. 

*tlng Branch 4. Spp 23401.096. 24X Fiche: 30-329, 84/03/17, 

120481 


>141 Notification of 820403-08 meeting w/util, Bechtel St BStW in 
it da, MD to resolve remaining open items prior to 
me e of SER. 

kN, R W Licensing Branch 4. BOX 13. 82/04/02. ADENSAM, E. G 

Iting Branch 4. 4pp. 25401:091. 24X Fiche: 50-329, 84/05/17, 

* 20481 , 


— 8207130354 Forwards summaries of telcons w/util, some of which uer 
cited in 820312 ltr transmitting testimony for OL hearings. 
Other telcons relate to licensing action. 

WEEKS, U. R. Brookhaven National Laboratory. BOX 13. 82/06/29. 

TUROVLIN, B NRC - No Detailed Affiliation Given. 4pp. 25400: 
24X Fiche. 50-329, 84/05/17, 8405220481. 


— 8207140304 Discusses Govt Accountability Project investigating pr 
at p lant. Emp 1 oy ees fear of reprisal for coming forward 
noted. News conference scheduled for 820629. Reg ion may delay 
issuance of preliminary notification until info received. 
ADENSAM, E, G. Licensing Branch 4. BOX 13. 82/06/25. DENTON, H 

Office of Nuclear Reactor Regulation, Director. Ip. 25400:337 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8207230194 Notification of 820721 meeting w/util &t Bechtel in Bet 
MD to discuss draft suppl to SER re so i 1 s-re lated open 
items. 

HOOD, D. S. Licensing Branch 4. BOX 13. OL. 82/07/16. 

ADENSAM, E.G. Licensing Branch 4. 3pp. 25400:344. 24X 

Fiche; 50-329, B4/05/ 1 7, 8405220481 . 


— 8207290047 Advises that util will be required to perform analysis 
w/c on serva t i ve settlement profile to show settlement 
induced stresses in replaced svc water pipe do not exceed 
allowable stress value of 3Sc. 

KNIGHT, U. P. Assistant Director for Comp. & Structures Engineer 
(Pre 830201). BOX 13. 82/07/16. TEDESCO, R. L. Assistant Dire 

for Licensing. Ip. 25400 347. 24X Fiche: 30-329, 84/05/17, 

8405220481. 


i599 Notification of 820416 meeting w/util & Bechtel in Bethesda, 
discuss buried piping. 

0 8. Licensing Branch 4. BOX 13. OL. 82/04/13. 

AM* E O. Licensing Branch 4. 3pp. 25401:107. 24X 

; 30-329, 04/03/17,0405220481. 


— 8208040367 Forwards responses to MP Sinclair discovery questions 
degradation of steam tube integrity & matls used for reactor 
vessel fabrication. 

JOHNSTON, W. V. Assistant Director for Matls & Qual. Engineering 
(Pre 830201). BOX 13. 82/07/23. TEDESCO, R. L. Assistant Dire 

(nr I i r an e i nn linn P i r h a SCI— 7M. BA /C\ S / 1 7. 


08060085 Requests .Ml xnfo » response to 820733 »e«o r. ...HIT, 
feedwater mod. Items 1 t ! » ."Cl r„o.e. prior t. NRC 
approval to proceed w/mod Resolution of items 3 & 4 requirea 

far final WC approval of mod . BO v 13 82/07/30. 

BOSNAK.R J. Mechanical Engineering Branch_ BOX 3. 

ADENSAM. E G. Licensing Branch 4. 2pp. 254 
Fiche 50-329.84/05/17,8405220481. 


08230146 Central Files version of Revision 2 to Process Steam 

Coordination Manual Procedure 3-1^ “mergency 2540 1. 320. 24X 

* Consumers Power Co. BOX 13. 81/iu/iv o PP . 

Fiche 50-329. 84/05/17. 8405220401 


-8210180220 Responds to 811102 ltr re qualification of 

testing & audit p ersonn el . Add 1 info re util postion on Reg 
Guide 1 . 58, Revision 1 requested. ol 

i,nuAu T M Assistant Director for Licensing. BOX 13- GL-S1 
82/09/24. COOK, J. W. Consumers Power Co. 2pp. 25399:203. <d 
Fiche: 50-329. 84/05/17, 8405220481 


-8211040404 Forwards addl B Stamiris * M Sinclair interrogatories 
Responses not required until completion of related NRC 

investigations in Jan 1983. ps/m/ss STEYER, 

ADENSAM, E. G Licensing Branch 4. BOX 10. 82/10/22. STtYtK 

Chemical Engineering Branch. ip. 25376:255. 24X 

. sa_«o aims/17. R4Q5220481. 


?08260335 Forwards Geotechnical. Structural, Mechanical 8c Hydrologic 
“Engineering Branches input for SER suppl. which closes out 
NRC review on all div issues Applicant can proceed 

^Ass istant ^Dir ec tor* f or Comp. > Stroctore. Eopioe.rinp 
swot > BOX 13 82/08/16. NOVAK, T. H. Assistant Director 

lloll *1*00 IBS 24X Fiche: 50-329. 84/05/17. 

8405220481. 


>09140074 Summary of 820817 meeting w/util in Bethesda, MD re format 
for applicant request for NRC approval of soils const 
artivi ties List of attendees encl. 

SS£? a ^STJSgtA SS 

>09200109 Discusses contentions accepted at Midland 820812-13 
“prehearing conference. Disc overy questions must be filed by 
820831 w/exception of Sinclair Contentions 6, 8 & 16 for 
which discovery has not yet been closed. DnC7Tnr7V 7 

ADENSAM, E G. Licensing Branch 4. BOX 13. ”° SZT ° CZ * ' 

Equipment Qual if 1 cati on Branch. 32pp 25400:112. 24X 

Fiche: 50-329,84/05/17, 8405220481 


>09220372 Forwards QA Branch SER suppl for remedial soils activities. 
QA program meets 10CFR50,App B requirements & 820525 ltr 

JOHNSTON, W. V. Assistant Director for Matls & Qual. Engineering 
(Pre 830201). BOX 13. 82/09/02. NOVAK, T. Assistant Director for 

Licensing 3pp. 25400.148. 24X Fi che : 50-329, 84/05/ 17, 8405220481 


3209270530 Notification of 820908 meeting 
discuss QA program improvements. 

BOQD, D S. Licensing Branch 4. BOX 13 
ADENSAM, E G. Licensing Branch 4 3pp. 
Fiche 50-329,84/05/17,8405220481. 


w/util in Bethesda,MD to 

OL. 82/09/08. 

25399: 194. 24X 


3209290290 Advises that 820910 telcon w/ASLB & parties established 
821004 as revised date to issue SER Suppl 2 covering 
completion of soils settlement review. SER Suppl 2 is 
significant as record & ref source. 

EISENHUT. D. G. Division of Licensing. BOX 13. 82/09/13. 

VOLLMER , R Division of Engineering. Ip. 25399:197. 24X 

Fiche: 50-329, 84/05/17, 8405220481 


-8211040467 Summary of 820317 meeting w/app 1 icant, Bech te 1 , B&U, NU1 
BNL in Bethesda, MD re facility seismic equipment 
oualif ication program. Attendance list & agenda encl. 

HERMAN, R U Licensing Branch 4. BOX 13. 82/10/22. Licen* 

HERMAN. R. W. Licen ’ 5 "| 9 . 208 2 4X Fi c h e : 50-329, 84/05/ 17, 84032S 


Branch 4. 31pp. 


-8211090613 Forwards list of contentions accepted by ASLB for 
litigation. Table will be continuously updated as changes in 

MIULER^M°A. “uc^nsinlTBranch 4. BOX 10. ISSUANCES OM 82/1 
NOVAK, T. M. Assistant Director J-ot^ Licensing. 22pp. 23376: « 






8211160143 Summarizes branch comments on independent design 

verification program made prior to 821025 meeting^w/uti 1 . 
HAASS, W. P. Quality Assurance Branch. BOX 13. J ‘ 

NOVAK, T. M. Assistant Director for Licensing. 

24 X Fiche: 50-329, 84/05/ 17, 8405220481 . 


82/11/03. 

2pp. 25399: 24< 


— B212210016 Board Notification 82-105: forwards info re alleged di 
deficiency in ASME Code Class I p i p ing Cone ern relates to 
all PUR & BUR plants currently under OL review. 

NOVAK, T. M. Assistant Director for Licensing, BOX 09. 02/11, 

Atomic Safety and Licensing Board Panel. 2pp. 25363:034. i 
Fiche: 50-329, 84/05/17, 8405220481. 


8301190501 Board Notification 83-002: forwards info re lack of ai 

QA on superstrut matl used in cable tray, conduit & 
instrument supports. 

EISENHUT, D. G. Division of Licensing. BOX 13. 83/01/07. 

PALLADINO, N, J. Commissioners. 2pp. 25399:250. 24X 

Fiche: 50-329, 84/05/17, 8405220401. 


— 8301 190522 Provides info on apparent deficiencies in Midland-Ro 
superstrut matl used for Class IE cable tray & conduit 
sup p or t s, w/r ec ommenda t i on that appropriate board 
notification be considered. 

CREWS, J. L. Division of Resident, Reactor Project 8 < Engineerin 
Programs. BOX 09. 82/12/16. EISENHUT, D. G. Division of 

Licensing. 25pp. 2536 1 : 1 69. 24X Fiche: 50—329 , 84/05/17 , 

8405220481. 


B2 10040025 Forwards Suppl 2 to SER for review & comment on results of 
NRC technical review of soils settlement problem. Comments 
requested re level of info presented w/respect to Region 3 
need to execute insp & work authorization. U/o encl. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. OL. 
82/09/24. WARNICK. R. Region 3, Office of Director. Ip. 

25399:204. 24X Fiche 50-329,84/05/17, 8405220481 


8210130030 Forwards Zack Co welding records which may relate to Midland 
& Clinton. Board & parties should be notified. W/o encl. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 82/09/13. 

ANDENSAM, E. G. Licensing Branch 4. Ip. 25399:198. 24X 

Fiche: 50-329,84/05/17,8405220481. 


■8210130102 Forwards M Sinclair l* B Stamiris addl interr oga toTi es, 1 ist 
of contentions & assignment of reviewers. Responses re 
Stamiris Contention 6 due on 821006. Other responses due 
821025 W/o interrogatories or contentions. 

ADENSAM, E. G. Licensing Branch 4. BOX 10. ISSUANCES OM. 

82/09/28. BALLARD, R. L. Environmental Engineering Branch. Ip. 
25376:236. 24X Fiche: 50-329,84/05/17, 8405220481. 


-82101 50680 Board Notification 82— 90: informing of weld deficiencies 
which raise questions re ability of control panels to 
perform safety function during seismic event. 

NOVAK, T M Assistant Director for Licensing. BOX 09. 82/09/28. 

Atomic Safety and Licensing BoaTd Panel. 3pp. 25363:036. 24X 

Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


-8210180205 Forwards draft ltr requesting addl info from util on Reg 
Guide 1 58, Revision 1 re qualif ication of insp, exam & 
testing & audit personnel. 

HAASS, U P. Quality Assurance Branch. BOX 13. GL-81-01 . 

82/09/24. ADENSAM. E. Licensing Branch 4. Ip. 25399:202. 24X 

Fiche: 50-329, 84/05/ 1 7, 840522048 1 . 


— 8301250684 Discusses status of plants listed as of 830105. 

BENAROYA, V. Chemical Engineering Branch. BOX 13. 83/01/07. 

JOHNSTON, W. V. Assistant Director for Matls & Qual. Engineer! 
(Pre 830201). 9pp. 25399:252. 24X Fiche: 50-329, 84/05/ 17, 

8405220481. 


— 8301280415 Provides info to aid in resolving emergency diesel 
generator exhaust sys hangar issue. Exceptions to Reg Quide 
1.29 not appropriate to sys. 

SRINIVASAN, M. Power Systems Branch. BOX 13. 83/01/21. 

ADENSAM, E.G. Licensing Branch 4. 2pp. 25399:314. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8302020075 Recommends electric power sys (diesel generator*) fc 
inclusion in Independent Design Verification Program. 

Comments requested prior to 830208 meeting w/applicant. 

’ EISENHUT, D. G. Division of Licensing. BOX 13. 83/01/27. 

MATTSON, R. J. Division of System* Integration (post 811005). 
25399:261. 24X Fiche: 50-329, 84/05/17, 8405220401 . 


— 8303020050 Central Files version of Rev 7 to Emergency Plan 
Implementing Procedure FNP-O— EIP— 1 1 , "Handling of Injured 
Personnel" & Rev 26 to Procedure FNP— O-EIP-8, "Notification 
Roster. " 

* Alabama Power Co. BOX 13. OL. 83/02/21. 36pp. 23401: 

24X Fiche: 50-329,84/05/17, 8405220481. 


— 8303020452 Concurs w/830127 recommendation to use electric pow 
(diesel generators) as second appropriate sys for inclusion 
in independent design verification program. 

MATTSON, R, J. Division of Systems Integration (post 811003). 
13. 83/02/07. EISENHUT, D. G. Division of Licensing. Ip. 

25399:264. 24X Fiche: 50-329, 84/05/17, 84032204B1. 


vui¥uuv/ 9 \c a s:u 1 1 civio 


3180031 Requests review of TERA Corp engineering program & QA plans 
ar independent design & const verification program. W/o Enel 
& 2 . 

>VAK, T . M. Division of Licensing. BOX 13. OL 83/03/11. 

^TTSQN,R. J. Division of Systems Integration (post 811005) 5pp 
5399:265. 24X Fi c h e : 50-329/ 84/05/ 1 7, 8405220481 . ' 


5210208 Requests QA or safety review of Part 2l notification by 
ansamerica Del ava 1 re starting reliability of diesel 
vernor lube oil cooler. App licant safety concern & 
liability evaluation encl. 

OD, D. S Licensing Branch 4. BOX 13 OL. 83/03/14. 

MLINSON, E, Power Systems Branch. 12pp. 25399. 270 24X 

che: 50-329, 84/05/17. 8405220481. 


300169 Comments on RN Vollmer 830316 memo re plant independent 
sign const verification program. Evaluation of cracking 
containment shell recommended as special effort in civil/ 
ructure area. 

NALDIiF Structural 8< Geotechnical Engineering Branch. BOX 13. 
/03/23, SULLIVAN, T. Division of Engineering. 2pp 25399 282 
X Fiche: 50-329, 84/05/17, 8405220481. % 


310062 Advises that affidavits of TERA personnel have been reviewed 
are acceptable far independent design const verification 
agram.per 830321 memo. All affidavits not received. 

3SIER, M. Site Analysis Branch. BOX 13. 83/03/28. SULLIVAN, T. 

vision of Engineering. Ip. 25399:284. 24X 

:h« 50-329, 84/05/17, 8405220481. 


>40082 Designates GE Lear as acting assistant director for 
iponents & Structures Engineering, Div of Engineering, 

•ing author absence on 830328-0401. 

.GHT, <J. P. Assistant Director for Comp. & Structures Engineering 
ist 830201). BOX 13. 83/03/28. VOLLMER, R. H. Division of 

lingering. Ip. 25399:285. 24X F i ch e : 50-329, 84/05/ 17, 

15220481. 


>60551 Responds to B Garde FOIA Request 83-90 re IE insps & 
iluation on plant const activities on soils work that led 
Sp e?. sard memo Branch has no relevant documents 
iR, G Structural & Geotechnical Engineering Branch. BOX 13. 
03/31. WILSON, V. H. Management Analysis Branch. 2pp. 

199 292 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


00427 Responds to B Stamiris 830407 request for production of 
uments Available documents per Items 4 & 5 re 
erpinning & independent audits listed. 

ALDI,F. Structural & Geotechnical Engineering Branch. BOX 13. 
04/ J 5. ADENSAM, E. Licensing Branch 4. 2pp. 25399:290. 24X 

he 50-329, 84/05/17, 8405220481. 


10051 Summary of 830413 meeting w/IE, Region III.Tera Corp, 
licant & two intervener groups in Bethesda,MD re facility 
ign & const verification program. 

ENSTEIN, L. Reliability & Risk Assessment Branch. BOX 13. 
05/03. BUSLIK, A. Reliability & Risk Assessment Branch. 2pp. 
99 294 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


10221 Forwards generic evaluation for B&W plants re new info 
earning auxiliary feedwater effectiveness, as followup to 
rd Notification BN-83-21. Cone lusions not affected by new 
p re plant DHR capability under accident conditions, 

T80N, R J. Division of Systems Integration (post 811005). 

MPSON, H. L Division of Human Factors Safety. BOX 09. 

04/18. EISENHUT, D. G. Division of Licensing. 16pp. 25361:114. 

X Ft ch«r 50—329, 84/05/17, 8405220481. 


10244 Requests copy of new regulations on licensee posting 
lj i remen ts & results of review of Bechtel form. 

DE* B . P Institute for Policy Studies. BOX 10. 83/03/29. 

:> LER, J, G. Region 3, Office of Director. 10pp. 25376:221. 


20354 Requests support to address coordination problem between 
Region III St Div of Contracts re foundation & 
trptnning consulting contracts, Contract extension 
jbtalk recommended. 

Z t j. Structural & Geotechnical Engineering Branch. BOX 13. 
>9/27. LEAR, 0. Structural & Geotechnical Engineering Branch. 
25399 300. 24X Fi c h e : 50-329, 84/05/ 1 7. 840522048 1 . 


30085 Discusses exception to Reg Guide 1.29, per Warnick 821029 
». Emergency diesel generator exhaust sys hangers within 
>r ogram. Applicant position per FSAR App A re Regulatory 
Ltion €.4 of Reg Guide 1.29 not acceptable. 

JHTi J. P. Assistant Director for Comp. & Structures Engineering 
, 830201 ) BOX 13. 83/05/26. NOVAK, T. M. Assistant Director 

Licensing. Ip. 25399:299. 24X Fi c h e : 50-329, 84/05/ 17, 

* 220481 . 


8306030457 Notification of 830614 meeting w/util in Bethesda,MD 
discuss sys interactions & Paragraphs C 2 & C 4 of Reg 
Guide 1. 29. 

HOOD, D. S. Licensing Branch 4 BOX 13 OL. 83/06/01. 
ADENSAM, E. G. Licensing Branch 4. 3pp. 25399:303. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8306080019 Board Notification 83-70: forwards info re continued c 
activities on Underpinning Pier KC-2, located beneath turbine 
bldg northeast portion in violation of nonconformance rept & 
hold tag. W/o encl. 

NOVAK, T. M. Assistant D. rector for Licensing. BOX 06. ISSUANl 
OM. 83/05/24. Atomic Safety and Licensing Board Panel. 3pi 
25339:257 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


8306090019 Forwards comments on summaries of 830307,08,0405 & 07 
conferences, transmitted by util 830414 1 tr . Add i t i ons St revs 
necessary for complete S- accurate record. 

KANE, J. Structural & Geotechnical Engineering Branch. BOX 13. 
TAC 5134. 83/05/31. HOOD, D. Licensing Branch 4. 8pp. 

25399:306. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8306140344 Requests review of TERA Corp 830518 expanded engineer] 
program plan & project QA plan for facility independent 
design St const verification program. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/06/C 
SPEIS, T. P. Division of Safety Technology. 2pp. 25399:316. I 
Fiche: 50-329, 84/05/17, 8405220481. 


8306220124 Advises that only control room HVAC sys portion of pre 
independent design St const verification program is within 
div scope of review. Comments & proposed mods encl. 

MULLER, D. R. Assistant Director for Radiation Protection. BOX 
83/06/14. NOVAK, T. Assistant Director for Licensing. 3pp. 
25399:318. 24X Fic h e: 50-329, 84/05/17, 8405220481. 


—8307120170 Responds to util 830610 ltr presenting evaluation of 
explorations completed in SWPS area. App 1 icant recommendation 
that all proposed const dewatering wells be installed to min 
elevation of 570 ft, acceptable. 

KANE, J, D. Structural & Geotechnical Engineering Branch. BOX 1 
TAC 5134. 83/06/30. LEAR, G. Structural & Geotechnical 

Engineering Branch. 2pp. 25399:322. 24X Fiche: 50-329 , 84/05/1 

8405220481. 


—8307130349 Reviews matl presented at 830627 meeting on const comp 
program. Structural & Geotechnical Engineering Branch has 
no substantive comments on matls. 

KNIGHT, J. P. Assistant Director for Comp. & Structures Engineer 
(Post B30201). BOX 13. 83/07/08. NOVAK, T. M. Assistant Direc 

for Licensing. Ip. 25399:336. 24X Fiche: 50-329, 84/05/ 17, 

8405220481. 


— 8307130401 Offers no comments on const completion program sent 
w/830705 memo. 

MULLER, D. R. Assistant Director for Radiation Protection. BOX 
83/07/07. NOVAK, T. M. Assistant Director for Licensing. Ip. 
25399:327. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8307140128 Requests review & comments on encl const completion pr 
proposed by util to improve project installation & insp 
status, sys const & QA imp 1 ementati on. Comments requested by 
830706. W/o ends. 

NOVAK, T. M. Assistant Director for Licensing. BOX 13. 83/07/0 

SPEIS, T. Division of Safety Technology. 2pp. 25399:324. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8307190305 Advises of no comments on proposed const completion pr 
since program primarily pertains to QA/QC aspects. 

RUBENSTEIN, L. S. Assistant Director for Core St Plant Systems. 

13. 83/06/30. NOVAK, T. M. Assistant Director for Licensing. 

25399:321. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


— 8307190347 Submits comments on 830610 Rev 1 to const completion 
program & 830401 third party const imp lementation overview. 
Scope of program unclear. S&tW presents reasonable case for 
qualif ication & independence. 

HOUSTON, R. W, Assistant Director for Reactor Safety. BOX 13. 
83/07/06. NOVAK, T. Assistant Director for Licensing. Ip. 
25399:326. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


— 8307190421 Forwards final NRR SALP input for Jul 1981 - Mar 1983 
functional area of licensing activities. Continued focus of 
high level mgt attention in soils areas required to 
maintain acceptable levels of performance. 

MILLER, M. A. Licensing Branch 4. BOX 13. 83/07/07. EISENHUT, 

Division of Licensing. 6pp. 25399:328. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


107200488 Responds to 830705 request for review of const completion 
program. Review of JP Chawla & SW Baranow qual i f ications for 
inclusion on third-party insp team recommended. Program 
acc ep tab 1 e. 

SPEIS, T. P. Division of Safety Technology. BOX 13. 83/07/08. 

NOVAK, T. M. Assistant Director for Licensing. Ip. 25399:335. 24X 
Fiche: 50-329, 84/05/17, 8405220481 

07200559 Responds to 830705 request for review of const completion 
program. Program acceptable. 

JOHNSTON, W V Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201 ) . BOX 13. 83/07/08. NOVAK, T. Assistant 

Director for Licensing. Ip. 25399:337. 24X Fi che: 50-329, 

84/05/17, 8405220481. 


07250653 Forwards Equipment Qua 1 i f ic at i on Branch SER input re pump b 
valve operability assurance program. Adequacy of overall 
program cannot be determined u»/o onsite audit. 

KNIOHT, J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). BOX 13. 83/07/19. NOVAK, T. M. Assistant Director 

for Licensing. 4pp. 25399:338. 24X Fi c h e : 50— 329, 84/05/ 17, 

8405220481. 


07260079 Responds to 830705 request for review of const completion 
program. No comments submitted. M Miller given results of 
review orally on 830706. 

ZIEMANN, D. L. Division of Human Factors Safety. BOX 13. 83/07/07. 

NOVAK, T. M. Assistant Director for Licensing. Ip. 25399:334. 

24X Fiche: 50-329, 84/05/17, 8405220481. 


08100415 Forwards NRR comments on const completion program 830610 
submittal in response to 830623 request. S&W ap pr opriate 1 y 
independent & qualified to perform review 

EISENHUT, D. G. Division of Licensing. BOX 13 OL. 83/08/03. 
KEPPLER, J. G. Region 3, Office of Director. 8pp. 25399:345. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


108150024 Forwards SER re recent failures of A-286 internals bolting 
in B&W FA 177 plants. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201 ) . BOX 13. 83/08/08. NOVAK, T. M. 

Assistant Director for Licensing. 4pp. 25399:353. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


108290023 Forwards documents responsive to B Garde FOIA Request 83-454 
for info concerning structural adequacy of diesel generator 
bldg. Record of FOIA processing time end. 

LEAR, G. Structural Sc Geotechnical Engineering Branch. BOX 13. 
83/0B/18. WILSON, V. H. Planning S< Program Analysis Staff. 3pp. 
25399:357. 24X Fiche: 50-329, 84/05/17, 8405220481. 


[08310052 Board Notification 83-165: transmits rept on rereview of 
structural adequacy of diesel generator bldg Sc results of 
modified finite element analysis of bldg per 830912 request. 

W/o ends. 

NOVAK, T. M. Assistant Director for Licensing. BOX 08. OL. 
83/10/26. Atomic Safety and Licensing Board Panel. 3pp. 
25358:089. 24X Fich e: 50-329, 84/05/17, 8405220481 . 


109130023 Order imposing civil monetary penalties in amount of 
*120,000 for violation re breakdown in implementation of QA 
program. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. BOX 13. EA-83-003. 83/08/29. Consumers Power Co. 

7pp. 25399:360. 24X Fiche: 50-329, 84/05/17, 8405220481. 


)09300010 Clarifies 830316 memo re NRR assistance in resolving site 
soils issues. In execution of Task Interface Agreement 83-40, 

NRR should recognize that util changes represent departure. 

ADENSAM, E. G. Licensing Branch 4. BOX 09. TAC 51341. 83/09/09. 

LEAR, G. E. Structural Sc Geotechnical Engineering Branch. 2pp. 
25365:158. 24X Fi ch e : 50-329, 84/05/17, 8405220481 . 


309300021 Discusses NRR assistance in resolving site soils issue. 
Recommends that periodic site visits be made in order for 
personnel to maintain awareness of underpinning effort. 

WARNICK, R. F, Assistant Director for Licensing. BOX 13. TAC 
51341. 83/03/16. NOVAK, T, Assistant Director for Licensing. 

2pp. 25400:009 . 24X Fi ch e: 50-329, 84/05/ 17, 8405220481 . 


310210108 Submits info re licensee 830509 decision to stop remedial 
soils wort due to violations of applied hold tag 
requirements, per present NRC procedures re board 
notifications. 

WARNICK, R. F. Region 3, Office of Director. BOX 09. 83/05/13. 

EISENHUT, D. G. Division of Licensing. 2pp. 25360:227. 24X 


— 8311300405 Trip rept re 831027 site visit re unresolved 

items from 831028 HVAC audit. No unresolved items remain. 

Final safety evaluation will be provided under separate 
cover . 

TERAQ, D. Mechanical Engineering Branch. BOX 08. TAC 141433. 
83/11/17. BQSNAK/R.J Mechanical Engineering Branch. 11pp. 
25353 264. 24X F i c h e . 50-329, 84/05/ 1 7, 8405220481 . 


— 8312020060 Discusses contract w/Franklin Research Ctr to provide 
technical assistance for underpinning & remedial soils work 
review S: plan for communications among parties involved. 
EISENHUT, D. G. Division of Licensing. BOX 08. 83/11/11. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25357:318. 
Fiche: 50-329, 84/05/17, 8405220481 . 


— 8402010403 Requests approval of end Task Action Plan (TAP) Unre' 
Safety Issue A-17, "Sys Interactions in Nuclear Power 
Plants," reflecting changes since 830616 plan. All div 
directors concurred w/revised TAP. Task 9 deleted. 

SPEIS, T. P. Division of Safety Technology. BOX 08. 84/01/09. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. : 
25352: 311. 


— 8402010509 Forwards safety analysis input re structural design 
adequacy of HVAC sys, per Task Interface Agreement 83—78. 
Investigation did not disclose discrepancies expected to 
cause operating problems. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. St Environ 
Technology (Post 830201). BOX 06. TAC 52311. 84/01/24. 

NOVAK, T. M. Assistant Director for Licensing. 12pp. 23337:20' 

24 X Fiche: 50-329, 84/05/17, 8405220481. 


— 8402230321 Discusses 840124 memo re Task Interface Agreement 83- 
Region III request for design adequacy of HVAC sys hardness 
tested b o 1 1 s . Hi gh es t hardness found in sample bolts was 
Rockwell C 29. Testing unnecessary. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. St Environ 
Technology (Post 830201). BOX 06. TAC 52311. 84/02/13. 

NOUAK, T. M. Assistant Director for Licensing. 2pp. 25337:286 
24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8405230055 Transcript of JG Keppler 810116 deposition. Pp 167-248 
KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 1 
OM. 81/01/16. 81pp. 25332:350. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8405230058 Transcript of JG Keppler 810106 d ep os i t i on. Pp 1-164. 
Supporting documentation encl. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 
OM. 81/01/06. 187pp. 25333:070. 24X Fi c h e : 50-329, 04/05/17, 

8405220481. 


— 8405230072 Submits daily staff notes from 810105 re Midland Enfo 
Notification 80-058. 

DIRCKS,W. J. Office of the Executive Director for Operations. 
05. 81/01/06. AHEARNE, G ILINSKY, HENDRIE Commissioners. Ip 

25333:257. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8405240448 Transcript of GS Keeley 801023 deposition in Midland, 
Pp 1-87. 

KEELEY, G. S. Consumers Power Co. BOX 02. OM. 80/10/23. 87p 

25311:279. 24X F i ch e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8405240453 Transcript of S Afifi 801031 deposition in Ann Arbor, 
Pp 223-261 . Related info enc 1 , inc 1 ud i ng QA program SAR change 
notice St incomplete FSAR. 

AFIFI, S. Consumers Power Co. BOX 02. OL. 80/10/31. 371pp. 

25312:007, 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


— 8405240464 Transcript of B Dhar 801217 deposition in Ann Arbor,h 
Pp 1-160. 

DHAR, B. Consumers Power Co. DHAR, B. Bechtel Corp, BOX 02. 
80/12/17. 161pp. 25313:018. 24X F i c h e : 50-329, 84/05/ 17, 

8405220401 . 


— 8405240467 Transcript of TR Th iruvengadam 801211 deposition in ( 
IL. Pp 1-61. 

TH I R UV ENG ADAM Consumers Power Co. BOX 02. OM, 80/12/11. ( 

25313:178. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8405240473 Transcript of WR Ferris 801210 deposition in Chicago, 
Pp 1-172. 

FERRIS, W. R. Bechtel Corp. BOX 02. OM. 80/12/10. 173pp. 

25313:241. 24X Fi ch e : 50-329, 84/05/1 7, 8405220481 . 


05240487 Exhibits 1-3 from TC Cooke 801022 deposition. 

COOKE, T. C. Consumers Power Co. BOX 02. OM. 80/10/22. 10pp. 

25314:233. 24X Fi c h e : 50-329. 84/05/ 1 7, 8405220481 . 


D 5240491 Transcript of DE Horn 801022 deposition in Midland, MI. 
>p 175-245. 

HORN, D. E. Consumers Power Co. BOX 02. OM 80/10/22. 75pp. 

25314.243. 24X Fi c h e : 50-329, 84/05/ 1 7, 8405220481 . 


>5240496 Transcript of DE Horn 801021 deposition in Midland, MI. 
>p 1-174. 

IORN, D. E. Consumers Power Co. BOX 02. OM. 80/10/21. 174pp. 

15314 317. 24X Fi c h e : 50-329, 84/05/ 1 7, 840522048 1 


16020001 Region III tracking sys re open & unresolved insp items as 

f 840217. Related info enc 1, inc lud ing lists of unresolved 

atters. 

Region 3, Office of Director. BOX 06. 84/03/21. 96pp. 

15334:042 . 24X Fiche: 50-329, 84/05/17, 8405220481. 


6020003 Forwards draft IE Insp Repts 50-329/83-08 & 50-330/83-08 & 
otice of violation re allegations concerning deficiencies 
n design Se const of HVAC sys. Related info enc 1, inc lud in g 
ack Co documentation. 

PESSARD, R. L. Division of Engineering. BOX 06. 83/11/08. 

EY, W. , SCHULZ, R. , KROPP, W. Region 3, Office of Director. 700pp 
5334:146. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


6020007 Rept of Inquiry Q3-83-004 re allegations of QA problems & 
/AC contractor questionable ac t i vi ty . A1 1 ega t i ons within 
urview of Region III. Case closed. 

ROST, W. E. , PAWLIK, E. T. Office of Investigation BOX 06. 

3/06/23. 3pp. 25337: 079. 24X Fi c h e: 50-329, 84/05/1 7, 8405220481 . 


6020010 Lists potential generic weaknesses stemming from insps of 
ack Co. Prompt insp requested. 

INTER, D. R. Division of Engineering. BOX 06. 83/11/07 

JTAPOVS, U. Region 4, Office of Director. Ip. 25337:083 24X 

Lche: 50-329, 84/05/17, 8405220481 


6020014 Forwards Ofc of Investigations rept re Zac k Co for 
jpropriate action. W/o end. 

iPPLER,J. G. Region 3, Office of Director BOX 06. 83/06/23. 

ILL I NS, J. Region 4, Office of Director. Ip. 25337:279. 


>020038 Requests review of HVAC sys structural design adequacy, 
Lmilar to work performed under Task Interface Agreement 
1-04 for LaSalle. 

’ESSARD, R. L. Division of Engineering. BOX 06. 83/08/04. 

ISENHUT, D. G. Division of Licensing. Ip. 25337:288. 24X 

che: 50-329, 84/05/17, 8405220481. 


>020042 Forwards revised list of Zack Co HVAC matl samples for NRC 
istructive exam insp. 

(NKE, R. C. Region 3, Office of Director. BOX 06. 83/09/16. 

(NIELSON, D. H. Region 3, Office of Director. 6pp. 25337:289. 

X Fiche: 50-329, 84/05/17, 8405220481. 


,020045 Forwards 830926 statement re Zack HVAC issues. W/o end. 
ESSARD, R. L. Division of Engineering. BOX 06. 83/10/03. 

,RDE, B. P. Government Ac c ountab i 1 i ty Project. 2pp. 25337:295. 
X Fiche: 50-329,84/05/17, 8405220481. 


020049 Discusses 830824 telcon re Zack Co HVAC ac t i vi t i es. Sp ec ia 1 
sp initiated. 

ESSARD, R. L. Division of Engineering. BOX 06. 83/08/24. 

OK, J. W. Consumers Power Co. 2pp. 25337:299. 24X 

che: 50-329, 84/05/17, 8405220481. 


020051 Delegates authority to administer oaths or affirmations in 
rtherance of NRC inquiry re Zack Co. 

PPLER, J. G. Region 3, Office of Director. BOX 06. 83/08/09. 

WHINS, F. C. Division of Engineering. 2pp. 25337:301. 24X 

che: 50-329, 84/05/17, 8405220481. 


020056 Discusses anonymous allegations re Comstock work at site. 
RNICK, R. F. Region 3, Office of Director. BOX 06. 82/02/24. 

RELIUS, C.E. Division of Engineering. 5pp. 25337:318. 24X 

che: 50-329, 04/05/17, 8405220481. 


020059 Summary of 831004-07 audit & meeting w/util in Ann Arbor, MI 
saf ety-related portions of HVAC sys. 

QD, D. Licensing Branch 4. BOX 06. OM. 84/02/14. Licensing 

anch 4. 20pp. 25337:323. 24X Fiche: 50-329, 84/05/17, S405220481. 


020063 Summary of 831027 meeting w/util it Zack Co at site re open 
ems from 831004—07 HVAC design aud i t. Related info end, 
eluding status of allegations as of 840228. 

□D, D. Licensing Branch 4.' BOX 06, OM. 84/02/14. Licensing 

anch 4. 66pp. 25337:343.' 24X Fi che: 50-329, 84/05/17, 8405220481 . 


8406020069 Discusses allegations from former Bechtel employee ri 
Bechtel interface in design & const of HVAC sys. 

HAWKINS, F. C. Division of Engineering. BOX 06. 83/10/13. 

Division of Engineering. 6pp. 25338:047. 24X 

Fiche. 50-329, 84/05/17, 8405220481 . 


--8406020072 Forwards depositions of Individuals C & H, taken on 83 
11, respectively. 

KEPPLER, J.G. Region 3, Office of Director. BOX 06. 83/08/18 

GARDE, B. P. Government Accountability Project. Ip. 25330:053 

— 8406020074 Informs of results of credential checks on SStW person 
involved in independent assessment of soils remedial work. 
SHAFER, W D. Region 3, Office of Director. BOX 06. 83/02/18. 

WARNICK, R. F. Region 3, Office of Director. 2pp. 25338:082. 
Fiche 50-329, 84/05/17, 8405220481. 


— 8406020077 Forwards Zack Co investigation rept cited in Board 
Notification 82-94 re welder record d l screpanc ies 
potentially reportable under Part 21. 

WARNICK, R F. Region 3, Office of Director. BOX 06. 83/06/01 

EISENHUT, D. G. Division of Licensing. 3pp. 25338:160. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020080 "Investigation Into Apparent Discrepancies in Weld Re 
Relative to Midland Project. " Related info encl. 

* Zack Co. BOX 06. 82/09/27. 166pp. 25338:163. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020086 Requests concurrence w/program presented at 840307 me 
re resumption of ASME Code & non-code mechanical work on 
emergency diesel generators. 

QUAMME, D. L. Consumers Power Co. BOX 06. CSC-7468. 84/03/15 

HARRISON, J. J. Region 3, Office of Director. 4pp. 25339:063. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020089 Forwards summary of nonconformances identified as res 
recent field change re ques t/f i el d change notice review. 

QUAMME, D. L. Consumers Power Co. BOX 06. CSC-7367. 84/02/23 
HARRISON, J. J, Region 3, Office of Director. 4pp. 25339:092. 
Fiche. 50-329, 84/05/17, 8405220481. 


— 8406020092 Transfers responsibility for mgt of IDVP program to II 
effective 840101. IDVP schedule encl. 

EISENHUT, D. G. Division of Licensing. BOX 06. 83/11/07. 

PARTLOW, J. G. Division of QA, Safeguards &c Inspection Programs 
(Post 830103). 3pp. 25339:101. 


— 8406020096 Requests attendance at 840313 public meeting in Bethe 
re IDCVP. 

GRACE, J N. Division of QA, Safeguards V. Inspection Programs < 
830103). BOX 07. 84/02/28. EISENHUT, D. G. Division of Licen 

2pp. 25343:007. 24X Fic he: 50-329, 84/05/17, 8405220481. 


— 8406020097 Requests info re plans for addl inspectors at site in 
to reply to LR Romo (Lone Tree Council) 840130 ltr. Draft 
reply encl. 

GOLDSMITH, R. Commissioners. BOX 06. 84/02/23. REHM, T. NRC 

Detailed Affiliation Given. llpp. 25339:110. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020101 Informs of results of search for documents responsive 
FOI A Request 84-158 re Novak visits to site or region during 
Sept-Dec 1982. 

WARNICK, R. F. Region 3, Office of Director. BOX 06. 84/03/21 

SMIDTH, P. Region 3- Office of Director. Ip. 25339:158. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020103 Summarizes 840112 meeting re responsibility for IDCVP 
Agreements 1 isted, incl ud ing technical support from NRR St 
Region III in reviewing design. 

PARTLOW, J. G. Division of QA, Safeguards St Inspection Programs 
(Post 830103). BOX 07, 84/02/21. ADENSAM, E, Licensing Bran 

2pp. 25343:051. 24X F i c he ; 50-329, 84/05/17, 8405220481 . 


— 8406020107 Requests documents subj to encl FOIA Request 84-158 r 
visits to site or region during Sept-Dec 1982. Related info 
encl, including Tera Corp agenda for 840313 meeting re IDCVP. 

* Region 3, Office of Director. BOX 06. 84/03/14. Region 

Office of Director. 79pp. 25339: 159. 24X Fi c he : 50— 329, 84/05 

8405220481. 


— 8406020110 Responds to 830708 ltr St 830726 telcon re engineering 
problems associated w/Midland St Palisades nuclear plants. 
Requested info available at LPDR. 

MENCZER, W. B. Region 3, Office of Director. BOX 06. 83/07/27 

WAGNER, C. W, Michigan, State of. Ip. 25339:254. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


S 4060201 1 1 Offers no comments on TERA white paper re IDCVP. Paper 
difficult to understand , es pecia 1 1 y w/o detailed knowledge 
of various programs being implemented. 

SPESSARD, R. L. Division of Engineering. BOX 07 83/08/23. 

KEPPLER, J.G. Region 3, Office of Director. Ip. 25343:075. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


8406020126 Forwards "Midland IDCVP Monthly Status Rept 4 for Aug 
1983. " 

LEVIN, H. A. TERA Cor p. BOX 07. OM. 83/09/20. KEPPLER, J. G. 
Region 3, Office of Director. EISENHUT, D. G. Division of 
Licensing. COOK, J. W. Consumers Power Co. 38pp. 25345:206. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406020131 Advises that insp re Bechtel form signed by Bechtel 
employees should be completed by 830630. 

DAVIS, A. B. Region 3, Office of Director. BOX 06. 83/04/27. 

WARNICK, R. F. Region 3, Office of Director. Ip. 25339:266. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020149 Notifies of SALP board results from apprai 
Regulatory performance acc ep tab 1 e. QA & QC problems 
identi fied. Increased insp frequency recommended. 
KEPPLER, J. G. Region 3, Office of Director. BOX 07 
MOSELEY, N. C. Region 3, Office of Director. 2pp. 
Fiche: 50-329,84/05/17,8405220481. 


— 8406020151 Discusses implementation of TMI Action Pla 
NUREG-0660) at p lant. Re lated info enc 1 , i nc 1 ud ing Ne 
Announcement 84-01 re NRC order requiring independe 
of project mg t. 

HERNAN.R. Division of Licensing. BOX 06. 83/06/C 

Midland Daily News Midland, MI. 6pp. 25339:359. Z 
Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406020155 Forwards revised response to preliminary S 
Jul 1980 - June 1981 . Comments reflect full consider 
better understanding of points raised by NRC. 

COOK, J. W. Consumers Power Co. BOX 07. 82/09/17. 

Region 3, Office of Director. 39pp. 25346:077. * 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020159 Forwards Independent Assessment of Underpi 
79 for wk ending 840324. 

LUCKS, A. S. Stone & Webster, Inc. BOX 06. MPF 79. 
COOK, R. Region 3, Office of Director. 17pp. 2534 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020163 Informs that SALP III evaluation input for 
1982 due 820730. For refueling evaluation, actual mai 
mod should be included. 

TAMBLING, T. N. Region 3, Office of Director. BOX C 
KEPPLER Region 3, Office of Director. DAVIS, HINC 
Detailed Affiliation Given. 5pp. 25346:186. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020164 Forwards Independent Assessment of Underpi 
78 for wk ending 840317. 

LUCKS, A. S. Stone & Webster, Inc. BOX 06. MPF 78. 
COOK, R. Region 3, Office of Director. 15pp. 2534 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020170 Informs that SALP III evaluation input for 
Sept 1982 due 821030. Str eng ths, wea knesses & noncomp 
should be charac ter i z ed . 

TAMBLING, T. N. Region 3, Office of Director. BOX 0 
NRC - No Detailed Affiliation Given. 3pp. 25346:1 
Fiche: 50-329, 84/05/17, 8405220481. 


8406020117 Confirms previous discussions re IDCVP to be conducted by 
TERA Corp. Public Law 97-415 Section 13 requires NRC study 
of existing 5k alternative programs for improving const 
QC & QA. 

TAYLOR, J. M. Division of QA, Safeguards & Inspection Programs (Post 
830103). BOX 07. 83/07/27. COOK, J. W. Consumers Power Co. 4pp. 

25343:101. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


8406020120 Discusses NRC participation in TERA Corp meetings re IDCVP 
Related info end. 

HOOD, D. S. Licensing Branch 4. BOX 07. 83/06/20. NOVAK, T. M. 

Assistant Director for Licensing. 67pp. 25343:110. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


8406020127 Recommends board notification re licensee 830509 decision to 
stop remedial soils work due to violations of applied hold 
tag requirements. Fact sheet end. 

WARNICK, R. F. Region 3, Office of Director. BOX 06. 83/05/13. 

EISENHUT, D. G. Division of Licensing. 4pp. 25339:260. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406020129 Summarizes 840229 & 0301 meetings w/ut i 1, Bee hte 1, B&W St S8.W 
in Ann Arbor, Ml re confirmed items Sc findings concerning 
IDCVP. 

LEVIN, H. A. TERA Corp. BOX 07. OM. 84/03/08. KEPPLER, J. G. 

Region 3. Office of Director. EISENHUT, D. G. Division of 
Licensing. COOK, J. W. Consumers Power Co. 27pp. 25345:315. 24X 

Fiche. 50-329, 84/05/17, 8405220481. 


8406020134 Forwards revised SALP sc hedu le. De 1 ay due to personnel- 
related matters within Region III. 

TAMBLING, T. N. Region 3, Office of Director. BOX 07. 83/05/20. 

KEPPLER, J. G. , DAVIS, A. B. , NORELIUS, C. E. Region 3. Office of 
Director. 2pp. 25346:053. 24X Fich e: 50-329, 84/05/17, 8405220481. 


8406020138 Confirms 820805 public meeting in Midland, MI re SALP 
disputed issues from Jul 1980 - June 1981 8< 820517 response 
to rept. 

WARNICK, R. F. Region 3, Office of Director. BOX 07. 82/08/03. 

COOK, J. W. Consumers Power Co. Ip. 25346:055. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406020140 Forwards draft response to Senator Levin 830616 ltr re 
constituent request for info on selection of independent 
auditors & dates of public meetings. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/07/01. 

REHM, T. A. Office of the Executive Director for Operations. 4pp. 
25339:274. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406020175 Forwards proposed response to B Garde 8310 
of S&W to conduct third party const implementation 
Response w/author signature requested. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07 
REHM, T. A. Office of the Executive Director for Ope 
25346:266. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


— 8406020180 Provides brief rept on Midland hearing ses 
S< identifies matters to be handled by region it Ofc 
Investigations. 

LEWIS, S. H. Region 3, Office of Director. BOX 06. 
KEPPLER, J. G. , DAVIS, A. B. , WARNICK, R. F. Region 3, C 
Director. 2pp. 25340:157. 24X Fich e: 50-329, 84/OS 


— 8406020181 Requests addl info on memo re 831025 close 
concerning independent mgt audit. 

GARDE, B. P. Government Accountability Project. BOX 
DEYOUNG, R.C. Director's Office, Office of Inspecti 
Enforcement. KEPPLER, J. G. Region 3, Office of DiT 
25346:271. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020185 Forwards memo of conversation between JE B 
re alleged board order violation. 

BRUNNER, J. E. Consumers Power Co. BOX 06. 83/09/1 
Safety and Licensing Board Panel. 3pp. 25340: 159. 
Fiche: 50-329, 84/05/17, 8405220481. 


8406020135 Requests response to end ltr from constituent re progress 
of selection of independent auditors & dates of public 
meetings. 

LEVIN, C. Senate. BOX 06. 83/06/16. KAMMERER, C. Office of 

Congressional Affairs. 4pp. 25339:272. 24X Fiche: 50-329, 

84/05/17, B405220481, 


8406020142 Notification of 820805 public meeting in Midland, MI to 
discuss licensee response to SALP. 

* Region 3, Office of Director. BOX 07. 82/08/03. Region 3, 

Office of Director. Ip. 25346:056. 24X Fi ch e : 50-329, 84/05/ 17, 

8405220481. 


— 8406020187 Forwards summary rept of 820917 telcon. Sal 
addressed. 

SHAFER, W. D. Region 3, Office of Director. BOX 07. 
GARDE, B. P. Government Accountability Project. Ip. 


8406020144 Testimony of JG Keppler on 830616 before House Subcommittee 
on Energy St Environ re NRC handling of const & QA problems 
at Midland. 

KEPPLER, J. G. Region 3, Office of Director. BOX 06. 83/06/16. 

4pp. 25339:281. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— B406020192 Summarizes B20917 telcon w/B Garde re gene 
concerning f ac i 1 i ty. Invest igati on of Zack progressi 
SHAFER, W. D. Region 3, Office of Director. BOX 07. 
KEPPLER, J. G. Region 3, Office of Director. 3pp. 
Fiche: 50-329, B4/05/17, 8405220481. 


— 8406020194 Testimony of JG Keppler before ASLB re imp 
program. Related info enc 1 , inc 1 ud ing Tera Corp agend 


NONDOCKETED ITEMS 


$06020196 Responds to 830310 ltr expressing concerns re const 
completion pr ogram. C lar i f i cations listed. 

KEPPLER, J. G. Region 3, Office of Director. BOX 07. 83/03/28 

GARDE, B. P. Government Accountability Project. 3pp. 25346:314. 

24X Fiche: 50-329,84/05/17. 8405220481. 


■060202 00 Requests review of end info re Tera Corp engineering St QA 
program plan for IDCVP. Related info end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 06. OM. 

83/03/11. MATTSON, R. J. Division of Systems Integration (post 
811005). VOLLMER, R. Division of Engineering. WARNICK, R. F. 

Region 3, Office of Director. 23pp. 25341:234. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06020203 Summarizes 830307 meeting re facility const completion plan. 
Lack of response to overwhelming public concerns re 
credibility of util 5c Bechtel Corp distressing. 

GARDE, B. P. Government Accountability Project. BOX 07. 83/03/10. 

KEPPLER, J. E. Region 3, Office of Director. 3pp. 25346:317. 24X 

riche: 50-329, 84/05/17, 8405220481. 


36020208 Ack receipt of 821022 Sc 1111 ltrs re views on QA 8c third 
party assessment at fac i 1 i ty . El ements necessary to 
iccomplish adequate review of QA matters listed. 

KEPPLER, v>. G. Region 3, Office of Director. BOX 07. 82/12/14. 

JARDE, B. P. Government Accountability Project. 2ppp. 25346:329. 
14X Fiche: 50-329,84/05/17, 8405220481. 


>60202 1 5 Submits comprehensive review of written matls 8c 
iresentations from 821024 Sc 1105 meetings between NRC 8c 
jtil. Comments submitted on behalf of former employees, local 
:itizens S< Lone Tree Council. 

)ARDE, B. P. Government Accountab i 1 i ty Project. BOX 07. 82/11/11. 

5ENTQN. H. R. Office of Nuclear Reactor Regulation, Director. 
IEPPLER, J. G. Region 3, Office of Director. 7pp. 25346:350. 24X 

■iche: 50-329, 84/05/17, 8405220481. 


>6020221 Clarifies 821210 discussion re site tour. Util 
iccompan iment of protected St anonymous witness 
nap prop r iate. 

IARDE, B. P . Government Accountability Project. BOX 07. 82/12/12. 

IHAFFER, W. D. Region 3, Office of Director. 2pp. 25346:358. 24X 

iche: 50-329, 84/05/17, 8405220481. 


16020225 Responds to 821005 ltr re open meeting issue 8< adequacy 
f QA program. Meetings w/licensee re SAL P findings 8c 
dequacy of QA should be held in public. 

EPPLER, J. G. Region 3, Office of Director. BOX 07. 82/11/23. 

IARDE, B.P. Government Accountability Project. 2pp. 25346:359. 

!4X Fiche: 50-329,84/05/17,8405220481. 


6020230 Lists indications of lack of responsiveness to facility 
roblems re increased workload 8c staff shortag es. Af f i dav i t s 
emain un investigated. Related info end, inc 1 ud ing R Landsman 
oncerns. 

ARDEiB.P. Government Acc ountab i 1 i ty Project. BOX 07. 82/10/05. 

EPPLER, J. Region 3, Office of Director. 10pp. 25347:020. 24X 

iche: 50-329, 84/05/17, 8405220481. 


6020241 Discusses 830908 revised schedule for Div of Engineering 
ork re Landsman concerns. No further slippage should occur, 
onsideration of end B Garde ltr requested. W/o end. 

ISENHUT, D. G. Division of Licensing. BOX 07. 83/09/20. 

□LLMER, R. H. Division of Engineering. Ip. 25348:096. 24X 

iche: 50-329, 84/05/17, 8405220481. 


6020249 Responds to 830727 request for comments re RB Landsman 
30719 concerns for diesel generator bldg. Listing of 
ran&cript pages will permit reviewer to recognize Sc 
valuate similarities St differences. 

ANE, J. Structural St Geotechnical Engineering Branch. BOX 07. 
4/05/07. LEAR, 0- Structural St Geotechnical Engineering Branch, 
pp. 25348:262. 24X Fiche : 50-329, 84/05/17, 8405220481. 


6020254 Forwards initial response to R Landsman concerns re 
itegrity of diesel generator b ldg, prepared during 830728 
arking meeting. 

INALDI,F. Structural St Geotechnical Engineering Branch. BOX 07. 
8/05/07. KUO, P. T. Structural Sc Geotechnical Engineering Branch. 
1pp. 25348:271. 24X Fi c h e: 50-329, 84/05/ 17, 8405220481. 


6020260 Requests confirmation that util St SScW will adopt protocol 
iverning communications for SScW independent third party 
I'erview of const completion program. 

EPPLER, J. O. Region 3, Office of Director. BOX 07. 83/09/15. 

3QK, J. W. Consumers Power Co. 5pp. 25348:323. 24X 

Lche: 50-329, 04/05/17, 8405220481. 


>020264 Forwards affidavits S< resumes of underpinning work 
tdependent assessment team, ioncluding JE Springer St 
! rriin Individuals meet indeoendence r e a u ir emen ts . 


8406020266 Informs of completion of competent audit of individu 
assigned by S8cW to work on third party const implementation 
overview at facility, per request. Individuals competent. 

MILLER, J. R. Region 3- Office of Director. BOX 07. 83/06/13 

WARNICK, R. F. Region 3, Office of Director. Ip. 25349:017. 
Fiche - 50-329, 84/05/17, 8405220481. 


— 8406020268 Discusses SS<W proposed third party const implementat 
overview for facility const completion program. Plan meets 
requirements. Proposal approved. 

HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/05/ 

WARNICK, R. F. Region 3, Office of Director. Ip. 25349:018. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020272 Forwards JA Mooney 830224 ltr re revs to soils rented 
independent assessment scope. Rev will permit Region III to 
conclude evaluation of S8eW as independent assessor. 

MILLER, D, B. Consumers Power Co. BOX 07. CSC-6564. 83/02/2- 

SHAFER, W. D. Region 3, Office of Director. 3pp. 25349:074. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020278 Forwards NRR comments on const completion plan, in rei 
to 830623 memo. NRR & IE comments will be combined w/Region 
III comments St will be issued to util. 

EISENHUT, D. G. Division of Licensing. BOX 07. 83/08/03. 

KEPPLER, J. G. Region 3, Office of Director. 7pp. 25349:105. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020281 Board Notification 82-123: forwards reprint of USGS Oj 
Rept 82-1033, "Probabilistic Estimates of Max Acceleration 
St Velocity in Rock in Contiguous US." 

EISENHUT, D. G. Division of Licensing. BOX 09. 83/01/11. 

PALLADINO, GILINSKY, AHEARNE Commissioners. 24pp. 25361: 30; 


— B406020283 Comments on 830610 const completion program. Phase 1 
implementation will be on area-by-area basis, but will be 
accomplished by teams w/sys resp onsib i 1 i ty . Re lated 
info end, including viewgraphs from 830811 public meeting. 
HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/07/5 

WARNICK, R. F. Region 3, Office of Director. 11pp. 25349:236. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020291 Responds to 830623 request to review const completior 
program. Forward s comments. SScW has sufficient independence St 
competence to perform third party assessment of program. 

W/o end. 

TAYLOR, J. M. Division of QA, Safeguards St Inspection Programs 
B30103 ) . BOX 07. 83/07/08. WARNICK, R. F. Region 3, Office c 

Director. Ip. 25349:257. 24X Fi c he: 50-329, 84/05/17. 8405220^ 


— 8406020295 "Analysis of CPC Proposed Const Completion Plan. " 

GARDE, B. P. Government Accountability Project. BOX 07. 83/05 

19pp. 25350:149. 24X Fic he: 50-329, 84/05/17, 8405220481. 


— 8406020300 Forwards B Garde (Govt Accountability Project) ltr ac 
licensing case as major project. Requests clarif ication on 
comments during telcon stating expectation to file summary 
disposition on steam generator contention. 

SINCLAIR, M. Sinclair, M. BOX 07. OL. 83/01/19. BECHHOEFEF 
Atomic Safety and Licensing Board Panel. 10pp. 25350:168. 5 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406020308 Submits review of written matls St presentations from 
821024 S. 1105 meetings. Comments submitted on behalf of 
former emp loyees, local citizens St Lone Tree Council. 

GARDE, B. P. Government Accountability Project. BOX 07. 82/13 

DENTON, H. P. Division of Licensing. KEPPLER, J. G. Region 3, C 
of Director. 35pp. 25350:178. 24X Fic he: 50-329, 84/05/17, 

8405220481. 


— 8406020313 Forwards summary of const completion program, per 8215 
meeting. Since meeting, program has undergone considerable 
development St evolution. Program is positive step in overall 
advancement of project goals. 

COOK, J. W. Consumers Power Co. BOX 07. 20428. 83/01/10. 

KEPPLER, J. G. Region 3. Office of Director. 33pp. 25350:213. 

Fiche: 50-329, 84/05/17, 8405220401. 

— 8406020334 Forwards evaluation of util const completion program, 
adequate for identifying problems. Approval mechanism will be 
confirmatory order. 

HARRISON, J. J. Region 3, Office of Director. BOX 07. 83/10/: 

WARNICK, R. F. Region 3, Office of Director. 5pp. 25351:214. 
Fiche: 50-329,84/05/17, 8405220481. 


— 8406020344 Rev 1 to QA plan for third party const imp lementat ioi 
overview. 

BARANOW, S. W. , KELLY, R. B. Stone 5c Webster, Inc. BOX 07. 83/' 

14pp. 25351:307. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


>040236 Summarizes 821228 telcon ui/ASLB re -facility evidentiary 
aring schedule. Schedule discussed w/board submitted, 
lated info end. 

iTONi W. D. Hearing Branch 2. BOX 07. 83/01/03. ADENSAM, E. NRC 

No Detailed Affiliation Given. 4pp. 25350:292. 24X 

che: 50-329* 04/05/17, 8405220481. 


>040298 Board Notification 82—98: forwards Region III 820924 
mfirmatory action 1 tr re problems in remedial soils QC 
[qualification program. 

NAK, T M Assistant Director for Licensing. BOX 09. OM. 
J/09/28 Atomic Safety and Licensing Board Panel. 3pp. 

J363 043 24X Fi c h e : 50-329* 84/05/17* 8405220481 . 


— 8406040348 Statement of BP Garde re problems of facility being 
inadequately dealt iu/by regulatory agencies. BP Garde 840213 
Itr to Governor of State of MI*T Hearron. Lone Tree Council* 
840213 ltr & proposal submitted by Lone Tree Council end. 
GARDE. B. P Government Accountability Project. BOX 09. 84/C 

22pp. 25367:255. 24X Fi c h e : 50-329* 84/05/ 1 7. 8405220481. 

— 8406040349 Forwards proposed response to T Devine B40111 ltr n 
Cincinnati Gas & Electric Co plan to verify quality of const 
at Zimmer. 

KEPPLER* J. G. Region 3, Office of Director. BOX 09. 84/02/t 

REHM* T. A. Office of the Executive Director for Operations. 
25367: 277. 


•>040302 Confirms actions discussed in 820924 telcon re problems in 
smedial soils QC requa 1 i f i cat i on program. 

iPPLER. J. G. Region 3* Office of Director. BOX 09. 82/09/24. 

DOK* J. W Consumers Power Co. 2pp. 25363:046. 24X 

Iche: 50-329* 84/05/17* 8405220481. 


— 8406040353 Notice of issuance of supplemental Director's Decisi 
DD-84-2 granting* in part* 830613 10CFR2. 206 petition to 
require mgt audit by util. 

DEYOUNG* R. C. Director's Office* Office of Inspection and 
Enforcement. BOX 09. DD-84-02. 84/01/12. Ip. 25367:294. 

Fiche: 50-329* B4/05/17, 8405220481. 


*040304 “Const Project Evaluation of CPC Midland Energy Ctr Project 

nits 1 St 2. “ 

Management Analysis Co. BOX 09. 83/03/02. 175pp. 25363:053. 

1-X Fiche: 50-329, 84/05/ 17* 8405220481. 


*>040307 Forwards "Const Project Evaluation 
poject. " Midland licensing board should be 

id. 

^RNICK, R. F. Region 3* Office of Director. 
ISENHUT* D. G. Division of Licensing. Ip. 
iche 50-329* 04/05/17, 8405220481. 


of CPC Midland Energy Ctr 
notified , W/o 

BOX 09. 83/03/18. 

25365:251. 24X 


6040312 Forwards notice of violation issued to util imposing civil 
onalty* based on licensee failure to implement adequate QA 
pogram re installation of components in diesel generator 
Idg Board notification recommended. 

4RNICK, R. F. Region 3* Office of Director. BOX 09. 83/02/09. 

ISENHUT* D G. Division of Licensing. Ip. 25366:140. 24X 

iche. 50-329* 84/05/17, 8405220481. 


6040317 Forwards draft ack ltr St draft FR notice re Lone Tree 
ouncil 2 206 petition on f ac i 1 i t i es. Dir ec tor 's Decision 
D— 03-16 denied similar relief requests. 

IEJ3ERMAN* J. Office of the Executive Legal Director. BOX 09. 

D— 03-16. 84/03/01. DEYOUNG* R. C. Director's Office* Office of 
nspecticn and Enforcement. 6pp. 25366:277. 24X 

iche: 50-329* 04/05/17* 8405220401. 


6040322 Forwards OELD analysis in response to SECY-84-42 re 
irector's denial of 2.206 relief CDD-83-16 St DD-84-2). 
irector's decision legally sufficient under applicable stds 
f judicial review. 

IRCKS* W. J. Office of the Executive Director for Operations. 
9. DD-83-16. 84/02/10. PALLADINQ, G ILINSKY, ROBERTS 

ammi s s i oner s. Spp- 25366:283. 24X Fiche: 50-329* 84/05/17* 

405220481. 


BOX 


6040326 Forwards director's decision under 10CFR2. 206 in response to 
30613 request* on behalf of Lone Tree Council* to take 
mmediate action re project. Request granted in part. 

£YQUNG*R.C Director's Office* Office of Inspection and 
nf or cement. BOX 09. 83/10/06. GARDE, B. P. Government 

ccountab i 1 ity Project. 2pp. 25366:341. 24X 

iche: 50-329* 04/05/17* 8405220481. 


6040330 Refers Govt Accountability Project (GAP) 830613 10CFR2. 206 

tr/petition to IE. Reso luti on will require close 

oord ination among IE, NRR & Region III. Draft ltr to GAP 

.IEBERMAN* J. Regional Operations & Enforcement Division. BOX 09. 
13/06/28 DEYOUNG* R. C. Director's Office* Office of Inspection 
,nd Enforcement. DENTON, H. R. Office of Nuclear Reactor 
legulation, Director. 6pp. 

1405220401. 


25367:007. 24X Fiche: 50-329* 84/05/17* 


>040332 Requests, on behalf of Lone Tree Council* that NRC take 
imediate action by modifying CP to include mandatory hold 
jints on balance of plant work. Certificate of Svc end. 
i la ted info end* including miscellaneous news articles. 

*RDE*B.P. Government Ac countab i 1 i ty Project. BOX 09. 83/06/13. 

\LLADINQ* N, * GILINSKY* V. * AHEARNE* J. Commissioners. 56pp. 
5367:013, 24X Fiche : 50-329, 84/05/17, 8405220481. 


— 8406040357 Responds to 831115 ltr re NRC approval of S&W as al] 
independent reviewer for QA implementation overview of soils 
work. No inconsistencies found within Govt Accountability 
Project position. 

DEVINE* T. . GARDE* B. Government Accountability Project. BOX 
03/12/22. REHM* T. A. Office of the Executive Director for 
Operations. 2pp. 25367:295. 24X Fiche: 50-329* 84/05/17* 

8405220481. 


— 8406040362 Presents questions on issues raised at NRC 831025 c! 
meeting re S&W nomination of CPC soils work. Renews request 
for NRC approval of CPC mgt audit to be conducted w/regard 
for requirements of SEC Y-82-10O3. 

GARDE, B, P Government Accountability Project. BOX 09. 83/] 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. KEPPLER* J. G. Region 3, Office of Director. 2| 
25367:303. 24X Fi c h e : 50-329, 84/05/1 7, 8405220481 . 


— 8406040364 Responds to 831014 ltr re Region III 830929 approval 
to conduct third-party const implementation overview of 
const completion program. NRC intends to monitor 
effectiveness of S&W. 

REHM* T. A. Office of the Executive Director for Operations. 
09. 83/11/15. GARDE, B.P. Government Accountability Project 

2pp. 25367:305. 24X F i c h e : 50-329, 84/05/ 17* 8405220481. 


— 8406040368 Forwards proposed response to B Garde 831014 ltr. Coi 
ticket indicates that response should be prepared for 
signature. Requests opportunity to respond*as comments appear 
to be directed at Region III ofc. 

KEPPLER* J. G. Region 3, Office of Director. BOX 09. 83/10/1 

REHM* T. A. Office of the Executive Director for Operations. 
25367:307. 24X Fiche: 50-329,^84/05/17, 8405220481. 


— 8406040375 Comments on review of criteria for independence & c> 
employed in procedural official approval of S&W to conduct 
third-party const implementation overview. S&W presence at 
facility cannot rebuild NRC or public confidence. 

GARDE, B.P, Government Accountability Project. BOX 09. 83/ 

KEPPLER, J. C. Region 3, Office of Director. 3pp. 25368:001, 
Fiche: 50-329, 04/05/17, 8405220481. 


— 8406040382 Forwards relevant documentation for overview of pro 
use of Form 3002 by Bechtel to keep current or foTmer 
Bechtel employees from sharing info about const problems on 
nuclear plant sites w/NRC, press or public. 

GARDE* B. P. Government Accountability Project. BOX 09. 83/ 

DEYOUNG* R. Office of the Executive Director for Operations. 
25368:006. 24X Fiche: 50-329* 84/05/17, 8405220481. 


— 8406040385 Forwards final rule published in FR on 820714 re pr 
of employees who provide info ( 10CFR19* 30* 40* 50* 60* 70* 72 & 
150) & revised NRC Form 3* per 830329 request. W/o ends. 

REHM* T. A. Office of the Executive Director for Operations. 
09. 83/04/26. GARDE* B. P, Government Accountability Projec 

25368:009. 24X Fiche: 50-329* 84/05/17* 8405220481 . 


— 8406040388 Forwards depositions of Individuals C & H* taken by 
830804 it 1 1* respectivel y * p er 830805 request. 

KEPPLER* J. G. Region 3* Office of Director. BOX 09. 83/08/ 

GARDE* B. P. Government Accountability Project. Ip. 25368:0 


>6040335 Board Notification 83-70: forwards info re continued const 
ictivities on underpinning pier KC-2, located beneath turbim 
ildg northeast portion in violation of nonconformance rept I 
told tag. W/o end. 

40VAK, T, M. Assistant Director for Licensing. BOX 09. OM. 
13/05/24. Atomic Safety and Licensing Board Panel. 3pp. 

25367:039. 24X Fiche: 50-329* 84/05/17, 8405220481. 


— 8406040389 Requests assistance in arranging interviews w/affia 
affidavits transmitted on 820629. 

LEWIS* S. H. Region 3, Office of Director. BOX 09. 83/07/14 
GARDE* B. P. Government Accountability Project. 2pp. 25368: 
24X Fiche: 50-329, 84/05/17* 8405220481. 


NONDOCKETED ITEMS 


40390 Responds to 820607 telcon requesting ltr concerning NRC 
icy of protecting confidentiality of person alleging 
bleats at facility. Identity of persons making allegations 
divulged. 

PLER, J. G. Region 3, Office of Director. BOX 09. 82/06/10. 

DE,B. Government Ac c oun tab i 1 i ty Project. Ip. 25368:079. 24X 

he: 50-329, 84/05/17, 8405220481. 


8406050008 Responds to 820906 ltr re allegations concerning facil: 
Ofc of Special Cases formed in mid-Jul 1982. A1 legations 
referred to Ofc of Investigations. 

KEPPLER, J. G. Region 3, Office of Director. BOX 09. 82/10/12. 

GARDE. B. P. Government Accountability Project. 4pp. 25364:008. 
24 X Fiche: 50-329, 84/05/17, 8405220481. 


40391 Advises that 830420 memo, tr ansmi tt ing documents requested by 
t Accountability Project (GAP), also indicated that addl 
uments requested verbally by GAP would be provided by 
ion III in future. List of previous GAP requests end. 

NICK, R.F. Region 3, Office of Director. BOX 09. 83/04/22. 

ON, W. D. NRC - No Detailed Affiliation Given. 6pp. 25368:112. 
Fiche: 50-329, 84/05/17, 8405220481. 


40393 Forwards General Statement of Poli<*j & Procedure for 
orcement Actions provided to B Stamiris it L Bernabei. 

3HT, N. A. NRC - No Detailed Affiliation Given. BOX 09. 
34/12. KEPPLER, J.G. Region 3, Office of Director. 10pp. 
£. 8 : 110 . 


f*0394 Confirms questions re listed Stamiris document requests on 
at completion program it ongoing insp it enforcement 
Lon, per 030415 telcon. 

dABEI, L. Government Accountability Project. BOX 09. OM. 

M/15, WILCOVE, N. Hearing Branch 2. Ip. 25368:128. 24X 

i«: 30-329, S4/05/17, 8405220481. 


*0397 Responds to 830310 ltr expressing concern re util const 
> 1 »t ion program. C lar i f i cati on also provided re 830208 
ting . 

*LER, J. G. Region 3, Office of Director. BOX 09. 83/03/28. 

>E,B P, Government Accountability Project. 3pp. 25368:139. 
Fiche: 50-329,04/05/17, 8405220481. 


*0400 Requests answers to listed questions re steps taken by NRC 
030200 meeting concerning util const completion 
jram 

>E»B.P. Government Accountability Project. BOX 09. 83/03/10. 

»LER, J. E. Region 3, Office of Director. 3pp. 25368:142. 24X 

m: 30-329, 04 /05/17, 8405220481. 


*0402 Forwards affidavit containing allegations re facility, 
.davit given to NRC by T Devine, Govt Accountability 
l»ct, during 030208 public meeting. Affidavit entered into 
allegation tracking sys. 

IZEK, J. Director's Office, Office of Inspection and 
»rc#ment. BOX 09. 83/02/09. FITZGERALD, J. Office of 

Mitigation. 4pp. 23363:297. 24X Fiche: 30-329, 84/05/17, 

*220401. 


*0403 Forwards affidavit of RA Perry re alteration of 

►mentation by Zack Co. 

"OR, D. L. Government Accountability Project. BOX 09. 83/02/25. 

tFER , W . Region 3, Office of Director. 9pp. 25363:301. 24X 

i e : 30-329, 04/03/17, 8403220481. 


-8406050011 Statement of BP Garde, on behalf of Lone Tree Council.ri 
f ac i 1 i ty. Mi d land Daily News article & marked-up affidavit by 
EE Kent encl. 

GARDE, B.P. Government Accountability Project. BOX 09. 82/06/i 

27pp. 25364:017. 24X Fic he : 50-329, 84/05/17, 8405220481. 


8406050016 Summarizes 820917 telcon w/B Garde, Govt Acc ountab i 1 i ty 
Pro ject, re facility. 

SHAFER, W. D. Region 3, Office of Director. BOX 09. 82/09/17. 

KEPPLER, J. G. Region 3, Office of Director. 3pp. 25364:045. 2 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050020 Comments on Feb 1983 public meeting between CPC & NRC. 
Requests Div of Licensing order independent audit of 
facilities. 

ROMO, L. R. Lone Tree Council. BOX 09. 83/04/21. KEPPLER, J. 

Region 3, Office of Director. Ip. 25364:352. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


-8406050024 Ack receipt of 831028 memo re concerns of D Saunders. Is 
identified by Saunders does not constitute new info re 
facility safety review. Memo documenting telcon between Ofc 
of Investigations St Saunders forwarded for action. 

EISENHUT, D. G. Division of Licensing. BOX 09. 83/11/15. 

WARNICK, R.F. Region 3, Office of Director. lp 25364:355. 24 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050026 Discusses telcon from D Saunders re facility. Correspond 
to & from licensee & subsequent insp repts will be sent to 
Saund er s. 

DAVIS, A. B. Region 3, Chicago, Office of the Director (81/03/01) 
BOX 09. 81/12/31. Region 3, Chicago, Office of the Director 

(81/03/01). lp. 25364:356. 24 X Fiche: 50-329, 84/05/17, 84052204 


— 8406050028 Forwards 831020 memo, documenting concerns of D Saunders 
made to Region III, for review & action. 

WARNICK, R.F. Region 3, Office of Director. BOX 09. 83/10/28. 

EISENHUT, D. G. Division of Licensing. lp. 25364:357. 24X 

Fiche: 50-329, B4/05/ 17, 8405220481. 


— 8406050031 Summarizes 831017 telcon w/D Saunders re facility. 

HARRISON, J. J. Region 3, Office of Director. BOX 09 . 83/10/20. 

Region 3, Office of Director. 2pp. 25364:358. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


— 8406050033 Discusses 830927 & 28 telcons w/D Saunders re NRC 
investigation at facility it specific concerns/allegations. 
FORTUNA, R. A. Office of Investigation. BOX 09. 83/10/20. 

HAYES, B. B. Office of Investigation. 3pp. 25365:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


*0404 Discusses 820218 telcon w/Devine, Govt Accountability Project 
‘),re B&tW poor work performance at facility. Lists 
tymous worker* concerns. P P Steptoe 830131 ltr to BP Garde, 
enc l . 

r ER, W. D> Region 3, Office of Director. BOX 09. 83/02/18. 

©. W Region 3, Office of Director. 3pp. 25363:310. 24X 

50-329, 04/05/17, 8405220481. 


*0406 Clarifies 821210 discussion re site tour by one of Govt 
»untab i 1 i ty Project witnesses. 

>E, B P. Government Accountability Project. BOX 09. 82/12/12. 

r ER, W. D Region 3, Office of Director. 2pp. 25363:313. 24X 

te 50-329, 04/05/17, 8405220481. 


*0407 Ack receipt of 821022 it 1111 ltrs, convey ing Govt 
Mjntability Project views on QA matters it third party 
fssment at facility. No documents are in NRC possession, 

021111 request. 

*LER, J. O. Region 3, Office of Director. BOX 09. 82/12/14. 

>E» B. P. Government Accountability Project. 2pp. 25363:315. 
Fiche: 50-329, 84/05/17, 8405220481. 


*0408 Responds to 821005 ltr re problems at const 
tc of "open" meetings on plant project matters St 
rssment of adequacy of QA program. 

*LER, J. 0. Region 3, Office of Director. BOX 09. 
itr n o Dnv,s<*nment Accountability Project. 2pp. 


site, addressing 


82/11/23. 
25363: 343. 


— 8406050036 Statement of DP Saunders re const of facility by Bechte 
subcontractors for CPC. 

SAUNDERS, D. P. Affiliation Not Assigned. BOX 09. 82/10/29. 8p 

25365:004. 24X Fi c h e: 50-329, 84/05/17, 8405220481 . 


— 8406050037 Requests meeting w/Pa 1 lad ino, J Keppler St V Stello on 83 
at author home, Silver Spring, MD. 

SAUNDERS, D. P. D. P. Saunders Enterprises. BOX 09. 83/09/28. 

PALLADINO Commissioners. lp. 25365:012. 


— 8406050040 Forwards correspondence re notice of violation from IE 
Repts 50-329/81-14 St 50-330/81-14, per request. 

* NRC - No Detailed Affiliation Given. BOX 09. 82/02/05. 

SAUNDERS, D. Affiliation Not Assigned. lp. 25365:013. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


—8406050045 Discusses DR Saunders allegations re faci lity. Forwards 
810727 ltr received from licensee re understandings reached 
at 810724 meeting. 

PHILLIP, G. A. Region 3, Chicago, Office of the Director (81/03/C 
BOX 09 81/08/31- Region 3, Chicago, Office of the Directoi 

(81/03/01). 3pp- 25365:026. 24X Fiche : 50-329, 84/05/17, 

8405220481. 


— 8406050049 Forwards 


ltr to D Saunders St complete evaluation of Sat 
^ n-P KJPr 810522 


NONDOCKETED ITEMS 


06050052 Advises that transcript of DP Saunders 821018 interview & 
821112 statement reviewed. No unresolved technical issues 
identified requiring special insp/investigat ion followup. 

NORELIUS, C. E. Division of Engineering. BOX 09. 82/12/15. 

KEPPLER, J. G. Region 3, Office of Director. Ip. 25365:053. 24X 
Fiche: 50-329,84/05/17. 8405220481. 


06050062 Forwards statement of D Saunders re allegations of improper 
work at facility. 

STELLO, V. Regional Operations 8t Generic Requirements. BOX 09. 
82/11/03. FITZGERALD, J. Office of Investigation. Ip. 25365:054. 
24X Fiche: 50-329, 84/05/17,8405220481. 


06050073 Confirms util positions in areas re training concerning 
IPINS, how to handle insp rept ui/IPINS, open insp repts, 
performance demonstrations by GA/QC personnel & balance of 
plant project QC instructions. 

WELLS, R. A. Consumers Power Co. BOX 09. 22124. 83/04/21. 

HARRISON, J. Region 3, Office of Director. 2pp. 25369:003. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06050077 Forwards schedule for reinsp of supports at facility, in 
response to 820830 request. 

COOK, J. W. Consumers Power Co. BOX 09. 82/11/15. KEPPLER, J. G. 

Region 3, Office of Director. 3pp. 25369: 060. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06050081 Advises that addl reviews of matl procurement resulted in 
identification of items not previously noted in 820917 1 tr 
(CSC-6323). Confirms NRC author i zation to procure listed 
non-Q items. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6397. 82/10/27. 

SHAFER. W. D. Region 3, Office of Director. Ip. 25369:063. 24X 

Fiche. 50-329,84/05/17,8405220481. 


i06050084 Informs of decision to modify commitment on proof load 
jacking of FIVP. as made in 820618 1 tr. Just i f i cat i on 
provided for not performing four point proof load jacking of 
FIVP temporary support sys. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC -6332. 82/09/21. 
SCHAFER. W. D. Region 3, Office of Director. 2pp. 25369:162. 24X 

Fiche: 50-329, 84/05/17,8405220481. 


tO6O5OO80 Informs of plan to procure all non-Q matls for underpinning 
of auxiliary bldg & svc water pump structure. Old lists 8c new 
items consolidated for request to procure non-G items. List 
approved items for auxiliary bldg underpinning. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6323. 82/09/17. 

SHAFER, W. D. Region 3, Office of Director. 3pp. 25369:183. 24X 

Fiche: 50-329. 84/05/17, 8405220481. 


106050096 Forwards 821209 response received from H Wah 1, Bechtel, re 
hold tag quest! ons. Request s D Miller, R Wells 8c J Rutgers to 
reflect on how util can best coordinate responses to NRC 
info request so as not to omit any relevant matl. 

COOK, J. W. Consumers Power Co. BOX 09. 22709. 83/05/10. 

HARRISON, J. Region 3, Office of Director. 14pp. 25369:327. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106050099 Forwards 830401 info for updating status of facility for 
NRC y el lowbook. Const is 797. complete for Units 1 8c 2. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6692. 83/05/06. 

HARTFIELD. R. A. Management Information Branch. 5pp. 25369:341. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


(06050102 Forwards draft Rev 5 to MPQP-1, "Quality Plan for 
Underpinning Activities. " Requests approval of listed 
activity per work author ization procedure. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC -6483. 83/01/03. 

SHAFER, W. D. Region 3, Office of Director. 2pp. 25371:052. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106050106 Forwards "Work Activity List for Jan 1983" for remedial soil 
work, per NRC-util work authorization procedure. Authorization 
of specific work items requested. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6467. 82/12/22. 

SHAFER, W. D. Region 3, Office of Director. 15pp. 25371:054. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406050124 Forwards "Work Activity List for Dec 1982" for remedial soil 
work, per NRC-util work authorization procedure. Author ization 
of specific work items requested. Supp lemental Work Activity 
List of Jan 1983 also forwarded. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6437. 82/11/24. 

SHAFER, W. D. Region 3, Office of Director. 19pp. 25371:069. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


• — 8406050133 Documents agreements reached during 821026 telcon w/La 
re open soils issues. Concurrence from Landsman obtained on 
listed items. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC -6405. 82/10/28. 
SHAFER, W. D. Region 3, Office of Director. Ip. 23371:092. 24 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050137 Confirms 821027 telcon re possibility of temporarily 
backfilling fire water lines located near svc water bldg. 
Requests that fire line be temporarily backfilled for listed 
reasons. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6400. 82/10/27. 
SHAFER, W. D. Region 3, Office of Director. Ip. 25371:093. 24 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050139 Forwards "Wot^c Activity List for Oct 1982" for remedia 
work, per NRC-util work authori zation procedure. Authorization 
of specific work items requested. Requests priority handling 
for listed activities. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6335. 82/09/24. 

SHAFER, W. D. Region 3, Office of Director. 16pp. 25371:094. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050145 Requests reauthorization for remedial soils work activ 
re const groundwater control. Forwards Rev 3 to Section 6.4, 
"Const Groundwater Control, " Spec 7220-C — 194(G) Sc drawings. 

W/o drawings. Related info end. 

MILLER, D. B. Consumers Power Co. BOX 09. CSC-6336. 82/09/24. 

SHAFER, W. D. Region 3, Office of Director. 23pp. 25371:110. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406050151 Forwards list of audit repts 5k certain other documents 
issued by MPQAD. 

BRUNNER, J. E. Consumers Pouir Co. BOX 09. 83/01/10. 

BECHHOEFER, C. , HARBOUR, J. Atomic Safety and Licensing Board Pa 
COWAN, F.P. Affiliation Not Assigned. 3pp. 25371:226. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070205 "Contents of W Paton 3-Ring Notebook Containing Deposi 
Summaries 5k Transcript Corrections. " 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 175pp. 25300: 

24 X Fiche: 50-329, 84/05/17,8405220481. 


— 8406070210 Forwards uncorrected copies of listed depositions 5k e> 
from 801029-31 deposition of S Af i f i. Uncorrec ted depositions 
include 801009 LW Hel ler, 801014-16 J Kane, 801022 T Cooke, 
801021-22 D Horn, 801025 G Keely & 801029-31 S Afifi. 

JONES, B. W. Office of the General Counsel. BOX 01. OM. 80/11 

STAMIRIS, B. Stamiris, B. MARSHALL, W. H. Marshall, W. H. 
SINCLAIR, M. Sinclair, M. 20pp. 25300:198. 24X 

Fiche . 50-329, 84/05/17, 8405220481. 


— 8406070215 Provides info re court reporter, per B Jones 801202 ret 
WD Paton 801209-11 deposition will be taken at Bechtel in 
Ann Arbor, MI. 

PATON, W. D. Hearing Branch 4. BOX 01. 80/12/02. STEPHENS, C. f 

Docketing & Services Branch. 4pp. 25300:218. 24X 

Fiche: 50-329,84/05/17, 8405220481. 


— 8406070216 Forwards deposition notices for individuals identifie< 
date, per telcon w/B Jones. Notice procedure will be allowed 
for Bechtel emp loyees. Discussion recommended re scope of 
document request for each deposition. 

ZAMAR IN, R, G. Isham, Lincoln & Beale. BOX 01. 80/09/22. 

PATON, W. D. Hearing Branch 4. JONES, B. Office of the General 
Counsel. Ip. 25300:222. 


— 8406070218 Forwards JC Hoyle 810219 memo re administrat i on of coi 
reporting svcs contract. Procedures effective on 830223. 
ENGELHARDT, T. F. NRC - No Detailed Affiliation Given. BOX 01. 
81/02/27. Office of the Executive Legal Director. Ip. 

25300 : 294. 


— 8406070228 Advises of changes in administration of court reportii 
contract w/Alderson Reporting Co, effective 810223. 
Administrative & Logistical Support Branch will have primary 
responsibility for all transcription svc requests. 

HOYLE, J. C. Office of the Secretary of the Commission. BOX 01, 
81/02/19. ENGELHARDT, T. F. Office of the Executive Legal Dire' 
5pp. 25300:295. 


-—8406070232 "Contents of W Paton 3— Ring Notebook Containing Transi 
Summaries - Aug. '* 

PATON, W. NRC - No Detailed Affiliation Given. BOX 01. 84/05 

200pp. 25301:001. 24X Fi che: 50-329, 84/05/17, 8405220481 . 


NONDOCKETED ITEMS 


06070245 Forwards rev to NR C structural organization chart.dtd Jul 
1980. Announcement 84 ltr. 

HALLER* N. M. Office of Resource Management* Director. BOX 01. 
30/07/31. NRC - No Detailed Affiliation Given. 3pp. 25301:347. 


36070295 Summarizes 800116 meeting w/util re plant fill settlement 
issue b licensee 791119 response to supplemental 
10CFR50. 54(f) Questions 24 through 35. 

JALLAGHER, E. J. Region 3* Chicago* Office of the Director. BOX 01. 
80/01/21. FIORELLI* G. Region 3* Chicago, Reactor Construction b 
ingineering Support Branch. 2pp. 25302:001. 24X 

•iche; 50-329* 84/05/17, 8405220481. 


16070297 Deposition of LW Heller. Prof qua 1 i f i cat i ans encl. 

lELLER , L. W. Hydrologic it Geotechnical Engineering Branch. BOX 01. 

80/10/07. 12pp. 25302:075. 


6070300 "Discussion of Applicant Position on Need for Addl Borings 
or Midland Units 1 8« 2. " Handwritten note states, "Heller 
ep #3." Related info re soil sett lement /QA concern encl. 

NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 47pp. 

5302:087. 24X Fi che : 50-329, 84/05/17, 8405220481 . 


6070303 Notice of violation from insp on 781211-13,18-20*790104-05, 
9-11 it 22-25. Handwritten notes b JD Kane prof 
ualif ications it experience statements encl. 

Region 3, Office of Director. BOX 01. 84/05/01. 23pp. 

5302:158. 24X Fi ch e: 50-329, 84/05/17, 8405220481 . 


b070306 Requests addl soil borings it related soil test data. Related 
ifo encl. 

1CALLI6TER, P. Army, Dept. of. BOX 01. 80/03/27. JACKSON, R. E. 

IC - No Detailed Affiliation Given. 14pp. 25302:188. 24X 

Lche: 50-329, 84/05/17, 8405220481. 


■>070310 "Settlement Update for Midland Units 1 b 2. " 

NRC - No Detailed Affiliation Given. BOX 01. 80/09/14. 62pp. 

}302: 243. 24X Fiche: 50-329, 84/05/17, 8405220481. 


■>070319 Discusses initial evaluation of remedial measures planned 
jr Category I structures placed on plant fill. 

3QDWIN, Z. M. Army, Dept. of. BOX 01. 80/03/24. JACKSON, R. E. 

1C - No Detailed Affiliation Given. 28pp. 25302:304. 24X 

che; 50-329* 84/05/17* 8405220481. 


>070328 "Contents of W Paton 3-Ring Notebook Containing Deposition 
hibits 1981* B10119-22. " 

>TON, W. Hearing Branch 4. BOX 01. 84/05/01. 143pp. 25302:333. 

!4X Fiche: 50-329* 84/05/17* 8405220481. 


>070332 Comments on util answer to notice of hearing re const 
eject it NRC 791206 order modifying CPs. Breakdown in QA 
curred in soil const activities. Design control interface 
verification lacking. 

LLAGHER, E. J. Region 3* Chicago, Office of the Director. BOX 01. 
0/04/30. FIORELLI, G. Region 3, Chicago, Reactor Construction & 
gineering Support Branch. 4pp. 25303: 138. 24X 

che: 50-329* 84/05/17* 8405220481. 


070333 Requests technical assistance for resolution of settlement 
structures at site* per transfer of lead responsibility 
r . 

RGA* S. A. Light Water Reactors Branch 4. BOX 01. 78/11/27. 

YOUNG* R. Division of Site Safety Sc Environmental Analysis. 

TTSON* R. Division of Systems Safety. Ip. 25303:161. 24X 

che: 50-329, 84/05/17* 8405220481. 


070334 Recommends forwarded info be considered for possible 
ard notification re qual if ication of components* updating 
ard Notification 78-27. 

□MPSON* D. Executive Officer for Operations Support. BOX 01. 
/05/17. VASSALLO* D. B. Assistant Director for Light Water 
actors, lp. 25303:165. 24X Fi che : 50-329, 84/05/17* 8405220481 . 


8406070340 Summary of 790816 site meeting re status of staff n 
soils settlement issue. 

HOOD, D. Light Water Reactors Branch 4. BOX 01. 79/08/24. 
Light Water Reactors Branch 4. 5pp. 25303: 175. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


8406070343 Recommends preparation of enforcement package in ligh 
four clear instances of matl false statements found in FSAR. 
Matl false statements it poor QA performance distinctly 
separate issues. 

THORNBURG, H. D. Division of Reactor Construction Inspection 
01. 79/09/27, GOWER, G. C. Office of Inspection & Enforcement 

Office of the Director. 2pp. 25303:180. 24X 

Fiche: 50-329, 84/05/17. 8405220481. 


— 8406070345 Notification of rescheduled 791109 meeting in Bethesd 
to discuss history of const problems to date b to determine 
whether specific action required. 

SHEWMAKER, R. E. Division of Reactor Construction Inspection. 

01- 79/11/05. THORNBURG, H. D. Division of Reactor Constructi 

Inspection. Ip. 25303:215. 24X Fi ch e : 50-329, 84/05/17* 840522 


— 8406070347 Notification of 791128 meeting in Bethesda, MD to disi 
history of const problems to date b to determine whether 
specific action required. Participants listed. Related info 
encl. 

SHEWMAKER, R. E. Division of Reactor Construction Inspection. 
01. 79/11/19. THORNBURG, H. D. Division of Reactor Construct: 

Inspection. 18pp. 25303:216. 24X Fiche: 50-329, 84/05/17* 

8405220481. 


— 8406070350 Notification of 790206 meeting in Bethesda, MD to disc 
status of insp 8t IE input in preparation for hearing. 
Participants listed. Related info encl. 

HENDERSON, J. B. Division of Reactor Construction Inspection. 

01- 79/01/15. REINMUTH, G. W. Division of Reactor Constructio 

Inspection. 11pp. 25303:236. 24X Fiche: 50-329. 84/05/17, 

8405220481. 


— 8406070356 Forwards comments re util response to Questions 16-20 
NRC 10CFR50. 54(f) request concerning plant fill. Review based 
on 790709 Rev 2 response. 

BATES, J. 0. Rockwell International Corp. BOX 01. 80ETEC-DRF-I 
80/01/17, CAPPUCCI, A. J. Mechanical Engineering Branch. 6pp 
25303:268. 24X Fi ch e: 50-329, 84/05/17, 8405220481. 


— 8406070360 Comments on underground utils section of Interagency 
Agreement NRC— 03-79— 167* Task 1 re plant fill* per request. 

BATES, J, 0. Rockwell International Corp. BOX 01. QOETEC-DRF-: 

80/07/30. CAPPUCCI, A. J. Mechanical Engineering Branch, 6pp 
25303:274. 24X Fiche: 50-329* 84/05/17, 8405220481. 


— 8406070369 Forwards summaries of vendor 800117,0227 it 0730 ltrs ' 
plant fill. 

BATES, J. 0. Rockwell International Corp. BOX 01. 80ETEC— DRF-: 

80/09/02. BOSNAK, R. J. Mechanical Engineering Branch. 4pp. 
25303:280. 24X Fi che ; 50-329, 84/05/17, 8405220481. 


— 8406070373 Forwards questions for util re deformation of buried | 
due to differential soil settl ement. Quest i ons posed in 
discovery period re proposed hearings on order modifying 
CPPR-81 b CPPR-82. Related info encl. 

BATES, J. 0. Rockwell International Corp. BOX 01. 80ETEC-DRF- 
80/10/21. BOSNAK, R. J. Mechanical Engineering Branch. 23pp. 
25303:290. 24X Fiche : 50-329, 84/05/17, 84052204B1. 


— 8406070376 "Contents of W Paton 3-Ring Notebook Containing Trans> 
Summaries for Jul 1981. " 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 250pp. 25303 

24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406070378 "Content of U Paton 3-Ring Notebook Containing Midlan 
Deposition Exhibits.Oct 1980 - Jan 1981." 

PATON, W. Hearing Branch 4. BOX 01. 84/05/01. 3pp. 25304: H 


406070386 Sixth bimonthly ltr rept for 800921-1120 re Interagency 
Agreement NRC-03-79-167 re soils issues. Related info end. 
MCCALLISTER, P. Army, Dept, of. Corps of Engineers. BOX 01. 
80/11/28. LEAR, G. Hydrologic & Geotechnical Engineering Branch. 
38pp. 25304:358. 24X Fic he: 50-329, 84/05/17, 84052204B1. 


406070391 Submits IE 810105 daily staff notes re proposed imposition 
of civil penalties against Midland, malfunction of Target 
Rock safety relief valve at Dresden & malfunction of main 
steam hot reheat valves at Fort St Vrain. Related info end. 

DIRCKS, W. J. Office of the Executive Director for Operations. BOX 
01. 81/01/06. AKEARNE, GILINSKY, HENDRIE Commissioners. U5pp. 

25305:042. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406070394 "Contents of W Paton 3-Ring Notebook Containing Deposition 
Exhibits After 810215." 

PATON, W. D. Hearing Branch 4. BOX 01. 84/05/01. 4pp. 25305:169, 

24X Fiche: 50-329, 84/05/17, 8405220481. 


406070398 Requests personnel availability for concentrated review of 
overall nonconformance sys including trending methods 8c 
individual nonconformance repts 8e excluding heavily reviewed 
areas such as soils. Parts of regular insp program will slip. 

KNCP, R. C. Region 3, Chicago, Office of the Director. BOX 01. 
79/09/27. FIORELLI, G. NRC - No Detailed Affiliation Given. Ip. 
25305: 179. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406070401 Advises that questions or requests for technical assistance 
encountered during review of nonconformance rept should be 
forwarded w/rept to Assistant Director for Const 8c 
Operations for technical evaluation. 

DAVIS, J. G. Atomic Energy Commission. BOX 01. 74/03/19. 

KEPPLER, J. G. Atomic Energy Commission. Ip. 25305:180. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406070404 Discusses procedures for ALAB-106, Cond itions 2, 3 i 4, 
VETTER, W. E. Atomic Energy Commission. BOX 01. ALAB-106. 

74/04/10. THORNBURG, H. D. Atomic Energy Commission. Ip. 
25305:181. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406070406 Forwards Appeal Board 750513 ltr informing that board no 
longer wishes to be supplied w/repts per ALAB-106. App 1 icant 
should continue to supply repts to staff. 

CARR, A. V. NRC - No Detailed Affiliation Given. BOX 01. 75/05/15. 

WARNICK, R. Office of Inspection 8c Enforcement, Office of the 
Director. Ip. 25305:182. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406070409 Requests review it evaluation of matl submitted per ALAB-106 
Condition 4 since Oct 1978, per instructions to IE Vandel dtd 
750425. Li ttle value seen in backfitting reviews. 

HAYES, D. W. NRC - No Detailed Affiliation Given. BOX 01. 

79/01/11. HANSEN, W. A. NRC - No Detailed Affiliation Given. Ip. 

25305:202. 24X Fi ch *: 50-329, 84/05/17, 8405220481 . 


406070412 Forwards notes on telcon w/JG Keppler, director, Region III re 
possible need for addl enforcement action. Requests position 
re need to stop const immediately it if so, what steps being 
taken & what is basis for change in position. 

AHEARNE/J. Commissioners. BOX 01. 81/01/14. STELLO, V. 

Director's Office, Office of Inspection and Enforcement. Ip. 
25305:219. 24X Fiche: 50-329, 84/05/17, 8405220481. 


406070414 Advises of possible ex parte contact in Midland proceeding 
on 800730 w/JG Keppler, Region III director St Region III 
personnel. Requests that memo St discussion summary be served 
to all parties in proceeding S< to PDR, per 10CFR2. 780. 

GIBBON, T. R. Commissioners. BOX 01. OM. 80/12/29. CHILK, S. J. 
Office of the Secretary of the Commission. 32pp. 25305:220. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406070416 Advises that SALP board concluded on 801103 that licensee 
overall regulatory performance acceptable, though significant 
QA/GC problems identified. Increased insp frequency 
recommended for QA,mgt St training Sc substructures. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director, BOX 01. 
81/01/02. MOSELEY, N. C. Division of Program Development St 
Appraisal. 11pp. 25305:252. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


4Q6070417 Provides background info re possible need for addl 
enforcement action, in response to 810114 memo. Identifies 
recommendation discussed , w/Gibbon that NRC should consider 
stopping const activity, as matter of policy. 

STELLO, V, Director's Office, Office of Inspection and Enforcement. 

BOX 01. 81/02/13. AHEARNE, J. Commissioners. 3pp. 25305:263. 

24X Fiche: 50-329, 84/05/ 1 7, 8405220481 . 


1406070419 Describes T Gibbon 800730 visit to Region III ofc Sc insp of 
const at Perry: facility on 800731 Sc 0801. Items discussed 
include NRC const insp program St environ qualification of 
electrical equipment. Related info end. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. BOX 01. 
80/08/14. STELLO, V. Office of Inspection Sc Enforcement, Office of 
the Director. B5pp. 25305:266. 


— 8406120010 Informs of immediate au thor i zat i on of remedial soil w 
activities, including work affecting activities defined in 
Q-boundary in Drawing C-45, per NRC/CPC work authorization 
procedure. 

SHAFER, W. D. Region 3, Office of Director. BOX 10. 82/08/13. 

Region 3, Office of Director. Ip. 25371:229. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120012 Forwards "NRC Sc CPC Work Authorization Procedure." R* 
info end, including chronological listings of major events Sc 
fact sheets. 

SHAFER, W. D. Region 3, Office of Director. BOX 10. 82/08/16. 

Region 3, Office of Director. 160pp. 25371:230. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120015 Rev 0 to Spec CC-100, "Soils Remedial Const Independe 
Assessment of Auxiliary Bldg Underpinning. " 

* Consumers Power Co. BOX 10. 82/09/20. 11pp. 25372:047. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120018 Procedure 1.0, "Project QA Plan. " Related info end. 
KELLY, R. B. Consumers Power Co. BOX 10. 82/09/20. 75pp. 

25372:058. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120023 Confirms discussion re 830224 St 0309 ltrs concerning 
tour provided for Individual A during nonregular work hours 
accompanied by former employee or union representative. 
BRUNNER, J. E. Consumers Power Co. BOX 10. 83/03/18. GARDE, B 

Government Accountability Project. 6pp. 25372:307. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120027 Responds to 830323 ltr re QA S, mfg deficiencies at 
Victoreen, Inc S< possible effect on nuclear plants in State 
of MI. Victoreen proposed corrective actions in 830211 
response to Region IV 821101-05 insp. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/05/10 

SMITH, G. R. Michigan, State of, Dept, of Public Health. 2pp. 
25372:318. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120031 Ack receipt of 830309 ltr from util re quality prograi 
mfg deficiencies at Vic toreen, Inc. Ltr indicates serious QA 
S< mfg deficiencies in in-plant monitoring equipment mfg by 
Victoreen. 

SMITH, G. R. Michigan, State of, Dept, of Public Health. BOX 1 
83/03/23. KEPPLER, J. Region 3, Office of Director. Ip. 
25372:320. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120034 Discusses quality program 8c mfg deficiencies for Viet 
Inc radiation detection instrumentat ion. Reg ion IV should be 
allowed to resolve matter, incl ud ing acc ep tab i 1 i ty of changes 
in Victoreen workmanship stds. 

GREGER, L. R. Region 3, Office of Director. BOX 10. 83/04/26. 

WARNICK, R. F. Region 3, Office of Director. 3pp. 25372:321. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120037 Discusses Region IV insp of Victoreen, Inc on 821101-0 
resulting from deficiency rept re quality program it mfg 
deficiencies of radiation monitoring equi pment. Clarif ica tion 
of evaluation requested. 

HIND, J. A. Region 3, Office of Director. BOX 10. 83/04/13. 

BANGART, R. L. Division of Vendor it Technical Programs. Ip. 
25372: 333. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120039 Discusses WB Grant 830228 ltr re quality program 8c mf 
deficiencies for Victoreen, Inc radiation detection 
instrumentation. Clarif ication 8c description of condition of 
instr umentation submitted to alter WB Grant opinion. 

COOK, R. J. Region 3, Office of Director. BOX 10. 83/04/08. 

HARRISON, J. Region 3, Office of Director. 2pp. 25372:334. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120055 Testimony of JG Keppler before ASLB re QA. Pp 1-5. Rela 
info end. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. OM. 
84/05/10. 9pp. 25372:352. 24X Fiche: 50-329, 84/05/17, 840522C 


— 8406120061 Rev 5 to Procedure MPQP-1, "Quality Plan For Underpin 
Activities. " 

BIRD, W. R. Consumers Power Co. BOX 10. 83/01/17. 24pp. 

25373: 271. 24X Fiche: 50-329, 84/05/17, B4052204B1. 


— 8406120067 Rev 1 to Procedure MPQP-2, "Quality Plan for Remedial 
Activities 8c Soi ls-Rela ted Work in Q-Areas. " 

BIRD, W. R. Consumers Power Co. BOX 10. 82/10/28. 5pp. 

25373: 295. 24X Fiche: 50-329, 84/05/17, 8405220481. 


--8 406 12007 1 Comments on 821012 Rev 4 to QA Plan MPQP-1 8i Rev 1 tc 
Plan MPQP-2. Plans authorized for implementation. 

SHAFER, W. D. Region 3, Office of Director. BOX 10. 82/10/22. 

MILLER, D. B. Consumers Power Co. Ip. 25373:300. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


06120095 Testimony of JG Keppler before ASLB re implementation of QA 
for soils work 8< remedial measures after 791206. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. OL. 

84/05/10. 44pp. 25373:328. 24X Fi c he : 50-329, 84/05/ 17, 8405220481 . 


06120099 Testimony of JG Keppler before ASLB re QA program 
implementation prior to 791206. 

KEPPLER, J.G. Region 3, Office of Director. BOX 10. Oh. 

31/04/13. llpp. 25374:010. 24X Fi c h e : 50-329, 84/05/ 17, 8405220481 . 


16120103 Testimony of JA Mooney before ASLB re remedial soils work. 
Annotated version also end. 

100NEY, J. A. Consumers Power Co. BOX 10. OM. 84/05/10. 53pp. 

>5374:059. 24X Fiche: 50-329, 84/05/17, 8405220481. 


16120106 Forwards CPC testimony on QA. Cert i f i cate of Svc end. 
JNNEAR, W. Isham, Lincoln & Beale. KINNEAR, W. Consumers Power 
o. BOX lO. OM. 83/04/12. KEPPLER, J. Region 3, Office of 
lirector. 4pp. 25374:113. 24X Fiche: 50-329, 84/05/17, 8405220481. 


6120109 Forwards direct testimony for hearing session commencing on 
30426 re QA, remedial soils work Sc cable pulling incident, 
ertificate of Svc end. 

ILLIAMS, F. C. Consumers Power Co. WILLIAMS, F. C. Isham, Lincoln S< 
eale. BOX 10. OM. 83/04/11. HARBOUR, J. , BECHHOEFER, C. Atomic 
afety and Licensing Board Panel. 4pp. 25374: 147. 24X 

iche: 50-329, 84/05/17, 8405220481. 


6120116 Testimony of JW Cook before ASLB re QA. 

OOK, J. W. Consumers Power Co. BOX 10. OM. 84/05/10. 31pp. 

5374:151. 24X Fi ch e : 50-329, 84/05/1 7, 8405220481 . 


6120121 Testimony of WR Bird before ASLB re QA. 

IRD, W. R. Consumers Power Co. BOX 10. OM. 84/05/10. 9pp. 
5375:021. 24X Fiche: 50-329, 84/05/17. 8405220481. 


6120126 Testimony of RA Wells before ASLB re QA. 

ELLS, R. A. Consumers Power Co. BOX 10. OM. 84/05/10. 15pp. 

5375:030. 24X Fiche: 50-329, 84/05/17, 8405220481. 


6120131 Testimony of JA Mooney 8< RM Wheeler before ASLB re alleged 
lolations of Apr 30 ASLB order 8c Mar 1982 cable-pulling 
icid ent. 

30NEY, J. A. , WHEELER, R. M. Consumers Power Co. BOX 10. OM. 

1705/10. 14pp. 25375:045. 24X Fiche: 50-329, 84/05/17, 8405220481. 


>120137 Testimony of BH Peck before ASLB re response to notice of 
olation from 830208 ins p of diesel generator bldg. Related 
if o end, including NRC open items list. 

:CK. B.H. Consumers Power Co. BOX 10. OM. 84/05/10. 27pp. 

(375:059. 24X Fiche: 50-329, 84/05/17, 8405220481. 


il20142 Notice of violation from insp on 830122-0220. Re lated info 
cl. 

:PPLER,J. C. Region 3, Office of Director, BOX 10. 50-330/83-03. 

13/04/06. 2pp. 25376:121. 24X Fi che: 50-329, 84/05/ 17, 8405220481 . 


120146 Forwards Independent Assessment of Auxiliary Bldg 
derpinning Weekly Rept 18 for 830116-22 & minutes of 
ily meetings. 

CHS, A. S. Stone 8< Webster, Inc. BOX 10. MPF 18. 83/01/25. 

OK, R. Region 3, Office of Director. 9pp. 25376:137. 24X 

che: 50-329, 84/05/17, 8405220481. 


120153 Forwards Independent Assessment of Auxiliary Bldg 
derpinning Weekly Rept 19 for 830123-29 & minutes of daily 
eting s. 

CKB, A. S. Stone 8< Webster, Inc. BOX 10. MPF 19. 83/02/03. 

OK. R. Region 3, Office of Director. 10pp. 25376:146. 24X 

Che: 50-329, 84/05/17, 8405220481. 


120158 Forwards Independent Assessment of Auxiliary Bldg 
derpinning Weekly Rept 20 for 830130-0205 8e minutes of 
ily meetings. 

CKS, A. S. Stone 8< Webster, Inc. BOX 10. MPF 20. 83/02/09. 

OK, R. Region 3, Office of Director. 9pp. 25376:156. 24X 

che: 50-329. 84/05/17, 8405220481. 


120160 Advises that resident inspector has no info re Jul 1982 
op work order, per 830216 FOIA request from B Garde. 

OK, R. J, Region 3, Office of Director. BOX 10. 83/02/24. 

UMtrK.n F R«aion .*3. Office of Director Son 35376:168 24X 


8406120166 Forwards proposed response to B Garde 830329 ltr. 

KEPPLER, J. G. Region 3, Office of Director. BOX 10. 83/04/22 
REHM, T. A. Office of the Executive Director for Operations 1 
25376:216. 24X Fiche: 50-329, 84/05/17, 8405220481. 


8406120167 Responds to 830329 request for new NRC regulations rei 
licensees to post notices informing employees of protection 
against informant d iscr imination. FR final rule dtd 820714 
end. 

REHM, T. A. Region 3, Office of Director. BOX 10. 83/04/22. 

GARDE, B. P. Government Accountability Project. 4pp. 25376:21' 


8406120171 Responds to request for addl info re facility const. C( 
completion program designed to correct deficiencies while 
establishing program for future const. 

MARABITO, R. J. Region 3, Office of Director. BOX 10. 83/04/2*! 

ROMO, K. B. Affiliation Not Assigned. Ip. 25376:234. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120176 Expresses concern re const activities at facility 8c re 
independent audit. 

ROMO, K. B. Affiliation Not Assigned. BOX 10. 83/03/24. 

KEPPLER, J. G. Region 3, Office of Director. Ip. 25376:235. 2 

Fiche: 50-329, 84/05/17, 8405220481. 


■8406120184 Annotated OL contentions of intervener Stamiris. 
STAMIRIS, B. Stamiris, B. BOX 10. OL. 82/08/11. 4 pp. 
25376:251. 24X Fich e: 50-329, 84/05/17, 8405220481. 


— 8406120196 Comments on scheduled hearing re B Stamiris request fo 
discovery in facility QA hearing. Satisfaction of request 
will prevent postponing hearing. Related info end. 

PATON, W. D. Hearing Branch 2. BOX 10. 83/04/08. HOOD. D. Off 

of Nuclear Reactor Regulation, Director. HARRISON, J. Region 3 
Office of Director. 2pp. 25376:310. 24X Fi ch e: 50-329, 84/05/1 

8405220481. 


— 8406120199 Responds to 830416 memo 8< board order re 830407 Stamir 
request for info concerning facility QA h ear ing . Lis ted 
documents available in PDR, 

WARNICK, R. F. Region 3, Office of Director. BOX 10. 83/04/20. 

PATON, W. D. Hearing Branch 2. 20pp. 25376:312. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120204 Confirms info discussed on 830406 re B Stamiris reques 
discovery in facility QA h ear ing. Formal discovery request 
will be distributed after receipt on 830408. Related info 
end, including draft memorandum & order dtd 830405. 

PATON, W. D. Hearing Branch 2. BOX 10. 83/04/06. HOOD, D. Off 

of Nuclear Reactor Regulation, Director. HARRISON, J. Region 3 
Office of Director. 15pp. 25376:340. 24X Fiche: 50-329, 84/05/ 

8405220481. 


— 8406120210 Forwards background info for Commissioner Gilinsky sit 
visit. Info obtained from Region III,OELD case atty 8c 
licensing project manager. 

TR INER, E. G. Division of Budget 8< Analysis. BOX 10. 83/06/03. 

SHOWMAN, S. Commissioners. 4pp. 25377:035. 24X 

Fiche: 50-329, 04/05/17, 8405220481. 


— 8406120216 Requests that J Keppler, RM Gardner, R Landsman 8c RJ Coo 
attend Subcommittee on Energy 8< Environ hearing on 830616. 

Util 8c intervenor groups will attend. 

UDALL, M. K. House of Rep., Interior 8c Insular Affairs. BOX 10. 
83/06/02. PALLADINO, N. Commissioners. Ip. 25377:081, 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120220 Requests testimony at 830616 hearing re NRC views cone 
remedial soils problem 8c breakdown of QA program. Statement 
should be submitted to subcommittee clerk 24 h prior to 
hearing. 

UDALL, M. K. House of Rep., Interior 8c Insular Affairs. BOX 10. 
83/05/06. PALLADINO, N. Commissioners. Ip. 25377:082. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


--8406120223 Confirms positions re IPINS training, c losed 8c open ins 
repts, performance demonstrations by QA/QC personnel 8c soils 
performance demonstrati ons, per request at 030218 meeting. 

WELLS, R. A. Consumers Power Co. BOX 10. 22124. 83/04/21. 

HARRISON, J. Region 3, Office of Director. 2pp. 25377:083. 2 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120228 Forwards Independent Assessment of Auxiliary Bldg 

lln^arrinnlnn UsaLlii B a n +■ 31 #nT 0^n3OA— 13 X, ffiinnf#* n $ dailu 


NONDOCKETED ITEMS 


106120248 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 9 for 821114-20 & minutes of daily 
meetings. 

LUCKS* A. S. Stone S* Webster* Inc. BOX 10. MPF 9. 82/11/23. 

COOK, R. Region 3* Office of Director. 8pp. 25377:195. 24X 

Fiche: 50-329, 84/05/17* 8405220481. 


106120252 Forward s Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 8 for 821107-13. 

LUCKS, A. S. Stone i. Webster, Inc. BOX 10. MPF-8. 82/11/15. 
COOK, R. Region 3, Office of Director. 3pp. 25377:207. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1-06120256 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 6 for 821024—30. 

LUCKS, A. S. Stone & Webster, Inc. BOX 10. MPR-6. 82/11/03. 
COOK, R. Region 3, Office of Director. 3pp. 25377:210. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1-06120261 Forwards Independent Assessment of Auxiliary Bldg 
Underpinning Weekly Rept 7 for 821031-1 106. Related info 
end. 

LUCKS* A. S. Stone & Webster, Inc. BOX 10. MPF-7. 82/11/09. 
COOK* R. NRC - No Detailed Affiliation Given. 5pp. 25377:213. 
24X Fiche: 50-329, 84/05/17, 8405220481. 


1-06120264 Forwards Const Implementation Overview Rept 16 for 830926- 
30. No mgt meeting scheduled during subj period. 

BARANOW, S. W. Stone *< Webster, Inc. BOX 10. 83/10/03. 

KEPPLER, U. G. Region 3, Office of Director. 15pp. 25378:001. 24X 

Fiche: 50-329, 84/05/17* 8405220481. 


106120267 Forwards Const Implementation Overview Rept 5 for 830708-14 
it minutes of mgt meeting. 

BARANOW, S. W. Stone & Webster, Inc. BOX 10. 83/07/18. 

KEPPLER, J. G. Region 3, Office of Director. 8pp. 25378:079. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106120272 Forwards Const Implementation Overview Rept 4 for 830627- 
0707 & status of program devel opment. Related info end. 

BARANOW, S. W. Stone it Webster, Inc. BOX 10. 83/07/12. 

KEPPLER, J. G. Region 3, Office of Director. 18pp. 25378:087. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106120274 Forwards Const Implementation Overview Rept 3 for 830613-24 
it minutes of meet ing s. Stat us of ; rogram development end. 

BARANOW, S.W. Stone i Webster, Inc. BOX 10. 83/06/28. 

KEPPLER, U.G. Region 3, Office of Director. 4pp. 25378:121. 24X 

Fiche: 50-329, 04/05/17, 8405220481. 


— 8406120302 Comments on proposed corrective actions to Rev 1 to 
Procedure N-6, “Processing of Const Implementation Overview 
Deficiencies. " Quality Action Requests 0005-0007 & 00011 
issued for NIRs 002-005, respectively. 

BARANOW, S. W. Stone & Webster, Inc. BOX 10. 83/10/21. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25379:358. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120308 Indicates status of const implementation approval of Q 
it status assessment programs. QVP, BHO & status assessment 
ready for imp lementation. Related info encl. 

BARANOW, S. W. Stone it Webster, Inc. BOX 10. 83/10/12. 

KEPPLER, J. G. Region 3, Office of Director. 8pp. 25380:001. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120524 Forwards Independent Assessment of Underpinning Weekly 
68 for 840101-07. Minutes of daily meeting held during wk 
between members of assessment team it site eng ineering , const 
& QA personnel encl. 

LUCKS, A. S. Stone & Webster, Inc. BOX 08. MPF 68. 84/01/12. 

COOK, R. Region 3, Office of Director. 11pp. 25353:158. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120527 Forwards Independent Assessment of Underpinning Weekly 
62 for 831 120-26. Minutes of daily meetings held during wk 
between members of assessment team St site engineering const 
it QA personnel & trip rept of 831005 site visit encl. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. MPF 62. 83/12/01. 

COOK, R. Region 3, Office of Director. 16pp. 25352:001. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 

— 8406120529 Discusses completed audit re competence of individuals 
assigned by SStW to work on third party const implementation 
overview. 

MILLER, J. R. Region 3, Office of Director. BOX 08. 83/06/13. 

WARNICK, R.F. Region 3, Office of Director. Ip. 25352:017. £ 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120534 Discusses approval of third party const imp 1 ementat i or 
overview for Midland Plant const completion program for 
830401. 

HARRISON, J. J. Region 3, Office of Director. BOX 08. 83/05/25 

WARNICK, R.F. Region 3, Office of Director. 2pp. 25352:018. 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120541 Forwards resumes of SW Baranow it J Chawlo. Draft UG Kep 
830408 ltr to WH Dickhoner encl. 

WILD, P. A. Stone S< Webster, Inc. BOX 08. 83/04/28. MILLER, J. 

Region 3, Office of Director. 25pp. 25352:020. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


1-06120276 Forwards Const Implementation Overview Rept 2 for 830601-10 
it minutes of meetings. Program development status i. related 
info encl. 

BARANOW, S.W. Stone & Webster, Inc. BOX 10. 83/06/14. 

KEPPLER, U.G. Region 3, Office of Director. 7pp. 25378.125. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120546 Addresses adequacy of safety-related HVAC sys allegati 
former Zack employees. 

EISENHUT , D. G. Division of Licensing. BOX 08. OM. 84/02/16, 

SPESSARD, R. L. Division of Engineering. 28pp. 25353:236. 24) 

Fiche: 50-329, 84/05/17, 8405220481. 


106120279 Forwards Attachment A to Const Implementation Overview 
Weekly Rept 33, d i str ib uted on 840201. Related info encl. 

KARR, J. E. Stone & Webster, Inc. BOX lO. 84/02/03. KEPPLER, J. G. 
Region 3, Office of Director. 4pp. 25378:184. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120559 Forwards statements by former Zack 
present const activities, for use in special 
KEPPLER, U. G. Region 3, Office of Director. 
PAWLIK, E. T. Office of Investigation. Ip. 
Fiche: 50-329, 84/05/17, 8405220481. 


employees re past i 
insp. W/o enc 1. 

BOX 08. 83/08/30. 

25353:279. 24X 


106120282 Ack receipt of notes from S*W 831013, 1110 8< 1208 meetings U 
requests addl notes. 

BARAK, A. J. Michigan, State of. BOX 10. 84/01/27. HARRISON, U. J. 

Region 3, Office of Director. Ip. 25378:198. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


406120285 Advises that recent S&W hiring of field ofc clerk whose 
spouse is employed by util does not constitute violation of 
independence cr i ter ia. Pos i t ion is local hire it nontec hni ca 1. 

Related info encl. 

HARRISON, J. U. Region 3, Office of Director. BOX 10. 84/01/25. 

Region 3, Office of Director. 44pp. 25378:214. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 

406120293 Forwards copy of S&W ltr to util re revised procedures for 
independent assessment of underpinning it remedial soils 
work, per protocol governing communications between S&W Sc 
util. Related info encl. 

LUCKS, A. S. Stone St Webster, Inc. BOX 10. 83/12/02. 

HARRISON, J. U. Region 3. Office of Director. 6pp, 25379:115. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120565 "Four Requested Records Maintained by E Gallagher in 
Three Ring Notebook Labeled Midland Testimony QA (Soils). 11 
GALLAGHER, E. Affiliation Not Assigned. BOX 11. 84/05/11. 1| 

25380:119. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120569 Assorted d ocuments, inc lud ing request for equipment 
qual if ication rep t, inc ons i stenc i es in specs, review of 
US Testing Lab tests 8< Bechtel problems alert. 

* Consumers Power Co. * Bechtel Corp. BOX 11. 84/03/11. 

25380: 268. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406120572 Lists items designated for SALP appraisals. 

GALLAGHER, E. J. Region 3, Chicago, Office of the Director. BO 
80/10/27. SUTPHIN, R. Region 3, Chicago, Office of the Direc 
2pp. 25380:341. 24X Fic h e : 50-329, 84/05/17, 8405220481. 


— 8406120574 Advises that informal interviews w/NRC employees by D 
Chemical prohibited. Forwards 840309 ltr to C Rice of 
Kirkland it Ellis, attys for Dow, exp laining NRC reasoning. 
BERKOVITZ, D. M. Office of the General Counsel. BOX 11. 84/03 
LEWJS, S. H. Region 3, Office of Director. Ip. 25381:080. 24 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


>120576 Informs of NRC position w/respect to providing witnesses in 
w Chemical Co lawsuit against util. Informal interviews 
NRC employees not in NRC best interest. 

RKOVITZ, D. M. Office of the General Counsel. BOX 11. 84/03/09. 

CE. C. Kirkland & Ellis. 2pp. 25381:081. 24X 

che: 50-329, 84/05/17, 8405220481. 


— 8406120599 "Rept on Review 
Oct 1983. 


of Diesel Generator Bldg at Midland," 


TAN, C . P , ROMNEY, N. D. , KUO, P. T. Structural & Geotechnical 
Engineering Branch. BOX 08. 83/10/31. 39pp. 25353’ 280 

Fi che: 50-329, 84/05/17, 8405220481. 


24X 


120577 Forwards Sandia FY83 rept, “Equipment Qual i f i ca t i on Insp 
pt provides examples to highlight issues raised during 
gion IV Vendor Program Branch insps for which Sandia 
avided consultant support. 

^CKS, W. J. Office of the Executive Director for Operations. BOX 
84/02/02. PALLADINO Commissioners. 3pp. 25353:004. 


8406120600 Advises of assignment as member of task group to reeval 
structural design S « const adequacy of diesel generator 
bldg. 

KUO, P T. Structural 5c Geotechnical Engineering Branch. BOX 08. 
83/08/08. TAN, C.P., ROMNEY, N. Structural 5c Geotechnical 
Engineering Branch. Ip. 25353:319. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


L20580 Advises that Dow Chemical Co requests to interview listed 
1 employees, per 840229 telcon w/C Rice of Kirkland & 

Lis, representing Dow Chemical Co. 

dlS, S. H. Region 3, Office of Director. BOX 11. 84/03/01. 

'PLER, J. G. Region 3, Office of Director. 2pp. 25381:083. 24X 

:he : 50-329. 84/05/17, 8405220481. 


20584 "Equipment Qua lif ication Insp Program," annual rept. 
iTARD, L. D. , BENSON, J. J. , SALAZAR, E. A. Sand i a Lab or a to r i es. BOX 

83/12/31. Region 4, Office of Director. 18pp. 25353:007. 


20586 Forwards NRC response to issues raised by Sandia Natl 
s during NRC 840106 meeting. Viewgraphs ?< handwritten 
es end. 

LGREN, D. A. Affiliation Not Assigned. BOX 08. 84/01/12. 

CKS, W. J. Office of the Executive Director for Operations, 
p. 25353:029. 


20588 "Nonconformance Rept Log." Audit finding rept log & 
dwritten g< typed notes re 800707 testimony end. 

Consumers Power Co. BOX 11. OM. 84/05/11. 100pp. 25381:186. 

X Fiche: 50-329,84/05/17,8405220481. 


20589 Forwards Army Corps of Engineers 831028 ltr re structural 
quacy of diesel generator bldg. 

R, G. Structural Sc Geotechnical Engineering Branch. BOX 08. 
11/16. ADENSAM, E. Licensing Branch 4. Ip. 25353:097. 24X 

he: 50-329, 84/05/17,8405220481. 


20591 Reg Guide 1.58, "Qual if icat i on of Nuclear Power Plant Insp, 
n & Testing Personnel. " 

atomic Energy Commission. BOX 11. 73/08/30. 2pp. 25382:117. 


20 5 92 Forwards comments on 831021 rept by independent task group 
iew of diesel generator bldg. Rept evaluates concerns 
-essed by RB Landsman of Region III. 

i, J. Structural Sc Geotechnical Engineering Branch. BOX 08. 
11/18. LEAR/G. Structural S< Geotechnical Engineering Branch. 
25353:104. 24X Fi c h e: 50-329, 84/05/ 17, 840522048 1 . 


20593 Confirms discussions re plan to designate R Landsman as 
Lon III inspector responsible for conducting insp of 
spinning activities at facil ities. Related info end. 

■LIUS, C. E. Division of Engineering. BOX 11. 82/02/02. 

.IAMSiC.C. NRC - No Detailed Affiliation Given. 48pp. 

*2: 183. 24X Fiche: 50-329, 84/05/17, 8405220481. 


20594 Provides evaluation of evidence on diesel generator bldg 
determination of need to reopen hearings, per 831108 
rest. 

tLDI,F. Structural & Geotechnical Engineering Branch. BOX 08. 
1/18. LEAR, G. Structural & Geotechnical Engineering Branch. 
25353:111. 24X Fich e: 50-329, 84/05/ 17, 8405220481 . 


L0S95 Forwards documentation describing reorganization of 
lity project ofc & QA dept. 

J, W. Consumers Power Co. BOX 11. 15397. 81/12/23. 

LER, J. O. Region 3, Chicago, Office of the Director (81/03/01). 
ISS, W. P. QA Branch. 29pp. 25382:235. 24X 

e: 50-329, 84/05/17, 8405220481. 


0596 Discusses Interagency Agreement NRC-03-79-167, Task 1 re 
ethnical engineering support. Related info enc 1, in c lu d ing 
11 trip rept. 

WIN, Z. M. Army, Dept, of. Corps of Engineers. BOX 12. 

3/24. JACKSON, R. E. Division of Systems Safety. 29pp. 

4 : 334. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


— B406120601 Informs that task group to reevaluate structural design 
structural design &>. const adequacy of diesel generator bldg 
estab lished, in response to 830627 memo. Imp lementati on 
concept of task group end. 

VOLLMER, R.H. Division of Engineering. BOX 08. 83/07/21. 

EISENHUT, D. G. Division of Licensing. 10pp. 25353- 320 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


8406120603 Responds to 830815 memo re R Landsman concerns on inadei 
diesel generator bldg task group rept scheduled to be 
completed in Oct 1983. 

KNIGHT, J. P. Assistant Director for Comp, & Structures Engineerii 
(Post 830201). BOX 08. 83/09/23. VOLLMER, R. H. Division of 

Engineering. 2pp. 25354:018. 24X Fiche: 50-329, 84/05/17, 

8405220481. 


— 8406120605 Informs of extension for completion of review of Landsm. 
concerns re diesel generator bldg. Review will be completed 
by 831015. 

VOLLMER, R. H. Division of Engineering. BOX 08. 83/09/08. 

EISENHUT, D. G. Division of Licensing. 2pp. 25354:029. 24X 

Fiche: 50-329, 84/05/17, B405220481. 


-B406120606 Forward s, for inf o, Z Rosztoczy 830815 memo re failure ral 
during Franklin Research testing. Westinghouse & ASCO tests 
did not result in any test failures. 

NOONAN, V. Equipment Qualification Branch. BOX 08. 83/08/16, 

VOLLMER, R. Division of Engineering. Ip. 25354:034. 


8406120614 Notifies that incoming research repts & other items 
routinely reviewed for c onsi derati on for board notification, 
per NRC Ofc Ltr 19. Distribution list for board notification 
enc 1. 

R0SZT0C2Y, Z. Research Sc Standards Coordination Branch. BOX 08. 
83/08/15. NOONAN, V. Equipment Qualification Branch. 21pp. 
25354: 035. 


— 8406120618 Expresses concern that Board Notification 83-105 may cor 
wrong impression of actual status of author differing 
prof opinion. Exercise of appeal process possible. 

CONRAN, J. H. Reliability & Risk Assessment Branch. BOX 08. 
83/08/05. EISENHUT, D. G. Division of Licensing. 2pp. 25354:06] 


— 8406120620 Forwards correction to Board Notification 83-106. NRC ltr 
authorizing resumption of safety-related welding on HVAC 
inadvertently omitted. W/o stated end. 

NOVAK, T. M. Assistant Director for Licensing. BOX 08. OM. 
83/08/19. Atomic Safety and Licensing Board Panel. 3pp. 
25354:063. 24X Fich e: 50-329, 84/05/17, 8405220481. , 


— 8406120622 Recommends ASLB be informed of new info submitted by 
applicant re DBA evaluation of steam generator tube rupture 
event. Info related to Board Notification 83-47. 

MATTSON, R. J. Division of Systems Integration (post 811005). BO) 
08. 83/08/01. EISENHUT, D. G. Division of Licensing. 2pp. 

25354:071. 24X Fich e: 50-329, 84/05/17, 8405220481. 


— 8406120624 Forwards request for addl info re radiological consequer 
following postulated steam generator tube rupture accident, 
for transmittal to applicant. 

MULLER, D. R. Assistant Director for Radiation Protection, BOX Q£ 
83/07/06. NOVAK, T. Assistant Director for Licensing. 2pp. 
25354:073. 24X Fic h e : 50-329, 84/05/17, 8405220481. 


— 8406120625 Rev 1 to "Midland Chronology of Events Since Jul 1981 
Hearings, " "History of Midland Proceeding Prior to 791206 
Order Modifying CPs" end, 

* Consumers Power Co. BOX 08. 83/07/07. 17pp. 25354:075. 2' 

Fiche: 50-329, 84/05/17, 8405220481. 


0597 Forwards task arouo rept, "Rent on Review of Diesel 


I 


NONDOCKETED ITEMS 


$06120 630 Forwards transcript of NRC testimony before House 
Subcommittee on Energy & Environ of Committee on Interior Sc 
Insular Affairs on 830616. 

KAMMERER,C. Office of Congress ional Affairs. BOX 08. 83/07/11. 

GILINSKY Commissioners. 56pp. 25354:343. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


106130001 Forwards background info for Commissioner Gilinsky trip. 
TRINER, E. 0. Office of Resource Management, Director. BOX 08. 
83/06/03. SHOWMAN, S. Commissioners. 8pp. 25355:037. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130028 Transcript of EL Jones 82060c: Deposition in Midland, MI 
status of drawings & procedures for underpinning 
instrumentation. Related info end. 

JONES, E. L. Consumers Power Co. BOX 08. 82/06/02. 5pp. 

25357:282. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


— B406130030 Transcript of AJ Boos 820528 deposition in Midland, MI 
confusion between uti 1, Bee htel, NRR & NRC over auxiliary bldg 
underpinning work to be Q listed (under QA program). 

BOOS, A. J. Bechtel Corp. BOX 08. 82/05/28. 3pp. 25357:287. 

Fiche: 50-329, 84/05/17, 8405220481. 


106130002 Forwards Pages 8,790-8,795 from 830308 session re licensing 
board request for QA policy i: implementing witness. 

PATON, W. D. Office of the Executive Legal Director. BOX 08. 

83/04/13. KEPPLER, J. G. Region 3, Office of Director. 9pp. 
25355:055. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130036 Transcript of DS Hood 820416 deposition in Bethesda, ME 
QA for remedial foundation work at plant it cable pulling for 
monitoring instrumentat ion to be relied upon during 
underpinning of auxiliary bldg. 

HOOD, D. S. Region 3, Office of Director. BOX 08. 82/04/16. £ 

25357.290. 24X Fiche: 50-329, 84/05/17, 8405220481. 


^06 130003 "Rept on Design & Const Problems for Period from Start of 
Const Through 820630. “ 

* Region 3, Office of Director. BOX 08. 84/05/08. 30pp. 

25355:192. 24X Fiche: 50-329, 84/05/17, 8405220481 . 


,06130004 Submits Task Interface Agreement 83-40 re NRR assistance in 
resolving Midland soils issue. 

NORELIUS, C. E. Region 3, Office of Director. BOX 08. TAC 51341. 
83/04/18. Region 3, Office of Director. Ip. 25356:009. 24X 
Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130041 Rev 1 to Procedure N-3, “Quality Verification Organize 
Related info end. 

* Consumers Power Co. BOX 10. 83/06/17. 16pp. 25378: 105. 

Fiche: 50-329, 84/05/17, 8405220481 . 


— 8406130042 Transcript of JD Kane 820414 deposition in Bethesda, ME 
meeting w/util on resolving underpinning operations that 
require Q-listing. 

KANE, J. D. Consumers Power Co. BOX 08. 82/04/14. 2pp. 

25357:299. 24X Fi c h e : 50-329, 84/05/17, 8405220481 . 


•06130006 Transcript of 830616 oversight hearing before Subcommittee 
on Energy & Environ of Committee on Interior it Insular 
Affairs in Wash ing ton, DC. P p 1-173. Summary of NRC 830208 
meeting w/util & viewgraphs end. 

* House of Rep. , Interior Sc Insular Affairs. BOX 08. 83/06/16. 

150pp. 25356:012. 24X Fi c h e. 50-329, 84/05/17, 8405220481 . 


— 8406130044 Transcript of WR Bird 820611 deposition in Midland, MI 
status of installation of structural monitoring 
instrumentation for remedial soils work. 

BIRD, W. R. Consumers Power Co. BOX 08. 82/06/11. 2pp. 

25357:301. 24X Fiche: 50-329, 84/05/17, 8405220481. 


•06130007 Supports completion of plant. 

AUDENS, 0. U. Affiliation Not Assigned. BOX 08. 83/02/08. NRC - 

No Detailed Affiliation Given. 8pp. 25356:264. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06130009 Informs that attys for Dow request meeting w/W Schaffer, 
W Lovelace it I Yin Sc to interview NRC employees. 

LIEBERMAN, J. NRC - No Detailed Affiliation Given. BOX 08. 
84/02/16. EISENHUT, D. G. , KEPPLER, J. , HARTFIELD, R. NRC - No 
Detailed Affiliation Given. Ip. 25357:180. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


06130010 Discusses review of Dow Chemical Co termination it complaint 
for declaratory judgement, p er 830802 memo. Five potential 
matl false statements identified in enforcement 
correspondence re investigation. 

PAWLIK, E. T. Office of Investigation. BOX 08. 83/09/14. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 25357:181. 24X 

Fiche: 50-329, 84/05/17, 0405220481. 


— 8406130045 Responds to 810114 memo re possible need for addl 
enforcement action. Recommends that NRC stop const activity 
in timely manner when significant safety-related problem 
has been identified. 

STELLO, V. Director's Office, Office of Inspection and Enforcen 
BOX 08. 81/02/13. AHEARNE Commissioners. 3pp. 25357:303. 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130050 "Midland IDVP for Auxiliary Feedwater Sys St Another Sg 
to be Determined. " 

* TERA Corp. BOX 08. 83/02/08. 12PP. 25358:265. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130052 Requests opinion re issuance of civil penalty for mat] 
statement, based on info contained in end draft of IE 
Investigation Repts 50-329/82-13 it 50-330/82-13. 

DAVIS, A. B. Region 3, Office of Director. BOX 08. 82/09/22. 

BURNS, S. G. Office of the Executive Legal Director. 66pp. 
25358:358. 24X Fi ch e: 50-329, 84/05/17, 8405220481 . 


06130014 Review of Dow Chemical Co termination of contract Sc 
complaint for declaratory judgement. 

WARNICK, R. F. Region 3, Office of Director. BOX 08. 83/08/02. 

KEPPLER, J. G. Region 3, Office of Director. 27pp. 25357:183. 24X 
Fiche: 50-329, 84/05/17,8405220481. 


06130019 Transcript of RB Landsman 820419 deposition in Glen Ellyn, 
IL re application of QA criteria S< procedures to remedial 
foundation work underway at site. 

LANDSMAN, R. B. Region 3, Office of Director. BOX 08. 82/04/19. 

2pp. 25357:248. 24X Fiche: 50-329, 84/05/17, 8405220481. 


•06130021 Transcript of RN Gardner 820412 deposition in Glen Ellyn, 
IL re QA requirements for installation of instrumentation to 
monitor remedial soils work at plant. 

GARDNER, R. N. Region 3, Office of Director. BOX 08. 82/04/12. 

2pp. 25357:264. 24X Fich e: 50-329, 84/05/17, 8405220481. 


106130024 Transcript of RJ Cook 820409 deposition in Midland, MI re 
QA program under consideration for remedial soils work at 
plant. 

COOK, R. J. Consumers Power Co. BOX 08. 82/04/09. 3pp. 

25357; 275. 24X Fiche: 50-329, 84/05/17. 8405220481 . 


MD6130025 Transcript of DC Boyd 820430 deposition in Glen Ellyn, IL re 
status of instrumentation installation for underpinning 
work at plant. 

BOYD, D. C. Region 3, Office of Director. BOX 08. 82/04/30. 2pp. 

25357: 278. 24X Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130054 Forwards Independent Assessment of Underpinning Weekly 
61 for 831 1 13-19. Minutes of daily meeting held during wk 
between members of assessment team it site eng ineering , const 
Sc QA personnel end. 

LUCKS, A. S. Stone Sc Webster, Inc. BOX 08. MPF 61. 83/11/21. 

COOK, R. Region 3, Office of Director. 11pp. 25359:123. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130056 Forwards Independent Assessment of Underpinning Weekli, 
60 for 831106-12. Minutes of daily meetings held during wk 
between members of assessment team 8c site eng ineering , const 
Sc QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. MPF 60. 83/11/15. 

COOK, R. Region 3, Office of Director. 11pp. 25359:134. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130060 Forwards Independent Assessment of Underpinning Weekli 
42 for 830703-09. Minutes of daily meetings held during wk 
between members of assessment team it site engineering, const 
Sc QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. MPF 42. 83/07/13. 

COOK, R. Region 3, Office of Director. 15pp. 25360:024. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


— 8406130062 Forwards Independent Assessment of Underpinning Weekli 
40 for 830619-25. Minutes of daily meetings held during wk 
between members of assessment team it site eng ineering , cons t 
S< QA personnel end. 

LUCKS, A. S. Stone it Webster, Inc. BOX 08. MPF 40. 83/06/27. 

COOK, R. Region 3, Office of Director. 12pp. 25360:174. 24X 

Fiche: 50-329, 84/05/17, 8405220481. 


NONDOCKETED ITEMS 


36130063 Forwards Independent Assessment of Underpinning Weekly Rept 
38 for 830605 - 11 . Minutes of daily meetings held during wk 
between members of assessment team & site engineering < const 
i QA personnel encl. 

UCKS* A. S. Stone & Webster* Inc. BOX 08. MPF 38. 83/06/17. 

"qOK> R. Region 3* Office of Director. 9pp. 25360:186. 24X 

r j C he : 50-329* 84/05/17* 8405220481. 


56130064 Forwards Independent Assessment of Underpinning Weekly Rept 
37 for 830529— 0604. Minutes of daily meetings held during wk 
letween members of assessment team & site eng i neer ing * c ons t 
t QA personnel encl. 

UCKB* A. S. Stone & Webster* Inc. BOX 08. MPF 37. 83/06/10. 

:OOK»R. Region 3* Office of Director. 9pp. 25360:195. 24X 

?iche: 50-329. 84/05/17* 8405220481. 


16130065 Forwards Independent Assessment of Underpinning Weekly Rept 
16 for 830522-28. Minutes of daily meetings held during wk 
etween members of assessment team & site engineering 
onst & QA personnel encl. 

UCKS* A. S. Stone & Webster* Inc. BOX 08. MPF 36. 83/06/02. 

;O0K* R. Region 3* Office of Director. 12pp. 25360:204. 24X 

iche: 50-329, 04/05/17* 8405220481. 


6130068 Forwards Independent Assessment of Underpinning Weekly Rept 
15 for 83051 5-21. Minute s of daily meetings held during wk 
etween members of assessment team S*. site eng i neer ing * c ons t 
: QA personnel encl. 

UCKS* A. S. Stone & Webster* Inc. BOX 08. MPF 35. 83/05/27. 

OQK, R. Region 3. Office of Director. 11pp. 25360:216. 24X 

iche: 50-329, 84/05/17, 8405220481. 


— 8406010005 Forwards W Eddleman comment on proposed rule re finam 
responsibility & allegations of const shortcuts. New final 
rule on financial qua 1 i f i cat ions issued. Petition, dtd 820903, 
challenges 820331 rule published in FR. 

SALTZMAN. J. Assistant Director for State & Licensee Relations. 
82/09/16. FITZGERALD, J. A. Office of Investigation. Ip. 

24766: 023. 


— 8406010006 Delegates authority to administer oaths or affirmatior 
Section 1'61C of Atomic Energy Act of 1954, re investigation 
of falsification of QC insp records. Authority extends to all 
interviews coridjjcted during investigation. 

O'REILLY, J. P. Region 2, Office of Director. 82/06/09. VORSE, 
Region 2* Office of Director. Ip. 24766:028. 24X 

Fiche: 50-400, 84/04/03, B406010001. 


— 8406010007 Forwards IE Investigation Rept 50-400/82-23 identify iT 
discrepanc ies in hanger insp program. Discrepanc ies 
classified as Unresolved Item 82-23-01. Assignment of 
inspector requested . W/o encl. 

ALDERSON, C. E. Region 2, Office of Director. 82/09/22. BLAKE, 
Region 2, Office of Director. Ip. 24766:029. 24X 

Fiche: 50-400, 84/04/03, B406010001. 


— 8406010008 Forwards FS Cantrell 781122 informal memo re CP hearir 
No further action indicated 8c detailed responses to 
questions clearly set forth FS Cantrell p osition. Related 
info encl. Info deleted. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
78/11/22. Region 2, Atlanta, Office of the Director. 19pp. 

24766:030. 24X Fiche: 50-400, 84/04/03, 8406010001. 


6140261 Affidavit for withholding info contained in util 780629 ltr. 
AYLOR* J. H. Babcock 8c Wilcox Co. BOX 13. 78/09/11. 5pp. 

5402: 320. 


60300 Further response to F01A request for documents re 
orcement Notice 83 - 069 . Forwards App A documents. Documents 
o in PDR. Review of addl documents subj to request 
o ing . 

TON, J, M. Division of Rules and Records. EN-83-069. 84/04/19. 

DE, B. P. Government Accountability Project. 2pp. 24689:023. 24X 

he: 50-329, 84/04/19, 8405260300. 


9260305 Forwards supplemental Director's Decision DD-84-2 requiring 
til to conduct mg t appraisal of facility, in response to 
130613 request for relief. 

EYOUNG* R. C Director's Office, Office of Inspection and 
nforcement. DD-84-02. 84/01/12. GARDE, B. P. Government 

iccountab i 1 i ty Project. 2pp. 24689:030. 24X 

iche: 50-329* 84/04/19* 8405260300. 


5260307 Supplemental Director's Decision DD-84-2 granting Govt 
ccountab i 1 ity Project & Lone Tree Council 830613 request 
or mgt audit. 

EYOUNG* R. C Director's Office. Office of Inspection and 
nforcement! DD-84-02. 84/01/12. 2pp. 24689:042. 24X 

iche: 50-329. 84/04/19, 8405260300. 


5260314 Notice of issuance of supplemental Director's Decision 
d _ Q 4-2* granting in part & denying in part 830613 10CFR2. 206 
etition to require mgt audit by util. 

EYOUNG* R C Director's Office* Office of Inspection and 
nforcement. DD-84-02. 84/01/12. 9pp. 24X Fiche: 50-329* 

4/04/19* 8405260300. 


10001 Further response to FOIA request for documents re const 
ws at faci lity. Forwards App A documents. Info partially 
hheld (ref FOIA Exemptions 6 8*. 7). App B documents 
irely withheld (ref FOIA Exemption 7). 

TON* J M. Division of Rules and Records. 84/04/03. VADEN, T. 

s & Observer/Raleigh Times* Raleigh* NC. 17pp. 24766:001. 24X 

he: 50-400* 04/04/03. 8406010001. 


— 8406010009 Responds to topics discussed during 800321 telcon re <: 
entitled "Nuclear Power Workers Change Daniel Bldg A 
Bargain Basement Power Plant, " Related info encl. 

MARSH* R. J. Region 2* Atlanta, Office of the Director. RJM2EH 
80/04/01. HOBBS, J. Western Wake Herald. 7pp. 24766:049. 2' 

Fiche: 50-400* 84/04/03, 8406010001. 


— 8406010010 Forwards Rept of Inquiry 202-026 re alleged falsifies’ 
hydrostatic test results. Insp rept requested if insp 
conducted. 

ALDERSON* C. E. Region 2, Office of Director. 82/11/19. HERDT, 
Region 2* Office of Director. Ip. 24766:056. 24X 

Fiche: 50-400, 84/04/03* 8406010001. 


— 8406010011 Forwards Rept of Inquiry 202-026 re falsification of 
hydrotest records. Info re insp requested. Info deleted. 

VORSE* J. Y. Region 2* Office of Director. 82/11/18. ALDERSON, 
Region 2* Office of Director. 2pp. 24766:057. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010012 Forwards statement of general concerns re allegations 
concerning improper certification of workers. Investigative 
action not planned. 

PERNEY, C. D. Region 2* Atlanta, Office of the Director. 80/06 
RAUSCH, J. Region 2, Atlanta, Reactor Construction & Engineeri 
Support Branch. 2pp. 24766:059. 24X Fi che: 50-400, 84/04/03, 

8406010001. 


— 8406010013 Responds to 791101 ltr re allegations concerning work 
qualifications. No further investigation planned due to leak 
of requested commun i cat i on. Techni ca 1 insp r equested . Related 
info encl. Info deleted, 

MARSH, R. J. Region 2, Atlanta, Office of the Director. RJM2D9 
80/04/21. Affiliation Not Assigned. 3pp. 24766:061. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010014 Responds to 791101 ltr to Commissioner J Brooks from 
of NC Dept of Labor re allegations concerning worker 
qualifications. Concerns will be investigated. Info deleted. 
MARSH, R. J. Region 2, Atlanta, Office of the Director. 79/12/ 
Affiliation Not Assigned. 3pp. 24766:064. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


6010002 Comments on previous conversations re const practices at 
acility & investigation of concerns. IE Insp Rept 
0-400/80-10 encl. W/o encl. 

ARBH, R. J. Region 2, Atlanta* Office of the Director. 80/06/19. 
OBBS* J. Western Wake Herald. Ip. 24766:019. 24X 

iche: 50-400* 04/04/03* 8406010001. 


310003 Requests inquiry re allegations concerning falsification of 
drotests. Related info encl. Info deleted. 

DERSON, C. E. Region 2* Office of Director. 82/09/30. VORSE* J. Y. 
enion 2* Office of Director. 2pp. 24766:020. 24X 


—0406010015 Lists info re 791129 telcon u/C Jeffers re receipt ai 
written allegations concerning improper certification of 
workers. Investigation will be initiated if necessary. Related 
info encl. Info deleted. 

MARSH, R. J. Region 2* Atlanta, Office of the Director, 79/11/ 
Region 2, Atlanta* Office of the Director. 2pp. 24766:067. 
Fiche: 50-400* 84/04/03* 8406010001. 


— 8406010016 Summarizes activities conducted from 780912-1002 re 
allegations concerning saf ety-r e lated structures & 

_ _ x. ~ at **4**1 uaf 1 ti identified, invest i □ at e d & 


8406010017 Forwards Statement of Concerns 2F035 re allegations 
concerning const practices. Investigation initiated. Re lated 
info end. Info deleted. 

VORSE, J. Y. Enforcement & Investigation Staff. JYV2F035. 
81/08/12. Affiliation Not Assigned. 5pp. 24766: 135. 24X 

Fiche: 50-400, 84/04/03, 8406010001. _ 


8406010018 Discusses 810729 telcon w/alleger re improper const matls. 
Concerns will be addressed during Sept 1981 insp. W/o stated 
statement of concerns. Related info end. Info deleted. 

VORSE, U. Y. Enforcement Si Investigation Staff. 81/08/17. 

CONLQN, T. Enforcement 8< Investigation Staff. 29pp. 24766:140. 

24X Fiche: 50-400. 84/04/03, 8406010001. 


8406010020 Discusses Feb 1981 conversation w/N Economos & 810402 
conversation u/author re allegations concerning inadequate 
GC practices. Insp ini tiated. Statement of Concerns 2F017B 
end. Info deleted. 

VORSE, J. Y. Enforcement Sc Investigation Staff. JYV2F017B. 
81/06/10. Affiliation Not Assigned. 2pp. 24766: 169. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


8406010022 Discusses Feb 1981 conversation w/N Economos fc 810406 Si 
0506 conversations w/author re allegations of 

inadequate QC prac tic es. Insp initiated. Statement of Concerns 
2F017A end. Related info end. Info deleted. 

VORSE, J. Y, Enforcement 8e Investigation Staff. JYV2F017A. 
81/06/10. Affiliation Not Assigned. 5pp. 24766: 171. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


8406010024 Discusses 810610 conversation re worker allegations 
concerning inadequate QC pract ices, inspector qualifications 
& handling of nonconformance rep ts. G Maxwell will address 
concerns in end Statement of Concerns 2F017A & B. W/o end. 

VORSE, J. Y. Enforcement Sc Investigation Staff. 81/06/12. 

LEWIS, R. C. Division of Resident Si Reactor Project Inspection. Ip. 
24766:176. 24X Fich e : 50-400. 84/04/03, 8406010001 . 


8406010025 Discusses 810615 conversation re worker allegations 
concerning inadequate QC practices, inspector qualifications 
8< handling of nonconformance repts. Inspector will address 
Statement of Concerns 2F017A. W/o end. Related info end. 

VORSE, J. Y. Enforcement & Investigation Staff. 81/06/19. HERDT, A. 

Enforcement St Investigation Staff. 2pp. 24766: 177. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


-8406010027 Informs that allegations re inadequate QC practices, 
inspector qualif ications Sc handling of nonconformance repts 
investigated. Results discussed within IE Insp Repts 
50-400/81-13, 50-401/81-13, 50-402/81-13 St 50-403/81-13. 
KLEINSORGE, W. P. Engineering Inspection Branch. 81/09/18. 

VORSE, J. Y. Enforcement St Investigation Staff. 2pp. 24766:179. 
24X Fiche: 50-400, 84/04/03, 8406010001. 


-8406010029 Discusses 810610 ltr re initiation of inquiry into 
allegations concerning inadequate QC practices. Partia 1 
results recorded in end IE Insp Rept 50— 400/81-13. W/o end. 
Info deleted. 

VORSE, V. Y. Enforcement Jk Investigation Staff. JYV2F017. 
81/09/25. Affiliation Not Assigned. Ip. 24766: 181. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


-8406010033 Discusses 810610 ltr re initiation of inquiry into 
allegations concerning inadequate GC practices. Results 
recorded in end Statement of Concerns & Findings 2F0117B. 
Info deleted. 

VORSE, J. Y. Enforcement & Investigation Staff. 81/09/25. 
Affiliation Not Assigned. 2pp. 24766:182. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


-8406010035 Informs that; #1 l*g#,tC«ms- re inadequate QC practices, 
inspector qualifications & handling of nonconformance repts 
investigated. Results withJw IE I*>?P Repts 50-400/81 -13, 
50-401/81-13,50-402/81-13 & 50-403/81-13. Info deleted. 
KLEINSORGE, W. P. Engineering inspection Branch. 81/09/18. 

VORSE, J. Y. Enforcement & Investigation Staff. 2pp. 24766:104. 
24X Fiche: 50-400.84/04/03, 8406010001. 


8406010040 Discusses 810812 ltr re initiation of inquiry into 
allegations concerning const practices. Results discussed 
within end IE Insp Rept 50-400/81-18, W/o rept. Related info 
end. Info deleted, 

VORSE, J, Y, Enforcement & Investigation Staff. JYV2F035. 
81/12/07. Affiliation Not Assigned. 7pp. 24766:186. 24X 

Fiche: 50-400. 84/04/03, 8406010001. 


8406010067 Discusses allegations re activities of GA personnel, ra i sed 
during insp on 810218-20, Related info end. Info deleted. 

ECONOMOS, N, Materials & Processes Section. 81/03/16. ALDER SON, C. 

Enforcement & Investigation Staff. 58pp. 24766:193. 24X 

Fiche: 50-400, 84/04/03, 8406010001. - - 


— 8406010069 Forwards results of reinsp of structural & piping we] 
insps conducted on 820119-22 & 0223-26. per 820107 request. 
Related info end. 

HERDT, A. R. Division of Engineering & Operational Programs. 
82/03/29 ALDERSON, C. E. Region 2, Office of Director. 6pp. 
24766:251. 24X Fi c h e : 50-400, 84/04/03, 8406010001 . 


— 8406010074 Requests reinsp of welds originally accepted by QC 
inspector, in view of allegations of improper welding insp 
practices. Related info end. 

ALDERSON, C. E. Enforcement & Investigation Staff. 82/01/07. 
HERDT, A. Materials & Processes Section. 6pp. 24766:257. 2^ 

Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010078 Discusses 810622 anonymous telcon allegation re impr< 
cadweld s. Statement of Concern 2F029 end. Insp will be 
conducted in Sept 1981. Related info end. Info deleted. 

HOWELL, J. C. Enforcement & Investigation Staff. 81/07/30. 
GIBSON, A. F. Engineering Inspection Branch. 8pp. 24766:263. 
Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010088 Comments on 790815 discussion held during insp re 
allegations concerning mgt inattention to excessive 
discharge chute deflection & inadequate vibration around 
joints during concrete placement. Info deleted. 

BRADLEY, R. D. Region 2, Atlanta, Reactor Construction it Engini 
Support Branch. 79/08/22. MCGUIRE, D. R. Region 2, Atlanta, C 
of the Director. 2pp. 24766:271. 24X Fic he: 50-400, 84/04/03, 

8406010001. 


— 8406010095 Comments on 790821-24 investigation of allegation re 
deficient concrete op erat i ons. Fo 1 1 owup insp disclosed 
improper concrete placement cur ing . Results summarized in 
stated insp repts. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction & Engine* 
Support Branch. 79/09/12. ALDERSON, C. Region 2, Atlanta, 0* 
of the Director. 2pp. 24766:273. 24X Fi c he : 50-400, 84/04/03, 

8406010001. 


— 8406010114 Comments on 790918-21 followup investigation of alleg 
re deficiencies in concrete operation procedures. 

Noncompliance in concrete curing noted . Resu Its summarized 
in stated insp r ep ts. Re la t ed info end. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Reactor Construction & Engines 
Support Branch. 79/10/18. Region 2, Atlanta, Office of the 
Director. 3pp. 24766:275. 24X Fiche : 50-400, 84/04/03, B40601C 


— 8406010123 Discusses 790824 & 0921 telcons re allegations concer 
deficiencies in concrete operat ions. Resul ts discussed in 
end summary of IE Investigation Rept 50-400/79-19. Re lated 
info end. Info deleted. 

HARRIS, J. R. Region 2, Atlanta, Office of the Director. DRM2E 
80/01/24. Affiliation Not Assigned. 25pp. 24766:278. 24> 

Fiche : 50-400, 84/04/03, 8406010001, 


— 8406010127 Confirms 821201 telcon re inspector harrassment by 
reinforcing steel super intendent. Related info end. Info 
d elet ed. 

MAXWELL, G. F, Region 2, Office of Director. 82/12/02. 
ALDERSON, C. E. Region 2, Office of Director. 35pp. 24766:30: 

24X Fiche: 50-400, 84/04/03, 8406010001. 


— 8406010132 Discusses 811124 allegations re QA welding insps. Uti] 
be cited for violation re failure to inspect quality stds 
required by AWS-D. 1. 1-1975 for new bridges. Related info 
end. Info deleted. 

MAXWELL, G. F. Region 2, Atlanta, Office of the Director. GM-I 
81/12/04. BURGER, C. Region 2, Atlanta, Office of the Directt 
114pp. 24766:338. 24X Fi ch e: 50-400, 84/04/03, 8406010001 . 


— 8406010136 Informs of defects of pipe hangers not repaired per i 
of weld data repts. Info will appear in supplemental response 
to NRC & applicant interrogator ies. Related info end. 

EDDLEMAN, W. Eddleman, W. 83/07/29. BARTH, C. Office of the 
Executive Legal Director. 2pp. 24767: 089. 24X 

Fiche: 50-400, 84/04/03, 8406010001. 


84-06040079 Forwards DA Schlissel FOIA request for documents re Mat 
1973 Reg Guide 1.44 (Item 9 of request). 

GORRY. C.U. Energy, Dept. of. 03148402N. 84/03/23. FELTON, J. f 

Division of Rules and Records. 6pp. 24803: 155. 


8406040083 Partial response to FOIA request for documents re Reg < 
1. 44. Forwards App A d oc uments. Doc uments also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/16. 

SCHLISSEL, D. A. New York, State of. 5pp. 24803:161. 


— 8406040088 Forwards excerpt from 721026 Draft 2 of safety guide, 
"Control of Use of Sensitized Stainless Steel." 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatoi 
Standards. 72/10/26. FRALEY, R. F. ACRS - Advisory Committee 
Reactor Safeguards. 5pp. 24803:234. 


NONDOCKETED ITEMS 


G6040092 Summarizes 731 107 -OS metals & ceramics info meetings w/ORNL 
re LMFBR steam generator corrosion stud iesi stress corrosion 
cracking & stainless steel welding. 

WEEKS, J. R. Atomic Energy Commission, Directorate of Licensing. 
73/11/28. PAWLICKI, S. S. Atomic Energy Commission. 2pp 
24803: 166. 


06040095 Requests initiation of committee to develop std test to 
detect susceptibility to IGSCC in austenitic stainless 
steel. ASTM A-262 discontinued in favor of ASTM A-262, 

’ractice E. 

?0GERS* L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/10/16. CAVANAUGH, W. T. American Society for Testing 
it Materials. Ip. 24803:239. 


>6040097 Discusses 730410 telcon w/R Griffith re RDT comments on 
'Control of Use of Sensitized Stainless Steel" & proposed 
ihanges to reg guide resolving comments. Proposed changes to 
eg guide will be incorporated in final version. 

"ABOADA. A. Atomic Energy Commission - Directorate of Regulatory 
itandards. 73/04/12. Atomic Energy Commission - Directorate of 

egulatory Standards. Ip. 24803: 168. 


6040099 Discusses 721013 telcon w/B Smith re PVRC discussion 
oncerning sensitized stainless steel pr ob 1 em. Of f er should 
e accepted, as PVRC was instrumental in developing info that 
ormed basis for ASME fracture toughness code requirements. 

RLOTTO, G. A. Atomic Energy Commission - Directorate of Regulatory 
tandards. 72/10/13. MINOGUE, R. B. Atomic Energy Commission. Ip 
24BQ3: 240. 


6040100 Forwards draft Reg Guide 1.42, "Control of Use of Sensitized 

tainless Steel. " Corrections or changes requested by 

30413. 

3 ARKS, M. Atomic Energy Commission. 73/04/12. TABOADA, A. , 

ELL* E. Atomic Energy Commission. 15pp. 24803:169. 


£>040104 Summary of 721005 meeting w/representatives of nuclear power 
idustry in Bethesda, HD re proposed safety guide on 
insitized stainless steel. 

ILOTTO, G. A. Atomic Energy Commission - Directorate of Regulatory 
bandards. 72/10/10. Atomic Energy Commission - Directorate of 

sgulatory Standards. 11pp. 24803:241. 


>040109 Forwards comments on draft reg guide entitled "Control of 
;e of Sensitized Stainless Steel. " 

IAW, M. Atomic Energy Commission. 73/04/09. ROGERS, L. R. Atomic 
iergy Commission — Directorate of Regulatory Standards. 2pp. 

«03: 184. 


i040108 Comments on proposed safety guide, "Control of Use of 
nsitized Austenitic Stainless Steel." Recommended changes 
sted, inc lud ing insertion of word "steels" & words "AISI 
pes 321 it 347" in Item B. 

CCARV, R. R. Atomic Energy Commission, Directorate of Licensing. 
/OS/24. ROGERS, L. Atomic Energy Commission — Directorate of 
gulatory Standards. 2pp. 24803:252. 


040111 Forwards Reg Guides 1. 37, 1. 38, 1 . 39, 1 . 40 it 1. 41. W/o ends. 
GERS, L. Atomic Energy Commission - Directorate of Regulatory 
andards. 73/04/06. Atomic Energy Commission - Directorate of 
gulatory Standards. Ip. 24803: 186. 


040112 Proposed draft safety guide, "Control of Use of Sensitized 
sinless Steel. “ 

Atomic Energy Commission. 72/09/15. 16pp. 24803:254. 


340114 Responds to 720922 invitation to attend meeting on safety 
ide entitled* "Control of Use of Sensitized Stainless 
sel." UR Smith will represent Bechtel Corp. 

JEN, R. D. Bechtel Corp. 72/09/27. ROGERS, L. Atomic Energy 
nmission — Directorate of Regulatory Standards. Ip. 24803:270. 


>40117 Responds to invitation to attend 721005 meeting in Bethesda, 
to discuss proposed safety guide, "Control of Use of 
isitized Stainless Steel. " WA Rumberger will represent 

11 . 

ISNAN, T. U. Niagara Mohawk Power Corp. 72/09/26. ROGERS, L. 

►mic Energy Commission - Directorate of Regulatory Standards. 

24803: 271. 


84060401 2c. Forwards draft safety guide, "Control of Use of Sensi 
Stainless Steel. " Requests attendance at 721005 meeting in 
Bethesda, MD re safety g ui d e. Re lated info end. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulator 
Standards 72/09/22. REINSCH, H. 0. Bechtel Corp 4po 
24803:272. 


8406040123 Informs of request to L Rogers to postpone proposed s. 
guides on sensitized stainless steel & protection against 
pipe whip until RDT review. 

MURLEY, T. E. Atomic Energy Commission. 73/02/26. SHAW, M. At* 
Energy Commission. lp. 24803: 180. 


8406040128 Submits Commissioner Doub message re reg guides. Reg gi 
transmitted on 730131 acceptab le. Reg guides transmitted on 
730213 should be postponed until RDT review. 

FLDRY, S. Atomic Energy Commission. 73/02/23. MINOGUE, R. , 
SMITH, R. Atomic Energy Commission. lp. 24803:189. 


8406040131 Forwards Draft 3 of reg guide, "Control of Use of 
Sensitized Stainless Steel" & Draft 2 of "Protection Against 
Pipe Whip Inside Containment." Related info encl. W/o draft 
reg guides. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 73/02/13. RAMEY, DOUB Commissioners 7pp 
24803: 190. 


- 8406040133 Draft 1 of safety guide, "Control of Use of Sensitized 
Stainless Steel. " 

* Atomic Energy Commission. 72/09/12. 8pp. 24803:276. 

—8406040137 Notification of 720913 meeting w/ACRS in Wash in gton, DC 
discuss Bush draft rept on LWR generic items & listed safety 
guides. 

EISS, A. L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/09/11. ROGERS, L. Atomic Energy Commission - 
Directorate of Regulatory Standards. lp. 24803:284. 


—8406040143 Forwards 720808 Draft 1 of "Control of Use of Sensitiz 
Stainless Steel" k Draft 1 of 720808 Safety Guides 10 & 15, 
"Mechanical (Cadweld) Splices in Reinforcing Bars. . . " & 

"Testing of Reinforcing Bars...," respectively. W/o ends. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/09/01. FRALEY, R. F. ACRS - Advisory Committee o 
Reactor Safeguards. lp. 24803:285. 


8406040149 Informs of Matls Engineering Branch review of proposed 
to 10CFR50. 55a, "Control Use of Austenitic Stainless 
Steel in LWRs. " Rev acceptable. 

MACCARY, R. R. Atomic Energy Commission, Directorate of Licensin 
72/05/19. ROGERS, L. R. Atomic Energy Commission - Directorate 
Regulatory Standards. lp. 24803: 286. 


— 8406040153 Concurs w/pToposed safety guide, "Control of Use of 
Sensitized Austenitic Stainless Steel. " Guide more 
appropriate than regulation. 

KRUESI , F. E. Atomic Energy Commission, Directorate of Regulator* 
Operations. 72/08/17. ROGERS, I — Atomic Energy Commission — 

Directorate of Regulatory Standards. lp. 24803:287. 


— 8406040154 Comments on participation in industry discussion of pri 
safety guide "Control of Use of Sensitized Stainless Steel. " 
Guidelines to avoid severe sensitization 1 isted, inc lud ing 
purchase of base matls in suitable heat treated condition. 
MALLAY, U. F. Babcock & Wilcox Co. 72/12/01. ARLOTTO, G. Atomii 
Energy Commission - Directorate of Regulatory Standards. 2pp. 
24803: 197, 


— 8406040156 Discusses DRS contacts w/other NRC divs re safety guidi 
"Control of Use of Sensitized Stainless Steel. " 

ARLOTTO, G. A. Atomic Energy Commission - Directorate of Regulati 
Standards, 72/08/15. MINOGUE, R. B. Atomic Energy Commission — 
Directorate of Regulatory Standards. lp. 24803:288. 


— 8406040158 Notification of 720712 meeting w/ACRS subcommittee in 
Wash ing ton, DC to discuss "Control of Sensitized Stainless 
Steel" proposed rule. 

ARLOTTO, G. A. Atomic Energy Commission. 84/04/16. WHITLOCK, V. 
Atomic Energy Commission. lp. 24803:289. 


NONDOCKETED ITEMS 


840604G165 Forwards proposed safety guide, "Control of Use of 
Sensitized Austenitic Stainless Steel. ” describing methods 
of controlling use of steel for components to avoid 
sensitization that could lead to stress corrosion cracking. 
ROGERS. L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/08/09. O'LEARY, J. F. , KRUESI, F. E. , HANAUER, S. H. 
Atomic Energy Commission. Ip. 24803:290. 


8406040167 Comments on draft safety guide, "Control of Use of 
Sensitized Stainless Steel," per recent telcon. Related info 
end. 

PETRICK, L. M. Ebasco Services. Inc. (subs, of Enserch Corp. ). 
72/11/09. TABOADA. A. Atomic Energy Commission - Directorate of 
Regulatory Standards. 10pp. 24803:204. 


■8406040168 Forwards draft amend to regulations entitled "Proposed 
Amend of 10CFR50. 55a - Codes & Stds to Control Use of 
Austenitic Stainless Steel. " ACRS Safety Guide Subcommittee 
review requested. 

ROGERS. L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/06/09. FRALEY. R. F. ACRS - Advisory Committee on 
Reactor Safeguards. 5pp. 24803:291. 


-8406040171 Informs that safety guide. "Control of Use of Austenitic 
Stainless Steel." will be developed rather than include info 
in r egu la ti on . p er Minogue 720712 instruction. 

ARLOTTO. G. A. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/07/14. Atomic Energy Commission - Directorate of 
Regulatory Standards. Ip. 24803:296. 


-8406040175 Proposed rev of 10CFR5O. 55a. "Codes 8t Stds to Control Use of 
Austenitic Stainless Steel in Components of RCPB. " 

Previous drafts encl. 

* Atomic Energy Commission. 72/01/24. 22pp. 24803:297. 


-8406040177 Forwards Draft 3 of safety guide. “Control of Use of 
Sensitized Stainless Steel," as requested by ACRS Safety 
Guide Subcommittee. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/11/09. FRALEY, R. F. ACRS - Advisory Committee on 
Reactor Safeguards. Ip. 24803: 214. 


-8406040178 Offers no comments re proposed rev to 1OCFR50. 55a. "Control 
Use of Austenitic Stainless Steel in LWRs. " 

LOW, L. D. Atomic Energy Commission, Directorate of Regulatory 
Operations. 72/05/19. ROGERS, L. Atomic Energy Commission - 
Directorate of Regulatory Standards. Ip. 24803:319. 


-8406040180 Draft 3 of safety guide, "Control of Use of Sensitized 
Sta in less Steel. " 

* Atomic Energy Commission. 72/11/08. 9pp. 24803:215. 


-84060401B2 Forwards proposed amend to 10CFR50. 55a, "Codes & Stds," per 
E Case instructions, uh ic h modifies requirements re use of 
austenitic stainless steel . Comments requested. Final draft 
of amend will be completed in near future. 

MACCARY, R. R. Atomic Energy Commission, Directorate of Licensing. 
72/05/12. CLARK, P. R. Atomic Energy Commission - Deputy Director 
for Reactor Projects. 2pp. 24803:320. 


-8406040184 Notification of 721107 meeting w/ACRS Safety Guide 
Subcommittee in Wash ing ton, DC to discuss proposed safety 
guides, including "Control of Use of Sensitized Stainless 
Steel. " Related info encl. 

MORRISON, W. M. Atomic Energy Commission, Directorate of Regulatory 
Operations. 72/11/01. ROGERS, L. Atomic Energy Commission - 
Directorate of Regulatory Standards. 10pp. 24803:224. 


-8406040187 Forwards proposed amend to 10CFR50. 55a, "Code St Stds," 
adding Paragraph H, "Austenitic Stainless Steel. " Amend 
would require that sensitization be controlled by using low 
carbon grade matls or limiting heat treatments. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/05/10. BLOCH, E. J. Atomic Energy Commission, 
Directorate of Licensing. LOW, L. D. Atomic Energy Commission, 
Directorate of Regulatory Operations. HANAUER, S. H. Atomic Energy 
Commission. 10pp. 24803:322. 


-8406040190 Requests listed steps be expedited to arrange meeting re 
licensing ob jectives. Upgraded "Std Format & Content of SARs 
for Nuclear Power Plants" will be issue d. Re la ted info encl. 

ROGERS, L. Atomic Energy Commission - Directorate of Regulatory 
Standards. 72/05/10. ALLEN, R. D. Atomic Industrial Forum. 19pp. 
24803: 332. 


-8406040194 Forwards proposed inservice insp program for sensitized 
stainless steel safe ends St components of various power 
reactors. Agreement should be met by ACRS 700522 meeting. 

W/o encl. 

CASE, E. G. Atomic Energy Commission. 70/05/11. MANN, M. M. , 

I ni.l 1 n Mnon T£?B A A J r- • _ 


— 8406040198 Concurs w/revs of proposed amend to 10CFR50 re use c 
stainless steel for RCPB components Se elimination of 
corrosion test procedures. Recommends reconsideration of heat 
treatment requirement. 

LOW, L. D. Atomic Energy Commission. 71/09/08. CASE, E. G. At 
Energy Commission. Ip. 24803:353. 


— 8406040199 Discusses 710818 draft rule on stainless steel. Propc 
unsat i s factor y. 

HANAUER, S. H. Atomic Energy Commission. 71/09/08. CASE,E. G. 
Atomic Energy Commission. Ip. 24803:354. 


— 8406040203 Forwards revised draft of proposed rule on use of se 
stainless steel for RCPB components in water-cooled 
reactors. Intent is to amend 10CFR50. 55a, "Codes St Stds, " 
recently issued as regulation. 

MACCARY, R. R. Atomic Energy Commission - Directorate of Regu] 
Standards. 71/09/02. KINTNER,E. E. Atomic Energy Commissior 
24303:355. 


— 8406040205 Submits opposing remarks re draft stainless steel 
regulation. Water quenching should not be required for LC 
grades due to sufficient air cooling. 

BUSH, S. H. Battelle Memorial Institute, Pacific Northwest 
Laborator i es. 71/08/19. MACCARY, R. R. Atomic Energy Commiss 
lp. 24803:356. 


— 8406040208 Comments on proposed rule on use of sensitized stain 
steel. RDT does not limit cooling methods to water quenching 
for nonstab i 1 ized 3XX austenitic stainless steels following 
solution heat treatment. 

KINTNER, E. E. Atomic Energy Commission. 71/12/10. Atomic 
Commission. 7pp. 24803:357. 


— 8406040209 Forwards R MacCary discussion re complex factual 
c ons i d erat ions concerning use of sensitized stainless steel 
in nuclear plants S < preliminary draft rule. W/o ends. 

BECK, C.K. Atomic Energy Commission. 71/07/22. SEABORG, RAM 
JOHNSON Atomic Energy Commission. lp. 24804: 001. 


— 8406040212 Forwards proposed amend to 10CFR50. 55a, "Codes & Std 
Commission request. Proposed rule would preclude use of 
Type 304 tt 316 stainless steel matls St welds in RCPB 
components in BWR St PWR plants. 

CASE, E. G. Atomic Energy Commission. 71/07/21. PRICE, H. L. 
Energy Commission. 5pp. 24804:002. 


8406070098 Further response to FOIA request for release of all 19 
SECY pap ers. SECY-82-322, SECY-82-341, SECY-82-342, SECY-82-370 
8t SECY— 82-373 withheld in part or in entirety (ref FOIA 
Exemption 5 ti 10CFR9. 1 5) . Ap p ea 1 may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, E 
Union of Concerned Scientists. WEISS, E. R. Harmon ti Weiss. 3p 
24852:147. 24X Fi che: 50-000, 84/04/17, 8406070098. 


--82091 60036 SECY-82-341 

Recommends that UCS request for shutdown of Indian Point, 
Units 2 & 3 be treated as 10CFR2. 206 petition. 

BICKWIT,L. Office of the General Counsel. 82/08/17. 2pp. 
24852:170. 24X Fich e: 50-000, 84/04/17, 8406070098. 


— 0209160050 SECY-82-342 

Informs of govt opposition to util petition for writ of 
certiorari in CT Light $< Power vs NRC. NRC reply brief encl. 
SLAGGIE, E. L. Office of the General Counsel. 81-2293. B2/OE 
15pp, 24852:172. 


— B4060701 19 SECY-B2— 370 

Summarizes & analyzes comments ti replies to ASLB partial 
initial decision on cheating incidents re TMI-1 restart. 

B ICKWIT , L. Office of the General Counsel. RATHBUN, D- K. Off 
Policy Evaluations. 82/09/08. lp. 24852:187. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


— 8406070124 SECY-82-373 

Informs of denial of 820406 petition to delay startup until 
accommodations made for complete offloading of reactor core. 
MALSCH, M. G. Office of the General Counsel. 82/09/14. 34pp. 

24852:188. 24X Fiche: 50-000, 84/04/17, 8406070098. 


8406070101 FOIA request for documents re NRC decision to offer 
opportunity for prior hearing on proposed OL amends for 11 
nuclear r eactors, al lowing operation w/fone recirculation loop 
out of svc. 

BELL, N. Nuclear Information tt Resource Service. 84/02/08. 
of Administration. 2pp. 24851:001. 


NONDOCKETED ITEMS 


106 Partial response to FOIA request for documents re NRC 
ion to offer opportunity for prior hearing on proposed 
*nds for 11 nuclear reactors/ al lowing operation w/one 
:ulation loop out of svc. Forwards App A documents. 

J/J.M. Division of Rules and Records. 84/03/19. BELL, N. 
ir Information & Resource Service. 11pp. 24851:003. 24X 

50-000, 84/03/19, 8406070106. 


0863 Forwards updated "Technical Evaluation of Electrical, 
rumentation & Control Design Aspects of Proposed 
nse Amend for Single-Loop Operation of Monticello 
ear Generating Plant," replacing 791114 SER end. 

ERFIELD, R. Instrumentation & Control Systems Branch. 

6/09. IPPOLITO, T. A. Operating Reactors Branch 2. Ip. 
1:317. 24X Fiche: 50-000, 84/03/19. 8406070106. 


0864 EGG-1 183-4143 

hnical Evaluation of Electrical, Instrumentation & 
rol Design Aspects of Proposed License Amend for Single- 
Operation of Monticello Nuclear Generating Plant. “ 

ER, J. H. EGStG, Inc. 80/04/30. 14pp. 24851:319. 24X 

i: 50-000, B4/03/19, 8406070106. 


)149 Forwards updated EG&G rept to replace end to 791114 safety 
jation for facility. N-l loop operating changes are 
trial !t emphasize that ECCS analysis requires addl 
■w. 

iRFIELD, R. Instrumentation & Control Systems Branch. 
i/10. IPPOLITO, T. A. Operating Reactors Branch 2. Ip. 

.: 190. 24X Fiche: 50-000, 84/03/19, 8406070106. 


1153 "Technical Evaluation of Electrical, Instrumentation & 
ol Design Aspects of Proposed License Amend for Single 
Operation of Brunswick Steam Electric Plant, Unit 2." 

;R» J. G. EG&G, Inc. 80/04/30. 13pp. 24851:199. 24X 

: 50-000, 04/03/19, 0406070106. 


484 Forwards questions re GE single-loop operation rept, 

24250. 

STEIN, L. S. Assistant Director for Core & Containment Systems. 
9/30. NOVAK, T. M. Assistant Director for Operating Reactors, 
24851:249. 24X Fich e: 50-000, 84/03/ 19, 8406070106. 


218 Requests meeting w/EWR licensees to discuss 790926 Browns 
single loop operation experience. Experience involved 
lained core vibrations which occurred at 59% power 
g single loop mode of operation. 

, T. P. Reactor Systems Branch. 81/05/19. IPPOLITO, T. 
ting Reactors Branch 2. 3pp. 24851:162. 24X 

: 50-000, 04/03/19, B406070106. 


246 Forwards safety evaluation re plant operation on single 
i//power limited to 50%. Eval ut ion completes one 
i under Multi Plant Item E-04. 

T.P. Assistant Director for Reactor Safety. 81/12/10. 

T. M. Assistant Director for Operating Reactors. Ip. 

255. 24X Fiche: 50-000, 84/03/1 9, 8406070 1 06. 


S31 Forwards safety evaluation supporting single loop operation 
power. 

T.P. Division of Systems Integration (post 811005). 

'15. NOVAK, T. M. Assistant Director for Operating Reactors. 
24852:035. 24X Fi che : 50-000, 84/03/19, 0406070106. 


)80 Submits status rept on plants involving BWR single loop 
;ion. 

[8,0. Reactor Systems Branch. 82/01/24. SPEIS, T. P. 

:ant Director for Reactor Safety. 2pp. 24851:218. 24X 

50-000, 04/03/19, 8406070106. 


>23 Discusses licensee 820211 telcon requesting relief from 
i gii> imposed for average power range monitor flux 
tt core plate delta noise. Proposed method acceptable. 

T.P. Assistant Director for Reactor Safety. 82/06/08. 

T. M. Assistant Director for Operating Reactors. 2pp. 

020. 24X Fiche: 50-000, 84/03/19, 8406070106. 


33 Forwards safety evaluation supporting operation on single 
/power limited to 50%, comp leting three actions under 
Plant Item E— 04. 

T.P. Assistant Director for Reactor Safety. TAC 40131. 

16. LAINAS, G.C. Assistant Director for Licensing. lp. 

022. 24X Fiche: 50-000, 84/03/19, 8406070106. 


8210070031 Provides status of 15 plants involving single loop 
operation, per Multi-Plant Action Item E-04. 

SHERON, B. W. Reactor Systems Branch. 82/09/20. SPEIS, T. P. 
Assistant Director for Reactor Safety. 2pp. 24851:047. 24X 

Fiche : 50-000, 84/03/ 19, 8406070106. 


■8212220333 Forwards SER supporting operation on single loop w/power 
limited to 507.. 

SPEIS, T. P. Assistant Director for Reactor Safety. TAC 49189. 
82/12/14. NOVAK, T. Assistant Director for Licensing. Ip. 
24851:057.. 24X Fic he : 50-000, 84/03/19, 8406070106. 


■8301060183 Forwards SER permitting operation on single loop w/power 
limited to 507.. W/o encl. 

SPEIS, T.P. Assistant Director for Reactor Safety. TAC 46779. 
82/12/21. LAINAS, G.C. Assistant Director for Operating Reactors 
lp. 24051:068. 24X Fi ch e : 50-000, 84/03/19, 8406070106. 


— 8303090436 Summary of 830209 meeting w/LLL re Jan 1983 program revi 
Next meeting scheduled for wk of 830314. 

DONOHEW, J. Division of Licensing. FIN A-0250. 83/02/24, 

BUTCHER, E. J. Division of Licensing. 7pp. 24851:140. 


-8305160254 Forwards Reactor Sys Branch SER supporting licensee pro pi 
re applicability of Unit 1 license conditions to Unit 2. 

HOUSTON, R. W. Assistant Director for Reactor Safety. 83/05/06. 
NOVAK, T. M. Assistant Director for Licensing. 7pp. 24851:087. 

24X Fiche: 50-000, 84/03/19, 8406070106. 


-8306220162 Discusses branch position re exclusion of facilities fror 
approval of single loop operation at 50% power. 

BERL1NGER, C. H. Core Performance Branch. 83/06/13. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 24851:094. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8307290265 Proposes approach to close out 10 pending licensing actic 
re applications by licensees of BWR facilities requesting 
approval to operate w/single recirculat ion loop at reduced 
power in event one pump is inoperable. 

LAINAS, G. C. Assistant Director for Operating Reactors. 83/07/15. 
RUBENSTEIN, L. Assistant Director for Core & Plant Systems. 
HOUSTON, R. W. Assistant Director for Reactor Safety lp. 
24851:096. 


— 8308090823 Advises of acceptability of util submittal for single loo 
operation. Osc il latory problems have not been experienced at 
plant. Baseline noise level will be established S; monitored. 
RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
83/07/27. LAINAS, G. C. Assistant Director for Operating Reactors. 
2pp. 24851:097. 


— 8308260222 Provides acceptance criteria for util single loop test. Da 
is to be taken at three single-loop power levels & flows. 
RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
83/08/10. LAINAS, G. C. Assistant Director for Operating Reactors. 
2pp. 24851:099. 


— S30907005S Forwards SER on single loop operation w/power limited to 
507. Operation acceptable. 

HOUSTON, R. W. Assistant Director for Reactor Safety. TAC 49371. 
83/08/29. LAINAS, G. C. Assistant Director for Operating Reactors, 
lp. 24051:101. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8310210373 Initial NSHC determination & noticing action re util 830£ 
application to change Tech Specs to incorporate revised 
safety & operating limits iu/one recirculation loop out of 
svc. 

MACKAY, S. NRC - No Detailed Affiliation Given. 83/10/05. 4pp. 
24852:103. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8311080317 Forwards util 810512 application for amend to License 
DPR-35 re single loop operation, in response to 831011 
request. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/10/24. 

DOHERTY, J. F. Affiliation Not Assigned. lp. 24852:055. 24X 

Fiche: 50-000, 84/03/19,8406070106. 


— 8312190307 Initial NSHC determination & noticing action re util 8212 
830127 8 < 0725 applications for Tech Spec changes to permit 
reactor operation at power levels not exceeding 507. w/one 
recirculation loop out of svc. 

* NRC - No Detailed Affiliation Given. 83/11/14. 4pp. 

24852:121. 24X Fic he : 50-000, 84/03/19, 8406070106. 


NONDOCKETED ITEMS 


K32140587 Responds to D Eisenhut 840131 request -for corrections it 
concurrence on proposed license pac kag e. Concurs ui/enc 1 
L Rubenstein 840203 memo re revising Tech Specs for single 
loop operation. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
84/02/07. EISENHUT. D. G. Division of Licensing. Ip. 67167:298. 
24X Fiche: 50-000,84/03/19,8406070106. 


^02140590 Advises that Tech Spec 3 4. 1.1 re limiting conditions for 
operation in natural circulation m/one recirc ulat ion loop 
should be revised. Amend should protect against potential 
for thermal hydraulic instability. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 
84/02/03. MATTSON, R. J. Division of Systems Integration (post 
811005). Ip. 24851:116. 24X Fi che: 50-000, 84/03/19. 8406070106. 


103020299 Discusses board notification re BWR core thermal stability. 
NRC working to review STS to assure BWR Owners Group *< 
applicants properly protected against potential for 
instab ilit ies. 

MATTSON. R J. Division of Systems Integration (post 811005). 
84/02/27. EISENHUT. D. G. Division of Licensing. 3pp. 24851:118. 


106070108 Clarifies applicablity of Branch Technical Position ICSB-12. 
"Protection Sys Trip Point Changes for Operation W/Reactor 
Coolant Pumps Out of Svc " to BWRs. in response to 
request. 

ROSA. F. Instrumentation it Control Systems Branch. TAC 42418. 
82/11/16. CLARK, R. Division of Licensing. 2pp. 24851:294. 


k060701 1 1 SRO-324 

"Technical Evaluation of Electrical, Instrumentati on it 
Control Design Aspects of Proposed License Amend for Single 
Loop Operation of Cooper Nuclear Station. " 

LAUDENBACH, D. H. > KOUNTANIS, B. . RADOSEVIC, J. R. EG&G, Inc. 

83/05/31. NRC - No Detailed Affiliation Given. 7pp. 24851:296. 

24 X Fiche: 50-000. 84/03/19, 8406070106. 


1060701 21 "Technical Evaluation of Electrical, Instrumentation it 
Control Design Aspects of Proposed License Amend Rev 1 for 
Single Loop Operation of Monticello Nuclear Generating 
Plant, Unit 1. " 

DONICH, T. R Lawrence Livermore Laboratory. FIN A-0230. B3/10/31. 

CLARK, D. Division of Licensing. 10pp. 24851:345. 24X 

Fiche. 50-000, 84/03/19. 8406070106. 


106070125 Safety evaluation supporting single loop operation up to 
power level of SOX during Cycle 5 only. 

* Office of Nuclear Reactor Regulation, Director. 82/08/16. 

11pp. 24851:023. 24X Fiche: 50-000, 84/03/19, 8406070106. 


106070127 Forwards Reactor Safety Branch safety evaluation of 
non-ECCS portions of util request for single loop operation. 
Analysis Branch reviewed ECCS analysis it Plant Sys Branch 
reviewed single failures in one loop operation. 

EISENHUT, D. G. Division of Operating Reactors. 76/01/22. 

G0LLER,K. R. Division of Operating Reactors. Ip. 24851:355. 24X 

Fiche: 50-000, B4/03/19, 8406070106. 


106070128 Amend to 801017 application for amend to License DPR-49, 
limiting single loop licensed power operation to SOX max. 

ROOT, L. D. Iowa Electric Light it Power Co. LDR-81-262. 81/09/04. 

DENTON, H. Office of Nuclear Reactor Regulation, Director. Ip. 
24851:138. 24X Fi ch e: 50-000, 84/03/19- 8406070106. 


106070130 Safety evaluation supporting single loop operation up to 
SOX power level during Cycle 10 only. Amend does not involve 
significant hazards consideration. 

* Office of Nuclear Reactor Regulation, Director. 82/09/10, 

12pp. 24851:035. 24X Fiche: 50-000, 84/03/19, 8406070106. 


106070131 Forwards util response to Questions 4 1 6 of request for 
addl info on single loop operation. W/o end. 

CLARK, D. NRC “ No Detailed Affiliation Given. B3/04/12. 
KOUNTANIS, W. NRC - No Detailed Affiliation Given. 16pp. 
24851:139. 24X Fiche: 50-000, 84/03/19, 8406070106. 


106070133 Safety evaluation supporting single loop operation. Present 
idle loop startup analysis acceptable for single loop 
operation up to 70X power. Related info end. 

* Office of Nuclear Reactor Regulation, Director. 76/01/22. 7pp. 
24851:356. 24X Fiche: 50-000, 84/03/19, 8406070106. 


♦06070136 Forwards request for addl info re proposed single loop 
operation. Info needed to complete subj review. 


— 8406070138 "Electrical, Instrumentation & Control Design Aspect of 
Proposed License Amend Rev 1 for Single Loop Operation of 
Duane Arnold Energy Ctr,Unit 1," technical evaluation rept. 
DONICH, T. R. , WHITE, R. Lawrence Livermore Laboratory. FIN A-025 
TAC 43126. 83/11/30. CLARK, D. Division of Licensing. 14pp. 

24851 147. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070141 Advises that further review work re GE ECCS evaluation 
model for single loop operation terminated due to GE failure 
to submit evaluation model sup p 1. App 1 icants should be 
informed of decision. 

RQSZTOCZY, Z. R. Analysis Branch. 76/11/01. BAER, R. L. Reactor 
Safety Branch. ZIEMANN, D. L. Division of Operating Reactors. 1 
24852:005. 24X Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070145 Discusses status of reviews re single loop operation ir 
BWRs. Approach agreed upon by GE, Analysis Branch & Reactor 
Safety Branch . Incomp 1 ete initial NSHC determination Zt 
noticing action end. 

BAER, R Reactor Safety Branch. TAC 6170. 76/11/10. SCHWENCEF 

Operating Reactors Branch 1 (Pre 800428). ZIEMANN, D. Operatiti 
Reactors Branch 2 CPre 800428). 5pp. 24852:006. 24X 

Fiche : 50-000, 84/03/19, 8406070106. 


— 8406070158 Application for amend to License DPR-62, revising Tech S 
to include analysis to support single recirculation loop 
opera tion. Resul ts of analysis indicate that MAPLHGR limit 
will be reduced uniformly by factor of 0.82. 

UTLEY, E. E. Carolina Power it Light Co. 76/09/03. RUSCHE, B. C. 
Office of Nuclear Reactor Regulation. Director. Ip. 24851:182. 
24X Fiche: 50-000, 84/03/19. 8406070106. 


— 8406070159 Forwards request for addl info on non-ECCS aspect of si 
loop operation. 

EISENHUT, D. G. Division of Operating Reactors. 76/11/15. 

GOLLER, A. Assistant Director for Operating Reactor Projects (Pr 
791030). 2 pp. 24852:011. 24X Fi che : 50-000, 84/03/19, 8406070106 


— 8406070162 Notice of proposed issuance of amend to License DPR-62 
permitting continuous reactor operation w/one recirculation 
loop out of svc it establishing operating limits associated 
w/mode of operation. 

SCHWENCER/A. Operating Reactors Branch 1 (Pre 800420). 76/10/C 

3pp. 24851:014. 24X Fiche: 50-000, 84/03/19. 8406070106. 


— 8406070164 Advises that proposed mods to rod block monitor & APRM 
sys scram trip settings, as presented by util in submittal 
for single loop operati on, sa ti sf y requirements of SRP. SER 
end. 

EISENHUT, D. G. Division of Operating Reactors. 77/05/24. 

GOLLER, K. R. Assistant Director for Operating Reactor Projects ( 
791030). 2pp. 24852:013. 24X Fi che: 50-000, 84/03/19- 8406070106 


— 8406070166 Safety evaluation supporting single loop operation up t 
power level of SOX authorized during Cycle 1. 

* Office of Nuclear Reactor Regulation, Director. 02/12/14. 
lOpp 24851:058. 24X Fi c he : 50-000, 84/03/19, 8406070106. 


— 8406070168 Lists approach agreed upon by GE, Analysis Branch & Reac 
Safety Branch re review of single loop operation in BWRs. 

BAER, R. Reactor Safety Branch. 76/11/10. SCHWENCER, A. Operat 
Reactors Branch 1 (Pre 800428). ZIEMANN, D. Operating Reactors 
Branch 2 (Pre 800428). Ip. 24851:183. 24X Fic he: 50-000, 84/03/ 

8406070106. 


— 8406070169 Safety evaluation supporting licensee proposed mods to 
plant for single loop operation. 

* Office of Nuclear Reactor Regulation, Director. 77/05/24. 
24852:015. 24X Fi che: 50-000, 84/03/19, 8406070106. 


— 8406070170 Safety evaluation supporting single loop operation up 1 
power level of SOX during Cycle 3 for Unit 1 it Cycle 5 for 
Unit 2. 

* Office of Nuclear Reactor Regulation, Director. 02/12/21. 
13pp. 24851:069. 24X Fi c he : 50-000, 84/03/19, 8406070106. 


— 8406070172 Informs that review of single loop operation at facilil 
comp leted. Suggests that Tech Specs require equalizer 
valve be closed it locked out so that spurious operation 
of valve will not result in valve being opened. 

BURDQ IN, J. F. NRC - No Detailed Affiliation Given. 77/07/19. 

0 'CONNOR, P. NRC - No Detailed Affiliation Given. Ip. 24852: OS 
24X Fiche: 50-000,84/03/19,8406070106. 


— 8406070175 Discusses 770928 telcon w/B Wo lstadt, GE, re validity of 


36070177 Responds to 761110 ltr to V Stella re feedwater nozzles & 
jellet clad interaction. Estimate of how many fuel rods might 
>e expected -fco exceed preconditioned envelope for power 
Levels af 60X— 70X. 

ilSENHUT iD. G. Division of Operating Reactors. 77/03/01. 

JHERWQOD, G. C. General Electric Co lp. 24851:197. 


(6070183 Safety evaluation supporting ap p 1 ic ab i 1 i ty of Unit 1 license 
onditions to Unit 2. 

Office of Nuclear Reactor Regulation, Director. 83/05/06. 6pp 
2485 1 ; 088. 24X Fiche: 50-000* 84/03/19, 8406070106. 


6070191 Submits info for project managers re status of BWR single 
oop operation review. GE advises that ECCS analysis 
onsidered no longer valid & must be red one. Comp 1 et ion of 
eview awaits receipt of corrected ECCS analysis. 

AER, R. L. Reactor Safety Branch. 77/10/13. GOLLER, K. R . 
ssistant Director for Operating Reactor Projects (Pre 791030). 
p. 24052:022. 24X Fiche: 50-000, 84/03/19, 8406070106. 


6070194 Safety evaluation supporting single loop operation up to 

3 %. 

Office of Nuclear Reactor Regulation, Director. 83/08/29. 

3pp. 24851:102. 24X Fiche: 50-000, 84/03/19, 8406070106. 


*070195 Initial NSHC determination & noticing action re util 820304 
(plication, mod if ied 820903 8c 830106, for amend to Licenses 
>R-33, DPR-52 8t DPR-68, permitting single loop operation up 
i SOX power. 

.ARK, R. J. NRC - No Detailed Affiliation Given. ROWAN, R. Office 
1 the Executive Legal Director. 84/01/10. 5pp. 24851:220. 24X 

. che: 50-000, 84/03/19,8406070106. 


,070200 Draft "Technical Evaluation of El ec tr i ca 1, In str umen tat ion 8: 
mtrol Design Aspects of Proposed License Amend Rev 1 for 
.ngle Loop Operation of Browns Ferry Nuclear Plants. " 

)NICH, T. R . Lawrence Livermore Laboratory. FIN A-0250. 83/08/31. 

;LARK» D. Division of Licensing. 7pp. 24851.242. 24X 

Che: 50-000, 84/03/19, 8406070106. 


►070202 Forwards proposed questions re proposed license amend Sc Tech 
ec change For single recirculation loop operation, 
lestions should be forwarded to plant project manager to 
>nd to licensee. Related info end. 

tOPER, U. H. EG 8cG, Inc. ESD# 7160. 81/03/24. SHEMANSK I, P. 

erating Reactors Assessment Branch. 17pp. 24851:121. 24X 

che: 30-000, 84/03/19,8406070106. 


,070203 Draft application for amend to License DPR-46, r evising Tech 
ec 3. 6. F. 3 re single loop operation. 

LANT, J. M. Nebraska Public Power District. 81/06/08. 

POLITO, T. A. Operating Reactors Branch 2. 2pp, 24851:253. 24X 

che: 30-000, 84/03/19,8406070106. 


070206 Safety evaluation supporting single loop operation up to 
wer level of SOX during Cycle 7 only. 

Office of Nuclear Reactor Regulation, Director. 81/12/10. 9pp. 
4831:256 . 24X Fi ch e: 50-000, 84/03/ 19, 8406070106. 


070200 Forwards list of questions on C N— 1 > cooling loop protection 
s for facility, for ap proval. Qui c k response would be 
tained if questions telecopied to licensee by project 
nager. Related info end. 

UNTANIS, B. EGScG, Inc. ESD #7591. 82/02/03. DONOHEW,J. 

erating Reactors Assessment Branch. 17pp. 24851:267. 24X 

che : 50-000, 84/03/19, 8406070106. 


070209 Requests timely completion of Analysis Branch review of 
rtions of GE Rev 1 to NEDO— 20566-2 re LOCA model for 
ngle loop operat i on. Advi ses that higher priority will be 
ven in approving nine outstanding requests. 

ECK,P. S. Reactor Safety Branch. 78/10/13. ROSZTOCZY, Z. R. 
aly si s Branch. lp. 24852:023. 24X Fi ch e: 50-000, 84/03/19, 

06070106. 


070211 Forwards draft safety evaluation supporting potential 
ergency Tech Spec change permitting single loop 
era tion. 

LLIAMS, M. Operating Reactors Branch 2. 80/11/28. PANCIERA, V. 

actor Systems Branch. 5pp. 24852:026. 24X 

che: 50-000, 84/03/19, 8406070106. 


070212 Forward draft "Technical Evaluation of Electrical, 
strumentation & Control Design Aspects of Proposed 
cense Amend for Single Loop Operation Nuclear Station** for 
view. Comments or suggestions requested. 

UDENBACH, D. H. EG&G, Inc. ESD #7895. 82/08/17. CLARK, R. 

erating Reactors Assessment Branch. lp. 24851:284. 24X 

che; 50-000, 84/03/19, 8406070106. 


* — 8406070213 Draft "Technical Evaluation of El ec tr ical, Instruments 
& Control Design Aspects of Proposed License Amend for 
Single Loop Operation of Cooper Nuclear Station." 

LAUDENBACH, D. H. EG&G, Inc. 82/08/31. NRC - No Detailed 
Affiliation Given. 7pp. 24851:285. 24X Fi ch e: 50-000, 84/03/1 

B406Q70106. 


— 8406070236 Safety evaluation supporting single loop operation up 
power level of SOX during Cycle 6 only. 

* Office of Nuclear Reactor Regulation, Director. 81/12/15. 
24852:036. 24X Fic h e : 50-000, 84/03/ 19, 8406070106. 


— 8406070240 Forwards annotated draft contractor technical evaluat 
rept on single loop operafcion/instrumentation & control 
sys review. 

DQNOHEW, J. NRC - No Detailed Affiliation Given. 83/09/15. 

-No Detailed Affiliation Given. 8pp. 24052: 047. 24X 

Fiche. 50-000, 84/03/19, 8406070106. 


— 8406070246 UCID-19724 

"Electrical, Instrumentat ion & Control Design Aspects of 
Proposed License Amend Rev 1 for Single Loop Operation of 
Pilgrim Nuclear Power Station, Unit 1," technical evaluation 
rep t. 

DONICH, T. R. Lawrence Livermore Laboratory. FIN A-0250. 83/11 

Division of Licensing. 9pp. 24852:094. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


— 8406070255 Requests copy of 810512 application for amend to Licer 
DPR-35, as mentioned in 830831 FR, in connection w/request for 
hearing on proposed amend. Info deleted. 

DOHERTY, J.F. Affiliation Not Assigned. 83/10/11. HERMANN, R. 
Operating Reactors Branch 2. lp. 24852: 146. 24X 

Fiche: 50-000, 84/03/19, 8406070106. 


8406070116 FOI A request for all documents re four items. Items inclc 
decision re design verification ac tivi ties, per DG Eisenhut 
840104 ltr, IE Rept 78-04 5k basis of JG Keppler 701102 
conclusions concerning welder qual if ications. 

GARDE, B. P. Government Accountability Project. 04/03/13. Offi 

of Administration. 2pp. 24850:019. 24X Fic he: 50-483, 84/03/15, 

8406070116. 


8406070118 Further response to FOIA request for all documents re fo 
items. Names & positions of confidential sources deleted from 
IE Insp Rept 50-4B3/78-04, per FOIA Exemption 7D. App A 
documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. GARDE, B. P 
Government Accountability Project. 4pp. 24850:021. 24X 

Fiche: 50-483, 84/04/24, 84060701 18. 


— 8406070123 Summary of 830912 & 14 caseload forecast meeting & sit 
visit to assess const completion schedule. Plant will be 
slightly less than 1007. complete at fuel load due to 
incomplete NUREG-0737 items. 

HOLONICH, J. J. Licensing Branch 1. 84/04/24. Licensing Bran 

1. 6pp. 24850:026. 24X Fi ch e: 50-483, 84/04/24, 84060701 18. 


— 8406070126 Forwards evaluation of Findings F 2—1 5k F 2-7 of Reg io 
integrated design insp at facility (Task Interface Agreement 
84-04), per 831116 reques t. Turb ine driven auxiliary feedwater 
sys pump steam tunnel designs acceptable. 

EISENHUT, D. G. Division of Licensing. 84/03/20. NORELIUS, C. E. 
Division of Project & Resident Programs. 6pp. 24850:031. 24X 

Fiche: 50-483, 84/04/24, 84060701 18. 


— 8406070129 Forwards evaluation of Findings 2-1 & 2-7 of Region II 
integrated design insp. Design ac ceptab le. FSAR must be 
revised to reflect actual design. 

PARR, 0. Auxiliary Systems Branch. 84/01/27. YOUNGBLOOD, B. J. 
Licensing Branch 1. 6pp. 24850:037. 24X Fiche: 50-483, 84/04/S 

8406070118. 


— B406070134 Requests review of integrated design insp Findings 2-1 
2-7 & applicant response, by 831231. 

YOUNGBLOOD, B. J. Licensing Branch 1. 83/12/01. PARR, O. Auxil 

Systems Branch. 5pp. 24050:043. 24X Fi c he : 50-483, 84/04/24, 

84060701 18. 

— 8406070135 Identifies agreements re review & closeout of integral 
design insp team findings J, unresolved items, per telcons w/ 

D Allison, G Edison & C Hale. 

NORELIUS, C. E. Division of Project & Resident Programs. 83/10, 
TAYLOR, J. M. Division of QA, Safeguards & Inspection Programs 1 
830103). 4pp. 24850:239. 24X Fich e: 50-483, 84/04/24, 840607013 


- -84060701 39 Requests followup & closeout of actions on integrated 
design insp Findings F 2-1 & 2-7 of IE Insp Rept 
50-483/83-22, per G Edison telcon agreement. 

KNCP/R.C. Region 3, Office of Director. 83/11/16. 

YOUNGBLOOD, B. J. Licensing Branch 1. 6pp. 24850:243. 24X 

Fiche: 50-483,84/04/24, 84060701 IB. 


1406070! 40 Handwritten memo forwarding response to ASLAB question re 
in resolution of reused floor response spectra, per 
intearated design msp. Records J Ma War B Shewmaker 
1D £ S D i Bechtel work in Gaithersburg, MD. 

ALLISON DP NRC - No Detailed Affiliation Given. 83/11/18. 

J EDISON. G Office of Nuclear Reactor Regulation, Director. 
COMAKER B Director's Office, Office of Inspection and 
24850: 249. 24X Fich,: 50-483, 84,04,24. 

8406070118. 

(406070142 Response to ASLAB 831020 memorandum & order re revised floor 
response spectra identified in integrated design & insp 

PERLIs m R r G Pt Hearing Branch 3 OL. 83/11/04. Atomic Safety and 
Licensing Appeal Panei. 6pp. 24850:250 24X 

Fiche. 50-483,84/04/24, 8406070118. 


*06070144 Affidavit of DP Allison re Integrated Design Insp Rept 
50 - 483 / 82 - 22 , Observation 4-1 on revised floor response 
spectra for auxiliary bldg. Certificate of Svc end. 
a, , TCQM. n p Division of Emergency Preparedness & Engineering 
Response (Post 830103). OL. 83/11/04. 7pp. 24850:256. 24X 

Fiche 50-483,84/04/24,8406070118. 


406070148 Responds to NRC 780622 ltr re violations noted in IE Insp 
Rept 50-483/78-04. Corrective actions: nonconformance repts 
written, visual insp of plate found no cracks or detrimental 
effects from repairs & foreman will monitor work closely. 

BRYAN, J.K Union Electric Co. ULNRC-279. 78/07/27. KEPPLER, J. G. 

Region 3, Chicago, Office of the Director. 2pp. 24850:263. 24X 

Fiche 50-483, 84/04/24, 8406070118. 


406070152 Ack receipt of 780725 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/78-04. 

Corrective actions will be examined in future insp. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 78/08/08. 

BRYAN, J. K Union Electric Co. Ip. 24850:265. 24X 

Fiche 50-483, 84/04/24, 8406070118 


406070157 Discusses IE insp of CPPR-139 activities on 780424-25 & 
forwards notice of violation. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 78/06/22. 

BRYAN, J. K. Union Electric Co. 2pp. 24850:266. 24X 

Fiche 50-483,84/04/24, 8406070118 


8406120609 PNA-80-003: d ur i n g 800115 meeting w/State of TX senator 

assistant manager of Ga 1 veston , TX , NRC learned that Todd 
Shipyards voluntarily shut down on 800116. 

KERR, G. W. , SCHNEIDER, K. N. NRC - No Detailed Affiliation Given. 
80/01/16. Ip. 24915:316. 


— 8406120611 PNA-80-009: lead container fell from conveyer belt in To 
Shipyard bldg where scintillation vials crushed. 

Con tami na t i on tracked to ofcs & areas outside bldg. Worker 
thyroid tests from hosp negative. 

KERR, G. W. , BOLLING, L. A. NRC - No Detailed Affiliation Given. 
80/02/14. Ip. 24915:319. 


— 8406120612 Forwards J Vaden 800104 ltr banning Todd Research & 
Technical Div from use of site until further notice. 

KERR, G. W. Office of State Programs, Director. 80/02/20. 
GRELLA, A. Office of Inspection & Enforcement, Office of the 
Director. NUSSBAUMER, D. A. , BROWN I NG, R . E. Office of Nuclear 

Material Safety & Sa f eg uar d s , Di r e c tor . 2pp. 24915:321. 


— 8406120613 PNA-80-01 5: on 800403, Todd Research & Development Div fo 
discrete radiation source containing contaminated trash & 
liquid scintillation Radiation surveys disclosed levels of 
150 mR/h gamma & 2R/h beta at package surface. 

KERR, G. W. , LUBENAU, JO. NRC - No Detailed Affiliation Given. 
80/04/23. Ip. 24916:012. 


— 8406120615 Requests analysis & legal opinion of listed legal quest 
re low level waste storage. Some sites reluctant to take 
initiative to establish new site w/o auth or i z at i on to 
regulate quantity of waste accepted. 

DIRCKS, W. J. Office of Nuclear Material Safety & 

Saf eg uards, Director. 80/02/20. SHAPAR, H. K. Office of the 
Executive Legal Director. 2pp. 24916:032. 


— 8406120617 Forwards table showing vol & activity of waste buried a 
three commercial low level sites cumulative through CY82. 
NUSSBAUMER, D. A, Assistant Director for State Agreements Program 
83/03/21. Nevada, State of. 2pp 24916:034. 


— 8406120619 Forwards table showing vol & activity of waste buried a 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Program 
84/02/13. Nevada, State of 2pp. 24916:038. 


406070160 Notice of violation from insp on 780424-25. 

* Region 3, Chicago, Office of the Director. 78/06/22. Ip. 
24850:268 24X Fiche: 50-483, 84/04/24, 84060701 1 8. 


406070163 IE Insp Rept 50-483/78-04 on 780424-25. Noncomp 1 ianc e 
identified failure to repair embedment per procedures. 

FOSTER. J. E. , SCHWEIBINZ, E. R. > NORELIUS, C. E. Region 3, Chicago, 
Office of the Director. 78/06/21. 9pp. 24050:269. 24X 

Fiche . 50-483, 84/04/24, 8406070118. 


406070167 Informs that Individual A would like to speak w/JG Keppler. 
Requests identity be withheld <ref 10CFR21. 2) for fear of 
possible retaliation by employer, Daniel Inti - Union 
Electric. 

* Affiliation Not Assigned. 78/04/05. KEPPLER, C. Region 3, 
Chicago, Office of the Director. 2pp. 24850:278. 


6120598 Final response to FOIA request for five categories of 
ocuments re Barnwell, SC & Beatty, NV low level radwaste 
isposal sites. Forward s App A documents. Documents also 
va liable in PDR. 

ELTON, J M. Division of Rules and Records. 84/04/24. SCHWARTZ, S. J. 
Wisner & Schwarz. 3pp. 24915:299. 


(406120602 Forwards Waste Packaging Insp Rept 1 5000039/79-0 5A on 
791114-15. No noncompliance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Office of the Director. 
79/11/28. Nuclear Materials, Inc. 2pp. 24915:302. 


— 8406120621 PNA-80-009A : To d d Shipyards will be permanently closed a 
contract e xp ir es. Hi g h es t urinalysis of contaminated workers 
was approx IV. max permissible body burden, Contaminant was 
Sr-90. 

KERR, G. W. , BOLLING, L A. NRC - No Detailed Affiliation Given 
80/02/15. Ip. 24915:320. 


— 8406120610 Responds to Sniezek 800117 memo re waste vol limitation 
low level disposal site. If facility & shippers allowed to 
carry over allocations from one month to next, partial load 
problem would improve. 

SHEALY, H. G. South Carolina, State of. 80/04/02 KERR, 0. W. 
Office of State Programs, Director. lp 24915:318. 


— 8406120616 PNA-80-017: fire occurred at Todd Research & Development 
Ignition source unde termin ©d . Fi r e destroyed bldg where 
drums containing vials of liquid scintillation opened. No 
injuries occurred 

KERR, G. W. , LUBENAU, J. 0 NRC - No Detailed Affiliation Given 
80/05/05, lp. 24916:013. 


8406120623 Responds to FOIA request for documents showing turnover t 
const stage personnel at plants from 1973 to present & info 
re required repts of percent complete for plants at various 
stages of const. 

FELTON, J. M. Division of Rules and Records. 84/05/10. WILLIAMS* ( 
JRA Associates. lp. 24915:296. 


1406120604 Waste Packaging Insp Rept 15000039/79-05A on 791114-15. No 
noncompliance noted. Major areas inspected: 1 icensee-sh ipp er 
vehicle compliance w/DOT & NRC regulations, inc lud ing 
shipping paper requirements Sc radiation levels. 

WffilDRUFF. R. L. , POTTER, J. P. Region 2, Atlanta, Fuel Facility & 
Materials Safety Branch. 79/11/28. 6pp. 24915:304. 


3406120607 Forwards Waste Packaging Insp Rept 1 5000039/79-05C on 
791114. Noncompliance noted. 

SUTHERLAND* j. t. Region 2, Atlanta, Fuel Facility fe Materials 
Safety Branch. 79/11/28. JONES, J. A. Carolina Power & Light Co. 


8406120608 Waste Packaging Insp Rept 15000039/79-05C on 791114. 
Noncompliance noted; radiation levels in excess of permitted 
limits on one truck. 

WOMJRUFF, R^L. . POTTER, J. P. Region 2, Atlanta, Fuel Facility & 
Materials Safety Branch. 79/11/28. 4pp. 24915 : 312 . * 


8406120626 FOIA request for document® showing turnover of const 
personnel at power plants from 1973 to present to be placed 
in PDR. 

WILLI AMS, 0. G. JRA Associates. 0GW-84-030. 84/04/30. FELTON* U f 

Division of Rules and Records. lp. 24915:297. 


8406120628 FOIA request for documents re required repts of percent 
complete for plants at various stages of const. 

W ILLI AMS, 0. G. JRA Associates. 0GW-84-028. 84/04/30. FELTON, J ( 

Division of Rules and Records. lp. 24915:298. 


8406120629 Responds to FOIA request for documents re falsified 
welding insp repts. Doc uments listed in app withheld (ref 
FOIA Exemption 7 >. 1 

FELTON, J. M. Division of Rules'and Records, 84/05/10. DOUGHTY, J 
Seacoast Anti-Pollution League, 3pp. 24915:291. 24X 

Fiche: 50-443, 84/05/10, 8406120629. 


NONDOCKETED ITEMS 


20631 Responds to FOIA request for SEC Y-77- 79, SECY-82-456, Ch i 1 k 
628 memo/ Dircks 810813 memo &■ final Commission paper re 
eguards upgrade rul e. Port ions of SECY-79-187B withheld 
f FOIA Exemption 4). 

TON, J. M. Division of Rules and Records. 84/06/01. AFTERGOQD, S 
nuttee to Bridge the Gap. Ip 24915:270. 


20632 FOIA request for documents re Kansas Gas & Electric 830912 
Id Work Agreement” to stop testing by constructor. 

3 HENS, S. Nuclear Awareness Network. 84/04/27. Office of 
Lnistration. 2pp. 24915:267. 24X Fi c h e : 50-482, 84/04/27. 

i>120632. 


10633 Further response to FOIA request for documents re Kansas 
& Electric 830912 "Hold Work Agreement." Search revealed 
iddl documents. 

'□N, J. M. Division of Rules and Records. 84/06/01. STEPHENS, S. 
ear Awareness Network. Ip. 24915:269. 24X 

e: 50-482, 84/06/01, 8406120633. 


0634 FOIA request for nine categories of documents re Bill Smith 
it South Powder River Basin Pilot P lant, Converse 
ty, WY. 

ESi C. Affiliation Not Assigned. 84/05/19. NRC - No Detailed 
liation Given. 2pp. 24915:264. 


0635 Responds to FOIA request for documents re Bill Smith Mine it 
h Powder Basin Pilot Plant, Converse County , WY. Request 
rred to PDR for processing. 

□N, J, M. Division of Rules and Records. 84/06/01. BARNES, C. 
liation Not Assigned. Ip. 24915:266. 


3058 Forwards Independent Assessment of Underpinning Weekly Rept 
or 830712— 16. Minutes of daily meetings held during wk 
sen members of assessment team it site engineering, const 
personnel enc 1. 

3, A. S. Stone & Webster, Inc. BOX 08. MPF 43. 83/07/20. 

R. Region 3, Office of Director. 15pp. 25360:009. 24X 

e: 50-329, 84/05/17, 8406130058. 


)O01 FOIA request for documents re IE Info Notices 81-29 & 82-52 
*rning Vitron elastometer seals. 

kN, W. S. Harmon & Weiss. JORDAN, W. S. Union of Concerned 

itists. IEIN-81— 29. 83/12/23. FELTON, J. M. Division of Rules 

lecords. 3pp. 25070:001. 


)QO0 FOIA request for documents re issues discussed in IE Info 
:es 81-29 it 82-52, Environ Equipment Qua 1 i f ic a t i on 
:e 3. 

klM, W. S. Harmon & Weiss. JORDAN, W. S. Union of Concerned 

itists. I E IN-81 —29. 83/12/23. FELTON, J. M. Division of Rules 

lecords. 3pp. 25070:075. 


010 FOIA requests for documents re issues discussed in Board 
ications 03-123 it 83-128A, concerning qual i f i cati on test 
am of Class IE solenoid valves. 

N, W. S. Harmon i>. Weiss. JORDAN, W. S. Union of Concerned 

tists. 33/12/23. FELTON, J. M. Division of Rules and Records. 

25070: 133. 


012 FOIA request for seven categories of documents re issues 
ssed in IE Info Notice 82-52, Environ Equipment Notice 
t Summary Rept 2. 

N, W. S. Harmon it Weiss. JORDAN, W. S. Union of Concerned 
tists. IEIN-82-52. 83/12/23. FELTON, J. M. Division of Rules 

ecords. 3pp. 25070:083. 


015 FOIA request for documents re IE Info Notice 83-72 
rning environ equipment qualif ication. 

N, W. S. Harmon it Weiss. JORDAN, W. S. Union of Concerned 
tists. IE IN— 83— 72. 83/12/23. FELTON, J. M. Division of Rules 

ecords. 3pp. 25070:011. 


017 FOIA request for six categories of documents re issues 
d in "Industry Tests Qualify Electrical Terminal Blocks 
ient. " 

W. S. Harmon ?< Weiss. JORDAN, W. S. Union of Concerned 

tists. 83/12/23. FELTON, J. M. Division of Rules and Records. 

25070: 091. 


318 FOIA request for documents re issues discussed in Sandia 
.abs presentation, "Overview of Equipment Survivability 
ts at Sandia Natl Labs. " 

q, W. S. Harmon & Weiss. JORDAN, W. S. Union of Concerned 

tists, 83/12/23. FELTON, J. M. Division of Rules and Records. 

25070: 017. 


8406180022 FOIA request for documents re IE Info Notice 83~57 
concerning potential misassembly problem w/Automatic Switch 
Co solenoid valve Model NP 8316. 

JORDAN, W. S. Harmon S< Weiss JORDAN, W. S. Union of Concerned 
Scientists. IEIN-83-57. 83/12/23. FELTON, J. M. Division of Rt 

and Records. 3pp 25070:020. 


8406180024 FOIA request for eight categories of documents re issui 
discussed in IE Info Notice 82-52, Environ Equipment 
Qualif i cation Notice l,Test Summary Rept 2. 

JORDAN, W S. Harmon it Weiss. JORDAN, W. S. Union of Concerned 
Scientists. IEIN-82-52. 83/12/23. FELTON, J. M. Division of Ri 

and Records 3pp. 25070: 107. 


8406180025 FOIA request for documents re issues discussed in IE In 
Notice 83-72, Environ Equipment Qualification Notice 22 & 

Test Summary Rept 1. 

JORDAN, W. S. Harmon & Weiss. JORDAN, W. S. Union of Concerned 
Scientists. IEIN-S3-72. 83/12/23. FELTON, J. M. Division of Ru 

and Records. 3pp. 25070:029. 


8406180027 FOIA request for documents re issues discussed in IE In 
Notice 83-72, Envi ron Equipment Qual if ication Notice 13. 

JORDAN, W. S. Harmon h. Weiss. JORDAN, W. S. Union of Concerned 
Scientists. IEIN-83-72. 83/12/23. FELTON, J. M. Division of Ru 

and Records. 3pp. 25070:032. 


8406180028 FOIA request for documents re issues discussed in IE In 
Notice 83-72, Environ Equipment Qua 1 i f i cat i on Notice 21 & 

Test Summary Rept 1. 

JORDAN, W. S. Harmon it Weiss. JORDAN, W. S. Union of Concerned 
Scientists. IEIN-83-72. 83/12/23. FELTON, J. M. Division of Ru 

and Records. 3pp. 25070:035. 


8406180030 Partial response to FOIA request for documents re IE In- 
Notices 81-29,82-52,83-57 & 83-72 & Board Notifications 
83-128 it. 83-128A. Forwards App A documents. Documents also 
available in PDR. App B documents available in PDR. 

FELTON, J. M. Division of Rules and Records. IEIN-81-29. 84/03/i 
JORDAN, W. S Harmon & Weiss. 18pp. 25070:115. 24X 

Fiche: 50-000, 84/03/20, 8406180030. 


— 8105280446 Submits status rept re qualification of limitorque va] 
actuators it Barton Lot 4 transmitters. 

BENNETT, A. B. Vendor & Special Projects Branch. 81/05/08. 
REINMUTH, G. W. Vendor it Special Projects Branch. 2pp. 25071:] 


--8106230004 Submits addl unsatisfactory EPRI/PWR test results for 
Dresser Model 31533VX-30 power operated relief valve, per 
810519 memo.EPRI 810522 memo end. 

KNIGHT, J. P. Assistant Director for Comp, it Structures Engineer 
(Pre 830201). 81/06/01. TEDESCO, R. L. Assistant Director for 

Licensing. NOVAK, T. M. Assistant Director for Operating Reactc 
4pp. 25071:183. 


— 8106250051 Forwards EPRI memos for 810601-05 it 08-12 re testing i 
evaluation of data for safety valve which failed screening 
criteria on initial steam testing Sub j valves not used at 
operating plants. Addl info to be provided when available. 
KNIGHT, J. P. Assistant Director for Comp, it Structures Engineer 
(Pre 830201). 81/06/16. TEDESCO, R. L. Assistant Director for 

Licensing. NOVAK, T. M. Assistant Director for Operating Reactc 
4pp. 25071:187. 


— 8107140098 Discusses info transmitted to licensee on 810610 re 
operational deficiencies noted during EPRI steam tests of 
dresser safety valve Post-test exam disclosed galling as 
possible cause of valve failure. 

CLARK, R. A. Operating Reactors Branch 3. 81/06/12. NOVAK, T. 

Assistant Director for Operating Reactors. 2pp. 25071:214. I 
Fiche : 50-000, 84/03/20, 8406180030. 


— 8108180098 Forwards preliminary IE insp rept covering Sandia Nat: 
environ test of electrical penetration as semb 1 y . Tes ti ng 
resulted in failure of conductors, caused by extrusion of 
grommet sealing mat 1 , st r i p p ing it exposing conductor. 

SNIEZEK,J. H. Division of Resident it Regional Reactor Inspectii 
81/07/02, EISENHUT , D. G. Division of Licensing. VOLLMER, R. H. 
Division of Engineering. 2pp. 25071:218. 


— 8108270120 Forwards EPRI memo for 810725-31 , wh i ch discusses resui 
steam & water tests performed at C— E on Crosby Model 3K6 
safety valve. Safety valve failed one or more test screening 
criteria in tests. W/o end. 

KNIGHT, J. P. Assistant Director for Comp, it Structures Engineei 
(Pre 830201). 81/08/12. TEDESCO, R. L. Assistant Director for 

Licensing. NOVAK, T. M. Assistant Director for Operating React* 
2pp. 25071:285. 


)21 FDIA request for seven categories of documents re issues 
ssed in IE Info Notice 83-72, Environ Equipment 
iii-atinn Untirf* 14 t h r o u o h 19. 


NONDOCKETED ITEMS 


110190164 Responds to 810810 request for info re evaluation 8 < 
recommendations in Research Info Ltr 123. electrical terminal 
blocks. General requirement for complete elimination of 
terminal blocks inside containment not considered necessary. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
81/09/23. AHEARNE, J. Commissioners. 4pp. 25071:293. 


110190171 Requests info re evaluation & recommendations in Research 
Info Ltr 123, elec trical terminal blocks. 

AHEARNE. J. Commissioners. 81/08/10. DIRCKS, W. J. Office of the 
Executive Director for Operations. 2pp. 25071:272. 


110280360 Provides status rept on qualifications of Limitorque valve 
actuators & Barton Lot 4 transmi tters, per 810911 meeting 
w/Westinghouse. 

BENNETT, A. B. Vendor it Special Projects Branch. Bl/09/23. 

REINMUTH, G. W. Vendor St Special Projects Branch. 5pp. 25071:298. 


111090735 Summary of 811002 meeting w/EPRI it PWR owners group in 
Bethesda, MD re results of power operated relief valve & 
safety valve tests completed as of 811001. 

CHERNY, F. C. Mechanical Engineering Branch. 81/10/19. BOSNAK, R. J. 
Mechanical Engineering Branch. 56pp. 25071:312. 


111170025 Forwards research results utilization form for RIL 123 
"Perf ormance of Electrical Terminal Blocks Exposed to LOCA 
or Steam Environ. " 

KNIGHTON, G W. Research it Standards Coordination Branch. 81/10/26. 

TING, P. Program it Administrative Services Branch. 3pp. 

25072:011. 


111300132 Advises that bimonthly rept revised to include results of 
electrical conductor resistance measurements, both during it 
after LOCA tests, 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Director. 
81/10/22. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 25072:010. 


202090431 Forwards updated test info from qual if icat ion testing of 
Limitorque operators & Barton Lot 4 transmitters to meet 
IEEE 323-1974 requirements. 

RAHE, E. P. Westinghouse Electric Corp. IEIN-81-29. 81/12/14. 

REINMUTH, G. W. Vendor it Special Projects Branch. 5pp. 25072:039. 


203030187 Disputes NRC contention that util proposed confirmatory 
tests on electrical connectors must include addl marg in at 
temp of 1-h for any temp transient calculated to be less 
than 1-h. Clarification requested. 

SNIEZEK, J. H, Assistant Director for Radiation Protection. 

81/11/09. VOLLMER, R. H. Division of Engineering. 2pp. 25072:023. 
24X Fiche: 50-000, 84/03/20, 0406180030. 


203240002 Trip rept of 820225 visit to SANL re component assessment 
program. Agenda end. 

FEIT, R. Instrumentation it Control Branch. 82/03/09. 

WENZINGER, E. C. Instrumentation it Control Branch. 5pp. 25073:140. 


204220661 Requests response to Fryberger 810605 concerns re NRC 
actions to assure that licensees use mositure proof terminal 
blocks in nuclear plants. 

ARLOTTO, G. A. Division of Engineering Technology. 81/07/16. 
ROSS, D. F. Office of Nuclear Regulatory Research, Director. 
SCINT0,J. Hearings Division. 2pp. 66023:003. 


208270641 Provides confirmation of two apparent inconsistencies in 
documentation re ASCQ solenoid valves used in air supply 
lines to auxiliary feedwater sys discharge valves HCV-1107A 
& B St HCV-1108A St B. 

KENDALL, R. Instrumentation St Control Systems Branch. 82/08/20. 
TOURIGNY, E. Operating Reactors Branch 3. 2pp. 25076:017. 24X 

Fiche: 50-000, 84/03/20, 8406180030. 


208300331 Submuts engineering dept findings re voltage required for 
dc valves 8 St 12, containing ethylene propylene elastomers, to 
shift energized position on first operation following DBE 
radiation simulation. Overvoltage condition not generic. 

BROWN, W, M. Automatic Switch Co. 82/08/25. ROSZTOCZY, Z. R. 
Commissioners. 4pp. 25076:079, 


209230446 Trip rept of 020722-23 visit to Temple Univ in Philadelphia, 
PA to review work on terminal block low voltage breakdown. 

FEIT, R. Instrumentation St Control Branch. 82/08/31. WENZINGER, E. 
Instrumentation St Control Branch. 3pp, 25076:092. 


1209230453 Discusses component assessment program status re terminal 
block leakage. Deve lopment of effective seal at cable 
entrance recommended, Pressure transducer work delayed due to 
personnel problems to Sandia Labs. 

FEIT, R, Instrumentation it Control Branch. 82/08/26. WENZINGER, E. 


— 8209230513 Forwards "Comparison of Three Test Programs for ASCO 
Solenoid Valves. " Final general methodology test plan being 
prepared by Franklin Research Inst it will be distributed 
within 2 wks. W/o encl. 

FARMER, W. S Electrical Engineering Ins trumentation it Control 
Branch (post 840429). 82/08/30. JOHNSTON, W. , ROSZTOCZY, Z- , 

LEGRANGE. R. Office of Nuclear Reactor Regulation, Director. 
25076: 090. x 


— 8211010122 Notification of 821012 meeting in Rockville, MD to rev: 
component assessment terminal block results & discuss LOCA 
test plan. 

FEIT, R. Instrumentation it Control Branch. 82/09/27. REIFF, D. 
CLEVELAND, R. Office of Nuclear Reactor Regulation, Director. 
LEE, T. Region 2, Office of Director. 3pp. 25076:301. 


— 8211010125 "Terminal Block Screening Test." 

CRAFT, C. M. Sandia Laboratories. 82/09/28. 38pp. 25076:175. 


— 8211100484 Summary of 821012 meeting w/Temple Univ Sc Sandia Labs 
component assessment terminal blocks. 

FEIT, R. Instrumentation Sc Control Branch. 82/10/25. 

WENZINGER, E. C. Instrumentation it Control Branch. 4pp. 25077: 


— 8211190322 Summarizes conclusions reached re ASCO NP solenoid va! 
action items, per Baer 820805 memo & ASCO Test Rept 
AQR-67368, Revision O, dtd 820302. Recommendations provided. 

Qual i f icat i on program summaries encl. 

ROSZTOCZY, Z. R. Equipment Qualification Branch. 82/10/18. BAI 
Division of Engineering Sc Quality Assurance (Pre 830103). 5p| 

25077: Oil. 


— 8301050400 Requests expedited review of ASCO Switch Co 820302 Te 
AQR-67368, Rev 0, to ascertain that valves using ethylene 
propylene diene monomer (EPDM) components qualified for LOCA 
environ. 

BAER, R. L. Engineering Sc Technical Support Branch. IEB-76-06. 
82/08/05. ROSZTOCZY, Z. Equipment Qualification Branch. 3pp. 
25076: 014. 


— 8302090048 Comments on results of Barton Model 763 it 764 pressur 
transmitters Qualif ication Test Repts R3-763-6 it R3-764-9 
dtd Sept it Oct 1982, respec t ivel y. Temp profile achieved is 
more severe than required by IEEE Std 323-1974. 

MASC I ANTONI A, A. Equipment Qualification Branch. 83/01/27. 
NOONAN, V. S. Equipment Qualification Branch. 3pp. 25077:155. 


— 8308250631 Trip rept of 830726-28 visit to Sandia Natl Lab in 
Alb uquerque, NM re FY84 program assumptions for component 
assessment & alarm prioritization programs. 

FEIT, R. Instrumentation it Control Branch. FIN A-1332. 83/08, 

MORRISON, W. M. Instrumentation it Control Branch. 3pp. 25070;: 


— 8309080329 Notification of 830909 meeting w/We sting house, Frank 1 ii 
Research Ctr (FRC), ASCO it EG&G in Bethesda, MD to discuss 
results of FRC research qual if i cati on tests of ASCO 
solenoid valves. 

MASCI ANTONIO, A. Equipment Qual if ication Branch. 83/08/31. 
NOONAN, V. S. Equipment Qualification Branch. 4pp. 25078:323. 


— 8310050202 Provides written confirmation of high pr iar i ty, quic k 
around task in project, "Equipment Qualification Case 
Reviews. “ Task involves evaluation of ASCO solenoid valve 
qualif ication repts. 

VOLLMER, R.H. Division of Engineering. FIN A-6415. 83/09/26. 

WADE, T. E. Energy, Dept, of, Idaho Operations Office. 2pp. 
25079:001. 


— 8401100493 Discusses qualification research test program failure 
ASCQ solenoid valves. Resul ts indicated that Model NP 8316 
may not be suitable for environ & operating time 
requirements. 

VOLLMER, R.H. Division of Engineering. 03/12/23. RAHE, E. P. 
Westinghouse Electric Corp. 3pp. 25078:310. 


— 8402010376 Forwards Sandia Natl Lab annual rept re NRC equipment 
qualif ications insp program. Rept highlights technical 
concerns it findings requiring addl technical 8« policy 
guidance. Requests comments it recommendations. 

PARTLOW, J. G. Division of QA, Safeguards it Inspection Programs 
(Post 830103). 84/01/22. MORR IS, B. B. Electrical Engineering 

Instrumentation it Control Branch (post 840429). NOONAN, V. 
Equipment Qualif ication Branch. Ip., 25079:299. 


— 8402010380 "Equipment Qualification Insp Pr ogram: Annua 1 Rept.'* 
BUSTARD, L. D. , BENSON, J. J. , SALAZAR, E. A. Sandia Laboratories. 
A— 1650. 83/12/31. Region 4, Office of Director. 15pp. 

25079:300. 


100452 Responds to Asselstine 840117 questions re equipment 
alif ication. Determination of equipment environ 
slification made on case— by-case basis 

?CKS, W. J. Office of the Executive Director for Operations. 
(02/06. PALLADIN0, GIL INSKY. ROBERTS Commissioners. 7pp. 
)79: 315. 


>70037 Updates response to environ qua 1 if i cat i ons of ASCQ NP Series 
enoid valves. Info notice or bulletin should be issued to 
:Tact recommendations of IE Info Notice BO-11 re 
lacement of ethylene propylene components. 

.LMER.R.H. Division of Engineering. 84/02/08. EISENHUT, D. G. 
i sion of Licensing. 2pp. 25079:358. 


30404 Forwards Rept AQR— 67602 presenting analysis of Franklin 
earch Ctr qualification testing performed on ASCO Catalog 
1 valves for NRC. Requests info re progress on project. 

WN, W. li. Automatic Switch Co. 83/09/27. NOONAN. V. S. Equipment 
lification Branch. 3pp. 25079:274. 


30414 AQR-67602 ROO 

alysis of Franklin Research Ctr Quali f ication Testing of 
3 Catalog NP-1 Valves for NRC. " 

MK. J. R. . VOLLMER, D. J. Automatic Switch Co. S3/09/26. 22pp. 

79: 277. 


300 1 6 Forwards IE Info Notice 82-03. "Environ Tests of Electrical 
ninal Blocks," for issuance on 820304. Not i ce should be 
jed to all power reactor facilities holding OL or CP. 

JAN, E. L. Division of Engineering Sc Quality Assurance (Pre 

L03 ) . IEIN-82-03. 82/03/03. HAYNES, R. C. Region 1, Office of 

sctor. O 'REILLY, J. p. Region 2, Office of Director. 

>LER, J. G. Region 3, Office of Director. Ip. 25073:026. 


10019 Rev B to Test Procedure TP— IN— 108, "Insulation Resistance- 
:trical Penetrations." 

>. C. O'Brien, Inc. 76/09/10. 7pp. 25070:147. 


10020 RS-4445/81/03 

lipment Qual if ication Research Tests of Duke Power/DG 
ien Type K Instrumentation Penetration Assembly." 

.ALEW, W. H. , THOME, F. V. , FURGAL, D. T. Sand i a La bora tor ies. 
3/31. NRC - No Detailed Affiliation Given. 111pp. 

3: 029. 


0032 Requests provision of spare electrical penetration face 
e Containing three or more connector assemblies to b e 
as specimen for NRC confirmation test, per 800523 
randum & order. 

LO, V. Office of Inspection 8< Enforcement, Office of the 
Ctor. 80/08/28. DAIL. L. C. Duke Power Co. 2pp. 25071:147. 


0033 ESA-EQ-178 R04 

4 to "Lot Qual i f i ca ti on Test For ITT Barton Level A 
smi tters, Lot 4. " 

RS, D. M. Westinghouse Electric Corp. 81/02/12. 2pp. 
1: 149. 


3036 Rev 4 to Test Spec PCB-ET— 1, "Environ Testing of Class IE 
smitters. " 

38, D. M. Westinghouse Electric Corp. 81/02/11. 11pp. 

t: 151. 


3037 Forwards EPRI memos for 810801—07 & 0808-14 discussing 
Its of steam testing of Crosby 3K6 safety valve at 
3pecific safety significance of test results being 
Jated. Info may be relevant for board notification. 

•IT, J. P. Assistant Director for Comp. & Structures Engineering 
830201). 81/08/24. TEDESCO, R. L. Assistant Director for 

ising. NOVAK, T. H. Assistant Director for Operating Reactors. 
25071: 287. 


)038 Forwards Test Rept AQR-67368/Rev 0. Rept summarizes results 
fw test program & demonstrates generic qual if icat ion of 
,y of ASCO solenoid valves for saf et y-re lated 
cations in LWRs. W/o end. 

I, W. M. Automatic Switch Co. 82/04/07. THOMAS, V. Director's 
e, Office of Inspection and Enforcement. Ip. 25074:110. 


>044 Requests comments on end draft research info 1 tr re work on 
ormance of Electrical Terminal Blocks Exposed To LOCA 
on." Related info end. W/o research info ltr. 

R. Division of Reactor Safety Research. 81/04/02. 

VAN, D. , ZWOLINSKI, J. , SZUKIEWICZ, A. NRC - No Detailed 
iation Given. Bpp. 25071:162. 


045 Trip rept of 820429 visit to Wyle Labs re Duke Power Co 
on qual if i cati on test of DC O'Brien Type C,D,E,F,K & L 
rical penetrations. Electrical penetrations in 
inment bldg not readily accessible in all instances. 

R, W. S. Electrical Engineering Instrumentation Sc Control 
b (post 840429). 82/05/24. Electrical Engineering 

umentation Sc Control Branch (post 840429). 5pp. 25074:111. 


— 8406180046 Responds to 810923 memo re IE & NRR disposition of RES 
recommendations on Research Info Ltr 123. Statement requested 
from RES to determine if data in NUREG/CR-1682 supports 
contractor recommendations. 

AHEARNE. J. Commissioners. 81/09/28. DIRCKS, W. J. Office of t 
Executive Director for Operations. lp. 25071:297. 


— 8406180047 Provides status rept on qual if ication of Limitorque va 
actuators & Barton transmitters, per 810527 meeting w/ 
Westinghouse. 

RUTHERFORD, W. R. Vendor & Special Projects Branch. 81/05/29. 
REINMUTH, G. W. Vendor V. Special Projects Branch. 2pp. 25071:1 


8406180048 Advises that Apr 1982 test plan for silicone grommet s 
matls should be revised to address listed questions. 

Procurement of parts should proceed as soon as possible in 
order to minimize delay in performing tests. 

FARMER, W. S. Electrical Engineering Instrumentation Sc Control 
Branch (post B40429). 82/06/11. BUCKALEW, W. H. Sandia 

Laboratories. 2pp. 25074: 169. 


■8406180049 Forwards QA Program Insp Rept 99900900/81-01 on 810327 
0406. No noncompliance noted. 

REINMUTH, G. W. Vendor 4c Special Projects Branch. 81/05/29. 
BUTTERWORTH, G. Westinghouse Electric Corp. 2pp. 25071:176. 


— 8406180050 Informs of erratic performance of new design Reliance « 
(Type LR insulation) in environ phase of qualification test 
proc edure. Test aborted Sc evaluation in progress. Related info 
end. 

DRAB , U. B . Limitorque Corp. 82/08/27. JOHNSON, A. R. Region 4, 
Office of Director. 3pp. 25076:087. 


— 8406180052 QA Program Insp Rept 99900900/B1-C1 on 810327 8c 0406. Me 
noncompl lance noted. Major areas inspected; equi pment environ 
qual if icat ion, includ ing test set-up, initiati on of LOCA/MSLB 
environ test 8< lab test procedure. 

BENNETT. A. B. , AGEE, J. R. Director's Office, Office of Inspection 
and Enforcement. JEPPESON, D. Sandia Laborator i es. 81/05/29. 
5pp. 25071: 178. 


—8406 180053 F-C 5260-30 13 

"Comparison of Three Test Programs For ASCO Solenoid 
Valves. " NUREG/CR-2868, "Aging Effects on Fire— Retardant 
Additives in Organic Matls for Nuclear Plant Applications" 
end. 

WEISE, K. E. Franklin Institute/Franklin Research Center. 
NRC-0 5— 79-253. 82/07/02. Director's Office, Office of 

Inspection and Enforcement. 519pp. 25074:215. 


— B406180054 Forwards marked-up draft IE circular, "Generic Problems 
Involving Elastomers Used in HSCO NP-1 Solenoid Valves 
(Air Pilot Valves),” per 810929 memo. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/10/08. JORDAN, E. L. Division of Residents 

Regional Reactor Inspection. 5pp. 25071:306. 


— B4061 80055 Forwards potentially generic issue data sheet re excess: 
error in Barton Model 763 pressure transmitters used for 
safety injection activation 8c Model 764 differential 
pressure transmitters for auxiliary feedwater activation. 

BISHOP, T. W. Division of Resident, Reactor Project St Engineering 
Programs. 83/10/21. JORDAN, E. L. Division of Engineering Sc 
Quality Assurance (Pre 830103). PARTLOW, J. G. Division of QA, 
Safeguards Sc Inspection Programs (Post 830103). STAROSTECKI, R. 
Division of Project Sc Resident Programs. 2pp. 25078:262. 


— 8406180056 Lists suggestions 4c comments on draft IE circular re gei 
problems concerning elastomers used in ASCO NP— 1 solenoid 
valves (air pilot valves), per 810929 request. 

ARLOTTO, G. A. Division of Engineering Technology. 81/10/09. 
JORDAN, E. L. Division of Resident 4c Regional Reactor Inspection, 
lp. 25071:311. 


— 8406180057 Advises that minor mechanical mods have been incorporate 
10 Model 763 suppressed zero static pressure transmitters 
for purpose of correcting reported defect. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/09/15. DEYOUNG, R. < 
NRC - No Detailed Affiliation Given. 2pp. 25078:327. 


— 8406180058 Provides text of message sent to R DeYoung on 821119 re 
of thermal instability of M763-764 electronic transmitters. 
SHIDELER, T. J. ITT Barton (subs, of ITT). 82/11/23. VILLALVA, I. 
NRC - No Detailed Affiliation Given. 6pp. 25078:268. 


— 8406180060 Forwards review comments on ASCO solenoid valve environ 
qualification test rep ts. Concludes that failures reported 
need further investigation. 

BORGEN, R. A. EGteG, Inc. 83/09/16. MASC IANTONIO, A. Equipment 
Qualification Branch. 26pp. 25078:329. 
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-8406180061 Final Part 21 rept re thermal nonrepeatability problem 
w/Barton Model 763 & Model 764 electronic transmitters. 

Initially reported on 821029. Required actions to prevent 
recurrence completed. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/05/18. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
25078: 274. 


-8406180062 Expresses displeasure w/nonissuance of injunction against 
use of casual terminal b 1 oc ks. Related info end. 

* Affiliation Not Assigned. 81/06/05. Office of the Secretary 
of the Commission. 16pp. 25071:191. 


-8406180064 Discusses Sandia Natl Lab tests on DG O'Brien electrical 
penetration grommet seal matl. Cause of low electrical 
resistance due to water or steam condensing on copper 
connectors. Prel iminary test plan & related info end. 

FARMER. W. S. Electrical Engineering Instrumental on & Control 
Branch (post 840429). 82/08/24. ROSZTOCZY, Z. , LAGRANGE, R. Office 

of Nuclear Reactor Regulation, Director. 16pp. 25076:019. 


-8406180065 P-C5569-9 DRFT 

Preliminary draft "Model Qualification Test Program of Class 
IE Solenoid Valves," test plan. Related info end. 

PAULSON. D. V. , CARFAGNO, S. P. Franklin Institute/Franklin Research 
Center. NRC-05-81-247. 84/03/20. FARMER, U. S. , LAUDAN, W. 

Director's Office, Office of Inspection and Enforcement. 61pp. 
25076: 194. 


-8406180066 Forwards comments on Franklin Research Ctr test rept, 
"Qualification Test Program of Class IE Solenoid Valves. " 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2827. 83/09/23. 

DENTON, H. Office of Nuclear Reactor Regulation, Director. 6pp. 
25078: 355. 


-8406180067 Forwards matl for terminal block study & requests addl info 
re low voltage breakdown failure mechanism for blocks & 
types of contamination that would cause failure by 
increasing leakage current. W/o end. 

FEIT, R. Instrumentation & Control Branch. 81/10/22 SALOMAN- R. E. 
Temple Univ. , Philadelphia, PA. 3pp. 25072:007. 


-8406180068 Forwards "Test Plan for EPR, XLPO t* TEFZEL Cables." Results 
of tests given in NUREG/CR-2552. 

FARMER, W. S. Electrical Engineering Instrumentation 8t Control 
Branch (post 840429). 82/08/25. ROSZTOCZY, Z. , LAGRANGE, R. , 

REIFF, D. Office of Nuclear Reactor Regulation, Director. 2pp. 
25076: 035. 


-8406180069 "Test Plan for EPR, XLPO & TEFZEL Cables." Related info 
end. 

BUSTARD, L. D. Sandia Laboratories. 82/08/09. 43pp. 25076:037. 


-8406180070 Rev 4 to "Test Plan for Equipment Qualification Methodology 
Research Test Using Pressure Switches. " 

SALAZAR, E. A. , JEPPESEN. D. M. Sandia Laboratories. FIN A-1355. 
82/09/10. Division of Engineering Technology. 45pp. 25076:255. 


-8406180071 Advises that test Tesults for 10 modified transmitters 
indicate that originally reported problem of negative shift 
in output during initial exposure to operating pressure 
eliminated. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/10/14. DEYOUNG, R. C. 
NRC - No Detailed Affiliation Given. 6pp. 25078:277. 


—8406180072 Responds to IE Info Notice 80-11 re Viton elastomers used in 
ASCO Catalog NP-1 valves. Test program indicated common mode 
failure mechanism & reduction in level of qual if ication will 
be necessary. 

BROWN, W.M. Automatic Switch Co. IEIN-SO-ll. 81/07/1 0. 

MOSELEY, N. Director's Office, Office of Inspection and 
Enforcement. 6pp. 25071:207. 


—8406180074 Informs of malfunction of Type LR Reliance motor in environ 
phase of qualification test procedure. Test aborted & 
evaluation in progress. 

DRAB, J. B. Limitorque Corp. 82/09/17. JOHNSON, A. R. Region 4, 
Office of Director. Ip. 25076:300. 


—8406180075 Discusses Udal 810619 comments on results of Sandia Natl 
Lab NUREG/CR— 1681, "Electrical Insulators in Reactor 
Accident Environ." Approx 14% of protected terminal strips 
in containment would electrically break down. 

FARMER, W. S. Electrical Engineering Instr umentation & Control 
Branch (post 840429). 81/06/26. SULLIVAN, D. F. NRC - No Detailed 


— 8406180076 Summarizes discussion w/J Austin during wk of 8110 
NUREG/CR- 1682, "Electrical Insulators in Reactor Accident 
Environ. " Considerations to be used in evaluating Sandia 
Natl Lab work & terminal block cleaning listed. 

FEIT, R. Instrumentation & Control Systems Branch. 81/10/2 
WENZ INGER, E. C. Instrumentation & Control Systems Branch. 
25072: 014. 


— 8406180077 Rev A to Test Procedure TP-CR-105, "Continuity Che 
* D. G O'Brien, Inc. 84/03/20. 7pp. 25079:320. 


— 8406180078 Forwards Rev 4 to “Test Plan for Equipment Qualifi 
Methodology Research Test Using Pressure Switches." 

FARMER, W. S. Electrical Engineering Instrumentation Sc Contr 
Branch (post 840429). 82/09/30. ROSZTOCZY, Z. , BAGCHI, G. , I 

Office of Nuclear Reactor Regulation, Director. lp. 2507 


— 8406180080 Comments on LOCA confirmatory tests of DG O'Brien 
Sc insulation failures during tes t s. Fai 1 ur e resulted from 
expansion of seals within connectors. 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Direct 
81/07/02 DIRCKS, W. J. Office of the Executive Director fo 
Operations. lp. 25071:217. 


— 8406180081 Rev A to Test Procedure TP-EV-106, "Steam Pressure 
Electrical Penetrat i ons . " Related info encl. 

* D. G. O'Brien, Inc. 84/03/20. 24pp. 25079:327. 


--8406180082 Forwards Rev O to "Test Plan for Equipment Qualifi 
Research Test of Resistance Temp Devices. " 

FARMER, W. S. Electrical Engineering Instrumentation Sc Contr 
Branch (post 840429). 82/10/01. ROSZTOCZY, Z. , BAGCHI, C. , I 

Office of Nuclear Reactor Regulation, Director. lp. 2507i 


— 8406180084 "Test Plan for Followup Test on Baseline Evaluatioi 
Using Pressure Switches. " 

SALAZAR, E. A. Sandia Laboratories. FIN A-1355. 84/03/20. 

Division of Engineering Technology. 3pp. 25079:360. 


— 8406180085 Forwards IE Info Notice 81-20 re test failures of 
penetration assemblies for issuance on 810713. 

SNIEZEK, J. H. Division of Resident & Regional Reactor Inspe 
IEIN-S1— 20. 81/07/10. GRIER, B. H. Region 1, Philadelphia, 
of the Director (81/03/01). 0 'REILLY, J. P . Region 2, Atian 

Office of the Director (81/03/01). KEPPLER, J. G. Region 3, 
Chicago, Office of the Director (81/03/01). 2pp. 25071:22' 


— 8406180086 Forwards Rev 1 to "Screening Test Plan For Equipme 
Gualif ication Research Test of Resistance Temp Devices." 
MINOR, E. E. Sandia Laboratories. 83/01/05. FARMER, W. S. 
Electrical Engineering Ins trumentati on S< Control Branch (po 
840429). lp. 25080:001. 


— 84061B0087 Rev 0 to "Test Plan For Equipment Qual if icat ion Re 
Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laboratories. FIN A-1355. 82/09/30. 

Division of Engineering Technology. 22pp. 25076:351. 


— 8406180089 Rev 1 to "Screening Test Plan For Equipment Qualif 
Research Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laboratories. FIN A-1355. 82/12/31. 

Division of Engineering Technology. 6pp. 25080:002. 


— 8406180090 Forwards preliminary account of Commission directe 
Type K electric penetration connectors. Tests conducted per 
810130 version of "Connector Assembly Test Plan for Duke 
Power , Catawba Units 1 St 2 Connectors. " 

BUCKALEW, W. H. Sandia Laboratories. 81/07/15. FARMER, W. C. 
Electrical Engineering Instrumentation Sc Control Branch (po 
840429). 48pp. 25071:222. 24X Fic he: 50-000, 84/03/20, 8406 


— 8406180091 Rev C to Test Procedure TP-HP-108, "Hypo Test-Elec 
Penetrations." Related info encl. 

* D. G. O'Brien, Inc. 84/03/20. 9pp. 25080:008. 


— 8406180092 Forwards note to Ahearne re electrical terminal bl 
requests addl info, per DeYoung 811113 memo. W/o encl. 

ROSS, D. NRC - No Detailed Affiliation Given. 81/11/16. 
GOLLER, K. R. NRC - No Detailed Affiliation Given. lp. 250 


—8406180094 AQR-67368 ROO 

Rev 0 to "Qualification of Automatic 5witch Co Catalog NP— 1 
Solenoid Valves for Safety-Related Application in Nuclear 
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-8406180095 Provides preliminary analysis of terminal block situation it 
0 Steutzer rept. Weakest point is misuse of p h y si ochemi ca 1 
principles in accounting for or rati ona 1 i z ing results & 
postu la tes. 

SALOMON* R. E. Affiliation Not Assigned. 81/11/24. FEIT. R. Office 
of Nuclear Regulatory Research. Director. 4pp. 25072:026. 


8406180 0 97 Rev 1 to "Test Plan for Equipment Qua 1 i f icat i on Research 
Test of Resistance Temp Devices. " 

MINOR. E. E. Sandia Laboratories. FIN A-1355. 82/11/30. 

Division of Engineering Technology. 21pp. 25077:020. 


3406180098 Lists areas of difficulty in draft memo from WJ Dircks to 
Ahearne It from RB Minoque to WJ Dircks re Research Info Ltr 
123 concerning electrical terminal blocks. 

DEYOUNG. R. Director's Office. Office of Inspection and 
Enforcement. 81/11/12. ROSS. D. F. Office of Nuclear Reactor 
Regulation. Director. 2pp. 25072:030. 


3406180099 Submits comments re model qual if i cat i on test program of 
solenoid valves under NRC-05-81-247. 

PAULSON. D. V. Franklin Institute/Franklin Research Center. 
NRC-05-8 1-247. 82/11/19. FARMER, W. S. Office of Nuclear 

Regulatory Research. Director. Ip. 25077:041. 


406180 1 01 Summary of 811216 meeting w/Westinghouse it Limitorque in 
Bethesda, MD re environ qua 1 i f i cat ion testing programs for 
valve actuators it Barton Lot 4 pressure transmitters. 

Attendance list it viewgraphs end. 

BENNETT. A. B. Vendor it Special Projects Branch. 81/12/18. 

REINMUTH, G. W. Vendor it Special Projects Branch. 61pp. 25072:044. 


406180102 Discusses 821118 LOCA qualification test of pressure 
switches at Sandia Natl Labs. Plan involved simultaneous 
exposure to radiation it steam generator profile. 

FARMER. W. S. Electrical Engineering Instrumentation it Control 
Branch (post 840429). 82/12/13. BAGCHI. G. Office of Nuclear 

Reactor Regulation. Director. REINMUTH. W. . LE. T. Director's 
Office. Office of Inspection and Enforcement. 17pp. 25077:042. 


406100 1 04 Submits summary of retest activity re environ qua 1 i f icat i on 
testing program. Retest carried out on Limitorque initiative 
to reaffirm 1974 test results. 

DENHAM. F. K. Limitorque Corp. 82/01/06. BENNETT. A. B. NRC - No 
Detailed Affiliation Given. 3pp. 25072:109. 


>06180 1 05 "Pressure Switch Test," quick look rept. Related info end. 
SALAZAR, E. A. Sandia Laboratories. 82/12/14. Division of 
Engineering Technology. 30pp. 25077:059. 


t06190 1 07 Forwards radiation test data on Viton 0-rings it other matls 
determining matls best suited to level switch application. 

MURPHY, J. A. Schneider Consulting Engineers. 83/11/02. 

LAGRANGE. R. NRC - No Detailed Affiliation Given. 8pp. 25078:290. 


06180109 Summarizes conclusions of analysis re sources of 
electroly t ically conducting films on terminal blocks, 
per request. 

SALOMON, R. E. Affiliation Not Assigned. 82/01/11. FEIT, R. Office 
of Nuclear Regulatory Research, Director. 8pp. 25072:112. 


06180111 Forwards potentially generic issue data sheet re Limitorque 
limit switch rotors it torque switches for info & 
consideration per TI 2500/3. 

STAROSTECKI, R. Division of Resident it Project Inspection. 

B2/01/18. JORDAN, E. L. Division of Engineering it Quality Assurance 
(Pre 830103). 4pp. 25072:120. 


36180112 P-C5569-9 

'Qual i f ication Test Program of Class IE Solenoid Valves," 
best plan. 

3 AULSON, D. V. Franklin Institute/Franklin Research Center. 
4RC-05-8 1-247. 83/01/24. FARMER, W. S. . LAUDAN, W. Director's 

Dffice, Office of Inspection and Enforcement. 54pp. 25077: 101. 


)61801 14 "Assessment of Terminal Blocks Used in Nuclear Industry," 
interim rept. 

:RAFT, C. M. . NELSON, R. S. Sandia Laboratories. RS/444 5/82/01. 
32/02/28. Division of Facility Operations, 135pp. 23072:124. 


>6180117 Responds to seven questions re resolution of electrical 
terminal block issue, per 820210 request. 


— 8406180119 Highlights results of Sept & Oct 1982 Barton Test R 
R3-763-6 & R3— 764-9, r es p e c t ive 1 y , re pressure transmitter 
qualification program. 

MASC IANTONIO, A. Equipment Qualification Branch. 83/01/27. 
NOONAN, V. S. Equipment Qualification Branch. 3pp. 25077:15 


— 8406180122 Advises of disagreement w/820226 Minogue. Denton it D 
memo to Dircks re research results it subsequent 
evaluation of terminal block issue. Comments listed on subj 
issue. 

FEIT, R. Instrumentation & Control Branch. IEB-78-02. 82/0 

WENZINGER, E. C. Instrumentation it Control Branch. 2pp. 250 


— 8406180123 Forwards Rev 1 to AQR— 67368, covering rev descriptio 
test rept, per request. Related info end. 

BROWN, W. M. Automatic Switch Co. 84/01/04. MASC IANTONIO, A. 
Equipment Qua 1 i f ica t i on Branch. 9pp. 25078:311. 


— 8406180124 "Followup Test on Baseline Evaluation Test Using Pr 
Switches, " quick look rept. 

SALAZAR, E. A. Sandia Laboratories. 83/01/27. Division of 
Engineering Technology. 8pp. 25077:161. 


— 8406180127 Rev 2 to "Screening Test Plan For Equipment Qualifi 
Research Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laboratories. FIN A-1355. 83/02/28. 

Division of Engineering Technology. 6pp. 25077:169. 


— 8406180132 Submits info re follow-on pressure test of switches 
conducted on 821118 it reported in Sandia Natl Labs 821214 
quick look rept. 

FARMER, W. S. Electrical Engineering Instrumentation it Contro 
Branch (post 840429). 83/02/01. Electrical Engineering 

Instrumentation it Control Branch (post 840429). 2pp. 25077 


—8406180137 S-C5569-9-1 

"Failure Analysis of Class IE Solenoid Valve ASCD Catalog 
No NP8344-A71E. " 

PAULSON, D. V. , CARFAGNO, S. P. Franklin Institute/Frank 1 in Res 
Center. NRC-05-81-247 . 83/03/03. FARMER, W. S. , LAUDAN, W. 
Director's Office, Office of Inspection and Enforcement. 21 
25077: 177. 


— 8406180141 Forwards potentially generic issue data sheet re po 
generic problems concerning environ qual i f icat ion failure 
of Anaconda flexible conduit at LOCA conditions. 

CREWS, J. Division of Resi dent. Reactor Project it Engineering 
Programs. 83/04/05. JORDAN, E. L. Division of Emergency 
Preparedness it Engineering Response (Post 830103). STAROSTE 
Division of Project it Resident Programs. LEWIS, R. C, Divisi 
Project it Resident Programs. 2pp. 25077:229. 


— 8406180146 Notifies of Sandia Natl Labs plans to conduct equip 
qualifi cation methodology research test on RTDs typically 
used in PWR primary coolant sys. Quick look rept summarizing 
experimental results end. 

FARMER, W. S. Electrical Engineering Instrumentation it Contro 
Branch (post 840429). 83/04/13. REINMUTH, W. , PERANICH, M. 

Director's Office, Office of Inspection and Enforcement. 
SHEMANSKI, P. Office of Nuclear Reactor Regulation, Director 
25077:231. 


— 8406180150 "Resistance Temp Detector Screening Test," quick lo 
MINOR, E. E. Sandia Laborator ies. FIN A-1355. 83/04/25. 

Division of Engineering Technology. 38pp. 25077:232. 


— 8406180154 Forwards "Resistance Temp Detector Screening Test, " 
look rept. Test is last for FYB3 under EQRT program. W/o end. 
FARMER, B. Office of Nuclear Regulatory Research, Director. 
83/05/02. LAGRANGE, B. , BAGCHI, G. Office of Nuclear Reactor 
Regulation, Director. REINMUTH, W. Director 's Off ice, Offic 
Inspection and Enforcement. Ip. 25077:269. 


—8406180156 F-C 5569-9 DR FT 

Preliminary "Qualification Test Program of Class IE Solenoid 
Valves, " test rept fc failure analysis. 

SHOOK, T. A. , PAULSON, D. V. , B ACAN5KAS, V. P. Fr an k 1 in 
Institute/Franklin Research Center. NRC-05-81-247. 83/07/2 

FARMER, W. S. , LANDAN, W. Director's Office, Office of Inspect 
Enforcement. 150pp. 25077:275. 


— 8406180160 Forwards 830714 ltr sent to nuclear transmitter cus 
addressing 821027 it 830629 Part 21 deviation notifications. 
cuthfi rn. T .] TTT Barton (subs, of ITT). 83/07/26. VILLAL* 
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1406180166 Forwards computer printout re search of equipment 
qualif ication data base for ASCO solenoid valves located 
inside St outside containment of nuclear power plants. 

IEPSON, K. J. Franklin Inst itute/Frank 1 in Research Center. 
83/08/16. NOONAN, V. Equipment Qualification Branch. 179pp. 
25078: 083. 24X Fiche: 50-000, 84/03/20. 8406180030. 


— 8211010122 Notification of 821012 meeting in Rockville, MD to rev 
component assessment terminal block results 8c discuss LOCA 
test plan. 

FEIT, R. Instrumentation Sc Control Branch. 82/09/27. REIFF, D 
CLEVELAND, R. Office of Nuclear Reactor Regulation, Director. 
LEE, T. Region 2, Office of Director. 3pp. 25076:301. 


1406180170 Provides text of message sent to R DeYoung on 830816 re 
testing of Model 763 static pressure transmitters & cause 
for zero static pressure transmitter defect. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/08/16. VILLALVA, I. 
NRC - No Detailed Affiliation Given. Ip. 25078:261. 


1406190237 "Tests to Determine Typical Svc Temps Inside Resistance Temp 
Detector Connection Heads, " quick look rept. 

THOME, F. V. Sandia Laboratories. 83/03/25. Division of 
Engineering Technology. 30pp. 25077: 198. 


1406190241 Forwards preliminary "Qualif ication Test Program of Class IE 
Solenoid Valves, " test rept & failure analysis. 

PAULSON, D. V. Franklin Institute/Franklin Research CenteT. 

NRC— 05— 81-247. 83/07/21. FARMER, W. S. Office of Nuclear 

Regulatory Research, Director. Ip. 25077:274. 


1406190243 Forwards review comments on ASCO solenoid valve environ 
qual if ication test repts. Concludes that failures reported 
need further investigation to determine ASCO NP 8316 series 
valve qualif ication. Related info end. 

BORGEN. R. A. EGScG, Inc. FIN A-6415. 83/09/19. MASC I ANTONIO, A. 

Equipment Qualification Branch. 14pp. 25079:260. 


1302090048 Comments on results of Barton Model 763 8c 764 pressure 
transmitters Qual if ication Test Repts R3-763-6 Sc R3-764-9 
dtd Sept St Oct 1982, respectively. Temp profile achieved is 
more severe than required by IEEE Std 323-1974. 

MASC I ANTONI A, A. Equipment Qualification Branch. 83/01/27. 
NOONAN, V. S. Equipment Qua 1 i f ica t i on Branch. 3pp. 25077:155. 


406180119 Highlights results of Sept St Oct 1982 Barton Test Repts 
R3-763-6 St R3-764-9, respectively, re pressure transmitter 
qualification program. 

MASC I ANTONIO, A. Equipment Qual if ication Branch. 83/01/27. 
NOONAN, V. S. Equipment Qua 1 i f i cat i on Branch. 3pp. 25077:158. 


110190164 Responds to 810810 request for info re evaluation St 
recommendations in Research Info Ltr 123, electrical terminal 
blocks. General requirement for complete elimination of 
terminal blocks inside containment not considered necessary. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
81/09/23. AHEARNE, J. Commi ssioners. 4pp. 25071:293. 


110190171 Requests info re evaluation & recommendations in Research 
Info Ltr 123, electrical terminal blocks. 

AHEARNE. J. Commissioners. 81/08/10. DIRCKS, W. J. Office of the 
Executive Director for Operations. 2pp. 25071:272. 


111170025 Forwards research results utilization form for RIL 123 
“Performance of Electrical Terminal Blocks Exposed to LOCA 
or Steam Environ. " 

KNIGHTON, G. W. Research St Standards Coordination Branch. 81/10/26. 

TING, P. Program Sc Administrative Services Branch. 3pp. 

25072: Oil. 


203240002 Trip rept of B20225 visit to SANL re component assessment 
program. Agenda end. 

FEIT, R. Instrumentation Sc Control Branch. 82/03/09. 

WENZINGER, E. C. Instrumentation 8: Control Branch. 5pp. 25073:140. 


204220661 Requests response to Fryberger 810605 concerns re NRC 
actions to assure that licensees use mositure proof terminal 
blocks in nuclear plants. 

ARLOTTO, G. A. Division of Engineering Technology. 81/07/16. 
ROSS, D. F. Office of Nuclear Regulatory Research, Director. 
SCINTO, J. Hearings Division. 2pp. 66023:003. 


209230446 Trip rept of 820722-23 visit to Temple Univ in Philadelphia, 
PA to review work on terminal block low voltage breakdown. 

FEIT, R. Instrumentation Sc Control Branch. 82/08/31. WENZINGER, E. 
Instrumentation St Control Branch. 3pp. 25076:092. 


209230453 Discusses component assessment program status re terminal 
block leakage. Development of effective seal at cable 
entrance recommended. Pressure transducer work delayed due to 
personnel problems to Sandia Labs. 

FEIT, R. Instrumentation St Control Branch. 82/08/26. WENZINGER, E. 
Instrumentation St Control Branch. 4pp. 25076: 083. 


— 8211010125 “Terminal Block Screening Test. " 

CRAFT, C M. Sandia Laboratories. 82/09/28. 38pp. 25076:175. 


— 8211100484 Summary of 821012 meeting w/Temple Univ St Sandia Labs 
component assessment terminal blocks. 

FEIT, R. Instrumentation St Control Branch. 82/10/25. 

WENZ INGER, E. C. Instrumentation St Control Branch. 4pp. 25077 


— 8308250631 Trip rept of 830726-28 visit to Sandia Natl Lab in 
Albuquerque, NM re FY84 program assumptions for component 
assessment St alarm pr ior i t i zat i on programs. 

FEIT, R. Instrumentation Sc Control Branch. FIN A-1332. 83/08 

MQRR ISDN, W. M. Instrumentation St Control Branch. 3pp. 25078: 


--8402010376 Forwards Sandia Natl Lab annual rept re NRC equipment 
qual if ications insp program. Rept highlights technical 
concerns Sc findings requiring addl technical S< policy 
guidance. Requests comments Sc recommendations. 

PARTLOW, J. G. Division of QA, Safeguards Sc Inspection Programs 
(Post 830103). 84/01/22. MORRIS, B. B. Electrical Engineering 

Instrumentation Sc Control Branch (post 840429). NOONAN, V. 
Equipment Qualification Branch. Ip. 25079:299. 


— 8402010380 "Equipment Qualification Insp Program: Annual Rept." 
BUSTARD, L. D. , BENSON, J. J. , SALAZAR, E. A. Sandia Lab or ator ies. 
A— 1650. 83/12/31. Region 4, Office of Director. 15pp. 

25079:300. 


— 8402100452 Responds to Asselstine 840117 questions re equipment 
qualif ication. Determination of equipment environ 
qualification made on case-by-case basis. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/02/06. PALLADINO. GIL INSKY, ROBERTS Commissioners. 7pp. 
25079: 315. 


— 8406180016 Forwards IE Info Notice 82-03, “Environ Tests of Elec 
Terminal Blocks," for issuance on 820304. Notice should be 
issued to all power reactor facilities holding OL or CP. 

JORDAN, E. L. Division of Engineering 8c Quality Assurance (Pre 
830103) . I El N— 82-03. 82/03/03. HAYNES, R. C. Region 1, Offic 

Director. O'REILLY. J. P. Region 2, Office of Director. 

KEPPLER, J. G. Region 3, Office of Director. Ip. 25073:026. 


— 8406180044 Requests comments on end draft research info ltr re i 
“Performance of Electrical Terminal Blocks Exposed To LOCA 
Environ." Related info encl.W/o research info ltr. 

FEIT, R. Division of Reactor Safety Research. 81/04/02. 
SULLIVAN, D. , ZWOLINSKI, J. , SZUKIEWICZ, A. NRC - No Detailed 
Affiliation Given. 8pp. 25071:162. 


— 8406180046 Responds to 810923 memo re IE 8< NRR disposition of RE 
recommendations on Research Info Ltr 123. Statement requested 
from RES to determine if data in NUREC/CR-1682 supports 
contractor recommendati ons . 

AHEARNE, J. Commissioners. 81/09/28. DIRCKS, W. J. Office of 
Executive Director for Operations. Ip. 25071:297. 


— 8406180062 Expresses displeasure w/nonissuance of injunction aga 
use of casual terminal blocks. Related info encl. 

* Affiliation Not Assigned. 81/06/05. Office of the Secre 
of the Commission. 16pp. 25071:191. 


— 8406180067 Forwards matl for terminal block study St requests add 
re low voltage breakdown failure mechanism for blocks & 
types of contamination that would cause failure by 
increasing leakage current. W/o encl. 

FEIT, R. Instrumentation Sc Control Branch. 81/10/22. SALOMAN 
Temple Univ., Philadelphia, PA. 3pp. 25072:007. 


— 8406180070 Rev 4 to “Test Plan for Equipment Qualif ication Metho 
Research Test Using Pressure Switches. " 

SALAZAR, E. A. , JEPPESEN, D. M. Sandia Laboratories. FINA-1353. 
82/09/10. Division of Engineering Technology. 45pp. 29076 


— 8406180075 Discusses Udal 810619 comments on results of Sandia N 
Lab NUREG/CR— 1681, "Electrical Insulators in Reactor 
Accident Environ. “ Approx 14% of protected terminal strips 
in containment would electrically break down. 

FARMER, W. S. Electrical Engineering Instrumentation 8c Control 
Branch (post 840429). 81/06/26. SULLIVAN, D. F. NRC - No Deta 

Affiliation Given. Ip. 25071:213. 


NONDOCKETED ITEMS 


bi80076 Summarizes discussion w/J Austin during wk of B11019 re 
JREG/CR — 1682, "Electrical Insulators in Reactor Accident 
iviron. " Considerations to be used in evaluating Sandia 
itl Lab work & terminal block cleaning listed. 

•IT. R. Instrumentation & Control Systems Branch. 81/10/27. 
INZINGER, E. C. Instrumentation & Control Systems Branch 2op 
>072: 014. 


180078 Forwards Rev 4 to "Test Plan for Equipment Qualification 
thadology Research Test Using Pressure Switches." 

RMER, W. S. Electrical Engineering Ins tr umen ta t i on & Control 
anch (post 840429). 82/09/30. ROSZTOCZY, Z. , BAGCHI-G., REIFF, D. 

ffice of Nuclear Reactor Regulation, Director. lp. 25076:304, 


180084 "Test Plan for Followup Test on Baseline Evaluation Test 
ing Pressure Switches. " 

_AZAR, E. A, Sandia Laboratories. FIN A-1355. 84/03/20. 

/ision of Engineering Technology. 3pp. 25079:360. 


L 00086 Forwards Rev 1 to "Screening Test Plan For Equipment 
ilification Research Test of Resistance Temp Devices." 

40R * E. E Sandia Laborator ies. 83/01/05. FARMER, W. S. 
ictrical Engineering Instrumentation & Control Branch (post 
>429). lp. 25080:001. 


80087 Rev 0 to "Test Plan For Equipment Qua 1 if icat i on Research 
t of Resistance Temp Devices. " 

IOR, E. E. Sandia Laborator ies. FIN A-1355. 82/09/30. 

ision of Engineering Technology. 22pp. 25076:351. 


80089 Rev 1 to "Screening Test Plan For Equipment Qualification 
©arch Test of Resistance Temp Devices. " 

OR, E. E. Sandia Laborator ies. FIN A-1355. 82/12/31. 

ision of Engineering Technology. 6pp. 25080:002. 


00092 Forwards note to Ahearne re electrical terminal blocks 8< 
wests addl info, per DeYoung 811113 memo. W/o encl. 

B» D. NRC - No Detailed Affiliation Given. 81/11/16. 

LER, K. R. NRC - No Detailed Affiliation Given. lp. 25072:025. 


30094 AGR— 67368 ROO 

0 to "Qualification of Automatic Switch Co Catalog NP-1 
»noid Valves for Saf ety-Related Application in Nuclear 
*r Generating Stations. " Related info encl. 

4K, J. R. , POWELL, R. D. , VOLLMER, D. J. Automatic Switch Co. 
33/02. 6pp. 25081:001. 


J0095 Provides preliminary analysis of terminal block situation & 
;#ut xmr rept. Weakest point is misuse of p h y s i och em i ca 1 
Kiples in accounting for or rational i zing results & 
rulates . 

IMQN, R. E. Affiliation Not Assigned. 81/11/24. FEIT , R. Office 
iuc 1 oar Regulatory Research, Director. 4pp. 25072:026. 


10097 Rev 1 to "Test Plan for Equipment Qualification Research 
: of Resistance Temp Devices." 

m, E. E. Sandia Laboratories. FIN A-1355. 82/11/30. 

Sion of Engineering Technology. 21pp. 25077:020. 


t0098 Lists areas of difficulty in draft memo from WJ Dircks to 
rne & from RB Minoque to WJ Dircks re Research Info Ltr 
concerning electrical terminal blocks. 

UNO* R. Director's Office, Office of Inspection and 
rcement. 81/11/12. ROSS, D. F. Office of Nuclear Reactor 
latlon* Director. 2pp. 25072:030. 


01015 "Pressure Switch Test," quick look rept. Related info encl. 
ZAR* E. A. Sandia Laboratories. 82/12/14. Division of 
neering Technology. 30pp. 25077:059. 


□ 109 Summarizes conclusions of analysis re sources of 
troly t ically conducting films on terminal blocks, 
request, 

ION* R, E. Affiliation Not Assigned. 82/01/11. FEIT.R. Office 
jc 1 ear Regulatory Research, Director. 8pp. 25072:112. 


5114 "Assessment of Terminal Blocks Used in Nuclear Industry," 
'im rept. 

T, C. M. * NELSON, R, S. Sandia Laborator ies. RS/4445/B2/01. 

2/28 Division of Facility Operations. 135pp. 25072:124. 


— 8406180122 Advises of disagreement w/820226 Minogue, Denton 8s De 
memo to Dircks re research results 8t subsequent 
evaluation of terminal block issue. Comments listed on subj 
issue. 

FEIT, R. Instrumentation & Control Branch. IEB-78-02. 82/03 

WENZINGER, E. C. Instrumentation & Control Branch. 2pp. 2507 


— 8406180124 "Followup Test on Baseline Evaluation Test Using Pre 
Switches," quick look rept. 

SALAZAR, E. A. Sandia La b orator i es. 83/01/27. Division of 
Engineering Technology. 8pp. 25077:161. 


— 8406180127 Rev 2 to "Screening Test Plan For Equipment Qualific 
Research Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laborator ies. FIN A-1355. 83/02/28. 

Division of Engineering Technology. 6pp. 25077:169. 


— 8406180150 "Resistance Temp Detector Screening Test," quick loo 
MINOR, E. E. Sandia Laboratories. FIN A-1355. 83/04/25. 

Division of Engineering Technology. 38pp. 25077:232. 


— 8406180154 Forwards "Resistance Temp Detector Screening Test," 
look rept. Test is last for FY83 under EQRT program. U/o encl. 
FARMER, B. Office of Nuclear Regulatory Research, Director. 
83/05/02. LAGRANGE, B. , BAGCHI, G. Office of Nuclear Reactor 
Regulation, Director. REINMUTH, W. Director's Office, Office 
Inspection and Enforcement. lp. 25077:269. 


— 8406190237 "Tests to Determine Typical Svc Temps Inside Resista 
Detector Connection Heads," quick look rept. 

THOME, F. V. Sandia Laboratories. 83/03/25. Division of 
Engineering Technology. 30pp. 25077:198. 


— 8208270641 Provides confirmation of two apparent incons istencie 
d oc umen ta t ion re ASCD solenoid valves used in air supply 
lines to auxiliary feedwater sys discharge valves HCV-1107A 
& B & HCV-1108A 8c B. 

KENDALL, R. Instrumentation & Control Systems Branch. 82/08/ 
TOURIGNY, E. Operating Reactors Branch 3. 2pp. 25076:017. 
Fiche: 50-000, 84/03/20, 8406180030. 


— 8208300331 Submuts engineering dept findings re voltage require 
dc valves 8 8c 12, containing ethylene propylene elastomers, to 
shift energized position on first operation following DBE 
radiation simulation. Overvoltage condition not generic. 

BROWN, W. M. Automatic Switch Co. 82/08/25. ROSZTOCZY, Z. R. 
Commissioners. 4pp. 25076:079. 


— 8209230513 Forwards "Comparison of Three Test Programs for ASCQ 
Solenoid Valves. " Final general methodology test plan being 
prepared by Franklin Research Inst 8c will be distributed 
within 2 wks. W/o encl. 

FARMER, W. S. Electrical Engineering Instrumentation 8e Control 
Branch (post 840429). 82/08/30. JOHNSTON, W. , ROSZTOCZY, Z. , 

LEGRANGE, R. Office of Nuclear Reactor Regulation, Director. 
25076: 090. 


— 8211190322 Summarizes conclusions reached re ASCO NP solenoid v« 
action items, per Baer 820805 memo 8c ASCO Test Rept 
AQR-67368, Revision 0, dtd 820302. Recommendations provided. 

Qual if ication program summaries encl. 

ROSZTOCZY, Z. R. Equipment Qualification Branch. 82/10/18. B/ 
Division of Engineering 8c Quality Assurance (Pre 8301031. 5( 

25077: Oil. 


— 8309080329 Notification of 830909 meeting w/Westinghouse, Frankli 
Research Ctr (FRC), ASCO 8< EGScG in Bethesda, MD to discuss 
results of FRC research qualification tests of ASCO 
solenoid valves. 

MASC I ANTONIO, A. Equipment Qualification Branch. 83/08/31. 

NOONAN, V. S. Equipment Qua 1 if ication Branch. 4pp. 25078:323. 


— 8310050202 Provides written confirmation of high priority, quick 
around task in project, "Equipment Qualification Case 
Reviews. “ Task involves evaluation of ASCO solenoid valve 
qualification repts. 

VOLLMER, R. H. Division of Engineering. FIN A-6415. 83/09/26. 

WADE, T. E. Energy, Dept, of, Idaho Operations Office. 2pp. 
25079:001. 


— 8401100493 Discusses qual if ication research test program failure 
ASCO solenoid valves. Results indicated that Model NP 8316 
may not be suitable for environ & operating time 


NONDOCKETED ITEMS 


) 


405230404 Forwards Rept AGR-67602 presenting analysis of Franklin 
Research Ctr qualification testing performed on ASCQ Catalog 
NP-1 valves for NRC. Requests info re progress on project. 

BROWN, W. M. Automatic Switch Co. 83/09/27. NOONAN, V. S. Equipment 
Qual i f i ca t ion Branch. 3pp. 25079:274. 


405230414 AQR-67602 R00 

"Analysis of Franklin Research Ctr Qualif ication Testing of 
ASCO Catalog NP-1 Valves for NRC. " 

SHANK, J. R. , VOLLMER, D. J. Automatic Switch Co. 83/09/26. 22pp. 

25079: 277. 


406180038 Forwards Test Rept AQR~6736S/Rev 0. Rept summarizes results 
of new test program & demonstrates generic qual if icat ion of 
family of ASCO solenoid valves for saf ety-r elated 
applications in LWRs. W/o end. 

BROWN, W. M. Automatic Switch Co. 82/04/07. THOMAS, V. Director's 
Office, Office of Inspection and Enforcement. Ip. 25074:110. 


406180055 Forwards potentially generic issue data sheet re excessivd 
error in Barton Model 763 pressure transmitters used for 
safety injection activation & Model 764 differential 
pressure transmitters for auxiliary feedwater activation. 

BISHOP, T. W. Division of Resident, Reactor Project & Engineering 
Programs. 83/10/21. JORDAN, E. L. Division of Engineering 8t 
Quality Assurance CPre 830103). PARTLOW, J. G. Division of QA, 
Safeguards & Inspection Programs (Post 830103). STAROSTECKI > R. 
Division of Project & Resident Programs. 2pp. 25078:262. 


406180060 Forwards review comments on ASCO solenoid valve environ 
qualif ication test repts. Concludes that failures reported 
need further investigation. 

BORGEN, R. A. EG&G, Inc. 83/09/16. MASCIANTONIO, A. Equipment 
Qualification Branch. 26pp. 25078:329. 


406180066 Forwards comments on Franklin Research Ctr test rept, 
"Qualif ication Test Program of Class IE Solenoid Valves. " 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2827. 83/09/23. 

DENTON, H. Office of Nuclear Reactor Regulation, Director. 6pp. 
25078: 355. 


1406180078 Forwards Rev 4 to “Test Plan far Equipment Qualification 
Methodology Research Test Using Pressure Switches." 

FARMER, W. S. Electrical Engineering Instrumentation & Control 
Branch (post 840429). 82/09/30. ROSZTOCZY, 2. , BAGCHI » G. , REIFF, D. 

Office of Nuclear Reactor Regulation, Director. Ip. 25076:304. 


1406180094 AGR-67368 ROO 

Rev 0 to "Qual i f i cat i on of Automatic Switch Co Catalog NP-1 
Solenoid Valves for Saf ety-Related Application in Nuclear 
Power Generating Stations. " Related info end. 

SHANK, J.R., POWELL, R. D. . VOLLMER, D. J. Automatic Switch Co. 
82/03/02. 6pp. 25081:001. 


1406180099 Submits comments re model qual i f i ca t i on test program of 
solenoid valves under NRC-05-8 1-247. 

PAULSON, D. V. Franklin Ins ti tu te/Fran k 1 in Research Center. 
NRC-05-8 1-247. 82/11/19. FARMER, W. S. Office of Nuclear 
Regulatory Research, Director. Ip. 25077:041. 


(406180107 Forwards radiation test data on Viton O-rings it other matls 
determining matls best suited to level switch application. 

MURPHY, J. A. Schneider Consulting Engineers. 83/11/02. 

LAGRANGE, R. NRC - No Detailed Affiliation Given. 8pp. 25078:290. 


1406180123 Forwards Rev 1 to AQR— 67368, covering rev descriptions of 
test rept, per request. Related info end. 

BROWN, W. M. Automatic Switch Co. 84/01/04. MASCIANTONIO, A. 
Equipment Qualification Branch. 9pp. 25078:311. 


(406190243 Forwards review comments on ASCO solenoid valve environ 
qualification test repts. Concludes that failures reported 
need further investigation to determine ASCO NP 8316 series 
valve qualif ication. Related info end. 

BORGEN, R. A. EG&G, Inc. FIN A-6415. 83/09/19. MASC I ANTONIO, A. 

Equipment Qualification Branch. 14pp. 25079:260. 


(406180078 Forwards Rev 4 to "Test Plan for Equipment Qualification 
Methodology Research Test Using Pressure Switches. " 

FARMER, W. S. Electrical Engineering Instrumentation it Control 
Branch (post 840429). 82/09/30. ROSZTOCZY, Z. Office of Nuclear 

Reactor Regulation, Director. Ip. 25076:304. 


(406180097 Rev 1 to "Test Plan for Equipment Qualification Research 
Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laboratories. FIN A-1355.' 82/11/30. 

Division of Engineering Technology. 21pp 25077:020. 


— 8406180102 Discusses 821118 LOCA qualification test of pressure 
switches at Sandia Natl Labs. Plan involved simultaneous 
exposure to radiation & steam generator profile. 

FARMER, W. S. Electrical Engineering Instrumentation St Control 
Branch (post 840429). 82/12/13. BAGCHI, G. Office of Nuclear 

Reactor Regulation, Director. REINMUTH, W. , LE, T. Director's 
Office, Office of Inspection and Enforcement. 17pp. 25077:041 


— 8406180127 Rev 2 to "Screening Test Plan For Equipment Qualifical 
Research Test of Resistance Temp Devices. " 

MINOR, E. E. Sandia Laborator ies. FIN A-1355. 83/02/28. 

Division of Engineering Technology. 6pp. 25077:169. 


— 8406180132 Submits info re follow-on pressure test of switches 
conducted on 821118 it reported in Sandia Natl Labs 821214 
quick look rept. 

FARMER, W. S. Electrical Engineering Instrumentation St Control 
Branch (post 840429). 83/02/01. Electrical Engineering 

Instrumentation St Control Branch (post 840429). 2pp. 25077:1" 


— 8406180150 "Resistance Temp Detector Screening Test," quick look 
MINOR, E. E. Sandia Lab orator ies. FIN A-1355. 83/04/25. 

Division of Engineering Technology. 38pp. 25077:232. 


— 8406180141 Forwards potentially generic issue data sheet re poss: 
generic problems concerning environ qualification failure 
of Anaconda flexible conduit at LOCA conditions. 

CREWS, J. Division of Resi dent, Reactor Project & Engineering 
Programs. 83/04/05. JORDAN, E. L. Divirsion of Emergency 
Preparedness St Engineering Response (Post 830103). STAROSTECKi 
Division of Project & Resident Programs. LEWIS, R. C. Division 
Project & Resident Programs. 2pp. 25077:229. 


— 8406180070 Rev 4 to "Test Plan for Equipment Qualification Methoi 
Research Test Using Pressure Switches." 

SALAZAR, E. A. , JEPPESEN, D. M. Sandia Laboratories. FIN A-1355. 
82/09/10. Division of Engineering Technology. 45pp. 25076: 


— 8406180086 Forwards Rev 1 to "Screening Test Plan For Equipment 
Qual if ication Research Test of Resistance Temp Devices. " 
MINOR, E. E. Sandia Laboratories. 83/01/05. FARMER, W. S. 
Electrical Engineering Instrumentation St Control Branch (post 
840429). Ip. 25080:001. 


— 8406180089 Rev 1 to "Screening Test Plan For Equipment Qualified' 
Research Test of Resistance Temp Devices. 11 
MINOR, E. E. Sandia Laborator ies. FIN A-1355. 82/12/31. 

Division of Engineering Technology. 6pp. 25080:002. 


— 8406180105 "Pressure Switch Test," quick look rept. Related info 
SALAZAR, E. A. Sandia Laboratories. 82/12/14. Division of 

Engineering Technology. 30pp. 25077:059. 


— 8406180124 "Followup Test on Baseline Evaluation Test Using Pres 
Switches, " quick look rept. 

SALAZAR, E. A. Sandia Laboratories. 83/01/27. Division of 
Engineering Technology. 8pp. 25077: 161. 


— 8302090043 Comments on results of Barton Model 763 St 764 pressur 
transmitters Qualif ication Test Repts R3-763-6 St R3-764-9 
dtd Sept St Oct 1982, respectively. Temp profile achieved is 
more severe than required by IEEE Std 323-1974. 

MASC I ANTON I A, A. Equipment Qual if ication Branch. 83/01/27. 
NOONAN, V. S. Equipment Qualification Branch. 3pp. 25077:155. 


— 8406180119 Highlights results of Sept St Oct 1982 Barton Test Rep 
R3-763-6 St R3-764-9, respectively, re pressure transmitter 
qualification program. 

MASCIANTONIO, A. Equipment Qual if ication Branch. 83/01/27. 
NOONAN, V. S. Equipment Qual if ication Branch. 3pp. 25077:158. 


— 8111300132 Advises tha't bimonthly rept revised to include result 
electrical conductor resistance measurements, both during St 
after LOCA tests. 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Director. 
81/10/22. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 25072:010. 


— 8211190322 Summarizes conclusions reached re ASCO NP solenoid va 
action items, peT Baer 820805 memo St A£CO Test Rept 
AQR-67368, Revision 0, dtd 820302. Recommendations provided. 

Qual i f ication program summaries end. 

ROSZTOCZY, Z. R. Equipment Qual if ication Branch. 82/10/18. BA 
Division of Engineering S< Quality Assurance (Pre 830103). 5p 
25077: Oil. 


— 8302090048 Comments on results of Barton Model 763 Si 764 pressur 
transmitters Qualification Test Repts R3-763-6 it R3-764-9 


>6180020 RS— 4445/8 1 / 03 

'Equipment Qualification Research Tests of Duke Power/DG 
I'Brien Type K Instrumentation Penetration Assembly. " 
IUCKALEW, W. H. , THOME, F. V. , FURGAL, D. T. Sand i a Labora tor i e s. 
12/03/31. NRC - No Detailed Affiliation Given. lllpp. 

15073: 029. 


6180045 Trip rept of 820429 visit to Wyle Labs re Duke Power Co 
nviron qualification test of DG O'Brien Type C,D,E,F,K & L 
lectrical p enetra t i ons. El ec tr i ca 1 penetrations in 
ontainment bldg not readily accessible in all instances. 

ARMER, W. S. Electrical Engineering Instrumentation i: Control 
ranch (post 840429). 82/05/24. Electrical Engineering 

nstrumentat ion & Control Branch (post 840429). 5pp. 25074:111. 


6180048 Advises that Apr 1982 test plan for silicone grommet seal 
atls should be revised to address listed questions, 
rocurement of parts should proceed as soon as possible in 
rder to minimize delay in performing tests. 

^RMER, W. S. Electrical Engineering Instrumental on & Control 
ranch (post 840429). 82/06/11. BUCKALEW, LI. H. Sandia 

iboratories. 2pp. 25074: 169. 


■>180064 Discusses Sandia Natl Lab tests on DG O'Brien electrical 

metration grommet seal matl. Cause of low electrical 

isistance due to water or steam condensing on copper 

mnectors. Preliminary test plan it related info end. 

iRMER, W. S. Electrical Engineering Instrumentation & Control 

■anch (post 840429). 82/08/24. ROSZTOCZY, 2. , LAGRANGE, R. Office 

r Nuclear Reactor Regulation, Director. 16pp. 25076:019. 


>180068 Forwards "Test Plan for EPR, XLPO & TEFZEL Cables.” Results 
tests given in NUREG/CR-2552. 

iRMER, W. S. Electrical Engineering Instrumentation St Control 
anch (post 840429). 82/08/25. ROSZTOCZY, Z. , LAGRANGE, R. , 

IFF/ D. Office of Nuclear Reactor Regulation, Director. 2pp. 

076; 035. 


180080 Comments on LOCA confirmatory tests of DG O'Brien connectors 
insulation failures during tests. Fai lure resulted from 
pension of seals within connectors. 

NOGUE, R. B. Office of Nuclear Regulatory Research, Director. 

/07/02. DIRCKS, W. J. Office of the Executive Director for 
erations. Ip. 25071:217. 


180105 "Pressure Switch Test," quick look rept. Related info end. 
LAZAR, E A. Sandia La b orator i es. 82/12/14. Division of 

gineering Technology. 30pp. 25077:059. 


180119 Highlights results of Sept St Oct 1982 Barton Test Repts 
-763-6 &s R3-764-9, respectively, re pressure transmitter 
ilification program. 

3CIANT0NI0, A. Equipment Qualification Branch. 83/01/27. 

3NAN, V. S. Equipment Qualification Branch. 3pp. 25077:158. 


L80146 Notifies of Sandia Natl Labs plans to conduct equipment 
ilification methodology research test on RTDs typically 
id in PWR primary coolant sys. Quick look rept summarizing 
lerimental results end. 

IMER#W. S. Electrical Engineering Instrumentation it Control 
inch (post 840429). 83/04/13. REINMUTH, W. , PERANICH, M. 

*ector 's Office, Office of Inspection and Enforcement. 
iMANSKI.P. Office of Nuclear Reactor Regulation, Director. Ip. 
>77: 231. 


,90237 "Tests to Determine Typical Svc Temps Inside Resistance Temp 
lector Connection Heads, " quick look rept. 

(ME, F. V. Sandia Laboratories. 83/03/25. Division of 
lineering Technology. 30pp. 25077:198. 


90241 Forwards preliminary "Qualification Test Program of Class IE 
enoid Valves, " test rept it failure analysis. 

ILSON, D. V. Franklin Institute/Franklin Research Center. 
—03-81-247. 83/07/21. FARMER, W. S. Office of Nuclear 

ulatory Research, Director. Ip. 25077:274. 


00132 Advises that bimonthly rept revised to include results of 
ctrical conductor resistance measurements, both during & 
er LOCA tests. 

QGUE, R. B. Office of Nuclear Regulatory Research, Director. 
10/22. DIRCKS, W. J. Office of the Executive Director for 
rations. Ip. 23072:010. 


80020 RS— 4443/81 /03 

ulpment Qual if ication Research Tests of Duke Power/DG 
rien Type K Instrumentation Penetration Assembly. " 

KALEW, W. H. , THOME, F. V. , FURGAL, D. T. Sandia Laboratories. 
03/31. NRC - No Detailed Affiliation Given. lllpp. 

73: 029. 


— 8406180045 Trip rept of 820429 visit to Wyle Labs re Duke Power 
environ qualification test of DG O'Brien Type C,D,E,F»K & L 
electrical p enetra t i on s. El ec tr i ca 1 penetrations in 
containment bldg not readily accessible in all instances. 
FARMER, W. S Electrical Engineering Instrumentation %>. Control 
Branch (post 840429). 82/05/24. Electrical Engineering 

Instrumentation St Control Branch (post 840429). 5pp. 25074: 


— 8406180080 Comments on LOCA confirmatory tests of DG O'Brien coi 
& insulation failures during tes t s . Fa i 1 ur e resulted from 
expansion of seals within connectors. 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Director, 
81/07/02. DIRCKS, W. J, Office of the Executive Director for 
Operations lp. 25071:217. 


— 8406180053 F-C5260-3013 

"Comparison of Three Test Programs For A5C0 Solenoid 
Valves. " NUREG/CR-2868, "Aging Effects on Fire-Retardant 
Additives in Organic Matls for Nuclear Plant Applications" 
end . 

WEISE, K. E. Franklin Institute/Franklin Research Center. 
NRC— 05— 79-253. 82/07/02. Director's Office, Office of 

Inspection and Enforcement. 519pp. 25074:215. 


— 8406180 112 P-C 5569-9 

"Qualification Test Program of Class IE Solenoid Valves, " 
test p lan. 

PAULSON, D. V, Franklin Institute/Franklin Research Center. 

NRC— 05-81-247. 83/01/24. FARMER, W. S. , LAUDAN, W. Director's 

Office, Office of Inspection and Enforcement. 54pp. 25077: 1< 


— B4061B0137 S-C5569-9-1 

"Failure Analysis of Class IE Solenoid Valve ASCO Catalog 
No NP8344-A71E. " 

PAULSON, D. V. , CARFAGNO, S. P. Franklin Institute/Franklin Rese; 
Center. NRC-05-81-247. 83/03/03. FARMER, W. S. , LAUDAN, W. 

Director's Office, Office of Inspection and Enforcement. 21p| 
25077: 177. 


—8406180156 F-C5569-9 DRFT 

Preliminary "Qualification Test Program of Class IE Solenoid 
Valves," test rept it failure analysis. 

SHOOK. T. A. , PAULSON, D. V. , BACANSKAS, V. P. Franklin 
Institute/Franklin Research Center. NRC-05-81-247. 83/07/21. 

FARMER, W. S. , LANDAN, W. Director's Office, Office of Inspectic 
Enforcement. 150pp. 25077:275. 


— 8406180166 Forwards computer printout re search of equipment 
qualification data base for ASCO solenoid valves located 
inside it outside containment of nuclear power plants. 

IEPSQN, K. J. Franklin Institute/Franklin Research Center. 
83/08/16. NOONAN, V. Equipment Qualification Branch. 179pp. 
25078:083. 24X Fi c h e : 50-000, 84/03/20, 84061 80030. 


— 8406180044 Requests comments on end draft research info ltr re 
"Performance of Electrical Terminal Blocks Exposed To LOCA 
Environ. " Related info end. W/o research info ltr. 

FEIT , R. Division of Reactor Safety Research. 81/04/02. 
SULLIVAN, D. , ZWOLINSKI, J. , SZUKIEWICZ, A. NRC - No Detailed 
Affiliation Given. 8pp. 25071:162. 


— 8204220661 Requests response to Fryberger 810605 concerns re NRC 
actions to assure that licensees use mositure proof terminal 
blocks in nuclear plants. 

ARLOTTO, G. A. Division of Engineering Technology. 81/07/16. 
ROSS, D. F, Office of Nuclear Regulatory Research, Director. 
SCINTO, J. Hearings Division. 2pp. 66023:003. 


— 8402010376 Forwards Sandia Natl Lab annual rept re NRC equipment 
qua 1 i f i cati ons insp program. Rept highlights technical 
concerns it findings requiring addl technical it policy 
guidance, Requests comments it recommendations. 

PARTLOW, J. G. Division of QA, Safeguards & Inspection Programs 
(Post 830103). 84/01/22. MORRIS, B. B. Electrical Engineering 

Instrumentation it Control Branch (post 840429). NOONAN, V. 
Equipment Qualification Branch. lp. 25079:299. 


— 8402010380 "Equipment Qualification Insp Program: Annual Rept." 
BUSTARD, L. D. , BENSON, J. J. , SALAZAR, E. A. Sandia Laboratories. 
A— 1650, 83/12/31. Region 4, Office of Director. 13pp. 

25079: 300. 


— 8406180062 Expresses displeasure w/nonissuance of injunction aga 
use of casual terminal b 1 o c k s. Re la ted info end. 

* Affiliation Not Assigned. 81/06/05. Office of the Secre 
of the Commission. 16pp. 25071:191. 


3406180064 Discusses Sandia Natl Lab tests on DG O'Brien electri 
penetration grommet seal matl. Cause of low electrical 
resistance due to water or steam condensing on copper 
connec tors, Prel iminary test plan & related info end, 

FARMER, W. S. Electrical Engineering Instr umentation St Control 

n : _ u / nAssji 'no \ nn , r\r\ ✓'->/! DnC7Tnr 7V 7 n £ Nlirl 


406180075 Discusses Udal 810619 comments on results of Sandia Natl 
Lab NUREG/CR-1681, "Electrical Insulators in Reactor 
Accident Environ." Approx 147. of protected terminal strips 
in containment would electrically break down. 

FARMER* W. S. Electrical Engineering Instrumentation it Control 
Branch (post 040429). 01/06/26. SULLIVAN- D. F. NRC - No Detailed 

Affiliation Given. Ip. 25071:213. 


406180050 Informs of erratic performance of neu> design Reliance motor 
(Type LR insulation) in environ phase of qualif ication test 
procedure. Test aborted & evaluation in progress. Related info 
enc 1. 

DRAB- J. E. Limitorque Corp. 82/03/27. JOHNSON- A. R. Region 4, 
Office of Director. 3pp. 25076:087. 


6180035 FQIA request for documents re issues discussed in IE Info 
otice 83-72- Environ Equipment Quali f ication Notice 23 it 
est Summary Rept 1. 

ORDAN. W. S. Harmon it Weiss JORDAN- W. S. Union of Concerned 
cientists. IEIN-83-72. 83/12/23. FELTON, J. M. Division of Rules 

nd Records. 3pp. 25070:038. 


6180040 FO I A request for documents re issues discussed in IE Info 
otice 83-72- Environ Equipment Qual l f ication Notice 24. 

CRDAN, W. 5 Harmon & Weiss. JORDAN- W. S. Union of Concerned 

cientists. IEIN-83-72. 83/12/23. FELTON- J. li. Division of Rules 

nd Records. 3pp. 25070:041. 

6180043 FOIA request for documents re issues discussed in IE Info 
otices 81-29 & 82-52. concerning equipment qualif ication 
esting experience 

ORDAN, W. S. Harmon it Weiss JORDAN- W. S. Union of Concerned 

cientists. IEIN-81-29. 83/12/23. FELTON, J. M. Division of Rules 

nd Records. 3pp. 25070:049. 


6190001 FOIA request for documents re most recent SALP performed 
uring facility const activities from 830901 to present. 

ARNER- F. Mercury, Pottstown, PA. 84/04/26. NRC - No Detailed 
ff illation Given. Ip. 25032:271. 24X Fi ch e: 50-352- 84/04/26- 

406190001. 


6190002 Responds to FOIA request for documents re facility Feb 1984 
ALP rept. Forwards documents listed in app.LPDR in 
ottstown.PA should be contacted for addl info. 

ELTON- J. IT Division of Rules and Records. 84/05/24. WARNER, F. 
ercury- Pottstown, PA. 2pp. 25032:272. 24X Fiche: 50-352- 84/05/24, 

406190002. 


406190004 Notifies of trigger date for preparing inputs to facility 
SALP for Dec 1982 - Nov 1983 , per 821008 Instruction 0501.5. 

SALP input responsibility it related info end. 

CONNER- E. L. Division of Project it Resident Programs. B3/10/31. 

KEIHIG-R. R. Division of Project it Resident Programs. 39pp. 

25032:274. 24X Fiche: 50-352, 84/05/24- 8406190002. 


406190006 Notification of Significant Licensee Meeting 84-12 on 840224 
w/util in Limerick- PA to discuss SALP. 

CONNER- E. Region 1, Office of Director. 84/02/01. Region 1, 
Office of Director. Ip. 25032:313. 24X Fi c h e : 50-352, 84/05/24, 
8406190002. 


406190008 Comments on SALP- per 840224 meeting. Action taken to support 
preoperational effort & to provide coordinated approach to 
readiness for fuel loading. 

KEMPER- J. S. Philadelphia Electric Co. 84/03/14. MURLEY, T. E. 

Region 1, Office of Director. 3pp. 25032:333. 24X 

Fiche: 50-352- 84/05/24- 8406190002. 


6190003 FOIA request for license applications for Nuclear Pharmacy, 
nc in Des Moines- IA it Boston, MA. 

AMMIITT , H. A. FOI Services. 84/04/05. FELTON- J. M. Division of 
ules and Records. Ip. 25032:029. 


6190005 Response to FOIA request for license applications for 
uclear Pharmacy- Inc in Des Moines, IA i>, Boston-MA. 

ELTON, J. M. Division of Rules and Records. 84/05/08. HAMMITT- H. A. 
01 Services. 2pp. 25032:030. 


406190007 Matl/Byproduct License 20-21227-01MD for Nuclear Pharmacy, 
Inc, author i zing possession of 50 Ci Mb-99, 50 mCi of any 
byproduct matl authorized under Section 35.14(d)(4) of 
10CFR35 * 2 Ci Xe-133. 

DELMEDICO- J. Division of Fuel Cycle St Material Safety. 83/04/26. 
7pp. 25032:032. 


406190009 Amend 1 to Matl/Byproduct License 20-21227-01MD listing 
authorized supervisory personnel under Condition 12. License 
Condition 23 changed to state licensee shall possess, use- 
package, label it distribute licensed matl. 

DELMEDICO- J. Division of Fuel Cycle it Material Safety. 83/07/18. 
Ip. 25032: 039. 


— 8406190010 Amend 2 to Matl/Byproduct License 20-2 1227-0 1MD, authoT 
possession of 500 mC i of any byproduct matl listed in Group 
VI of Schedule A of 10CFR35. 100 & authorizing production of 
Tc-99m pertechnetate. 

VACCA, P. C. Division of Fuel Cycle & Material Safety. 84/01/1C 
2pp. 25032:040. 


— 8406190012 Amend 3 to Matl/Byproduct License 20-21227-0 1MD- author 
production of Tc-99m pertechnetate- instrument calibr, 
distribution to authorized recipients & dispensing or 
distributing prepared radiopharms to authorized recipients. 
VACCA, P Division of Fuel Cycle & Material Safety. 84/02/13 
2pp. 25032:042 


— 8406190014 Amed 4 to Matl/Byproduct License 20-21 227-0 1MD- auth ori 
possession it use of licensed matl described in Items 6.7 it 8 
of license. 

JOHANSON, H N. Region 1- Office of Director. 84/04/13. Ip 
25032:044. 


— 8406190015 Forwards application for radioactive matls license for 
pharmacy in Boston, MA. 

DRESSEL-S. Nuclear Pharmacy, Inc. SD 1182-09. 82/11/19. 

DELMEDICO. J. Material Licensing Branch. Ip. 25032:045. 


— 8406190016 Application for matl/byproduct license for new pharmac 
Boston, MA. 

DESANTIS, N. P. Nuclear Pharmacy, Inc. 82/11/19. 113pp. 

25032:046. 


— 8406190018 Responds to 830303 request for further info to allow 
review of application for Woburn, MA facility to continue. 
Replies i< comments listed. 

DRESSEL-S. Nuclear Pharmacy, Inc. SD 383-05. 83/03/10. 

DELMEDICO- J. Material Licensing Branch. 5pp. 25032:159. 


— 8406190019 Ack 830404 telcon re application for license for Wobur 
faci 1 ity- includ ing RO McClintock as corporate radiation 
safety officer for Nuclear Pharmacy- Inc . Prop oses D Wylie 
replace RO McClintock. 

DRESSEL-S. Nuclear Pharmacy, Inc. SD-483-01. 83/04/05. 

DELMEDICO- J. Material Licensing Branch. 3pp. 25032:164. 


— 8406190021 Responds to 840106 questions re 831003 amend request t 
authorize calibr of survey instruments. Instruments will be 
calibr as described in 831003 ltr. Calibr rept end. 

DRESSEL, S. Nuclear Pharmacy, Inc. SD-284-02. 84/02/02. 

VACCA, P. C. Material Licensing Branch. 6pp. 25032:178. 


— 8406190022 Requests that Licenses 12-18044-01MD, 37-19586-0 1MD- 
48-1 7466-0 1MD- 14-19990-01MD 8* 37-1B461-01MD reflect that S 
Dressel designated corporate radiation safety officer. 

S Dressel qua 1 i f i cat i on s provided. 

MCDONALD, D. D. Nuclear Pharmacy, Inc. DDM284-18. 84/02/21. 

VACCA, P. C. Material Licensing Branch. 3pp. 25032:194. 


— 8406190024 Application for amend to Matl/By product License 

20-21227-01MD, authorizing survey meters calibr w/20-300 mCi 
Tc99m sources. 

DRESSEL-S. Nuclear Pharmacy, Inc. SD 1083-01. 83/10/03. 

MYERS, J. Material Licensing Branch. 3pp. 25032:197. 


—8406190025 Amend 3 to Matl/Byproduct License 20-21227-01MD, author 
production of Tc-99m pertechnetate, red istribution of sources 
to person licensed as specifically authorized recipients it 
dispensing radiopharms to authorized recipient. 

VACCA, P. Material Licensing Branch. 84/02/13. 2pp, 25032:20 


— 8406190026 Application for Mat 1/By pr od uc t License 14-19990-01MD f 
new pharmacy in Des Moines- IA. 

DESANTIS- N. Nuclear Pharmacy- Inc. 82/02/25. 66pp. 25032:20 


8406190011 Further response to FOIA request for records re allegati 
concerning Bahnson Co. App C documents available in PDR. 

Search for addl documentation continuing. 

FELTON- J. M. Division of Rules and Records. 04/05/08. ESPINOSA, 
Hale, Russell it Gray. 3pp. 25034: 194. 


— 8311100374 Discusses concerns re adequacy of safety-related HVAC 
components supplied for installation in nuclear power 
plants & GA program deficiencies identified during 820907-10 
insp . 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement, 83/10/19. BROWN- J. T. Bahnson Co., Inc. (subs, i 
Hillman Coal it Coke Co. ). Ip. 25034:256. 


— 8406190017 Rev 3 to "HVAC Addendum A, QA Requirements for Safety-R 
HVAC Ductwork it Equipment Not Within Scope of ASME Section 
III," Related info end. 

* Ebasco Services- Inc. (subs, of Enserch Corp. ). 7^/07/26. 

40pp. 25034:216. 


6190013 FOIA request for all physical ®. safeguards insp repts from 
979 to present at UCLA. Univ of Wash ing ton. Univ of Florida, 
irginia Polytechnic Inst & Iowa State Univ. 

FTERGOOD, S. Committee to Bridge the Gap. 84/03/24 Office of 

dmini s trati on. 1 p 25029:325. 24X Fic he : 50-000, 84/03/24, 

406190013. 


6190020 Partial response to FOIA request for all physical security t>. 
afeguards insp repts from 1979 to present for UCLA, Univs of 
ashington & FI or l da, Vir g i n i a Polytechnic Inst & Iowa State 
liv. Info partially withheld (ref FOIA Exemption 4). 

ELTON, J. M. Division of Rules and Records. 84/05/08. AFTERGOOD, S. 
ammittee to Bridge the Gap 3pp. 25029:326. 24X 

iche: 50-000, 84/05/08, B406190020. 


V06190023 IE Safeguards Insp Rept 50-124/84-01 on 810504. No 
none omp 1 iance noted. Major areas inspected ; security plan., 
or gan i za t i on, ph y s i cal barriers, access c ontro 1, alarm 
stations, communications & test ing . Port i ons deleted. 

HALL, B L. , MCGUIRE, D. R. Region 2, Office of Director. 81/06/15. 
4pp. 25029:335. 24X Fi ch e : 50-000, 84/05/08, 8406190020. 


►06190027 IE Safeguards Insp Rept 50-124/83-01 on 831128-29. No 
violations or deviations i d ent i f i ed. Ma j or areas inspected: 
security p lan, protec ti on of SNM, security or gan i zati on, 
survei 1 lance, access control & alarm sys. Portions deleted. 

HALL, B. L. , MCGUIRE, D. R. Region 2, Office of Director. 83/12/20. 
5pp. 25029:341. 24X Fich e: 50-000, 84/05/08, 8406190020. 


06190G2B IE Safeguards Insp Repts 50-083/82-01 & 70-1068/82-01 on 
820729-31. No nocompliance noted. Major areas inspected: 
security p lan, organi zation, access controls, records & repts, 
testing & maint, locks & ke y s. Port i ons deleted. 

MOORE, D. E. , MCGUIRE, D. R. Region 2, Office of Director. 
70-1068/82-01. 84/07/19. 6pp. 25029:348. 24X 

Fiche: 50-000, 84/05/08, 8406190020. 


190031 FOIA request for seven documents referenced in 
REG/CR-2728, "Interim Reliability Evaluation Program 
ocedures Guide, " dtd Jan 1983. 

OLLY, S. C. Union of Concerned Scientists. 84/03/29. FELTON, J. M. 
vision of Rules and Records. 2pp. 25027:269. 


190034 Responds to FOIA request for seven documents referenced in 
REG/CR-2728, "Interim Reliability Evaluation Program 
ocedures Guide," dtd Jan 1 983. Forward s App A documents, 
currents also available in PDR. 

-TON, J. M. Division of Rules and Records 84/04/25. SHOLLY, S. 
ion of Concerned Scientists. 2pp. 25027:271. 


D6190038 EGG— EA-5887 

"Generic Data Base for Data & Models Chapter of Natl 
Reliability Evaluation Program (NREP) Guide," interim rept. 

3BWALD, A. J. , GENTILLON, C. D. , MATTHEWS, S. D. EG&G, Inc. FIN A-6317. 
82/06/30. JOHNSON, J. W. Division of Risk Analysis & Operations 
(post 840429). 29pp. 25027:273. 


36190043 UCRL-79269 

'IMPORTANCE Computer Code, " paper prepared for American Inst 
if Chemical Engineers 83rd natl meeting in Houston, TX in 
lar 1977. 

_AMBERT , H E. , GILMAN, F. M. Lawrence Livermore Laboratory. 
T7/03/14. 37pp. 25027:302. 


L90049 FOIA request for recent task action plans for Unresolved 
*ety Issues A-l, 3, 4, 5, 17, 40, 43, 44, 45, 46, 47, 48 U 49. 

3LLY, S. C. Union of Concerned Scientists. 84/03/29. FELTON, J. M. 
vision of Rules and Records. 2pp. 25036:065. 


.90073 Responds to FOIA request for task action plans for 
'esolved Safety Issues A-l , 3, 4, 5, 1 7, 40, 43, 44, 45, 46, 47, 48 & 
Forwards plans. Documents also available in PDR. 

.TON, J. M. Division of Rules and Records. 84/04/24. SHOLLY, S. 
.on of Concerned Scientists. Ip. 25036:067, 


►6190080 Task Action Plan A-l: "Water Hammer. " 

iERKX Z, A. W. , KNIEL, K. Generic Issues Branch. 84/04/24. 10pp. 

15036: 068. 


>6190087 Rev 2 to Task Action Plans A-3, A-4 & A-5: "West inghouse, C-E 
- B&W Steam Generator Tube Integrity. " 

ITROSNIDER, J. , ALMETER, F. , STROSNIDER, J. NRC - No Detailed 
iffiliation Given. 79/08/31. Upp. 25036:078, 


6190094 Task Action Plan A-17: "Sys Interactions In Nuclear Power 
lants. " 

HATCHER, D. , KNIEL, K. Generic Issues Branch. 84/03/31. 4pp. 
5036: 089. 


— 8406190099 Task Action Plan A-40' "Seismic Design Criteria. " 

KNIGHT, J P Assistant Director for Comp. & Structures Engir 
(Post 830201). SHAUKAT , S. K , KNIEL, K. Generic Issues Branc 
84/03/31. 9pp. 25036: 130 


— 8406190103 Task Action Plan A-43: "Containment Emergency Sump 
Per f ormanc e. " 

SERKI 7, A. W. , KNIEL, K. Generic Issues Branch. 84/04/24. Id 
25036 139 


— 8406190111 Task Action Plan A-44 : "Station Blackout. " 

RUBIN, A M , KNIEL, K. Generic Issues Branch. EARANOWSKY, P. k 
Reactor Risk Branch. 84/03/31. 16pp. 25036:155. 


— 8406190114 Rev 3 to Task Action Plan A-45. "Shutdown DHR Requi 
MARCHESE, A. R. , KNIEL, K. Generic Issues Branch. 84/03/31. 
25036: 171. 


— 8406190119 Task Action Plan A-46: "Seismic Qualification of Eq 
in Operating Plants. " 

CHANG, T Y. , KNIEL, K Generic Issues Branch 84/03/31. 14p 

25036:209. 


— 8406190122 Task Action Plan A-47 : "Safety Implications of Cont 
SZUKIEWICZ, A. J. , KNIEL, K. Generic Issues Branch. 84/04/3 0. 
25036: 223. 


— 8406190125 Rev 1 to Task Action Plan A-48: "Hydrogen Control M 
Effects of Hydrogen Burns on Safety Equipment. " 

SU, T. M. , KNIEL, K. Generic Issues Branch. 84/03/31. 28pp. 

25036: 248. 


— B406190130 Rev 2 to Task Action Plan A-49: "Pressurized Therma 
WOODS, R , KNIEL, K. Generic Issues Branch. 84/03/31. 37pp. 

25036: 276 


8406210066 FOIA request for all Ofc of Investigation (01) 
investigations, comp 1 eted 8t ongoing, 01 auditor repts & sys 
turnover, complete & ongoing. 

BROSIUS, E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. 2pp. 25091:093. 24X Fi c h e : 50-482, 84/04/ 13, 

8406210066. 


8406210076 Partial response to FOIA request for all Ofc of 
Investigation (DI) i nvest i ga t i on s, c omp 1 e ted & ongoing, 01 
auditor repts & sys turnover , c omp 1 ete & ongoing. App A 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/23. BRQSIU 
Nuclear Awareness Network. 2pp. 25091:095 24X 

Fiche: 50-482, 84/05/23, 8406210076. 


8406210104 FOIA request for license & device registration sheets 
neutron level sys distributed by Fisher Controls Inti. 

AXELROD, L. R. Kay-Ray, Inc. 84/05/02. SMIDTH, P. Region 3, 0 
of Director. Ip. 25091:076. 


8406210108 Response to FOIA request for license & device registr 
sheets for neutron level sys distributed by Fisher Controls 
Inti of Marshalltown, IA. Forwards documents. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/15. AXELRO 
Kay-Ray, Inc. Ip 25091:077. 


— 8406210112 Matl/Byproduct License 14-20400-01 authorizing use 
350 mC i Am-241 sealed source in Monsanto Model NBS-1 neutron 
backscatter level detector. 

MEYER, R. Region 3, Office of Director. 83/08/05. 2pp. 
25091: 078. 


— 8406210115 Amend 1 to Matl/Byproduct License 14-20400-01, c hang 
Conditions 13 & 14 re installation or removal of sealed 
sources & addition of Condition 16 requiring that sealed 
sources containing licensed matl not be opened. 

MEYER, R, Region 3, Office of Director. 84/01/31. Ip. 250 


— 8406210128 Amend 2 to Matl/Byproduct License 14-20400-01, c hang 
Condition 12 by authorizing use of licensed matl by, or under 
supervision of , DL Bresin, B Gotthardt or J Engnew. 

MEYER, R. Region 3, Office of Director. 84/03/09. 5pp. 
25091: 081. 


8406210133 FOIA request for documents re WR Grace & Co licensing 
history for 540101-750122. 

VAN DYKEN, G. Affiliation Not Assigned. 84/02/04. Office o 
Administration. Ip. 25092:001. 


i 
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6210135 Responds to FOIA request for documents re WR Grace & Co 
icensing history for 540 101-750122. Fqrwards App A 
ocuments. Remaining documents will be transmitted when 
aniti zed. 

QMS, N. Division of Rules and Records. 84/04/11. VAN DYKEN, G. 
ffiliation Not Assigned. 7pp. 25092:002. 


406210140 Requests permission for Oak Ridge Associated Univs to 
perform radiological surveys to detect residual onsite/ 
offsite c ontaminat i on left by AEC licensees previously 
located in Wayne, NJ. 

HAYNES. R. C. Region 1, Office of Director. 84/04/11. 
Affiliation Not Assigned. 2pp. 25092:015. 


1406210155 Ack receipt of ltr. Requests Oak Ridge survey. 

OTTILIO.C. J. V. Qttilio & Sons. 82/07/07. KINNEMAN, J. Region 1, 
Office of Director. Ip. 25092:022. 


1406210160 Advises that LF Friedman will be in area 820804 for testing 
of well water. Detai Is for arranging insp provided 
KINNEMAN, J. D. Region 1, Office of Director. 82/08/02. 

ARMSTRONG, W. Affiliation Not Assigned. Ip. 25092:054. 


(406210167 Responds to 820517 telcon w/K Abraham re testing of 
well water. Permission to sample recipient well water 
requested. 

KINNEMAN, J D. Region 1, Office of Director. 82/08/04. 
ARMSTRONG, W. Af f i 1 iat i on No t As s i gned . Ip. 25092:055. 


1406210173 Responds to ML Bouquard & Congressman Roe 820810 ltr re 
expanded radiation survey of Wayne Township area. DOE will 
include WR Grace/Rare Earths, Inc in formerly utilized action 
program. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/00/27. BOUQUARD, M. L. House of Rep. 4pp. 25092:079. 


1406210182 Responds to RA Roe & Congresswoman Bouquard 820810 ltr to 
Chairman Palladino re expanded radiation survey of Wayne 
Township area. DOE will include WR Grace/Rare Earths, Inc in 
formerly utilized action program. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/08/27. House of Rep. Ip 25092:088. 


1406210186 Forwards draft survey rept on Sheffield Brook in Wayne, NJ 
W/o rept News articles end. 

BERGER. J. D. Oak Ridge Associated Univs. 82/09/23. CROW, B. 
Division of Fuel Cycle & Material Safety. 6pp. 25092:090. 


1406210190 Responds to F Fitzpatrick 820823 ltr re thorium 
contamination found near railroad siding in Pequannock 
Township Based on NRC surveys, thorium contaminat i on not 
hazardous to residents of Pequannock Township. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/09/29. COURTER, J. House of Rep. 2pp. 25092:112. 


1406210195 Forwards Itrs to property owners in Wayne. NJ area providing 
results of analysis of well water. W/o ltrs. News articles 
end. 

BERGER, J. D. Oak Ridge Associated Univs. 82/09/30. CROW, W. 

Division of Fuel Cycle 8 < Material Safety. 3pp. 25092:115. 


1406210199 Forwards "Radiological Survey of Sheffield Broo k , Way ne, NJ, 
final rept, Oct 1982. Measurements of WR Grace & Co property 
in Wayne, NJ will be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. SGL 
Industries. Ip. 25092: 142. 


(406210206 Forwards "Radiological Surveys of Sheffield Brook," final 
rept. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. MORAN, E. J. 
Affiliation Not Assigned. Ip. 25092: 143. 


1406210211 Forwards "Radiological Surveys of Sheffield Brook," final 
rept. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

YASCENSEK, G. Affiliation Not Assigned. Ip. 25092:144. 


1406210215 Forwards "Radi olog ical Surveys of Sheffield Brook, " Final 
rept. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

Willowbrook Nursing Home, Wayne, NJ. Ip. 25092:145. 


1406210222 Forwards "Radiological Surveys of Sheffield Brook," final 
rept. Measurements of WR Grace & Co property in Wayne, NJ 
will be subj of separate rept. W/o end. 

KINNEMAN, J, D. Region 1, Office of Director. 82/10/27. STILL, E. 
Affiliation Not Assigned. Ip. 25092: 146. 


--8406210230 Forwards "Radiological Surveys of Sheffield Brook," f: 
rept. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o encl. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 

DOOLEY, J. J Affiliation Not Assigned. Ip. 25092:147. 


— 8406210236 Addresses issues identified in M Resnikoff 820912 ltr 
Mayor of Wayne, NJ re WR Grace 8 < Co property it surrounding 
area in Wayne, NJ. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
82/10/26 ROE, R.A. House of Rep. 2pp. 25092:148. 


— 8406210244 Forwards "Rad i o 1 og i ca 1 Surveys of Sheffield Brook," fi 
rept. Measurements of WR Grace 8< Co property in Wayne, NJ will 
be subj of separate rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29. 
LIEBERMAN, K. Affiliation Not Assigned. Ip. 25092:260. 


--8406210249 Forwards "Radiological Surveys of Sheffield Brook," fi 
rept. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o encl. 

KINNEMAN- J. D. Region 1, Office of Director. 82/10/29. FREEM/ 
Affiliation Not Assigned. Ip. 25092:261. 


— 8406210255 Forwards "Rad i o I o g i ca 1 Surveys of Sheffield Brook,” fi 
rep t. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o encl. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29. 

ROBINSON, J. Affiliation Not Assigned. Ip. 25092:262. 


— 8406210263 Forwards "Radiological Surveys of Sheffield Brook," fi 
rep t. Measurements of WR Grace & Co property in Wayne, NJ will 
be subj of separate rept. W/o encl. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/29. VAN 
DYKEN, G. Affiliation Not Assigned. Ip. 25092:263. 


— 8406210267 Ack receipt of 821112 ltr re "Radiological Survey Repl 
Sheffield Brook, Way ne, NJ. " Site considered for inclusion 
in DOE formerly utilized sites program, per 820421 ltr. 

MOTT, W. E. Energy, Dept. of. 82/11/30. PAGE, R. G. Uranium Fu« 
Licensing Branch. Ip. 25092:264. 


— 8406210269 Forwards Resolution 162 of 1983 adopted by Municipal C 
of Township of Wayne, 830706. W/o encl. 

O'BRIEN, J. R, Wayne, NJ. 83/07/08. NRC - No Detailed 

Affiliation Given. Ip. 25092:265. 


— 8406210274 Forwards "Radiological Survey of Sheffield Brook, Wayne 
W/o encl. 

KINNEMAN, J. D. Region 1, Office of Director. 83/05/27. 
LINDERBERG, B. Weichert Realtors. Ip. 25092:266. 


— 8406210278 Responds to 830610 ltr re investigation of WR Grace pT 
near Black Oak Ridge in Wayne, NJ. 

KINNEMAN, J. D. Region 1, Office of Director. 83/09/26. 
APFELBAUM, R. Expert Concrete Pumping Co. Ip. 25092:267. 


— 8406210282 Forwards info re one-c omp onet chemical grout, that wher 
injected into ground at low pressure, reacts w/water or 
moisture to form solid, inert barrier to water & chemical 
penetration. 

APFELBAUM, R. Expert Concrete Pumping Co. 83/06/10. KINNEMAN, 
Region 1, Office of Director. 12pp. 25092:268. 


— 8406210286 Forwards Resolution 179 of 1983 adopted by Municipal C 
of Township of Wayne at 830B17 meeting. Resolution opposes 
temporary storage of thorium in Wayne, NJ. 

O'BRIEN, J R. Wayne, NJ. 22818. 83/08/19. NRC - No Detail* 

Affiliation Given. 5pp. 25092:280. 


— 8406210291 Forwards "Radiological Survey of Sheffield Brook, Wayn« 
W/o encl. 

KINNEMAN, J. D. Region 1, Office of Director. 83/05/27. KAMDAF 
Affiliation Not Assigned. Ip. 25092:285. 


— 8406210296 Discusses K Rinzler 830503 telcon to G Page re licensi 
requirements, inc lud ing remedial actions it proposed 
alternatives, for Prompton Plains, NJ .thorium site. 

CUNNINGHAM, R. E. Division of Fuel Cycle it Material Safety. 
83/05/06. DAVIS, J. G. Office of Nuclear Material Safety & 
Safeguards, Director. 2pp. 25092:286. 


— 8406210300 Forwards "Radiological Surveys of WR Grace it Co Propel 
Wayne, NJ, " W/o rept. Related info encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
83/02/10. VAN DYKEN, G. Affiliation No* 


NONDOCKETED ITEMS 


406210303 Forwards "Radiological Surveys of WR Grace it Co Property. 
'Wayne. NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering t. Technical Programs. 
83/02/22. VAN ABS, D. Affiliation Not Assigned lp 2 5092:308. 


406210306 Forwards "Radiological Surveys of WR Grace S< Co Property. 
Wa»yne,NJ. " W/o encl. 

KINNEMAN. J. D. Region 1. Office of Director 83/02/07. COLLINS, E. 
Electronucleonics, Inc lp. 25092 309. 


406210308 Forwards "Rad i o 1 o g i ca 1 Surveys of WR Grace & Co Property, 
Wayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
83/02/07. ORR, J. Duraturf Landscaping. lp. 25092:310. 


*06210310 Forwards final rept, "Rad i o 1 og i ca 1 Survey of WR Grace it Co 
Property , Way ne, NJ, “ dtd Oct 1982. W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
83/02/01. SOULE, C. D. Delaware Otsego System lp. 25092:311. 


^6210329 Forwards final rept, “Radiological Survey of WR Grace & Co 
Property , Wayne, NJ, " dtd Oct 1982. W/o encl. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
83/02/01. KUEHM, G. Affiliation Not Assigned. lp. 25092:312. 


06210351 Forwards Oct 1982 final rept, "Rad i o 1 og i ca 1 Survey of WR 
Grace it Co Property , Wayne. NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs 
83/02/01. MONTEFERRARIO Bergen/Passaic Transport. lp. 

25092: 313. 


06210354 Forwards "Rad i o 1 o g i ca 1 Surveys of WR Grace & Co Property, 
Wayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
83/02/10. PERKEL, G. Affiliation Not Assigned lp. 25092:314. 


06210362 Forwards “Rad i o lg i cal Surveys of WR Grace St Co Property, 
Wayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
B3/02/01 . LIEBERMAN, K. Affiliation Not Assigned. lp. 25092:315. 


06210366 Forwards final rept, "Radiological Survey of WR Grace it Co 
Property, Wayne, NJ, " dtd Oct 1982. W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
33/02/01. OTTILIQ, C. J. V Ott i 1 i o it Sons . lp. 25092:316. 


36210372 Forwards "Rad i o 1 o g i ca 1 Surveys of WR Grace i>. Co Property, 
Jayne, NJ. 11 W/o encl. 

KINNEMAN, J. D. Division of Engineering & Technical Programs. 
33/02/01. YASCENSEK, G. Affiliation Not Assigned. lp. 25092:317. 


36210378 Forwards "Rad iolog ical Surveys of WR Grace it Co Property, 
Jayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
13/02/01. Willowbrook Nursing Home, Wayne, NJ. lp. 25092:318. 


36210381 Forwards "Rad i o log ical Surveys of WR Grace St Co Property, 
Jayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
13/02/01. STILL, E. Affiliation Not Assigned. lp. 25092:319. 


>6210387 Forwards Oct 1982 final rept, "Rad i o 1 og i ca 1 Survey of WR 
trace it Co Property, Wayne, NJ. " W/o encl. 

KINNEMAN, J. D. Division of Engineering it Technical Programs. 
13/02/01. KONCEY, M. Affiliation Not Assigned. lp. 25092:320. 


!10139 FOIA request for Std Form 98, "Notice of Intention to Make 
Contract it Response to Notice" it related documents re 
:Y— B4— 327 & A8B-84-352. 

.LO, J. Isham, Lincoln it Beale. 84/04/26. FELTON, J. Division of 
es and Records. lp. 25069:345. 


:10146 Responds to FOIA request for Std Form 98, "Notice of 
ention to Make Svc Contract & Response to Notice" it 
ated documents re SECY— 84— 327 & ASB— 84— 352. Forwards 
umen t. 

TON, J. M. Division of Rules and Records. 84/05/21. GALLO, J. 
am, Lincoln it Beale. 2pp. 25069:346. 


6210147 Notice of intention to make svc contract & response to 
otice re stenographic reporting svc for hearings as 

_ _ . . , ^ „ J k kits/' AriWl an r 1 


— 8406270128 Discusses proposed interim repair criteria for BWR [ 
Criteria based on assumption stated in Section 5 suitable, 
based upon assumption that performance demonstration will be 
developed i: implemented 

SHACK, W. J Argonne National Laboratory 83/09/26. LIAW, B. I 
Office of Nuclear Reactor Regulation, Director. 3pp. 25183: 


8406270143 FOIA request for documents re pipe cracking in BWRs. 
BELL, N. Nuclear Information it Resource Service. 84/01/04. 
of Administration. 2pp. 25183 294 


8406280515 Further response to FOIA request for all 1982 SECY pap 
be placed in PDR. SECY-82-221 & 82-466 placed in PDR. 

FELTON, J. M Division of Rules and Records. 84/05/30 WEISS, E 

Union of Concerned Scientists. lp. 25194.321. 


8406280517 Further response to FOIA request for all 1982 SECY pap 
be placed in PDR. SECY-B2-340, 84-384A & 82-483 available in 
PDR. SECY-82-340, 82-3S4A i> 82-483 release under other FOIA 
requests 

FELTON, J. M. Division of Rules and Records. 84/06/01. WEISS, E 
Union of Concerned Scientists. lp. 25194:323. 


B406280519 Responds to FOIA request for documents re level of rad 
exposure sustained by certain individuals working under 
contract to AEC at Tatom Salt Dome in 1964. No documents 
located. DOE may have records responsive to request. 

FELTON, J. M. Division of Rules and Records. 84/06/01. LEGG, L. 
Affiliation Not Assigned. lp. 25194:325. 


8406280520 FOIA request for documents re level of radiation expos 
sustained by certain individuals working under contract to 
AEC at Tatom Salt Dome in 1964. 

LEGG, L. Affiliation Not Assigned. 84/05/04. Region 4, Offi 

Director. lp. 25194:326. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mi d land . Forward s documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE,C. 
Kirkland it Ellis. 3pp. 25300:001. 


— 7911160166 Summary of 791031 site visit to observe sump screen 
deficiency. 

HOOD, D. Light Water Reactors Branch 4. BOX 13. 79/10/31. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. lp. 25402:2 


— 8402010403 Requests approval of encl Task Action Plan (TAP) Unr 
Safety Issue A-17, "Sys Interactions in Nuclear Power 
Plants," reflecting changes since 830616 plan. All div 
directors concurred w/revised TAP. Task 9 deleted. 

SPEIS, T, P. Division of Safety Technology. BOX 08. 84/01/09 

DENTON, H R. Office of Nuclear Reactor Regulation, Director. 
25352: 311. 


— 7901230081 Provides list of Branch open items: environ qualific 
of safety related equipment, main steam line break analysis, 
reactor cavity subcompartment analysis, purge supply it 
exhaust, external containment pressure analysis it leak tests 
PICKETT, D. Containment Systems Branch. BOX 13. 79/01/16. 

HOOD, D. Light Water Reactors Branch 4. 3pp. 25402:223. 


8406020112 Forwards proposed general rev to 10CFR50, App J, "Leak 
for Primary it Secondary Containments of Light Water Cooled 
Nuclear Power Plants. " Supports adoption of rev. Regulatory 
analysis & draft responses to CRGR charter encl. 

ARLOTTO, G. A, Division of Engineering Technology. 84/05/18. 
FRALEY, R. F. ACRS - Advisory Committee on Reactor Safeguards. 
24801: 025. 


— 8406020116 Expresses support for proposed rev to 10CFR50, App J 
containment leak rate tests. Questions implementation 
provisions re reliance on tailored revs to each plant 
Tech Specs. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/18, ARLOTTO, G. A. Division of 

Engineering Technology. lp. 24801:031. 


— 8406020121 Supports proposed rev to 10CFR50, App J re containmen 
rate tests. Notes potential controversy re elimination of low 
pressure testing, test duration St lack of ref std. Draft FR 
no ti c e, reo ul atoru analusis St other matl encl. 
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NONDOCKETED ITEMS 


-8406020132 Proposes accelerated action for selected proposed 
ruleraak ing s. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
82/06/16. MINOGUE, R. B. Office of Nuclear Regulatory Research. 
Director. 3pp. 24801:196. 

406040138 Forwards "Use of Past Earthquake Experience Data to Show 
Seismic Ruggedness of Certain Classes of Equipment in 
Nuclear Power Plants. " as part of seismic review program. 

WHITTIER. G. D Niagara Mohawk Power Corp. MN-84-93. 84/05/25. 

MILLER. J. R Operating Reactors Branch 3. Ip. 24795:300. 24X 

Fiche: 50-309. 84/05/25. 8406040138. 


1406040155 Forwards SER & Franklin Research Ctr technical evaluation 
rept re control of heavy loads. Guidelines of NUREG-0612 
satisfied. Phase I complete. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY. E. E. 

Carolina Power & Light Co. 2pp. 24805:301. 24X 

Fiche: 50-324, 84/05/18, 8406040155. 


—8406040161 Safety evaluation supporting licensee response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants." Guidelines satisfied. Phase I complete. 

* Office of Nuclear Reactor Regulation, Director. 84/05/18. Ip. 
24805:303. 24X Fiche: 50-324, 84/05/18. 8406040155. 


-8404250179 TER-C5506-340/341 

"Control of Heavy Loads, Brunswic k Units 1 St 2, " 
technical evaluation rept 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-S1-130. TAC 07976. 84/04/23. SINGH, A. NRC - No Detailed 

Affiliation Given. 28pp. 24805 304. 24X Fiche: 50-324, 84/05/18, 

8406040155. 


5406050071 Forwards summary of preliminary evaluation of pressurized 
thermal shock risks per JR Miller 831123 request. Util 
continuing to discuss possibility of sampling reactor vessel 
welds w/manufac turer. 

JONES, W.C. Omaha Public Power District. L1C-84-150. 84/05/30. 

MILLER, J. R. Operating Reactors Branch 3. 12pp. 24839:281. 24X 

Fiche: 50-285, 84/05/30, 8406050071. 


5406050231 Responds to NRC requests for addl info re reactor vessel 
pressurized thermal shoe k. Ap p 1 ication of improved 
normalization factor produced lower estimated fluence it 
critical weld shift values. Revised measurements end. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. MN-84-88. 84/06/01. 

MILLER, J. R. Operating Reactors Branch 3. 16pp. 24841:001. 24X 

Fiche: 50-309.84/06/01, 8406050231. 


5406060373 NUREG/CR-3700 

DECAY OF BUOYANCY DRIVEN STRATIFIED LAYERS WITH APPLICATION 
TO PRESSURIZED THERMAL SHOCK (PTS). 

THEOFANOUS, T. G. , NOURBAKHSH, H. P. , GHERSON, P. Purdue Univ. , West 
Lafayette, IN. FIN G-1047. NRC-G-04-83-003. 84/05/31. Division 

of Accident Evaluation. 214pp. 24669:022. 


3406060399 Requests explanation of why facility should operate in face 
of unresolved Generic Safety Issue A-46 re seismic 
qualif icat ion of equ ipment. Exp lanation should include 
present status of generic studies. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 507. 
81-453-03 OL. 84/06/05. KARMAN, M. Hearing Branch 1. Ip. 
24666:311. 24X Fi c h e: 50-482, 84/06/05, 8406060399. 


5406070230 Requests exemption from provisions authorizing utilization 
of alternative pipe break criteria employed in resolution 
of Generic Issue A-2, "Asymmetric Blowdown Loads on PWR 
Primary Sys. " 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-0088. 84/05/31. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 6pp. 24744:260. 24X Fi che: 50-000, 84/05/31 , 

8406070230. 


5406080053 Forwards SER & technical evaluation rept re review of 
control of heavy loads (Phase I ). Guidel ines of NUREG-0612 
satisfied it Phase I acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/25. STEWART, W. L. 

Virginia Electric it Power Co. 2pp. 24876:285. 24X 

Fiche: 50-338,84/05/25, 8406080053. 


—8406080056 SER re control of heavy loads - Phase I. Phase I acceptable. 
* Division of Licensing. 84/05/25. 2pp. 24876:287. 24X 

Fiche: 50-338, 84/05/25, 8406080053. 


34-06080175 Responds to 831117 request for integral neutron source data 
for evaluating 8c verifying flux reduction as part of 
pressurized thermal shock program. Cycle 10 data end. 

WILLIAMS, J. W. Florida Power it Light Co. L-84-150. 84/06/04. 

VARGA, S. A. Operating Reactors Branch 1. 11pp. 24858:228. 24X 


8406080253 Forwards safety evaluation on control of heavy loads. 
Guidelines of NUREG-0612, Sec t i on 5.1.1 & 5.3 satisfied. 

Franklin Research Ctr technical evaluation rept also encl. 
MILLER, J. R. Operating Reactors Branch 3. 84/05/22. JONES, W. C 

Omaha Public Power District. 2pp. 24897:247. 24X 

Fiche: 50-285, 84/05/22, 8406080253. 


— 8406080256 Safety evaluation re control of heavy loads, Phase I. 
accep tab 1 e. 

* NRC - No Detailed Affiliation Given. 84/05/22. 2pp. 
24897:249. 24X Fi c h e ; 50-285, 84/05/22, 8406080253. 


— 8406080266 TER-C5506-356 

Revised "Control of Heavy Loads (C-10),Fort Calhoun 
Station," technical evaluation rept. 

VOSBURY, F. , BOMBERGER, C. Franklin Institute/Franklin Researc 
Center. NRC-03-81-1 30. TAC 07991. 84/05/01. SINGH, A. NRC 

Detailed Affiliation Given. 30pp. 24897:251. 24X 
Fiche: 50-285, 84/05/22, 8406080253. 


8406080320 Forwards summary of status changes in resolution of 
unresolved safety issues in App C of SER (NUREG— 0887) . 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/31. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 24879: 104. 24X 

Fiche: 50-440, 84/05/31, 8406080320. 


8406140075 Forwards results of review of postulated pressure it te 
histories for 180 overcooling transient scenarios. Results 
being reviewed as part of Task Action Plan A— 49, 

"Pressurized Thermal Shock." 

SHOTKIN, L. M. Reactor Systems Research Branch. 84/06/05. 

BAILEY, I. K. Record Services Branch (Document Control Desk). 2 
24937: 140. 24X Fiche: 50-261 , 84/06/05, 8406140075. 


8406140084 Forwards SER demonstrating that requirements set forth 
NUREG-0737, Item II. K. 2. 13, " Th erma 1 -Mec han i c a 1 Rept" 

satisfi ed. Conclusions based on findings re Unresolved Safety 
Issue A-49, "Pressurized Thermal Shock." 

STOLZ. J. F. Operating Reactors Branch 4. 84/06/05. HUKILL, H. D 

General Public Utilities - GPU Service Corp. 13pp. 24939:329. 

Fiche: 50-289, 84/06/05, 8406140084. 


8406140130 Responds to 830519 ltr re NUREG-0612 issue of longitud 
stiffner it trolley bumper de f i c i enc i es. Desi gn of intake 
structure crane ver i f i ed. Tro 1 1 ey bumpers will be added & 
inservice tests proposed. Des ign analysis encl. 

UESTAFER, G. R. Florida Power Corp. 3F0684-03. 84/06/11. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 1 
24932:151. 24X Fi c h e : 50-302, 84/06/ 1 1 , 8406140130. 


8406140293 Notification of Research Review Group 840613 meeting i 
Bethesda, MD to discuss preliminary results of ORNL/INEL/ 
LASL/BNL analysis of pressurized thermal shock likelihood 
based on Oconee-1. 

JOHNSON, C. Reactor Risk Branch. 84/06/01. BURDICK, G. R. Reac 
Risk Branch. 4pp. 24939:355. 


8406150087 Forwards "Control of Heavy Loads - Phase II, Northern S 
Power Co, Prairie Island Nuclear Generating Plant Units 1 & 

2, " draft technical evaluation rept. 

MILLER, J. R, Operating Reactors Branch 3. 84/05/31. MUSOLF, D. 

Northern States Power Co. 2pp. 24960:261. 24X 

Fiche: 50-282, 84/05/31, 8406150087. 


— 8405210405 TER-C5506-469/470 DR 

Draft technical evaluation rept, "Control of Heavy loads 
Phase II, Northern States Power Co, Prairie Island Nuclear 
Generating Plant,Units 1 2. 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-81-1 30. TAC 52260. 84/05/08. SINGH, A. NRC - No Det 

Affiliation Given. 24pp. 24960:263. 24X Fiche: 50-282, 84/05 

8406150087. 


8406180003 Forwards safety evaluation re NUREG-0737, Item II. K. 2.1 
"Thermal-Mechanical Rept. " Info adequately demonstrates 
reasonable assurance that vessel integrity maintained. Items 
related to Unresolved Safety Issues A-49 it A-45 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. STEWART, W 

Virginia Electric it Power Co. 11pp. 25023:311. 24X 

Fiche: 50-338,84/06/05, 8406180003. 


8406180006 Forwards safety evaluatioh re NUREG-0737, Item II. K. 2. 1 
"Thermal-Mechanical Rept. " Info adequately demonstrates that 
vessel integrity maintained. Item it Unresolved Safety Issues 
A-49 it A-45 complete. 

MILLER, U. R. Operating Reactors Branch 3. 84/06/05. JONES, W. C 

Omaha Public Power District. 11pp. 25023:300. 24X 

Fiche: 50-^285, 84/06/05, 8406180006. 


NONDOCKETED ITEMS 


— 8406190130 Rev 2 to Task Action Plan A-49: ‘’Pressurized Thermal SI 
WOODS, R. i KNIEL, K. Generic Issues Branch. 84/03/31 37pp 
25036:276 


009 Forwards safety evaluation re NUREG-0737, Item II. K 2. 13, 
ma 1-Mec hanical Rept. " Info adequately demonstrates that 
1 integrity maintained. Item related to Unresolved 
y Issues A-45 & A-49 complete. 

R, J. R. Operating Reactors Branch 3. 84/06/05. WITHERS-B.D. 

and General Electric Co. llpp 25023:289 24X 

: 50-344, 84/06/05, 8406180009. 


115 Forwards interim response to 840306 ltr re control of heavy 
Ongoing test/insp program established consistent 
Lcle 5.3 of ANSI N14. 6-1978. Fol lowup response expected 
3831. 

\LL, J. R. Arkansas Power Light Co 0CAN0684O2. 84/06/08. 

J. F. Operating Reactors Branch 4. MILLER, J. R. Operating 
its Branch 3. 6pp. 24967:305. 24X Fi c h e : 50-313, 84/06/08, 

30115. 


.91 Forwards SER re NUREG-0737, Item II.K. 2. 13, “Thermal- 
lical Rept. " Info demonstrates vessel integrity 
lined. Results based on findings related to Unresolved 
Issues A-49 & A-45. 

(FIELD, D. Operating Reactors Branch 5. LS05-84-06-020. 

13. KOBER, R. W. Rochester Gas & Electric Corp. 12pp. 
262. 24X Fiche: 50-244, 84/06/13, 8406180191. 


96 Forwards SER re NUREG-0737, Item II.K. 2. 13, "Thermal- 
ical Rept." Info demonstrates vessel integrity 
ined. Results based on findings related to Unresolved 
Issues A-49 Sc A-45. 

FIELD, D. Operating Reactors Branch 5. LS05-84-06-019. 

13. COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 12pp. 
245. 24 X Fiche: 50-213, 84/06/13, 8406180196. 


33 Forwards safety evaluation re licensee response to NUREG- 
tem II.K. 2. 13, "Thermal-Mechanical Rept. ” Info 
trates reasonable assurance that vessel integrity 
ined. I tern c losed. 

r IELD, D. Operating Reactors Branch 5. LS05-84-06-017. 

13. VANDEWALLE, D. J. Consumers Power Co. 12pp. 24963:001. 

Che: 50-255, 84/06/13, 8406180233. 


20 Informs that review of NUREG-0737, Item II.K. 2. 13, "Thermal- 

Leal Rept, " completed. Info adequately demonstrates 

»ssel integrity maintained based on Unresolved Safety 

V-49 findings re pressurized thermal shock. 

r IELD, D. Operating Reactors Branch 5. LS05-84-06-018. 

L3. KAY, J. A. Yankee Atomic Electric Co. 12pp. 24962:026. 

:he: 50-029, 84/06/13, 8406180320. 


>5 Forwards safety evaluation of licensee response to NUREG- 
?em II.K. 2. 13, "Therma 1-Mechanical Rept." Response 
ib 1 ©. Find ing s studied as subset of Unresolved Safety 
A— 45, "DHR" & A— 49, "Pressurized Thermal Shock. " 

'IELD, D. Operating Reactors Branch 5. LS05-84-06-0 16. 

3. BASKIN, K. P. Southern California Edison Co. 3pp. 

55. 24 X Fiche: 50-206, 84/06/13, 8406180365. 


■9 FQIA request for recent task action plans for Unresolved 
Issues A-l, 3, 4, 5, 17, 40, 43. 44, 45, 46, 47, 48 S< 49. 

S. C. Union of Concerned Scientists. 84/03/29. FELTON, J. M. 
n of Rules and Records. 2pp. 25036:065. 


3 Responds to FOIA request for task action plans for 
ved Safety Issues A-l , 3, 4, 5, 17, 40, 43, 44, 45, 46, 47, 48 S< 
ards p Ians. Documents also available in PDR. 

J. M. Division of Rules and Records. 84/04/24. SHOLLY, S. 
f Concerned Scientists. Ip. 25036:067. 


125 Rev 1 to Task Action Plan A-48: "Hydrogen Control Measures & 
ts of Hydrogen Burns on Safety Equipment. " 

M. * KNIEL, K. Generic Issues Branch. 84/03/31. 28pp. 

: 248. 


114 Rev 3 to Task Action Plan A-45: "Shutdown DHR Requirements. " 
ESE, A. R. , KNIEL, K. Generic Issues Branch. 84/03/31. 38pp. 

: 171. 


Ill Task Action Plan A-44: "Station Blackout." 

, A. M. , KNIEL, K. Generic Issues Branch. BARANOWSKY, P. W. 
or Risk Branch. 84/03/31. 16pp. 25036:155. 


103 Task Action Plan A -43; "Containment Emergency Sump 
rmance. " 


— 8406190099 Task Action Plan A-40: "Seismic Design Criteria. " 

KNIGHT, J. P. Assistant Director for Comp. & Structures Engineer: 
(Post 830201). SHAUKAT, S. K , KNIEL, K. Generic Issues Branch 
84/03/31. 9pp 25036: 130. 


— 8406190119 Task Action Plan A-46: "Seismic Qua 1 i f i cat i on of Equipr 
in Operating Plants. " 

CHANG, T. Y. , KNIEL, K Generic Issues Branch. 84/03/31. 14pp. 

25036:209 


— 8406190087 Rev 2 to Task Action Plans A-3, A-4 & A-5: "West inghouse 
& B&W Steam Generator Tube Integrity. " 

STROSNIDER, J. , ALMETER, F. , STROSNIDER, J. NRC - No Detailed 
Affiliation Given. 79/08/31. Upp 25036:078. 


8406190094 Task Action Plan A— 17: "Sys Interactions In Nuclear Pou 
Plants. " 

THATCHER, D. , KNIEL, K. Generic Issues Branch. 84/03/31. 4pp. 
25036: 089. 


8406190122 Task Action Plan A— 47: "Safety Implications of Control 
SZUKIEWICZ, A. U. , KNIEL. K. Generic Issues Branch. 84/04/30 25 

25036: 223. 


8406190509 Forwards safety evaluation re NUREG-0737, I tern II. K. 2. 13, 
"Thermal-Mechanical Rept. " Info adequately demonstrates 
reasonable assurance that vessel integrity ma inta ined. I tem 
related to Unresolved Safety Issues A-45 & A-49 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. LUNDVALL, A. E 

Baltimore Gas & Electric Co. 11pp. 25037:346. 24X 

Fiche: 50-317, 84/06/05, 8406190509. 


8406200187 Suppls 831014 response to EG&G technical evaluation rept 
Recommendation 1 re special lifting devices, in response to 
NUREG-0612, Phase I. Six special lifting devices that may be 
excluded from ANSI N14. 6 requirements listed. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. DCL-84-227. 84/06/15. 
KNIGHTON, G. W. Licensing Branch 3. 36pp. 25046:313. 24X 
Fiche: 50-275, 84/06/15, 8406200187. 


8406200258 Forwards safety evaluation re licensee 830726 response to 
NUREG-0619, "BWR Feedwater Nozzle & CRD Return Line Nozzle 
Cracking. " Mods appropriate. Rerouting of reactor water 
cleanup sys unnecessary. 

VAS5ALLQ, D. B. Operating Reactors Branch 2. 84/05/29. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25051:241. 24X 

Fiche: 50-293, 84/05/29, 8406200258. 


— 8406200264 Safety evaluation supporting BWR feedwater & CRD return 
mods, per licensee 830726 response to NUREG-0619. Potent ia 1 
cracking in CRD nozzle eliminated. 

* Office of Nuclear Reactor Regulation, Director. 84/05/29. 3j 
25051:243. 24X Fic he : 50-293, 84/05/29, 8406200258. 


8406200317 Forwards engineering evaluation rept, "Adverse Sys 
Interaction w/Domestic Water Sys. " 

CINTULA, T. C. Reactor Operations Analysis Branch. AE0D/E412. 
84/05/25. SEYFRIT,K. V. Reactor Operations Analysis Branch. Ip. 
25051:124. 24X Fiche: 50-318, 84/05/25, 8406200317. 


— 8406200319 AEQD engineering evaluation rept, "Adverse Sys Interact! 
w/Domestic Water Sys." 

CINTULA, T. Director's Office. AE0D/E412. 84/05/25. 5pp. 

25051:125. 24X Fi ch e: 50-318, 84/05/25, 8406200317. 


8406200391 Forwards safety evaluation re licensee response to NUREG- 
0737, Item II.K. 2. 13, "Therma 1-Mechanical Rept." Info 
demonstrates reasonable assurance that vessel integrity 
maintained. Item closed. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. CROUSE, R. F 

Toledo Edison Co. 10pp. 25069:118. 24X Fiche: 50-346, 84/06/05, 

8406200391. 


8406200406 Forwards "Control of Heavy Loads - Phase 1 1, TVA, Browns Fer 
Nuclear Power Station Units 1, 2 Sc 3," draft technical 
evaluation rept re licensee response to NUREG-0612 St 801222 
generic ltr. Conference call planned within 4-5 wks. 

VASSALLQ, D. B. Operating Reactors Branch 2. 84/06/06. PARRIS, H. G. 


B 


NONDOCKETED ITEMS 


>6200440 Forwards safety evaluation re util response to NUREG-0737. 
tem II. K. 2-13, "Thermal-Mechanical Rept. " Info adequately 
emonstrates vessel integrity maintained NUREG-0737 
■equirements satisfied. Item complete. 

’ IVENBARK, G. W. Operating Reactors Branch 4. 84/06/06. TUCKER, H. B. 

>uke Power Co. 11pp. 25068:110. 24X Fic h e : 50-269, 84/06/06, 

1406200440. 


>6200455 Forwards safety evaluation re licensee response to 
IUREG-0737, Item II. K. 2. 13, " Th erma 1 -Mec han i ca 1 Rept." Info 

[emonstrates reasonable assurance that vessel integrity 
laintained. Item closed. 

[IVENBARK, 0. W. Operating Reactors Branch 4. 84/06/05. 

tODRIGUEZ, R- U. Sacramento Municipal Utility District. 10pp. 
>5066-340. 24X Fi che: 50-312, 84/06/05, 8406200455. 


>6200466 Forwards SER on NUREG-0737, Item II. K 2. 13, "Thermal- 
lechanical Rept" on effects of high pressure injection on 
'essel integrity for small-break LOCA w/no auxiliary 
! eedu/ater. Item complete. 

IILLER, J. R- Operating Reactors Branch 3. 84/06/11. MUSQLF, D. M. 

lorthern States Power Co. 1 1 p p - 25066:329. 24X 

‘iche: 50-282, 84/06/11, 8406200466. 


>6200477 Forwards safety evaluation re licensee response to 
IUREG-0737, Item II. K. 2. 13, "Thermal-Mechani cal Rept." Info 
emonstrates reasonable assurance that vessel integrity 
laintained. Item closed. 

! IVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. GRIFFIN, J. M. 

Arkansas Power St Light Co. llpp- 25065:346. 24X 

•iche: 50-313, 84/06/05, 8406200477. 


>6200483 Forwards safety evaluation re licensee response to 
IUREG-0737, Item II. K. 2. 13, "Therma I-Mec han i ca 1 Rept." Info 
emonstrates reasonable assurance that vessel integrity 
laintained. Item closed. 

[IVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. WILGUS, W. S. 

'lorida Power Corp. 10pp. 25065:317. 24X Fiche: 50-302, 84/06/05, 

1406200483. 


>6200550 Approves priority ranking of DROP for Generic Issue B-65, 
Iodine Spiking." Enel evaluation will be incorporated into 
IUREG-0933. 

>ENTON» H. R. Office of Nuclear Reactor Regulation, Director. 
14/06/05. MATTSON, R. J. Division of Systems Integration (post 
111005). 10pp. 25068: 168. 


>6210094 "Pressure Vessel Fluence Benchmark Ca lc ul ation s. " 
:AREW,U.F.< CQKINOS, D. M. , KOHUT, P. Brookhaven National Laboratory. 
’IN A-3387. BNL-NUREG-347 1 5 . 84/02/29. NRC - No Detailed 
iffiliation Given. 80pp. 25091:214. 


16210326 Forwards safety evaluation supporting NUREG-0737, 
tem II. K. 2. 13, "Thermal-Mec hani ca 1 Rept." Issues studied as 
ub-set of Unresolved Safety Issue A-49, "Pressuri zed 
hermal Shock." Vessel integrity adequately demonstrated. 

IILLER, J. R. Operating Reactors Branch 3. 84/06/06. RANDAZZA, U. B. 

laine Yankee Atomic Power Co. 9pp. 25069:205. 24X 

iche: 50-309, 84/06/06. 8406210326. 


6210438 Advises that util submittals re NUREG-0737, Item II, K. 2. 13, 
Thermal-Mechanical Rept, " adequately demonstrate vessel 
ntegrity. Safety evaluation encl. 

ILLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

ortheast Nuclear Energy Co. (subs, of Northeast Utilities). llpp. 
5100:306. 24X Fi ch e : 50-336, 84/06/1 1 , 8406210438. 


6210460 Advises that util submittals adequately demonstrate 
ssurance that vessel integrity maintained for NUREG-0737, 
tem II. K. 2. 13 event. Safety evaluation encl. 

ILLER, J. R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, J. W. 

lorida Power St Light Co. llpp. 25094:337. 24X 

iche: 50-000, 84/06/06, 8406210460. 


6210486 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal— 
echanical Rept." Info adequately demonstrates reasonable 
ssurance that vessel integrity maintained for II. K. 2. 13 
vent. Item complete. 

ILLER, U. R. Operating Reactors Branch 3. 84/06/06. FAY, C. W. 

isconsin Electric Power Co. llpp. 25093:345. 24X 

iche: 50-266, B4/06/06, 8406210486. 


6210575 Informs that review of response to control of heavy loads 
Phase I) comp leted. NUREG-0612 guidelines satisfied St issue 
cceptab le. Safety evaluation St technical evaluation rept 
ncl. 

ADOA. a A 


— 8406210578 Safety evaluation of licensee 801222 response to Phas 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants. " Phase I for facility acceptable. 

* NRC - No Detailed Affiliation Given. 84/05/29. 2pp. 
25093:034. 24X Fi c h e : 50-261 , 84/05/29, 8406210575. 


— 8406060029 "Control of Heavy Loads ( C- 1 0 ) , CP&L, HB Robinson Unit 
technical evaluation rept. 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 

NRC -03— 81-130 TAC 08080. 84/05/07. SINGH, A. NRC - No Deta 

Affiliation Given. 27pp. 25093:036. 24X Fiche: 50-261, 84/05/ 

8406210575. 


8406220199 Advises that evaluation of Unresolved Safety Issue A-2, 
"Assymetric Blowdown Loads on Reactor Primary Coolant Sys, " 
will be completed by 840901. Util will notify NRC on or by 
840915 of preferred method of resolution. 

G IESLER, C. W. Wisconsin Public Service Corp. NRC-84-104. 84/06 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 25087:315. 24X 

Fiche: 50-305, 84/06/18, 8406220199. 


8406230118 Summary of 840608 meeting w/BScW re proposed generic ltr 
A-43 re containment emergency sump St exploration of 
alternate means to target problem plants. No conclusions 
reached. 

SPEIS, T. P. Division of Safety Technology. 84/06/18. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25128:356 


8406230412 Discusses 840521 ltr expressing concerns St recommendati 
re Unresolved Safety Issue A-44, "Station Blackout." Changes 
will be included in NUREG-1032 St proposed reg guide. 

Unresolved Safety Issues A-45, B-23 St B-56 also discussed. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/06/15. EDELMAN, M. R. Atomic Industrial Forum. 4pp. 25128:0 


— 8406230422 Submits summary of concerns addressing Unresolved Saf 
Issue A-44, "Station Blackout. " Industry must review 
technical basis NRC used in developing requirements re 
rulemaking to modify GDC-17. 

EDELMAN, M. R. Atomic Industrial Forum. 84/05/21. DIRCKS, W. 
Office of the Executive Director for Operations. 4pp. 25128: 


8406250051 Forwards safety evaluation supporting NUREG-0737, Item 
II. K. 2. 13, " Thermal-Mechanical Rept." Issues studied as 
subset of Unresolved Safety Issue A-49, "Pressurized 
Thermal Shock. " Vessel integrity adequately demonstrated. 
KNIGHTON, G. W. Licensing Branch 3. 84/06/08. BASKIN, K. P. Sout 

California Edison Co. llpp. 25153:306. 24X Fiche: 50-361 , 84/06 

8406250051. 


8406250259 Forwards response to 840531 request for clarification o 
840515 response to 840409 request for info on control of 
heavy loads re verification of reactor vessel head & 
internals lifting rigs const. 

MCDONALD, R. P. Alabama Power Co. 84/06/18. VARGA, S. A. Office 

Nuclear Reactor Regulation, Director. 2pp. 25119: 175. 24X 

Fiche: 50-348, 84/06/18, 8406250259. 


8406250380 Agrees w/NRC 840614 filing re accep tab i 1 ity of plant 
operation St comments on Unresolved Safety Issue A-46 
concerning seismic qua 1 i f icat ion. A-46 inapplicable to plant. 
Related correspondence. 

SILBERG, U. E, Shaw, Pittman, Potts St Trowbridge. SILBERG, J. E. 
Kansas Gas St Electric Co. DSB 843. OL. 84/06/21. WOLFE, S. J. , 
ANDERSON, G. C. , PAXTON, H. C. Atomic Safety and Licensing Board Pai 
4pp. 25136:343. 24X Fiche: 50-482, 84/06/21, 8406250380. 


8406250394 Forwards safety evaluation supporting control of heavy 
Phase I. NUREG-0612 guidelines satisfied. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. LIU, L. 

Electric Light St Power Co. 2pp. 25138:204. 24X 

Fiche: 50-331, 84/06/12, 8406250394. 


— 8406250395 Safety evaluation supporting control of heavy loads P 
per NUREG-0612. 

* Office of Nuclear Reactor Regulation, Director. 84/06/12. 
25138: 206. 24X Fiche: 50-331, 84/06/12, 8406250394. 


— 8406040148 TER-C5506-352 

"Control of Heavy Loads (C-10),Iowa Electric Light St Power 
Co, Duane Arnold Energy Ctr, " technical evaluation rept. 

VQSBURY, F. W. Franklin Institute^Frankl in Research Center. 
NRC-03-81 — 130. TAC 07988. 84/05/30. SINGH, A. NRC - No Deta 

Affiliation Given. 31pp. 25138:208. 24X Fiche: 50-331, 84/06/ 
8406250394. 


n n .Fxt.ina Rejarfcni-ci Branch 1 R4/05/2«? IJTI FY. F P 


260077 Forwards safety evaluation re control of heavy loads 
base I). Review based on response to 801222 generic ltr on 
gntrol of Heavy Loads" it 840106 8< 0404 submittals, 
idelines of NUREG— 0612, Sec t i ons 5.1.1 it 5.3 satisfied. 

3SALL0, D. B. Operating Reactors Branch 2 84/06/06. PARR IS* H. G. 

inessee Valley Authority. 2pp. 25157 225. 24X 

-he: 50-259 j 84/06/06, 8406260077. 


>6260084 Safety evaluation supporting Phase I of control of heavy 
.oads. 

• Office of Nuclear Reactor Regulation, Director. 84/06/06. 2pp. 
25157:227. 24X Fi che: 50-259, 84/06/06, 8406260077. 


>3160371 TER— C5 506— 337/338/33 

Control of Heavy Loads ( C — 10) , Browns Ferry Nuclear Power 
tation Units 1,2 & 3," technical evaluation rept. 

OMBERGER, C. Franklin Institute/Franklin Research Center. 

RC— 03-8 1 — 1 30 TAC 07974. 84/03/14. SINGH, A. NRC - No Detailed 

ffiliation Given. 25pp. 25157:229. 24X Fi c h e : 50-259, 84/06/06, 

406260077. 


60515 Forwards draft technical evaluation rept, "Control of 
vy Loads-Phase II, " for review w/particular attention to 
icated open items. Comments it resolution of open items 
1 be discussed via conference telcon. 

3A, S. A. Operating Reactors Branch 1. 84/06/13. GIESLER.C.W. 

consin Public Service Corp. 2pp. 25158:180. 24X 

ie: 50-305, 84/06/13, 8406260515. 


3070064 TER— C5506-497 DRFT 

Control of Heavy Loads-Phase II, Kewaunee Nuclear Power 
Lant, " draft technical evaluation rept. 

\LTER, R. J. Franklin Institute/Franklin Research Center. 
IC-03-B1-130. TAC 52238. 84/05/21. NRC - No Detailed 

’filiation Given. 24pp. 25158: 182. 24X Fiche: 50-305, 84/06/13, 

>06260515. 


>0521 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
rmal-Mechanical Rept. " Adequate assurance of vessel 
grity provi ded. I tern under review re Unresolved Safety 
>es A— 49, “Pressurized Thermal Shock" it A-45, " DHR . " 

A, S. A. Operating Reactors Branch 1. 84/06/18. MCDONALD, R. P. 

ama Power Co. 11pp. 25158:169. 24X Fiche: 50-348, 84/06/18, 

260521. 


0532 Forwards safety evaluation re NUREG-0737, I tern II. K. 2. 13, 
rmal-Mechanical Rept. " Adequate assurance of vessel 
grity provided. Item under review re Unresolved Safety 
es A-49, "Pressurized Thermal Shock" it A-45, "DHR. " 

A, S. A. Operating Reactors Branch 1. 84/06/15. 0 'TOOLE, J. D. 

olidated Edison Co. of New York, Inc. Upp. 25158:156. 24X 

e: 50-247, 84/06/15. 8406260532. 


3536 Forwards safety evaluation re NUREG-0737, I tern II. K. 2. 13, 
rmal-Mechanical Rept. " Adequate assurance of vessel 
jrity provided. Item under review re Unresolved Safety 
as A-49, "Pressurized Thermal Shock" it A-45, "DHR." 

S. A. Operating Reactors Branch 1, 84/06/18. FARRAR, D. L. 

inweal t)i Edison Co. 11pp. 25158:140. 24X Fi c he : 50-295, 

b/18, 8406260536. 


)S38 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
mical Rept. " Info adequately demonstrates vessel 
jrity. Item complete. Item studied per Unresolved Safety 
i A-49, "Pressurized Thermal Shock" it A-45, "DHR. " 

V, B. A. Operating Reactors Branch 1. 84/06/15. CAREY, J. J, 

j-sne Light Co. 12pp. 25158:128 . 24X Fiche: 50-334, 84/06/15, 

260538. 


>544 Forwards "Control of Heavy Loads - Phase IX, Surry Power 
.on, Units 1 it 2," draft technical evaluation rept, 

-eview. Site visit expected in 30 days to resolve open 

t, 8. A. Operating Reactors Branch 1. 84/06/14. STEWART, W. L. 

nia Electric & Power Co. 2pp. 25158:056. 24X 

: 50-280,84/06/14, 0406260544. 


40286 TER -C 5506-508/ 509 DR 

ntrol of Heavy Loads-Phase II, Surry Power Station Units 
2, " draft technical evaluation rept. 

TER, R. J. Franklin Institute/Franklin Research Center. 
-03-81-130. TAC 52277. 84/05/14. SINGH, A. NRC - No Detailed 
iliation Given. 30pp. 25158:058. 24X Fiche: 50-280, 84/06/14, 
6260544. 


396 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
ma 1-Mechanical Rept. " Vessel integrity adequately 
ained. Item comp lete. Unresolved Safety Issues A-49 & 
re Item 1 1. K. 2. 13, near ing resolution. 

, S, A. Operating Reactors Branch 1. 84/06/18. UDERITZ,R.A. 

c Service Electric it Gas Co. of New Jersey. 12pp. 25103:304. 

iche: 50-272, 84/06/iq, 8406270396. 


8406280126 Forwards draft Rev 1 to NUREG-0897, "Containment Emerge 
Sump Performance: Technical Findings re Unresolved Safety 
Issue A— 43, as aid in completing studies of containment 
emergency sump performance. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/19. SPENCE, M. D. Te 

Utilities Electric Co. (formerly Texas Utilities Generating Co.) 
243pp. 25209:086. 24X F i c h e : 50-445, 84/06/ 19, 8406280 126. 


8406280143 Forwards safety evaluation re util response to NUREG-07 
Item II. K. 2 13, "Th erma 1-Mechani cal Rept." Vessel integrity 
assured. Review underway re Unresolved Safety Issues A-49, 
"Pressurized Thermal Shock" i A-45, “DHR." 

VARGA, S A. Operating Reactors Branch 1 84/06/15. BAYNE, J. P. 

Power Authority of the State of New York. 13pp. 25208:338. 24 

Fiche: 50-286. 84/06/15, 8406280143. 


8406280265 Forwards safety evaluation based on review of licensee 
submittals re NUREG-0737, Item II. K. 2. 13, "Thermal-Mechanical 
Rept. " Info adequately demonstrates reasonable assurance 
that vessel integrity maintained. 

VARGA, S, A. Operating Reactors Branch 1. 84/06/15. STEWART, W. L. 

Virginia Electric i Power Co. Upp. 25195:345. 24X 

Fiche: 50-280, 84/06/15, 8406280265. 


8406290081 Order reopening record to admit three listed exhibits Se 
on 840628. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 928. C 
84/06/27. 2 pp. 25197:181. 24X Fiche: 50-482, 84/06/27, 8406290081 


8406290249 Submits plans for resolution of asymmetric LOCA loads i* 
per Generic Ltr 84-04. Westinghouse mechanistic fracture 
evaluation & exemption request from GDC 4 requirements will 
be submitted by 840915. 

MUSOLF, D. Northern States Power Co. GL-84-04. 84/06/15. Off 

of Nuclear Reactor Regulation, Director. 2pp. 25196:231. 24X 

Fiche: 50-282,84/06/15, 8406290249. 


8406290327 Notification of CRGR Meeting 66 on 840711 in Bethesda, MI 
discuss plans to address pipe cracking it propose resolution 
of Unresolved Safety Issue A-43, "Containment Emergency Sump 
Performance. " 

STELLO, V. Committee to Review Generic Requirements. 84/06/27. 
EISENHUT, D. Office of Nuclear Reactor Regulation, Director. 
JORDAN, E. L. Director's Office, Office of Inspection and Enforces 
CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Saf eg uard s, Director. 2pp. 25205:289. 


I&E INSPECTION AND ENFORCEMENT 


8405010189 PNO-1 1 1-84-036: on 840425, patient received therapeutic 
radiation exposure of more than 50’/. prescribed dose. Caused 
by erroneous data from treatment planning sys computer. No 
adverse effects to patient noted. 

W IEDEMAN, D. G. , AXELSON, W. L. Region 3, Office of Director. 84/04 
lp. 24234:361. 


8405110123 EN— 84-028: on 840510, not ic e of violation & proposed 
imposition of civil penalties in amount of *60,000 to be 
issued to 1 i censee, bas ed on improper reactor shutdown on 
830706 in violation of Tech Specs it station procedures. 

FARRON, P. Director's Office, Office of Inspection and Enforcemen 
84/05/07. lp. 24440:001. 


8405230319 IE Info Notice 84-39, "Inadvertent Isolation of Containm 
Spray Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of 

York, Inc. 124pp. 24861:201. 24X Fi c h e : 50-000, 84/05/25, 8405230 


8405240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
Critical Facility. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/25. Consolidated Edison Co. of i 

York, Inc. 127pp. 24880:103. 24X Fi che: 50-000, 84/05/25, 8405240 


8405290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/30. Consolidated Edison Co. of I 

York, Inc. 122pp. 24879:342. 24X Fiche: 50-000, 84/05/30, 8405290: 


8406010423 IE Info Notice 84-41, "IGSCC in BWR Plants." Svc list en 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/01, Consolidated Edison Co. of I 

York, Inc. 100pp. 25050:244, 24X Fi ch e : 50-000, 84/06/01, 8406010- 


8406040268 P NO- 1 -84-048: on 840528, while at 4% indicated power, 
malf unctions in steam bypass valves caused valve closure. 
Injection of cold feedwater in response to decreased water 
level resulted in power transient above 5% power. 

JACOBS, R. , MCCABE, E. Region 1, Office of Director. 84/05/29. lj 
24794:361 24X Fi ch e: 50-388, 84/05/29, 8406040268. 


3406050012 IE Info Notice 84-42. "Equipment Availability for Conditions 
During Outages Not Covered by Tech Specs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/06/05. Consolidated Edison Co. of New 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000. 84/06/05. 8406050012. 


3406050059 PNQ-V-84-033: licensee positively identified origin of loose 
parts found in reactor vessel lower head area as upper 
threaded portions of three split pins used to align upper 
internals control rod guide tubes. Nuts not located. 

* Region 5. Office of Director. 84/05/30. Ip. 24839:347. 24X 

Fiche: 50-344, 84/05/30, 8406050059. 


8406050210 PNO- I -84-049: on 840530, two ECCS subsys declared inoperable 
based on X-ray on high head safety injection throttle 
va Ives, which showed disk back partially off stem. Shutdown 
begun. One-wk outage planned to make repairs. 

LINVILLE, J. , KISTER, H. , BRENNEMAN, F. Region 1, Office of Director. 
84/05/30. Ip. 24338:258 . 24X Fic h e: 50-31 1 , 84/05/30, 8406050210. 


8406050219 PNS- 1 -84-009: on 840526, med i c i ne bottle found belonging to 
guard along w/cellophane pouch containing cocaine. Individual 
relieved of duty until possession established. Guard must 
submit to fitness test or employment will be terminated. 

BAILEY, R. . KEIMIG, R. Region 1. Office of Director. 84/05/31. Ip. 
24840: 280. 24X Fiche: 50-272, 84/05/31, 8406050219. 


8406050350 IE Info Notice 84-43, "Storage it Handling of Opthalmic Beta 
Radiation Applicators." Svc list encl. 

©RACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 

92pp. 25050:032. 24X Fiche: 50-000, 84/06/07, 8406050350. 


8406050506 PNO-1 1 1-84-044: on 840530, while operating at 70% power, 
contaminated condensate storage tank water entered radwaste 
pump alley through seepage-type leak. Tank isolated. Pip ing 
will be h ydrostatical ly tested. Onsite well monitored. 

SPESSARD, R. , SHAFER, W. D. Region 3, Office of Director. 84/05/31. 
Ip. 24841:362. 24X Fi ch e: 50-155. 84/05/31 . 8406050506. 


8406060042 EN-83-4SA: on 840529, order imposing civil penalty in amount 
of *10,000 issued, mitigating *30,000 imposed by EN-83-048. 

Penalty based on inoperability of safety-related equipment 
in violation of Tech Specs. 

FARRON, P. , AXELRAD. J. Director's Office, Office of Inspection and 
Enforcement. 84/05/29. Ip. 24849:024. 24X Fiche: 50-409, 84/05/29, 

8406060042. 


8406060336 IE Info Notice 84-44, "Environ Qua 1 i f i cat ion Testing of 
Rockbestos Cables. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of New 

York, Inc. 120pp. 25049:273. 24X Fiche: 50-000, 84/06/08, 8406060336. 


8406070051 PNO-1 1 1-84-045: on 840515, IL state police hazardous matls 
officer detected radiation level of 1,600 millirad/h from 
truck. Radiation level caused by Cs-137 well logging source 
transported outside shielded shipping container. 

SRENIAWSKI, D. J. , AXELSQN, W. L. Region 3, Office of Director. 
84/06/01. Ip. 24747:161. 


8406070217 PNO- 1 1-84-033; on 840602, manual scram occurred following 
indications of high vibrations from main generator it flames 
from main generator bearing. Caused by b ear ing-to-ground 
short from damaged braided cable thermocouple. 

FREDERICKSON, P. , JULIAN, C. A. Region 2, Office of Director. 
84/06/04. lp. 24745:340. 24X Fiche: 50-327, 84/06/04, 8406070217. 


8406080173 IE Info Notice 84-46, "Circuit Breaker Position 
Verification." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/13. Consolidated Edison Co. of New 

York, Inc. 119pp. 25049:154. 24X Fiche: 50-000, 84/06/13, 8406080173. 


8406080176 IE Info Notice 84-45, "Reversed Differential Pressure 
Instrument Sensing Lines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/11. Consolidated Edison Co. of New 

York, Inc. 123pp. 25048:274. 24X Fiche: 50-000, 84/06/1 1, 8406080176. 


8406110311 EN-84— 032: on 840607, order to show cause & order temporarily 
suspending license issued , effective immediately. Action based 
on alleged violations re personnel exp osure, matl transport 
& survey equipment it procedures. 

FLACK, E. , AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement. 84/06/07. lp. 24070:337. 


8406110334 PNO— 1 1 1— 84— 046: on 840603, Util Workers Union of America voted 
to strike Detroit Edison Co. Plant in preoperational test 
phase w/const virtually complete. No violence or disruptions 
occurred. 

KNQP»R.C. , WARNICK, R. F. , NORELIUS, C. E. Region 3, Office of Director. 
84/06/05. lp. 24866:322. 24X Fiche : 50-341, 84/06/05, 84-061 10334. 


8406110352 EN-84-031 : on 840608, not i c e of violation it proposed 
imposition of civil penalties in amount of *40,000 to be 
i ssued . Ac tion based on misposition of Unit 2 containment 
spray recirculation valve. 

FARRON. P. , AXELRAD, J. Director's Office, Office of Inspection 
Enforcement. 84/06/05. lp. 24868:076. 24X Fi c h e : 50-369, 84/ < 

8406110352. 


8406120123 PNQ-TM 1-84-004 : F Standerfer will replace BK Kanga as 
director of integrated project organization in Aug 1984. 

MOSLAK, T. , GRANT, P. TMI Program Office. 84/06/07. lp. 2489( 
24X Fiche: 50-320,84/06/07,8406120123. 


8406120189 PNQ-TM 1-84-004: on 840607, util announced that BK Kanga, 
director of integrated project organization, wi 1 1 be replaced 
by F Standerfer. Standerfer served as assistant manager for 
defense & energy programs for DOE. 

MOSLAK, T. , GRANT, P. Region 1, Office of Director. 84/06/07. 
24888:130. 24X Fiche: 50-320, 84/06/07, 8406120189. 


8406120340 PN0-I-B4-050: on 840507-13, h ea 1 th physics technician r< 
radiation exposure of 20.79 rem to left hand. Region I 
provided w/written rept & Commonwealth of MA notified. 

Incident to be reviewed during forthcoming insp. 

ROWE, C. , KINNEMAN, J. Region 1, Office of Director. 84/06/01. 
24894: 343. 


8406120391 PN0-V-84-035: sma 1 1 tube leak observed in steam genera- 
E-08B. Licensee monitoring leakage rate to determine 
appropriate shutdown for repair. Refresher discussions 
established to enhance abilities in dealing w/tube rupture. 
JOHNSON, P. H. , CHAFFEE, A. Region 5, Office of Director. 84/06, 
lp. 24893:268. 24X Fich e: 50-361 , 84/06/01 , 8406120391 . 


8406120429 PNS-I-84-009A: on 840605, 1 i c ensee stated that guard foi 
w/controlled substance refused to take polygraph exam it drug 
ana lysi s. Guard terminated from employment on 840531. 

BAILEY, R. , KUSHNER, R. Region 1, Office of Director. 84/06/06. 
24891:001. 24X Fiche: 50-272, 84/06/06, 8406120429. 


B406120498 PNO-I V-84-009: on 840604, emp 1 oy ee of Gulf Nuclear, Inc 
received estimated 29 rem whole body exposure. Employee 
removed 20 Ci Ir-192 source. Source placed on work bench for 
wee kend . Exp osure levels will be checked. 

HEYER, R. S. Region 4, Office of Director. 84/06/06. lp. 248' 


8406120509 PNS-I-84-01 1 : on 840524, 1 i c ensee received anonymous phi 
calls to site control room re security records, names of 
workers whose records should be checked it workers banned 
from site presently working. Audit performed on all workers. 
DUNLAP, J. , KEIMIG, R. Region 1- Office of Director. 84/06/01. 
24892: 033. 24X Fiche: 50-247, 84/06/07, 8406120509. 


8406120518 PNS-1-84-010: on 840603, during security guard shift chi 
officer accidentally discharged pistol into clearing barrel. 
Officer used loaded clip to clear weapon. Round lodged 
safely in barrel. 

BAILEY, R. , KEIMIG, R. , MCCABE, E. Region 1, Office of Director. 
84/06/04. lp. 24891:094. 24X Fi c h e : 50-322, 84/06/04, 8406 1205 


8406120598 Final response to FOIA request for five categories of 
documents re Barnwell, SC it Beatty, NV low level radwaste 
disposal sites. Forwards App A documents. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWAR' 
Wisner & Schwarz. 3pp. 24915:299. 


— 8406120609 PNA-80-003: d ur ing 800115 meeting w/State of TX sena 
assistant manager of Ga 1 veston, TX, NRC learned that Todd 
Shipyards voluntarily shut down on 800116. 

KERR, G. W. , SCHNEIDER, K. N. NRC - No Detailed Affiliation Giv 
80/01/16. lp. 24915:316. 


— 8406120611 PNA-80-009: 1 ead container fell from conveyer belt ii 
Shipyard bldg where scintillation vials crushed. 

Contaminat ion tracked to ofcs & areas outside bldg. Worker 
thyroid tests from hosp negative. 

KERR, G. W. , BOLLING, L. A. NRC - No Detailed Affiliation Given 
80/02/14. lp. 24915:319. 


— 8406120621 PNA-80-009A: Todd Shipyards will be permanently clos 
contract e xp ires. Hi g hes t urinalysi,s of contaminated workers 
was approx IX max permissible body burden. Contaminant was 
Sr— 90. 

KERR, G, W. , BOLLING, L. A. NRC - No Detailed Affiliation Given 
80/02/15. lp. 24915:320. 


— 8406120613 PNA-80-015: on 800403, Todd Research it Development Di 
discrete radiation source containing contaminated trash & 
liquid scintillation. Radiation surveys disclosed levels of 
150 mR/h gamma it 2R/h beta at package surface. 

KERR, G. W. , LUBENAU, J. 0. NRC - No Detailed Affiliation Given 
80/04/23. lp. 24916:012. 


reurouuurvfcifcu ntMb 


120616 PNA-BO— 017: fire occurred at Todd Research & Development Div. 
lition source undetermined. Fire destroyed bldg where 
jms containing vials of liquid scintillation opened. No 
juries occurred. 

JR, G. W. , LUBENAU.J. 0 NRC - No Detailed Affiliation Given. 

'05/05. Ip. 24916: 013 


>138 EN-83-71B; on 840611- mod of 840130 order re specific 
itaminati on requirements plan it schedule issued, based on 
tsee & NRC negotiations. Licensee has withdrawn request 
earing 

E. , AXELRAD, J. Director's Office, Office of Inspection and 
cement. 04/06/11. Ip. 24913:107. 


315 IE Info Notice 84-47, “Environ Qual if ication Tests of 
rical Terminal Blocks. " Svc list encl. 

N, E. L. Division of Emergency Preparedness it Engineering 
nse (Post 830103). 84/06/15. Consolidated Edison Co. of New 

Inc. 122pp. 25049:033. 24X Fi c he : 50-000, 84/06/ 1 5, 8406130315. 


313 PNO— 1 1— 84— 034 : o n 840610, plant shut down due to steam leak on 
r dTain discharge pump header at weld between 14-inch 
r pipe & 4— inch pipe support stanc hion. Caused by 
il stress. Corrective action under evaluation. 

S. , BEMIS, P. Region 2, Office of Director. 84/06/11. Ip. 

110. 24 X Fiche: 50-325, 84/06/11, 8406140013. 


J27 PNO— 1 1 1-84~ 047: on 840517, while conducting inventory for 
;e renewal, 1 i censee discovered that density gauge 
.ning 450 mCi Cs-137 inadvertently disposed of to 
Salvage Co on 811012. Sp eculated source melted down. 

I, R. , WIEDEMAN, D. Region 3, Office of Director. 84/06/08. Ip. 
360. 


□ 8 PNO-1 1 1-84-048: on 840518, 1 icensee determined that Tc-99m 
n various radiopharm scan contaminated w/Mb-99 in 
generator. Region retained consultant to determine 
of radiopharm on patients. 

WSKI, D. , AXELSON, W. Region 3, Office of Director. 84/06/11. 
24944:244. 


83 PNS-I -84— 012: on 840608, US customs officer contacted region 
empt to establish credibility of anonymous caller 
g of possible terrorist activity on 840704. Previous 
g at nuclear plant in New York proved unwarranted. 

, J. , KEIMIG, R. Region 1, Office of Director. 84/06/11. Ip. 

00 5 . 


23 PNQ-I-84— 051: on 840610, while in 10-day maint outage, 

□nic testing revealed crack indications in both 
r vessel jet pump instrument no zz les. Crack ing 
uted to IOSCC. Repairs will extend outage by 1 wk. 

3., BLQUGH, A. Region 1, Office of Director. 84/06/12. Ip. 
130. 24X Fiche: 50-278, 84/06/12, 8406150123. 


?2 PNO-1 1 1-84-049: on 840611, OL issued to util for Callaway 
- Power Station. License limited to fuel loading & 

Lon up to 57. power. 

W. , WARNICK, R. Region 3, Office ofTDirector. 84/06/12. Ip. 
274. 24X Fiche: 50-483, 84/06/12, 8406180192. 


?7 PN8-I-84-01 1A: on 840613, 1 i cens ee provided update on status 
istigation re falsified records of employment ltrs. 

*e will request unions to conduct background 
Lgations per ANSI 18. 17. 

J. i KEIMIG, R. Region 1, Office of Director. 84/06/14. 2pp. 
>72. 24 X Fiche; 50-247, 84/06/14, 8406180197. 


>7 PNO- 1 U— 84-011 : on 840612, li censee notified region than approx 
lers terminated in connection w/ongoing internal 
.gation into use/p osse ssion/sal e of illegal drugs at 
Media interest present. 

JTT, D. M. Region 4, Office of Director. 84/06/12. Ip. 

>46. 24X Fiche: 50-445, 84/06/12, 8406180297. 


13 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
" Svc list encl. 

E. L. Division of Emergency Preparedness Sc Engineering 
e (Post 830103). 84/06/18. Consolidated Edison Co. of New 

nc. 118pp. 25536:043. 24X Fiche: 50-000, 84/06/18, 8406180353. 


O IE Info Notice 04-49, "IGSCC Leading to Steam Generator Tube 
. “ Svc list enc 1. 

E. L. Division of Emergency Preparedness Sc Engineering 
e (Post 830103). 84/06/18. Consolidated Edison Co. of New 

nc. 110pp. 25535:286. 24X Fiche: 50-000, 84/06/18, 8406180360. 


8406190327 IE Info Notice 84-50, “Clarif ication of Scope of QA Progi 
for Transport Packages Pursuant to 10CFR5O,App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of h 

York, Inc. 63pp. 25535:041. 24X Fic h e : 50-000, 84/06/21, 840619032 


8406190444 PN0-V-B4-036: on 840612, two men burned w/steam while 
unbolting cap on heater assembly in preparation for 
replacing two pipe un i on s. Ne i ther received radioactive 
contamination. One man received burns over 907. of body. 

YOUNG, T. , ECKHARDT,J. Region 5, Office of Director. 84/06/12. 1 

24989:320. 24X Fi ch e : 50-312. 84/06/12, 8406190444. 


8406200032 EN-84-022A: noti ce of violation Sc proposed imposition of 
civil penalty issued in amount of *10,000 for overexposure 
of US Testing employee hand during licensed activities. 

FLACK, E. , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement. 84/06/18. Ip. 25047:276. 


8406200188 PND— 1 1-84-037: 1 icen see indicated NDE of two jet pump 
instrument nozzles showed presence of cracks.Cause unknown. 
Investigation S< exam continuing. 

PANC IERA, V. , BLAKE, J. Region 2, Office of Director. 84/06/14. 1 

25046:349. 24X Fi ch e : 50-366, 84/06/14, 8406200188. 


8406200191 PNS— I — 84— 01 2 : on 040514, guard dismissed for marijuana use. 
840523, anoth er guard suspended for admitted marijuana use 
w/o talcing test S< entered drug rehab il itation program. No 
evidence of drug use on site. 

DUNLAP, J. , KUSHNER , B . Region 1, Office of Director. 84/06/14. 1 

25046:026. 24X Fi ch e: 50-334, 84/06/14, 8406200191. 


8406200201 EN-84-033:on 840618, not ic e of violation Sc proposed 
imposition of civil penalties in amount of *13,000 issued. 

Action based upon three violations re reactor heatup rates, 
pressurization temp 4c scram time requirements. 

FARRQN, P . , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/06/13. 2pp. 25046:355. 24X Fic h e: 50-277, 84/06/ 

8406200201. 


8406200236 PNO— I -84— 052: on 840612, while in cold shutdown, pressurizer 
inadvertently drained due to inadequate reactor coolant 
filling it venting operations compounded by pressurizer level 
indication irr eg u 1 ar it ies. Lea k isolated. 

EICHENHOLZ, H. , FERLIC, K. Region 1, Office of Director. 84/06/14. 
2pp. 25039:359, 24X Fi c h e: 50-309, 84/06/ 14, 8406200236. 


8406200241 PND— 1 1-84-036 : on 8406 13, fa i led shaft seal on main feeduiati 
pump A resulted in reactor turbine trip. Caused by 
interruption of lubricating oil to pump shaft bearings, 
causing binding. Investigation will be conducted. 

JENISON, K. , ELROD, S. Region 2, Office of Director. 84/06/14. 2p| 

25047:182. 24X Fi ch e : 50-280, 84/06/14, 8406200241 . 


8406200523 Forwards draft IE info notice re use of Loctite 242 & othi 
adhesives/sealants. Comments received by 040626 will be 
considered for final notice. 

EAER,R.L. Engineering it Generic Communications Branch. 84/06/12. 
STRAMBACK, G. General Electric Co. 3pp. 25069:035. 


8406210071 PNO— 1-84-053. on 840615, drive mechanism for traversing 
in— core probe l malfunctioned it retracted detector beyond 
shielded position h. into dTive housing. No radioactive matl 
re 1 eased . Sta te of VT notified. 

RAYMOND, GALLO, KISTER Region 1, Office of Director. 84/06/15. 
2pp. 25057:187. 24X Fi che: 50-271, 84/06/15, 8406210071. 


8406210356 PN0-I-84-051A: on 840613, three weeping pin hole cracks 
found in reactor vessel jet pump nozzle B following 
ultrasonic testing . Repairs will involve peening, manual weld 
over cracks it full circumference machine weld overlay. 

TRIPP, BLOUGH Region 1, Office of Director. 84/06/15. Ip. 
25054: 135. 24X Fiche. 50-278,84/06/15, 8406210356. 


8406220123 PNO— IV-84-013: on 840614, Missour i River level exceeded ntear 
sea level. Flood procedure imp 1 emented. Unusua 1 event will be 
declared if river reaches 897 ft above mean sea level. 

JAUDON, J. P. , JOHNSON. E. H. Region 4, Office of Director. 84/06/14. 
Ip. 25083:221. 24X Fiche: 50-298, 84/06/14, 8406220123. 


8406220124 PNO-I V-84-013A: on 840614, level of river increased approx 
0.35 ft during day li gh t. Second senior resident onsite. North 
access road to site closed due to flooding 2 miles from 
p lant. Li cens ee sandbagging access areas. 

JAUDON, J. P. , JOHNSON, E. H. Region 4, Office of Director. 84/06/14. 
Ip. 25088:111. 24X Fic he: 50-298, 84/06/14, 8406220124. 


8 PNO-I 1-84-035: on 84061 1 , po 1 i ce arrested one person near 
n-fiscating cocaine. Nine licensee & contractor 
el also imp li cated. Li censee plans reinsp of work done 


NONDOCKETED ITEMS 


) 


6220167 PNO-I V-84-012; on 840613. State of LA Nuclear Energy Div 
otified that three industrial radiography companies had 
eported potential overexposure* to rad 1 ographers during 
ast 3 months. 

EYER, R. S. Region 4. Office of Director. 84/06/14. 2pp. 

5088: 181. 


6220184 PNC-1 1-84-038: on 840615. inventory gain resulting from 840504 
hysical inventory reported. Difference uiithin regulatory 
equirements. 

CALPINE, E. J. Reg jo n 2. Office of Director. 84/06/18. Ip. 

5033:071. 


6250178 EN-84— odl4: on 840619. order to show cause issued due to 
xtensive contamination. During 1970 's. d iamonds & other 
emstones irradiated using unsealed Am— 241. Licensee must 
how cause why facility should not be decontaminated. 

LACK, E , AXELRAD, U Director's Office. Office of Inspection and 
Enforcement. 84/06/19. Ip 25130:141. 


>6250246 EN-84-010A: on 84061 9. no t i c e of violation «< proposed 
mposition of civil penalties in amount of *1.833 issued to 
icensee. Action based on multiple instances of failure to 
omply w/NRC requirements 

LACK, E. , AXELRAD Director's Office, Office of Inspection and 
inforcement. 84/06/19. Ip. 25119:206. 


>6250289 PNQ-V— 84-035A: on 840615, leak rate of observed tube leak in 
team generator being mon itor ed. Lea k rate 135 gallons per 
ay & extrapolated to reach 500 gallons per day on 840620. 
'reparations for repair completed. 

IOHNSON, P H. , CHAFFEE, A. Region 5, Office of Director. B4/06/15. 
p. 25117:361. 24X Fich e: 50-361, 84/06/15, 8406250289. 


>6250320 PNO-V— 84-037: on 840606, State of WA banned Adco Svcs.Inc 
>rom use of US Ecology, Inc Richland, WA burial site & 

;uspended burial permit. 

’HOMAS, R. D. Region 5, Office of Director. 84/06/19. Ip. 

!51 17: 360. 


>6250334 PNO-V— 84-035B : on 840619, leakage rate in steam generator 
[088 reached 300 gallons per day. Unit shut down on 840620 
;o locate & repair leak. Licensee expects outage of approx 
!5 days. 

IOHNSON, P. , CHAFFEE, A. Region 5, Office of Director. 84/06/20. Ip. 
25117: 356. 24X Fiche: 50-361, 84/06/20, 8406250334. 


>6250347 EN-84-032A: on 840607. Commission notified of IE intent to 
ssue order to show cause 8c order temporarily suspending 
icense based on violations re excessive exposures 8< 
nadequate radiation protection audits. 

'LACK. E. , AXELRAD, J. Director's Office, Office of Inspection and 
[nf or cement. EN-84-032A. 84/06/19. Ip. 25115:111. 


>6260090 EN -84-034: on 840620, notice of violation 8c proposed 
mposition of civil penalties in amount of *4,000 to be 
ssued to 1 icensee. Act ion based on violations representing 
ignificant breakdown in mgt oversight. 

'LACK, E. , AXELRAD, J. Region 1, Office of Director. 84/06/15. Ip. 
►5157: 214. 


>6260229 PNO-IV— S4-009A: on 840601-04,23 Ci Ir-192 radiography source 
eft out on work bench in shop area. Medical tests of exposed 
ndividual revealed no abnormalities. Issue closed. 

IEYER-R.S. Region 4, Office of Director. 84/06/21. Ip. 25149:212. 


>6260364 PNS-I-84-014- on 840620, individual phoned in bomb threat. 
Itate/local police & US Army Explosives Ordinance Dept 
lotified but did not respond. Search by guard force proved 
tegative. 

IAILEY, R. , KUSHNER, B. Region 1, Office of Director. 84/06/21. Ip. 
15151:126. 24X Fiche: 50-354, 84/06/21, 8406260364. 


>6280096 PN0-III-84-050: licensee reported that tests of all fuel 
tssemblies in reactor core determined that three assemblies 
ontain defective fuel rods. Plant shut down since 840531 for 
efueling 8c investigation of leak in condensate line. 

►EFAYETTE, R. , BOYD, D. , SHAFER, W. D. Region 3, Office of Director. 
14/06/22. Ip. 25181:055. 24X Fiche: 50-155, 84/06/22, 8406280096. 


>6290357 PN0-I-B4— 054: on 840623, boron identified in secondary side 
if once-through steam generator B. Primary sys drained to 
erform leak test. Six tubes showed indication of leakage. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8404240453 Discusses resource implications of advanced reactor poli 
statement. Principal functions 8c responsibilities of Advanced 
Reactors Group , es tab 1 i sh ed within Div of Safety Technology, 
listed. 

DIRCKS, W J. Office of the Executive Director for Operations. 
84/04/16. PALLADINO Commissioners. 5pp. 24197:011. 


8406040319 Forwards engineering evaluation rept re experiences 
involving standby gas treatment sys illustrating potential 
common cause failure or degradation mechanisms. Urges 
issuance of IE info notice. 

HELTEMES, C. J. Director's Office. 84/05/25, DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. DENTON, 
Office of Nuclear Reactor Regulation, Director. 3pp. 24807: 141 


— 8406040325 Forwards "Operational Experiences Involving Standby Qa 
Treatment Sys Which Illustrate Potential Common Cause 
Failure or Degradation Mechanisms," engineering evaluation 
rept. Recommends consideration of IE info notice. 

ASHE, F Reactor Operations Analysis Branch. AE0D/E410. 84/03 

SEYFRIT, K. V. Reactor Operations Analysis Branch. Ip. 25139: 


— 8406040329 "Operational Experiences Involving Standby Gas Treatme 
Which Illustrate Potential Common Cause Failure or 
Degradation Mechanisms, " engineering evaluation rept. 

ASHE, F. Reactor Operations Analysis Branch. AEOD/E410. B4/05 
22pp. 24807:145. 


8406040363 Forwards AEOD/P403 "Preliminary Assessment of LER Report 
Under 10CFR50. 73. " Analysis of LER data will permit more 
systematic unders tanding of causes of operational events. 

HELTEMES, C. J. Director's Office. 84/05/24. DENTON, H. R. Office 
Nuclear Reactor Regulation, Director. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. MINOGUE, R. B. Offi 
af Nuclear Regulatory Research, Director. 2pp. 24879:280. 


— 8406040372 "Preliminary Assessment of LER Reporting Under 10CFR50 
* Director's Office. AE0D/P403. 84/05/18. 30pp. 24806:173. 


8406190072 Forwards case study rept on operating experience re mois 
intrusion in electrical equipment at commercial power 
reactors. W/o end. 

HELTEMES, C. J. Director's Office. 84/06/06. DENTON, H. R. Office 
Nuclear Reactor Regulation, Director. MINOGUE, R. B. Office of 
Nuclear Regulatory Research, Director. MURLEY, T. E. Region 1, Of 
of Director. Ip. 25025:317. 


8406190492 Forwards case study rept on operating experience re mois 
intrusion in electrical equipment at commercial power 
reactors. W/o end. 

HELTEMES, C. J. Director's Office. 84/06/06. ROSSIN, D. Nuclear 
Safety Analysis Center. 2pp. 25037:340. 


8406190561 Forwards case study rept on operating experience re mois 
intrusion in electrical equipment at commercial power 
reactors. 

HELTEMES, C. J. Director's Office. 84/06/06. PATE, Z. T. Institut 
Nuclear Power Operations. 2pp. 25047:285. 


— 8406190567 "Operating Experience re Moisture Intrusion in Electri 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Reactor Operations Analysis Branch. AE0D/C402. 
84/06/30. 46pp. 25047:287. 


8406200290 Forwards AEOD engineering evaluation rept, "Natural 
Circulation in PWRs. " W/o end. 

LANNING, W. D. Reactor Operations Analysis Branch. AE0D/E413. 
84/05/25. SEYFRIT, K. V. Reactor Operations Analysis Branch, Ip. 
25051: 202. 


8406200294 Forwards AEOD engineering evaluation rept re adverse sys 
interaction w/domestic water sys. W/o end. 

CINTULA, T. C. Reactor Operations Analysis Branch. AE0D/E412. 
84/05/25. SEYFRIT, K. V. Reactor Operations Analysis Branch. Ip. 
25051 : 201. 


8406200399 Forwards completed AEOD engineering & technical evaluati 
Tepts for review. Spec if ic request for addl action will be 
forwarded separately when spec if ic • response 8< formal 
tracking warranted. W/o ends. 


200405 Forwards AEOD rept on medical ml sadmin i s trat i ons for 
n-June 1983, Discuss i on includes therapeutic & diagnostic 
sadministrati ons. nuclear pharmacy involvement, licensees 
porting multiple repts & corrective actions. 

-TEMES, C. J. Director's Office AE0D/N204D 84/05/08. DAVIS. J. G. 
Ffice of Nuclear Material Safety & Safeguards. Director. 

?LEY, T. E. Region 1. Office of Director. O'REILLY, J P Region 2, 
-ice of Director. 2pp 25068: 129 


>6200408 "Rept on Medical Misadmin istrat i ons for Jan-Uune 1983." 
•ETTIJOHN, S. L. Director's Office. AE0D/N204D. 84/05/31. 13pp. 

15060: 131. 


00497 Forwards evaluation of operating experience involving air in 
trument sensing lines. Study complete for instrument 
blems during steady-state plant conditions. Recommends 
dy be considered as item in Power Reactor Events. 

AH, S. Reactor Operations Analysis Branch. AE0D/E409. 84/05/16. 

FR IT, K. V. Reactor Operations Analysis Branch. Ip. 25139:025. 


6200500 AEOD engineering evaluation rept, "Operating Experience 
nvolving Air in Sensing Lines . " 

ALAH, S. Director's Office. AE0D/E409. 84/05/16. 10pp. 

5069: 014. 


L0034 Advises that J Zwolinski appointed lead point of contact 
"evieu & assess public comments received on Commission 
•oved backfit procedures 

rQN, H. R. Office of Nuclear Reactor Regulation, Director. 
J6/04. STELLD, V. Regional Operations & Generic Requirements. 
25114: 358. 


>080278 Requests designation of contact persons to provide draft 
jsponses to public comments re interim backfit procedures, 
(sponses will be included in Commission info paper. 

"ELLO, V. Regional Operations & Generic Requirements. 84/05/16. 
’NTON.H, R. Office of Nuclear Reactor Regulation, Director. Ip. 
fl 14: 359. 


tOOll Forwards info re phaseout of project manager update rept & 
acement by licensing actions rept. 

NHUT, D. G. Division of Licensing 84/06/19. NOVAK, T. Assistant 
ctor for Licensing. LA I NAS, G. Assistant Director for Operating 
tors. MIRAGLIA, F. Assistant Director for Safety Assessment. 
25208: 311. 


200016 "Project Manager User Guide for Licensing Actions Rept - 
fca Elements, Definit ions & Ex p lanat i ons. " 

Division of Licensing. 84/06/18. 18pp. 25208:320. 


0094 Forwards rept of 840514 meeting re RCS pressure boundary 
ing during severe acc i d ents. Ag enda , at tendance list & 
graphs end. 

, W. C. Reactor Systems Branch. 84/06/15. ROSS, D. Office of 
ear Regulatory Research, Director. SILBERBERG, M. Accident 
zst Term Program Office. CUNNINGHAM, M. Reactor Risk Branch, 
a. 25194:142. 


NUREG REPORTS AND RELATED CORRESPONDENCE 


3094 Forwards fourth draft of NUREG-1037, "Containment Leak Rate 
nates," for placement in PDR. W/o encl. 

AN, V. S. Equipment Qualification Branch. 84/04/11. 

COHTiJ. C. Document Management Branch. Ip. 24156:327. 


3272 Forwards SER re BWR Owners Group 810331 response to NUREG- 
Item II. K. 3. 16, “Reduction of Challenges & Failures of 
*■#* Valves - Feasibility Study 6 Sys Mod." Update to 
Lous response requested within 60 days of 1 tr receipt. 

MLLO, D. B. Operating Reactors Branch 2. 84/04/03. PILANT, J. M. 

iska Public Power District. 13pp. 24187:031. 24X 

> : 50-298, 84/04/03, 8404230272. 


>275 Forwards SER re BWR Owners Group 810331 response to NUREG- 
Jtem II. K. 3. 16, "Reduction of Challenges & Failures of 
rf* Valves - Feasibility Study & Sys Mod." Requests 
; e to previous response within 60 days of 1 tr receipt. 
kL-LO, D. B. Operating Reactors Branch 2. 84/04/04. RHODE, G. K. 

ir*a Mohawk Power Corp. 13pp. 24187:018. 24X 

■: 50-220, 84/04/04, 0404230275. 


>338 Forwards SER re BWR Owners Group 810331 response to Item 
3. 16 of NUREG— 0737, "Reduction of Challenges & Failures 
lief Valves - Feasibility Study & Sys Mod. " Response 
re 60 days of ltr receipt requested. 

.L.LO, D. B. Operating Reactors Branch 2. 84/04/03. BAYNE, J. P. 

Authority of the State of New York. 12pp. 24184:323. 24X 

: 50-333. 84/04/03, B40423033B. 


8404230402 Forwards evaluation of util 830310 & 1212 responses to 
Generic Ltr 82-28 re NUREG-0737, Item II. F. 2, "Inadequate 
Core Cooling Instrumentation Sys." Responses unacceptable. 
Further response requested within 30 days. 

VARGA, S. A. Operating Reactors Branch 1. GL-82-28. 84/04/02. 

CLAYTON, F. L Alabama Power Co. 7pp 24187:237. 24X 

Fiche: 50-348, 84/04/02, 8404230402. 


8403220431 Partial response to FOIA request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON, J. M Division of Rules and Records. 84/05/17. RICE, C. M 
Kirkland & Ellis. 3pp. 25300:001. 


— 8406020151 Discusses implementation of TMI Action Plan (NUREG-07 
NUREG-0660) at p lant. Re la ted info enc 1, inc lud ing News 
Announcement 84-01 re NRC order requiring independent review 
of project mgt. 

HERNAN, R. Division of Licensing. BOX 06. 83/06/02. RAU, P. 

Midland Daily News Midland, MI. 6pp. 25339:359. 


8406010195 Responds to 830415 ltr re Suppl 1 to NUREG-0737 concern 
backup emergency offsite facility & alternate offsite 
technical support ctr.Addl info re measures to ensure easy 
access from ctr to control room requested. 

VARGA, S, A. Operating Reactors Branch 1. 84/05/17. CAREY, J. J. 

Duquesne Light Co. 4pp. 24765:306. 24X Fiche: 50-334, 84/05/17, 

8406010195. 


8406010223 Forwards response to task analysis c lar i f i ca ti on commen 
control room design review task analysis per Suppl 1 to 
NUREG-0737. Procedures U resulting documentation demonstrate 
that control & display requirements identified 6 evaluated. 
TUCKER, H, B. Duke Power Co. 84/05/29. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 

4. 5pp. 24754:337. 24X F i c h e: 50-413. 84/05/29, 8406010223. 


8406010273 Forwards IE Insp Rept 50-346/84-08 on 840416-19 8, 0501.1 
noncompliance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/05/17. 

CROUSE, R. P. Toledo Edison Co. 2pp. 24755:096. 24X 

Fiche: 50-346, 84/05/17, 8406010273. 


— 8406010278 IE Insp Rept 50-346/84-08 on 840416-19 8< 0501. No viol, 
or deviations noted. Major areas inspected : NUREG-0737, 

Items II. B. 3 (reactor coolant Ik containment atmosphere 
samplers) St II. F. 1. 1 (noble gas effluent monitor). 

MILLER, D. E. , NICHOLSON, N. A. , GREGER. L. R. Region 3, Office of 
Director. 84/05/17. 6pp. 24755:098. 24X Fiche: 50-346, 04/05, 

8406010273. 


8406010316 Forwards IE Insp Rept 50-263/84-08 on 840408-0501. No 
noncomp 1 iance noted. 

SHAFER, W. D. Region 3. Office of Director. 84/05/17. LARSON, C. I 
Northern States Power Co. 2pp. 24753:155. 24X 

Fiche: 50-263, 84/05/17,8406010316. 


— 8406010317 IE Insp Rept 50-263/84-08 on 840408-0501. No noncompli. 
noted. Major areas inspected: previous insp findings, IE 
circulars, previous enforcement actions, TMI NUREG-0737 items, 
onsite review committee Ik long-term shutdown. 

BROWN, C. H. , BOYD, D. C. Region 3, Office of Director. 84/05/17 
6pp. 24753:157. 24X F i c h e : 50-263, 84/05/ 17, 840601031 6. 


8406010468 Forward* SSER 3 (NUREG-0830) . W/o encl, 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/18. SCHNELL, D. F. Ui 

Electric Co. 4pp. 24769: 084. 24X Fiche : 50-483, 84/05/18, 840601- 


8406010533 NUREG- 1055 

IMPROVING QUALITY AND THE ASSURANCE OF QUALITY IN THE DESIGN 
AND CONSTRUCTION OF COMMERCIAL NUCLEAR POWER PLANTS, A Report 
T o Congress. 

ALTMAN, W. , ANKRUM, T. » BRACH, W. GA Branch. 84/05/31. 524pp. 

24763. 001. 


8406010535 NUREG/CR-3759 

LIGHTNING STRIKE DENSITY FOR THE CONTIGUOUS UNITED STATES 
FROM THUNDERSTORM DURATION RECORDS. 

MAC GORMAN, D. R. , MAIER, M. W. , RUST, W. D. Commerce, Dept, of, Natl. 
Oceanograph ie & Atmospheric Administration. FIN B— 1089. 84/05/: 

Division of Health, Siting 6 Waste Management. 52pp. Availabl 
NRC. *4. 00. 24764:227. 


8406010536 NUREG/CR-374S 

BIOLOGICAL CHARACTERIZATION OF RADIATION EXPOSURE AND DOSE 
ESTIMATES FOR INHALED URANIUM MILLING EFFLUENTS. Annual 
Progress Report: Apr il 1,1982 - March 31,1983. 

EIDSQN, A. F. Inhalation Toxicology Research Institute. * Lovel 
Biomed & Environmental Research Institute, FIN A-1222. LMF— 108 
84/05/31. Division of Health, Siting (k Waste Management. 53p 
Available at NRC. *4. 00. 24764: 175. 


K)6020112 Forwards proposed general rev to 10CFR50, App J, "Leak Tests 
for Primary St Secondary Containments of Light Water Cooled 
Nuclear Power Plants." Supports adoption of rev. Regulatory 
analysis draft responses to CRGR charter end. 

ARLOTTO, G. A. Division of Engineering Technology. 84/05/18. 

FRALEY. R. F. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 
24801:025. 


-8406020121 Supports proposed rev to 10CFR50. App J re containment leak 
rate tests. Notes potential controversy re elimination of low 
pressure testing, test duration & lack of ref std. Draft FR 
not ice. regulatory analysis & other matl end. 

KIRKPATRICK. D. Director's Office, Office of Inspection and 
Enforcement. 84/05/14. BAER. R. NRC - No Detailed Affiliation 
Given. 150pp. 24801:032. 


406020286 Forwards negative declaration & EIA (NUREG-1071) re renewal 
of License SUB-526 for continued operation of UF6 conversion 
p lant . 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/05/24. YATES, R. W. 
Allied Chemical Corp. Ip. 24770:209. 


-8406020287 Negative declaration re renewal of License SUB-526. Environ 
impact created by proposed license renewal action would not 
be significant & does not warrant preparation of EIS. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/05/22. 2pp. 

24770: 210. 


406020464 COMPARISON OF IMPLEMENTATION OF SELECTED TMI ACTION PLAN 
REQUIREMENTS ON OPERATING PLANTS DESIGNED BY BABCOCK AND 
WILCOX. 

THOMA, J. 0. , HERNAN. R . » KADAMBI, N. P. Division of Licensing. 
84/05/31. 186pp. Available at NRC. *6.00. 24800:001. 


406040021 Forwards revised Section 4 of 830107 supplemental response 
to NUREG-0737, Item II. D. 1, "Reliability Engineering," per 
840509 S: 10 requests. 

MILLS, L. M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
Licensing Branch 4. 2pp. 24797:063 24X Fi c he: 50-327, 84/05/30, 

8406040021. 


406040023 NUREG/CR-3639 

LARGE BREAK LOCA ANALYSES FOR TWO-LOOP PWRS WITH 
UPPER-PLENUM INJECTION. 

DOBRANICH, D. , BUXTON, L. D. Sandia Laboratories. FINA-1294. 
SAND84-0040. 84/05/31. Division of Systems Integration (post 

811005). 67pp. Available at NRC. *4.50. 24805:001. 


406040026 NUREG/CR-2000 V03 N4 
LICENSEE EVENT REPORT (LER > COMPILATION: For Month Of April 
1984. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NS IC-2O0. 
84/05/31. Director's Office. 180pp. 24805:078. 


406040071 NUREG/CR-3670 
VIOLENT TORNADO CLIMATOGRAPHY, 1880-1982. 

GRAZULIS, T. P. Environmental Films, Inc. * Eattelle Memorial 
Institute, Pacific Northwest Labora tori es. FIN B-2392. PNL-5006. 

84/05/31. Division of Health, Siting & Waste Management. 188pp. 
Available at NRC. *6.00. 24806:001. 


406040139 NUREG/CR-3797 

DIGMANrA COMPUTER PROGRAM TO ILLUSTRATE THE COMPLEXITIES IN 
SAMPLING COMMERCIAL LOW-LEVEL WASTE SITES FOR RADIONUCLIDE 
SPILLS OR MIGRATION. 

SIMMONS, M. A. , SKALSKI, J. R. , SWANNACK, R. Battelle Memorial Institute, 
Paci-fic Northwest Lab orator ies, FIN E-2641. PNL-5028. 84/04/30. 

Division of Health, Siting & Waste Management. 38pp. Available at 
NRC. *3. 75. 24805: 265. 


406040151 Application for amend to License DPR-49, c hang ing 
surveillance frequency for torus/dry well radiation monitors 
from once per operating cycle to every refueling outage, per 
Generic Ltr 83-36, "NUREG-0737 Tech Specs. " 

MCGAUGHY, R. W. Iowa Electric Light Sc Power Co. NG-S4-2047. 

84/05/25. DENTON, H. Office of Nuclear Reactor Regulation, Director. 
4pp. 24796:290. 24X Fiche: 50-331, 84/05/25, 8406040151. 


-8406040157 Proposed Tech Specs changing surveillance frequency for 
torus/dry well radiation monitors from once per operating 
cycle to every refueling outage. 

* Iowa Electric Light & Power Co. 84/05/25. Ip. 24796:294. 24X 

Fiche: 50-331, 84/05/25, B406040151. 


406040155 Forwards SER S< Franklin Research Ctr technical evaluation 
rept re control of heavy loads. Guide lines of NUREG— 0612 
satisfied. Phase I complete. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 24805:301. 24X 

Fiche: 50-324, 84/05/18, 8406040155. 


— 8406040161 Safety evaluation supporting licensee response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants." Guidelines sat isfied. Phase I complete. 

* Office of Nuclear Reactor Regulation, Director. 84/05/18. 
24805:303. 24X Fi c h e : 50-324, 84/05/1 8, 8406040 1 55. 


— 8404250179 TER-C5506-340/341 

“Control of Heavy Loads , Brunswic k Units 1 & 2," 
technical evaluation rept. 

BOMBERGER, C. Franklin Inst i tute/Fran k 1 in Research Center. 
NRC-03-8 1-130. TAC 07976. 84/04/23. SINGH, A. NRC - No Del 
Affiliation Given. 28pp. 24805:304. 24X Fi ch e: 50-324, 84/01 

8406040155. 


8406040211 Responds to Outstanding Issue 70 from draft SER Sectic 
7.5.2 3 re NUREG-0737, Item II. D. 3, "Direct Indication of 
Relief %■. Safety Valve Positions." FSAR Table 7.5-1 updated 
to reflect completion of sys design. 

WOOLEVER, E. J. Duquesne Light Co. 2NRC-4-064. 84/05/29. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 24795:224. 24X 

Fiche: 50-412, 84/05/29, 8406040211. 


8406040216 Informs that implementation of Rev 1 to emergency resf 
guidelines in plant-specific procedures w/ap pr op r iate 
reactor coolant pump trip setpoint specified resolves all 
issues associated w/TMI Item II. K. 3. 5. 

ALEXICH, M. P. Indiana & Michigan Electric Co. AEP: NRC: 07Q5A. 
84/05/30. EISENHUT, D. G. Division of Licensing. 3pp. 24796:1 
24X Fiche: 50-315, 84/05/30, 8406040216. 


8406040246 Forwards comments on draft NUREG-0978, "Mark III LOCA- 
Related Hydrodynamic Load Definition. " Rept consistent w/ 
GESSAR SER (NUREG-0979) w/exception of deletion of criteria 
for bulk impact loads. 

PFEFFERLEN, H. C. General Electric Co. MFN-064-84. 84/05/25. 

Docketing & Services Branch. 16pp. 24794:326. 


8406040270 Requests that low power license contain requested exen 
from Tech Specs for performing natural circulation tests 
several times during startup test program for operator 
training per SSER 1 (NUREG-OOl 1 > . 

MILLS, L. M. Tennessee Valley Authority. 84/05/30. ADENSAM, E. 
Licensing Branch 4. 2pp. 24794:282. 24X Fi c h e : 50-390, 84 /05/C 

8406040270. 


8406050054 Forwards "Susquehanna Steam Electric Station Conformar 
Reg Guide 1.97, Rev 2," in response to Suppl 1 to NUREG-0737. 
Rept satisfies requirements of Unit 2 license per 
commitments made in B30415,0722 1 * 840314 ltrs. 

CURTIS, N. W. Pennsylvania Power & Light Co. PLA-2222. 64/05/: 

SCHWENCER, A. Licensing Branch 2. Ip. 24830:217. 24X 

Fiche: 50-387, 84/05/31 , B406050054. 


8406050056 Forwards response to open items from environ qualifier 
site audit $< to request for info discussed in SER, 

NUREG-0857, Info will be incorporated into upcoming FSAR 
amend. 

VAN BRUNT, E. E. Arizona Public Service Co. ANPP— 29604— EEVB. 

84/05/25. KNIGHTON, G. W. Licensing Branch 3. 35pp. 24840: OOC 

Fiche: 50-528,84/05/25,8406050056. 


8406050162 Forwards IE Insp Repts 50-352/84-19 & 50-353/84-06 on 
840401-30 & notice of violation. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/01 
KEMPER, J. S. Philadelphia Electric Co. 2pp. 24845:046. 24X 

Fiche: 50-352, 84/05/21 , 8406050162. 


— 8406050168 IE Insp Repts 50-352/84-19 *< 50-353/84-06 on 840401- 
Violations noted: failure to provide formal method for 
handling discrepant conditions re bldg turnover items & 
failure to revise drawings affected fay HPCI Design Change 5. 
CHAUDHARY, S. K. , WIGGINS, J. T. , CONNER, E. L. Region 1, Office ( 
Director. 50-353/84-06. 84/05/17. 16pp. 24845:052. 24X 

Fiche: 50-352, 84/05/21 , 8406050162. 


8406050278 Forwards responses to NRC 840425 comments on seismic 
capability of backup thermocouple reading & display sys. 
Responses address five listed concerns. Response also 
satisfies concerns of restart certificaton Item 113. 

HUKILL, H. D. General Public Utilities — GPU Service Corp. 
5211-84-2125. 84/05/31. STOLZ, J. F. Operating Reactors Brand 

17pp. 24839:073. 24X Fiche: 50-289, 84/05/31, 8406050278. 


8406050309 Discusses detailed control room design review summary 
re resolution of 45 human engineering def i c ienc ies. Ut i 1 gave 
commitment to improve human factors. Draft procedure covering 
control of operator aids under review. 

CURTIS, N. W. Pennsylvania Power & Light Co. PLA-2226. 84/05/: 

SCHWENCER, A. Licensing Branch 2. 2pp. 24838:293. 24X 

Fiche: 50-387, 84/05/31, 8406050309. 


NONDOCKETED ITEMS 


>050344 Requests rev to procedures generation package submittal date 
840701 due to need for addl review of revised package 
corporating addl concerns re emergency operating 
ocedure task analysis, per Supp 1 1 to NUREG-0737. 

J?EY, J. J. Ouquesne Light Co. GL-82-33. 04/05/30. EISENHUT, D. G. 

vision of Licensing. 2pp. 24845:163. 24X Fi ch e: 50-334, S4/05/30. 

06050344. 


050356 Submits responses to questions re auxiliary feedwater sys 
rnado missile analysis submitted on 830829. 

MMERMAN, S. R. Carolina Power & Light Co. NLS-84-197. 84/05/29. 

RGA,5. A. Operating Reactors Branch 1. 5pp. 24843:284. 24X 

Che: 50-261, 84/05/29, 8406050356. 


) 50424 Ack receipt of 840504 ltr informing NRC of steps taken to 
rreot noncompliance identified in IE Insp Repts 
-202/84-05 & 50-306/84-05. 

’ERIELLQ, C. J. Region 3, Office of Director. 84/03/30. 

ISON. C. E. Northern States Power Co. Ip. 24842:296 . 24X 

: he: 50-282, 84/05/30, 8406050424. 


16050430 Responds to NRC 840405 ltr re violations noted in IE Insp 
lepts 50-282/84-05 fc 50-306/84-05. Correc tive act ions : chan ges 
:o EPIP F3— 9 re emergency evacuation will be incorporated 
nto emergency plan training lesson plans. 

ARSON, C. E. Northern States Power Co. 84/05/04. KEPPLER, J. G. 
egion 3, Office of Director. 2pp. 24842:297. 24X 

iche: 50-282, 84/05/30, 8406050424. 


50449 Forwards IE Insp Rept 50-483/84-11 on 840221-0316 it notice 
violati on. 

SSARD,R.L. Division of Emergency Preparedness & Operational 
port. 84/05/18. SCHNELL, D. F. Union Electric Co. 2pp. 

42:131. 24 X Fi c h e: 50-483, 84/05/ 18, 8406050449. 


6050463 IE Insp Rept 50-483/84-11 on 840221 -0316. Non comp 1 iance 
oted: failure of record vault to comply w/Reg Guide 1.88 & 

NSI N45. 2. 9 commitments St failure to follow procedures re 
valuation 8< traceability for measuring. 

HOULES, N. C. , HASSE, R. A. , SCHULZ, R. Region 3, Office of Director. 
4/05/18. 43pp. 24842:136. 24X Fi c h e : 50-483, 84/05/ 18, 8406050449. 


50476 Reuests exemption from reporting requirements of 10CFR50. 73 
airborne radioactive r e 1 ea ses. Ut i 1 proposes to rept 
eases of radioactive matls in gaseous effluents exceeding 
li Specs. Table outlining max limits end. 

_S, L. M. Tennessee Valley Authority. 84/05/31. ADENSAM, E. 
ensing Branch 4. 3pp. 24842:179. 24X Fiche: 50-327, 84/05/31, 

£>050476. 


50480 Forwards request for addl info re emergency operating 
:©dure upgrade program to meet provisions of NUREG-0737. 
irification of TMI Action Plan," Item I.C. 1 it Suppl 1, 
i 7. 

JSQN, E. H. Region 4, Office of Director. 84/05/31. LEE, 0. R. 
lie Service Co. of Colorado. 6pp. 24842:089. 24X 

ib: 50-267, 84/05/31, 8406050480. 


>0483 Provides preliminary comments on "Seismic Hazard 
‘acterization of Eastern US: Methodo logy 8< Preliminary 
ilts for Ten Sites, " in response to NRC request. 

'TIER, G. D. Maine Yankee Atomic Power Co. MN-84-96. 84/05/31. 

.ER, J. R. Operating Reactors Branch 3. 2pp. 24841:288. 24X 

ie: 50-309, 84/05/31, 8406050483. 


>0010 NUREG-0876 S04 

:TY EVALUATION REPORT RELATED TO THE OPERATION OF THE 
IN STATION, UNITS 1 AND 2. Docket Nos. ST N 50-454 And 
30—459. {Commonwealth Edison Company) 

livision of Licensing. 84/05/31. 32pp. 24847:254. 24X 

®: 90-454, 84/09/31, 8406060010. 


.0039 Forwards draft Rev 3 to NUREG-0473, "Std Radiological 
went Tech Specs (RETS) for BWRs" it comparison of plant 
: ui/NUREG specs. Requests meeting at site. 

ALLO, D. B. Operating Reactors Branch 2, 84/05/09. 

INGTON, W. D. Boston Edison Co. 2pp. 24849:218. 24X 

«: 90-293, 84/05/09, 8406060039. 


0148 Requests response to open items identified in enc 1 rept, 
formance to Reg Guide 1.97 San Onofre Nuclear Generating 
ion Units 2 & 3, " per Suppl 1 to NUREG-0737, within 60 

HTON, G. W. Licensing Branch 3. 84/05/04. BASKIN, K. P. Southern 


8406060169 Responds to 840308 ltr committing to modify automatic 
depressurization sys logic by eliminating high drywel 1 
pressure permissive it adding manual inhibit switches to 
comply w/Item I I. K. 3. 18 of NUREG-0737. Mod acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/18. UTLEY, E 

Carolina Power it Light Co. 2pp. 24748:358. 24X 

Fiche: 50-324, 84/05/18, 8406060169. 


8406060207 Forwards addl info on Generic Ltr 82-33, Suppl 1 to 
NUREG-0737 re procedure generation package upgraded 
emergency operating procedures. 

FAY , C. W. Wisconsin Electric Power Co. GL-82-33. 84/06/01. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
MILLER, J. R Operating Reactors Branch 3. 4pp. 24812: 182. 24 

Fiche: 50-266, 84/06/01 , 8406060207. 


8406060241 Forwards NUREG-1072, “Tech Specs Catawba Nuclear Stati 
Unit 1, " final draft developed using FSAR, SER it Westinghouse 
STS. 

NOVAK, T. M. Assistant Director for Licensing. 84/05/25. TUCKE 
Duke Power Co. 517pp. 24663:100. 24X Fiche: 50-413, 84/05/25, 

8406060241. 


8406060262 Responds to Generic Ltr 84-11, "Insp of BWR Stainless 
Piping. " Induction heating stress improvement 8c ultrasonic 
testing or radiography will be performed on Unit 1 welds 
during first refueling outage. 

CURTIS. N. W. Pennsylvania Power it Light Co. PLA-2210. 84/06/0 

SCHWENCER, A. Licensing Branch 2. 4pp. 24657:151. 24X 

Fiche: 50-387, 84/06/01, 8406060262. 


8406060280 Responds to Generic Ltr 84-11 re cracks in BWR stainle 
steel p ip ing. Response addresses scope it schedule of planned 
insp. qual if ications of e xaminers. d es cr ip t i on of surveillance 
methods & measures taken when cracks discovered. 

SORENSEN, G. C. Washington Public Power Supply System. G02-84-3, 
84/05/30. EISENHUT, D. G. Division of Licensing. 12pp. 24657:* 

24X Fiche: 50-397, 84/05/30, 8406060280. 


8406060283 Responds to 840427 ltr re proposed means for satisfyini 
10CFR50»App E, Paragraph IV. B requirement to annually review 
emergency action levels. Lists concerns i>. comments on util 
four— point proposal. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/04. REED, 
Commonwealth Edison Co. 2pp. 24657:167. 24X Fic he : 50-000, 84/( 

8406060283. 


— 8406060295 Discusses proposed means for satisfying 10CFR50»App f 
Paragraph IV. B requirements to annually review emergency 
action 1 evel s. Annual meeting w/offsite agencies will be 
held at each station. 

FARRAR, D. L. C ommomuea'l th Edison Co. 8533N. 84/04/27. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 24657:169. 
Fiche: 50-000, 84/06/04, 8406060283. 


8406060289 Forwards pre-implementation audit rept of detailed con- 
room design review per Suppl 1 to NUREG-0737. Rep t identifies 
resolved open or confirmatory items in draft SER it items 
requiring addl info. 

VARGA, S. A. Operating Reactors Branch 1. 84/05/21. WILLIAMS, J. 

Florida Power it Light Co. 45pp. 24665: 142. 24X 

Fiche: 50-000,84/05/21, 8406060289. 


8406060357 Requests prompt response to end questionnaire on PORV. 
failures it c ha 1 1 en ges, per TMI Item II. K. 3. 3. 

ADENSAM, E. G. Licensing Branch 4. 84/05/29. PARRIS, H. G. Tenm 

Valley Authority. 3pp. 24669:329. 24X Fiche. 50-327, 84/05/29, 

8406060357. 


8406060366 NUREG/CP-0052 

NRC NUCLEAR WASTE MANAGEMENT GEOCHEMISTRY '83. 

ALEXANDER, D. H. , BIRCHARD, G. F. Division of Health, Siting *< Was 
Management. 04/05/31. 541pp. Available at NRC. *10.00. 

24846: 001. 


8406060373 NUREG/CR-3700 

DECAY OF BUOYANCY DRIVEN STRATIFIED LAYERS WITH APPLICATION 
TO PRESSURIZED THERMAL SHOCK <PTS). 

THEOFANOUS, T. G, , NOURBAKHSH, H. P. , G HER SON, P. Purdue Univ. , Wes 
Lafayette, IN. FIN G-1047. NRC-G-04-83-003. 84/05/31. Div 

of Accident Evaluation. 214pp. 24669:022. 


8406060391 Forwards SER (NUREG-0989) it FR notice of issuance. 
Work should continue on resolution of remaining open & 


D6060392 NUREG-0837 V03 N04 

NRC TLD DIRECT RADIATION MONITORING NETWORK. Progress Report 
September-December 1983. 

COSTELLO, F. , THOMPSON, T. , COHEN, L. Region 1. Office of Director. 
34/05/31. 247pp. 24741: 148. 


D6060417 NUREG/CR-3743 

THE IMPACT OF NDE UNRELIABILITY ON PRESSURE VESSEL. FRACTURE 
PREDICTIONS. 

SIMONEN, F.A. Battelle Memorial Institute, Pacific Northwest 
Laborator ies. FIN B-2289. PNL-5062. 84/05/31. Division of 

Engineering Technology. 28pp. Available at NRC. $3. 50. 24669:236. 


06060432 NUREG/CR-3307 V04 

REACTOR SAFETY RESEARCH PROGRAMS. Quarterly Report October- 
December 1983. 

EDLER * S. K. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-20S8. PNL-4705-4. 84/05/31. Division of 

Accident Evaluation. 38pp. Available at NRC. $3.75. 24668:347. 


06060462 Forwards request for addl info re asymmetric LOCA loads that 
do not meet NUREG-0609 established guidelines. Requests 
response by 840731. 

VARGA, S. A. Operating Reactors Branch 1. GL-84-04. 84/05/25. 

CAREY, J. J. Duquesne Light Co. 5pp. 24748:323. 24X 

Fiche: 50-334, 84/05/25, 8406060462. 


06060466 Forwards request for addl info re procedures generation 
package. Response requested within 30 days of ltr receipt. 

Early review will assure Unit 2 emergency operating 
procedures consistent w/Suppl 1 to NUREG— 0737. 

R IVENBARK, G. W. Operating Reactors Branch 4. MILLER, J. Operating 
Reactors Branch 3. 84/05/30. GRIFFIN, J. M. Arkansas Power & Light 

Co. 3pp. 24748:320. 24X Fic he : 50-313, 84/05/30, 8406060466. 


06070015 Informs of receipt of GR Crump 831205 request that 
objections to holding or storage of nuclear waste in 
Somervell County be registered in offical proceeding. Crump 
810706 ltr already entered into record as part of FES. 

TREBY, S. Hearing Branch 1. 84/05/30. BLOCH, P. B. , MCCOLLOM, K. A. , 

JORDAN, W. H. Atomic Safety and Licensing Board Panel. 2pp. 
24852:248. 24X Fi ch e: 50-445, 84/05/30, 840607001 5. 


8406070021 Objects to nuclear waste storage in county . Ob je ct ion should 
be registered in official proceedings during forthcoming 
hear ings. 

CRUMP, G. R. Somervell County, TX. 83/12/05. Division of 
Licensing. 2pp. 24852:250. 24X Fiche: 50-445, 84/05/30, 3406070015. 


06070025 Forwards amend to 790731 application for amend to Licenses 
DPR— 44 & DPR-56. Amend revises application re use of 
containment vent & purge valves to reflect NRC guidance. 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/04. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 24748:038. 24X 

Fiche: 50-277, 84/06/04, 8406070025. 


S406070032 Amend to 790731 application for amend to Licenses EPR-44 & 
DPR-56, revising Tech Specs re use of containment vent & 
purge valves. 

BAUER, E. G. , BRADLEY, E. J. , DALTROFF, S. L. Philadelphia Electric Co. 
84/05/29. 13pp. 24748:039. 24X Fiche : 50-277, 84/06/04, 8406070025. 


06070052 Requests departure from NUREG-0737, Item II. F. 1, Attachment 2, 
Clar if ication 3 re isokinetic sampling requirement. 

CROUSE, R.P. Toledo Edison Co. 1052. 84/05/31. STOLZ, J. F. 

Operating Reactors Branch 4. 3pp. 24747:267. 24X 

Fiche: 50-346, 84/05/31 , 8406070052. 


06070085 Responds to 840412 request for info re implementation of 
NUREG-0737, TM I Action Item II. K. 3. 16, "Reduction of 
Challenges & Failures of Relief Valves." Unit 1 converted to 
two-stage safety relief valves in 1978, 

GUCWA.L, T. Georgia Power Co. NED-84-253. 84/06/01. STOLZ, J. F. 

Operating Reactors Branch 4. 3pp. 24747:264. 24X 

Fiche: 50-321, 84/06/01,8406070085. 


06070118 Further response to FOIA request for all documents re four 
items. Names St positions of confidential sources deleted from 
IE Insp Rept 50-483/78-04, per FOIA Exemption 7D. App A 
documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. GARDE, B. P. 
Government Ac coun tab i 1 ity Project. 4pp. 24850:021. 24X 

Fiche: 50-483, 84/04/24, B406070 1 18. 


8406070123 Summary of 830912 & 14 caseload forecast meeting Sc site 
visit to assess const completion schedule. Plant will be 
slightly less than 1007. complete at fuel load due to 
incomplete NUREG-0737 items. 

HQLOMICH, J, J. Licensing Branch 1. 84/04/24. Licensing Branch 

1. 6pp. 24850:026. 24X Fiche: 50-483, 84/04/24, 84060701 18. 


8406070132 NUREG/CR-3722 

DAMPING TEST RESULTS FOR STRAIGHT SECTIONS OF 3- INCH AND 
8-INCH UNPRESSURIZED PIPES. 

WARE, A. G. , THINNES, G. L. EG&G. Inc. FIN A-6316. EGG-2305. 

84/05/31. Division of Engineering Technology. 68pp. 24850: 2E 


8406070201 Forwards response to Generic Ltr 84—11 re insps of BUR 
stainless steel piping for IGSCC. Inservice insp program 
requires IGSCC insp on four welds in each of 24 inch & 16 
inch pipes. 

CESARE, J. G. Mississippi Power & Light Co. AECM-84/0297. 84/06/ 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 9pp 
24745:341. 24X Fiche : 50-416, 84/06/03, 8406070201. 


8406070204 Requests addl info & schedule of implementation for 
differential pressure concept to complete review of 
NUREG-0737, I tern II. F. 2, “ Inadequate Core Cooling 
Instrumentation." Safety evaluation milestone schedule encl. 
CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-006. 

84/06/04. KOBER, R.W. Rochester Gas & Electric Corp. 8pp. 
24747: 001. 24X Fiche: 50-244, 84/06/04, 8406070204. 


8406070235 Forwards safety evaluation re proposed p ost— ac cid ent 
sampling sys. Post— acc i den t sampling sys meets all criteria 
of NUREG-0737, Item II. B. 3 & SRP CNUREG-0800) . Sys acceptable. 
CRUTCHFIELD, D. Operating Reactors Branch 5. LSO 5-84-0 6-0 07. 
84/06/05. COUNSILiW. G. Connecticut Yankee Atomic Power Co. 7pp 
24745:152. 24X Fi che: 50-213, 84/06/05, 8406070235. 


8406070335 NUREG/CP-0038 

HYDROGEN AND WATER REACTOR SAFETY: Proceeding s Of The Second 
International Conference On The Impact Of Hydrogen On Water 
Reactor Safety, Albuquerque, New Me x i co, October 3-7,1982. 

* NRC - No Detailed Affiliation Given. * Electric Power Resear 
Institute. * Sandia Laboratories. SAND82-2456. 82/10/03. 123 

24862: 025. 


8406070353 Informs that ASME Code Class 1 5c 2 pressure boundary pip 
safe ends & fitting matls do not meet NUREG-0313, Rev 1 
requirements per util 810629 & 830107 responses to Generic 
Ltr 81-04. SER & technical evaluation rept encl. 

R IVENBARK, G. W. Operating Reactors Branch 4. GL-81-04. 84/05/29 

BECKHAM, J. T. Georgia Power Co. 3pp. 24854:239. 24X 

Fiche: 50-321 , 84/05/29, 8406070353. 


— 8406070361 Safety evaluation re IGSCC in RCPB piping sys. Util res| 
unacceptable. 

* NRC - No Detailed Affiliation Given. GL-81-04. 84/05/29. 

24854:242. 24X Fiche: 50-321, 84/05/29, 8406070353. 


—8405310368 EGG-FM-6252 

"Technical Evaluation of Integrity of Edwin I Hatch Nuclear 
Power Plant Unit 1 & 2 RCPB Piping Sys. " 

NAGATA, P. EG&G, Inc. FINA-6429. TAC 46662. 83/07/31. KOO, I 

Division of Engineering. 43pp. 24854:249. 24X 

Fiche: 50-321, 84/05/29,8406070353. 


8406070400 Forwards "Rept to Congress on AOs, " for Qct-Dec 1983, as 
required by Section 208 of Energy Reorganization Act of 
1974. One AO noted at nuclear power plants re emergency 
diesel generators. 

PALLADINO, N. J. Commissioners. 84/06/01. O'NEILL, T. P. House of 
Rep., Speaker of the House. Ip. 24860:334. 


— 8406070402 Forwards "Rept to Congress on AOs," for Oct-Dec 1983, ai 
required by Section 208 of Energy Reorganizat ion Act of 
1974. One AO noted at nuclear power plants re emergency 
diesel generators. 

PALLADINO, N. J. Commissioners. 84/06/01. BUSH, G. H. Senate, 
President of the Senate. 34pp. 24860:335. 


8406080053 Forwards SER te technical evaluation rept re review of 
control of heavy loads (Phase I). Guidelines of NURE0-0612 
satisfied & Phase I acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/05/25. STEWART, W. L. 

Virginia Electric & Power Co. 2pp. 24876:285. 24X 

Fiche: 50-338, 04/05/25, 8406080053. 


— 8406080056 SER re control of heavy loads - Phase I. Phase I accept; 
* Division of Licensing. 84/05/25. 2pp. 24876:287. 24X 

Fiche: 50-338, 84/05/25, 8406080053. 


B406080095 Forwards revised response to NUREG-0737, TM I Action Item 
r I. B. 2. Post-accident sampling facility will be designed & 
shielded to allow access after accident. No addl shielding 
will be required. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/04. ADENSAM, E. 
Licensing Branch 4. 2pp. 24855:361. 24X Fic he: 50-390, 84/06/04, 

8406080095. 


NONDOCKETED ITEMS 


80125 Forwards IE Insp Repts 50-387/84-14 & 50-388/84-16 on 
401-0507 St notice of violaiton. Recurring RCIC turbine 
rspeed trips experienced on Unit 1 in 1983 also reviewed. 
RQ5TECKI, R. Division of Project it Resident Programs. 84/05/22. 
YGN, B. D. Pennsylvania Power St Light Co. 2pp. 24855:205. 24X 

he: 50“387i 84/05/22, B406080125. 


6080138 IE Insp Repts 50-387/84-14 & 50-388/84-16 on 840401-0507. 
iolation noted: local leak rate test valves in Unit 1 closed 
nstead of closed t». locked as required by sys P&ID it 
ifninis trative procedures. 

*COBS,R., MCCABE, E. C. Region 1, Office of Director. IEB-83-07. 
1705/14. 19pp. 24855:208. 24X Fi c he : 50-387, 84/05/22, 8406080125. 


J0140 Advises that cables for containment high-range monitors 
;alled per NURE0-0737, Item II. F. 1.3 defective & cable 
lectors improperly ins tal led. Permanent repairs will be 
i during 1984 refueling outage. 

ISIL, W. G. Connecticut Yankee Atomic Power Co. 811194. 84/05/25. 

ITCHFIELD, D. Operating Reactors Branch 5. 2pp. 24858:036. 24X 

e: 50-213, 84/05/25- 8406080140. 


0144 Discusses implementation status of NUREG-0737 required Tech 
s St establishes schedule for implementation of 
tanding Tech Specs, per Generic Ltr 83-37. Tech Specs for 
vents will be submitted by 840401. 

ORD, M. 0. Southern California Edison Co. GL-83-37. 83/12/09. 

HTON, G. W. Licensing Branch 3. 3pp. 24858:038. 24X 

e: 50-361 , 83/12/09, 8406080144. 


0163 Updates 810108 response to NUREG-0737, I tern I. C. 5. Procedures 
ted in which shift technical advisors utilize SEE-IN 
ram established by INPO & will review it distribute 
3RK info & significant event repts. 

v|G. R.F. Indiana & Michigan Electric Co. AEP: NRC: 0398K. 

6/04. DENTON, H. R. Office of Nuclear Reactor Regulation, 

: tor. 2pp. 24859:035. 24X Fic he : 50-3 1 5, 84/06/04, 8406080163. 


1253 Forwards safety evaluation on control of heavy loads, 
slines of NUREG-0612, Section 5.1.1 & 5.3 satisfied, 
tlin Research Ctr technical evaluation rept also end. 

£R, J. R. Operating Reactors Branch 3. 84/05/22. JONES, W. C. 

i Public Power District. 2pp. 24897:247. 24X 

t : 50-285, 84/05/22, 8406080253. 


(80236 Safety evaluation re control of heavy loads, Phase I. Phase I 
ep tab le. 

NRC - No Detailed Affiliation Given. 84/05/22. 2pp. 

(97: 249. 24X Fic he: 50-285, 84/05/22, 8406080253. 


80266 TER— C 5 506-356 

ised "Control of Heavy Loads <C-10),Fort Calhoun 
tion, " technical evaluation rept. 

BURY-F, , BOMEERGER , C . Franklin I nst i tut e/Frank 1 i n Research 
ter. NRC— 03— 81-130. TAC 07991. 84/05/01. SINGH, A. NRC - No 

ailed Affiliation Given. 30pp. 24897:251. 24X 

he: 50-285, 84/05/22, 8406080253. 


258 NUREG/CR— 3785 

NATIVE APPROACHES TO PROVIDING ENGINEERING EXPERTISE ON 

, J. , SCHREIBER, R. E. , MELBER, B. D. Battelle Memorial Institute, 
ic Northwest Laborat or ies. FIN B-2360. PNL-5087. 84/05/31. 

ion of Human Factors Safety. 61pp. Available at NRC. *4. 50. 
: 181. 


261 NUREG/CR— 3391 V04 

RES8URE VESSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 
AM. Quarterly Progress Report, Oc tober 1983-December 

MCOTT* E, P. , MCELROY, W. N. Hanford Engineering Development 
atony. FIN E-5908. 84/05/31. Division of Engineering 

plogy. 92pp. Available at NRC. *4.50. 24877:001. 


265 NUREG/CR— 3753 

VLUATION OF MANUAL ULTRASONIC INSPECTION OF 
IFUGALLY CAST STAINLESS STEEL PIPING. 

i, T. T. Battelle Memorial Institute, Pacific Northwest 
itories. FIN B-2289. PNL-5070, 84/05/31. Division of 

taring Technology. 22pp. Available at NRC. S3. 75. 24877:094. 


JOS NUREG-1065 

“ANCE CRITERIA FOR THE LOW ENRICHED URANIUM REFORM 
1ENTS. 

t. c. W. , OUNDERSEN, G. E. , WITHEE, C. J. Division of Safeguards. 


8406080320 Forwards summary of status changes in resolution of 
unresolved safety issues in App C of SER (NUREG-0887) . 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/05/31. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 24879:104. 24X 

Fiche: 50-440, 84/05/31, 8406080320. 


8406110153 Requests NUREG-0957. "Pr ice-Anderson Act," all comments 
submitted to NRC re proposed amend to 10CFR6O, current status 
8/. completion schedule of NRC position paper re definition of 
disturbed zone 6 FR notice on proposed rule. 

JOHNSON, C. A. Nevada, State of. 00280. 84/05/07. RUSSELL, C. 

Policy it Program Control Branch <Post 831001). Ip, 24881:362. 


8406110225 Forwards revised rept on status of compliance w/Rev 2 tc 
Reg Guide 1. 97, per 840229 S< 0409 ltrs. Implementation plans 
re Supp 1 1 to NUREG-0737 also end. 

COUNSIL,W, G. Connecticut Yankee Atomic Power Co. A02959. 84/05 

MILLER, J.R. Operating Reactors Branch 3. 27pp. 24871:058. 24 

Fiche: 50-000, 84/05/31-8406110225. 


8406110248 Suppls 821220 response to Generic Ltr 82-16 re need for 
Tech Specs concerning NUREG-0737, Item II. K. 3. 3, "Reporting 
Requirements for Safety & Relief Valve Failures." No 
additions to Tech Specs warranted. 

COUNSIL/W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL, W. G. Northeast Uti 1 ities. GL-82-16. 04/05/30. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24868:127. 2 

Fiche: 50-000, 84/05/30, 84061 10248. 


8406110342 Forwards descriptive info re safety parameter display sy 
implementation plan per Generic Ltr 82-33 < NUREG-0737, Sup p 1 
1 ). 

MUSOLF, D. Northern States Power Co. GL-82-33. 84/05/31. Off 

of Nuclear Reactor Regulation, Director. 3pp. 24868:031. 24X 

Fiche: 50-263, 84/05/31 , 84061 10342. 


B4061 10367 Forwards SSER 7 (NUREG-0776 ) . W/o encl. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/05. CURTIS, N. W. 

Pennsylvania Power it Light Co. 2pp. 24880:289. 24X 

Fiche: 50-307, 84/06/05, 84061 10367. 


8406110393 Forwards request for addl info re facility ability to 
withstand asymmetric loadings from postulated LOCA. Resp onse 
requested by 840731 to complete safety evaluation as 
s c h ed ul ed , p er Generic Ltr 84-04. 

MILLER, J. R. Operating Reactors Branch 3. GL-84-04. 84/05/31. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 8pp. 24880:324. 2 

Fiche: 50-309, 84/05/31 , 84061 10393. 


8406110407 Requests that info re organizational changes & possible 
effects on QA, tra in ing , te ch n i cal support it Tech Specs be 
provided by 840624. Cone lusi ons in SER (NUREG-0847) 
supporting fuel load may be invalid. 

NOVAK, T. M. Assistant Director for Licensing. 84/06/05. PARRIS, 
Tennessee Valley Authority. 2pp. 24880:310. 24X 

Fiche: 50-390, 84/06/05, 84061 10407. 


8406110429 Advises that, based on 830715 commitment to modify automa 
depressurization sys logic by eliminating high drywell 
pressure permissive ?< adding manual inhibit switch, 

NUREG-0737, Item 1 1. K. 3. 18 considered closed. 

R I VENBARK, G. W. Operating Reactors Branch 4. 84/06/05, BAUER, E. ' 

Philadelphia Electric Co. 2pp. 24882:349. 24X 

Fiche: 50-277, 84/06/05, 84061 10429. 


8406120068 Forwards SER re safety parameter display sys SAR submitt 
in response to Generic Ltr 82-33. SAR acceptable provided 
sys isolated to avoid electrical it electronic interference 
w/equipment it sensors it human factors aspects improved. 

SCHWENCER, A. Licensing Branch 2. GL-82-33. 84/06/02. CURTIS, N 

Pennsylvania Power it Light Co. 4pp. 24898:340. 24X 

Fiche: 50-387, 84/06/02, 8406120068. 


— 8406120078 SER re safety parameter display sys <BPDS) SAR, per Sup 
to NUREG-0737. Continued imp lamentation of SPDS subj to 
adequate resolution of human factor concerns stated in 
Section C. 

* NRC - No Detailed Affiliation Given. GL-82-33. 84/06/02. 

12pp. 24898: 344. 24X Fi c h e: 50-387, 84/06/02, 8406120068. 


8406120111 Forwards implementation p lan, inc luding verification & 
validation plan for safety parameter display sys, per Suppl 1 
to NUREG-0737. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06 
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NONDOCKETED ITEMS 


-3406120 1 57 IE Insp Repts 50-155/84-04 b 30-04866/84-01 on 840507-10. 
Violation noted : fai 1 ure to calibr high-range survey 
instruments since Apr 1981 

LO VEND ALE* P. C. , ROZAK, S. , GREGER,L.R. Region 3. Office of 
Director 30-04866/84-01. 84/05/29 . 8pp. 24889:330. 24X 

Fiche: 50-155,84/05/29. 8406120150. 


106120190 Informs that facility has been selected for emergency 
response facilities appraisal per NUREG-0737, Sup p 1 1. 

Appraisal scheduled for wk of 840709-13. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/08. 

OIESLER , C . W. Wisconsin Public Service Corp. Ip. 24889:285. 24X 

Fiche: 50-305, 84/06/08. 8406120190. 


106120211 Application for amend to License DPR-28, revising Tech Specs 
to provide addl clarifications for certain limiting 
conditions for operation & definitions. 

HUNTER, D. Vermont Yankee Nuclear Power Corp. FVY 84-58. 84/06/05. 

EISENHUT, D. G. Division of Licensing. 4pp. 24889:346. 24X 

Fiche: 50-271 , 84/06/05, 8406120211. 


106120217 Submits further clarifications of items contained in util 
840425 Itr re post-accident sampling sys (PASS). Table 
providing requested info on methodology, range b accuracy for 
parameters to be measured using PASS end. 

CASCARANO, R. N. Commonwealth Edison Co. 8741N. 84/06/05. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp, 
24890:129. 24X Fi ch e: 50-295 , 84/06/05, 8406120217. 


106120255 NUREG-0828 

INTEGRATED PLANT SAFETY ASSESSMENT REPORT, SYSTEMATIC 
EVALUATION PROGRAM. Big Rock Point Plant.Docket No. 50-155. 
(Consumers Power Company) 

* Division of Licensing. 84/05/31. SOOpp. Available at NRC. 
$14.00. 24917:115 24X Fi c h e : 50-1 55, 84/05/3 1 , 8406120255. 


106120257 Responds to Generic Ltr 83-10D re compliance w/cTiteria for 
resolution of TMI Action Item II. K. 3. 5. Westinghouse Owners 
Group emergency response guidelines based procedures will be 
developed in conjunction w/control room design review. 

STEWART, W. L. Virginia Electric b Power Co. GL-83-10D. 84/06/04. 

DENTON, H. R. Office of Nuclear ReactoT Regulation, Director. 3pp. 
24892: 081. 24X Fiche: 50-000. 84/06/04, 8406120257. 


106120259 Responds to NRC 840423 request for info re safety parameter 
display sys per Suppl 1 to NUREG-0737. Safety features, data 
validati on, h umati factors b method of electrical isolation 
d i scussed. De script! on of Foxboro optical isolators end. 

GUCWA, L. T. Georgia Power Co. NED-84-304. 84/06/07. STOLZ, J. F. 

Operating Reactors Branch 4. 14pp. 24894:275. 24X 

Fiche: 50-321 , 84/06/07, 8406120259. 


106120260 NUREG— 0606 V06 N02 

UNRESOLVED SAFETY ISSUES SUMMARY. Data As Of May 18, 1984. 

(Aqua Book ) 

* Division of Safety Technology. 84/05/31. 57pp. 24910:236. 


■06120312 Forwards "Setpoint Program Determination for Westinghouse 
Cold Overpressure Mitigating Sys in Watts Bar Unit 1 Plant," 
per SER (NUREG-0847) Section 5.2.2, "Overpressure 
Protection. " 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. ADENSAM, E. 
Licensing Branch 4. Ip. 24894:220. 24X Fiche: 50-390, 84/06/07, 

8406120312. 


■06120326 Responds to Generic Ltr 84-11, "Jnsps of BWR Stainless Steel 
Piping." Items 1-5 inappl icab le. Preservice b inservice insps 
for IGSCC will be conducted per ASME Code 1977 edition, 

Summer 1978. 

MITTL, R. L. Public Service Electric b Gas Co. of New Jersey. 

GL-84— 11. 84/05/31. SCHWENCER, A. Licensing Branch 2. 5pp. 

24893:106. 24X Fic h e : 50-354, 84/05/31, 8406120326. 


06120367 Forwards revised FSAR Tables 3. 2—1 b 3.2—2 providing addl 
info describing compliance w/Rev 3 to Reg Guide 1.26 ?< 
codes b stds used in const. SER (NUREG-0991) Confirmatory 
Issue 1 closed. 

KEMPER, J. S. Philadelphia Electric Co. 84/06/07. SCHWENCER, A. 
Licensing Branch 2. 17pp. 24093:337. 24X Fi ch e: 50-352, 04/06/07, 

8406120367. 


06120381 Urges NRC to assign some priority to review of Westinghouse 
Owners Group program Tech Spec relaxation (WCAP-10271) so 
that benefits associated w/program can be realized. 

SHEPPARD, J, J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, J. J. Carolina Power & Light Co. OG-125. 84/05/18. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p p 
24893:314. 


8406120392 Forwards application for amend to License DPR-50, c onsi < 
of Tech Spec Change Request 115 to replace Tech Spec Pages 
3-41,4-3 b 6-22 re containment integrity of reactor bldg. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2111. 84/06/04. STOLZ, J. F. Operating Reactors Branch 

lp. 24892 305. 24X F i c h e : 50-289, 84/06/04, 84061 20392. 


— 8406120403 Proposed Tech Spec Pages 3-41,4-3 «< 6-22 re containmi 
integrity of reactor bldg & post-accident sampling 
programs (TMI Item II. B. 3). 

* General Public Utilities - GPU Service Corp. 84/06/04. 3$ 

24892:310. 24X Fi ch e: 50-289, 84/06/04, 8406120392. 


8406120418 Forwards response to 840404 ltr re mods to reduce chall 
b failures of relief valves. Qp erati on of valves monitored 
b maintained per Tech Spec requirements Sc good maint 
practices. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/06/08. VASSALLO, D. E 
Operating Reactors Branch 2. 3pp. 24891:360. 24X 

Fiche: 50-220, 84/06/08, 8406120418. 


8406120420 Forwards replacement pages to License Amend Requests 83 
Sc 84-01 , revi s ing application for amend to License DPR-76, 
changing Tech Specs 6. 2 Sc 6. 5 re organi zational 
relationships. 

SCHUYLER, J. 0. Pacific Gas Sc Electric Co. DCL-84-212. 84/06/06 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2p 
24892:001. 24X Fi ch e : 50-275, 84/06/06, 8406120420. 


— 8406120427 Replacement pages to License Amend Request 83-01, revi 
application for amend to License DPR-76, c hang i ng Tech Specs 
6. 2 Sc 6.5 re organizational relationshi ps. Attachment III 
deleted in entirety. 

* Pacific Gas Sc Electric Co. DCL-84-212. 84/06/06. 4pp. 

24892:003. 24X Fi c h e : 50-275, 84/06/06, 8406120420. 


8406120444 Forwards "Mark I Containment Program: Plant-Unique Analy 
Rept of Torus Attached Piping for JA Fitzpatrick Nuclear 
Power Plant," to comply w/acceptance criteria in NUREG-0661, 

App A. 

BAYNE, J. P. Power Authority of the State of New York. JPN-84-34 
84/06/07. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 
24891:169. 24X Fi c h e : 50-333, 84/06/07, 84061 20444. 


—8406120454 TR-5321-2 

"Mark I Containment Program: Plant-Unique Analysis Rept of 
Torus Attached Piping for JA Fitzpatrick Nuclear Power 
Plant. " 

* Teledyne Engineering Services. 84/05/31. 94pp. 24891:171 

24X Fiche: 50-333, 84/06/07, 8406120444. 


8406120530 Forwards Vol 6, Number 4 to NUREG-0090, "NRC Rept to Con 
on AOs," for CYQ3 per Section 208 of Energy Reorganization 
Act. Rept contains info updating previously reported AOs. 

W/o end. 

PALLADINO, N. J. Commissioners. 84/06/01. O'NEILL, T. P. House o 
Rep., Speaker of the House. BUSH, G. H. Senate, President of the 
Senate. 4pp. 24897:315. 


8406120532 NUREG-0020 V08 N04 

LICENSED OPERATINO REACTORS STATUS SUMMARY REPORT. Data As of 
March 31,1984. (Grey Book) 

* Division of Budget b Analysis. 84/05/31. 407pp. 24916:063. 


8406120535 NUREG/CR-3604 
BOLTING APPLICATIONS. 

CZAJKOWSKI, C. J. Brookhaven National Laboratory. FIN A-3359. 
BNL— NUREG-51 735. 84/05/31. Division of Engineering. 303pp. 

Available at NRC. *7.50. 24898:004. 


8406120623 Responds to FOIA request for documents showing turnover 
const stage personnel at plants from 1973 to present b info 
re required repts of percent complete for plants at various 
stages of const. 

FELTON, J, M. Division of Rules and Records. 84/05/10. WILLIAMS 
JRA Associates. lp. 24915:296. 


8406120628 FOIA request for documents re required repts of percent 
complete for plants at various stages of const. 

WILLIAMS, 0. G. JRA Associates. QGW-84-028. 84/04/30. FELTON, J 

Division of Rules and Records. lp. 24915:298. 


8406130037 Concurs w/conc lusi ons & recommendations of NUREG-1024, 
Specs - Enhancing Safety Impact." Supports proposed rule 
separating Tech Specs into immediate & long-term importance 
to safety categori es, p er 820330 FR. 

SORENSEN, G. C. Washington Public Power Supply System. 84/05/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. lp 
24915: 162. 
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30075 Submits objections to 840430 request for Tech Specs re 
EG-0737, Items I. A. 1.3/ "Limit Overtime," II.K.3. 3, 
porting Safety Valve & Relief Valve Failures & 

J leng es " & Item II. K. 3. 12, "Anticipatory Tr ip . . . " 

HERS, B. D. Portland General Electric Co. 84/06/06. MILLER. J. R. 
rating Reactors Branch 3. 2pp. 24915.135 24X 

he: 50-344, 84/06/06, 8406130075. 


30102 Discusses IE Insp Repts 50-369/83-39 Sc 50-370/83-46 on 
J29-1009 & 840227 & forwards notice of violation & 
josed imposition of civil penalty. 

IILLV.J. P. Region 2, Office of Director. EA-84-037. 84/06/08. 

(ERi H. B. Duke Power Co. 4pp. 24913:010. 24X 

ie: 50-369, 84/06/08, 8406130102. 


>130104 Notice of violation & proposed imposition of civil penalty 
i amount of *40, OOO. Noncomp liance noted : fai lure to 
tplement Tech Specs St inadequate implementation of 
dependent verification. 

REILLY, J. P. Region 2, Office of Director. EA-84-037. 84/06/08. 

pp. 24913:014. 24X Fic he : 50-369, 84/06/08, 8406130102. 


0133 Responds to 840420 request for addl info on NUREG-0737, 
II. B. 3> "Post-Accident Sampling Sys. " Procedure to 
mate core damage being d evel oped. Requested info will be 
ided by 840715. 

If, J. J. Duquesne Light Co. 84/06/05. VARGA, S. A. Operating 
tors Branch 1. 2pp. 24914:355. 24X Fi ch e: 50-334, 84/06/05, 

130133. 


)228 Responds to request for info re NUREG-0737, Item II.K.3. 16, 
jction of Challenges & Failures of Relief Valves" & 

>sses questions on recommended mods. All Target Rock 
■—stage safety relief valves replaced. 

IT, J. M. Nebraska Public Power District. NLS8400162. 84/05/29. 

*LLQ, D. B. Operating Reactors Branch 2. 2pp. 24911:239. 24X 

t: 50-298, B4/05/29, 8406130228. 


1283 Advises of plans to defer feedwater sparger replacement & 
e cladding removal, recommended by NUREG-0619, pending 
ution of feedwater sparger cracking issue at 
cello Nuclear Generating Plant. 

R,A. B. Carolina Power & Light Co. NLS-84-228. 84/06/01. 

LLO, D. B. Operating Reactors Branch 2. 2pp. 24911:117. 24X 

: 50-324, 84/06/01,8406130283. 


303 Confirms that util will comply w/TMI Action Item II. K. 3. 18 
difying automatic depressurization sys logic to 
nate dryuiall pressure permissive & adding manual 
it switch. Mod acceptable. Item closed. 

SARK, G. W. Operating Reactors Branch 4. 84/06/05. BECKHAM, J. T. 

gia Power Co. 2pp. 24919:359. 24X Fi ch e: 50-321, 84/06/05, 

30303. 


>38 Mod to 840229 application for amend to Licenses DPR-24 Sc 
7, consisting of Tech Spec Change Request 96. Mods 
Py proposed Tech Spec 15.3. 1. A. 7 Sc correct error in 
s gas for hydrogen monitor calibr, 

W. Wisconsin Electric Power Co. 84/06/07. DENTON, H. R. 

» of Nuclear Reactor Regulation, Director. MILLER, J. R. 
ting Reactors Branch 3. 2pp. 24926:001. 24X 

50-266, 84/06/07, 8406140038. 


)84 Forwards SER demonstrating that requirements set forth in 
-0737, Item II. K. 2. 13, "Thermal-Mechanical Rept" 

*ied . Cone lusions based on findings re Unresolved Safety 
A-49, "Pressurized Thermal Shock. " 

J. F. Operating Reactors Branch 4. 84/06/05. HUKILL, H. D. 

il Public Utilities - GPU Service Corp. 13pp. 24939:329. 24X 

50-289, B4/O6/05, 8406140084. 


►87 Forwards results of in-progress audit of detailed control 
lesign review. Some mods necessary to comply w/Suppl 1 
I EG- 0737. 

f, J. R, Operating Reactors Branch 3. 84/06/04. RANDAZZA, J. B. 

Yankee Atomic Power Co. 2pp. 24939:281. 24X 

50-309, 84/06/04, 8406140087. 


0089 "NRC In— Progress Audit of Detailed Control Room Design 
eu for Maine Yankee Atomic Power Station. " 

IRC - No Detailed Affiliation Given. 84/06/04. 46pp. 

9:283. 24X Fiche: 50-309, 84/06/04, 8406140087. 


19 Forwards IE Insp Repts 50-010/84-01, 50-237/84-06 & 


— 8406140123 IE Insp Repts 50-010/84-01,50-237/84-06 & 50-249/84-0: 
840327-0521. No noncompliance or deviation i d enti fied . Ma j or 
areas insp ec ted : ac t i on on previous insp f i nd ing s, reg i ona 1 
requests, 10CFR21 notifications it fire protection program. 
CHRISSOT IMQS, N. Region 3, Office of Director. IEB-83-07 
84/05/25. 19pp. 24927: 275. 24X Fi c h e : 50-010, 84/05/25, 840614C 


8406140130 Responds to 830519 ltr re NUREG-0612 issue of longitudir 
stiffner Sc trolley bumper de f i ci enc i es . Des ign of intake 
structure crane veri f i ed . Tro 1 1 ey bumpers will be added S< 
inservice tests pr op osed . Des i gn analysis encl. 

WESTAFER, G. R. Florida Power Corp. 3F0684-03. 84/06/11. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 194 
24932:151. 24X Fi ch e : 50-302, 84/06/1 1, 8406140130. 


8406140188 Forwards IE Insp Repts 50-245/84—08 Sc 50-336/84-10 on 
840401 -0505. No violations noted. 

STAROSTECKI, R. Division of Project S. Resident Programs. 84/05/2 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 24924:343. 24X Fic he: 50-245, 84/05/29, 84061401 


— 8406140195 IE Insp Repts 50-245/84-08 St 50-336/84-10 on 840401-05 
violations noted. Major areas inspected: evaluations of plant 
operat ions, reactor vessel defuel ing, outage c onduc t, p h y si ca 1 
security Sc fire protection. 

SHEDLOSKY, J. T. Region 1, Office of Director. GL-84-11. 84/05 

14pp 24924:345. 24X Fi ch e: 50-245, 84/05/29, 8406140188. 


8406140202 Responds to 840403 request for info re NUREG-0737, Item 
II. K. 3. 16, "Reduction of Changes & Failures of Safety/ 

Relief Valves." Mods 1 is ted. Safety /rel ief valve simmer 
margin will be increased during next refueling outage. 

MCGAUGHY, R. W. Iowa Electric Light St Power Co. NG-84-2255. 
84/06/11. DENTON, H. Office of Nuclear Reactor Regulation, Direc 
2pp. 24925:001. 24X Fi c he : 50-331, 84/06/ 1 1 , 8406140202. 


8406140214 Responds to NRC request for commitment to modify functioi 
of containment pressure monitoring sys, per NUREG-0737 TMI 
lessons learned. Util will install capability for continuous 
recording of containment pressure in control room. 

LINDER, F. Dairyland Power Cooperative. LAC-9974. 84/06/06. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 24925:016. 2< 

Fiche: 50-409, 84/06/06, 8406140214. 


8406140215 Forwards IE Insp Rept 50-309/84-02 on 840305-09 Sc notice 
violation. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/06/0: 
RANDAZZA, J. B. Maine Yankee Atomic Power Co. 2pp. 24924: 162. 2‘ 

Fiche: 50-309, 84/06/01, 8406140215. 


— 8406140217 IE Insp Rept 50-309/84-02 on 840305-09. Violations note! 
Diesel Generator 1A removed from sve w/o verification of 
equipment operability & documents identified did not comply 
w/Class A document control. 

KENNY, T. , ARCHITZEL, R. , HOLDEN, C. Region 1, Office of Director. 
GL— 83-28. 84/05/17. 29pp. 24924:167. 24X Fic he: 50-309, 84/06/ 

8406140215. 


8406140225 Forwards IE Insp Rept 50-244/84-04 on 840320-22. No 
noncompliance noted. Response requested re establishment of 
post-accident sampling sys per NUREG-0737 prior to startup 
from current outage. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/05/ 
KOBER, R. W. Rochester Gas St Electric Corp. 2pp. 24924:271. 24X 

Fiche: 50-244, 84/05/29, 8406140225. 


— 8406140226 IE Insp Rept 50-244/84-04 on 840320-22. No violations 
noted. Major areas inspected: operab il ity of post-accident 
sampling sys. Areas requiring improvement identified re 
verification. of full operability of subj sys. 

WHITE, J. R. , BARR/K. R. , SHANBAKY, M. M. Region 1, Office of Direct 
84/05/23. 4pp. 24924:273. 24X Fiche: 50-244, 84/05/29, 84061402 


8406140271 Forwards request for addl info on Generic Ltr 84-04, "Safe 
Evaluation of Westinghouse Topical Repts Dealing W/ 

Eliminating of Postulated Pipe Breaks in PWR Primary Main 
Loops. " Response requested by 840731. 

MILLER, J. R, Operating Reactors Branch 3, GL-84-04. 84/05/31. 

WILLIAMS, U. W. Florida Power St Light Co. 6pp. 24955:058. 24X 

Fiche: 50-335, 84/05/31 , 8406 140271 . 


8406150087 Forwards "Control of Heavy Loads — Phase II, Northern Stat 
Power Co, Prairie Island Nuclear Generating Plant Units 1 8t 
2, " draft technical evaluation rept. 


ill 
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-8405210405 TER-C55O6-469/470 DR 

Draft technical evaluation rept, "Control of Heavy loads 
Phase 11- Northern States Power Co. Prairie Island Nuclear 
Generating Plant. Units 1 & 2. 

BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-81- 130. TAC 52260. B4/05/08. SINGH. A. NRC - No Detailed 

Affiliation Given. 24pp. 24960:263. 24X Fi ch e: 50-282, 84/05/31, 

8406150087. 


106150151 Forwards IE Insp Rept 50-289/84-11 on 840410-0508 & notice 
of violation. 

STAROSTECKI. R. Division of Project & Resident Programs. 84/05/31. 
HUKILL, H. D. General Public Utilities - GPU Service Corp. 2pp. 
24954:287. 24X Fiche: 50 - 289 , 84/05/31, 84061 50151. 


•8406150177 IE Insp Rept 50-289/84-11 on 840410. Violation no ted : fa i lur e 
to properly implement written mod instructions re vent cap 
ins ta 1 lati on. 

YOUNG. F. . BAUNACK. W. . CONTE, R. Region 1, Office of Director. 
GL-82-33. 84/05/23. 15pp. 24954:292 24X Fi ch e: 50-289. 84/05/31. 

8406150151. 


406150203 Forwards response to commitment in SER. NUREG-0979. Section 
7. 2. 2. 2 re design verification testing of optical isolators. 
SHERWOOD. G. G. General Electric Co MFN 073-84. 84/05/30. 

EISENHUT , D. G. Division of Licensing. 2pp. 24944:361. 24X 

Fiche: 50-447, 84/05/30,8406150203. 


406150205 Discusses plan & schedule for addressing safety evaluation 
of abnormal transient operational guidelines (TMI Item 
1. C. 1). 

LINGENFELTER, J. Babcock & Wilcox Operating Plants Owners Group. 
84/06/08. EISENHUT, D. G. Division of Licensing. 2pp. 24951:216. 


406150250 Forwards “Preservice Insp Program for Class 1,2 & 3 
Components" & Rev A to "Inservice Insp Program 
Preservice insp program reviewed by Matls Engineering 
Branch w/conc lusi ons reported in SSER 4, Sections 5. 2 & 6.6. 
BURWELL, S. B. Licensing Branch 1. 84/06/14. YOUNGBLOOD, B. J. 

Licensing Branch 1. Ip. 24946:001. 24X Fiche: 50-445, 84/06/14, 

8406150250. 


-8406150253 Forwards "Preservice Insp Program for Class 1.2 & 3 
Components" U Rev A to "Inservice Insp Program for 1977 
Edition of Section XI.ASME Boiler & Pressure Vessel Code W/ 

Addenda Through Summer 1979. " 

MARSHALL, J. S. Texas Utilities Services, Inc. TXX-357S. 82/10/07. 

BURWELL, S. B. Office of Nuclear Reactor Regulation, Director. Ip. 

24946:002. 24X Fi che: 50-445, 84/06/14, 8406150250. 


406150297 Forwards evaluation of response to Generic Ltr 82-28, 
"Inadequate Core Cooling Instrumentation Sys. " Heated 
junction thermocouple concept acceptab le. Request for addl 
info end . Response required within 30 days. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-28. 84/06/04. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 7pp. 24976:349. 24X Fic he : 50-336, 84/06/04, 84061 50297. 


406100003 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept." Info adequately demonstrates 
reasonable assurance that vessel integrity maintained. Items 
related to Unresolved Safety Issues A-49 & A-45 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. STEWART, W. L. 

Virginia Electric & Power Co. Upp- 25023:311. 24X 

Fiche: 50-338, 84/06/05, 8406180003. 


406180006 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept." Info adequately demonstrates that 
vessel integrity maintained. Item & Unresolved Safety Issues 
A-49 & A-45 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. JONES, W, C. 

Omaha Public Power District. 11pp. 25023:300. 24X 

Fiche: 50-285,84/06/05, 8406180006. 


406180009 Forwards safety evaluation re NUREG-0737, I tem II. K. 2. 13, 
"Thermal-Mechanical Rept. " Info adequately demonstrates that 
vessel integrity maintained. Item related to Unresolved 
Safety Issues A— 45 St A-49 complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/05. WITHERS, B. D. 

Portland General Electric Co. Upp. 25023:289. 24X 

Fiche: 50-344,84/06/05, 8406180009. 


406180030 Partial response to FOIA request for documents re IE Info 
Notices 81-29,82-52,83-57 & 83-72 & Board Notif icat ions 
83-128 & 83— 128A. Forward s App A documents, Documents also 
available in PDR. App B documents available in PDR. 

FELTON, J. M, Division of Rules and Records. IEIN-83-72. 84/03/20. 

JORDAN, W. S. Harmon & Weiss. 18pp. 25070:115. 24X 

r k a * <50— nAft CM /n*5 /'in r, ,1 


— 8111090735 Summary of 811002 meeting w/EPRI S< PWR owners group 
Bethesda, MD re results of power operated relief valve Se 
safety valve tests completed as of 811001. 

CHERNY, F C. Mechanical Engineering Branch. 81/10/19. BOSNAI 
Mechanical Engineering Branch. 56pp. 25071:312. 


— 8406180075 Discusses Udal 810619 comments on results of Sandia I 
Lab NUREG/CR— 1681 , "Electrical Insulators in Reactor 
Accident Environ." Approx 147. of protected terminal strips 
in containment would electrically break down. 

FARMER, W. S. Electrical Engineering Instrumentation & Control 
Branch (post 840429). 81/06/26. SULLIVAN, D. F. NRC - No Det, 

Affi 1 iati on Given. Ip. 25071:213. 


— 8110190164 Responds to 810810 request for info re evaluation & 
recommendations in Research Info Ltr 123, electrical terminal 
b loc k s. Genera 1 requirement for complete elimination of 
terminal blocks inside containment not considered necessary. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
81/09/23. AHEARNE, J. Commissioners. 4pp. 25071:293. 


— 8110190171 Requests info re evaluation & recommendations in Res< 
Info Ltr 123, el ectr ical terminal blocks. 

AHEARNE. J. Commissioners. 81/08/10. DIRCKS, W. J. Office of 
Executive Director for Operations. 2pp. 25071:272. 


— 8406180046 Responds to 810923 memo re IE & NRR disposition of Rl 
recommendations on Research Info Ltr 123. Statement requested 
from RES to determine if data in NUREG/CR— 1682 supports 
contractor r ecommen dati ons . 

AHEARNE, J. Commissioners. 81/09/28. DIRCKS, W. J. Office of 
Executive Director for Operations. Ip. 25071:297. 


— 8406160076 Summarizes discussion w/J Austin during wk of 811019 
NUREG/CR- 1682, "Electrical Insulators in ReactOT Accident 
Environ." Consi dera ti on s to be used in evaluating Sandia 
Natl Lab work & terminal block cleaning listed. 

FEIT , R. Instrumentation & Control Systems Branch. 81/10/27. 
WENZ INGER, E. C. Instrumentation & Control Systems Branch. 2pf 
25072:014. 


— 8406180122 Advises of disagreement w/820226 Minogue, Denton & De> 
memo to Dircks re research results & subsequent 
evaluation of terminal block issue. Comments listed on subj 
issue. 

FEIT, R, Instrumentation & Control Branch. IEB-78-02. 82/03> 

UIENZINGER, E. C. Instrumentation & Control Branch. 2pp. 25072 


— 8406180053 F-C5260-3013 

"Comparison of Three Test Programs For ASCO Solenoid 
Valves." NUREG/CR— 2868, "Aging Effects on Fire-Retardant 
Additives in Organic Matls for Nuclear Plant Applications" 
end. 

WEISE, K. E. Franklin Institute/Franklin Research Center. 
NRC-O 5-79—253. 82/07/02. Director's Office, Office of 

Inspection and Enforcement. 519pp. 25074:215. 


— 8405230404 Forwards Rept AQR-67602 presenting analysis of Frank] 
Research Ctr qualification testing performed on ASCO Catalog 
NP-1 valves for NRC. Requests info re progress on project. 
BROWN, W. M. Automatic Switch Co. 83/09/27. NOONAN, V. S. Equi 
Qualification Branch. 3pp. 25079:274. 


—8405230414 AQR-67602 ROO 

“Analysis of Franklin Research Ctr Qualification Testing of 
ASCO Catalog NP-1 Valves for NRC. " 

SHANK, J.R., VOLLMER, D. J. Automatic Switch Co. 83/09/26. 22; 

25079:277. 


8406180115 Forwards interim response to 840306 ltr re control of li 
1 oads. Ongoing test/insp program established consistent 
w/Artic le 5.3 of ANSI Ni4, 6-1978, Followup response expected 
by 840831, 

MARSHALL, J. R. Arkansas Power Jk Light Co. OCAN068402. 84/06/06 

STQLZ, J. F. Operating Reactors Branch 4. 6pp. 24967:305. 24X 

Fiche: 50-313, 84/06/08, 8406180115. 


8406180142 Forwards response to vendor commitment in SER <NUREG-0*j 
Section 7. 2. 2. 2 re design verification testing of optical 
iso lators. Individual failure of card or component can at 
most, affect only equipment within same chamber. 

SHERWOOD, G. G. General Electric Co. MFN 073-84. 84/05/30. 

EISENHUT, D. G. Division of Licensing. 2pp. 24967:311. 24X 

Fiche: 50-447, 84/05/30, 8406180142. 


8406180191 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
Mechanica 1 Rept." Info demonstrates vessel integrity 
maintained. Results based on findings related to Unresolved 
Safety Issues A-49 Jk A-45. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LSQ5-84-06-020. 

84/06/13. KOBER, R. w. Rochester Gas & Electric Corp. 12pp. 


IMONDOCKETED ITEMS 


>180196 Forwards SER re NUREG-0737, Item II. K. 2. 13, "Thermal- 
ichanical Rept." Info demonstrates vessel integrity 
tintained. Resu Its based on findings related to Unresolved 
fety Issues A-49 & A-45. 

UTCHFIELDiD. Operating Reactors Branch 5. LS05-84-06-0 19. 

706/13. COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 12pp. 
967:245. 24X Fiche: 50-213, 84/06/13, 8406180196. 


180201 Requests NRC concurrence in plan to initiate addl training 
r incumbent senior control room operators to qualify as 
aff technical advi sors. Current program considered 
sponsive to NUREG— 0737/ Item I. A. 1. 1. 

vfDVALL,A.E. Baltimore Gas & Electric Co. 84/06/04. MILLER, U. R. 
srating Reactors Branch 3. 2pp. 24964:023. 24X 

:he: 50-317# 84/06/04, 8406180201. 


L80233 Forwards safety evaluation re licensee response to NUREG- 
17# Item II. K. 2. 13, "Thermal-Mechanical Rept. " Info 
tonstrates reasonable assurance that vessel integrity 
ntained. Item closed. 

ITCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-017. 

06/13. VANDEWALLE, D. J. Consumers Power Co. 12pp. 24963:001. 

: Fiche: 50-255# 84/06/13, 8406180233. 


80304 Notifies of extension to schedule for completing engineering 
essment of Reg Guide 1.97, Suppl 1 to NUREG-0737# re 
rgency response f ac i 1 i t i es, p er 830419 1 tr. Ex tens ion 
lects need to concentrate on 1984 refueling outage. 

PHY# W. P. Vermont Yankee Nuclear Power Corp. FVY 84-61. 

06/12. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 

61:168. 24X Fiche: 50-271, 84/06/12, 8406180304. 


303 20 Informs that review of NUREG-0737# I tem II. K. 2. 13# "Thermal- 

ianieal Rept#" completed. Info adequately demonstrates 

t vessel integrity maintained based on Unresolved Safety 

je A— 49 findings re pressurized thermal shock. 

rCHFIELD. D. Operating Reactors Branch 5. LS05-84-06-0 18. 

)6/13. KAY# J. A Yankee Atomic Electric Co. 12pp. 24962:026. 

Fiche: 50-029, B4/06/13, 8406180320. 


10365 Forwards safety evaluation of licensee response to NUREG- 
r # Item II. K. 2. 13, "Th erma 1 -Mec han ica 1 Rept. " Response 
[p tab le. Find ings studied as subset of Unresolved Safety 
les A-45, "DHR" & A-49, "Pressurized Thermal Shock." 

‘CHFIELD.D. Operating Reactors Branch 5. LS05-84-06-016. 

>6/13. BASKIN# K. P. Southern California Edison Co. 3pp. 

>7: 155. 24X Fiche: 50-206, 84/06/13, 8406180365. 


0031 FDIA request for seven documents referenced in 
Q/CR— 2728# "Interim Reliability Evaluation Program 
edures Guide, " dtd Jan 1983. 

LY# 8. C. Union of Concerned Scientists. 84/03/29. FELTON, J. M. 
sion of Rules and Records. 2pp. 25027:269. 


0034 Responds to FOIA request for seven documents referenced in 
G/CR— 2728# "Interim Reliability Evaluation Program 
edures Guide# " dtd Jan 1983 Forwards App A documents, 
nients also available in PDR. 

□N# J. M. Division of Rules and Records. 84/04/25. SHOLLY, S. 
n of Concerned Scientists. 2pp. 25027:271. 


3041 NUREG-0090 V06 N04 

RT TO CONGRESS ON ABNORMAL OCCURRENCES. October - 
nber 1983. 

irec tor's Office. 84/05/31. 29pp. 25025:220. 


3044 NUREG-O540 V06 N03 

l LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE. March 1-31# 

Lvision of Technical Information St Document Control. 84/05/31. 
). 25026: OOl. 


>078 NUREO/CR-3773 

mON OF PLANETARY BOUNDARY LAYER DISPERSION PROPERTIES 
HEIGHT IN UNSTABLE CONDITIONS. 

!>B. B, Commerce# Dept, of# Natl. Oceanograph ic & Atmospheric 
listration, FIN B-6333. 84/05/31. Division of Radiation 

>ams & Earth Sciences (post 840429). 50pp. Available at NRC. 

I. 25029: 238. 


>081 NUREG/CR-337B 

ICATrON OF THE NETWORK FLOW AND TRANSPORT/DI STR I BUTLw 
ITY METHOD < NWFT/DVM ) COMPUTER CODE. 

L. E. Sandia Laboratories. FIN A-1166. SAND83-1466. 84/05/31. 

* m, ■* mm* -J# ■ h* mm* m m m*~.mmt*- "iOnm A i , am C 1 a, h 1 o m*- KlDr nf 


8406190215 Responds to 840403 questions re NUREG-0737# I tem II. K. 3. 
"Feasibility Study — Challenges & Failures of Relief 
Valves. " No further mods needed or planned based on BUR 
dwners Group criteria 

RYBAK# B. Commonwealth Edison Co. 8755N. 84/06/12. DENTON# H. F 

Office of Nuclear Reactor Regulation# Director. 3pp. 24980: 23C 
24X Fiche: 50-254, 84/06/ 12# 840619021 5. 


8406190310 Provides update on status of post-accident sampling sys 
& new completion date, per 840306 telcon.Tech Specs required 
by NUREG-0737# I tem II. B. 3 will be submitted 30 days after 
reaching 1007. power for sys operability. 

JONES, W. C. Omaha Public Power District. LIC-84-079. 84/06/13. 

MILLER, J R. Operating Reactors Branch 3. 5pp. 24989:313 . 24X 
Fiche: 50-285, 84/06/13, 8406190310. 


8406190315 Advises that p os t-ac c i dent sample panel installed in Un 
4< will be tested during startup test program, per SER 
Section 9. 3. 2. 2 8< TMI Item II. B. 2. 

TUCKER# H. B. Duke Power Co. 84/06/15. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing B 
4. 5pp. 24989:308. 24X Fi c he: 50-413, 84/06/ 15# 8406190315. 


8406190325 Forwards response to NRC 840427 questions re selection i 
containment vent pressure for emergency procedures, per 
NUREG-0737, Item I.C.l. 

KEMPER# J. S. Philadelphia Electric Co. 84/06/15. SCHWENCER, A. 
Licensing Branch 2 4pp. 249B4: 358. 24X Fiche: 50-352# 84/06/1 5. 

8406190325. 


8406190474 Revised proposed findings of fact & conclusions of law \ 
monitoring subcontention re NUREG-0737, Table II. F 1# "Addl 
Accident Monitoring Instrumentation." 

B IER, J. Bier# Mills. Chr ista-Mar ia# et al. DSB 738. 84/06/15. 

25025:053. 24X Fic he: 50-155, 84/06/15, 8406190474. 


8406190509 Forwards safety evaluation re NUREG-0737# I tem II. K. 2. 13, 
"Thermal-Mechanical Rept." Info adequately demonstrates 
reasonable assurance that vessel integrity maintained. Item 
related to Unresolved Safety Issues A-45 & A-49 complete. 

MILLER# J. R, Operating Reactors Branch 3. 84/06/05. LUNDVALL# A. 

Baltimore Gas & Electric Co. Upp. 25037:346. 24X 

Fiche: 50-317, 84/06/05, 8406190509. 


8406190517 NUREG/CR-3606 

NUCLEAR POWER PLANT CONTROL ROOM CREW TASK ANALYSIS 
DATABASE: SEEK SYSTEM. (Users Manual). 

BURGY# D. , SCHROEDER# L. General Physics Corp. FIN B-7491. 

©P— R-212106. 84/05/31. Division of Facility Operations. 134p 

Available at NRC. *5.50. 25029:052. 


8406200018 Forwards SSER 3 (NUREG-0853). W/o end. 

SCHWENCER, A. Licensing Branch 2. 84/06/05. HERBORN# D. I. Illin 

Power Co. 4pp. 25053:304. 24X Fiche: 50-461, 04/06/05, 8406200016 


8406200026 Transcript of Commission 840607 open meeting in Washingt 
DC re discussion of QA rept to Congress Sc status of QA 
initiatives. Pp 1-102. Sup p ort i ng documentation encl. 

* Commissioners. 84/06/07. 110pp. 25065:209. 


8406200036 Forwards "Description of Deviation from Generic Emergenc 
Response Guidelines, " per Suppl 1 to NUREG-0737. Rept 
describes differences between plant-specific Sc generic 
guidelines. 

TUCKER, H, B. Duke Power Co. 04/06/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, G. Licensing Br 
4. 2pp. 25047:058. 24X Fi che: 50-413, 84/06/18, 8406200036. 


8406200042 Forwards Amend 14 to FSAR, inc orporating info responding 
draft SER open items from listed NRC branches 8c changes 
responding to listed SER (NU REG— 1039) confirmatory items. 

CUTTER, A. B. Carolina Power 8c Light Co. NLS-84-233. 84/06/13. 

DENTON, H. R. Office of Nuclear Reactor Regulation# Director. 4pp 
25040:001. 24X Fich e: 50-400# 04/06/13# 8406200042. 

i 

— 8406200045 Amend 14 to FSAR. 

* Carolina Power 8i Light Co. 04/06/13. 898pp. 25040:005. 2 

Fiche: 50-400# 04/06/13# 8406200042. 


>00004 Advises that util 030727 response to NUREG-0737, Item 
18 re automatic depressurization sys mod acceptable. 

Issue closed. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. LIU#L. I 

n I inkc- t> O nirist* r o Orvn 0*5(1 ST- A 74 OIL Y 


■8406200093 Safety evaluation re BUR feedwater nozzle & CRD return 
line nozzle crac king. Mods & procedures consistent w/ 
recommendation of NEDE-21821-A & NUREG-0619 & accep tab! e. 

* NRC - No Detailed Affiliation Given 84/06/06. -pp. 

25053 059 24X Fic he: 50-259. 84/06/06. 8406200093. 


— 8406200298 Safety evaluation re Rev 7 to emergency plan & detailei 
description of plan for staffing emergency operations 
facility* per NUREG-0654 & Suppl 1 to NUREG-0737. Corp orat e 
policy statement should be revised. 

* NRC - No Detailed Affiliation Given. 84/06/06. 3pp. 
25051:198 24X Fic he: 50-387* 84/06/06, 8406200297. 


406200107 Advises that util 830722 response to NUREG-0737, Item 
II. K. 3. 18 re automatic depr essur i zation sys mod acceptable. 

WSSWXoTb. Operating ReactoTS Branch 2. 64/06/06. PILANT.J.M. 

Nebraska Public Power District. 2pp. 25053:010. 24X 

Fiche 50-289* 84/06/06, 8406200107 


406200150 Forwards Rev 4 to "Pump & Valve Inservice Testing Program. " 
Rev incorporates changes to exceptions & c laT if icat ions re 
interpretation of code requirements. SER Confirmatory Issue 6 


closed. 

KEMPER* J S. Philadelphia Electric Co. 
Licensing Branch 2. 2pp. 25045:012. 
8406200150. 


84/06/15. SCHWENCER, A. 

24 X Fiche: 50-352* 84/06/15* 


406200187 Suppls 831014 response to EG&G technical evaluation rept 
Recommendation 1 re special lifting devices, in response to 
NUREG-0612* Phase I. Six special lifting devices that may be 
excluded from ANSI N14. 6 requirements listed. 

SCHUYLER* J. 0. Pacific Gas & Electric Co. DCL-84-227. 84/06/15. 

KNICHTON* G W. Licensing Branch 3. 36pp. 25046:313. 24X 

Fiche: 50-275. 84/06/15*8406200187. 


8406200389 Forwards trip rept summarizing 840227-29 meetings w/licei 
re Suppl 1 to NUREG-0737 & TMI Item 1. D. 1* "Detailed Control 
Room Design Review" & Item 1.D.2* "Safety Parameter Display 
Sys. " 

HERMANN, R. A. Operating Reactors Branch 2. 84/06/04. HOOTEN* B. G, 

Niagara Mohawk Power Corp. 5pp. 25066:322. 24X 

Fiche: 50-220, 84/06/04* 8406200389. 


8406200390 Forwards review of licensee program plan for conduct of 
detailed control room design review in accordance 
w/NUREG— 0737, Sup p 1 1 . Requ irements adequately ad dr essed. NRC 
concerns identified in review. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/04. PILANT, J. I 

Nebraska Public Power District. 2pp. 25068:146. 24X 

Fiche: 50-298, 84/06/04, 8406200390. 


— 8406200392 "NRC Comments on Cooper Nuclear Station Detailed Contr< 
Room Design Review Program Plan. " 

* NRC - No Detailed Affiliation Given. 84/06/04. 12pp. 

25068:148. 24X Fiche: 50-298* 84/06/04, 8406200390. 


406200223 Advises of human factors discrepancies found during 840228- 
29 detailed control room design review per Suppl 1 to 
NUREG-0737. Second conduit should be removed from auxiliary 
shutdown panel if further permanent mods required. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/11. SCHNELL, D. F. Union 

Electric Co 4pp 25051 342. 24X Fiche: 50-483, 84/06/1 1* 8406200223. 


8406200391 Forwards safety evaluation re licensee response to NUREG- 
0737* Item II. K. 2. 13* "Thermal-Mechanical Rept." Info 
demonstrates reasonable assurance that vessel integrity 
ma inta in ed . I tern closed. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/05. CROUSE*R. 

Toledo Edison Co. 10pp. 25069:118. 24X Fi che: 50-346, 84/06/03, 

8406200391. 


-8406200227 Review of auxiliary shutdown panel human engineering 
discrepancies reported by SNUPPS detailed control room 
design review summary rept per Suppl 1 to NUREG-0737. 
Acceptable permanent resolution for discrepancies required. 

* NRC - No Detailed Affiliation Given. 84/06/11. 6pp. 
25051:346. 24X Fiche: 50-483,84/06/1 1, 8406200223. 


40620025 5 Informs that 830725 response to NUREG-0737, Item II. K. 3. 18 
acceptabl e. Licensee will modify automatic depressurization 
sys logic by eliminating high dryuell pressure permissive & 
adding manual inhibit switch. Issue closed. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/05, BAYNE, J. P. 

Power Authority of the State of New York. 2pp. 25051:249. 24X 

Fiche: 50-333,84/06/05, 8406200255. 


406200258 Forwards safety evaluation re licensee 830726 response to 
NUREG-0619, "BUR Feedwater Nozzle & CRD Return Line Nozzle 
Cracking. " Mods appropriate. Rerouting of reactor water 
cleanup sys unnecessary. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/29. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25051:241. 24X 

Fiche: 50-293, 84/05/29, 8406200258. 


-8406200264 Safety evaluation supporting BUR feedwater & CRD return line 
mods, per licensee 830726 response to NUREG-0619. Potentia 1 
cracking in CRD nozzle eliminated. 

* Office of Nuclear Reactor Regulation, Director. 84/05/29. 3pp. 
25051:243. 24X Fic he : 50-293, 84/05/29, 8406200258. 


406200269 Board Notification 84-121 : forwards NUREG-1020 LD, "GPU vs 
B&U Lawsuit Review & Effect on TMI-1" & H Denton 831107 
memo re mgt integrity issue. 

EISENHUT * D. G. Division of Licensing. 84/06/20. PALLADINO, 
GILINSKY* ROBERTS Commissi oners. Ip. 25084: 182. 24X 

Fiche: 50-289* 84/06/20. 8406200269. 


-840622024 1 Forwards summary of addl info on NUREG-1020, Cat egory 10 re 
mgt competence/integrity. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
83/11/07. HAYES* B. B. Office of Investigation. 37pp. 25084:184 

24X Fiche: 50-289, B4/06/20, 8406200269, 


-0406220242 Releases NUREG-1020LD, Vo Is 1 & 2* "GPU vs B&W Lawsuit Review 
«t Effect on TMI-1 " le H Denton 831107 memo to B Hayes re 
invest igation into matters discussed in NUREG. 

HAYES, B. B. Office of Investigation. 84/06/19. DIRCKS. W. J. 

Office of the Executive Director for Operations. 984 dd. 

25084:226. 24X Fiche: 50-289, 84/06/20, 8406200269. 


8406200398 NUREG/BR-0025 VI O N3 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR, G. W. Office of State Programs, Director. 84/05/24. 11pp. 

25058.154. 


8406200403 Forwards safety evaluation re IGSCC in RCPB piping sys & 
EG&G technical evaluation re integrity of reactor coolant 
piping sys. Both evaluations should be used in responding to 
Generic Ltr 84-11. 

VASSALLO* D. B. Operating Reactors Branch 2. GL-81-04. 84/06/06. 

HOOTEN, B. G. Niagara Mohawk Power Corp. 3pp. 25066:202. 24X 

Fiche: 50-220* 84/06/06, 8406200403. 


— B406200404 Safety evaluation re IGSCC in RCPB sys. 

# Office of Nuclear Reactor Regulation* Director. 84/06/06, £ 

25066: 205. 24X Fiche: 50-220* 84/06/06, 8406200403. 


8406200406 Forwards "Control of Heavy Loads - Phase II, TVA# Browns Ft 
Nuclear Power Station Units 1* 2 & 3*" draft technical 
evaluation rept re licensee response to NUREG-0612 & 801222 
generic 1 tr. Conference call planned within 4—5 wks. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/06. PARRIS*H.C 

Tennessee Valley Authority. 2pp. 25069:087. 24X 

Fiche: 50-259, 84/06/06. 8406200406. 


—840314028 1 TER-C5506-483/484/48 

"Control of Heavy Loads-Phase II, Browns Ferry Nuclear Power 
Station Units 1*2 & 3," draft technical evaluation rept. 
OVERBECK, G. Franklin Institute/Franklin Research Center. 

NRC— 03-81 — 130. TAC 07975. 84/03/01. NRC - No Detailed 

Affiliation Given. 21pp. 25069:089. 24X Fiche: 50-259, 84/06/0( 

8406200406. 


8406200438 Staff requirements memo re Commission 840607 discussion j 
Wash ing ton, DC re GA rept to Congress (SECY-04-124, 

NUREG— 1055) Sc status of QA initiatives. 

CHILK, S. J. Office of the Secretary of the Commission. M840607A. 
84/06/13. DIRCKS, W. J. Office of the Executive Director for 
Operations. 2pp. 25058:358. 


8406200440 Forwards safety evaluation re util response to NUREG-073' 
Item II. K. 2. 13, "Thermal-Mechanical Rept." Info adequately 
demonstrates vessel integrity ma inta in ed. NUREG-0737 
requirements satisfied. Item complete. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/06. TUCKER# H. 

Duke Power Co. 11pp. 25068:118. 24X Fiche: 50-269, 84/06/06* 

8406200440. 


406200297 Forwards SER re Rev 7 to emergency plan k 840313 detailed 
description of plan for staffing emergency operations 
facility, per NUREG-0654 St Suppl 1 to NUREG-0737 Rev 7 

USSSH'S'r t0 APP » corporate P° lic « statement. 

SCHWENCER, A. Licensing Branch 2. 84/06/06 

Pennsylvania Power *c Light Co. 3pp 
Fiche: 50-387* 84/06/06, 8406200297. 


CURTIS, N. W. 
25051: 195, 24X 


8406200453 Forwards safety evaluation on TMI Action Item II. E. 1.2 r< 
auxiliary feedwater sys design & licensee 830502 & 1121 
requests for mods. Amend 68 to License NPF-3 enc 1 , author iz ing 
two auxiliary feedwater sys flow indicators per generator. 
RIVENBARK, G. W. Operating Reactors Branch 4. 84/05/30. CROUSE* R. 

Toledo Edison Co. 3pp. 25066:351. 24X Fiche: 50-346, 84/05/30. 

8406200453. 


>6200461 Safety evaluation supporting Amend 68 to License NPF-3, 
hanging Tech Specs to authorize two safety-grade auxiliary 
eeduiater sys flow indicators per steam generator. 

Office of Nuclear Reactor Regulation, Director 84/05/30. 4pp 
25066:359. 24X Fic he : 50-346, 84/05/30, 8406200453. 


30455 Forwards safety evaluation re licensee response to 
-0—0737, Item II. K. 2. 13, " Th erma 1 -Mec han i c al Rept. " Info 

instrates reasonable assurance that vessel integrity 
itained. Item closed. 

INBARK, G. W. Operating Reactors Branch 4. 84/06/05. 

HIGUEZ, R. J. Sacramento Municipal Utility District. 10pp. 
i6: 340. 24 X Fi ch e: 50-312, 84/06/05, 8406200455. 


>0466 Forwards SER on NUREG-0737, Item II. K 2. 13, "Therma 1- 
lanical Rept" on effects of high pressure injection on 
el integrity far small-break LOCA w/no auxiliary 
water. Item complete. 

,ER, J. R. Operating Reactors Branch 3. 84/06/11. MUSOLF, D. M. 

hern States Power Co. 11pp. 25066:329. 24X 

e: 50-282, 84/06/11, 8406200466. 


0477 Forwards safety evaluation re licensee response to 
0—0737, Item II. K. 2. 13, "Thermal-Mechanical Rept." Info 
nstrates reasonable assurance that vessel integrity 
t ained. Item closed. 

NIBARK, G. W. Operating Reactors Branch 4. 84/06/05. GRIFFIN, J. M. 

ansas Power & Light Co. 11pp. 25065:346. 24X 

r: 50-313, B4/06/05, 8406200477. 


3478 Summary of 840403 it 04 meetings w/util,OE it S&W in San Jose, 
s instrumentation & controls at facility. 

4EY, M. F. Licensing Branch 2. 84/06/12. Licensing Branch 2. 

23065:327. 24X Fiche : 50-410, 84/06/12, 8406200478. 


>483 Forwards safety evaluation re licensee response to 
‘-0737, Item II. K. 2. 13, " Th erma 1 -Mec han i c al Rept. " Info 

istrates reasonable assurance that vessel integrity 
ained. Item closed. 

IBARK,G. W. Operating Reactors Branch 4. 84/06/05. WILGUS, W. S. 

da Power Corp. lOpp. 25065:317. 24X Fiche: 50-302. 84/06/05, 

00483. 


506 Confirms understanding of further action to be taken by util 
p 1 ementation of NUREG-0737, Item 1 1 1. D. 3. 3. NRC will 
w amended FSAR to assure that iodine monitoring 
dure remains compatible w/NUREG-0737 requirements. 

BLOOD, B. J. Operating Reactors Branch 1. 84/06/12. SPENCE. M. D. 

s Utilities Electric Co. (formerly Texas Utilities Generating 
2pp. 25053:338. 24X Fic h e : 50-445, 84/06/ 12, 8406200 506. 


519 Forwards results of pre imp lemen tat i on audit of detailed 
dX room design review. Rsquirements of NUREG-0737, 

1 met, except for task analysis it coordination w/other 
/ement programs. Reply requested by 840629. 

3LOOD, B, J. Licensing Branch 1. 04/06/05. SCHNELL, D. F. Union 

'ic Co. KQESTER, G. L. Kansas Gas & Electric Co. 25pp. 

038. 24 X Fiche: 50-000, 84/06/05, 8406200519. 


322 Forwards request for addl info to complete review of util 
) response to Generic Ltr 82-28, "Inadequate Core 
ig Instrumentation Sys. " Info should be provided within 
is. 

S. A. Operating Reactors Branch 1. GL-02-28. 84/05/30. 

!, D. L. Commonwealth Edison Co. Qpp. 25053:351. 24X 

30-295, 84/05/30, 8406200522. 


130 Forwards order extending completion dates to 840630 for 
ed control room design review summary rept & rept per 
ilde 1.97 & Sup p 1 1 to NUREG-0737, per 840320 request. 

IARK, G. W. Operating Reactors Branch 4. 84/06/05. CROUSE, R. P. 

' Edison Co. 3pp. 25068:179. 24X Fi c he : 50-346, 84/06/05, 

10530. 


0537 Order extending time until 840630 for confirmation of 
nsee commitment to take action on post-TMI requirements 
uppl l to NUREG-0737, "Requirements For Emergency 
onse Capability." 

NHUT, D. G. Division of Licensing. GL-82-33. 84/06/05. 

do Edison Co. 9pp. 25068:182. 24X Fic he : 50-346, 84/06/05, 

200330. 


30 Approves priority ranking of DROP for Generic Issue B-65, 
& Spiking." Enel evaluation will be incorporated into 
0933. 

, H. R. O-Pfice of Nuclear Reactor Regulation, Director. 

05. MATTSON, R. J. Division of Systems Integration (post 
). 10pp. 25068:168. 


8406200553 Forwards request for addl info verifying qualification 
accumulator on automatic depressurization sys valves, per 
NUREG-0737, Item II. K. 3.28 & Multi-Plant Action F-55. Re sp on se 
due in 45 days. 

EISENHUT, D. G. Division of Licensing. 84/05/29. PARRIS, H. G. 
Tennessee Valley Authority. 6pp. 25069:147. 24X 

Fiche: 50-259, 84/05/29, 8406200553. 


8406200558 Forwards request for addl info verifying qualification 
accumulator on automatic depressurization sys valves, per 
NUREG-0737, I tern II. K. 3, 28 & Multi-Plant Action F— 55. Resp on se 
due in 45 days. 

EISENHUT, D. G. Division of Licensing. 84/05/29. HARR INGTON, W. D. 
Boston Edison Co. 6pp. 25069:141. 24X Fic he: 50-293, 84/05/29, 

8406200558. 


8406200559 NUREG-0750 V17 

NUCLEAR REGULATORY COMMISSION ISSUANCES. Op in ions And 
Decisions Of The Nuclear Regulatory Commission With Selected 
Or ders. January-June 1983. Pages 1-1,196. 

* Division of Technical Information & Document Control. 83/06/C 
1,268pp. 25059:019. 


8406200563 Forwards request for addl info verifying qual if ic at ion c 
accumulator on automatic depressurization sys valves, per 
NUREG-0737, I tem II. K. 3. 28 & Multi-Plant Action F-55. Resp on se 
due in 45 days. 

EISENHUT, D. G. Division of Licensing. 84/05/29. PILANT, J.M. 
Nebraska Public Power District. 8pp. 25069:164. 24X 

Fiche: 50-298, 84/05/29, 8406200563. 


8406210057 Forwards Amend 14 to License R-78, notice of renewal /neg-s 
d e c lar at ion, EIA it SER (NUREG-1051 ). Amend renews license 
until 900407. 

EISENHUT, D. G. Division of Licensing. 84/05/31. MESLER, R . Kan* 
Univ. of, Lawrence, KS. 3pp. 25096:297. 24X Fiche: 50-148, 84/0* 

8406210057. 


8406210074 Forwards safety evaluation of licensee 830315 response t 
Generic Ltr 82-28, "Inadequate Core Cooling Instrumentation 
Sys. " Use of Westinghouse reactor vessel level 
instrumentation sys, 7300 ser ies, ac ceptab le. SALP input end. 

VARGA, S. A. Operating Reactors Branch 1. GL-82-2B. 84/05/29. 
BAYNE, U. P, Power Authority of the State of New York. 4pp. 
25114:343. 24X Fi ch e: 50-286, 84/05/29, 8406210074. 


— 8406210091 Safety evaluation supporting licensee 830315 response 
Generic Ltr 82-28, "Inadequate Core Cooling Instrumentation 
Sys. " Request for addl info !< implementation milestones 
end . 

* NRC - No Detailed Affiliation Given. GL-82-28. 82/12/10. 

25114 :347. 24X Fic he : 50-286, 84/05/29, 8406210074. 


8406210097 NUREG/CR-3653 

CONTAINMENT ANALYSIS TECHNIQUES. A STATE OF-THE-ART SUMMARY. 
GREIMANN, L. , FANOUS, F. , BLUHM, D Ames Laboratory, Energy & Miner 
Resources Research Institute. FIN A-1332. SAND83-7463. 84/04/3 

Division of Risk Analysis & Operations (post 840429). 167pp. 

25097: 055. 


8406210100 NUREG/CR-3200 V04 

EDDY-CURRENT INSPECTION FOR STEAM GENERATOR TUBING PROGRAM 
ANNUAL PROGRESS REPORT FOR PERIOD ENDING DECEMBER 31, 1983. 

DODD,C.V. , DEEDS, W. E. , SMITH, U. H Oak Ridge National Laboratory. 
FIN B-0417. ORNL/TM— 8796/V4. 84/05/31. Division of Engineeri 

Technology. 18pp. 25114:298. 


8406210102 Responds to request for info re status of NUREG-0737, Ite 
II. E. 4.1 concerning dedicated hydrogen p enetrati ons. Va lve 
leakage acceptab le. Containment purge sys satisfies GDC-54 
requirements for redundancy, isolation it test capability. 

BAYNE, J. P. Power Authority of the State of New York. JPN-34-37. 
84/06/15. VASSALLQ, D. B. Operating Reactors Branch 2. 2pp. 
25057:118. 24X Fi ch e: 50-333, 84/06/1 5, 8406210102. 


8406210103 Forwards request for addl info re confirmatory items of 
environ qual if icat ion of electrical equipment important to 
safety-related mechanical equi pmen t, incl ud ing NUREG— 0588, 
concerning gaging program requirements. 

SCHWENCER, A. Licensing Branch 2. 84/06/11. BAUER, E. G. 

Philadelphia Electric Co. 7pp. 25091:086. 24X 

Fiche: 50-352, 84/06/1 1, 8406210103. 


8406210126 Forwards order confirming util commitments to requiremen 
of Suppl 1 to NUREG-0737 re emergency response capability. 
Recommends schedular date be accepted for operability. 

W/o end. 

NEIGHBORS, U. D. Operating Reactors Branch 1. 83/08/25. 

EISENHUT, D. G. Division of Licensing. 3pp. 25090:032. 24X 

Fiche: 50-280, 83/08/25, 8406210126. 


106210170 Advises that util 810707.821228 & 830118 responses to 
Generic Ltr 81-04 fail to meet NUREG-0313, Rev 1 guidelines. 

Forwards SER & technical evaluation rept to assist in 
preparing responses to Generic Ltrs 84-07 & 84-11. 

SCHWENCER, A. Licensing Branch 2 GL-84-11. 84/06/11. FARRAR. D. L. 

Commonwealth Edison Co. 2pp. 25090:064 24X Fi ch e: 50-000. 84/06/1 1. 

8406210170. 


■8406210179 SER re IGSCC in RCPB piping sys. 

* Materials Engineering Branch. GL-81-04. 84/06/11. 7pp. 

25090:066 24X Fi ch e : 50-000. 84/06/ 1 1 . 84062 10 1 70. 


-8406210193 EGG-FM-625G 

"Integrity of Dresden Stati on. Uni ts 2 & 3. Quad Cities 
Stat i on. Un i ts 1 & 2 & LaSalle County Station. Unit 1 RCPB 
Sys.*' technical evaluation rept. 

NAGATA.P. K. EG&G. Inc. FIN A-6429. GL-81-04. 83/07/31. 

KOO, W H. Division of Engineering. 51pp. 25090:073. 24X 

Fiche. 50-000, 84/06/ 1 1 , 8406210170. 


406210174 Submits responses to questions re NUREG-0737, Item II. D. 1, 
“Relief & Safety Valve Testing." 

KRICH, R.M. Consumers Power Co 84/06/18. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 5pp. 25058:128. 24X Fi ch e: 50-155. 84/06/18, 

8406210174. 


406210201 Forwards response to 840419 request for addl info re 
NUREG-0737. Items II. F. 1.4, “Containment Pressure Monitors" St 
II. F. 1. 5, "Containment Water Level Monitor. " 

BAYNE, U P. Power Authority of the State of New York. JPN-84-38. 
84/06/18. VASSALLO, D. B. Operating Reactors Branch 2. Upp. 
25057:148. 24X Fiche: 50-333, 84/06/18, 8406210201. 


406210221 Requests analyses supporting licensee appeal of NRC position 
on Item II. E. 4, 2. 7 of NUREG-0737 re hydrogen purge valves. 

Response requested by 840630, per telcon. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
25069:296. 24X Fiche. 50-336, 84/06/1 1. 8406210221. 


406210323 Requests notification of any unapproved methodology in 
NUREG-0661 used in determining if setpoint logic changes 
needed to reduce water clearing thrust loads associated 
w/secand safety relief valve actuations. 

LYONS, U. E. Operating Reactors Branch 5. LS05-84-06-029. 84/06/15. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 3pp. 
25054:301. 24X Fi ch e: 50-219, 84/06/15. 8406210323. 


406210326 Forwards safety evaluation supporting NUREG-0737, 

Item II. K. 2. 13, "Thermal-Mechanical Rept. " Issues studied as 
sub-set of Unresolved Safety Issue A-49, "Pressurized 
Thermal Shock, " Vessel integrity adequately d emonstrated. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. RANDA2ZA, J. B. 

Maine Yankee Atomic Power Co. 9pp. 25069:205. 24X 

Fiche: 50-309, 84/06/06, 8406210326. 


406210348 Notification of 840626 St 27 meetings w/util in San Diego 
County, CA to discuss sys upgrades, NUREG-0737 requirements St 
SEP status. Agenda end. 

MCKENNA, E. Operating Reactors Branch 5. 84/06/19. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 4pp. 25054:337. 24X 

Fiche: 50-206, 84/06/19, 8406210348. 


406210376 Requests notification within 45 days if unapproved 
methodology in NUREG— 0661 utilized to determine whether 
setpoint logic changes required to reduce thrust loads 
associated w/second safety relief valve actuations. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-028. 

84/06/15. COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 3pp. 25054:334. 24X Fiche: 50-245, 84/06/15, 

8406210376. 


406210432 NUREG/CR-3630 

EQUIPMENT QUALIFICATION METHODOLOGY RESEARCH : TESTS OF 
PRESSURE SWITCHES. 

SALAZAR, E, A. Sandia Laborator ies. FIN A-1355. SAND83-2652. 

84/04/30. Division of Engineering Technology. 180pp. 25097:223. 


406210433 NUREG/ CR-2679 V04 

ADVANCED REACTOR SAFETY RESEARCH, QUARTERLY REPORT, 

OCTOBER -DECEMBER 1982. 

* Sandia Laboratori es. FIN A-1016. SAND82-0904. 84/04/30. 

Division of Accident Evaluation. 207pp. 25100:097. 


406210438 Advises that util submittals re NUREG-0737, I tern II.K. 2. 13, 
"Th arma 1-Mechanical Rept," adequately demonstrate vessel 
integri ty. Safety evaluation end. 

MILLER, J.R. Operating Reactors Branch 3, 84/06/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 11pp. 
25100:306. 24X Fi ch e: 50-336, 84/06/1 1, B406210438. 


8406210439 Forwards safety evaluation supporting NUREG-0737, Item 
III. D. 3.4, "Control Room Habitability." Design acceptable. 

Item closed. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/05/21. HOOTEN, 

Niagara Mohawk Power Corp. 5pp. 25094:356. 24X 

Fiche: 50-220, 84/05/21 , 840621 0439. 


8406210444 NUREG-0748 V04 N04 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data As Of 
April 30,1984. (Orange Book) 

* OfFice of Resource Management, Director. 84/06/30. 384pp. 

25099: 073. 


8406210448 NUREG/CR-3805 

ENGINEERING CHARACTERIZATION OF GROUND MOTION. Task 1: Effects 
Of Charac t er i st ic s of Free-Field Motion On Structural 
Resp onse. 

KENNEDY, R. P. , SHORT, S. A. , MERZ, K. L. Structural Mechanics Assoc 
FIN B— 6680. 84/05/31. Division of Engineering Technology. 

389pp. Available at NRC. $8.50. 25098:044. 


8406210455 NUREG/CR-3489 

ASSESSMENT OF RETRIEVAL ALTERNATIVES FOR THE GEOLOGIC 
DISPOSAL OF NUCLEAR WASTE. 

KENDORSKI, F. S. , HAMBLEY, D. F. , WILKEY.P.L. Engineers Internatio 
Inc. FIN B-7327-2. EI-1077. 84/05/31. Division of Waste 

Management. 656pp. Available at NRC. *11.00. 25095:001. 


8406210457 Agenda for 840531 sixth bimonthly meeting w/salt state 
representatives in Washington, DC. Meeting handouts St Vol 1 to 
NUREG-0 1 70, "FES on Transportation of Radioactive Matl by 
Air 8< Other Means" encl. 

*• NRC - No Detailed Affiliation Given. 566. 84/05/31. NRC 

Detailed Affiliation Given. 54pp. 25094:008. 


8406210460 Advises that util submittals adequately demonstrate 
assurance that vessel integrity maintained for NUREG-0737, 

Item II.K. 2. 13 event. Safety evaluation encl. 

MILLER, J.R. Operating Reactors Branch 3. 84/06/06. WILLIAMS, 

Florida Power & Light Co. Upp. 25094:337. 24X 

Fiche: 50-000. 84/06/06, 8406210460. 


8406210480 Ac k receipt of 840517 ltr informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-390/84-20 St 
50-391/84-16. 

LEWIS, R.C. Region 2, Office of Director. 84/05/25. PARR IS, H. 
Tennessee Valley Authority. Ip. 25089:049. 24X 

Fiche: 50-390, 84/05/25, 8406210480. 


—8406210489 IE Insp Repts 50-390/84-20 St 50-391/84-16 on 840223- 
Violation identified: failure to assure that test 
prerequisites met. 

SHYMLOCK, M. B. , SWAN, W. B. , HOLLAND, W. E. Region 2, Office of 
Director. 50-391/84-16. 84/04/12. 6pp. 25089:056. 24X 

Fiche: 50-390, 84/05/25, 8406210480. 


8406210484 Forwards Rev 3 to std radiological effluent Tech Specs 
BWRs St comparison of Tech Specs u)/NUREG-0473. Documents 
should be regarded as agenda for upcoming meeting. 

VASSALLO, D. B. Operating Reactors Branch 2. 04/06/04. BAYNE, J 

Power Authority of the State of New York. 2pp. 25093: 139. 24 

Fiche: 50-333, S4/06/04, 8406210484. 


8406210406 Forwards SER re NUREG-0737, Item II.K. 2. 13, "Thermal- 
Mechanical Rept." Info adequately demonstrates reasonab le 
assurance that vessel integrity maintained for II.K. 2. 13 
event. Item complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/06. FAY, C. W. 

Wisconsin Electric Power Co. Upp. 25093:345. 24X 

Fiche; 50-266, 84/06/06, 8406210486. 


8406210502 Ac k receipt of 840514 ltr informing NRC of steps taker 
correct violations noted in IE Insp Rept 50-259/83-60, 
50-260/83-60 & 50-296/83-60. Response to Violation 2 meets 
requirements of 10CFR2. 201. 

LEWIS, R.C. Region 2, Office of Director. 84/05/31. PARRIS, H. 
Tennessee Valley Authority. Ip. 25089:019. 24X 

Fiche: 50-25?, 84/05/31, 8406210502. 


— 8406210529 IE Insp Repts 50-259/83-60,50-260/83-60 St 50-296/83- 
83 1226-840 125. Violations noted : fa i 1 ure of plant staff to 
inform supervisors of known problems St QC St engineering not 
actively involved in field activities & mod control at site. 
PAULK, G. L. Region 2, Office of Director. IEB-B3-02. 84/03/ 

14pp. 25089:035. 24X Fic he: 50-259, 84/05/31, 8406210502. 


8406210575 Informs that review of response to control of heavy lc 
(Phase I) completed. NUREC-0612 guidelines satisfied St issue 
acceptable. Safety evaluation St technical evaluation rept 
end. 

VAR©A, S. A. Operating Reactors Branch 1. 84/05/29. UTLEY, E. E. 

Carolina Power St Light Co. 2pp. 25093:032. 24X 

Firho' Sn-OA.1 . OJL/nH/O Q. 


NONDOCKETED ITEMS 


6210578 Safety evaluation of licensee 801222 response to Phase I of 
UREG-0612. "Control of Heavy Loads at Nuclear Power 
iants. " Phase X for facility acceptable. 

NRC -No Detailed Affiliation Given. 84/05/29 2pp. 

5093:034. 24X Fiche: 50-261 , 84/05/29, 8406210575. 


3060029 "Control of Heavy Loads ( C-10) , CP&L, HB Robinson Unit 2," 
ichnical evaluation rept. 

K1BERGER, C. Franklin Ins t i tu te /Fran k 1 in Research Center. 

!C— 03— 81 — 130. TAC 08080. 84/05/07. SINGH. A. NRC - No Detailed 

filiation Given. 27pp. 25093:036. 24X Fic he : 50-261, 84/05/29, 

06210575. 


0109 Application for amend to Licenses DPR-31 it 41, changing Tech 
s to incorporate TMI mods scheduled for implementation 
r 811231, per Generic Ltr 83-37. 

IAMS, J. W. Florida Power & Light Co. GL-83-37. 84/06/15. 

NHUT, D. G. Division of Licensing. 4pp. 25083:231. 24X 

e: 50-250, B4/06/ 15, 8406220109. 


220117 Proposed Tech Spe c s, i nc or porat ing TMI mods scheduled for 
ilementation after 811231, per Generic Ltr 83-37. 

Florida Power it Light Co. GL-83-37. 84/06/15. 33pp. 

303:235. 24X Fiche: 50-250, 84/06/15, 8406220109, 


)128 Responds to 8404-03 request for update on NUREG-0737, 

II. 14.3. 16, "Reduction of Challenges it Failures of 
if Valves — Feasibility Study & Sys Mod. " List of 
ins implemented submitted. 

i, J. P. Power Authority of the State of New York. JPN-84-39. 
,/19. VASSALLO, D. D. Operating Reactors Branch 2. 2pp. 
1:300. 24 X Fiche: 50-333, 84/06/19, 8406220128. 


147 Forwards SER supporting safety & relief valve testing. Info 
strated ability of RCS relief it safety valves to 
ion under expected operating conditions for design-base 
ients. NUREG-0737, Item I I. D. 1 complete. 

HFIELD, D. Operating Reactors Branch 5. LS05-84-06-031. 

/19. FIEDLER, P. B. General Public Utilities - GPU Service Corp. 
25089:001. 24X Fich e: 50-219, 84/06/19, 8406220147. 


274 Confirms that small break LOCA analyses performed as 
ibed in NEDO-20566. Fac i 1 i ty met requirements of 
-0737, Items II. K. 3. 30 & II. K. 3. 31. 

3FF, S. L Philadelphia Electric Co. 84/06/19. ST0L2, J. F. 
ting Reactors Branch 4. 2pp. 25088:019. 24X 

: 50-277,84/06/19,8406220274. 


>15 Forwards IE Insp Repts 50-321/84-15 it 50-366/84-15 on 
b— 20. No violations or deviations noted. 

H C. Region 2, Office of Director. 84/05/23. KELLY, R. J. 
La Power Co. 2pp. 25135:016. 24X Fiche : 50-321 , 84/05/23, 

JOOl 5. 


*0018 IE Insp Rept 50-321/84-15 & 50-366/84-15 on 840416-20. No 
.ations or deviations noted. Major areas inspected: 
mization & mgt, external exposure, control of radioactive 
s , ALARA program & solid wastes it transportation. 

! Y» W. W. , JENKINS, G. R. Region 2, Office of Director. 

*66/84-15. 84/05/17. 6pp. 25135:018. 24X 

0 : 50-321 , 84/05/23, 840623001 5. 


*75 NUREG/CR— 3572 ERR 

IINATION OF METABOLIC DATA APPROPRIATE FOR HLW 
TRY ( ICRP— 30 ) , I. 

IAN, K. F. , LEGGETT, R. W. , MEYER, R. Oak Ridge National Laboratory. 
—0289. 84/05/24. Division of Waste Management. 78pp. 

253. 


■01 NUREG/CR— 3673 

IJC RISKS OF NUCLEAR POWER REACTOR ACCIDENTS. 

R.P., ALDRICH, D. C. , RASMUSSEN, N. C. Sandia Laboratories. FIN 
SANDS4— 01 78. 84/05/31. Division of Risk Analysis & 

ions (post 840429). 250pp. 25131:005. 


45 Comments on AO rept to Congress for First Quarter CYB4. 
, H. R. Office of Nuclear Reactor Regulation, Director. 

13. HELTEMES, C. J. Di rector ' s Of fie e. 8pp. 25129:004. 


0075 Forwards draft Commission paper, ltrs of transmittal to 
r ess, First Quarter CY84 AO rept to Congress CNUREG-0090, 

7, Number 1), summary of other events considered it 
ussion of containment spray sys events for AO reporting. 


8406230215 NUREG/CR-3476 

CHEMICALS IN EFFLUENT WATERS FROM NUCLEAR POWER STATIONS: 

THE DISTRIBUTION, FATE AND EFFECTS OF COPPER. 

HARRISON, F. L. Lawrence Livermore Laboratory. FIN A— 0119. 
UCRL— 53486. 84/04/30. Division of Health, Siting & Waste 

Management. 62pp. 25129:315. 


8406230217 Forwards draft NUREG/BR— 0051, “Power Reactor Events," Vo 
Number 1 for Jan— Feb 1984, for review & comment Comments 
requested by 840627. 

HELTEMES, C. J. Director's Office. B4/06/12. SCHWARTZ, S. A. Divi 
of Emergency Preparedness & Engineering Response (Post 830103). 
MIRAGLIA, F. Assistant Director for Safety Assessment. Ip. 

25129: 181. 


— 8406230223 Forwards draft NUREG/BR— 0051 , "Power Reactor Events, " 
Number 1 for Jan-Feb 19S4, for review it c omment. Comments 
requested by 840627. 

HELTEMES, C. J. Director's Office. 84/06/12. MURLEY, T. E. Regi 
1, Office of Director. O'REILLY, J. P. Region 2, Office of 
Director. KEPPLER, J. G. Region 3, Office of Director. Ip. 
25129: 182. 


— 8406230229 Forwards draft NUREG/BR— 0051, "Power Reactor Events," 
Number 1 for Jan-Feb 1984 for review Ik c omment . Comments 
requested by 840627. 

HELTEMES, C. J. Director's Office. 84/06/12. ROSEN, S. L. Insti 
of Nuclear Power Operations. Ip. 25129:183. 


— 8406230234 Forwards draft NUREG/ER-0051, "Power ReactoT Events," 1 
Number 1 for Jan-Feb 1984 for review it c omment . Comments 
requested by 840627. 

HELTEMES, C. J. Director's Office. 84/06/12. LAYMAN, W. Nuc lea 
Safety Analysis Center. 65pp. 25129:184. 


8406230239 NUREG/CR-2675 V04 

RELEVANCE OF BIOTIC PATHWAYS TO THE LONG-TERM REGULATION OF 
NUCLEAR WASTE DISPOSAL: Phase I Final Report. 

MCKENZIE, D. H. , CADWELL, L. L. , EBERHARDT, L. E. Battelle Memorial 
Institute, Pacific Northwest Lab orator ies. FIN E-2377. PNL-4241. 

84/05/31. Division of Radiation Programs it Earth Sciences ( pos 
840429). 49pp. Available at NRC. *4.00. 25130:267. 


8406230270 NUREG/CR-2424 V01 

MATHEMATICAL SIMULATION OF SEDIMENT AND RADIONUCLIDE 
TRANSPORT IN COASTAL WATERS. Vol 1: Testing Of The Sediment/ 
Radionuclide Transport, Model FETRA. 

ON I SHI , Y. , THOMPSON, F. L. Battelle Memorial Institute, Pac if ic 
Northwest Laboratories. FIN 8-2271. PNL-5088-1. 84/05/31. 

Division of Health, Siting it Waste Management. 112pp. Available 
NRC. *5. 00. 25132: 269. 


8406230294 NUREG/BR— 0051 VOS N6 

POWER REACTOR EVENTS November-December 1983. 

MASSARO, S. A. Director's Office. 84/05/31. 48pp. 25130:318. 


8406230297 NUREG/CR-3366 

HIGH TEMPERATURE MELT ATTACK ON STEEL AND URANIA-COATED 
STEEL. 

POWERS, D. A., ARELLANO, F. E. Sandia Laboratories. FINA-1247. 
SAND83- 1 350. 84/04/30. Division of Accident Evaluation. 95pp. 

25128: 155. 


8406230318 NUREG-1052 

FEDERAL/STATE COOPERATION IN THE LICENSING OF A NUCLEAR 
POWER PROJECT. A Joint Process Between The U. S. Nuclear 
Regulatory Commission And The Washington State Energy 
Facility Site Evaluation Council. 

* Office of Nuclear Reactor Regulation* Director. 84/05/31. 53| 

Available at NRC. *4.50. 25131:265. 


8406230372 Ack receipt of 840503 ltr informing NRC of steps taken t 
correct deviations noted in IE Insp Rept 50-302/84-06. 

DANCE, H. C. Region 2, Office of Director. 84/05/25. WILGUS, W. S. 
Florida Power Corp. Ip. 25133:295. 24X Fiche : 50-302, 84/05/25, 

8406230372. 


— 8406230404 IE Insp Rept 50-302/84-06 on 840131-0224. Dev iat i on not 
failure to complete corrective actions described in 830616 it 
0729 responses to violation noted in IE Insp Rept 
50-302/83-09. 

STETKA, T. F. , ROGGE. J. F. Region 2, Office of Director. PAlMCIERi 
Division of Project it Resident Programs. 84/04/04. 10pp. 

25133: 301. 24X Fiche: 50-302, 84/05/25, B406230372. 


)230412 Discusses 840521 1 tr expressing concerns it recommendations 
f Unresolved Safety Issue A-44, "Station Blackout." Changes 
.11 be included in NUREG-1032 & proposed reg guide, 
iresolved Safety Issues A-45, B— 23 & B-56 also discussed 
iNTON, H. R. Office of Nuclear Reactor Regulation, Director. 

^06/15. EDELMAN, m. R Atomic Industrial Forum. 4pp. 25128:056. 


>230469 Forwards response to questions raised re NRC use of risk 
• sessment. Enel rept on safety goal, NUREG-0S80, describ es 
valuation plan. Draft NUREG— 1050 summarizing status of PRA 
.so encl.W/o repts. 

^LLADINO, N. J. Commissioners. 84/06/14. SCHEUER, J. H. House of 
?p. , Science & Technology. 14pp. 25128:068 


>250051 Forwards safety evaluation supporting NUREG-0737, Item 
[. K. 2. 13, " Th erma 1-Mechan ic a 1 Rept. " Issues studied as 
Jbset of Unresolved Safety Issue A-49, "Pressurized 
lermal Shock. " Vessel integrity adequately demonstrated. 

►IICHTQN, G. W. Licensing Branch 3. 84/06/08. BASKIN, K. P. Southern 

il if ornia Edison Co. 11pp. 25153:306. 24X Fi ch e: 50-361 , 84/06/08, 

106250051. 


>250076 Submits comments re NUREG/CR-0130, "Techno logy , Sa fety & 
jsts of Decommissioning Ref PWR Power Station." Rept 
ies not adequately address final disposal of highly 
idioactive &/or long-lived matls. 

^RRETf, E. G. Affiliation Not Assigned. 78/07/19. Fuel Process 
/stems Standards Branch. 2pp. 25153:029. 


>250078 Requests addl info re emergency action levels listed in 
»ble 13.3-1 of radiological emergency plan (Amend 11 to 
JAR dtd Jan 1984), per NUREG-0654 guidel ines. Response to 
id comments requested within 45 days. 

:HWENCER,A. Licensing Branch 2. 84/06/20. CAHILL, U. J. Gulf 

:ates Utilities Co. 17pp. 25153:012. 24X Fiche: 50-4 58, 84/06/20, 

106250078. 


>250082 Forwards request for addl info re NUREG-0737, I tem I. C. 6, 
Verifying Correct Performance of Operating Activities, 11 for 
>view of 830215 & 0902 submittals. Info requested within 30 
lys of ltr receipt. 

SSSALLO, D. B. Operating Reactors Branch 2. 84/06/14. 

ARRINGTON, W. D. Boston Edison Co. 3pp. 25139:350. 24X 

iche: 50-293, B4/06/14, 8406250082. 


>250135 Forwards order confirming licensee commitments on emergency 
tpab i 1 i ty per Generic Ltr 82-33, Suppl 1 to NUREG-0737. 

IUTCHFIELD, D. Operating Reactors Branch 5. GL-82-33. 84/06/21. 

(Y» U. A. Yankee Atomic Electric Co. 7pp. 25125:302. 24X 

.Che: 50-029,84/06/12, 8406250135. 


1-06250142 Order confirming licensee commitments on emergency response 
capability per Generic Ltr 82-33, Suppl 1 to NUREG-0737. 

EISENHUT. D. G. Division of Licensing. GL-82-33. 84/06/12. 

Yankee Atomic Electric Co. 6pp. 25125:309. 24X 

Fiche: 50-029, 84/06/12, 8406250135. 


►250165 Requests notification, wi th in 45 days of ltr receipt, of any 
idlyses performed utilizing methodology not previously 
proved in NUREG-0661 in determining setpoint logic changes 
eded to reduce water clearing thrust loads. 
tSSALLO, D. B. Operating Reactors Branch 2. 84/06/13. 

►RRINGTON, W. D. Boston Edison Co. 3pp. 25139:313. 24X 

che: 50-293, 84/06/13, 8406250165. 


►250170 Requests notification, wi th in 45 days of ltr receipt, of any 
talyses performed utilizing methodology not previously 
proved in NUREG-0661 in determining setpoint logic changes 
-eded to reduce water clearing thrust loads. 

►SSALLO/D. B. Operating Reactors Branch 2. 84/06/13. UTLEY, E. E. 

iTolina Power & Light Co. 3pp. 25138:359. 24X 

che: 30-324, 84/06/13, 8406250170. 


►250174 Requests not i f ic at i on, wi t h in 45 days of ltr receipt, of any 
lalyses performed utilizing methodology not previously 
proved in NUREG-0661 in determining setpoint logic changes 
eded to reduce water clearing thrust loads. 

►SSALLO, D. B. Operating Reactors Branch 2. 84/06/13. SINCLAIR, J. B. 

'ermont Yankee Nuclear Power Corp. 3pp. 25138:356. 24X 

che: 50-271, 84/06/13, 8406250174. 


►250206 Forwards OTder confirming licensee commitments on emergency 
fsponse capability specified in Suppl 1 to NUREG-0737 
leneric Ltr 82-33). 

IUTCHFIELD, D. Operating Reactors Branch 5. GL-82-33. 84/06/12. 

tNDEWALLE, D, J. Consumers Power Co. 6pp. 25130:158. 24X 

che: 50-255, 84/06/12, 8406250206. 


106250209 Order confirming licensee commitments on emergency response 
capab il i ty ► per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Consumers Power Co. 6pp. 25130:164. 24X Fiche: 50-255, 84/06/12, 

8406250206. 


8406250208 Forwards order confirming licensee 830414,0720,0728,082 
1115 & 1215 commitments on emergency response capability. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. FARRAR, D 

Commonwealth Edison Co. 2pp. 25154:066. 24X Fi c h e: 50-254, 84/0 

8406250208. 


— 8406250224 Order confirming licensee commitments on emergency 
response capability. 

EISENHUT, D. G. Division of Licensing. 84/06/12. Commonweal 
Edison Co. 6pp. 25154:068. 24X Fi c h e : 50-254, 84/06/ 12, 84062 5 


8406250210 Responds to 840611 request for clarification of util 
position re NUREG-0737, I tem II.B 3, "Post— Acc ident Sampling 
Sys, " & commitment for semiannual tra ining . Ut i 1 i zat ion of 
sampling equipment meets intent of NRC 820722 ltr. 

MCDONALD, R. P. Alabama Power Co. 84/06/15. VARGA, S. A. Office 

Nuclear ReactoT Regulation, Director. 2pp. 25130:170. 24X 

Fiche: 50-348, 84/06/1 5, 8406250210. 


8406250229 Supports BWR Owners Group task to develop methodology f 
justifying changes in testing frequencies for reactor 
protection sys It ECCS initiation components, in response to 
840423 request for info re NUREG-0737, Item II. K. 3. 16. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/19. STOLZ, J. F. 
Operating Reactors Branch 4. 6pp. 25120:041. 24X 

Fiche: 50-277, 84/06/19, 8406250229. 


8406250234 Forwards order confirming licensee commitments on emerg 
response capability per Suppl 1 to NUREG-0737 (Generic Ltr 
82-33). Order based on licensee 830415,0003,1128,840406 8< 09 
submi ttal s. 

CRUTCHFIELD, D. Operating Reactors Branch 5. GL-82-33. 84/06/1; 

KOBER, R. W. Rochester Gas & Electric Corp. 5pp. 25130:172. 24 

Fiche: 50-244, 84/06/12, 8406250234. 


— 8406250238 Order confirming licensee commitments on emergency re, 
capability based on 830415,0803,1128,840406 & 09 submittals 
in response to Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Rochester Gas i>. Electric Corp. 6pp. 25130: 177. 24X 

Fiche: 50-244, 84/06/12, 8406250234. 


8406250259 Forwards response to 840531 request for clarification o 
840515 response to 840409 request for info on control of 
heavy loads re verification of reactor vessel head it 
internals lifting rigs const. 

MCDONALD, R. P. Alabama Power Co. 84/06/18. VARGA, S. A. Office < 

Nuclear Reactor Regulation, Director. 2pp. 25119:175. 24X 

Fiche: 50-348, 84/06/18,8406250259. 


8406250266 NUREG- 1090 

U. S. NUCLEAR REGULATORY COMMISSION 1983 ANNUAL REPORT. 

MAHER, W. Office of Resource Management, Director. 84/06/30. 2< 

25138: 001. 


8406250269 NUREG-0871 V03 N01 

SUMMARY INFORMATION REPORT. Data As Of December 31, 1983. 

(Brown Book) 

•* Management Information Branch. 84/06/30. 52pp. 25138:239. 


8406250272 NUREG/CR-3623 

STATUS REPORT. CORRELATION OF ELECTRICAL CABLE FAILURE WITH 
MECHANICAL DEGRADATION. 

STUETZER/O. Sandia Lab or ator i es. FIN A-1051. SAND83-2622. 

84/04/30. Division of Engineering Technology. 90pp. 25139:11 


8406250283 Forwards order confirming licensee commitments re 
p ost— TMI-rel ated items, per Suppl 1 to NUREG-0737, 

"Requirements for Emergency Response Capability" & Generic 
Ltr 82-33 based on util 830415,0718,840309 it 0409 ltrs. 
CRUTCHFIELD, D. Operating Reactors Branch 5. GL-82-33. 84/06/11 

FIEDLER, P. B, General Public Utilities - GPU Service Corp. 3pp. 
25119: 162. 24X Fiche: 50-219, 84/06/12, 8406250283. 


— 0406250297 Order confirming licensee commitments re emergency rei 
capability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

General Public Utilities - GPU Service Corp. 6pp. 25119:167. 
Fiche: 50-219, 84/06/12, 8406250283. 


8406250284 Requests no ti f i cat i on, wi th in 45 days of ltr receipt, of i 
analyses performed utilizing methodology not previously 
approved in NUREG-0661 in determining if setpoint logic 
changes needed to reduce water clearing thrust loads. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. BAYNE, J. f 

Power Authority of the State of New York. 3pp. 25139:310. 24X 

Fiche: 50-333, 84/06/13, 8406250284. 


8406250287 Forwards orders confirming licensee 830415,1129 l< 8402Q< 
commitments on emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. PARRIS. H. 

Tennessee Valley Authority. 2pp. 25153:112. 24X 

Fiche: 50-259, 84/06/12, 8406250287. 


IMONDOCKETED ITEMS 


0625O2S8 Order confirming licensee 830415.1129 & 840206 commitments 
on emergency response capab 1 1 ity , per Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing GL-82-33 84/06/12. 

rennessee Valley Authority. 6pp. 25153: 114 24X 

r iche: 50-259. 84/06/12. 8406250287. 


16250291 Order confirming licensee 830415.1129 ?< 840206 commitments 
m emergency response capability. 

ISENHUT, D 0. Division of Licensing 84/06/12 Tennessee 

alley Authority. 6pp. 25153: 120. 24X Fi c h e: 50-259. 84/06/12. 

406250287. 


£>250293 Order confirming licensee 830415,1129 & 840206 commitments 
n emergency response cap ab i 1 i t y , p er Suppl 1 to NUREG-0737 
Jeneric Ltr 82-33). 

fSENHUT* D. G. Division of Licensing. GL-82-33. 84/06/12. 

mnessee Valley Authority. 6pp. 25153: 126. 24X 

ich e : 50-259. 84/06/ 12, 8406250287. 


i03O2 Forwards orders confirming commitments from util 830415, 
.1128.1220.840131 it Apr 1984 ltrs on emergency response 
bilifcy, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

CHFIELD, D. Operating Reactors Branch 5. GL-82-33. 84/06/12. 

SIL. W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
heast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 
8:322 . 24 X Fi c h e : 50-000, 84/06/ 1 2, 8406250302. 


250303 Order confirming licensee commitments on emergency response 
pab i 1 i ty, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

3ENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

^theast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 
118:328. 24X Fi c he: 50-000, 84/06/12, 8406250302. 


250306 Order confirming licensee commitments on emergency response 
lability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

JENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

inecticut Yankee Atomic Power Co. 6pp. 25118:334. 24X 

he: 50-000, 84/06/12,8406250302. 


G21 Forwards order confirming licensee commitments on emergency 
nse capab i li ty , p er Suppl 1 to NUREG-0737, based on util 
4,0720 it 28,0825,1115 & 1215 ltrs. 

HFIELD, D. Operating Reactors Branch 5. 84/06/12. FARRAR, D. L. 

nuealth Edison Co. 4pp. 25117. 329. 24X Fiche: 50-237, 84/06/12, 

50321. 


50325 Order confirming licensee commitments on emergency response 
ability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

ENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

nonuealth Edison Co. 6pp. 25117:333. 24X 

h e : 50-237, 84/06/ 12, 8406250321 . 


328 Forwards addl info on NUREG-0737, Item II. D. 1, "Reliability 
tering, " re performance testing of safety it relief 
>. 

J. D. Consolidated Edison Co. of New York, Inc. 84/06/15. 
S. A. Operating Reactors Branch 1. 26pp. 25118:213. 24X 

50-247, 84/06/ 1 5, 8406250328. 


394 Forwards safety evaluation supporting control of heavy loads 
I. NUREG-0612 guidelines satisfied. 

.LO, D. B. Operating Reactors Branch 2. 84/06/12. LIU,L. Iowa 

■ic Light It Power Co. 2pp. 25138:204. 24X 

50-331 , 84/06/12, 8406250394. 


i0395 Safety evaluation supporting control of heavy loads Phase I, 
NUREG-0612. 

iffice of Nuclear Reactor Regulation, Director. 84/06/12. 2pp. 
38:206. 24X Fi ch e: 50-331, 84/06/12, 8406250394. 


08 Forwards IE Insp Rept 50-397/84-11 on 840402-06 it notice 
lation.W/o notice of violation. 

, T. W. Region 5, Office of Director. 84/05/22. SORENSEN, G. C. 
gton Public Power Supply System. 2pp. 25142:336. 24X 

50-397, 84/05/22, 8406260008. 


0009 IE Insp Rept 50-397/84-11 on 840402-06. Violation noted: 
t operation committee failed to review design changes. 

ETT, D. J. , KANOW, R. , POLICH, T. Region 5, Office of Director. 
5/16». 7pp. 25142:338. 24X Fiche: 50-397, 84/05/22, 8406260008. 


8406260019 Responds to NRC 840214 ltr re violations noted in IE I 
Rept 50-289/84-03. Corrective actions: EP 1004.31 revised to 
delete 30 psig sampling limitation it insulation added to 
tubing at sample station to minimize heat loss. 

HUKILL. H. D General Public Utilities - GPU Service Corp. 
5211-84-2105. 84/05/11. STAROSTECKI , R. Division of Project & 

Resident Programs. 14pp. 25165:003. 24X Fiche: 50-289, 84/06/0 

840626001 5 


—8406260021 Rev 2 to Procedure TDR 494, "TMI-1 , Post-Ac c i den t Sampl 
Radiological Analysis." 

* General Public Utilities - GPU Service Corp. 84/05/10. 44p 

25165.017. 24X Fiche: 50-289, 84/06/08, 8406260015 


8406260017 Forwards safety evaluation supporting NUREG-0737, I tern 
II. K. 2. 13, “Thermal-Mec hanical Rept. " Issues studied as 
subset of Unresolved Safety Issue A-49, "Pressurized 
Thermal Shock. " Vessel integrity adequately demonstrated. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. UTLEY, E. E. 

Carolina Power it Light Co. 11pp. 25157:298. 24X 

Fiche: 50-261, 84/06/18, 8406260017. 


8406260018 Forwards Rev 4 to response to NUREG-0588, per 840306-08 
request re environ qualification audit. Info re Barton 
transmitters it RdF resistance temp detectors also encl. 

TUCKER, H. B Duke Power Co. 84/06/18. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br; 

4, 250pp. 25142:345 24X Fich e : 50-413, 84/06/18, 8406260018. 


8406260024 Forwards IE Insp Rept 50-305/84-05 on 840507-10 it notice 
violation. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/06. 

GIESLER, C. W. Wisconsin Public Service Corp. 2pp. 25165:300. 2 J 
Fiche: 50-305, 84/06/06, B406260024 


— 8406260031 IE Insp Rept 50-305/84-05 on 840507-10. Violation noted: 
gamma calibr not calibrated since Jul 1982, per TMI Item 
II. F. 1. 2. 

PAUL, R. A. , NICHOLSON, N. A. , GREGER, L. R. Region 3, Office of 
Director. IEIN-82-31. 84/06/06. 9pp. 25165:303. 24X 

Fiche: 50-305, 84/06/06. 8406260024. 


8406260025 Forwards requested info re reactor inventory tracking sy« 
core exit thermocouple sys. 

GIESLER , C. W. Wisconsin Public Service Corp. NRC-S4-106. 84/06/2 

VARGA, S A. Operating Reactors Branch 1. 11pp. 25141:288. 24X 

Fiche: 50-305, 84/06/20, 8406260025. 


8406260027 Forwards order confirming licensee commitments on emerger 
response capabi 1 ity , per B3041 5, 1 1 1 1. 1228, 30 it 840330 ltrs. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. MUSOLF, D. I* 

Northern States Power Co. 2pp. 25157:282. 24X 

Fiche: 50-263, 84/06/12, 8406260027. 


— 8406260041 Order confirming licensee commitments on emergency resp 
capability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Northern States Power Co. 6pp. 25157:284. 24X 

Fiche: 50-263, 84/06/12, B406260027. 


8406260059 NUREG/CR-3726 ERR 

SIMULATOR FIDELITY AND TRAINING EFFECTIVENESS: A 
COMPREHENSIVE BIBLIOGRAPHY WITH SELECTED ANNOTATIONS. 

BOLTON, P. A. , FAIGENBLUM, J M. , HOPE, A. M. Battelle Human Affairs 
Research Centers. FIN B-2360. PNL-4765. 94/06/13. Division c 

Human Factors Safety. Ip. Available at NRC. *5.50. 25157:259. 


8406260060 Forwards draft FSAR changes re automatic depressurization 
sys accumulators (TMI Item 1 1 . K. 3. 28 ) . Rev modifies response 
discussed in 840606 telcon. Info will be incorporated in 
revised FSAR scheduled for release in Jul 1984. 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/21. SCHWENCER, A. 
Licensing Branch 2. 6pp. 25142:145. 24X Fic he : 50-352, 84/06/21, 

8406260060. 


8406260068 Forwards revised core damage assessment procedure & addl 
info re capability of post-accident sampling sys to perform 
in postulated post— acc ident environ per NUREG-0737, Item 
II. B. 3. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-0094. 84/06/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 8pp. 25142:157. 24X Fic he : 50-000, 84/06/21 

8406260068 . 


3406260084 Safety evaluation supporting Phase I of control of heavy 
loads. 

* Office of Nuclear Reactor Regulation/ Director. 84/06/06. 2pp 
25157:227. 24X F i c h e : 50-259, 84/06/06, 8406260077. 


3403160371 TER-C5506-337/338/33 

"Control of Heavy Loads (C-10) , Browns Ferry Nuclear Pouier 
Station Units 1/ 2 & 3," technical evaluation rept. 

BOMBERGER, C, Franklin Insti tute/Frankl in Research Center. 

NRC— 03-31-130. TAC 07974. 84/03/14. SINGH- A. NRC - No Detailed 

Affiliation Given. 25pp. 25157:229. 24X Fiche: 50-259, 84/06/06, 

8406260077. 


D6260091 Forwards order confirming licensee 830415,0630 St 0824 
commitments on emergency response capability. 

/ASSALLO, D. B. Operating Reactors Branch 2. 84/06/12. BAYNE, J. P. 

3 ower Authority of the State of New York. 2pp. 25157:206. 24X 

-iche: 50-333,84/06/12, 8406260091. 


3406260094 Order confirming licensee commitments on emergency response 
capabilities per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

Licensee schedule will provide timely upgrading of emergency 
response capability. 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Power Authority of the State of New York. 6pp. 25157: 208. 24X 

Fiche: 50-333, 84/06/12, 8406260091. 


36260098 Forwards order confirming licensee 830419 commitments on 
emergency response capability 

MSSALLO, D. B. Operating Reactors Branch 2. 84/06/12. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25157: 198. 24X 

r iche: 50-271,84/06/12, 8406260098. 


3406260100 Order confirming commitments on emergency response 
capability per Suppl 1 to NUREG-0737 (Generic Ltr B2-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Vermont Yankee Nuclear Power Corp. 6pp. 25157:200. 24X 

Fiche: 50-271 , 84/06/12, 8406260098. 


36260130 Requests notification of whether any analyses performed 
jfcilizing methodology not approved in NUREG-0661 in 
Jetermining if setpoint logic changes needed to reduce 
uater clearing thrust loads. 

/ASSALLO, D. B. Operating Reactors Branch 2. 84/06/13. PARRIS, H. G. 

rennessee Valley Authority. 3pp. 25157: 157. 24X 

■iche: 50-259, 84/06/13, 8406260130. 


36260146 Discusses upward setpoint drift on Target Rock Model 7567F 
;wo-stage main steam/safety relief valves, per SER 
[NUREG-0991 ). Caused by bonding between pilot disc & seat & 

Lack of clearance between pilot & labyrinth seal. 

IEMPER, J. S. Philadelphia Electric Co. 84/06/22. SCHWENCER, A. 
.icensing Branch 2. 3pp. 25142:022. 24X Fi ch e: 50-352, 84/06/22, 

1406260146. 


>6260190 Forwards order confirming licensee commitments to implement 
lost-TMI-related items set forth in Suppl 1 to NUREG-0737. 

'ARGA, S. A. Operating Reactors Branch 1 GL-82-33. 84/06/12. 

IAREY, J. J. Duquesne Light Co. 4pp. 25157:096. 24X 

r iche: 50-334,84/06/12, 8406260190. 


1406260194 Order confirming licensee commitments to implement post-TMI- 
related items set forth in Suppl 1 to NUREG-0737 (Generic 
Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Duquesne Light Co. 6pp. 25157:100. 24X Fic he: 50-334, 84/06/12, 

8406260190. 


>6260220 Forwards response to draft SER outstanding issues re 
inticipatory reactor trip on turbine trip.svc water sys 
solation, normal letdown line relief valve, main feedwater 
solation & proportional integral derivative. 

IOQLEVER, E. J. Duquesne Light Co. 2NRC-4-086. 84/06/20. 

JNIGHTON, G. W. Licensing Branch 3. 8pp. 25150:254. 24X 

iche: 50-412,84/06/20, 8406260220. 


'6260228 Forwards IE Insp Rept 50-397/84-12 on 840430-0504. No 
oncompliance noted. 

ISHOP-T. W. Region 5, Office of Director. 84/06/13, SORENSEN, G. C. 
lashington Public Power Supply System. Ip. 25149:254. 24X 

iche: 50-397. 84/06/13, 8406260228. 


1406260241 IE Insp Rept 50-397/84-12 on 840430-0504. No violations or 
deviations noted. Major areas inspected: safety sys/component 
calibr & followup of previous insp open items- bulletins, 
circulars & TMI (NUREG-0737) activities. 

WILLETT, D. U. , DODDS, R, T, Region 5, Office of Director, IEB-79-08, 
84/06/12. 4pp. 25149:255. 24X Fiche: 50-397, 84/06/13, 8406260228. 


8406260287 Forwards response to NRC 831207 request for addl info i 
NUREG-0737, Item II B. 2, "Design Review of Plant Shielding," 
per IE Insp Rept 50-21 3/83- 1 3. Add 1 shielding studies will be 
completed by Sept 1984 

FIEDLER, P B General Public Utilities - GPU Service Corp. 84/C 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp. 25150-068 
Fiche: 50-219, 84/06/21. 8406260287. 


8406260396 Responds to NRC 840403 request for actions to reduce s« 
relief valve challenges or failures ( NUREG-0737, I tern 
II. K. 3. 16). Util has implemented preventive maint program 
designed to enhance safety relief valve performance. 

HARRINGTON, W D. Boston Edison Co. BECO 84-089. 84/06/20. 

VASSALLO. D B. Operating Reactors Branch 2. 3pp. 25152-240 2 

Fiche: 50-293. 84/06/20, 8406260396 


8406260443 Forwards order confirming util commitments to implement 
requirements of Suppl 1 to NUREG-0737. Order based on 
commitments contained in util 830415 & 0914 responses to 
821217 Generic Ltr 82-33 re emergency response. 

STOLZ-J. F. Operating Reactors Branch 4. GL-82-33. 84/06/14. 

BAUER, E.G. Philadelphia Electric Co. 4pp. 25154:336 24X 

Fiche: 50-277, 84/06/14, 8406260443. 


—8406260444 Order confirming licensee commitments on emergency re 
cap ab i 1 ity, per Generic Ltr 82-33, Suppl 1 to NUREG-0737. 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

Philadelphia Electric Co. 6pp. 67376:297. 24X 

Fiche: 50-277, 84/06/14, 8406260443. 


8406260446 Forwards IE Insp Rept 50-483/84-27 on 840515-18. No 
noncompliance noted. 

WARNICK., R. F. Region 3, Office of Director. 84/06/04. SCHNELL, 
Union Electric Co. 2pp. 25164:303. 24X Fi ch e: 50-483. 84/06/04, 

8406260446. 


— 8406260447 IE Insp Rept 50-483/B4-27 on 840515-18. No noncompliam 
deviations noted. Major areas insp ec ted : 1 i c en see action on 
open items re SER (NUREG-0830) , so 1 i d radwaste sys St process 
monitor test. 

PELKE, P. R. , FORNEY, W. L. Region 3, Office of Director. B4/06/< 
4pp. 25164:305 24X Fi c h e : 50-483, 84/06/04, 8406260446. 


8406260483 Forwards order confirming licensee commitments on 
emergency response capability per Generic Ltr 82-33. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

LUNDVALL, A E. Baltimore Gas & Electric Co. 4pp. 25158:313 2* 

Fiche: 50-317, 84/06/14, 8406260483 


— 8406260485 Order confirming licensee commitments on emergency rei 
capab i 1 ity, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82— 33. 84/06/14. 
Baltimore Gas & Electric Co. 6pp. 25158:317. 24X 

Fiche : 50-317, 84/06/14, 8406260483. 


8406260515 Forwards draft technical evaluation rept, "Control of 
Heavy Loads-Phase II, " for review w/particular attention to 
indicated open it ems. Comment s !< resolution of open items 
will be discussed via conference telcon. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/13. GIESLER,C.W. 

Wisconsin Public Service Corp 2pp. 25158:180. 24X 

Fiche: 50-305, 84/06/13, 8406260515. 


- -8406070064 TER-C5506-497 DRFT 

"Control of Heavy Loads-Phase II, Kewaunee Nuclear Power 
Plant," draft technical evaluation rept. 

WALTER, R. J. Franklin Inst itute/Frank lin Research Center 
NRC— 03-81-130. TAC 52238. 84/05/21. NRC - No Detailed 

Affiliation Given. 24pp. 25158:182. 24X Fi c he : 50-305, 84/06/1 

8406260515. 


8406260521 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Th erma 1-Mechanical Rept." Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A— 49, "Pressurized Thermal Shock" & A-43, "DHR. " 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. MCDONALD, R. P 

Alabama Power Co. Upp. 25158:169. 24X Fiche: 30-348, 84/06/lsi 

8406260521. 


8406260532 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A-49, "Pressurized Thermal Shock" & A-43, "DHR. " 

VARGA, S. A. Operating Reactors Branch 1. 84/06/15. 0 'TOOLE, U. D. 

Consolidated Edison Co. of New York, Inc. 11pp. 25158:136 24X 

Fiche: 50-247, 84/06/15, 8406260532. 


8406260536 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechan ical Rept. " Adequate assurance of vessel 
integrity provided. Item under review re Unresolved Safety 
Issues A-49, "Pressurized Thermal Shock" & A-43, "DHR, " 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. FARRAR, D. L. 


NONDOCKETED ITEMS 


0538 Forwards SER re NUREG-0737. Item II. K 2. 13, "Thermal- 
anical Rept. " Info adequately demonstrates vessel 
grity Item complete. Item studied per Unresolved Safety 
s A-49, "Pressurized Thermal Shock" & A-45, "DHR. " 

4,S. A. Operating Reactors Branch 1 84/06/15. CAREY, J. J. 

esne Light Co 12pp 25158:128 24X Fiche. 50-334, 84/06/15, 

260538. 


)544 Forwards "Control of Heavy Loads - Phase II, Surry Power 
Lon, Units 1 8c 2, " draft technical evaluation rept, 

•eview. Site visit expected in 30 days to resolve open 

LS. A. Operating Reactors Branch 1. 84/06/14. STEWART, W. L. 
Lnia Electric h Power Co. 2pp. 25158:056. 24X 

>: 50-280, 84/06/14, 8406260544 


.40286 TER— C5506-508/ 509 DR 

mtrol of Heavy Loads-Phase II, Surry Power Station Units 
t 2 r " draft technical evaluation rept. 

.TER, R. J. Franklin Institute/Franklin Research Center. 

:-Q3— 81-130. TAC 52276. 84/05/14. SINGH, A. NRC - No Detailed 

'illation Given. 30pp 25158:058. 24X Fiche: 50-280, 84/06/14, 

6260544. 


— 8406270103 Order confirming licensee 830415,0831,1118,840214 8c 03 
commitments to implement requirements of NUREG-0737, Sup p 1 1 
(Generic Ltr 82-33) re emergency response capability. 

EISENHUT, D. G. Division of Licensing. GL-S2-33. 84/06/12. 

Consolidated Edison Co. of New York, Inc. 6pp. 25174:335. 24 

Fiche 50-247, 84/06/12, 8406270095 


8406270101 Forwards E I A (NUREG-1077) for renewal of License SNM-21 
findings of no significant impact 

PAGE, r! G Uranium Fuel Licensing Branch. 84/06/21. REMLEY, M. E. 
Rockwell International Corp. Ip 25174: 152. 


— 8406270105 FR notice uf finding of no significant impact re renew 
License SNM-21 

PAGE, R G Uranium Fuel Licensing Branch. 84/06/21. 63pp. 

25174. 153 


8406270111 NUREG/CR-3627 

FRANTIC II APPLICATIONS TO STANDBY SAFETY SYSTEMS. 

GINZBURG, T. , BDCCIO-J. L. , HALL, R E. Brookhaven National Laborato 
FIN A-3230. 3NL-NUREG-51738. 84/06/30. Division of Risk Anal 

& Operations (post 840429) 151pp. 25174:001. 


554 Discusses min staffing requirements for Tech Specs, per 
3 memo. Onsite emergency response plan must meet stds 
ssed in NUREG-0654. 

HUT. D. G. Division of Licensing. 84/06/19. LEWIS, R- C. 
ion of Project & Resident Programs. 3pp. 25158:046. 24X 

: 50-390, 84/06/19, 8406260554. 


60561 Discusses region inspector findings re min staffing 
onsistencies between Tech Specs 8< NUREG-0654. App 1 i can t 
h Specs consistent w/Suppl 1 to NUREG-0737. 

IS, R. C. Division of Project 8< Resident Programs. B4/05/23. 
ENHUT, D. G. Division of Licensing. Ip. 25158:049. 24X 

he : 50-390, 84/06/19, 8406260554. 


662 Forwards request for addl info re procedures generation 
ge for emergency operating procedures. Info re technical 
lines, writer guide & va 1 i dat i on/ver if i cat ion & training 
ams nee d ed . Re sp onse due within 30 days of ltr receipt. 

R, J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

ZZA, U. B. Maine Yankee Atomic Power Co. 9pp. 25157:337. 24X 

: 50-309, 84/06/14. 8406260662. 


8406270113 NUREG/CR-3054 

CLOSEOUT OF IE BULLETIN 81-03: FLOW BLOCKAGE OF COOLING 
WATER TO SAFETY SYSTEM COMPONENTS BY CORBICULA SP. (ASIATIC 
CLAM) AND MYTILUS SP. (MUSSEL). 

RAINS, J. H. , FOLEY, W. U. , HENNICK, A. Parameter, Inc. FINB-1013. 

I EB— 8 1—03. 84/06/30 Division of Emergency Preparedness & 

Engineering Response (Post 830103). 59pp. Available at NRC. *4 

25173: 282. 


B4062701 17 NUREG/CR-3566 

SOCIOECONOMIC CONSEQUENCES OF NUCLEAR REACTOR ACCIDENTS. 

TAWILL. J. J. , CALLAWAY, J. UJ. , COLES, B. L. Battel le Memorial Institu 
Pacific Northwest Laboratories. FIN B-2418. PNL-4911. 84/06/30 

Division of Health, Siting i. Waste Management. 206pp. Available 
NRC. *6. 00. 25171 138 


8406270122 NUREG-1063 

STEAM GENERATOR OPERATING EXPERIENCE UPDATE 1982-1983. 

FRANK, L Division of Engineering. 84/06/30. 50pp. Available a 

NRC. *4. 25. 25173 231. 


029 Forwards order confirming licensee commitments in 830415,21, 
St 840203 ltrs in response to Generic Ltr 82-33 re 
TMI related items in NUREG-0737, Sup p 1 1. 

, S. A. Operating Reactors Branch 1. GL-82-33. 84/06/12. 

ER,C.W. Wisconsin Public Service Corp. 3pp. 25103:316. 24X 

: 50-305, 84/06/12, 8406270029. 


70035 Order confirming licensee 830415,21,0804 & 840203 
nitments on emergency response capab i 1 i ty , p er 
EO-0737, Supp 1 1 (Generic Ltr 82-33). 

ENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

:onsin Public Service Corp. 6pp. 25183:319. 24X 

l e: 50-305, 84/06/12, 8406270029. 


359 Forwards Rev 4 to response to Suppl 1 to NUREG-0737, 
iing Unit 2 control room review supplemental rept & 
i parameter display sys safety analysis. Response 
?te. 

?> H. B. Duke Power Co. 84/03/28. DENTON, H. R. Office of 
ir Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
2pp. 25160:079. 24X Fiche: 50-413, 84/03/28, 8406270059. 


369 Forwards IE Insp Rept 50-275/84-05 on 840326-30. No 
bions noted. 

M4SKI, F. A. Region 5, Office of Director. 84/06/06. 

JER, J. 0. Pacific Gas Sc Electric Co. 2pp. 25175:351. 24X 

50-275, 84/06/06, 8406270069. 


70073 IE Insp Rept 50-275/84-05 on 840326-30. No violations or 
Lations noted. Major areas inspected: new chemistry St 
Lation protection dept organization, radiation protection 
Lning, followup on noncompliance St IE info notices. 

1IA, E. M. , YUHAS, G, P. Region 5, Office of Director. 84/06/06. 
>. 25175:353. 24X Fiche: 50-275, 84/06/06, 8406270069. 


374 NUREG/CR-3263 

» changing rept number to NUREG/CR-3623 to CORRELATION 
SXTRICAL CABLE FAILURE WITH MECHANICAL DEGRADATION. 


8406270126 Further response to FOIA request for documents re pipe c 
prob lems. Listed documents placed in PDR. Doc ument s listed in 
App A withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules arid Records. 84/05/10. BELL, N. 
Nuclear Information & Resource Service. 3pp. 25183:289. 


— 840627012B Discusses proposed interim repair criteria for BWR pip 
Criteria based on assumption stated in Section 5 suitable, 
based upon assumption that performance demonstration will be 
developed & implemented. 

SHACK, W J. Argonne National Laboratory. 83/09/26. LI AW, B. D. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25183:29 


8406270130 Forwards order confirming licensee commitments on emerge 
response capab i lity . Order based on 830415,0811,1128,1220 
& 840131 & 0409 commitments. 

MILLER, J R Operating Reactors Branch 3. GL-82-33. 84/06/14. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 5pp. 25176:353. 24X Fiche: 50-336, 84/06/14, 84062701 


— 8406270133 Order confirming licensee commitments on emergency res 
capab i 1 ity, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 6 
25176:358. 24X F ic h e : 50-336, 84/06/ 14, 8406270130. 


8406270145 Forwards 840614 order confirming licensee commitments re 
emergency response capab i 1 i ty. Order based on 830415,0722, 

0803 & 1123 responses to Generic Ltr 82-33. 

SCHWENCER, A, Licensing Branch 2. GL-82-33. 84/06/14. CURTIS, h 

Pennsylvania Power & Light Co. 3pp. 25176:335. 24X 

Fiche: 50-387, 84/06/14. 8406270145. 


•8406270154 Order confirming licensee commitments on emergency res 
cap a b i 1 i t y , p er Suppl 1 to NUREG-0737 (Generic Ltr 82—33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

Pennsylvania Power h Light Co 7pp. 25176:338. 24X 

Fiche: 50-387, 84/06/14,8406270145. 


■8406270207 Order confirming licensee commitments to implementation & 
scheduling of emergence) response capability items of Generic 
Ltr 82-33 (NUREG-0 737, Supp 1 l 5 - _ 

EISENHUT, D G. Division of Licensing. GL 82—33. 84/06/14. 

Florida Power & Light Co. 6pp. 25174 321. 24X 

Fiche 50-335. 84/00/14. 8406270206. 


— 8406270388 Order confirming licensee commitment to implement eme 
response capability items identified in Generic Ltr 82-33 
(NUREG-0737, Sup pi 1). 

EISENHUT, D G. Division of Licensing. GL-82-33. 84/06/14. 

Northern States Power Co. 6pp 25173:344. 24X 

Fiche: 50-282, 84/06/14, 8406270386 


-8406270208 Order confirming licensee commitments to implementation * 
scheduling of emergency response capability items of Generic 
Ltr 82-33 (NUREG-0737, Supp 1 1> 

EISENHUT. D G. Division of Licensing. GL-82-33. 84/06/14. 

Florida Power Light Co 6pp 25 174:327. 24X 

Fiche 50-335, 84/06/14. 8406270206. 


340627024fc> Forwards order confirming licensee commitment to implement 
emergency response capability requirements of NUREG-0737, 

Suppl 1 

VARGA, S. A Operating Reactors Branch 1. GL-82-33. 84/06/12. 

FARRAR- D. L. Commonwealth Edison Co. 2pp. 25174:299. 24X 

Fiche: 50-295, 84/06/12, 8406270246. 


■-8406270249 Order confirming licensee commitment to implement emergency 
response capability requirements of NUREG-0737, Su pp 1 1. 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Commonwealth Edison Co. 6pp. 25174:301. 24X 

Fiche- 50-295, 84/06/12, 8406270246 


3406270252 Forwards order confirming licensee commitment to implement 
emergency response capability items in Suppl 1 to 
NUREG-0737 

VARGA, S. A. Operating Reactors Branch 1. GL-82-33. 84/06/12. 

STEWART, W. L. Virginia Electric & Power Co. 2pp. 25174:291. 24X 

Fiche: 50-280, 84/06/12,8406270252 


—8406270254 Order confirming licensee commitment to implement emergency 
response capability items of Suppl 1 to NUREG-0737. 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Virginia Electric ! Power Co. 6pp. 25174:293. 24X 

Fiche. 50-280, 84/06/12, 8406270252. 


3406270255 Forwards order confirming licensee commitments re emergency 
response capab i 1 1 ty . Ord er based on 830415,0802,1123,840127 
8< 0523 1 trs committing to actions specified in order. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

WITHERS, BD. Portland General Electric Co. 2pp. 25174:274. 24X 

Fiche: 50-344, 84/06/14, 8406270255 


—8406270260 Forwards order confirming licensee commitments re emergency 
response capabi 1 i ty . Dates committed to in 840415 ltr for 
emergency operations facility completion not included in 
end to order. 

MILLER, J R. Operating Reactors Branch 3. GL-82-33. 83/10/04. 

WITHERS, B. D. Portland General Electric Co. 3pp. 25174:276. 24X 

Fiche : 50-344, 84/06/ 14, 8406270255. 


—8406270263 Order confirming licensee 840415 committments re emergency 
response capabi 1 ity, per Suppl 1 to NUREG-0737 (Generic Ltr 
82-33 > . 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

Portland General Electric Co. 6pp. 25174:279. 24X 

Fiche: 50-344, 84/06/14, 8406270255. 


3406270267 Requests remittance of *4, 400 due for Item 8 of 840623 
license amend application proposing Tech Spec changes re 
NUREG-0737 items k limiting conditions & surveillance 
requirements on RCIC 

DIGGS, R. M. License Fee Management Branch. 84/06/21, UTTLEY, E. E. 
Carolina Power & Light Co. 2pp. 25165:361. 24X 

Fiche: 50-324,84/06/21, 8406270267. 


3406270297 Forwards order confirming licensee commitment to NUREG-0737, 
Suppl 1, "Requirements for Emergency Response Capability. " 

STOLZ, J F. Operating Reactors Branch 4. GL-82-33. 84/06/14. 

HUKILL, H. D General Public Utilities - GPU Service Corp. 6pp. 
25183:325. 24X Fi ehe: 50-289, 84/06/14, 8406270297. 


-8406270299 Order confirming licensee commitment to requirements for 
emergency response capability outlined in NUREG-0737, Sup p 1 1 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

General Public Utilities - GPU Service Corp. 6pp. 25183:331. 24X 

Fiche 50-289, 84/06/14, 8406270297. 


3406270386 Forwards order confirming licensee commitment to implement 
emergency response capability schedule for item identified 
in Generic Ltr 82-33 (NUREG-0737, Supp 1 1). 

MILLER, J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

MUSOLF, D. M Northern States Power Co. 4pp. 25173-340 24X 

Fiche: 50-282,84/06/14,8406270386 


8406270390 Preliminary draft "Evaluation of Control Sys Failures 
Leading to RCS Overcooling in Oconee 1 Power Plant. " 
NUREG/CR-3692, "Possible Modes of Steam Generator Overfill 
Resulting From Control Sys Malfunctions. . . " end. 

MCBRIDE, A. F. Science Applications, Inc FIN B-0467. 84/04/24. 

Office of Nuclear Regulatory Research, Director. 590pp. 25172: 

24X Fiche: 50-269, 84/04/24, 8406270390. 


8406270391 Forwards safety evaluation re independent verification 
valve & breaker position, per NUREG-0680, Sup p 1 4, "TMI-1 
Restart." Response acceptable. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/19. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 25171:357. 
Fiche: 50-289, 84/06/19, B406270391 . 


— 8406270393 Safety evaluation supporting licensee provisions foT 
independent verification of valve & breaker position, per 
NUREG-0680, Suppl 4, "TMI-1 Restart." 

* NRC - No Detailed Affiliation Given. 84/06/19. 2pp. 
25171:361. 24X Fiche: 50-289, 84/06/19, 8406270391. 


8406270396 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13 
"Thermal-Mechanical Rept. " Vessel integrity adequately 
maintained. Item complete. Unresolved Safety Issues A-49 & 

A— 45, re Item II. K. 2. 13, near ing resolution. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. UDERI TZ, R. A 

Public Service Electric k Gas Co of New Jersey. 12pp. 25183:3 

24X Fiche: 50-272, 84/06/18, 8406270396. 


B4O627039B Forwards safety evaluation supporting licensee response 
NUREG-0737, I tern II. B. 3, "Post-Accident Sampling Sys." 

Sampling sys accep tab le. R evi ew of item complete. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/14. COUNSIL, W. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 12 
25171: 338. 24X Fiche: 50-336, 84/06/14, 8406270398. 


8406280009 Forwards order confirming licensee commitments to imple 
p ost-TMI-r elated items in NUREG-0737, Sup p 1 l,per 830415, 
0805,0922,1215 & 840406 & 19 ltrs responding to Generic 
Ltr 82-33. 

VARGA, S A. Operating Reactors Branch 1. GL-82-33. 84/06/12. 

MCDONALD, R. P. Alabama Power Co. 4pp. 25195:331. 24X 

Fiche: 50-34B, 84/06/12, 8406280009 


— 8406280015 Order confirming licensee commitments to implement po 
related items in NUREG-0737, Sup p 1 1, per 830415,0805,0922, 

1215 & 840406 & 19 ltrs responding to Generic Ltr 82-33. 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 

Alabama Power Co. 6pp. 25195:335. 24X Fic he: 50-348, 84/06/12 

8406280009. 


8406280024 Forwards results of 831205-09 in-progress audit of deta 
control room design review (DCRDR ). Requirements of 
NUREG-0737, Suppl 1 not met due to lack of DCRDR basis. 

SCHWENCER, A. Licensing Branch 2. 84/06/21. BAUER, E.G. 

Philadelphia Electric Co. 7pp. 25195:286. 24X 

Fiche: 50-352, 84/06/21, 8406280024. 


8406280042 Forwards order confirming licensee commitments to imple 
p ost-TMI-related items set forth in NUREG-0737 re emergency 
response capabilities. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

R ANDAZZA, J. B. Maine Yankee Atomic Power Co. 3pp. 25194:311. 
Fiche: 50-309, 84/06/14, 8406280042. 


— 8406280045 Order confirming licensee commitments to NUREG-0737, E 
on emergency response capa b i 1 i t i es. 

EISENHUT, D. G. Division of Licensing. GL-84-33. 84/06/14. 

Maine Yankee Atomic Power Co. 7pp. 25194:314. 24X 

Fiche : 50-309, 84/06/14, 8406280042. 


8406280072 Forwards order confirming util 830415,0802,840130 it 021 
commitments on emergency response capability. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/12. DOLAN, J. 

Indiana & Michigan Electric Co. 3pp. 25194:285. 24X 

Fiche: 50-315, 84/06/12,8406280072. 


— 8406280074 Order confirming licensee 83041 5, 0802, B40130 & 0210 
commitments on emergency response capab i 1 ity , p er NUREG-0737, 
Suppl 1 (Generic Ltr 82-33). 

EISENHUT. D. G. Division of Licensing. GL-82-33. 84/06/12. 

Indiana & Michigan Electric Co. 7pp. 25194:288. 24X 

Fiche: 50-315, 84/06/12, 8406280072. 


30098 Forwards response to requirement for establishment of vendor 
irface program- per Generic Ltr 83-28. Item 2.2.2. 

J. A Yankee Atomic Electric Co GL-83-28. 84/06/22. 

r CHFIELD,D. Operating Reactors Branch 5 12pp. 25181:058. 24X 

le: 50-029.84/06/22. 8406280098 


i280115 Rev 3 to Procedure AP-0020, "Operating Info Review. " 
Yankee Atomic Electric Co 84/05/31. 4pp. 25181:070. 24X 

che: 50-029. 84/06/22, 8406280098. 


0126 Forwards draft Rev 1 to NUREG-0B97, "Containment Emergency 
Performance: Technical Findings re Unresolved Safety 
e A— 43, " as aid in completing studies of containment 
gency sump performance. 

GBLOQD, B. J. Licensing Branch 1. 84/06/19. SPENCE, M. D. Texas 

ities Electric Co. (formerly Texas Utilities Generating Co. ). 
j. 2*5209: 086. 24X F l c h e : 50-445, 84/06/ 1 9, 84062801 26. 


3135 Forwards 840612 order confirming licensee commitments re 
jency response capab i 1 i t y . Or der based on 830415,0601, 
1219,840405,0406 & 0516 responses to Suppl 1 to 
}— 0737. 

L S. A. Operating Reactors Branch 1. 84/06/12. UDER ITZ, R. A. 

,c Service Electric St Gas Co. of New Jersey. 5pp. 25208:351. 
•iche: 50-272, 84/06/12, 8406280135. 


180138 Order confirming licensee commitments on emergency response 
ability, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
iENHUT, D. G. Division of Licensing. GL-82-33. 84/06/12. 
lie Service Electric ?< Gas Co. of New Jersey. 6pp. 25208:356. 
Fiche: 50-272, 84/06/12. 8406280135 


143 Forwards safety evaluation re util response to NUREG-0737. 
II. K. 2. 13, "Thermal — Mec hani ca 1 Rept. " Vessel integrity 
ed. Review underway re Unresolved Safety Issues A-49, 
surized Thermal Shock" & A-45, "DHR. " 

i S. A Operating Reactors Branch 1. 84/06/15, BAYNE, J. P. 

Authority of the State of New York. 13pp. 25208:339. 24X 

: 50- 286,84/06/15,840 6280143. 


191 Clarifies & completes record re order confirming licensee 
tments on emergency response capab i 1 i ty , p er 840612 ltr. 

noteworthy c lar if icati ons of schedule commitments in 
ion to submittals responding to Generic Ltr 82-33. 

*ANO,R.N. Commonwealth Edison Co. GL-82-33. 84/06/22. 

M, H R Office of Nuclear Reactor Regulation, Director. 2pp. 
319 24X Fiche: 50-295, 84/06/22, 8406280191. 


209 NUREG-0750 VIS 102 

ES TO NUCLEAR REGULATORY COMMISSION ISSUANCES. 
)ecember 1983. 

3 - No Detailed Affiliation Given. 83/12/31. 131pp. 

O01 


114 NUREG/CR-3613 

*TrON AND ACCEPTANCE OF WELDED AND REP A IR-WELDED 
-ESS STEEL FOR LWR SERVICE. Annual Rept for 1983. 

:DGE< D. G. , ERUEMMER, S. M. , AGE, R. E. Battelle Memorial Institute, 
. c Northwest Laboratories. FIN B-2449. PNL-4941. 84/06/30. 

.on of Engineering Technology 55pp. Available at NRC. $4.50. 
»: 277 


*65 Forwards safety evaluation based on review of licensee 
;tals re NUREG-0737, I tem II. K. 2. 13, "Th erma 1-Mec hani c al 
' Info adequately demonstrates reasonable assurance 
'essel integrity maintained. 

S. A. Operating Reactors Branch 1. 84/06/15. STEWART, W. L. 

ifa Electric & Power Co. 11pp. 25195:345. 24X 

50-280, 84/06/1 5, 8406280265. 


(66 Forwards SER on safety parameter display sys for plants, 
lued implementation acceptable pending adequate 
ion devices & data validation provided . Inf o to perform 
matory review requested in 60 days. 

IFIELD, D. Operating Reactors Branch 5. LS05-84-06-039. 

22. FARRAR, D. L. Commonwealth Edison Co. 3pp, 25178:088. 
che: 50-000, 84/06/22, 8406280266. 


■0230 Safety evaluation on safety parameter display sys, per 
1 1 to NUREG-0737 Continued implementation acceptable 
ing adequate isolation devices & data validation 
ided. 

ffice of Nuclear Reactor Regulation, Director. 84/06/22. 7pp, 
70:091. 24 X F ic he : 50-000, 84/06/22, 8406280266. 


76 Forwards order confirming licensee 830414 commitments on 
ncy response capability. 

M,E.G. Licensing Branch 4. 84/06/15. TUCKER, H. B. Duke Power 

pp. 25192:343. 24X Fi che: 50-369, 84/06/1 5, 8406280276. 


— 8406280278 Order confirming licensee 830414 commitments on emerge 
response ca p ab i 1 i ty , p er Suppl 1 to NUREG-0737 (Generic Ltr 
82-33 ) 

EISENHUT, D G. Division of Licensing. GL-82-33 84/06/15. 

Power Co 6pp. 25192:345 24X F i c h e : 50-369, 84/06/ 1 5, 84062802 


8406280301 Forwards SER based on review of 830209 & 0617 submittals 
response to NRC 821210 request for addl info re NUREG-0737, 

Item 1 1 E. 1 2. Requests meeting be scheduled to resolve 
automatic bus transfer issue. 

VARGA, S. A Operating Reactors Branch 1. 84/06/20. UTLEY, E. E. 

Carolina Power 8< Light Co. 8pp 25192:335. 24X 

Fiche: 50-261, 84/06/20, 8406280301. 


8406280307 Forwards order confirming licensee 830415,0721,1228 & 
840404 commitments on emergency response capability. 

ADENSAM, E. G. Licensing Branch 4. 84/06/15. DIXON, 0. W. South 

Carolina Electric & Gas Co. 3pp. 25192:142. 24X 

Fiche: 50-395, 84/06/15, 8406280307 


— 8406230312 Order confirming licensee 830415,0516,0721,1228 & B404( 
commitments on emergency response capab i 1 i ty , p er Suppl 1 to 
NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/15. 

South Carolina Electric & Gas Co. 6pp. 25192:145. 24X 

Fiche: 50-395, 84/06/15, 8406280307. 


8406280358 Provides basis for accepting commitment dates extending 
beyond acceptable dates in 830601 memo re emergency response 
capability s ch ed u 1 es . Comni tmen t date for summary rept on 
detailed control room design review is 860501. 

NORRIS, U. A. Operating Reactors Branch 1. GL-82-33. 83/08/25. 

EISENHUT, D. G. Division of Licensing. 3pp. 25183:354. 24X 

Fiche: 50-295, B3/08/25. 8406280 3 58. 


8406280362 Forwards order confirming licensee commitments on emerger 
response capability schedule s, per Generic Ltr 82-33. 

MILLER, J. R. Operating Reactors Branch 3. STQLZ,J. F. Operating 
Reactors Branch 4 GL-82-33. 84/06/14. GRIFFIN, U. M. Arkansas 

Power & Light Cd. 5pp. 25195:166. 24X Fi c he: 50-313, 84/06/ 14, 

84062B0362. 


— 8406280372 Order confirming licensee commitments on emergency resp 
capab i li ti es , p er Suppl 1 to NUREG-0737 & Generic Ltr B2-33. 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/14. 

Arkansas Power & Light Co. 12pp. 25195:171. 24X 

Fiche: 50-313, 84/06/14, 8406280362. 


8406280391 Forwards confirmatory order re NUREG-0737, Sup p 1 1 complet 
dates per 830712 memo on emergency response schedules. 

Confirmatory order should be sent to util on 840419. 

REEVES, E A Operating Reactors Branch 1. 84/04/25. EISENHUT, D.G 

Division of Licensing. 2pp 25195:037. 24X Fi che. 50-348, 84/04/2 

8406280391. 


8406280395 Forwards order confirming licensee commitments on emergen 
response capab i 1 i ty, ba se d on util 830415,0801,0822 & 1216 
ltrs. 

ADENSAM, E. G. Licensing Branch 4. 84/06/15. PARRIS, H. G. Tenness 

Valley Authority. 2pp. 25195:019. 24X Fi c he : 50-327, 84/06/15, 

8406280395. 


— 8406280397 Order confirming licensee commitments re emergency resp 
capability per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 
EISENHUT, D. G. Division of Licensing. GL-82-33. 84/06/15. 

Tennessee Valley Authority. 13pp. 25195:021. 24X 

Fiche: 50-327, 84/06/15, 8406280395. 


8406280406 Forwards safety evaluation re NUREG-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept." Item complete since info 
adequately demonstrates that vessel integrity maintained. 

Item related to Unresolved Safety Issues A-49 & A-45. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. DOLAN, J. 

Indiana & Michigan Electric Co. DOLAN, J. American Electric PoweT 
Service Corp. llpp 25195:001. 24X Fiche: 50-315, 84/06/18, 

8406280406. 


8406280421 Documents reasons for accepting late implementation dates 
for safety parameter display sys, emerg ency operating 
procedures & Reg Guide 1.97. 

TAM, P. S, Operating Reactors Branch 1. 83/08/29. EISENHUT, D. G. 

Division of Licensing. 2pp. 25194:359, 24X Fi c h e : 50-334, 83/08/2 

8406280421, 


8406280455 NUREG-1077 

ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO. SNM-21 . Doc ket No. 70-25. 

(Energy Systems Group Rockwell In terna t iona 1 Corporation) 

* Division of Fuel Cycle & Material Safety. 84/06/30. 121pp. 

Available at NRC, *5.00. 25195 047. 


NONDOCKETED ITEMS 


290027 Findings of facts on 840604 depositions of R Krich,J Bier & 
Emch re Chr ista-Mar ia Subcontention 9(6) concerning 
, REG--0737> Item II F 1, "Addl Accident Monitoring 
is trumentation. " Related correspondence. 

Bier* Mills, Chr ista-Maria, et al. DSB 923. OLA. 84/06/28. 
pp. 25198:177. 24X Fi c h e : 50-1 55, 84/06/28, 8406290027. 


>290140 Advises that 810630,820903,830606 & 22 responses to Generic 
;r 81-04 do not meet Rev 1 to NUREG-0313 guidelines, 
nueve r , due to activities to mitigate IGSCC (IE Bulletins 
J-03 & 83-02 ), meet i ng guidelines po int 1 ess. SER forwarded. 

IUTCHFIELD, D. Operating Reactors Branch 5. LSQ5-B4-06-044. 

1/06/26. VANDEWALLE. D. J. Consumers Power Co. 4pp. 25197:049. 

IX Fiche: 50-155, 84/06/26, 8406290140. 


106290149 Safety evaluation re IGSCC in RCPB piping sys, per Generic 
Ltr 81-04. Licensee responses did not fully meet guidelines 
in Rev 1 to NUREG-0313. 

* Office of Nuclear Reactor Regulation, Director. GL-81— 04. 
84/06/26. 3pp. 25197:053. 24X Fiche: 50-155, 84/06/26, 8406290140. 


105310318 EGG-FM-62 58 

"Technical Evaluation of Integrity of Big Rock Point Nuclear 
RCPB Piping Sys. " 

NAGATA, P. K. EG&cG, Inc. FIN A-6429. TAC 46651. 83/08/31. 

KOQ, W. H. Division of Engineering. 23pp. 25197:056. 24X 

Fiche: 50-155, 84/06/26, 8406290140. 


£>290164 Forwards SER & EG&G technical rept re IGSCC in RCPB piping 
ys as aid in preparing responses to Generic Ltrs 84-07 & 

4-11. Action in reviewing responses to Generic Ltr 81-04 
MUREG-0313, Rev 1) complete. 

RUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-046. 

4/06/26. FARRAR, D. L. Commonwealth Edison Co. 4pp. 25204:146. 

4X Fiche: 50-237,84/06/26, 8406290164. 


406290174 SER re IGSCC in RCPB piping sys. Licensee response to reduce 
IGSCC susceptibility of austenitic stainless piping does not 
meet guidelines of NUREG-0313, Rev 1. 

* Office of Nuclear Reactor Regulation, Director. GL-84-07. 
84/06/26. 3pp. 25204:150. 24X Fic he : 50-237, 84/06/26, 8406290164. 


6290181 Forwards "Control Room Design Review Final Rept, " per 
uppl 1 to NURE0-0737, Final validation step not completed, 
ddendum rept will be submitted upon completion of 
al idat ion. 

EMPER, J. S. Philadelphia Electric Co. 84/06/25. SCHWENCER, A. 
icensing Branch 2. 2pp. 25200:001. 24X Fiche: 50-352, 84/06/25, 

40629Q181. 


6290216 Forwards fifth SORT update list covering seismic 
ualification summary of equipment & response to SSER 3 
NUREG-0798 ) open items. 

ENS, W. H. Detroit Edison Co. EF2-68287. 84/06/22. YOUNGBLOOD, B. J. 

Licensing Branch 1. 300pp. 25198:337. 24X Fiche: 50— 341 , 84/06/22, 

406290216. 


6290324 Forwards addl info on draft SER Open Items CPB-3 & ICSB-14 
e itemized documentation & design for inadequate core 
ool ing , r esp ec t ive ly , r equest ed in Generic Ltr 82-28. 

OUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
tilities). B 1 1 23 1 . 84/06/14. YOUNGBLOOD, B. J. Licensing Branch 1. 

44pp. 25204:204. 24X Fiche: 50-423, 84/06/14, 8406290324. 


CORRESPONDENCE WITH OTHER ORGANIZATIONS 


S230319 IE Info Notice 84-39, "Inadvertent Isolation of Containment 
pray Sys. " Svc list end. 

□RDAN, E. L. Division of Emergency Preparedness 5t Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 124pp. 24861:201. 24X Fiche: 50-000, 84/05/25, 8405230319. 


3240317 IE Info Notice 83-66, Suppl 1, "Fatality at Argentine 
ritical Facility." Svc list end. 

□RDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/05/25. Consolidated Edison Co. of New 

ork, Inc. 127pp. 24880:103. 24X Fiche : 50-000, 84/05/25, 8405240317. 


5290383 IE Info Notice 84-40, "Emergency Worker Doses. " Svc list 
ncl. 

DRDAN, E. L. Division of Emergency Preparedness 8c Engineering 
esponse (Post 830103). 84/05/30. Consolidated Edison Co. of New 

ork, Inc. 122pp. 24879:342. 24X Fiche : 50-000, 84/05/30, 8403290383. 


8406040056 Forwards State of DE 840409 request for exemption from 
participation in annual radiological emergency preparedness 
exercise in Oct 1984. Request should be granted. 

KRIMM, R.W Federal Emergency Management Agency. 84/05/25. 
JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 4pp. 24797:296. 24X Fi c h e: 50-272, 84/0 

8406040056. 


8406040065 Forwards updated status of responses to recommendations 
developed by INPO during 831212-16 corporate assistance 
visit. 

LEDDICK, R. S Louisiana Power & Light Co. W3P84-103S. 84/04/26 

PATE, Z. T. Institute of Nuclear Power Operations. 23pp. 24806: 

24X Fiche: 50-382, 84/04/26, 8406040065. 


8406040235 Forwards FEMA Regional Assistance Committee 840427 info 
evaluation of offsite radiological emergency response plan. 

Rept is addendum to 840508 interim findings. 

KRIMM, R. W. Federal Emergency Management Agency. 84/03/25. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 24794:291. 24X Fi ch e: 50-352, B4/0 

8406040235. 


— 8406040237 "Informal Evaluation of Offsite Radiological Emergenc 
Reponse Plans Site-Specific to Limerick Generating Station." 

■* Federal Emergency Management Agency. 84/04/27. 24pp. 

24794:293. 24X Fi c h e : 50-352, 84/05/25, 8406040235. 


B406040261 Supports request for exemption of state & local govts f 
p art ic i p at ion in annual radiological emergency preparedness 
exercise, per 840405 ltr fc FEMA 840304 memo concurring 
w/state request. 

KRIMM, R. Federal Emergency Management Agency. 84/05/25. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 3pp. 24794:351. 24X Fi c h e: 50-327, 84/0 

8406040261. 


8406040287 Forwards FEMA rept on offsite emergency preparedness pi 
exercise on 821020. Correc t ive actions satisfactory & plan 
assures adequate preparedness. Requests review of rept & 
continued coordination w/State of CA. 

KNIGHTON, G. W. Licensing Branch 3. 84/03/10. SCHUYLER , J. 0. Pa 

Gas & Electric Co. 4pp. 24808:196. 24X Fi che: 50-275, 84/05/10, 

8406040287. 


8406050012 IE Info Notice 84-42, "Equipment Availability for Condi 
During Outages Not Covered by Tech Specs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/05. Consolidated Edison Co. of 

York, Inc. 120pp. 25050:124. 24X Fi c he : 50-000, 84/06/05, B40605 


8406050350 IE Info Notice 84-43, "Storage & Handling of Opthalmic 
Radiation Applicators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Po 
830103). 84/06/07. Consolidated Edison Co. of New York, Inc. 
92pp. 25050: 032. 24X Fiche: 50-000, 84/06/07, 8406050330. 


8406050510 Memorandum in support of FEMA appeal of ASLB 840318 ord 
for release of documents. Fac ts do not establish compelling 
need sufficient to override policies behind executive 
privi lege. Certificate of Svc end. 

GLASS, S. M. Federal Emergency Management Agency. DSB 434. OL-3 
84/06/01. 27pp. 24808:330. 24X Fi c h e : 30-322, 84/06/01 , 04060305 


8406060329 Summary of 840511 meeting w/util & FEMA in New York, NY 
util initiatives in response to regional assistant committee 
evaluation of offsite emergency plan. 

CAMPAGNONE, M. J. Licensing Branch 2. 84/03/16. Licensing Bra 

2. 5pp. 24664:285. 24X Fi ch e: 50-322, 84/05/16, 8406060329. 


— 8406060334 Transcript of 840511 meeting in New York, NY. Pp 1-93. 

* Federal Emergency Management Agency. * Long Island Lighti 
Co. 84/05/11. 95pp. 24664:290. 24X Fiche : 50-322, 84/05/16. 

8406060329. 


8406060336 IE Info Notice 84-44, "Environ Qualification Testing of 
Rockbestos Cables." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/08. Consolidated Edison Co. of 

York, Inc. 120pp. 25049:273. 24X Fiche : 50-000, 84/06/08, 84060* 


8406060361 Responds to approval request for info collection re NRC 
313, "Application for Mat 1 L ic ins®. " Request approved 
through 870531 under OMB 3150-01 20, p er Paperwork Reduction 
Act, 


NONDOCKETED ITEMS 


0453 Responds to approval request for info collection re 
R74, "Matl Control & Accounting of SNM & Acceptance 
eria for Low Enriched U Reform Amends. " Request approved 
ugh 850531 under OMB 3150-0123. 

AE* J. E. Office of Management & Budget. OMB 3150-0123. 

5/25. SCOTT. S. Document Management Branch. 2pp. 24748:335. 


3455 Responds to approval request for info collection re 10CFR70. 
estric Licensing of SNM. " Request approved through 870531 
' OMB 3150-0009. 

^E. J. B. Office of Management & Budget. OMB 31 50-0009. 

3/25. SCOTT. S. Document Management Branch. 2pp. 24748:333. 


)458 Responds to approval request for info collection re 
[81.20. "Nonexclusive Licenses for NRC Inventions.” 
ist approved through B70531 under OMB 3150-0121. 
iE, J. B. Office of Management &< Budget. OMB 3150-0121. 

>/25. SCOTT. S. Document Management Branch. 2pp. 24748:331. 


460 Responds to approval request for info collection re 10CFR9, 
ic Records." Request approved through 870531 under 
1 50-0043. 

E. J. B. Office of Management &.• Budget. OMB 3 1 50-0043. 

/25. SCOTT. S. Document Management Branch. 2pp. 24 748:328. 


176 IE Info Notice 84-45. "Reversed Differential Pressure 
ument Sensing Lines. " Svc list end. 

M* E. L_. Division of Emergency Preparedness & Engineering 
ns e (Post 830103), 84/06/11. Consolidated Edison Co. of New 

Inc. 123pp. 25049:001. 24X Fi ch e: 50-000, 84/06/ 1 1. 8406080176. 


287 Responds to B40426 1 tr discussing steps being contemplated 
1A re demons trati on of offsite emergency preparedness . 
ied exercise would provide FEMA opportunity to evaluate 
:e preparedness as implemented by util. 

h U. J. Office of the Executive Director for Operations. 

'Ol. SPECK. S. W. Federal Emergency Management Agency. 5pp. 
001. 24X Fiche: 50-322. 84/06/01, 8406080287. 


IB? Forwards preliminary working paper. "Comparat i ve Evaluation 
*$ in Permian Basin : Procedure, Appl ication & Data 
& draft data sheets & ref matl. Comments to 
ictors will be provided by 840501. 

1.0. Energy. Dept. of. 00552. 84/04/26. LINEHAN, J. J. 

tory Projects Branch (Post 831001). 2pp. 24990:001. 


0392 "Comparative Evaluation of Sites in Permian Bas in: Procedure, 
ication & Data Base. 11 preliminary working paper, 
nergy, Dept. of. 84/04/13. 721pp. 24990:003. 


30 Transcript of 840607 ora 1 arguments in Bethesda.MD re 
ncy planning. Pp 77-178. 

mic Safety and Licensing Appeal Panel. OL. 84/06/07. 102pp. 

155. 24 X Fiche: 50-322. 84/06/07, 8406120430. 


15 IE Info Notice 84-47. "Environ Qual i f i cati on Tests of 
leal Terminal Blocks." Svc list end. 

, E. L. Division of Emergency Preparedness It Engineering 
s e (Post 830103 > . 84/06/15. Consolidated Edison Co. of New 

Inc. 122pp. 25049:033. 24X Fiche: 50-000, 84/06/15. 8406130315. 


L9 Discusses FEMA evaluation of 840306-08 federal radiological 
icy response plan field exercise. Exercise demonstrated 
1C should evaluate protective actions recommended by 
rior to coordination w/FEMA. Comments end. 

H. R. Office of Nuclear Reactor Regulation. Director. 

>5. JORDAN. E. R. Division of Emergency Preparedness St 
(ring Response (Post 830103). 3pp. 24936: 141. 24X 

>0-335. 84/06/05. 8406130319. 


>691 Forwards foT review it comment, first draft of FEMA evaluation 
idiral radiological emergency response plan field 
:ise conducted on 840306-08. Comments requested by 
12. W/o end. 

kN. E. L. Division of Emergency Preparedness & Engineering 
mse (Post 830103). 84/05/15. ROE, J. W. Office of the 

itive Director for Operations. 4pp. 24936:144 , 24X 

j: 50-335,84/06/05.8406130319. 


>321 Draft "Federal Radiological Emergency Response Plan Field 
ise Evaluation Rept. " 

deral Emergency Management Agency. 84/05/31. 176pp. 

148. 24X Fiche: 50-335, 84/06/05, 8406130319. 


8406140025 "Evaluation of Concerns Raised in New York P 1RG Petiti 
Suspend Operation of Indian Point Units 2 & 3. " 

* Federal Emergency Management Agency 84/06/08. 19pp. 

24926:017. 24X F i c h e : 50-003, 84/06/ 1 1 , 84061 4001 7. 


8406140243 Forwards " West in g h ou se Proposal to DOE for Generic 
Integrated QA & Licensing Program. " 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2924. 84/06/05. 

BREWER, S Energy. Dept. of. 2pp. 24927:244. 


— 8406140245 “Westinghouse Proposal to DOE for Generic Integrated <3/ 
Licensing Program." 

* Westinghouse Electric Corp. 84/06/04. 22pp. 24927:246. 


8406140265 Responds to 840601 1 tr w/partial ly drafted SARP for TN/RE 
cask. No further comments to add to comments provided in 
840423 ltr. 

MACDONALD, C. E. Transportation Certif ication Branch. 84/06/05. 
GERT2.C.P. Energy, Dept, of, Idaho Operations Office. Ip. 

24955: 070. 


8406180353 IE Info Notice 84-48, "Failures of Rockwell Inti Globe 
Valves. *’ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of h 

York, Inc. 118pp. 25536:043. 24X Fic he: 50-000, 84/06/ 18, 84061802 


8406180360 IE Info Notice 84-49, "IG5CC Leading to Steam Generator 1 
Failure." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/18. Consolidated Edison Co. of h 

York, Inc. UBpp. 25535:286. 24X Fic he : 50-000, 84/06/ 18, 84061802 


8406190036 D0E/EIS-0099-F V01 

Vol 1 to "FES Remedial Actions at Former Vitro Chemical Co 
Site, South Salt Lake, Salt Lake County , UT: Te xt. " 

* Energy, Dept. of. 84/05/31. 552pp. 25033:001. 


8406190040 D0E/EIS-0099-F V02 

Vol 2 to "FES Remedial Actions at Former Vitro Chemical Co 
Site, South Salt Lake, Salt Lake County , UT: Ap pend ic es. " 

* Energy, Dept, of. 84/05/31. 500pp. 25030:001. 


8406190093 Forwards Vols 1 & 2 to "EPA Staff Site Visit," briefing 
matl for EPA Oct 1983 visit to Hanford waste disposal site. 

Info useful in defining high level wastes that require extra 
degree of isolation per 40CFR 191, Draft 4. 

WHITE, J. D. Energy, Dept. of. 810. 84/05/10. BROWNING, R. E. 
Division of Waste Management. Ip. 25035:001. 


— 8406190097 Vol 1 to "EPA Staff Site Vis it : Hanford Defense Waste 
Disposal Program. " 

* Energy, Dept. of. 83/10/31. 161pp. 25035:002. 


— 8406190100 Vol 2 to "EPA Staff Site Vis it: Tour/Data Book. 
* Energy, Dept. of. 83/10/31. 262pp. 25035: 163. 


8406190327 IE Info Notice 84-50, "Clarif i cati on of Scope of QA Progr 
for Transport Packages Pursuant to 10CFR50, App B. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/21. Consolidated Edison Co. of N 

York, Inc. 63pp. 25535:041. 24X Fi ch e : 50-000, 84/06/2 1, 840619032 


8406200262 Requests continued coordination of emergency planning 
efforts w/efforts of appropriate offsite authorities to 
ensure inadequacies identified in FEMA 840430 rept 
c orrec t ed . 

YOUNGBLOOD, B. J. Licensing Branch 1. B4/06/05. JENS, W. Detroit 

Edison Co. 3pp. 25051:220. 24X Fiche : 50-341, 84/06/05, 8406200262 


8406200379 Requests to make appearance on behalf of FEMA. Related 
c orresp ondenc e. 

CASSIDY, B.P. Federal Emergency Management Agency. DSB 755. 
84/06/18. Docketing & Services Branch. Ip. 25051:100. 24X 

Fiche: 50-458, 84/06/10, 840 6200379. 


8406200479 Responds to approval request for info collection re 10CFR 
fc Reg Guide 4. 2. Request approved through 870430 under OMB 
Number 3150—0021, per Paperwork Reduction Act. 

MACRAE, J. B. Office of Management it Budget. OMB 3150-0021. 


C *21CC*3 For**n* FEW p CS t-e*©rcise assessment for 331026 joint 
easrtiS# 5 f state * local radiological emergency 

En , * T, th „,ca; Prcgra.s. M/B6/14. 
. A ;■*!>< S.r„?. 61««r»c » SA. CA .f Neia Jar,.,. 2p>. 

23058 0 :e 24 * Fiche 50 - 2 7 2 - 84 / 06 / 14 , 8406210068 


8406250262 Forwards exercise rept of joint offsite radiological 
emergency preparedness exercise conducted on 830406. Sc h ed u 1 e 
of corrective action unnecessary. 

KRIMM, R W Federal Emergency Management Agency. 84/06/1". 
JORDAN, EL. Division of Enter g enc y _Pr e par e dm «< Eng in eer i ng ^ 
Response (Post 830103). Ip- 
8406250262 


25119:177. 24X Fi c h e : 50-269, 04/06/ : 


5AJ50C5C for Mr*. ,in.l r.ft tar 830517 offsite r.Uolosital 
pr.por.iro.. & State of KC corrective 

action schedule Exercise satisfactory. 

armn. R u federal Emergency Management Agency 84/06/19 
fmTm E L l I..C1. cf Emergency Preparedness & Engineering 
Past 830103' 12,P 25125 249 24X Fxche: 50-324, 

84/06/19 8406250050 


8406020435 Final r«pt of emergency plan exercise conducted 830517. 
* Federal Emergency Management Agency 83/06/03. 42pp. 

25125 261 24 X Fiche 50-324, 84/06/19, 8406250050. 


1-06250058 Forward* "NRC/FEMA Joint Quarterly 
£»#r |*nc y Preparedness for Jan-Apr 1984 
FALL AD INC, N j Commissioners £IUFFRXDA,L 
Manage men t Agency 84 / 06/12 SIMPSON. A K. 

Public Works 2 pp 25153.213 


Rept to Congress on 

0 Federal Emergency 
Senate, Environment & 


• B 4062 50 06 1 "NRC/FEm Joint Quarterly Rept to Congress on Emergency 

Preparedness for Jan-Apr 1984. 

* Commits soners * Federal Emergency Management Agency. 

84/06/ 12 47pp 25153215 


1-06250168 Supports State of GA 040123 & 0319 requests to participate 
in 840® 02 emergency plan exercise on small-scale basis, per 

lOCFRSO. App E. Section IV F 3 

HRIMH. R M Federal Emergency Management Agency. 84/06/19. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response -'Post 830103). 4pp 25130.130. 24 X Fic he: 50-321, 84/06/19, 

84 - 062501*3 


(0*2501*9 Supports util 840410 request for exemption from B40725 
annual offsite radiological emergency preparedness exercise 
requirements for state S< local govt participation, per 
10CFR50- App E, Section IV F 1 

KRIMM. R U Federal Emergency Management Agency. 84/06/19. 

JORDAN, £. L Division of Emergency Preparedness & Engineering 
Response iPost 830103). 3p p 25130:153. 24X Fic he: 50-267. 84/06/19, 

8406250169 


8406250268 "Oconee Nuclear Power Plant Full-Scale Local Exercise 

Conducted on 830406, " final rept. 

* Federal Emergency Management Agency. 83/04/25. 31pp. 

25119178. 24X Fi ch e : 50-269, 84/06/ 1 9, 8406250262. 


PR PROPOSED RULE 


8406010311 Package of tu/o comments opposing proposed rules 10CFR2 & 
re elimination of review of financial qual i f ica t ions . 

WHICHER, J. M. Businessmen for the Public Interest. NEMETH Y, E, 
Ecology /Alert. 49FR13044. 84/05/30. Docketing t< Strvicei Brar 

4pp. 24755: 158. 


8406040083 Partial response to FGIA request for documents re Reg Qul 
1. 44. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/16. 

SCHLISSEL, D. A. New York, State of. 5pp. 24803:161. 


— 8406040175 Proposed rev of 10CFR50. 55a. "Codes & Stds to Control l 
Austenitic Stainless Steel in Components of RCPB. " 

Previous drafts end. 

# Atomic Energy Commission. 72/01/24. 22pp. 24803:297. 


— 8406040208 Comments on proposed rule on use of sensitized stainlei 
steel. RDT does not limit cooling methods to water quenching 
for nonstab il ized 3XX austenitic stainless steels following 
solution heat treatment. 

KINTNER. E. E. Atomic Energy Commission. 71/12/10. Atomic En« 

Commission. 7pp. 24803:357. 


— 8406040212 Forwards proposed amend to lOCFRSO. 35a, "Codes tk Stds, " 
Commission request. Prop osed rule would preclude use of 
Type 304 8 < 316 stainless steel matls & welds in RCPB 
components in BWR St PWR plants. 

CASE. E. G. Atomic Energy Commission. 71/07/21. PRICE, H. L. Ate 
Energy Commission. 5pp. 24004:002. 


(-0*250195 Forwards UJ Weaver 840523 memo re State of MI corrective 
action concerning deficiency noted in final rept of 840125 
offsite radiological emergency preparedness exercise, 

C ©r rec 1 1 ve action acceptable 

KRZMrt. R W Federal Emergency Management Agency. 84/06/19. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Respond « (Post 830103 ) 3pp 25130.260 . 24X Fic he: 50-31 5, 84/06/ 19, 

840*25*0185 


0406040228 Comments on proposed rules 10CFR2 & 50 re elimination 
of review of financial qual if ica ti on of electric utils in 
OL reviews ?< hearings for nuclear power p lant s. Op po se s 
rules. 

HIATT, S. L. Affiliation Not Assigned. 49FR13044 008. 84/05/20. 

Docketing & Services Branch. 2pp. 24796:230. 


(0*250244 Advises that demonstration of shift change & capability to 
protect mobility of impaired persons will be required during 
next offsite exercise Schedule of corrective actions for 
def ic lent les noted on 840413 acceptable. 

KR I MM, R W Federal Emergency Management Agency. 84/06/19. 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103 ) 3pp 25119.287. 24X Fiche: 50-346, 84/06/19, 

8406230244 


(0*230247 Faraards "Joint State & Local Radiological Emergency 
Response Exercise for Vermont Yankee Nuclear Power Plant," 
final exercise assessment. 

ttRIMK, R U Federal Emergency Management Agency. 84/06/19. 

JORDAN- E L Division of Emergency Preparedness & Engineering 
Response (Rest 830103) . 7pp. 25119:290. 24X Fiche: 50-271, 84/06/19, 

8406230247 


*84062302 48 "Joint State & Local Radiological Emergency Response 
Estrc i se f ©r Vermsnt Yankee Nuclear Power Plant, " final 
exercise assessment. 

* Federal Emergency Management Agency. 83/09/21. 104pp. 

23119- 297. 24X F iefee: 30-271, 84/06/19. 8406250247. 


(0*230251 Discusses State of SC requests for exemption from annual 
radieleg deal emergency preparedness exercise for state & 
l«.al tsvts FEMA moult support NRC exemption from annual 
exercise requirement. 

KRIMM, R U Federal Emergency Management Agency. 84/06/19. 

L. Division of Emergency Preparedness & Engineering 
i notrt-n ! * 8301031 25117: 242. 24X Ficbe: 50-261 , 34/Of,/: 


8406040253 Comments on proposed rule lOCFRSO r© backfitting process. 
Opposes rule. No provision provided for public par ti ci pa ti on 
S< rgview of backfit decisions or of license® appeals of 
staff action. 

HIATT, S. L. Affiliation Not Assigned. 49FR 16900 002. 84/03/28. 

Docketing & Services Branch. 2pp. 24794:342. 


8406040259 Comments on proposed rules 10CFR2 8c 50 r© elimination of 
review of financial qualifications of electric utils in OL 
reviews & hearings for p lant s. Supports rules. 

CONNER, T. B. Conner & Wetterhahn. 49FR13044 009. 84/03/31. 

CHILK, S. J. Office of the Secretary of the Commission. 7pp. 
24794:344. 


8406050300 Comments on proposed rule 10CFR40 re glass enamel contair 
small amounts of U. Opposes rule. NRC should issue public 
statement warning of presence of U in enamels, in interest 
of public safety. 

NEMETH Y , E. Ecology/Alert. 49FR 18308 003. 64/05/24. Docketing 

Services Branch. Ip. 24815:308. 


8406050307 Package of four comments supporting proposed rules lOCFRS 
50 re elimination of review of financial qualifications of 
electric utils in OL reviews & hearings for nuclear power 
plants. 

BAUSER, M. A. Newman 8c Ho It zinger. * LeBoeuf, Lamb, Leiby 8c MacRe 
KEARNEY, J. J. Edison Electric Institute. 49FR13044. 84-/06/01. 

Docketing & Services Branch. 27pp. 24818: 183. 


8406050316 Package of seven comments opposing proposed rules 10CFR2 
50 re elimination of review of financial qualifications of 
electric utils in OL reviews & hearings for nuclear power 
plants. 


ROSENBERG, M. 


Minnesota, State of. MCCULLY-BONNER Texas, State 
Coalition for Nuclear Power Plant Postponement. 
49FR13044. 84/06/01. Docketing & Servi eif Branrk ~r ji~ „ 


7 a* 1 no/i 


NONDOCKETED ITEMS 


350321 Comments on proposed rules 10CFR2 & 50 re Regulatory Reform 
sk Force rules of practice, rules for licensing of 
jduction & util izat ion fac i 1 ities. Supports conclusions 
jt quality of hearing process can & should be improved. 

JDENBURGH, D. Yankee Atomic Electric Co. 49FR14698 007. 84/05/30. 

Docketing & Services Branch. 9pp. 24839:093. 


(50332 Package of four comments opposing proposed rule 10CFR2 re 

rised statement of policy & procedure for enforcement 

ions. 

MERi T. B. Conner 4c Wetterhahn. REIS, H. F. Neuman it Holtzinger. 
RNOFF, G. Sham, Pittman, Potts it Trowbridge 49FR8583. 84/06/04. 

ILK»S. J. Office of the Secretary of the Commission. 55pp. 

IB: 210. 


50337 Package of four comments opposing proposed rule 10CFR2 re 
ised general statements of policy it procedure for 
urcement actions. 

?NEY, J. J. Edison Electric Institute. WILLIAMS, J. W. Atomic 
jstrial Forum. WISENBURG, M. R. Houston Lighting it Power Co. 
!0583. 84/06/01. CHILK, S.J Office of the Secretary of the 

lission. 19p p . 24818:317. 


10349 Comments on proposed rule 10CFR2 re revised statement of 
cy & procedure for enforcement actions. Clar if i ed it 
istent interpreta ti on of term matl false statement 
essed . 

LEY, C.T. Isham, Lincoln & Beale. 49FR8583 006. 84/05/31. 

eting it Services Branch. 3pp. 24845:155. 


0362 Package of tuio comments supporting proposed rules 10CFR2 it 
e elimination of review of financial qual if ications of 
trie utils in OL reviews it hearings for nuclear power 
ts. 

3WALLE, D. J. Consumers Power Co. CARR, A. V. Duke Power Co. 
13044. 84/06/04. Docketing & Services Branch. 7pp. 

3:296. 


1278 Comments on proposed rule 10CFR2 re revised general 
iment of policy & procedure for enforcement actions. 

»es fining plants for unintentional violations. 

IAN, L- Af-Filiation Not Assigned. 49FR8383 018. 84/05/29. 

(ting it Services Branch. 4pp. 24657:082. 


1286 Comments on proposed rules 10CFR2 it 50 re regulatory reform 

isal on rules of practice & rules for licensing 

iction & utilization fac i 1 it i es. Hear ing process should 

iproved . 

’, S New England Coalition on Nuclear Pollution. 49FR14698 010. 
5/31. Docketing it Services Branch. 4pp. 24657:069. 


287 Comments on proposed rules 10CFR2 it 50 re regulatory reform, 
rts rules. Concurs w/Sections A, B it second through 
h proposed improvement items under Section C. 

AN,L. Affiliation Not Assigned. 49FR14698 009. 84/05/29. 

ting i< Services Branch. 2pp. 24657:073. 


2B8 Comments on proposed rule 10CFR2 re revised general 
nent of policy it procedure for enforcement actions, 
ions increase in basic civil penalty for safeguards 
ti ons. 

4, R. Exxon Nuclear Co., Inc, (subs, of Exxon Corp. ). 49FRB583 

84/05/31. Docketing i. Services Branch. Ip. 24657:086. 


J91 Comments on proposed rules 10CFR2 it 50 re guidelines 
•ning nuclear waste sites. Citizens should be allowed 
iment in ’public hearing before vote on issue. 

£LD, S. Affiliation Not Assigned. 49FR14698 008. 84/06/01. 

UNO, N. Commissioners. Ip . 24657:087. 


!?2 Forwards comments on proposed rules 10CFR2 it 50 re 
lation of financial qua 1 i f i cation reviews in licensing 
s . 

M. National Association of Regulatory Utility Commissioners. 
1044 024. 84/05/17. Docketing it Services Branch. 5pp. 

210 . 


94 Comments on proposed rule 10CFR50 re draft NRC manual 
r it staff procedures governing NRC regulations on 
t ti ng. Rec ommend s two-step procedure to allow formal 
sions & require cost/benefit analysis. 

IR, L. W. American Public Power Association. 49FR16900 007. 
04. CHIL.K, S. J. Office of the Secretary of the Commission. 
24657: 093. 


8406060302 Package of three comments supporting proposed rule 10CFF 
re rev to backfitting process for power reactors. 

JONES, W C. Omaha Public Power District. GOODMAN, L. Affiliation 
Assigned. SCHERER, A. E. Combustion Engineering, Inc. 49FR16900. 
84/06/04. CHILK, W. J. Office of the Secretary of the Commission 
9pp. 24657 1 57 


8406060304 Comments on proposed rule 10CFR50 re rev to backfitting 
process for power reactors. Opposes rul e. Unannounced 
executive or secret sessions between NRC it util 
representative must be stopped. 

LEWIS, M I. Lewis, M. 49FR16900 006. 84/06/04. Docketing 8c 

Services Branch. Ip. 24657:068. 


8406060307 Comments on proposed rule 10CFR2 re general statement of 
policy & procedure for enforcement act i on. Supports comments 
by AIF Subcommittee on Emergency Planning it Siting. 

FARRAR, D. L Commonwealth Edison Co. 49FRB583 016. 84/06/01. 

Docketing it Services Branch. Ip. 24657:067. 


8406080146 Comments on proposed rule 10CFR2 re general statement of 
policy & procedure for enforcement acti ons. Supp orts rule. 

Simple definition of matl false statement would be helpful. 

MILLS, L. M. Tennessee Yalley Authority. 49FRS583 014, 84/05/31. 

Docketing it Services Branch. 2pp. 24855:166. 


8406080186 Comments on proposed rule 10CFR50 re rev to backfitting 
process for power reactors. Use of cost-benefit analysis it 
requiring NRC to immediately justify imposition of backfit 
decisions illegal. 

CURRAN, D. , JORDAN, W. S. , WEISS, E. R. Harmon & Weiss. 49FR169O0 OOI 
84/06/04. Office of the Secretary of the Commission. 47pp. 

24858. 176, 


84O60S01B9 Comments on proposed rules 10CFR2 & 50 re elimination of 
review of financial qua I i f i cat i ons of electric utils in OL 
reviews fc hearings for plants. Or ig inal affidavit of NC 
Moseley end. 

SILEERG, J.E. Shaw, Pittman, Potts i>. Trowbridge. 49FR13044 025. 
84/06/04. Docketing & Services Branch. 4pp. 24858:224. 


8406080194 Package of three comments supporting proposed rules 10CFF 
50 re elimination of review of financial qualif ications of 
electric utils in OL reviews it hearings for plants. 

COWAN, B. Z. Atomic Industrial Forum. RAHE, E. P. Westinghouse 
Electric Corp. KNOTTS, J. B. Bishop, Liberman, Cook, Purcell it 
Reynolds. 49FR13044. 84/06/05. CHILK, S. J. Office of the Secrel 

of the Commission. 7pp. 24858:131. 


8406080195 Package of two comments supporting proposed rule 10CFR5O 
rev to backfitting process for power reactors. 

EDELMAN, M. Atomic Industrial Forum. REYNOLDS, N. S. Nuclear Utili 
Backfitting & Reform Group. 49FR16900. 84/06/06. CHILK, S. J. 

Office of the Secretary of the Commission. 24pp. 24858:302. 


8406080208 Comments on proposed rules 10CFR2 & 50 re elimination 
of review of financial qua 1 i f i cati ons of electric 
utils in OL reviews it. hearings for p lants. Sup ports rules. 
SILBERG, J.E. Shaw, Pittman, Potts it Trowbridge. 49FR 13044 025. 
84/06/01. Docketing & Services Branch. 22pp. 24858:326. 


— 8406080212 "Analysis of NRC Proposal to Eliminate Review it Finding 
of Financial Qualifications of Util Applicants for Licenses 
to Operate Nuclear Facilities." 

GERBER, A. , R05EMAN, H. G. National Economic Research Associates, I 
84/05/31. 37pp. 24838:348. 


8406080247 Package of two comments on proposed rule 10CFR2 re rev tc 
general statement of policy it procedures for NRC enforcement 
action. 

* LeBoeuf, Lamb, Leiby it MacRae. REYNOLDS, N. S. Bishop, Libermar 
Cook, Purcell & Reynolds. 49FR8583. 84/06/05. CHILK, S. J. Offic 

of the Secretary of the Commission. 27pp. 24855:268. 


8406080249 Package of two comments opposing proposed rule 10CFR2 re 
general statement of policy it procedure for enforcement 
actions. 

TUCKER, H. B. Duke Power Co. HELFR ICH, R. E. Yankee Atomic Electric 
Co. 49FR8583. 84/06/06. CHILK, S. J. Docketing «< Services Branch 

5pp. 24855:295. 


8406110245 Comments on proposed rules 10CFR2 it 50 re regulatory refo 
rules of practice i>. rules for licensing production fc 


1-06110256 Package of three comments supporting proposed rule 10CFR50 
re rev to backfitting process for power reactors. 

WQGLEVER, E.J Duquesne Light Co FARRAR, D. L. Commonwealth Edison 
Co. RAHE. E P Westinghouse Electric Corp. 84/06/07. Docketing S 
Services Branch. 11pp. 24870:262. 


106110259 Comments on proposed rules 10CFR2 & 50 re elimination of 
financial qual if icat ions of electric utils in OL reviews & 
hearings for nuclear pouer p lants. Supports rules. 

HELFRICH, R E. Yankee Atomic Electric Co. 49FR13044 029. 84/05/31. 

Docketing S Services Branch lp 24870:258 


406110294 Comments on proposed rules 10CFR2 & 50 re regulatory 
reform 

HIATT/ S L Ohio Citizens for Responsible Energy. 49FR14698 Oil. 
B4/05/31. Docketing & Services Branch. 12pp. 24870:236. 


406110308 Comments on proposed rules 10CFR2 S 50 re elimination of 
review of financial qualifications of electric utils in OL 
reviews S hearings for nuclear power plants. Forwards 
corrected Page 5 to 840601 comment. 

COMER. E. H. Edison Electric Institute. 49FR13044 018. 84/06/06. 

CHILK, S. J. Office of the Secretary of the Commission. 2pp. 

24870; 344 


406130034 Comments on proposed rules 10CFR2 St 50 re regulatory reform 
proposal concerning rules of practice & rules for licensing 
production 5: utilization fac i lities. Proposed amends would 
negatively affect repository licensing process. 

LOUX. R. R. Nevada, State of. 49FR14698 015. 84/06/04. Docketing 

St Services Branch. llpp. 24915:141. 


406130066 Package of two comments supporting proposed rule 10CFR50 re 
rev of backfitting process for power reactors. 

TUCKER, H. B. Duke Power Co. BRADBURY, R. B. Stone «< Webster 
Engineering Corp. 49FR16900. 84/06/11. CHILK, S. U. Docketing & 

Services Branch. 12pp. 24915:040. 


406130069 Comments on proposed rule 10CFR50 re rev of backfitting 
process for power reactors. Concurs w/comments of Nuclear 
Util Backfitting St Reform Group. Urges NRC to give serious 
consideration to recommendations. 

WILGUS. W. S. Florida Power Corp. 49FR 16900 016. 84/06/08. 

CHILK, S. J. Docketing & Services Branch. lp. 24915:052. 


406130071 Package of four comments opposing proposed rules 10CFR2 St 
50 re regulatory reform proposal concerning rules of 
practice S>. rules for licensing of production it utilization 
facilities. 

DOUGHTY, J. Seacoast Anti-Pollution League. DRAKE, M. Affiliation 
Not Assigned. CAMPBELL, S. E. Sinnissippi Alliance for the 
Environment (SAFE). 49FR14698. 84/06/11. Docketing 8c Services 

Branch. 11pp. 24915:058. 


406130073 Comments on proposed rules 10CFR2 & 50 re regulatory reform 
proposal concerning rules of practice S rules for licensing 
production Sc utilization facilities. Extension of time 
for providing comments requested. 

HODGE, L. L. Atomic Industrial Forum. 49FR14698. 84/06/08. 

Docketing St Services Branch. lp. 24915: 137. 


406130120 Package of three comments supporting proposed rules 10CFR2 & 
50 re regulatory reform proposal concerning rules of 
practice & rules for licensing of production S utilization 
facilities. 

MEDFORD, M. O. Southern California Edison Co. ROSENBERG, S. C. 

Troutman, Sanders, Lockerman S Ashmore. CONNER, T. B. Conner S 
Wetterhahn. 49FR14698. 84/06/11. Docketing S Services Branch. 

18pp. 24913:018. 


406130130 Comments on proposed rule 10CFR5O re rev of backfitting 
process for power reactors. Supports it endorses comments 
offered by Nuclear Util Backfitting S Reform Group. More 
emphasis should be placed on good front end staff work. 

ZIMMERMAN, S. R. Carolina Power S Light Co. 49FR16900 014. 84/06/04. 

CHILK, S. J. Office of the Secretary of the Commission. 3pp. 

24913: 007. 


406130136 Comments on proposed rules 10CFR2 S 50 re elimination of 
review of financial qualifications of Tegulated public 
electric ut i Is. Supports rules. State regulating agencies or 
public util commissions provide appropriate regulation. 

FERGUSON, J. H. Virginia Electric S Power Co. 49FR13044 030. 
84/06/01. Docketing & Services Branch, lp. 24913:094. 


406130142 Comments on proposed rule 10CFR2 re general statement of 
policy S procedures for enforcement actions. Matl false 
statements reaches well beyond NRC statutory authority. 

STEWART, W. L. Virginia Electric S Power Co. 49FR8583 025. 84/06/04. 

Docketing S Services Branch. 4pp. 24914:347. 


8406180317 Comments on proposed rule 10CFR50 re rev of backfittin 
process for power reac tor s. C ost/b enef i t evaluation should be 
performed prior to transmittal of backfit proposals to 
1 ic ensees 

STEPHENSON, C. U. Affiliation Not Assigned. 49FR169O0 020. 84/ 

CHILK, S J. Office of the Secretary of the Commission. 5pp. 
24962: 021 


8406180352 Comments on proposed rule 10CFR40 re prohibiting mfg & 
importation of glass frit & glass enamel frit containing 
small amounts of U unless licensed by NRC. Supports rule. 

SPELL, W H Louisiana, State of. 49FR 18308 005. 84/06/12. 

Docketing S Services Branch. lp. 24967: 198. 


8406180356 Comments on proposed rule 10CFR40, "Glass Frit S Glass 
Enamel Frit Containing Small Amounts of U. " Supports 
proposal subjecting glass matls to licensing. 

HIRSCH, A. Environmental Protection Agency. 49FR18308 004. 
84/06/12. CHILK, S. Office of the Secretary of the Commission. 
24965: 258. 


8406180357 Comments on proposed rule 10CFR2 re revised general 
statement of policy & procedure foT enforcement actions. 
Consideration should be given to effect enforcement action 
may have on employee morale S regulatory performance. 
VANDEWALLE, D. J. Consumers Power Co. 49FR8583 026. 84/06/13. 

CHILK, S. J. Office of the Secretary of the Commission. 3pp. 
24965: 255. 


8406180369 Comments on proposed rules 10CFR2 S 50 re regulatory r 
W/o adequate forum to allow hearing of safety issues, 

Commission S applicant will feel justified to put more 
dangerous deficiencies into operating plants. 

LEWIS, M I. Lewis, M. 49FR14698 023. 84/06/13. Office of t 

Secretary of the Commission. 2pp. 24965:360. 


8406180377 Comments on proposed rules 10CFR2 & 50 re regulatory r 
on rules of practice, rules for licensing of production S 
utilization f a ci 1 i t i es . Supp or ts establishing independent 
screening board to rule on requests for hearings. 

BUD2 IK, D. M. Consumers Power Co. 49FR14698 024. 84/06/11. 

Docketing S Services Branch. 2pp. 24967: 153. 


8406180383 Corrected comments on proposed rules 10CFR2 S 50 re 
regulatory reform on rules of pract ice, rules for licensing 
of production S utilization fac il it ies. Support s use of 
expert panels, especial ly by screening boards. 

BUDZIK, D. M. Consumers Power Co. 49FR14698. 84/06/11. Dock 

S Services Branch. 2pp. 24967: 127. 


8406180387 Package of two comments supporting proposed rules 10CF 
50 re rules of prac t i c e, r u le s for licensing of production & 
utilization facilities. 

* LeBoeuf, Lamb, Leiby & MacRae. BENNETT, J. P. Baltimore Gas 
Electric Co. 49FR14698. 84/06/12. CHILK, S. J. Office of the 
Secretary of the Commission. 7pp. 24967:129. 


8406180413 Package of two comments supporting proposed rule 10CFR 
revised backfitting process for power reactors. 

EDWARDS, D. W. Yankee Atomic Electric Co. MCGAUGHY, R. W. Iowa 
Electric Light S Power Co. 49FR16900. 84/06/14. Docketing 

Services Branch. 2pp. 24967: 112. 


8406250183 Comments on proposed rules 10CFR2 & 50 re restructurin 
of nuclear power plant licensing process. Supports rules. 

LEWIS, N. D. Washington, State of. 49FR14698 025. 84/06/14. 

CHILK, S. J. Docketing S Services Branch. 2pp. 25125:361. 


8406250184 Comments on revs to proposed rule 10CFR2, App C, re gene 
statement of policy h procedure foT enforcement action. More 
time S< effort will be required by Commission S licensee to 
negotiate civil penalty levels. 

THORPE, J. R. General Public Utilities - GPU Service Corp. 49FR 
028. 84/06/15. CHILK, S. Office of the Secretary of the Commi 

4pp. 25130:263. 


8406250205 Comments on proposed rule 10CFR2 re general statement 
policy & procedure for enforcement actions. Proposes that all 
employees engaged in goyt contracts be notified of risk of 
civil penalties associated w/ f al s i f i ca t i on. 

GREGG, R. J. United Nuclear Corp. 49FR8583 027. 84/06/13. 

Docketing & Services Branch. 2pp. 25130: 156. 


8406270144 Comments on proposed rules 10CFR2 S 50 re regulatory r 
proposal concerning rules of practice S rules for licensing 
of production S utilization facilities. 

BRADBURY, R. B. Stone S« Webster Engineering Corp. 49FR14698 026 
84/06/22. Docketing Services Branch. 4pp. 25161:330. 


70151 Comments on proposed rule 1GCFR50 re rev to back-fitting 
cess for power reactors. Burden of proof should be 
riginator of proposed change. 

PA, P. Bechtel Corp. 49FR169O0 021. S4/06/15 Docketing 

vices Branch. IP' 25161: 272. 

70153 Comments on proposed rules 10CFR2 & 50 re regulatory reform 
posal concerning rules of practice & rules for licensing 
production & utilization f ac i 1 i t i es Ques t i onna i res end 
util current & historical ratemaking treatment. 

EY. M. National Association of Regulatory Utility Commissioners. 
*13044 024. 84/06/19. Office of the Secretary of the 

nission. 23pp. 25163: 138. 


r016>l Comments on proposed rules 10CFR2 & 50 re regulatory reform 
Hisals for rules of practice. Supports rules. 

JOLDS, N. S. i HARTMAN, S. L , REPKA, D. A. Bishop, Liberman, Cook, 

:ell it Reynolds. 49FR 14698 027. 84/06/25. CHILK, S. J. Docketing 

irvices Branch. 20pp. 25161:273. 


'0178 Comments on proposed rule 10CFR2 re NRC general statement of 
cy & procedure for enforcement actions. Issue of matl 
e statement has had chilling effect at plant level. 

K. W. Louisiana Power & Light Co. 49FRQ583 029. 84/06/22. 

K.S.J. Office of the Secretary of the Commission. 4pp. 

1: 294. 


0297 Comments on proposed rules 10CFR2 & 50 re regulatory reform 
ules of practice for licensing production & utilization 
li t ies. Supp orts rules. 

, e P. Westinghouse Electric Corp. 49FR14698 028 84/06/26. 

K, S. J Docketing & Services Branch. 5pp. 25199:352. 


PETITION FOR RULEMAKING 


3269 Comments on petition for rulemaking PRM-35-5 re development 
one mineral analyzer requiring radiation source 
lated by NRC. Requests 90-day extension to secure 
ac t i onSi mod s &/or rebuttals. 

vlBAUM* P. J. Nuclear Radiation Consultants. 49FR8621. 84/06/08. 

Pice of the Secretary of the Commission. Ip. 24961:213. 


>147 Comments on petition for rulemaking PRM-73-6 re change to 
inate requirement that armed security personnel carry 
i pair of e y eg 1 a ss e s . Su p p or t s petition. 

t,J. p. Babcock & Wilcox Co. 47FR6659 014. 84/06/14. Office 

ie Secretary of the Commission. Ip. 25161:217. 


PROJECTS - PREDOCKET LICENSING 


1284 Advises of termination of review of CENPD-270, "Dry Storage 
for ISFSI. " 

l. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/04. 
ER, A. E. Combustion Engineering, Inc. Ip. 24879:019. 


>092 Requests 840719 meeting w/ENWL at Hanford, WA to review 
ess on process design & waste form formulation since 
984 meeting. Offgas sys design, leach tests & accident 
sis of particular interest- 

, t. A. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/11. 
M* W . H. Energy* Dept. of. Ip. 23033:064. 


539 Forwards detailed comments on 840123 submittal, "Topical 
or Castor V Cask ISFSI (Dry Storage). " General comments 
ving matl qualification & structural soundness of cask 
n 1 i s ted. 

,L. C. Advanced Fuel «< Spent Fuel Licensing Branch. 84/04/02. 
NS* v/. D. General Nuclear Systems* Inc. 9pp, 25158:119. 


NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


352 Part 21 rept re potential undetectable failure of test 
h in Westinghouse solid state protection sys. Minor 
g change finalized & being forwarded to affected 
s. Diagrams *< list of affected plants end. 

E. P. Westinghouse Electric Corp. PT21 84-153-000. 84/01/17. 

NO* R- Director's Office* Office of Inspection and Enforcement. 
22019:307. 24X Fi ch e: 50-000* 84/01/17* 8401310352. 


325 Significant Deficiency Rept 121 re failure of Pacific 
bif j C Cd shock arrestors. Defective equipment will be 
cted per instructions received from vendor. Also 
table per Part 21. 

q, j. S. Philadelphia Electric Co. 121, 84/04/19, MURLEY* T, E. 

1 1, Office Of Director. 4pp. 24339:284. 24X 

30-352, 84/04/19, 8405070325. 


— 8405070352 Part 21 rept re failure of PSA-1 shock arrestors. 

All PSA-1 S*. PSA-3 shock arrestors, containing capstan 
springs made by John Evans Co, inspected & spring to 
tang cracks removed to facilitate insp. 

HADNAGY , P A. Pacific Scientific. 83/09/14. HA I ST, D. Region 
Office of Director 4p p 24339:286. 24X Fi c h e : 50-352, 84/04/2 

8405070325 


8406010313 Supplemental Part 21 rept re possible insulation damage 
electrical cables mfg by Rockbestos Co. Initially reported on 
840511. Certain reels on production records not shipped or 
shipped on non-Class IE purchase orders. 

LITTLEHALES, G. Rockbestos Co. 84/05/22. Director's Office, 

Office of Inspection and Enforcement. 5pp. 24756:349. 24X 

Fiche: 50-000, 84/05/22* 8406010313. 


8406040174 Forwards Part 21 rept re bug in computer code affecting 
calculation of Tech Specs for nuclear enthalpy rise peaking 
factor Bug corrected. 

SHANSTRQM* R. T. Shanstrom Nuclear Associates. 84/05/24. 

E ISENHUT, D. G. Division of Licensing. Ip. 24795:225. 24X 

Fiche: 50-000, 84/05/24, 8406040174. 


--8406040185 Part 21 rept re bug in DETECTOR computer code resultir 
possible miscalculation of Tech Spec parameters for enthalpy 
rise peaking fa c tor . Pro b 1 em corrected & responsible parties 
notified. 

SHANSTROM, R . T. Shanstrom Nuclear Associates. NR84051. 84/05/ 

HURLEY, T. E Region 1, Office of Director. 8pp. 24795:226. Z 
Fiche : 50-000, 84/05/24, 8406040174. 


8406050331 Supplemental final Deficiency & Part 21 Rept U-70 re 
failure of Crane-Demi ng emergency diesel generator keepwarm 
lube oil Pump PKJ03E. Initially reported on 840118. Pump 
failures due to insufficient operating clearances. 

SCHNELL, D. F. Uni on E 1 e c t r i c Co. ULNRC-831. 84/05/26. KEPPLER, 
Region 3, Office of Director. 2pp. 24818:341. 24X 

Fiche: 50-483, 84/05/26- 8406050331 


8406050486 Final Deficiency 8c Part 21 Repts U-64 re Limitorque oper 
motor pinion/worm shaft clutch gear fai lure . Ini tial ly 
reported on 831017. Caused by improperly installed motor 
pinion gears. Gear failures may also impact Wolf Creek. 

SCHNELL, D. F. Union Electric Co. ULNRC-828. 84/05/17. KEPPLER, 
Region 3, Office of Director. 6pp. 24842:099. 24X 

Fiche. 50-000, 84/05/17, 8406050486. 


8406050513 Part 21 rept re grease used in N series actuators, causin 
degradation of stroking t imes. Mob i 1 grease 28 lubricant will 
be replaced w/Dow Corning MolyKote 44 silicone lubricant in 
const of all new Series N actuators. 

LOCASCIG, A. T. * KANE* R. R GH-Bettis Co. CAR 0023. 84/06/05. 

SEYFRIT* K. Region 4, Office of Director. 17pp. 24840:141. 


8406070171 Part 21 rept re programming error in DETECTOR code*suppl 
by Shanstrom Nuclear Assoc* Inc. Initially reported on 840523. 
Software enhanced. NMFM Procedure 7 will be revised by 
841231. LER will be submitted. 

ALEXICH* M. P. Indiana 5 Michigan Electric Co. NMFM 84-0238. 
84/03/25 DEYOUNG, R. C. Director's Office, Office of Inspection 
Enforcement. 7pp. 24747:054. 24X Fiche: 50-315, 84/05/25, 840607C 


8406070231 Forwards IE Info Notice 84-30 discussing deficiencies m 
w/HVAC equipment supplied by Bahnson Co re improper welding, 
inadequate recordkeeping & improper matl substitution. 

Requests review of subj equipment 

DEYOUNG, R. C. Director's Office* Office of Inspection and 
Enforcement. 84/05/29. Affiliation Not Assigned. 3pp. 

24745: 130. 


8406080179 Part 21 rept re repeated failures of RCS charging pumps 
by Gaulin Corp. Initial ly reported on S40522. Caused by 
initiation & propagation of cracks in pump blocks. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. BU207. 84/05/1 

DEYOUNG, R. C. Director's Office* Office of Inspection and 
Enforcement. 3pp. 24858:284. 24X Fi ch e: 50-336* 84/05/25, 840608( 


8406110211 Addendum 1 to final deficiency & Part 21 repts, Item 117 
welding defects on Class IE 6.9 kV circuit breakers. 

Initially reported on 840329. Items received will be 
inspected by site QA, 

PARSONS* R. M, Carolina Power & Light Co. NRC-218. 84/05/22. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 24871:283. J 
Fiche; 30-400,84/05/22, 8406110211. 


8406110221 Interim Deficiency Rept 2 re failure of internal coatinj 
MSRV & MS IV accumulators. Caused by improper surface 
preparation St application of coating. Tanks will be replaced 
w/stainl ess steel tanks, Also reportable per Part 21. 

MCGAUGHY, J. P Mississippi Power & Light Co. AECM-84/2-0008. 
34/05/31. 0 'REILLY, J. P. Region 2, Office of Director. 4pp. 

24871/047. 24X Fich e: 50-417, 84/05/31, 84061 10221 . 
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3406110258 Second interim deficiency rept re defects in pipe clamps 
furnished by ITT Gr inne 1 1 . In i tial ly reported on 830406. Clamp 
spacers shortened in accordance uj/vendor Procedure PE- 425. 

Next rept by 840830. Also reportable under Part 21. 

MILLS, LM. Tennessee Valley Authority. NCR 2318. 84/05/24. 
O'REILLY, J. P. Region 2, Office of Director. 2pp. 24870:357. 24X 

Fiche: 50-438, 84/05/24, 8406110258. 


3406110266 Third interim deficiency rept, Item 110 re potential defect 
in TDI piston skirt cas t i ng s . In i t ia 1 ly reported on 821216. 

Skirts to be removed & sent to vendor for test. Also 
reportable per Part 21. Next rept to be submitted by 841218. 

PARSONS, R.M. Carolina Power & Light Co. NRC-219. 84/05/24. 

0 'REIL.LY, J. P. Region 2, Office of Director. 4pp. 24871:001. 24X 

Fiche: 50-400, 84/05/24, 8406110266. 


3406110268 Interim Deficiency Rept 2 for Unit 2 re failure of Automatic 
Sprinkler Corp of America deluge valves to open upon receipt 
of si gnal . Ini t ial ly reported on 840319. Final rept expected 
by 850614. Reportable under Part 21 for Unit 1. 

MCGAUGHY, J. P. Mississippi Power it Light Co. AECM-84/2-0009. 

B4/05/3 1 . O'REILLY, J. P. Region 2, Office of Director. 2pp. 
24367:086 24X Fiche: 50-416, 84/05/31, 8406110268. 


3406110279 Fourth interim deficiency it Part 21 rept, Item 111 re seismic 
qualification test failure of starting air check valves for 
TDI emergency diesel engine generator sets. Ini tial ly 
reported on ‘821223. Final rept expected by 840620. 

PARSONS, R.M. Carolina Power it Light Co. NRC-220. 84/05/24. 

O'REILLY, J.P Region 2, Office of Director. 4pp. 24870:253. 24X 

Fiche: 50-400, 84/05/24, 8406110279. 


3406110286 Third interim deficiency rept re peak containment temp. 
Initially reported on 831229. Plant-spec i fi c analysis will be 
conducted w/Westingh ouse following Containment Sys Branch 
approval of Catawba anal y sis. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24870:248. 24X 

Fiche: 50-390, 84/05/22, 8406110286. 


3406110301 Final Deficiency Rept NCR 2517 re deficient Bailey Meter Co 
square root extractor modules for reactor protection sys. 

Initially reported on 831 1 14. Repair modules will be 
installed by 850201. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. NCR 2517. 84/05/31. 

0 'REILLY, J. P. Region 2, Office of Director. 4pp. 24870:304. 24X 
Fiche: 50-438,84/05/31, 8406110301. 


3406110305 Interim deficiency it Part 21 repts,Item 157 re GH Bettis 
operators on Rus k i n-supp 1 i ed HVAC dampers. GH Bettis making 
available repair kits that contain recommended lubricant St 
replacement seals. Final rept by 841231. 

PARSONS, R. M. Carolina Power it Light Co. NRC-223. 84/05/31. 

O'REILLY, J.P Region 2, Office of Director. 5pp. 24870:314. 24X 

Fiche: 50-400,84/05/31, 8406110305. 


3406110331 Fifth interim deficiency rept re use of incorrect response 
spectra in Gilbert/Commonwealth piping analysis. Initial ly 
reported on 820426. Sup port drawings will be modified. Next 
rept expected by 840823. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/05/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 24866: 320. 24X 

Fiche: 50-390, 84/05/22, 8406110331. 


3406110337 Fifth interim deficiency rept, Item 101 re defective TDI 
governor drive coupl ing. Initially reported on 820909. 

Isoprene element of governor drive will be replaced. Final 
rept expected by 841120. Also reportable per Part 21. 

PARSONS, R.M. Carolina Power it Light Co. NRC-221. 84/05/24. 
O'REILLY, J. P. Region 2, Office of Director. 4pp. 24866:323. 24X 

Fiche; 50-400, 84/05/24, 8406110337. 


3406110340 Second interim Deficiency Rept NCR 2784 re incorrect wiring 
connections on E-Max pane Is. Initial ly reported on 840131. 

Panels rewired. Next rept will be submitted by 840913. 

Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. NCR 2784. 84/05/25. 

0 'REILLY, J. P. Region 2, Office of Director. 2pp. 24866:330. 24X 
Fiche: 50-438, 84/05/25, 84061 10340. 


3406120240 Part 21 rept re four of nine Westinghouse supplied 
replacement items for motor control ctrs substantiated as 
being same or equivalent to & physically interchangeable w/ 
original components. 

CROUSE, R. P. Toledo Edison Co. L-436. 84/06/01. KEPPLER , J. G. 

Region 3, Office of Director. 2pp. 24892:004. 24X 

Fiche: 50-346, 84/06/01, 8406120240. 


8406120411 Part 21 rept re defective workmanship of matl. Region 
advised of conditions in Daniel Inti Corp 831230 ltr. Samples 
requested i>. will be inspected by AISC representative or 
prof engineering firm. 

WISE, C R. Northwestern Steel & Wire Co. 84/05/15. TAMBLE, T. 
Region 3, Office of Director. Ip. 24892:334. 24X 

Fiche. 50-482, 84/05/15, 8406120411. 


8406120456 Interim deficiency rept re cracked busses on diesel 
generator lube oil pump discharge nozzles. Initially reported 
on 840425 Bechtel issued Nonconformance Rept 3826 to control 
hardware. Also reported per Part 21. Next rept by 840713. 
MART1N,T. J Public Service Electric it Gas Co. of New Jersey. 
84/05/25. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24892:280. 24X Fi c he : 50-354, 84/05/25, 8406120456. 


8406120480 Part 21 rept re static load rating on An ker-Ho 1 th /McD 
Wellman Engineering hydraulic suppressor assembly. Caused by 
failure of Torrington self-aligning ball bush ing. Recommends 
replacment w/Paul Monroe Hydraulics Part PA-89467. 

NEWHART, M. R. Baxter Fluidpower Group. 84/06/05. KEPPLER, J. G 
Region 3, Office of Director. 2pp. 24891:017. 24X 

Fiche: 50-000, 84/06/05, 8406120480. 


8406120490 Interim deficiency rept re incorrect installation of 
generator potential transformer & Basler Electric exciter 
control panels. Initially reported on 840503. Prob 1 em sub j of 
Part 21 rept submitted to Region III by Basler Electric. 
MARTIN, T. J. Public Service Electric it Gas Co. of New Jersey. 
84/06/01. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24891:038. 24X Fi ch e : 50-354, 84/06/01 , 8406120490. 


B406120531 Interim potential const deficiency rept re ethylene 
propylene seals on four GH Bettis actuators which may swell 
due to absorbing oils from actuator lubricant. Initially 
reported on 840503. GH Bettis submitted Part 21 rept. 

MARTIN, T. J. Public Service Electric it Gas Co. of New Jersey. 
84/06/04. MURLEY, T. E. Region 1, Office of Director. 2pp. 
24891:112. 24X Fi ch e : 50-354, 84/06/04, 8406 120531 . 


8406130137 Ack receipt of 840529 ltr notifying of QA problems w/ 
equipment mfg by Bahnson Co. Equipment will be reviewed to 
determine d ef i ci enci es , inc lud ing Catawba it Oconee air 
handling units. 

LEE, W. S. Duke Power Co. 84/06/08. DEYOUNG, R. C. Director's 
Office of Inspection and Enforcement. Ip. 24913: 106. 24X 

Fiche: 50-000, B4/06/08, 8406130137. 


8406180030 Partial response to FOIA request for documents re IE 
Notices 81-29,82-52,83-57 it 83-72 it Board Notifications 
83-128 & 83-128A. Forward s Ap p A documents. Documents also 
available in PDR. App B documents available in PDR. 

FELTON, U. M. Division of Rules and Records. IEIN-03-72. 84/0 

JORDAN, W. S. Harmon it Weiss. lBpp. 25070:115. 24X 
Fiche: 50-000, 84/03/20, 8406180030. 


— 8406180057 Advises that minor mechanical mods have been incorp 
10 Model 763 suppressed zero static pressure transmitters 
for purpose of correcting reported defect. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/09/13. DEYOUN 
NRC - No Detailed Affiliation Given. 2pp. 25078:327. 


— 8406180058 Provides text of message sent to R DeYoung on 82111 
of thermal instability of M763-764 electronic transmitters. 
SHIDELER, T. J. ITT Barton (subs, of ITT). 82/11/23. VILLAL 
NRC - No Detailed Affiliation Given. 6pp. 25078:268. 


— 84061S006 1 Final Part 21 rept re thermal nonr ep eatab i 1 i t y prob 
w/Barton Model 763 it. Model 764 electronic transmitters. 
Initially reported on 821029. Required actions to prevent 
recurrence completed. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/03/18. DEYOUN 
Director's Office, Office of Inspection and Enforcement. 3p 
25078:274. 


— 8406180071 Advises that test results for 10 modified transmitt 
indicate that originally reported problem of negative shift 
in output during initial exposure to operating pressure 
el iminated. 

SHIDELER, T. J. ITT Barton (subs, of ITT). 83/10/14. DEYOUN 
NRC - No Detailed Affiliation Given. 6pp. 25078:277. 


— 8406180160 Forwards 330714 ltr sent to nuclear transmitter cus 
addressing 821027 it 830629 Part 21 .deviation notifications. 
SHIDELER, T. J. ITT Barton (subs, of ITT). 83/07/26. VILLAL 
NRC - No Detailed Affiliation Given. 6 dd. 2507B:065. 


IMONDOCKETED ITEMS 


message sent to R DeYoung on 830816 re 
• sting of Model 763 static pressure transmitters & cause 
sr zero static pressure transmitter defect. 

UDELER, T. J. ITT Barton (subs, of ITT). 83/08/16. VILLALVA, I. 
[C - No Detailed Affiliation Given. Ip 25078:261. 


‘0117 Part 21 Evaluation Rept 83-14 re insufficient standby svc 
r sys f low. Initially reported on 830804 Sys pressure 
calculations revised & sys chemically cleaned, 
lified flouz diagram end. 

I. F. U. Burns It Roe Co. 83-14 83/0Q/12. COLLINS. J. P. Region 

ffice of Director. 4pp. 24981:032. 24X F i c h e : 50-397, 83/08/ 12. 

190117. 


3138 Final deficiency rept re Comsip.Inc std bed catalyst in 
ainment gas sys life. Initially reported on 840516. Beds 
g replaced w/new beds meeting performance specs. Also 
-ted per Part 21. 

*. G. W. Houston Lighting & Power Co. ST-HL-AE-1 104. 84/06/11. 

[NS. U. T. Region 4, Office of Director. 4pp. 24979:308. 24X 

?: 50-498,84/06/11. 8406190138. 


>143 Second interim deficiency rept re inadequately implemented 
;orque QA program. Int ia 1 1 y reported on 831 1 1 5. Vend or 
inses re proposed corrective actions a c cep t ab 1 e. Ne x t 
expected by 840808. Also reportable per Part 21. 

L. M. Tennessee Valley Authority. 84/04/30. O 'REILLY. J. P. 
n 2. Office of Director. 2pp. 24979:312. 24X 

: 50-000.84/04/30. 8406190143 


227 Supplemental deficiency rept re defects in reactor 
ction sys St ESF actuation sys modules supplied by 
y Meter Co. Initially reported on 8204 1 4. Mo d ul e s 
ned to Bailey. Also reported per Part 21. 

. L. Ii. Tennessee Valley Authority. 84/05/01. □ 'REILLY, J. P. 

n 2, Office of Director. 2pp. 24989:249. 24X 

: 50-438. B4/05/01, 8406190227. 


357 Part 21 rept re failure of mfg operator to follow cable 
b procedure for Cable 12 AWG. I nit ia 1 1 y reported 830701. 
ing program initiated & unused cable will be returned 
Kam to ensure absence of splices. 

rS.L. B. Brand-Rex Co. 83/07/27. Director's Office, Office 
jpection and Enforcement. 2pp. 24983:070. 24X 

50-312,83/07/27, 8406190257. 


!62 Part 21 Rept 83-09 re dc cable voltage drops in excess of 
*ia, improper ly set dc motor starting resistors & lack 
ge protection of dc motor shunt f iel ds. In itia lly 
;ed on 830804. Cab 1 es to be retested St resistors reset. 

F. J. Burns It Roe Co. 83-09. 83/08/12. COLLINS, J. P. Region 

ice of Director. 11pp. 24989:227. 24X Fich e: 50-397, 83/08/12, 

0262. 


51 Part 21 rept re malfunction of transfer smite h e s. Ca used by 
uate contact deflection. Mods scheduled for May 1984 
ing outage. Next rept will be submitted when work 
ted. 

N,H. R Automatic Switch Co. 83/08/25. Region 4, Office of 
or. 2pp. 24989:343. 24X Fi che : 50-003, 83/08/25, 84061 90451 . 


63 Responds to 840406 request for info re design deficiency, 
affected by deficiency are electrically operated 
installed on piping sys used for monitoring & 
rtg purposes. 

i W. 3. Office of the Executive Director for Operations. 

35. GLICKMAN, D. House of Rep. 7pp. 25053:265. 24X 

50-000, 04/06/05, 8406200063. 


)066 Requests info re licensing of facility in light of weekly 
rept for wk ending 840330 confirming that Bechtel Power 
notified NRC that certain cables at facility apparently 
: tive. 

[MAN* D. House of Rep. 84/04/06. PALLADINO, N. J. 

. ss i oners. 5pp. 25053:279. 24X Fi c h e: 50-000, 84/06/05, 

100063. 


4 Interim Deficiency Rept CRDC 108(84)3 re nine 480-volt ac 
breakers supplied by Brown Boveri Electric, 
ormance Repts NDS 0045 St NDS 0046 issued. Final rept 
sent by 840907. Also reported per Part 21. 

, M. R. Cleveland Electric Illuminating Co. CRDC 108(84)3. 

8. KEPPLER, J. G. Region 3, Office of Director. 2pp. 

35. 24X Fi che: 50-440, 84/06/08, 8406210214. 


8406210562 Part 21 rept re Barton Model 763 transmitter. All custome 
in receipt of subj transmitters n ot i f i ed. Eval ua ti on of 
revised calibr procedure will be completed & customers 
notified by 840330 

SHIDELER, T. J ITT Barton (subs, of ITT). PJ21 84-169-000. 
84/03/12. VILLALVA, I. NRC - No Detailed Affiliation Given Id 
25092: 348 


8406220014 Part 21 rept re matls requiring charpy impact testing 
exceeding 6,000 lb max heat treat lot limitation identified 
by ASME Co d e . 1 nves t i ga t i on in pr ogress. Fina 1 rept expected 
by 840116 

WEIGHTMAN, R. T. Lone Star Screw Co. 84/01/05. COLLINS, J. Regior 
Office of Director. 2pp. 25088:359. 


8406220163 Part 21 rept re several documentation inconsistencies 
disclosed on Brown & Root Purchase Order 35-1197-16105 for 
South Texas Project Amended documentation packges will be 
forwarded prior to 820906. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/09/01. COLLINS, J. Region 
Office of Director. 15pp. 25083; 170. 24X Fi che: 50-498, 82/09/01, 

8406220163. 


8406220175 Part 21 rept re upgrading of stock matl outside scope of 
NCA-3867. 4(e) due to misunderstanding of Code Case N242. 1. 

Initially reported on 820922. Concern ed vendors St licensees 
notified. Use of Code Case N-310 suggested. 

WEICHTMAN, R. T. Lone Star Screw Co. 82/09/23. COLLINS, J. Region 
Office of Director. 2pp. 25083:065. 24X Fic h e : 50-000, 82/09/23, 

8406220175. 


8406220206 Deficiency rept. Corre ct ive action due date extended to 
820715. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/11/22. COLLINS, J. Region 
□ ffice of Director. Ip. 25087:317. 


8406220223 Deficiency rept. Confirms extension of corrective action di 
date to 830125, per 821221 te 1 c on. C orre c ti ve action will be 
submitted upon receipt of vendor documentation. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/12/21. COLLINS, J. T. Regie 
4, Office of Director. Ip. 25081:237. 


8406220230 Part 21 rept re thermal nonrepeatability St other calibr 
errors in Barton Lot 1 transmitters. Initially reported on 
84061 5. Transmi tter defects identified S< expected error 
deviations calculated Utils notified. 

RAHE, E. P. West inghouse Electric Corp. NS-EPR— 2931. 84/06/15. 

DEYODNG,R.C. Director's Office, Office of Inspection and 
Enforcement. 4pp 25081:298. 24X Fi che: 50-000, 84/06/ 15, 340622023 


8406220246 Part 21 rept re charpy impact orders exceeding 1,500 lb. Su 
matl acceptab le, based upon type of heat treatment. Mfg work 
order review process expanded to include listed info prior 
to release of order to mfg. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/07/28. COLLINS, J. Region 
Office of Director, 31pp. 25081.205. 


8406230004 Part 21 rept re defect in Model 763 static pressure 
transmitters. Customer s in receipt of instruments notified of 
expected performance of subj units. Causes of defect 
identified. Future production will incorporate all changes. 

SHIDELER, T. J. ITT Barton (subs, of ITT). T21 84-110-000. 84/01/1 

VILLALVA, I. NRC - No Detailed Affiliation Given. 2pp. 25128:354 


8406230006 Part 21 rept re Barton Model 763 zero based gauge pressure 
transmitter. Customers in receipt of subj transmitters will 
be notified of expected performance of units & will be 
provided w/revised calibr procedure by 840221. 

SHIDELER, T. J. ITT Barton (subs, of ITT). PT21 84-168-000. 

84/02/08. VILLALVA, I. NRC - No Detailed Affiliation Given. Ip. 
25128:353. 


8406250278 Responds to 840511 notice of violation from insp on 840326 
28, Corr ec ti ve actions : formal std practice procedure written 
on 840524 for administrative reporting of "Defects St 
Noncomp 1 iances" per 10CFR21. 

JONES, K.C. Johnson Controls, Inc. 84/06/08. POTAPOVS, U. NRC - N 
Detailed Affiliation Given. 2pp. 25118:058. 


8406250282 Responds to NRC 840518 1 tr re none on f ormance noted in QA 
program insp rept. Corrective actions: program review of 
certified matl test repts ini tiated. Reportabi 1 i ty per Part 
21 will be determined. 

FIELDER, D. Cardinal Industrial Products Corp. 84/06/13. 
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*06280167 Interim deficiency rept, Item 175 re failure of Hub> Inc 
seismic Class I bolts to meet hardness requirements. 

Initially reported on 840517. Bolts returned for heat 
treatment. Final rept by 840726 . Also reportable per Part 21. 

PARSONS, R M Carolina Power & Light Co. 175. 84/06/14. 

O'REILLY, J. P. Region 2/ Office of Director. 3pp. 25193:266. 24X 

Fiche: 50-400. 84/06/14,8406280167 


*06280182 Supplemental final Deficiency Rept NCR BH001 re defective 
Pacific Scientific Co shock arrestor capstan spring tang. 

Initially reported on 831013 . Defective arrestors removed & 
returned to vendor. Also reportable under Part 21. 

MILLS, L. li. Tennessee Valley Authority. NCR BH001. 84/06/14. 

□ 'REILLY, J. P. Region 2, Office of Director. Ip. 25193:276. 24X 

Fiche: 50-438, 84/06/14, 8406280182. 


*06280185 Final deficiency rept, Item 174 re questionable starting 
mat 1 in G&W Bonney Forge stainless steel olets. Initially 
reported on 840515. Twelve olets returned to Hub, Inc. Also 
reported per Part 21. 

PARSONS, R.M. Carolina Power & Light Co. NRC-230. 84/06/14. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 25193:281. 24X 

Fiche: 50-400, 84/06/14. 8406280185. 


*06280256 Interim Deficiency Rept PRD-81/17 re flow rate in standby 
svc water sys loops A 8c B 8c loss of standby svc water basin 
transfer capability. Initially reported on 810303. Larger 
capacity pumps will be installed. Reportabl e per Part 21. 

RICHARD, J. B. Mississippi Power S< Light Co. AECM-84/031 1. 84/06/08. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 25193:249. 24X 

Fiche: 50-416, 84/06/08. 8406280256. 


*06280336 Final deficiency rept for Watts Bar Unit 1 & first interim 
rept for Bellefonte re defect in catalyst bed in Comsip. Inc 
hydrogen analy zers. Existing beds to be removed & replaced. 

Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/06/19. O 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 25193:234. 24X 

Fiche: 50-000,84/06/19, 8406280336. 


*06280459 Sixth interim deficiency rept, Item 80 re pressure sensing 
line in starting air sys for TDI emergency standby diesel 
generator sets. Initial ly reported on 820419. Also reported by 
TDI per 10CFR21. 

PARSONS, R.M. Carolina Power 8c Light Co. 80. 84/06/18. 

O'REILLY, J. P. Region 2. Office of Director. 4pp. 25193:048. 24X 

Fiche: 50-400,84/06/18, 8406280459. 


*06290246 Part 21 rept re incorrect orientation of solenoid operated 
containment isolation valve. Initially reported on 831209. 

Caused by insufficient instructions. Design changes issued to 
correct orientation of deficient valves. 

CONN, L. G. Burns Sc Roe Co. BRGO-RO-83-18. 83/12/09. Director's 

Office, Office of Inspection and Enforcement. 3pp. 25196:233. 24X 

Fiche: 50-397,83/12/09, 8406290246. 


*06290257 Part 21 rept re static load rating on Anker-Ho 1 t h , Ba x ter 
hydraulic suppressor. Caused by failure of Torrington 
self-aligning ball bushing. Recommends replacement w/ 

Paul-Monroe Hydraulics Part PA-89492 Sc PA-89493. 

NEWHART, M. R. Baxter Fluidpower Group. 84/06/21. KEPPLER, U. Q. 
Region 3, Office of Director. 3pp. 25196:025. 24X 

Fiche: 50-000, 84/06/21, 8406290257. 


V999 QUALITY ASSURANCE INSPECTIONS 


*04170123 Ack receipt of B40319 ltr advising of rev to 830921 
commitment re QA Program Insp Rept 99900532/83-01. 

POTAPOVS, U. Region 4, Office of Director. 84/04/12. MOORE, G. E, 
Control Data Corp. Ip. 24050:023. 


*04200341 Advises that policy of daily charging NRC for unannounced 
insp of facility unacceptab le. Actions, including prohibiting 
use by NRC licensees of saf ety-Telated components mfg by 
Electric Switch Corp, necessary if policy continues. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/04/10. MEISSNER, F. N. Electro Switch Corp, 2pp 
24159:322. 


*06010196 Forwards QA Program Insp Rept 99900214/84-01 on 840314-16 %c 
notice of nonconformance. 

POTAPOVS, U. Vendor Program Branch. 84/05/02. ELDER, V. H. 
Anderson-Greenwood & Co. 2pp. 24754:346. 


-8406010199 Notice of nonconformance from insp on 840314-16, 
■* Vendor Program Branch. 84/05/02. 2pp. 24754:348, 


— 8406010205 QA Program Insp Rept 99900214/84-01 on 840314-16. 
Nonconformance noted: vendor testing lab not on approved 
vendors list, 72 piston check valves not p neumati cal 1 y seat 
leak tested St lack of evaluation of need for notification. 
KELLEY, W. D. , BARNES, I. Vendor Program Branch. 84/05/01. 9pp 
24754: 350. **' 


8406010208 Forwards QA Program Insp Rept 99900852/84-01 on B40305-< 
notice of nonconformance. 

POTAPOVS, U. Vendor Program Branch. 84/05/11. PITTMAN, J. Hudsi 
Products Corp. 2pp. 24754:326. 


— 8406010211 Notice of nonconformance from insp on 840305-09. 
* Vendor Program Branch. 84/05/11. Ip. 24754:328. 


— 8406010217 QA Program Insp Rept 99900852/84-01 on 840305-09. 
Nonconformance noted: pure hase orders <POs) reviewed by NRC 
inspector not signed nor stamped by QA manager St no records 
indicated that QA manager had reviewed POs prior to issue. 
NORMAN, D. E. , BARNES, I. Vendor Program Branch. 84/05/01. 7pp 
24754: 329. 


8406010258 Ack receipt of 831215 & 840502 ltrs informing NRC of sti 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900209/83-03. 

POTAPOVS, U. Region 4, Office of Director. 84/05/23. NOREEN, H. 
Bergen-Paterson Pipe Support Corp. Ip. 24753: 184. 


— 8406010264 Responds to NRC 831006 ltr re nonconformance noted in 
Program Insp Rept 99900209/83-03. Corrective actions: 

NDE/f abr icat ion rept re weld buildup on hanger strap 
corrected. 

STEPHENS, R. H. Bergen-Paterson Pipe Support Corp. 83/12/15. 
POTAPOVS, U. Region 4, Office of Director. 26pp. 24753:195. 


8406010349 Confirms 840517 conversation re request for 3-wk extensi 
to respond to findings from QA Program Insp 99900791/84—01. 

CANUP, J. D. Bahnson Co., Inc. (subs, of Hillman Coal & Coke Co.). 
84/05/21. POTAPOVS, U. Vendor Program Branch. Ip. 24752:058. 


8406050101 Forwards QA Program Insp Rept 99900924/84-01 on 840424-2 
No noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/05/22. CHIN, A. Radiatio 
Sterilizers, Inc. 2pp. 24813:340. 


— 8406050105 QA Program Insp Rept 99900924/84-01 on 840424-25. No 
noncompliance noted. Major areas inspected:QA manual & 
related procedures, imp lementat ion of QA program & status of 
previous insp findings. 

AGEE, J. R. , HALE, C. J. Division of QA, Safeguards St Inspection 
Programs (Post 830103). 84/05/21. 5pp. 24813:342. 


8406050126 Ack receipt of 821115,23,24 St 830331,0513,0628 8t 0728 It 
informing NRC of steps taken to correct nonconformance noted 
in QA Program Insp Rept 99900277/82-02. 

POTAPOVS, U. Region 4, Office of Director. 84/05/30. REED, E. S. 
Rockbestos Co. Ip. 24815:015. 


— 8406050131 Ack receipt of 821115 St 23 ltrs informing NRC of steps 
to correct nonconformance noted in QA Program Insp Rept 
99900277/82-02. Correc tive actions will be addressed pending 
receipt of licensee final response by 830331. 

COLLINS, J. T. Region 4, Office of Director. 83/02/15. REED, E. 
Rockbestos Co. 2pp. 24815:016. 


—8406050142 Updates 830331,0513 S< 0628 responses to NRC ltrs re 
nonconformance noted in QA Program Insp Rept 99900277/82-02. 
Corrective actions: cabl e reels at Nine Mil# Point Unit 2 
will be rejacketed «t retested or replaced. 

LITTLEHALES, 0. Rockbestos Co. 83/07/28. COLLINS, J. T. Region 
Office of Director. 2pp. 24815:018. 


—8406050148 Updates 830331 8< 0513 responses to NRC ltrs re 

nonconformance noted in QA Program Insp Rept 99900277/82—02. 
Corrective actions: cable reels at Nine Mile Point Unit 2 
will be remfg. 

LITTLEHALES, G. Rockbestos Co. 83/06/28. COLLINS, J. T. Region 
Office of Director. 3pp. 24815:020. 


— 8406050153 Updates 830331 response to NRC ltrs Te nonconformance 
in QA Program Insp Rept 99900277/82-02. Correc tive actions: 

S&W determining disposition of uninstalled reels meeting 
acceptance criteria for Nine Mile Point. 

LITTLEHALES, G. Rockbestos Co. 83/05/13. COLLINS, J. T. Region 
Office of Director. 4pp. 24815:023. 


— 8406050156 Responds to NRC 830215 ltr re nonconf ormance noted in i 
Program Insp Rept 99900277/82-02. Corrective actions not yet 
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350157 Responds to NRC 1 tr re nonconformance noted in QA 
ggram Insp Rept 99900277/82— 02. Correc t ive actions not yet 
fcermined. Di scusses plans for joint evaluation u/customers. 
FTLEHALESj G. Rockbestos Co. 82/11/23. COLLINS, J. T. Region 4, 
Pice of Director. 1 Opp. 24815:050. 


150161 Responds to NRC 821025 1 tr re nonconformance noted in QA 
igram Insp Rept 99900277/82-02. Corrective actions not yet 
;ermined. Discusses plans for evaluation. 

TLEHALES, G. Rockbestos Co. 82/11/15. COLLINS, J. T. Region 4, 
ice of Director. 4pp. 24815:060. 


134 Responds to NRC 840502 1 tr re nonconformance noted in QA 
am Insp Rept 99900214/84-01. Corrective actions:ASME 
ng Lab added to approved vendors list it 10CFR21 
rements documented for LaSalle piston check valves. 

J. R. Anderson-Creenwood it Co. 84/05/25. POTAPOVS, U. Region 
fice of Director. Upp. 24838:087. 


147 Forwards QA Program Insp Rept 99900905/84-01 on 840423-24. 
ncompliance noted. 

□VS, U. Vendor Program Branch. 84/05/14. SADLIER, R. C. Wyler 
Corp. 2pp. 24813:298. 


50150 QA Program Insp Rept 99900905/84-01 on 840423-24. No 
compliance noted. Major areas inspected: status of previous 
) findings, QA program it selected test programs. 

Z> J. R. , HALE, C. J. Division of QA, Safeguards & Inspection 
jrams (Post 830103). 84/05/10. 5pp. 24813:300. 


154 Responds to NRC Itr re nonconformance noted in QA Program 
lept 99900081/84— 01 . Correc tive actions: Procedure 
-608, governing use of computer codes, revised to change 
8< expanded to address corrections. 

[, C. %J. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 

'24. POTAPOVS, U. Region 4, Office of Director. 3pp. 

305. 


6S Forwards QA Program Insp Rept 99900743/84-01 on 840417-19 
ce of nonconformance. 

IVS, U. Vendor Program Branch. 84/05/21. DUVALL, D. D. Brown 

Corp. (subs, of Brown Boveri Zt Co., Ltd. ). 2pp. 24813:313. 


0167 Notice of nonconformance from insp on 840417-19. 
endor Program Branch. 84/05/21. 2pp. 24813:315. 


0171 QA Program Insp Rept 99900743/84-01 on 840417-19. 
ompliance noted: drawing release Form 840047 not 
essed as required & pickup points of ITE-27N single 
e undervoltage relays not recorded. 

ER,W. E. , BARNES, I. Vendor Program Branch. 84/05/18. 14pp. 

3: 317. 


80 Responds to NRC Itr re nonconformance it violation noted in 
gram Insp Rept 99900715/84— 01. Corrective actions: 

rev to 10CFR21 & Section 206 posted in eight 
ons throughout plant. 

10, A. T. GH-Bettis Co. 84/05/17. POTAPOVS, U. Region 4, 
of Director. 10pp. 24814:136. 


92 Ack receipt of B40515 Itr informing NRC of steps taken to 
t nonconformance noted in QA Program Insp Rept 
02/04—01. Corrective actions will be reviewed during 
insp. 

VS, U. Region 4, Office of Director. 84/06/01. STANLEY, L. 
Co. Ip. 24018:336. 


18 Responds to NRC 840430 Itr re nonconformance noted in QA 
m Insp Rept 99900403/84-01. Corrective actions: pipe 
ion bending accomplished by qualified personnel it 
onic exam conducted. 

,8. General Electric Co. 84/05/25. POTAPOVS, U. Region 4, 
of Director. 2pp. 24841:307. 


40 Responds to NRC 840423 Itr re nonconformance noted in QA 
n Insp Rept 99900521/84-01. Corrective ac t ions: 2P4. 2 
/iew process completed for subj calculation & Stress 
n SI-513B updated to reflect current design loads. 

IAN, L. G. 'Bechtel Corp. 0812Y. 84/05/23. POTAPOVS, U. Region 

Lee of Director. 4pp. 24804:310. 


58 Responds to NRC Itr re nonconformance noted in QA Program 
sot 99900837/84-01. Corrective actions: request for 


8406050453 Ack receipt of 840227 & 0413 ltrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900277/83-03. Imp lementation of corrective action 
will be reviewed during future insp. 

POTAPOVS, U Region 4, Office of Director. 84/05/30. REED, E. S. 
Rockbestos Co. Ip. 24842:355. 


— 8406050459 Responds to NRC 840105 request re none onformanc e in QA 
Program Insp Rept 99900277/83-03. Revised retest procedure 
re sample testing of cable insulation & jackets end. 

LITTLEHALES, G. Rockbestos Co. 84/04/13. POTAPOVS, U. Region 4 
Office of Director. Ip. 24842:356. 


— 8406050464 "Retests of Production Sample Tests on Insulation Se 
Jackets. " 

LITTLEHALES, G. Rockbestos Co. 84/04/05. 6pp. 24842:357. 


8406050482 Responds to NRC Itr re nonconformance noted in QA Program 
Insp Rept 99900402/83-01. Corrective act ions : p ersonnel 
instructed re requirement it procedure for requesting NRC 
extension of corrective action. 

HOUSE, H. C. QA Technologies, Inc. /General Atomic Co. 84/05/22. 
POTAPOVS, U. Region 4, Office of Director. 4pp. 24841:350. 


8406050521 Ack receipt of 821123 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900277/82-03. 

POTAPOVS, U, Region 4, Office of Director. 84/05/30. REED. E. S. 
Rockbestos Co. Ip. 24840:038. 


8406060203 Forwards QA Program Insp Rept 99900859/84-01 on 840319-22 
notices of nonconformance & violation. 

POTAPOVS, U. Vendor Program Branch. 84/06/04. BERAVIDES, P. R. 
Bonney Forge. 2pp. 24661:081. 


— 8406060204 Notice of violation from insp on 840319-22. 

* Vendor Program Branch. 84/06/04. Ip. 24661:083. 


— 8406060208 Notice of nonconformance from insp on 840319-22. 
* Vendor Program Branch. 84/06/04. 5pp. 24661:084. 


— 8406060213 QA Program Insp Rept 99900859/84-01 on 840319-22. Violati 
noted: listed purchase orders for blank forgings or bar stock 
did not contain Part 21 applicability statements. 

BAKER, E. T. Division of QA, Safeguards it Inspection Programs <Pos 
830103). POTAPOVS, U. Vendor Program Branch. 84/06/01. 9pp. 
24661:089. 


8406120328 Forwards QA Program Insp Rept 99900740/84-01 on 840416-19 
notices of violation it nonconformance. 

POTAPOVS, U. Vendor Program Branch. 84/05/18. DUVALL, D. D. Brown 
Boveri Corp. (subs, of Brown Boveri St Co. , Ltd. ). 2pp. 24893: 126. 


— 8406120330 Notice of violation from insp on 840416-19. 

* Vendor Program Branch. 84/05/18. Ip. 24893:128. 


— 8406120331 Notice of nonconformance from insp on 840416-19. 
* Vendor Program Branch. 84/05/18. Ip. 24893: 129. 


— 8406120333 QA Program Insp Rept 99900740/84-01 on 840416-19. Violati 
Jt nonconformance noted: available copy of 10CFR21 not current 
it TTE-32D it ITE-50 relays not tested w/rated current Se/ or 
voltage. 

FOSTER, W. E. , BARNES, I. Vendor Program Branch. 84/05/18. 14pp. 

24893: 130. 


8406120382 Forwards QA Program Insp Rept 99900054/84-01 on 840326-29. 
No noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/05/21. SCHAUS, R. L. Dresse 
Industries, Inc. 2pp. 24893:316. 


— 8406120388 QA Program Insp Rept 99900054/84-01 on 840326-29. No 
noncompliance noted. Major areas inspected : imp lementat ion of 
QA program, status of previous insp findings, mfg process 
control it control of special processes. 

KELLEY, W. D. , BARNES, I. Vendor Program Branch. 84/05/18. lOpp. 
24893:318. 


8406100030 Partial response to FOIA request for documents re IE Info 
Notices 81-29,82-52,83-57 it 83-72 & Board Notifications 
33—128 & 83-128A. Forwards App A documents. Documents also 
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406180052 QA Program Insp Rept 99900900/81-01 on 810327 it 0406. No 
noncompliance noted. Major areas inspected : equipment environ 
qual if ication, including test set-up, ini tiat ion of L0CA/MSL8 
environ test & lab test procedure. 

BENNETT, A. B. , AGEE# J. R. Director's Office, Office of Inspection 
and Enforcement. JEPPESON, D. Sandia Laboratories. 81/05/29. 
5pp. 25071: 178. 


6180134 Responds to NRC ltr re nonconformance noted in QA Program 
nsp Rept 99900852/84-01. Corrective actions : forward s vision 
ests for one liquid penetrant & magnetic particle for 
evel XI examiner E Zabradnik for 1976-1980. 

LAIR, J. Hudson Products Corp. 84/05/22. POTAPOVS, U. Region 4, 
iffice of Director. 9pp. 24967:289. 


6180135 Responds to NRC 840521 ltr re nonconformance noted in QA 
rogram Insp Rept 99900054/84-01. Due to addl testing of 22 
1,700 main steam safety valves, next rept delayed until late 
'une 1984. 

RUNSON, B. G. Dresser Industries, Inc. 84/05/30. POTAPOVS, U. 
'endor Program Branch. Ip. 24967:288. 


6180138 Responds to NRC 840522 ltr re nonconformance noted in QA 
rogram Insp Rept 99900505/84-01 . Correct ive actions:GA 
ersonnel informed of proper shipping procedures & vendor 
ualification reviewed. 

ENZER, B. E. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
14/06/06. POTAPOVS, U. Region 4, Office of Director. 2pp. 

4967: 286. 


6180188 Responds to NRC ltr re nonconformance noted in QA Program 
nsp Rept 99900329/84-01. Corrective ac ti ons : pr oc ed ure will 
e revised to provide checklist space for subjective 
valuation of components during temp recording. 

UVALL, D. D. Broun Boveri Corp. (subs, of Brown Boveri it Co. , Ltd. ). 
4/06/01. POTAPOVS, U. Vendor Program Branch. 4pp. 24967:257. 


6180227 Responds to NRC 840508 ltr re QA Program Insp Rept 99900030/ 
4-01. Requests time extension until 840629 for submittal of 
esponse. 

AY# E. L. Colt Industries, Inc. 84/06/05. POTAPOVS# U. Vendor 
rogram Branch. Ip. 24964:058. 


6180262 Responds to NRC 840530 ltr re nonconformance noted in QA 
rogram Insp Rept 99900844/83-01. Requests extension of 30 
ays to coll ect, review & forward necessary data. 

RANDT. C.R. Ametek, Inc. B4/06/0B. POTAPOVS# U. Region 4. Office 
f Director. Ip. 24961: 183. 


6180270 Responds to 840308 ltr re violations noted in QA Program 
nsp 99900521/83-02. Correct ive ac t i ons: eval uation process 
sed to provide adequate confidence that commercial grade 
terns used in saf ety-related applications documented. 

INKELMAN, L. G. Bechtel Corp. IEIN-83-79. 84/06/06. POTAPOVS, U. 

egion 4, Office of Director. 2pp. 24961:216, 


6180287 Responds to NRC 840601 telcon re nonconformance noted in QA 
rogram Insp Rept 99900743/84-01. Requests extension for 
esponse due to illness of operations manag er. Response will 
e submitted by 840720. 

RATT, D. W. Brown Boveri Corp. (subs, of Brown BoveTi it Co. , Ltd. ). 
4/06/01. POTAPOVS, 0. Vendor Program Branch. Ip. 24961:074. 


6180293 Responds to NRC 840604 ltr re nonconformance noted in QA 
rogram Insp Rept 99900837/84-01. Correc tive actions:rept 
ormat will be changed to include addressing rept to general 
anager it sign-off by product integrity prior to audit rept. 

AYLOR, K. S. Tobar, Inc. 84/06/07. POTAPOVS, U. Vendor Program 
ranch. Ip. 24962:047. 


6190117 PaTt 21 Evaluation Rept 83-14 re insufficient standby svc 
ater sys f low. Init ia 11 y reported on 830804. Sys pressure 
rop calculations revised it sys chemically cleaned, 
implified flow diagram end. 

ATTI, F. J. Burns U Roe Co. 83-14. 83/08/12. COLLINS, J. P. Region 

, Office of Director. 4pp. 24981:032. 24X Fiche : 50-397, 83/08/12, 

406190117. 


6190134 Ack receipt of 840424 & 0505 ltrs informing NRC of steps 
aken to correct nonconformance noted in QA Program Insp 
ep t 99900081/84-01 . 

OTAPOVS# U, Region 4# Office of Director. 84/06/13. VOLMER# C. J. 
xxon Nuclear Co., Inc. (subs, of Exxon Corp.). Ip. 24981:236. 


8406190142 Ack receipt of 840522 ltr informing NRC of steps taken 
correct none onf ormanc e noted in QA Program Insp Rept 
99900402/84-01. Imp lementa ti on of corrective actions will be 
reviewed during future insp. 

POTAPOVS, U. Region 4, Office of Director. 84/06/13. HOUSE, H. C 
Technologies, Inc. /General Atomic Co. Ip. 24979:275. 


8406190257 Part 21 rept re failure of mfg operator to follow cable 
splice procedure for Cable 12 AWG. Initially reported 830701. 
Training program initiated it unused cable will be returned 
for exam to ensure absence of splices. 

ROBERTS, LB. Brand-Rex Co. 83/07/27. Director's Office, Off 

of Inspection and Enforcement. 2pp. 24983:070. 24X 

Fiche: 50-312, 03/07/27, 8406190257. 


8406190296 Forwards Rev D to QA Program SWSQAP 1-74A, per 840810 It 
W/o rev. Transmi tta 1 & receipt forms end. 

KELLY, R.B. Stone it Webster Engineering Corp. 83/08/30. POTAPC 
Vendor Program Branch. 4pp. 24984:341. 


8406190298 Forwards input into QA Program Insp Repts 99900923/84-C 
99900907/84-01 on 840227-0301 at Fullerton it Saugus# CA. 

BADER, B.E. Sandia Lab orator ies. 84/03/15. POTAPOVS, U. Region 
Office of Director. 6pp. 24984:345. 


8406190484 Advises that, per 830830 ltr, no clients elected to revis 
programs to adopt Rev D to SWSQAP 1-74A. List of active 
clients end. 

BURNS, R. G. Stone & Webster Engineering Corp. 84/04/13. POTAPC 
Region 4, Office of Director. 2pp. 24988:351. 


8406210085 Ack receipt of 840423 it 0606 ltrs informing NRC of step 
taken to correct noncompliance noted in QA Program Insp Rept 
99900505/84-01. 

POTAPOVS, U. Vendor Program Branch. 84/06/15. TENZER, B. E. Eba 
Services, Inc. (subs, of Enserch Corp. ). Ip. 25057:122. 


— 8406210089 Ack receipt of 840423 ltr informing NRC of steps take 
correct noncompliance noted in QA Program Insp Rept 
99900505/84-01. Addl info requested. 

POTAPOVS, U. Vendor Program Branch. 84/05/22. TENZER, B.E. E 
Services, Inc. (subs, of Enserch Corp. ). Ip. 25037:123. 


8406210183 Ack receipt of 840324 8c 0607 ltrs informing NRC of step 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900837/84-01. 

POTAPOVS, U. Region 4, Office of Director. 84/06/15. SAYLOR, K. 
Tobar, Inc. Ip. 25057: 106. 


— 8406210187 Ack receipt of 840524 ltr informing NRC of steps take 
correct nonconformance noted in QA Program Insp Rept 
99900837/B4— 01 . Addl info re prevention of recurrence of 
Nonconf ormances B 8< C requested within 25 days. 

POTAPOVS, U. Region 4, Office of Director. 84/06/04. SAYLOR, 
Tobar, Inc. Ip. 25057:107. 


8406210194 Forwards QA Program Insp Rept 99900918/84-01 on 840423- 
noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/05/30. FARWELL# C. F. Fa 
8c Hendrix, Inc. 2pp. 25055:001. 


— 8406210198 QA Program Insp Rept 99900918/84-01 on 840423-27. No 
noncompliance noted. Major areas inspected: status of previous 
insp findings & performance of equipment qual if ication test. 
PARKER, L. B. , HALE, C. J. Vendor Program Branch. 84/05/29. 7pp 
25055: 003. 


8406210205 Forwards Tept of technical consultants insp of Uyle Lab 
840321-25. No unresolved items remain. 

BADER, B.E. Sandia Laboratories. 84/06/05. POTAPOVS, U. VendOT 
Program Branch. 4pp. 25057:159. 


8406210324 Ack receipt of 840525 ltr informing NRC of steps taken 
correct nonconformance noted in QA Program Insp Rept 
99900214/84-01. 

POTAPOVS, U. Region 4, Office of Director. 84/06/14. ELDER, J. 
And er son-Greenwood & Co. Ip. 25054:328. 


8406210374 Forwards response to NRC 840517 request for addl info r 
840210-14 S&W Engineering insp. 

BADER, B.E. Sandia Laboratories. 84/0$/30. POTAPOVS, U. Regior 
Office of Director. Ip. 25054:319. 


406190137 Revised response to nonconformance (NRC Audit Item A. 2) 


NONDOCKETED ITEMS 


464 Discusses review of proposed Rev 3 to Gi 1 bert/Commonweal th 
al Rept CAI-TR-106, submitted bg 840312 & 0515 ltrs.Rept 
nues to meet criteria of App B, 10CFR50. 

3VS.U. Region 4, Office of Director. 84/05/24. SAILER; W. F. 

"t Associates; Inc. 2pp. 25089: 268. 


.0465 Forwards Rev 3; "Gi lb er t/Commonweal th QA Program for Nuclear 
ir Plants;" for review Zt approval. 

.ER, W. F. Gilbert Associates, Inc. 84/03/12. POTAPOVS, U. 
on 4, Office of Director. Ip. 25089.270. 


0466 Rev 3 to "Gi lb ert /Commonweal th QA Program for Nuclear Power 
ts. " 

ilbert Associates, Inc. 84/02/29. 124pp. 25089:271. 


14 Part 21 rept re matls requiring charpy impact testing 
ing £>.,000 lb max heat treat lot limitation identified 
E Code. Investigation in progress. Fina 1 rept expected 
116. 

MAN, R.T, Lone Star Screw Co. 84/01/05. COLLINS, J. Region 4, 
of Director. 2pp. 25088:359. 


b9 Confirms QA program insp at Irvine, CA plant on 840604, per 
telcon. 

/Q, U. Region 4, Office of Director. 84/06/04. PARKER, J. G. 
itional Neutronics, Inc. Ip. 25126:351. 


r 3 Forwards QA Program Insp Rept 99900059/84-01 on 840213-15. 
ompl iance noted. 

'8# U. Vendor Program Branch. 84/05/25. LYNAM, G. P. Ametek, 
!pp. 25127:013. 


>073 QA Program Insp Rept 99900059/84-01 on 84021 3-1 5. No 
mpliaince noted. Major areas inspected: fa i lure of gasket 
gh pressure core injection actuator sys & loosening of 
haft setscrew. 

, W. D. , BARNES, I . Vendor Program Branch. 84/03/23. 10pp. 

013. 


8 Forwards QA Program Insp Rept 99900400/84-02 on 840430-0304. 
ompl iance noted. 

S, U. Vendor Program Branch. 84/06/01. GUILBERT, D. E. 

Wilcox Co. 2pp. 23127:001. 


092 QA Program Insp Rept 99900400/84-02 on 840430-0304. No 
mp 1 iance noted. Major areas i nspec ted : doc umenta t i on on 
ted safety— t elated items used within containment & 
environ during & following LOCA. 

□N, A. R. , HALE, C. J. Vendor Program Branch. 84/03/30. 10pp. 

: 003. 


1 Forwards QA Program Insp Rept 99900837/84-01 on 840409-13 
ts of nonconformance & violation. 

3# U. Vendor Program Branch. 84/03/16. MILLER, W. 0. Weed 
>nt Co., Inc. 2pp. 23126:063. 


IQ4 Notice of violation from insp on 840409-13. 
idor Program Branch. 84/05/16. Ip. 23126:065. 


287 Notice of nonconformance from insp on 840409-13. 
idor Program Branch. 84/03/16. Ip. 23126:066. 


209 QA Program Insp Rept 99900837/84-01 on 840409-1 3. Vi o lati ons 
:onf ormances noted: no approved procedures or personnel 
Pication records for special process of silver 
* ing . 

J, L. JB. , HALE, C. J. Vendor Program Branch. 84/03/16. 9pp. 

067. 


} Forwards QA Program Insp Rept 99900049/84—01 on 840402-05 
t of nonconformance. 

f# U. Vendor Program Branch. 84/03/14. COVEY, J. Atwood & 

Co. , Inc. (subs, of Foster Wheeler CoTp. ), 2pp. 23127:071 


-43 Notice of nonconformance from insp on 840402-03. 
idol* Program Branch. 84/03/14. 2pp. 23127:0 73. 


<49 QA Program Insp Rept 99900049/84—01 on 840402-05. 
i f ormance noted: heat treat svc obtained from unapproved 

k 1 *• +>ni'nitiinn ni>nradur8 fnr \,a 1 va asfiefflhlu not 


B40 6220223 Deficiency rep t. Conf irms extension of corrective action di 
date to 830125, per 821221 t e 1 con. Corr ec ti ve action will be 
submitted upon receipt of vendor documentation. 

WEIGHTMAN, R. T. Lone Star Screw Co. 82/12/21. COLLINS, J. T. Regie 
4, Office of Director. Ip. 25081:237. 


8406220234 Informs of review of 840604 ltr re organ i zat i onal changes 
affecting Rev 3A to Topical Rept B&ROE-COM-l-NP. Rep t w/ 
changes acceptab le, per App B to 10CFR50. Issuance of changes 
to holders of rept requested. 

POTAPOVS, U. Region 4, Office of Director. 84/06/15. ROE, K. K. 
Burns & Roe Co. Ip. 25081:302, 


8406220264 Forwards QA Program Insp Rept 99900769/84-01 on 840423-26 
& notice of none onf ormance. 

POTAPOVS, U. Vendor Program Branch. 84/06/01. DODSON, J. P. Pacifi 
Air Products Co. 2pp, 25126:206. 


— 8406220268 Notice of nonconformance from insp on 840423-26. 
* Vendor Program Branch. 84/06/01. 2pp. 25126:208. 


— 8406220270 QA Program Insp Rept 99900769/84-01 on 840423-26. 
Noncompliance noted: linear converter dry, lubricated test 
data sheet did not have signature of QC supervisor & test 
data sheets did not identify product model number. 

OLLER, R. E. , HALE, C. J. Vendor Program Branch. 84/05/31. 9pp. 
25126: 210. 


8406220273 Responds to NRC 840229 ltv re violation 8< nonconformance 
noted in QA Program Insp Rept 99900840/83-01. Corrective 
actions: updated 10CFR21 posted on 831011 & Section 206 of 
Energy Reorgan ization Act of 1974 posted orf 840307. 

FIELDER, D. Cardinal Industrial Products Corp. 84/04/12. 
POTAPOVS, U. Vendor Program Branch. 27pp. 25088:047. 


— 8406220273 Responds to NRC 840229 notices of violation 8c nonconform 
noted in QA Program Insp Rept 99900840/83-01. Meeting at 
client facility in Las Vegas, NV suggested. 

DIAMANT, M. H. Kahn, Kleinman, Yanowitr Sc Arnson Co. , L. P. A. 
DIAMANT, M. H. Cardinal Industrial Products Corp. 84/04/12. 
POTAPOVS, U. Vendor Program Branch. 3pp. 25088:074. 


8406220285 Forwards QA Program Insp Rept 99900786/84-01 on 840214-17 
notices of nonconformance & violation. 

POTAPOVS, (J. Vendor Program Branch. 84/03/30. DE VAULT, E. N. Gener 
Electric Co. 2pp. 25126: 076. 


— 8406220286 Notice of violation from insp on 840214-17. 

# Vendor Program Branch. 84/05/30, 2pp. 25126:078. 


— 8406220288 Notice of nonconformance from insp on 840214-17. 
# Vendor Program Branch. 84/05/30. 2pp. 23126:080. 


— 8406220290 QA Program Insp Rept 99900786/84-01 on 840214-1 7. Vi olat i 
8c nonconformances noted: defect rept on overcurrent trip 
device failures in AK-23, AK-30 8c AKR-50 breakers did not 
identify nature of defects 8c safety hazard created. 

MCNEILL, W. M. , HALE, C. J. Vendor Program Branch. 84/05/29. 34pp. 

25126: 082. 


8406230499 Forwards QA Program Insp Rept 99900900/84-01 on 840409-13. 
No noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/06/01. CHRISTOPHER, T. 
Westinghouse Electric Corp, 2pp. 25133:189. 


— 8406230505 QA Program Insp Rept 99900900/84-01 on 840409-13. No 
noncompliance noted. Major areas inspected: technical review 
8c evaluation of environ qualification test plans 8c analysis 
test results. 

JOHNSON, A. R. , HALE, C. J, Vendor Program Branch. 84/06/01. 13pp. 

25133: 191. 


3406230007 Forwards QA Program Insp Rept 99900784/84-01 on 840301-04. 
noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/05/30. SNIDER, J. L. Chicaj 
Bridge 8c Iron Co. 2pp. 25140:237. 


— 8406250008 QA Program Insp Rept 99900784/84—01 on 840501-04. No 
noncompliance noted. Major areas inspected : flame cuts in webs 
of structural steel beams covered w/cosmetic weld seal 
oastes 8c control of special welding processes. 


06250134 Forwards QA Program Insp Rept 99900519/84-01 on 840423-27 & 
notice of nonconformance. 

POTAPOVS. U. Vendor Program Branch. 84/05/30. KOMES. J. M. Bechtel 
Corp. 2pp. 25141:001. 

8406250138 Notice of none onf ormanc e from insp on 840423-27. 

* Vendor Program Branch. 84/05/30. Ip. 25141:003. 


8406250145 QA Program Insp Rept 999005 19/B4-01 on 840423-27. 
Noncompl iance noted : Sect ion 5 of Topical Rept BQ-TOP-l.Rev 
1A 8c Engineering Dept Procedure EDP-1. 10 issue date not 
included in nine approved S< distributed instructions. 

NGUYEN. R. P. . HALE. C. J. Vendor Program Branch. 84/05/29. 19pp. 

25141: 004. 

•06250148 Confirms QA program insp at Warren. OH plant on 840625-29, 
per 840618 telcon. 

POTAPOVS, U. Vendor Program Branch. 84/06/21. SEWELL, D. M. ITT 
Grinnell Industrial Piping. Inc. (subs, of ITT). Ip. 25130:259. 


•06250175 Requests meeting to discuss current status of 840613 
corrective action plan for violations noted in NRC-840518 
ltr it to prevent misinformation from being distributed to 
nuclear industry. 

DIAMANT, M. H. Kahn, Kleinman, Yanowitz Se Arnson Co., L. P. A. 
DIAMANT, M. H. Cardinal Industrial Products Corp. 84/06/20. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 25130: 139. 


06250182 Responds to NRC 840420 ltr re deviation noted in QA 
Program Insp Rept 99900791/84-01. Correc ti ve actions : extra 
meld details will be added 'to drawings to show as-built 
condition. 

CANUP, J. D. Bahnson Co., Inc. (subs, of Hillman Coal it Coke Co. ). 
84/06/08. Region 4, Office of Director. POTAPOVS, U. Vendor 
Program Branch. 7pp. 25130: 146. 


06250249 Responds to NRC 840601 ltr re nonconformance noted in QA 
Program Insp Rept 9990071 5/84-01. Correc tive actions: bul letin 
boards will be checked monthly by QA officer to assure that 
documents not covered or removed. 

LOCASCIO. A. T. GH-Bettis Co. 84/06/08. POTAPOVS, U. Vendor Program 
Branch. 2pp. 25117:358. 


06250278 Responds to 840511 notice of violation from insp on 840326- 
28. Correc tive actions: formal std practice procedure written 
on 840524 for administrative reporting of "Defects 8< 

Noncomp liances" per 10CFR21. 

JONES. K. C. Johnson Controls, Inc. 84/06/08. POTAPOVS, U. NRC - No 
Detailed Affiliation Given. 2pp. 25118:058. 


06250282 Responds to NRC 840518 ltr re nonconformance noted in QA 
program insp rept. Corrective actions: program review of 
certified matl test repts initiated. Reportab i 1 ity per Part 
21 will be determined. 

FIELDER, D. Cardinal Industrial Products Corp. 84/06/13. 

POTAPOVS, U. Vendor Program Branch. 6pp. 25115:101. 


06260217 Responds to NRC 840514 ltr re nonconformance noted in QA 
program insp rept on 840402-05. Correct ive ac ti ons: genera 1 
instruction will be issued within 30 days to production 
personnel re use of work ctr files. 

COVEY, J. M. Atwood & Morrill Co., Inc. (subs, of Foster Wheeler 
Corp. ). 84/06/12. POTAPOVS, U. Region 4, Office of Director. 3pp. 

25150: 262. 


06260247 Forwards QA Program Insp Rept 99900387/84-01 on 840423-27 
in notice of nonconformance. 

POTAPOVS, U. Vendor Program Branch. 84/06/11. BIJARCHI, I. GA 
Technologies. Inc. /General Atomic Co. 3pp. 25149:259. 


■8406260249 Notice of nonconformance from insp on 840423-27. 
* Vendor Program Branch. 84/06/11. 2pp. 25149:262. 


8406260257 QA Program Insp Rept 99900387/84-01 on 840423-27. 
Noncompl iance noted: fai lure to provide monthly trend 
analysis evaluation repts & failure to document procedures 
for equipment qual if ication activities. 

HUBBARD, G. T. , HALE, C. J. Vendor Program Branch. 84/06/0B. 19pp 
25149:264. 


06260297 Forwards QA Program Insp Rept 99900378/84-01 on 840507-11. 
No noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/06/11. SWANSON, N. E. 

Acme— Cleveland Co. 2pp. 25150:113. 


8406260301 QA Program Insp Rept 99900378/84-01 on 840507-09. No 
noncompliance noted. Major areas inspected : status of previous 
insp findings & review of test rept of test conducted per 
Qualif ication Test Plan 207. 

AGEE, U. R. , HALE, C. J. Vendor Program Branch. 84/06/07. 5 dd. 
25150:115. 


8406260300 Forwards QA Program Insp Rept 99900075/84-01 on 840409- 
notice of nonconformance. 

POTAPOVS. U. Vendor Program Branch. 84/05/30. RANKIN, R. S. MCC 
Pacific Valves. 2pp. 25150:120. 


— 8406260305 Notice of nonconformance from insp on 840409-11. 
* Vendor Program Branch. 84/05/30. Ip. 25150: 122. 


— 8406260309 QA Program Insp Rept 99900075/84-01 on 840409-11. 
Nonconformance noted : measures for ins p, t e s t i ng , accep t ing or 
stamping of furnished replacement or spare valve parts not 
established in QA manual. 

KELLEY, W. D. , BARNES, I. Vendor Program Branch. 84/05/29. 8pp 
25150 123. 


8406260302 Forwards QA Program Insp Rept 99900603/84—01 on 840416- 
No noncomp liance noted. 

POTAPOVS, U. Vendor Program Branch. 84/06/32. WHELAN, J. M. Fac 
Mutual Engineering Corp. 2pp. 25150: 131. 


— 8406260303 QA Program Insp Rept 99900603/84—01 on 840416-20. No 
noncompliance noted. Major areas inspected : organization, 
auth or i rat ions of authorized insp agency & inspectors, 
contracts serviced & status of previously identified items. 
SUTTON, J. W. , HALE, C. J. Vendor Program Branch . 84/06/05. 7pp 

25150: 133. 


8406260334 Forwards QA Program Insp Rept 99900404/84-02 on 840430- 
it notice of violation. 

POTAPOVS, U. Vendor Program Branch. 84/06/12. GALLAGHER, J. L. 
Westinghouse Electric Corp. 2pp. 25150:302. 


— 8406260335 Notice of violation from insp on 840430-0504. 
* Vendor Program Branch. 84/06/04. 2pp. 25150:304. 


— B406260338 QA Program Insp Rept 99900404/84-02 on 840430-0504. Vi 
noted: number it location of defective Barton transmitters 
supplied at facilities not included in 830831 Part 21 rept. 
BRICKLEY, R. H. , HALE, C. J. Vendor Program Branch. 84/06/04. 2 

25150: 306. 


8406260345 Responds to NRC 840515 ltr re nonconformance noted in Q 
Program Insp Repts 99900277/83-01,83-02 & 83— 03. Corrective 
actions: cab le requalification test repts documented & made 
available to customers & test program will continue. 

LITTLEHALES, G. Rockbestos Co. 84/06/15. POTAPOVS, U. Vendor 
Program Branch. ISpp. 25150:342. 


8406260387 Responds to NRC 840525 ltr re nonconformance noted in G, 
Program Insp Rept 99900404/84-01 . Correc tive ac t i ons: aud i ts 
of development it use of computer code & safety-related 
activities performed. 

GALLAGHER, J. L. Westinghouse Electric Corp. PA-84-971. 84/06/1; 

POTAPOVS, U. Vendor Program Branch. 2pp. 25152:090. 


8406260421 Forwards QA Program Insp Rept 99900832/84-01 on 840305-1 
& notice of nonconformance. 

POTAPOVS, U. Vendor Program Branch, 84/06/11. JERSE, J. Power 
Breakers, Inc. 2pp. 25154:083. 


— 8406260425 Notice of nonconformance from insp on 840305-09. 
* Vendor Program Branch. 04/06/11. 6pp. 25154:085. 


— 8406260434 QA Program Insp Rept 99900832/84-01 on 840305-09. 
Noncompliance noted: QC program description did not define 
distribution equipment engineering & mfg operation QC 
procedures & div procedures applicable to vendor QA. 

MCNEILL, W. , HALE, C. J. Vendor Program Branch. 84/06/04. 36pp 
25154:091. 


8406270140 Discusses implication of Exxon Nuclear Co QA nonconform 
re Cycle 10 reload, identi fied in QA Program Insp Rept 
99900081/84-01. QA findings will not impact safe plant 
o pera tion. 

ZIMMERMAN, S. R. Carolina Power & Light Co. NLS-S4-267. 84/06/2 

VARGA, S. A. Operating Reactors Branch 1. 7pp. 25161:206. 24X 

Fiche: 50-261, 84/06/22, 8406270140. 


8406270180 Ack receipt of 840608 ltr informing NRC of steps taken 
correct violation noted in QA Program Insp Rept 
99900291/84-01. 

POTAPOVS, U. Vendor Program Branch.' 84/06/26. JONES, T. Johnso 
Controls, Inc. Ip. 25161:298. 


8406280243 Ack receipt of 840614 ltr informing NRC of steps taken 
correct nonconformance/deviation noted in QA Program Insp 
Rept 99900837/84-01. 

POTAPOVS, U. Vendor Program Branch. 84/06/27. MILLER, W. 0. Wee 
Instrument Co., Inc. Ip. 25179:099. 


NONDOCKETED ITEMS 


7 Ack receipt of 840504 ltr informing NRC of steps taken to 
nonconformances noted in QA Program Insp Rept 
9/04-01 . Reeva 1 uat i on of noncompliances requested to 
hen areas of potential weakness. 

S, U. Vendor Program Branch. 84/06/27. KELLEY , R . B . Stone t 
Engineering Corp. 2p p. 25178:081. 


9 Forwards QA Program Insp Rept 99900902/84-01 on 840522-25. No 
1 ian c e noted. 

5. U. Vendor Program Branch. 84/06/15. HOLBROOK* W, W. Wyle 
Dries. 4pp. 25211:306 


*16 QA Program Insp Rept 99900902/84-01 on 840522-25. No 
npliance noted. Major areas inspected: documentation 
j e s * qua 1 i f i ca t i on plan/repti investigation test rept. 
ise orders & electrical equipment. 

3N* A. R. , HALE/ C. J. Vendor Program Branch. 84/06/13. 10pp. 

310. 


5 Forwards QA Program Insp Rept 99900831/84-01 on 840227-0302 
1 of nonconformance. 

i« U. Vendor Program Branch. 84/06/13. PLEUNIK, B. ICO 
!ico, Inc. 2pp. 25211:109. 


99 Notice of nonconformance from insp on 840227-0302. 
dor Program Branch. 84/06/13. 3pp. 25211:111. 


04 QA Program Insp Rept 99900831/84-01 on 840227-0302. 
pi iance noted: patrol insp record review revealed not 
ations checked monthly $< records did not give 
ce that insp procedure fully implemented. 

L/ W. < HALE/ C. J. Vendor Program Branch. 84/06/05. 30pp. 

114. 


REGULATORY GUIDES 


Partial response to FQIA request for 16 categories of 
•© Midland. Forwards documents listed on App A. 

M. Division of Rules and Records. 84/05/17. RICE/C. M. 
St Ellis. 3pp. 25300:001. 


?1 Reg Guide 1.58/ "Qua 1 i f i cat i on of Nuclear Power Plant Insp/ 
Testing Personnel. " 

lie Energy Commission. BOX 11. 73/08/30. 2pp. 25382:117. 


>3 Summary of 790821-22 meeting ui/Bechtel Power Corp, St San 
■co Power Div re generic application of QA topical 
I— TOP-1 St proposed exceptions to Reg Guide 1, 123 as 
to ASME Code shops. 

J. W. Quality Assurance Branch. BOX 13. 79/08/27. 

I. P. Quality Assurance Branch. Ip. 25402:276. 


Forwards DA Schlissel FQIA request for documents re May 
Guide 1.44 (Item 9 of request). 

Energy/ Dept. of. 03148402N. 84/03/23. FELTON/ J. M. 

of Rules and Records. 6pp. 24803:155. 


Partial response to FOIA request for documents re Reg Guide 
ard* App A documents. Documents also available in 

M. Division of Rules and Records. 84/04/16. 

/ D. A. New York. State of- 5pp. 24803; 161. 


1 Forwards Reg Guides 1.37.1.38,1.39/1.40 8c 1.41. W/o ends. 
L. Atomic Energy Commission - Directorate of Regulatory 
ds. 73/04/06. Atomic Energy Commission — Directorate of 

ory Standards. Ip. 24803: 186. 


D Forwards draft Reg Guide 1.42, "Control of Use of Sensitized 
ss Steel. " Corrections or changes requested by 

*1. Atomic Energy Commission. 73/04/12. TABOADA, A. * 

Atomic Energy Commission. 15pp. 24803:169. 


8406060296 Comments on Rev 3 to Reg Guide 1.28. Correct draft 
referenced is May 1984 not Oct 1983 Rev 3. 

VESSELY, J . E. American Society of Mechanical Engineers. 84/05/29. 
Docketing & Services Branch. Ip. 24657:166. 


8406110225 Forwards revised rept on status of compliance ui/Rev 2 to 
Reg Guide 1.97, per 840229 & 0409 1 tr s. Imp 1 ementa ti on plans 
re Sup p 1 1 to NUREG-0737 also end. 

COUNSIL, U. G. Connecticut Yankee Atomic Power Co. A02959. 84/05/3 
MILLER. J. R. Operating Reactors Branch 3. 27pp. 24871:058. 24X 

Fiche. 50-000,84/05/31, 8406110225. 


8406150139 Notification of 840620 meeting w/util in Bethesda*MD to 
discuss implementation of Reg Guide 1.97 requirements & 
utilizing safety parameter display sys for display. 

MINER, S, Operating Reactors Branch 4. 84/06/08. STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 24960:143. 24X 

Fiche: 50-312,84/06/08, 8406150139. 


8406100304 Notifies of extension to schedule for completing engineerir 
assessment of Reg Guide 1.97,Suppl 1 to NUREG-0737, re 
emergency response f ac i 1 i t ie s, per 830419 1 tr. Extension 
reflects need to concentrate on 1984 refueling outage. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-61. 

84/06/12. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 
24961:168. 24X Fi ch e: 50-271 , B4/06/12, 8406180304. 


8406250322 Ack receipt of 840515 response to NRC 840220 ltr re IE Insp 
Rept 50-423/84-18. Corrective action will be examined during 
future insp. Util position on Reg Guide 1.75 will be 
evaluated. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/06/15 MARTIN. T. T. Division of Engineering & 
Technical Programs. 2pp. 25117:339. 24X Fiche : 50-423, 84/06/15* 

B406250322. 


— 8406250326 Responds to NRC 840228 ltr re deviation noted in IE Insp 
Rept 50-423/84-18. Cable installation complies w/Reg 
Guide 1.75. Splices not utilized in raceways. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). B 1 1 193. 84/05/15. MARTIN, T. T. Division of 

Engineering V. Technical Programs. 3pp. 25117:341. 24X 

Fiche: 50-423, 84/06/1 5, 8406250322. 


8406280412 Notifies of CRGR Meeting 65 on 840627 in Bethesda*MD to 
review encl proposed Rev 3 to Reg Guide 1.28, "QA Program 
Requirements." W/o encl. 

STELLO, V. Committee to Review Generic Requirements. 84/06/18. 
JORDAN, E. L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Saf eguards, Director. ROSS, D. F. Office of Nuclear Regulatory 
Research, Director. Ip. 25194: 361. 


8406230421 Documents reasons for accepting late implementation dates 
for safety parameter display sy s, emerg ency operating 
procedures & Reg Cuide 1. 97. 

TAM, P. S. Operating Reactors Branch 1. 83/08/29. EISENHUT, D. G. 

Division of Licensing. 2pp. 25194:359. 24X Fi che: 50-334, 83/08/29, 

8406280421. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8310110156 "Tests & Criteria for Fire Protection of Cable 
Penetrations," final rept. 

WILLIAMSON, R. B, Lawrence Berkeley Laboratory. 83/08/31. NRC - N 
Detailed Affiliation Given. 27pp. 25090:180. 


8406110015 "Severe Accident Research Program, Quarter ly Rept, May 1984." 
* Battelle Memorial Institute, Pacific Northwest Laboratories. 
84/05/31. Commissioners 55pp. 24897: 112. 


8406210094 "Pressure Vessel Fluence Benchmark Calculations." 

CAREW, J. F. , COKINOS, D. M. , KOHUT, P. Erookhaven National Laboratory. 
FIN A— 3387. BNL-NUREG-347 1 5. B4/02/29. NRC - No Detailed 

Affiliation Given. 80pp. 25091:214. 


-onwards "Susquehanna Steam Electric Station Conformance to 
1.97, Rev 2," in response to Suppl 1 to NUREG-0737. REVIEW GRP NRC RESEARCH REVIEW GROUPS 

spies requirements of Unit 2 license per — 

bs made in 830415,0722 & 840314 ltrs. 

y. Pennsylvania Power & Light Co. PLA-2222. 84/05/31, B404250256 Forwards finding re safety significance of facility 

.A I i rensina Branch 2. Id. 24838 : 217 24 X allegations. Ren ulatoru action ta ken to date SD oroor iate, 


-8406190637 Forwards Itr sent to Chairman of Advisory Panel for 
Decontamination of TMI-2, transmitting repts re investigation 
of allegations on admin istrative cleanup def i c i enci es . W/o 
enc 1. 

PALLADINOj N. J. Commissioners. 84/05/30. UDALL, M. K. House of 
Rep. , Interior ?< Insular Affairs. 2pp. 25047:333. 24X 

Fiche: 50-320. 84/04/ 1 1 , 8404250256. 


-8406190641 Forwards draft ltr to A Morr is, chairman of Advisory Panel 
for Decontamination of TMI-2, transmitting documents re final 
resolution of technical considerations dealing w/cleanup 
all egat ions. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/22. PALLADINO, CILINSKY, ROBERTS Commissioners. Ip. 
25047:348. 24X F i c h e : 50-320, 84/04/ 1 1 , 8404250256. 


-8406190642 Forwards revised draft ltr to A Morris, chairman of Advisory 
Panel for Decontamination of TMI-2 re status of review of 
Ofc of Investigations interim rept re cleanup allegations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/05/21. DIRCKS, W. J. Office of the Executive Director for 
Operations. 4pp. 25047:349. 24X Fiche: 50-320, 84/04/11, 

8404250256. 


1405290002 Responds to 840103 ltr re plans in HTGR development & desire 
to interact w/NRC HTGR program progress. Advanced Reactors 
Group, in Div of Safety Technology, NRC point of contact for 
reviews St future interactions on LMFBR & HTGR. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/15. GRIFFITH. J. D. Energy, Dept. of. 2pp. 24683:244. 


—8405290003 Comments on HTGR program. Demonstration of 1 ic en sab i li ty main 
objective. NRC continued dialogue w/DOE HTGR program & US 
industry essential. Discussion of integrated approach & 
generic HTGR safety topics anticipated in early 1984. 

GRIFFITH, J. D. Energy, Dept. of. 84/01/03. DIRCKS, W. J. NRC - No 
Detailed Affiliation Given. 2pp. 


1406050214 Forwards summary of activities for May 1984. Summary will be 
included in EDO weekly rept to Commission for wk ending 
840601. 

SNIEZEK, J. Regional Operations & Generic Requirements. 84/06/01. 
Regional Operations & Generic Requirements. 3pp. 24840:283. 


1406260602 Requests comments on end 840605 memo re proposed rev to 
1OCFR20 concerning stds for protection against radiation. 

Response requested by 840611, W/o enc 1. 

STELL.O, V. Committee to Review Generic Requirements. 84/06/08. 
MATTSON, R. Office of Nuclear Reactor Regulation, Director. 

JORDAN. E. Director's Office, Office of Inspection and Enforcement. 
CUNNINGHAM, R. Office of Nuc lear Material Safety & 

Safeguards, Director. Ip. 25164:220. 


1406280412 Notifies of CRGR Meeting 65 on 840627 in Eethesda.MD to 
review end proposed Rev 3 to Reg Guide 1.28, "QA Program 
Requirements." W/o end. 

STELLO, V. Committee to Review Generic Requirements. 84/06/18. 
JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Safeguards. Director. ROSS,D.F. Office of Nuclear Regulatory 
Research, Director. Ip. 25194:361. 


1406290327 Notification of CRGR Meeting 66 on 840711 in Bethesda.MD to 
discuss plans to address pipe cracking & propose resolution 
of Unresolved Safety Issue A-43, "Containment Emergency Sump 
Performance. “ 

STELLO, V. Committee to Review Generic Requirements. 84/06/27. 
EISENHUT.D. Office of Nuclear Reactor Regulation, Director. 

JORDAN. E. L. Director's Office. Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety 8c 
Saf eguards. Director. 2pp. 25205:289. 


iECY POSITION PAPERS BEFORE THE COMMISSION 


1406040031 SECY-84- 187 

Recommends that Commission approve publication of notice of 
final rulemaking amending 10CFR2. 787 re abolishment of 
position of vice chairman of ASLAB. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/04. 8pp. 24807:313. 


(406050015 Forwards SECY-B4-36, RC DeYoung 840203 ltr to GPU, BB Hayes 
840302 memo, 8 Snyder 840411 memo h. W DiTcks 840430 memo re 
staff review & response to Ofc of Investigations rept on 
cleanup allegations per B40803 request. 

PALLADINO, N. J. Commissioners. 84/05/30. MORRIS, A. E. Advisory 
Council for Decontamination of TMI Unit 2. MORRIS, A. E. Lancaster, 
PA. 2pp. 24662:086. 24X Fi che: 50-320, 84/05/30, 840605001 5. 


—8406050019 SECY-84-036 

Summarizes staff review 8c response to Ofc of Investigations 
rept on cleanup al 1 e ga t i ons. Ac t i on p lan, detai led response & 
831007 ltr end 

DIRCKS, W. J. Office of the Executive Director for Operations 
84/01/25. 174pp. 24662:088. 24X F i c h e : 50-320, 84/05/30, 

8406050015. 


8406070098 Further response to FOIA request for release of all 1 
SECY papers. SECY-82-322, SEC Y-82-341 , SECY-82-342, SECY-82-370 
&c SECY-82-373 withheld in part or in entirety (ref FOIA 
Exemption 5 & 10CFR9. 15). Appeal may be filed within 30 days. 
FELTON, J. M. Division of Rules and Records. 84/04/17. WEISS, 
Union of Concerned Scientists. 3pp. 24852: 147. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


--8209160036 SECY-82-341 

Recommends that UCS request for shutdown of Indian Point, 
Units 2 8-. 3 be treated as 10CFR2. 206 petition. 

BICKWIT.L. Office of the General Counsel. 82/08/17. 2pp. 
24852:170. 24X Fiche: 50-000. 84/04/17, 8406070098. 


— 8209160050 SECY-82-342 

Informs of govt opposition to util petition for writ of 
certiorari in CT Light !< Power vs NRC. NRC reply brief encl. 
SLAGGIE, E. L. Office of the General Counsel. 81-2293. 82/C 

15pp. 24852: 172. 


— 8406070119 SECY-82-370 

Summarizes & analyzes comments & replies to ASLB partial 
initial decision on cheating incidents re TMI-1 restart. 
BICKWIT.L. Office of the General Counsel. RATHBUN, D. K. Of 
Policy Evaluations. 82/09/08. Ip. 24852: 187. 24X 

Fiche: 50-000, 84/04/17, 8406070098. 


— 8406070124 SECY-82-373 

Informs of denial of 820406 petition to delay startup until 
accommodations made for complete offloading of reactor core. 
MALSCH, M. G. Office of the General Counsel. 82/09/14. 34pp 
24852:188. 24X F i c h e : 50-000. 84/04/17, 8406070098. 


8406110057 SECY-84-216 

Supplies plan & schedule to increase security measures at 
nonpauer reactors that use high enriched U fuel, in response 
to 840223 staff requirements memo. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/25. 43pp. 24897:030. 


8406110060 SECY-84-211 

Responds to Commission request for notice of proposed 
rulemaking for limiting use of high enriched U in nonpouier 
reactors. Proposed rule, regulatory analysis & environ 
assessment & findings of no significant impact encl. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/22. 49pp. 24896:343. 


8406 110093 SECY-84-220 

Informs Commission of developments in reduced enrichment in 
research & test reactor program which may affect current 
reactor low enriched U fuel conversion schedules & recent 
meeting w/European officials. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/30. 6pp. 24883:323. 


8406130018 SECY-84-221 

Recommends that Commission approve TMI-1 restart proceeding 
license conditions. License conditions encl. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/31. 17pp. 24936:329. 24X Fiche: 50-289, 84/05/31, 840613 


8406190640 SECY-83-499 

Provides Commission w/status rept re review of FAA program 
of delegating to private persons certain FAA functions & 
possible f orm, b enef i ts & drawbacks of alternatives to NRC 
representative at plants under const. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/12/05. 16pp. 25027:339. 


8406200065 SECY-84-223 

Recommends Commission approve for FR pub 1 i cati on, notice of 
final rulemaking or notice of proposed rulemaking on Ap p E 
to 10CFR50 re frequency of emergency preparedness exercises. 
Issue recommended for consideration at open meeting. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/01. 90pp. 25053:175. 


8406200499 SECY-84-233 

Requests that Commission approve proposed final decision for 
publication in FR fc Chairman transmit encl dTaft ltr to DOE 
indicating that Commission concurs in guidelines for site 
recommendations for nuclear waste repositories. 

DIRCKS, W. J. Office of. the Executive Director for Operations. 


NONDOCKETED ITEMS 


103 Comments on draft NRR memo re regulatory effectiveness 
w (RER)i per 840510 request. Potential sabotage 
rabilities should be corrected per backfit procedures. 

RER repts held pending resolution of RER issues. 

E. G. Office of Nuclear Reactor Regulation; Director. 84/06/08. 
EFT. R.F. Division of Safeguards 3pp. 25225:212. 24X 

: 50-000, 84/06/08, 8406290103 


50287 SECY-83-321 

jests approval of end proposed plan to manage 
it-specific backfitting of operating pouer reactors 
lual Chapter 0514). 

IKS, W. J. Office of the Executive Director for Operations. 

J9/05. 25p p . 25225:219. 24X Fi c h e : 50-000, 84/06/08, 84062901 03. 


100 STATE PROGRAMS 


28 Forwards analysis supporting util conclusion that plant 
ion & maint will not affect archeological 
teri sties of SLO-2 site t>. State of CA 1 tr concurring 
conclusion. 

ER, U. O. Pacific Cas & Electric Co. DCL-84-196. 84/05/29. 

□N, G. W. Licensing Branch 3. 6pp. 24758:018. 24X 

50-275, 84/05/29. 8406010128. 


30 Confirms 840430 telcon re administra t ive & technical aspects 
te of ND radiation control program. Prog ram adequate to 
t public health & safety & compatible uj/Commission 
m for regulation of matls. 

3»J. T. Region 4, Office of Director. 84/05/15. LOMMEN, M. A. 
Dakota, State of. 4pp. 24807:321. 


30 Comments on petition for rulemaking re DOE guidelines for 
endation of sites for nuclear waste repositories, 
bs Commission hold addl hearing to receive comments. 

B. Mississippi, State of. 49FR9650. 84/05/25. CHILK,S. J. 

of the Secretary of the Commission. Ip. 24795:242. 


58 Ac k receipt of 840504 & 07 ltrs responding to NRC technical 

;s &*. recommendations re review of State of KS 

ion control program. Cooperative working relationship 

id. 

I, J. T. Region 4, Office of Director. 84/05/30. SABOL, B. 
State of. 2pp. 24841:023. 


17 Advises that 840227,0413 & 25 proposed changes to State of 
ation control program adequate. Eva luat ion of revised 
egulations pending. 

U. B. Region 5, Office of Director. 84/05/21. RANK, P. C. 
nia, State of. Ip. 24838:349. 


4 Comments on petition for rulemaking re draft DOE guidelines 
omnendation of sites for nuclear waste repositories, 
a public meeting for parties who originally appeared 
Commission on subj. 

SKI » T. J. Minnesota, State of. 49FR9650. 84/05/30. 

. J. Office of the Secretary of the Commission. 7pp. 

09. 


2 Notifies of upcoming meetings scheduled during 840531-0913, 
mitment at 830719-20 meetings. Schedule will be 
weekly. 

T. \J. Energy, Dept. of. 00539. 84/05/18. LINEHAN, J. NRC - 

lied Affiliation Civen. 2pp. 24854:047. 


6 Notifies of upcoming meetings scheduled during 840531-0913, 
mitment at 830719-20 meetings. Schedule will be 
weekly. 

T. v#. Energy, Dept. of. 00548. 84/05/25. LINEHAN, J. NRC - 

iled Affiliation Given. 2pp. 24854:045. 


9 Notifies of upcoming meetings scheduled during 840515-0626, 
mitment at 830719-20 meetings. Schedule will be 
weekly. 

T. S. Energy, Dept. of. 00547. 84/05/11. LINEHAN, J. NRC - 

iled Affiliation Given. 2pp. 24854:043. 


3 Trip rept of Ofc of State Programs 840503-04 state workshop 
Low land burial & alternative disposal concepts, 
ailable on disposal alternatives for dialogue 
2 & for decisionmaking lacking. 

Policy St Program Control Branch (Post 831001). 84/05/17. 


8406110176 Forwards Amend 23 to License 12-13536-01 for Chem-Nucle, 
Barnwell low level waste disposal site. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Program- 
84/05/25. Affiliation Not Assigned. Ip. 24881:247. 


8406110227 Responds to 840507 ltr re interpretation of quarterly 
allowable occupational exposure 1 imit. I nd ivid ua 1 allowed to 
receive up to 3 rems per calendar quarter if exposure 
history known, as defined under 10CFR20. 101(a) it (b). 

HEYER, R S. Region 4, Office of Director. 84/06/04. PATRICK, D. I 
North Dakota, State of. 2pp. 24871:293. 


8406110275 Discusses NRC/state responsibilities in radiation monitc 
of steel shipments at US/Mexico border crossings. Procedure s 
for coord ination u/US Customs Svc & responding to survey 
findings outlined. 

COLLINS, J. T. Region 4, Office of Director. 84/06/05. BUHL, T. 
Mexico, State of. Ip. 24871:025. 


8406110292 Provides understanding of roles of each state it NRC in 
monitoring steel shipments & response to survey findings. 
Instrumentation & training provided to US Customs personnel. 
COLLINS, J. T. Region 4, Office of Director. 84/06/03. TEDFORD, C 
Arizona, State of. Ip. 24868:155. 


84061 10373 Submits Nevada Nuclear Waste Site investi gation rept for 
of 840213. 

PRESTHOLT, P. T. Nevada, State of. 84/02/17. BROWNING, R. E. Divi 
of Waste Management. 2pp. 24880:348. 


8406110375 Submits Nevada Nuclear Waste Site investigation rept for 
of 840423. 

PRESTHOLT, P. T. Nevada, State of. 84/04/27. BROWNING, R. E. Divi 
of Waste Management. 3pp. 24880:345. 


8406110436 Forwards summaries of recent activities of State Interag< 
Task Force re 0 mining, mi 1 1 ing & tailings mg t. Di sc ussi on 
items for 840418 meeting listed. 

HENNIGAN, F. A. Virginia, Univ. of. Char lottesvil le, VA. 84/04/11. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Brant 
2pp. 24883:231. 


— 8406110439 Forwards summaries of recent activities of State Inter* 
Task Force re U min ing, mi 1 1 ing & tailings mgt, per R Collins 
r eque st. 

HENNI GAN, F. A. Virginia, Univ. of, Charlottesville, VA. 84/04/3 
NUSSB AUMER, D. A. Assistant Director for State Agreements Prograr 
27pp. 24883:233. 


8406120080 Discusses State of VA U Adminstrati ve Group Interagency 1 
Force 840503 meeting in R ic hmond, VA. Rep t from chairman, 
meeting minutes It conceptual outline for task force rept 
end. 

DOTSON, A. B. Virginia, Univ. of, Chari ottesvil le, VA. 84/04/26. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branc 
28pp. 24898:307. 


8406120498 PNO-IV-84-009: on 840604, emp log ee of Gulf Nuclear, Inc 
received estimated 29 rein whole body exposure. Employee 
removed 20 Ci Ir-192 source. Source placed on work bench for 
wee kend . Exp osure levels will be checked. 

HEYER, R. S. Region 4, Office of Director. B4/06/06. Ip. 24891:0 


8406120598 Final response to FOIA request for five categories of 
documents re Barnwell, SC & Beatty, NV low level radwaste 
disposal si tes. Forwards App A documents. Documents also 
availab le in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWARTZ, £ 
Wisner & Schwarz. 3pp. 24915:299. 


— 8406120617 Forwards table showing vol i>. activity of waste buTied a 
three commercial low level sites cumulative through CY82. 

NUSSB AUMER, D. A. Assistant Director for State Agreements Progran 
83/03/21. Nevada, State of. 2pp. 24916:034. 


— 8406120619 Forwards table showing vol St activity of waste buTied a 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Progran 
84/02/13. Nevada, State of. 2pp. 24916:038. 


— 8406120610 Responds to Sniezek 800117 memo re waste vol limitatior 
low level disposal site. If facility it shippers allowed to 


•8406120619 Forwards table showing vol & activity of waste buried at 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/02/13. Nevada, State of. 2pp. 24916:038. 


-8406120609 PNA-80-003 : d ur ing 800115 meeting w/State of TX senator 8c 
assistant manager of Ga lveston. TX, NRC learned that Todd 
Shipyards voluntarily shut down on 800116. 

KERR, G. W. , SCHNEIDER, K. N. NRC - No Detailed Affiliation Given. 
80/01/16. Ip. 24915:316. 


■8406120611 PNA-80-009: lead container fell from conveyer belt in Todd 
Shipyard bldg where scintillation vials crushed. 

Contamination tracked to ofcs & areas outside bldg. Worker 
thyroid tests from hosp negative. 

KERR, G. W. , BOLLING, L. A. NRC - No Detailed Affiliation Given. 
80/02/14. Ip. 24913:319. 


•8406120613 PNA-80-015: on 800403/ Todd Research 8c Development Div found 
discrete radiation source containing contaminated trash 8c 
liquid sc inti llation. Radiation surveys disclosed levels of 
150 mR/h gamma & 2R/h beta at package surface. 

KERR, G. W. , LUBENAU, J.O. NRC - No Detailed Affiliation Given. 
80/04/23. Ip. 24916:012. 


8406120616 PNA-80— 017: fire occurred at Todd Research 8c Development Div. 
Ignition source undetermined . Fir e destroyed bldg where 
drums containing vials of liquid scintillation opened. No 
injuries occurred. 

KERR, G. W. » LUBENAU, J. 0. NRC - No Detailed Affiliation Given. 
80/05/05. Ip. 24916: 013. 


8406120621 PNA-80-009A: Tod d Shipyards will be permanently closed after 
contract exp ires. Hig best urinalysis of contaminated workers 
was approx 1 X max permissible body burden. Contaminant was 
Sr- 90. 

KERR/G. W. , BOLLING, L A. NRC - No Detailed Affiliation Given. 
80/02/15. Ip. 24915:320. 


8406120619 Forwards table showing val & activity of waste buried at 
three commercial low level sites cumulative through CY83. 
NUSSBAUMER , D. A. Assistant Director for State Agreements Programs. 
84/02/13. Nevada, State of. 2pp. 24916:038. 


06130034 Comments on proposed rules 10CFR2 it 50 re regulatory reform 
proposal concerning rules of practice 8« rules for licensing 
production 8< utilization fac i 1 i ties. Proposed amends would 
negatively affect repository licensing process. 

LOUX/R.R. Nevada, State of. 49FR 14698 015. 84/06/04. Docketing 

8c Services Branch. 11pp. 24915: 141. 


06130126 Comments on petition for rulemaking re revs to DOE siting 
guidelines for selection of high level radwaste 
repositories. Representatives of State of WI will attend 
340622 public hearing to orally present views. 

EARL, A. S. Wisconsin, State of. 49FR9650 . 84/06/06. PALLADINO, N. J. 
Commissioners. Ip. 24913:017. 


06130329 Agenda for Radwaste Advisory Council 840518 meeting in 
-acey.WA re dry run of public hearings DOE will conduct 
statewide on repository siting activities 8c BWIP & review of 
Board action on 840420 concerning new role. 

* Washington, State of. 804. 84/05/11. Washington, State of. 

Ip. 24919:351. 


>6140041 Submits estimate of value of vitro site aquifer. 

SMITH, Cr. J. Utah, State of. 83/09/16. ALKEMA, K. L. Utah, State of. 
f-pp . 24939:241. 


>6140045 Requests approval to publish end FES for remedial action at 
Former vitro rare metals plant site. South Salt Lake,UT. 
tecard of decision requested by mid-Jul 1984. 

:OFFMAN, F. E. Energy, Dept. of. NE-24. 84/03/09. MARES, J. W. 

Energy, Dept. of. 2pp. 24939:233. 


>6140048 Notifies of upcoming DOE meetings w/NRC, as result of 830719- 
SO meetings. Notice will be updated weekly. Host organization 
should be contacted if attendance desired. 

rAYLOR, T. J. Energy, Dept. of. 526. 84/04/27. LINEHAN, J. NFC - No 

>ctailed Affiliation Given. CHR ISTQFFERSON Utah, State of. 
r R ISHMAN, S. Texas, State of. 2pp. 24939:230. 


>6140133 Proposed agenda for Nevada Nuclear Waste Site Investigations 
140724-27 hydrology workshop w/State of NV. DOE 8< USGS. 

► hffiC -No Detailed Affiliation Given. 00276. 84/07/24. NRC - 

lo Detailed Affiliation Given. 2pp. 24955:101. 


>6140137 Suggested topics for Nevada Nuclear Waste Site 
[nvestigations/NRC 840717-19 workshop on conceptual design. 
► NFC - No Detailed Affiliation Given. 00279. 84/07/17. 

to Detailed Affiliation Given. 4pp. 24955:090. 


8406140304 Forwards Rev 0 to SD-BWI-DIC-003, “Status of State of 
Concerns (Via Final Golder Rept> Per Site Characterization 
Rept. " Issues identified in Golder Rept will be addressed in 
site charac teri zation plan. 

OLSON, 0. L. Basalt Waste Isolation Project. OLSON, O. L. Energy 
Dept. of. 00822. 84/05/11. STEVENS, D. W. Washington, State a 

lp. 24954:313. 


—8406140306 SD-BWI-DIC-003 ROO 

Rev 0 to SD-BWI-DIC-003, “Status of State of WA Concerns 
(Via Final Golder Rept) Per Site Character i zat i on Rept." 

ASH, E. B. , RUTZ, A. C. Rockwell International Corp. 84/04/20. 
100pp. 24954:314. 


8406180352 Comments on proposed rule 10CFR40 re prohibiting mfg & 
importation of glass frit it glass enamel frit containing 
small amounts of U unless licensed by NRC. Supports rule. 

SPELL, W. H. Louisiana, State of. 49FR 18308 005. 84/06/12. 

Docketing 8< Services Branch. lp. 24967: 198. 


8406180366 Comments on petition for rulemaking re DOE guidelines 
recommendation of sites for nuclear waste repositories. 

Supports preliminary decision on NRC concurrence. Urges NRC 
not to concur w/840514 version. 

LOUX, R. R. Nevada. State of. 49FR96SO. 84/06/07. PALLADINO, N 

Commissioners. 12pp. 24965:348. 


8406190434 Ack receipt of 840316 application to amend License DPR 
primary containment leakage test requirements it 840607 
monthly notice of amend applications to QL involving NSHC. 

No comments of fered, per 10CFR5O. 91 (b ) (3). 

HOUVENAGLE, T. Iowa, State of. 84/06/12. VASSALLO.D. B. Opera 
Reactors Branch 2. lp. 25021:355. 24X Fiche: 50-331, 84/06/12, 

8406190434. 


8406200398 NUREG/BR-0025 VI 0 N3 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR, G. W. Office of State Programs, Director. 84/05/24. llpp 
25058: 154. 


8406200511 Submits comments on site character i zat ion rept for BWII 
Need for more data in areas of hydrology, geology it 
geochemistry noted . Detai 1 ed evaluation by Golder Assoc, Inc 
end. 

MOOS, D. W. , GOULD, S. E. Washington, State of. 00842. 84/05/24. 

MORGAN, R. L. Energy, Dept. of. 4pp. 25068:193. 


8406210145 Advises that archaeologi cal reconnai ssance of Stamm pr< 
(Parcel 24W) located along Comm Ed Braidwood-to-Crete 
transmission line corridor completed. No sites located. 

WIANT , M. D. Illinois, State of. 84/06/13. STEVENS, J. Office < 

Nuclear Reactor Regulation, Director. lp. 25 057:130. 24X 

Fiche: 50-456, 84/06/13, 8406210145. 


8406210508 Forwards topical rept entitled, “Cement Solidified Was 4 
Meet Stability Requirements of 10CFR61, " for comment. W/o 
end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Progra* 
84/06/12. KIRNER, N. P. Washington, State of. Dept, of Social it 
Health Services. lp. 25093:269. 


8406220167 PNO-IV-94-012: on 840613, State of LA Nuclear Energy Div 
notified that three industrial radiography companies had 
reported potential overexposures to rad iograph ers during 
past 3 months. 

HEYER, R. S. Region 4, Office of Director. 84/06/14. 2pp. 

25088: 181. 


8406230318 NUREG-1052 

FEDERAL/STATE COOPERATION IN THE LICENSING OF A NUCLEAR 
POWER PROJECT. A Joint Process Between The U. S. Nuclear 
Regulatory Commission And The Washington State Energy 
Facility Site Evaluation Council. 

■* Office of Nuclear Reactor Regulation, Director. 84/05/31. ! 

Available at NRC. *4. SO. 25131:265. 


8406250087 Responds to 840403 ltr re NRC decision on DOE repositoz 
siting guidelines. Procedure followed thus far, allowed 
substantial opportunity for public comment & produced 
responsible decision. 

PALLADINO, N. J. Commissioners. 84/06/07. BRENNAN, J. E. Maine, 
of. 3pp. 25139:348. 


8406250183 Comments on proposed rules 10CFR2 it 50 re restructuring 
of nuclear power plant licensing process. Supports rules. 

LEWIS, N. D. Washington, State of. 49FR 14698 025. 84/06/14. 

CHILK, S. U. Docketing it Services Branch. 2pp. 25125:361. 


NRC - 


NONDOCKETED ITEMS 


250186, Package of three comments on petition for rulemaking re DOE 
idelines for rec ommei.da t i on of sites for nuclear waste 
posit or ies. 

NDERBRAND* C. Wisconsin* State of. THOMPSON* W. C. Af f il iation Not 
signed. MURPHY, M. R. Murphy i Davenport. 49FR9650. 84/06/20. 

ILADINO, N. J. Commissioners. 19pp. 25125:219. 


250192 Comments on petition for rulemaking re DOE guidelines for 
rommenda t i on of sites for nuclear waste repositories. 
tSHMAN, S. Texas* State of. 49FR9650. 84/06/15. PALLADINO* N. J. * 

.INSKY, V. , ROBERTS* T. M Commissioners. 3pp. 25120:324. 


150193 Comments on petition for rulemaking re DOE guidelines for 
:ommenda t i on of sites for nuclear waste repositories. 

Luests opportunity to be heard at 840622 meeting. 

'ENPORT* J.H. Murphy i Davenport. DAVENPORT* J. H. Nevada* State 
49FR96SO. 04/06/19. PALLADINO* N. J. Commissioners. Ip. 

20: 04*0. 


50251 Discusses State of SC requests for exemption from annual 
iological emergency preparedness exercise for state & 
al govts. FEMA would support NRC exemption from annual 
rcise requir ement. 

MM, R. W. Federal Emergency Management Agency. 84/06/19. 

DAN, EE. L. Division of Emergency Preparedness i Engineering 

pons e (Post 830103). 4pp. 25117:242. 24X Fic h e : 50-26 1 , 84/06/19, 

6250251. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8404240322 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham i Grand Gu If Nuclear Power 
Stations,” on behalf of TDI Diesel Generator Owners Group. 
MUSELER, W. J. TDI (Transamer ica Delaval, Inc.) Owners Group TD] 
04/04/20. DENTON* H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 24182:236. 24X Fiche: 50-000, 84/04/20* 8404240322 


— 8404240382 FAAA-84-3-16 

"Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham & Grand Gulf Nuclear Power Stations. " 

* Failure Analysis Associates. 84/04/19. 59pp. 24182-238 

Fiche: 50-000* 84/04/20, 8404240322. 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land . Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/17. RICE,C M 
Kirkland i Ellis. 3pp. 25300:001. 


— 7909210483 Summary of 790821-22 meeting w/Bechtel Power Corp*& Sa 
Francisco Power Div re generic application of QA topical 
rept BQ-TOP— 1 & proposed exceptions to Reg Guide 1. 123 as 
applied to ASME Code shops. 

GILRAY, J. W. Quality Assurance Branch. BOX 13. 79/08/27. 

HAASS * W. P . Quality Assurance Branch. Ip. 25402:276. 


50313 Comments on petition for rulemaking re DOE siting guidelines 
nuclear waste repositories. Concurs w/comments submitted 
State of UT on 840620. 

WART, W. J. National Parks Association. LOCKHART, W. J. Friends of 
Earth. LOCKHART. W. J. Utah Wilderness Association. 49FR9650. 
>6/20. NRC - No Detailed Affiliation Given. Ip. 25117:357. 


f031*9 Comments on petition for rulemaking re DOE general 
lelines for recommendation of sites for nuclear waste 
is i tor ies. Urges recognition of request for extension of 
tent period, per NRC 840622 meeting. 

IOP, W. A. Washington, State of. 49FR9650. B4/06/20. 

.AD I NO, N. 3. Commissioners. 2pp. 25117:327. 


0320 PNQ— V-84-037: on 840606* State of WA banned Adco Svcs, Inc 
i uses of US Ecology, Inc Richland, WA burial site i 
ended burial permit. 

AS, R. D. Region 5, Office of Director. 84/06/19, Ip. 

7: 36,0. 


0327' Comments on petition for rulemaking re DOE general 
elines for recommendation of sites for nuclear waste 
s i t or i es. Ad equate notice & opportunity for written 
ent it oral argument to all parties requested. 

EREL.L, L. Utah, State of. 49FR9650. 84/06/20. NRC - No 

iled Affiliation Given. Ip. 25115:107. 


0330 Package of two comments opposing petition for rulemaking re 
general guidelines for recommendation of sites for 
ear waste repositories. 

,D. F. Mississippi, State of. CHR I STOFFER SON Utah, State of. 

?6SO. 84/06/21. Commissioners. 9pp. 25118:348. 


308*7 Confirms 840427 discussion re review of State of AZ 
itlon control program. Ap p 1 icati on of NRC review 
Blirtes to program end. State regulations will be revised 
40 601. 

IN, %J. B. Region 5, Office of Director. 84/06/13. TEDFORD, C. F. 
9Tia, State of. 7pp. 25142:320. 


— 8006240760 Informs that QA Branch has reviewed proposed changes t 
QA program p«T util 770516 submittal. QA program acceptable 
for design i const phase. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/07/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25403:012. 


— 8006240815 Informs that QA Branch has reviewed proposed changes t 
facility QA program k finds program acceptable. 

HELTEMES, C. J. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA, S. A. Light WateT Reactors Branch 4. Ip. 25402:326. 


— 8006240760 Informs that QA Branch has reviewed proposed changes t 
QA program per util 770516 submittal. QA program acceptab le 
for design it const phase. 

HELTEMES* C. J. Quality Assurance Branch. BOX 13. 77/07/27. 

VARGA* S, A. Light Water Reactors Branch 4. Ip. 25403:012. 


— 8006240815 Informs that QA Branch has reviewed proposed changes t 
facility QA program & finds program acceptable. 

HELTEMES, C. U. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA* S. A. Light Water Reactors Branch 4. Ip. 25402:326. 


— 8006240684 Summary of 780213 meeting w/util in Bethesda, MD re uti 
program topical rept changes. 

BELKE* W. L. Quality Assurance Branch. BOX 13. 78/02/16. 

DEYOUNG* R.C. Division of Site Safety & Environmental Analysis. 
2pp. 25403:022. 

— 8006240760 Informs that QA Branch has reviewed proposed changes t 
QA program per util 770516 submittal. QA program acceptable 
for design i const phase. 

HELTEMES* C. J. Quality Assurance Branch. BOX 13. 77/07/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25403:012. 


— 8006240815 Informs that QA Branch has reviewed proposed changes t 
facility QA program & finds program acceptable. 

HELTEMES* C. J. Quality Assurance Branch. BOX 13. 77/04/27. 

VARGA, S. A. Light Water Reactors Branch 4. Ip. 25402:326. 


322*9 PNO— I V/-04— 0O9A: on 840601-04, 23 Ci Ir-192 radiography source 
out on work bench in shop area. Medical tests of exposed 
/idual revealed no abnormalities. Issue closed. 

R„ 8. Region 4, Office of Director. 84/06/21. Ip. 25149:212. 


)SOfl- Forwards topical rept* "Fiberglass Reinforced Plastic High 
jri ty Containers. " W/o end. 

JAUMER, D. A. Assistant Director for State Agreements Programs. 
i/14. KIRNER.N. P. Washington, State of* Dept, of Social i 
; h Services. Ip. 25158:168. 


)164 Package of eight comments on petition for rulemaking re DOE 
llines for recommenda t ion of sites for nuclear waste 
» itories. 

:NS, D. W. Washington, State of. KALITGWSKI, T. Minnesota, State 


>05300097 Forwards cdver ltrs transmitting evaluation of cylinder 
heads of TDI Series R-4 diesel engines i design review of 
Elliott Model 900 turbocharger used on TDI diesel 
g enerators. W/o ends. Belated correspondence. 

BRITT* L.F, TDI (Transamerica Delaval* Inc. ) Owners Group. DSB3 
OL. 84/05/17. BORDEN I CK>B. M. Hearing Branch 3. Ip. 24709. 2*3 


-8405300104 Forwards cover Itr transmitting design review of DSRV- 
crankshaft at Grand Gulf. W/o end. Related correspondence 

BRITT, L.F. TDI fTransamerica Delaval, Inc_> Owners Group^ 

BRITT* L.F. Long Island Lighting Go. 84/05/17. BQRDENICK.B. M. 
REPKA* D. A, Hearing Branch 3. Ip. 24709:246. 24X 

Fiche: 50-000, 84/05/17,8405300097. 


f fc i n o reot on investigation 


4053OG1 16 Feraards rept on design review 
E«g*y -4 series diesel generator. W/o end. 


of connecting 
Related 


rods for TDI 


MITt’l'f""'™ (Transamenca Dalaval. Inc > Owners Group. 

Srntl Leng^lsland Lighting Co B*/OS/«a B0RD8NICK, B. «. 

REPKA. D A Hearing Branch 3. 3pp. c.4668. 138. 

Fach® 50-000. 04/05/ 1 7, 8405300097 


53O010F Forwards cover Itr transmitting rept on investigation of 

,pes AF 4 AE piston skirts W/o end. Related correspond enc^ e 

RITT.L F TDI < Transamer aca Delaval, Inc.) Owners Group. 84/05/17. 

SCREEN I CK. 5 M Hearing Branch 3. 3pp. 24668:202. 24X 

ich® 5-D-OOO.i 84/05/17. 0405300109. 


406060299 FAAA-84-2-14 DRFT 
Draft "Investigation of Types AF 4 AE Piston Skirts. 
* Failure Analysis Associates. 84/05/31. 115pp. 

Fich® 50-000. 84/05/17. 8405300109- 


24668: 206. 


24 X 


-8406010494 NEDO-20776 R08 

Rev 8 to "Spent Fuel Svcs Operation St GE U Mgt Corp 
QA Plan. " 






8406010493 Notification of time change for 840523 meeting 
Bethesda, MD to discuss progress on LWR standardization 
design evaluation program. 

MORAN. D. H. Standar d i zat i on St Special Projects Branch. 
THOMAS. C. 0. standard i zat i on St Special Projects Branch. 
2476B: 335. 


w/EPRI ii 
p lent 

84/05/10. 

6pp. 


8406020083 Forwards request for addl info needed for review of 
"Justification of Trip Tuo/Leave Two Reactor Coolant Pump 
Trip Strategy During Transients. 

MILLER. J. R. Operating Reactors Branch 3. 84/05/03. WELLS# R. ( 

Operating Plants Owners Group. WELLS. R. Northeast Nuclear Enerf 
Co. (subs, of Northeast Utilities). 2pp. 24802:064. 


'5300116 Forwards rept on design review of connecting rods for TDI 
i5RV-4 series diesel generator . W/o end. Related 

orresporsdence ^ ,#o 

RITT. L F TDI ( Transamer i ca Delaval. Inc. ) Owners Group. 84/05/18. 
BORDEN I CK,B M. Hearing Branch 3. 4pp 24668:138. 24X 

iche 50-000. 84/05/18, 84053001 16. 


406060306 FAAA-84-3-14 DRFT 

Draft "'Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " 

• Failure Analysis Associates 84/05/15. 60pp. 24668: 142. 24X 

Fieh« 50-000,84/05/18,8405300116. 


6010229 Final Deficiency Rept DR-170 re fuel oil pipe support on 
tandby diesel generator supplied by TDI. Conditions 
• tirsined not reportable under 10CFR50. 55(e). 

OOKER, J. E. Gulf States Utilities Co. DR-170. 84/05/22. 

OLLINS-J T Region 4, Office of Director. Ip. 24754:344. 24X 

ichff 50-458,84/05/22.8406010229. 


6010247 Requests exemption from GDC 4 re application of 1 eafc-bef ore- 
reak concept to eliminate postulated pipe breaks in 
ressur x zer surge line from plant structural design basis, 
afety balance demonstrated. 

UCKER.H B Duke Power Co 84/05/29 DENTON, H. R. Office of 
uclear Reactor Regulation, Director ADENSAM, E. G. Licensing Branch 
16pp 24753 261 24X Fiche: 50-4J.3, 84/05/29, 8406010247. 


8406020178 Forwards revised SAR, incorporated into Rev 2 of G ADR-55, 
Addendum III, in response to NRC 831013 request for addl info 
needed to review CA Co 830510 application for amend to 
Certificate of Compliance 6346. 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 8HP-6004. 
84/05/11. MACDONALD, C. E. Transportat i on Certification Branch. 
24799: 232. 


— 8406020184 GADR-55 ADD 03 R02 

Rev 2 to "Consolidated Design Rept for Fort St Vrain Fuel 
Shipp ing Cask. 11 

* GA Technologies, Inc. /General Atomic Co. 23652. 84/04/30, 

103pp. 24799:234. 


8406020205 Responds to 840329 petition for order revoking OL or eta 
operation, due to Tech Spec discrepancies involving TDI 
diesel generators. Order restricting operation issued 040410, 
Petition will be considered under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/05/22. STEWART, C Jacksonians United for Livable Energy 
Policies. 6pp. 24798:293. 24X Fi c he : 50-416, 84/05/22, 8406020205 


8406020370 Forwards revised application for Certificate of Complian 
6581 for Models 51032-1 S< la. 

KIEL, G. R. Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ), 23669 

84/05/08. MACDONALD, C . E. Transportation Certification Branch. 
24770: 001. 


906010250 Requests withholding of referenced proprietary info from 
public disclosure (ref 10CFR2. 790) . JD McAdoo 830926 
affidavit end 

WIESEMANN, R A Westinghouse Electric Corp. CAW-84-47. 84/05/22. 

DENTON, H. F. Office of Nuclear Reactor Regulation, Director. 6pp. 
24733 277 24X Fiche: 50-413, 84/05/29, 8406010247. 


6010276 Informs that info re operability of shutdown cooling sys 
elief valves in CESSAR design will be provided by Aug 1984 
son resolution of CO Thomas 840424 concerns. 

IHERER. A. E. Combustion Engineering, Inc. LD-B4-022. 84/05/25. 

ESEM-tUT.D G Division of Licensing. ip. 24753:178. 24X 

iche: 50-470,84/05/25, 8406010276. 


— 8406020373 XN-NF-52 R03 

Revised "Consolidated License Application for Exxon Nuclear 
Co, Inc Models 51032-1 6 la Shipping Containers, Cert if lcate 
of Compliance 6581. " 

* Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 84/03/31, 

50pp. 24770:005. 


8406020457 Informs that on basis of problems associated w/TDI dies# 
engines, onsite electrical supply sys do not meet GDC 17. 

Prior to supporting operation above 5 V. full power, TDI issue 
must be addressed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/24. PALLADINO Commissioners. 4pp. 24769:340. 


6010281 Suppls 840404 ltr re TMI Item II. F. 2, "Inadequate Core 

doling Instrumentation m Implementation of critical 

.met ion status trees will be delayed until Nov 1984 - Mar 

ms 

EDEN, E. A. Public Service Electric $e Gas Co. of New Jersey. 

1/05/24 VARGA, 3. A. Operating Reactors Branch 1. 4pp. 24755-017 
24X Fiche: 50-272,84/05/24. 8406G1 0281. 


8406040016 Summary of 840523 meeting w/West inghouse Hittman Nuclear: 
in Silver Spring, MD re finite element analysis of composite 
impact limiter made from steel I-beams & foam. 

ODEOAARDEN, R. Transportation Certification Branch. 84/05/25. 
Transportation Certification Branch. Ip. 24807:356. 


106010287 MS I D-E I S-84-07 

Unit*2* f1onitor s «* Scaling Calculations for Salem 

LI8CZ0, E. P , WROM, A. , TERRY, J. R. Westinghouse Electric Corp 
1463W 42/040284. 84/04/01. 30pp. 24755:021 24X P 

Fiche: 50-272, 84/05/24, 8406010281. 


8406040028 Summary of 840524 meeting ui/Teledyne Energy Sys in Silver 
Spring, MD re 30-ft drop analysis for 500 watt (E) RTG. 

Applicant approach satisfactory provided modeling properly 
inputed into program. 

ODEOAARDEN, R. Transportation Certification Branch. 64/05/24. 
Transportation Certification Branch. Ip, 24807:320. 


106010295 Rev 0 to NS ID-E I S-B4-07 , “Reactor Vessel Level 
Ins tr men tat i an Sys Calibr Procedure." 

BC/Q4/«a ' P " ' TERRY L'f*- Wstinghouse Electric Corp. PNFN-30433. 
84/04/16. 45pp. 24755:051. 24X Fiche: 50-272, 84/05/24. 8406010281. 


p ump i 


8406040132 Forwards request for addl info re reactor coolant 
Response requested within 30 days of ltr date. 

MILLER, J. R. Operating Reactors Branch 3. GL-83-10. 04/03/03. 

SCHWORTER, T. Westinghouse Operating Plants Owners Group. 

Standardized Nuclear Unit Power Plant System. 3pp. 


SCHWORTER, T. 
24806:333. 


*010333 Ack receipt of 840412 acceptance of Jan 1984 Rev 1 to GA 
•etra* Topical Rept GIBSAR 17A,Amend 7 organizational 

©i tbs & Hill, Inc. (subs, of Dravo Corp ) 84/05/16 

ITAFWS.U. Region 4. Office of Director. 4pp. 2A755: 00 1 


8406040279 Responds to 840504 submittal of Rev 6 to QA manual. Sutoi 
satisfies requirements of 10CFR50,/Spp B. 

JOHNSON, E. H. Region 4, Office of Director. 84/05/30 GRIFFIN, 
Arkansas Power St Light Co. 2pp. 24795:040. 24X 

Fiche: 50-313, 84/05/30, 8406040279. 


"Spent Fuel Svcs Qperatio 


6810492 Formards Rev 8 to NEDG-20776, 

i U l%t Corp QA Plan. “ 

EI « trie Management Corp. 2365 

irS Sn Transportation Certif ication Branch. 


8406040291 Rev 6 to "GA Manual Operations, 
* Arkansas Power & Light Co. 83/06/10 
Fiche: 50-313, 84/05/30, 8406040279. 


revised per NRC c emmet 
158pp. 24795:051. 2' 


NONDOCKETED ITEMS 


340294 Forwards order requiring diesel generator insp . Fa c i 1 i ty 
11 not operate unless in conformance w/revised interim 
:(i Specs. 

iNSAfl. E. G. Licensing Branch 4. 84/05/22. MCGAUGHY, J. P . 

sissippi Power & Light Co. 2pp. 24808:021. 24X 

he: 50-000, 84/05/22, 8406040294. 


6040295 Order requiring TDI diesel generator be disassembled & 
nspec ted within 10 days. 

ENTQhl, H. R. Office of Nuclear Reactor Regulation, Director. 

4/05/22. Mississippi Power & Light Co. 25pp. 24808:023. 24X 

iche: 50-000, 84/05/22. 8406040294. 


10342 Forwards rev to "QA Program for Nuclear Fuels Dept Shipping 

miners, " reflecting recent or gan i zat i onal changes within 

lany. 

iON, R. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 23657. 

>5/11. MACDONALD, C. E. Transp ortat ion Certification Branch. Ip. 
16. 282. 


040343 Rev 5 to "QA Program for Nuclear Fuels Dept Shipping 
nta iners. " 

Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 84/05/10. 
pp. 24806: 283. 


3079 Advises that proprietary version of VEPCO Topical Rept 
yFE~2, "VEPCO Evaluation of Control Rod Ejection 
sient, " del ivered to DH Moran at 840522 meeting in 
rsda, MD for review. 

NRT, W. L. Virginia Electric & Power Co. 314. 84/05/31. 

3N, H. R . Office of Nuclear Reactor Regulation, Director. Ip. 
1:245. 24 X Fi che: 50-000, 84/05/31, 8406050079. 


>097 Interim Deficiency Rept DR-172 re jacket water blanket over 
fst manifold of standby diesel generator supplied by 
'inal -rept expected by 840706. 

:R, J. E. Oulf States Utilities Co. RBG-17903. 84/05/24. 

NS, J. T. Region 4, Office of Director. Ip. 24839:231. 24X 

: 50-4 58, 84/05/24. 8406050097. 


203 Forwards proprietary nonproprietary portions of proposed 
II & III double ended guillotine break probabilistic 
es to support CRGR review of Task Action Plan B-6 for 
Proprietary portions withheld (ref 10CFR2. 790). 

, J. F. General Electric Co. MFN-069-84. 84/05/31. BOSNAK, R. J. 

anical Engineering Branch. 6pp. 24818:296. 


50211 WE— 84-05-05 

proprietary portions of “Proposed Mark II it III Double 
*d Guillotine Break Pr obabi 1 istic Studies to Support 
^ Review of Task Action Plan B-6 for BWRs. 

)enera 1 Electric Co. 84/05/31. 8pp. 24818:302. 


312 Interim Deficiency Rept DR-140 re engine mounted fuel oil 
In standby diesel generator supplied by TDI. Final rept 
>e provided by 840727. 

ti J. E. Gulf States Utilities Co. RBG-17, 899. 84/05/23. 

48, -J. T. Region 4, Office of Director. Ip. 24818:360. 24X 

50—458, 84/05/23, 8406050312. 


8406050450 Ack receipt of 840412 addl clar if icat ion to NRC questii 
re request for change in Tech Specs to permit use of 
Westinghouse optimized fuel assembly & request for 
with hold ing. Request for withholding granted in part. 
CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-002. 

84/06/01. KOBER.R.W. Rochester Gas & Electric Corp 5pp 
24842:305. 24X Fi ch e : 50-244, 84/06/01, 8406050450. 


8406050512 Informs that final repts on evaluation of emergency diesi 
generator crankshafts, design review of connecting rods for 
TDI DSRV-4 series generators & investigation of Types AF & 

AE piston skirts issued on 840531. Re lated correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 460. OL. 84/05/31. 
BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp 24808 360 ! 

Fiche: 50-322,84/05/31, 8406050512. 


8406060004 Advises that TDI Owners Group 840516 ltr & rept, “Evalual 
of Emergency Diesel Generator Crankshafts at Shoreham & 

Grand Gulf Nuclear Power Stations" issued per commitments. 
Distribution list end. 

BRITT, L. F. Long Island Lighting Co. 84/05/17. BORDENICK, B. M. h 
- No Detailed Affiliation Given. 4pp. 24662:001. 24X 

Fiche: 50-000, 84/05/17, 8406060004. 


8406060026 Submits application for par tial , temporary exemption from 
10CFR50, App A, Criterion 17 re operation at power levels up 
to 100% p ower, pend ing resolution of questions re reliability 
of TDI diesel generators. 

RICHARD, J. B. Mississippi Power & Light Co. AECM-84/0291. 84/06/ 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 24f 
24661:137. 24X Fi ch e : 50-416, 84/06/04, 8406060026. 


8406060236 Forwards proprietary special rept "1984 Lead Test Assemb! 
Licensing," per 840524 meeting s. Rep t withheld (ref 
10CFR2. 790) . Af f idavi t requesting withholding end. 

CHARNLEY, J. S. General Electric Co. MFN-068-84. 84/06/04. 

THOMAS, C. O. Standard ization & Special Projects Branch. 7pp. 
24661: 101. 


8406060258 Forwards NEDC-30519, "Safety Review of Peach Bottom Unit 
at Core Flow Conditions Above Rated Flow Throughout Cycle 
6 . " 

BRADLEY, E. J. Ph i lade lph ia Electri c Co. 84/06/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 24661:108. 
Fiche: 50-278, 84/06/01, 8406060258. 


— B406060260 NEDC-30519 

"Safety Review of Peach Bottom Unit 3 at Core Flow 
Conditions Above Rated Flow Throughout Cycle 6." 

FISCHER, D. L. , ORIDLEY, R.L. General Electric Co. 84/03/31. 27p 

24661:109. 24X Fi c h e : 50-278, 84/06/01, 8406060258. 


8406060265 Forwards proposed resolutions to NRC 840405 comments & 
questions re Topical Rept UNO— 5— 8000(P ) , "United Nuclear 
Corp Portland Cement/Sod i urn Silicate Radwaste Solidification 
Sys. " U/seven oversize drawings. Aperture cards in PDR. 

DUNN, R. E. United Nuclear Corp. 84/05/16. THOMAS, C. 0. 

Standard i zation & Special Projects Branch. 26pp. 24668:321. 24X 
Fiche: 50-000, 84/05/16, 8406060265. 


164 Forwards two proprietary oversize drawings in response to 
'•quest. Drawings withheld (ref 10CFR2. 790) , per TDI 
, Generator Owners Group 840323 application. Aperture 
are available in Central Files. 

L. TDI (Transamerica Delaval, Inc. ) Owners Group. OGTP-51. 
f Ql. DENTON, H. R. Office of Nuclear Reactor Regulation, 
or. 2pp. 24045:213. 24X Fic he : 50-000. 84/06/01 . 8406050364. 


160 Forwards "Catawba Nuclear Station Diesel Engine 1A Component 
dation Insp Rept," addressing over 76 "A of insp plan, 

0321 meeting & 840405 ltr. TDI diesel generators at 
a will provide reliable source of backup power. 

, H. B. Duke Power Co. 84/06/01. DENTON, H. R. Office of 
r Reactor Regulation. Director. 2pp. 24843:079. 24X 

50-000, 04706/01, 8406050368. 


0373 "Catawba Nuclear Station Diesel Engine 1A Component 
lidabion Insp Rept." 

Uke Power Co. 84/06/01. 180pp. 24843:081. 24X 

e : 90—000, 04/06/01, 8406050368. 


8406060300 Clarifies licensing position re meaning of in timely mann 
per context of 10CFR70. 57 (b ) ( 1 1 > & efficient retrieval as 
referenced in 10CFR70. 57( b ) ( 12). 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/05/14. 
REGAN, N. A., FORD, J. T. Babcock & Wilcox Co. ESKRIDGE, H. Combusti 
Engineering, Inc. 3pp, 24665:139. 


8406060311 Informs of results of joint NRR/IE review team study of 
GE Type AK-2-25 reactor trip breakers used in C-E *t BkW 
p lants. Design margins to trip too small to provide adequate 
long-term reliability. 

EISENHUT, D. G. Division of Licensing. 84/05/18. JORDAN, E. L. 
Division of Emergency Preparedness & Engineering Response (Post 
830103). MATTSON, R. J. Division of Systems Integration 

811005). VOLLMER.R H- Division of Engineering. 4pp. 24665:073. 


-8406060314 "GE Type AK-2-25 Reactor Trip Breakers Used at C-E & B6 
Plants, " final rept. . _ n ■ r+n _ , 

* Office of Nuclear Reactor Regulation, Direct ‘”‘- * 1 Dl r J£” 

Office, Office of Inspection and Enforcement. 84/04/23. 59pp. 

24-665: 079. 


87 Interim Deficiency Rept CRDC 92(84)3 re flexible coupling 
hubs supplied by TDI. Insp in progress to determine 


8406060427 Response to applicant 
memorandum requesting info re 


840515 response to ASLB 840121 
TDI diesel generators. Addl 
rd on adequacy of TDI diesel 


J6070230 Requests exemption from provisions authorizing utilization 
jf alternative pipe break criteria employed in resolution 
Generic Issue A-2, "Asymmetric Blowdown Loads on PWR 
’rimary Sys. " 

’ETRICK, N. A. Standardi zed Nuclear Unit Power Plant System. 
iL-84-04. 84/05/31. DENTON. H. R. Office of Nuclear Reactor 

legulation. Director. 6pp. 247 44 : 260. 24X Fiche: 50—000 , 84/ 05/3 1 , 

3406070230. 


3406070239 WCAP-10501 

Non pr opr i e tar y “Technical Bases for Eliminating Large 
Primary Loop Pipe Ruptures as Structural Design Basis for 
Callaway & Wolf Creek Plants." 

MA> W. K. , SWAMY. S. A. , CHIRIGOS, J. N. Westinghouse Electric Corp. 
84/02/29. 30pp. 24744:272. 24X Fi ch e : 50-000. 84/05/31- 8406070230. 


)6080 174 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring St Termination Gual i f icat ion Review for 
rDI Diesel Generators. " 

*AY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. OGTP-57. 
34/06 /05. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Jirector. 2pp. 24858:16 0. 24X Fiche: 50-000, 84/06/05. 8406080174. 


3406080196 Suppl to “Emergency Diesel Generator Auxiliary Module 
Control Wiring St Termination Qualification Review for TDI 
Generators. " 

* Stone St Webster, Inc. 84/06/30. 14pp. 24858: 162. 24X 

Fiche: 50-000, 84/06/05, 0406080174. 


)6080187 Approves request to withhold CEN-257< 0) -P, “Statistical 
Combination of Unc erta in ti es , Par ts 1,2 & 3“ & Document 
. I C— 84-057 Attachment A “Sta ti st ical Combination of 
/ncerta int i e s Rept, Proprietary Version" (ref 10CFR2. 790). 

1ILLER, J. R. Operating Reactors Branch 3. 84/05/16. JONES, W. C. 

Inaha Public Power District. 5pp. 24878:026. 24X 

•iche: 50-285, 84/05/16, 8406080187. 


>6080205 Forwards proprietary GE Topical Rept NEDC-30627, "Emergency 

Sesources Identification Equipment Validation it Verification 

*lan, “ re 840531 response to Generic Ltr 82-33. Aff idavit 

•equesting rept be withheld (ref 10CFR2. 790) also end. 

tUSOLF, D. Northern States Power Co. GL-82-33. 84/06/04. Office 

if Nuclear Reactor Regulation, Director. 5pp. 24859:027. 24X 

•iche: 50-263, 84/06/04, 8406080205. 


>6080216 Forwards proprietary NEDC-30492-P, "GE BWR Licensing Rept: 
iPRM, Rod Block Monitor i< Tech Spec Improvement Program for 
lonticello, " to suppl 840530 application for amend to 
.icense DPR-22. Rept withheld (ref 10CFR2. 790). 

IUSQLF, D. Northern States Power Co. 84/05/31. Office of Nuclear 
eactor Regulation, Director. 6pp. 24855:348. 24X 

iche: 50-263, 84/05/31 , 8406080216. 


6080219 Forwards application for amend to License DPR-22, al lowing 
emoval of APRM scram setdown requirements, chang ing slope 
f APRM scram St rod block St mod of rod block monitors. Amend 
ee end. 

USOLF, D. Northern States Power Co. 84/05/30. Office of Nuclear 
eactor Regulation, Director. 2pp. 24836:240. 24X 

iche: 50-263, 84/05/30, 8406080219. 


406080222 NEDC -30515 

"GE BWR Extended Load Line Limit Analysis for lionticello 
Nuclear Generating Plant Cycle 11." 

FISCHER, D. L. , GRIDLEY, R.L. General Electric Co. DRF L12-00588. 
84/03/30. 16pp. 24856:280. 24X Fiche: 30-263, 84/05/30, 8406080219. 


6030250 Informs that vendor will be billed *42,847 for NRC review 

f Topical Repts WCAP-95S8 & WCAP-9787 it Ltr Rept 

S-EPR-2519. 

ILLER, W. 0. License Fee Management Branch. GL-B4-04. 84/06/01. 

AHE, E. P. Westinghouse Electric Corp. 2pp. 24877:319. 


406090255 Requests submission of invoice to Westinghouse to cover 
review fee for topical it ltr repts. 

MILLER, W. 0. License Fee Management Branch. 84/06/01. MANION, W. E. 
Financial Operations Branch. Ip. 24877:321. 


6080276 Forwards request for ad d 1 info re Suppl 1 to Rev 1 to 
apical Rept XN-NF-79-71, "Exxon Nuclear Plant Transient 
ethodology for BWRs. " Responses should be received by 
*0731. 

HOMAS, C. O. Standardization 8 < Special Projects Branch. 84/06/01. 
HANDLER, J. C. Exxon Nuclear Co, » Inc. (subs, of Exxon Corp. ). 8pp. 
*879: 096. 


6080280 Forwards request for addl info re proprietary it 
anpropr ietary Topical Rept WCAP-9172, "N-16 Transit Time 

Low Measurement Sys (TTFM) Description it Performance. " 
asponse should be received by 840630. 

HOMAS, C. 0, Standardization It Special Projects Branch. T AC 04849. 
4/06/04. RAHE, E. P. Westinghouse Electric Corp. 8pp. 24879:082. 


8406080294 Forwards safety evaluation of B*.W Topical Rept BAW-101 
"B&W Correlation of Critical Heat Flux in 17x17 Geometry Rod 
Bundles" & Part 2 re 15x15 geometry Zircaloy grid rod 
bundles. Requests publication within 3 months. 

THOMAS, C. 0. Standard i zat ion St Special Projects Branch. 84/06/ 
TAYLOR, J. H. Babcock S>. Wilcox Co. 3pp. 24878:305. 


--8403210305 Topical rept evaluation of BAW- 10143P, Part 1, "BWC 
Correlation of Critical Heat Flux in 17x17 Geometry Rod 
Bundles," & Part 2, "Correlation of Geometry Zircaloy 
Grid Rod Bundle. ..." Rept acceptable. 

* Core Performance Branch. TAC 43441. 84/04/30. 6pp 

24878:308. 


8406110016 Submits daily h i g h 1 i g h ts . Ut i 1 intends to submit reques 
exemption from GDC 17 (electric power sys) by 840604. Div 1 
TDI diesel engine completely disassembled it. insp of 
components initiated. 

HOUSTON, M. D. Licensing Branch 4. 84/06/01. DENTON, H. R. , CASE, 

EDISON, G. Office of Nuclear Reactor Regulation, Director. 2pp 
24897:111. 24X Fich e : 50-416, 84/06/01 , 84061 1 00 16 . 


8406110072 Forwards Hittman topical rept, "Cement Solidified Wasti 
Meet Stability Requirements of 10CFR61," for review & 
comment. Comments requested by 840613. 

PERSON, L. S. Lou Level Waste Licensing Branch. 84/05/10. CONT] 
Waste Management Branch (post 840429). COBB,L. Safeguards Brat 
GAMMILL, W. Meteorology Zt Effluent Treatment Branch. Ip. 2488: 


8406110112 Transcript of Commission 840601 discussion in Washingti 
re order requiring insp of TDI diesel generators at Grand 
Gulf.Pp 1-57. Supp ort i ng documentation end. 

* Commissioners. 84/06/01. 69pp 24882:203. 


8406110132 Forwards Train A diesel generator insp results, per 8401 
TDI Diesel Generator Owners Group program plan. Enel results 
indicate that licensee program will result in fully 
qualified & reliable onsite electric power sys. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilil 
Generating Co. ). CPPA-39224. 84/06/07. IPPOLITQ, T. Office o( 

Nuclear Reactor Regulation, Director. 224pp. 24875:110. 24X 

Fiche: 50-445, 84/06/07, 8406110132. 


8406110312 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham 8c Grand Gulf," "Design Review of 
Connecting Rods for TDI DSRV-4 Series Diesel Generators'* lit 
"Investigation of Types AF Zt AE Piston Skirts." final repts. 
BRITT, L. F. Long Island Lighting Co. 84/05/31. BORDENICK, B. M. 
- No Detailed Affiliation Given. 4pp. 24866:001. 24X 

Fiche: 50-000, 84/05/31, 8406110312. 


— 8406110329 FAAA-84-3-16 DRFT 

Draft final rept, "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham it Grand Gulf, " prepared for TDI 
Diesel Generator Owners Group. 

* Failure Analysis Associates. 84/05/22. 89pp. 24866:003. 

Fiche: 50-000, 84/05/31 , 84061 10312. 


— 8406110336 FAAA-84-3-14 

"Design Review of Connecting Rods for TDI DSRV-4 Series 
Diesel Generators, " final rept prepared for TDI Diesel 
Generator Owners Group. 

* Failure Analysis Associates. 84/05/31. 60pp. 24866:094. 

Fiche: 50-000, 84/05/31, 8406110312. 


— 8406110338 FAAA-84-2-14 

"Investigation of Types AF St AE Piston Skirts," final rept 
prepared for TDI Diesel Generator Owners Group. 

* Failure Analysis Associates. 84/05/23. 114pp. 24866:134. 

Fiche: 50-000, 84/05/31, 8406110312. 


8406110332 Forwards Rev 1 to BAW-10122A, "Normal Operating Control 
Acceptance of Rev O, NRC questions it B&W response* it SER 
for Rev 1 included. 

TAYLOR, J. H. Babcock St Wilcox Co. ESC-3S0. 84/03/22. MORAN. D. 
Office of Nuclear Reactor Regulation, Director. Ip. 24867:001. 


— 8406110335 BAW-10122A R01 

Rev 1 to "Normal Operating Controls. " 

HANSON, G. E. Babcock St Wilcox Co. 84/05/31. 81pp. 24867:002 


8406110437 Forwards request for addl info re Topical Rept XN-NF-82 
Rev 1, Suppl 1 CPXNP). "Exxon Nuclear Co Model EXEM/PWR 
ECCS Model Up da tes : Revi sed FLECHT Bases Reflood 
Carryover...." Response requested by 840715. 

THOMAS, C. O. Standardi zati on it Special Projects Branch. 84/06/0 
CHANDLER, O. C, Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
24803: 225. 


107 Forwards Nonconformance Identification Rept 30 & Quality 
n Request RA-00197 re TDI St Copes Vulcan, Inc purchase 
s. 

EL, N. I. Consumers Power Co. CSC-7826. 84/05/31. Stone & 

er, Inc. 5pp. 24893:087. 24X Fi ch e : 50-329, 84/05/31 , 

20107. 


114 Advises that C-E Owners Group work has begun- on shutdown 
ig sys relief valve operabil ity. Evaluation results will 
xnsmitted by 840831. 

L W. Louisiana Power Z: Light Co. W3P84-15B7. 84/06/06. 

rON, G. W. Licensing Branch 3. Ip. 24888:240. 24X 

50-3B2, 84/06/06, 84061201 14. 


!30 Advises of planned mods to update NED0-2O566, NEDE-20566-P 
ion 6>. 3. 3. 2 of FSARs. Steam cooling not relied upon for 
erm heat removal. 

'J- F. General Electric Co. MFN-036-84. 84/03/29. THOMAS, C. 0. 

ardiiation It Special Projects Branch. Ip. 24890:031. 


81 Urges NRC to assign some priority to review of Westinghouse 
Group program Tech Spec relaxation (WCAP-10271 ) so 
enefits associated u/program can be realized. 

ROt J. -J. Westinghouse Operating Plants Owners Group. 

RD, J. J. Carolina Power Zt Light Co. OG-125. 84/05/18. 

' H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
314. 


?3 Notifies of germane to safety condition re core spray/steam 
LOCA Topical Repts NEDO-20566 Zt NEDE-20566-P will 
ited & affected BWR owners will be advised that FSAR 
may be appropriate. 

^CK,G. B. General Electric Co. MFN#053-84. 84/04/30. 

L E. Director's Office, Office of Insp ecti on and Enforcement. 
1-893: 021. 


13 Forwards suppl to 840405 description of generic & site- 
c problems w/TDI diesel g enerators. Sup p 1 describes 
l that occurred on diesel generator 1A following 
ion of extended operation test. 

H. B. Duke Power Co. 84/06/08. DEN TON, H. R. Office of 

Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
24891:029. 24X Fiche: 50-413, 84/06/08, 8406120433. 


7 Notification of 840621 meeting w/TDI Owners Group in Wading 
Y to discuss progress of TDI Owners Group plan to 
diesel generators. 

M. A. Division of Licensing. 84/06/01. BERLINGER, C. H. 
n o-P Licensing. 4pp. 24897:311. 24X Fi che: 50-000, 84/06/01, 

537. 


B Provides addl info re safety analysis treatment of extended 
power operation followed by return to full power, per 
request. Rev 1-P to CENPD-199P, "C-E Setpoint 
logtj, ** describes free oscillation methodology. 

, A. EE. Combustion Engineering, Inc. LD-84— 025. 84/06/04. 

EIN, L. S. Division of Systems Integration (post 811005). 2pp. 
171 . 


3 Board Notification 84-1 13: forwards TDI Diesel Generator 
Group repts for review. 

T, D. G. Division of Licensing. 84/06/08. PALLADINQ 
ioners. 4pp. 24977:001. 24X Fiche: 50-000, 84/06/08, 

043. 


7 Forwards evaluation of Topical Rept NEDE -23785, Rev l,Vol 3 
ESTR-LOCA SAFER Models for Evaluation of LOCA. " 
cep table. Pub lication requested within 3 months of 
eipt. 

3.0. Standardization & Special Projects Branch. 84/06/01, 

. F. General Electric Co. 3pp. 24937:004. 


19*7 Topical rept evaluation of NEDE-2378S-1-P, "GESTR-LOCA h. 

Models for Evaluation of LOCA," Vol 3, "SAFER/GESTR 
cation Methodology. " Rept acceptable. Methodology 
ed to upper bound peak cladding temp less than 1,600 F. 

Z — No Detailed Affiliation Given. S4/03/31. 26pp. 

: 007. 


0 Forwards Whiteshell test rept, "Ignition Effectiveness of GM 
low Plug in Rich Hydrogen-Air-Steam Mixtures.** 

H. Hydrogen Control Owners Group. HOBBS, S. H. Mississippi 
Light Co. U68RGL. 84/06/07. DENTON, H. R. Office of Nuclear 
Regulation, Director. Ip. 24912:001. 


202 "Ignition Effectiveness of GM AC 7G Glow Plug in Rich 
jen-Air-Steam Mixtures." 

-f. * UNGUR IAN, M. , KUMAR, R. K. Whiteshell Nuclear Research 
lishmant. 83/10/31- 48pp. 24912: < 


8406130323 Requests addl info re XN-NF-82-20C P ) , Rev 1, "Exxon Nuc! 
Co Evaluation Model EXEM/PWR ECCS Model Updates. " Responses 
requested by Nov 1984 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/06/C 
CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Carp. ). 
24919: 352. 


8406140081 Forwards Vol 1 of "Environ Assessment of Remedial Acti< 
Shiprock U Mill Tailings Site Sh i pr oc k, NM : Tex t Zt Vol 2 to 
“Environ Assessment of Remedial Action at Shiprock U Mill 
Tailings Site Shi pr oc k , NM: Ap p s. " 

BAUBLI TZ, J. E. Energy, Dept, of 84/05/24. HIGGINBOTHAM, L. 
Lou-Level Waste & Uranium Recovery Projects Branch. 65pp. 

24938: 014. 


— 8406140082 DOE/EA-0232 V01 

Vol 1 of "Environ Assessment of Remedial Action at Shiprock 
U Mill Tailings Site Sh i pr oc k, NM: Tex t. “ 

* Energy, Dept. of. 84/04/30. 42pp. 24938:079. 


—8406140086 DOE/EA-0232 V02 

Vol 2 of "Environ Assessment of Remedial Action at Shiprock 
U Mill Tailings Site Sh i pr oc k, NM: App s. " 

* Energy, Dept. of. 84/04/30. 261pp. 24938:319. 


8406140111 Filing re litigation of emergency diesel generation <EI 
contentions. ASLB requested to accept consolidation St 
restatement of EDG contentions. 

SCHEIDT, D. J. Suffolk County, NY. SCHEIDT, D.J. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 623. OL. 84/06/13 
55pp. 24928:304. 24X Fi c he : 50— 322, 84/06/ 1 1 , 84061401 1 1 . 


— 9406140114 Forwards list of TDI engines Zt owner/op erators obtair 
during d iscovery . A1 1 TDI customers circled on list should be 
contacted for operating history data, par ti cu lari y cylinder 
block crack ing. Certificate of Svc end. 

DVNNER, A. R. Kirkpatrick, Lockhart, Hill, Christopher it Phill: 
DYNNER, A. R. Suffolk County, NY. 84/05/30. GODDARD, R. J . Ofl 

of the Executive Legal Director. 5pp. 24928:359. 24X 

Fiche: 50-322, 84/06/ 1 1 , 8406 1 401 1 1 . 


8406140236 Summarizes regulatory response group 840605 meeting re 
Inconel 182 weld buffer crack indications identified at 
P i 1 gr im. Remed ia I program will b© developed. Signifi cant 
results of safety implication evaluation listed. 

DENTE, T. J. BWR Owners Group. RRG-8403. 84/06/08. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 24925:02d 
24X Fiche: 50-293, 84/06/08, 8406140236. 


8406140243 Forwards "Westinghouse Proposal to DOE for Generic 
Integrated QA St Licensing Program. " 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2924. 84/06/05. 

BREWER, S. Energy, Dept. of. 2pp. 24927:244. 


— 8406140245 "Westinghouse Proposal to DOE for Generic Integrated 
Licensing Program. " 

■* Westinghouse Electric Corp. 84/06/04. 22pp. 24927:246. 


B4061 50006 Forwards proprietary Zt nonproprietary CNSI-FRP-14571-0: 
"Fiberglass Reinforced Plastic High Integrity Containers. " 

W/o proprietary rept. 

POPPE, K. Chem-Nuclear Systems, Inc. RA-0086-4. 84/03/30. 

JOHNSON, T. NRC - No Detailed Affiliation Given. 3pp. 24956: 1< 


— 8406150021 CNSI-FRP- 14571-01 -NP 

"Fiberglass Reinforced Plastic High Integrity Containers. " 

■* Chem-Nuclear Systems, Inc. 84/03/09. 200pp. 24956:111. 


8406150114 Forwards "Proposed Torsional St Lateral Critical Speed 
Analysis," "Field Test of Emergency Diesel Generator 103 
W/ 13x13 Crankshaft" & table of torsional loading due to 
pressure at 100X load. 

BRITT, L, F. Long Island Lighting Co. 84/06/07. BORDENICK, B. M. 
Hearing Branch 3. 5pp. 24949:216. 24X Fiche : 50-000, 84/06/07, 

8406150114. 


— 84-06150133 "Proposed Torsional St Lateral Critical Speed Analysi 
Numbers 74010/12 Delaval-Ent erpr ise Engine Model DSP-48 
3, 500 kW/4839 BHP at 450 RPM. " 

YANG, R. Transamerica Delaval- Inc. 83/08/22. 8pp. 24949:2! 
24X Fiche: 50-000, 84/06/07, 8406150114. 


— 9406150145 "Field Test of Emergency Diesel Generator 103 W/13xi: 
Crankshaft." . 

BERCEL, E. Stone St Webster Engineering Corp. 84/04/30. 192, p| 

24949:228. 24X Fiche: 50-000, 84/06/07, 8406150114. 
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NONDOCKETED ITEMS 


>6150154 Forwards suppl to "Emergency Diesel Generator Auxiliary 
lodule Control Wiring & Termination Qua 1 i f i cati on Review for 
rDI Diesel Generators. " 

(AY, C L. TDI (Transamerica Delaval, Inc. ) Owners Group. 0GTP-70. 
34/06/13. DENTON. H. R. Office of Nuclear Reactor Regulation. 

>irec tor. 2pp. 24954:268. 24X Fi che: 50-000, 84/06/13, 8406150154. 


3406150187 Suppl to "Emergency Diesel Generator Auxiliary Module 
Control Wiring & Termination Qual if icat ion Review for TDI 
Generators, " prepared for TDI Diesel Generator Owners 
Group . 

* Stone & Webster Engineering Corp. 84/05/04. 14pp. 24954:270. 

24X Fiche: 50-000, 84/06/13, 8406150154. 


>6150205 Discusses plan 5< schedule for addressing safety evaluation 
if abnormal transient operational guidelines <TMI Item 
L. C. 1 ). 

-INCENFELTER, J. Babcock St Wilcox Operating Plants Owners Group. 
34/06/08. EISENHUf, D. G. Division of Licensing. 2pp. 24951:216. 


>6150227 Forwards calculations of plug weld end connections. friction 
iielded pushrod %>. preexisting longitudinal flaws on diesel 
Fuel injection line tubing, per commitment. Svc list encl. 

)RITT, L. F. Long Island Lighting Co. 84/06/11. BORDENICK, B. M. 
3earing Branch 3. 4pp. 24951:221. 24X Fiche: 50-000, 84/06/11, 

3406150227. 


3406150238 Forwards calculations requested by BNWL re push rods & 
fuel oil injection tubing. 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. OGTP-55. 
84/06/04. BERLINGER, C. Director's Office, Office of Inspection 
and Enforcement. 2pp. 24951:225. 24X Fi che: 50-000, 84/06/11, 

8406150227. 


3406150259 "Fatigue Performance of Plug Weld End Connections." 
HARRIS, D. 0. Failure Analysis Associates. 84/04/25. 13pp. 

24951:227. 24X Fi ch e : 50-000, 84/06/1 1, 8406 150227. 


3406150265 "Fatigue Performance Evaluation of Friction Welded PushTOd. " 
SHUSTO/L. Failure Analysis Associates. 84/03/26. 22pp. 

24951:240. 24X Fich e: 50-000, 84/06/1 1, 8406150227. 


1406150273 "Effect of Preexisting Longitudinal Flaws on Fitness of 
Diesel Fuel Injection Line Tubing for Svc. " 

ZILBERSTEIN, V. , SPRUNG, L. Stone & Webster Engineering Corp. 
84/05/21. 52pp. 24951:262. 24X Fiche: 50-000. 84/06/1 1, 8406150227. 


16150306 Requests route approval for shipment of irradiated reactor 
uel from Pleasanton to Oakland, CA. 

.IRKLAND, M. W. General Electric Co. 23675. 84/05/18. HILLMAN, C. R. 

livision of Safeguards. 6pp. 24976:337. 


•6150317 Responds to 840227 ltr re containment isolation requirements 
or post-LOCA hydrogen recombiner lines. SRP Section 6.2-4 
•ill be rewritten to clarify basis for not requiring 
edundant isolation valves in lines penetrating containment. 

•ENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

14/05/31. HELWIG, D. R. BWR Owners Group. HELWIG, D. R. Philadelphia 
ilectric Co. 2pp. 24976:322. 


•6180030 Partial response to FOIA request for documents re IE Info 
lot ices 81-29,82-52,83-57 & 83-72 *c Board Notifications 
13-128 & 83-128A. Forwards App A d oc umen ts. Doc umen ts also 
vailable in PDR. App B documents available in PDR. 

ELTON, J. M. Division of Rules and Records. IEIN-83-72. 84/03/20. 
IORDAN. W. S. HaTmon Sc Weiss. 18pp. 25070:115. 24X 
i che: 50-000, 84/03/20, 8406.180030. 


401100493 Discusses qual if ication research test program failures of 
ASCO solenoid valves. Resul ts indicated that Model NP 8316 
may not be suitable for environ Sc operating time 
requirements. 

UOLLMER, R. H. Division of Engineering. 83/12/23. RAHE, E. P. 
Westinghouse Electric Corp. 3pp. 25078:310. 


6180145 Ack receipt of 840530 final notice re Invoice C0159 for 
opical Rept CEN-1 52. Vendor will not take action at present, 
er discussion w/JM Westhoven. Contact expected re resolution 
f invoice. 

CHERER, A. E. Combustion Engineering, Inc. LD-84-028. 84/06/08. 

ILLER, W. □. License Fee Management Branch. Ip. 24968:009. 


6180223 Interim Deficiency Rept DR-194 re jacket water pump for 
tandby diesel generator supplied by TDI. Next rept will be 


8406180308 Forwards proprietary Suppl 2, Rev 1 to XN—NF— 82-06 CP), 
" Qual if i cati on of Exxon Nuclear Fuel for Extended Burnup; 

Suppl 2, Response to USNRC Questions," as requested by NRC 
840113 ltr. Rept withheld (ref 10CFR2. 790). 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
JCC: 086. 84. 84/06/05. THOMAS, C. 0. Standard i zat ion it Spec ial 

Projects Branch. Ip. 24962:054. 


8406190011 Further response to FOIA request for records re allegat 
concerning Bahnson Co. App C documents available in PDR. 

Search for addl documentation continuing. 

FELTON, J. M. Division of Rules and Records. 84/03/08. ESPINOSA 
Hale, Russell & Gray. 3pp. 25034:194. 


— 8406190017 Rev 3 to "HVAC Addendum A. QA Requirements for SafetyH 
HVAC Ductwork & Equipment Not Within Scope of ASME Section 
III." Related info encl. 

* Ebasco Services, Inc. (subs, of Enserch Corp. ). 76/07/26. 

40pp. 25034:216. 


8406190034 Responds to FOIA request for seven documents referenced 
NUREG/CR-2728, "Interim Reliability Evaluation Program 
Procedures Guide, " dtd Jan 1 983. Forwards App A documents. 
Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/25. SHOLLY, S 
Union of Concerned Scientists. 2pp. 25027:271. 


8406190210 Informs that 840529 requested work activities vendor re 
& outside scope of const completion pr o gram. Au th or i zes 
performance of TDI emergency diesel generator engine 
teardown & component insps. 

HARRISON, J. J. Region 3, Office of Director. 84/06/14. QUAMME, 1 
Consumers Power Co. 2pp. 24980:259. 24X Fiche: 50-329, 84/06/14. 

8406190210. 


— 8406190214 Requests NRC concurrence for performance of emergency 
generator engine teardown & component insp as part of TDI 
OuneTs Group requirement. Work falls outside scop# of const 
completion program control. 

QUAMME, D. L. Consumers Power Co. CSC-7775. 84/05/29. 

HARRISON, J. J. Region 3, Office of Director. 2pp. 24980:261. 
Fiche. 50-329, 84/06/14, 8406190210. 


8406190223 Deficiency rept re malfunction of DB-50 undervoltage tr: 
attachment. Initially reported on 840607. Eva lua t ion indicates 
defect not generic. 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2928. 84/06/08. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 25022:360. 24X Fi che: 50-305, 84/06/08, 840619( 


8406190258 Forwards draft Rev 6 to QA program topical rept. 

COUNSIL, W. G. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). F0567A. 84/06/08. MURLEY, T. E. Region 1, Office o( 

Director. 9pp. 24986:201. 24X Fic he : 50-000. 84/06/08, 840619025e 


— 8406190260 Draft Rev 6 to QA program topical rept. 

* Northeast Utilities Service Co. (subs, of Northeast Utilitii 
84/06/08. 133pp. 24986:210. 24X Fiche : 90-000, 84/06/08, 

8406190258. 


8406190276 Forwards proprietary "Ca lc ulation of Containment Temp/ 
Pressure Response Following Steamline Rupture w/Superheated 
Steam." Rept withheld (ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-84-S7. 84/06/14. 

THOMAS, C. 0. Standard! za t i on tt Special Projects Branch. 2pp. 
24984: 321. 


8406190447 Forwards update of BfcR Regulatory Response Group roster. 
DENTE, T. J. Babcock & Wilcox Regulatory Response Group. DENTE, T. 
BWR Owners Group. BWROG-8426. 84/06/07. EISENHUT, D. G. Divisic 

Licensing. 2pp. 24989:318, 


8406190460 Forwards 840611 application for withholding proprietary 
info & proprietary response to Request 2 for addl info re 
WCAP-10125 it "Update of Extended Burnup Database for 
Response & rept withheld (ref 10CFR2. 790). 

RARE, E. P. Westinghouse Electric Corp. NS-EPR-2917. 84/06/11. 

THOMAS, C. 0. Standard izat ion & Special Projects Branch. 2pp. 
24989: 347. 


— 8406190463 Requests withholding response to Request 2 for addl it 
WCAP-10125, "Extended Burnup Evaluation of Uestinghousa 
Fuel," per 10CFR2. 790. 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-84-48. 84/06/) 

THOMAS, C.O. Assistant Director for Licensing. Ip. 24989:349. 


OOOS Notification of 840621 meeting w/BWR Owners Group S< INEL in 
escfa* MD to discuss reactor trip breaker activities Sc 
-term solutions responding to Generic Ltr 83-28.. 

4 . 2 . 

ION, T. W. Operating Reactors Assessment Branch. GL-83— 28. 

S/07. HOLAHAN, G. M. Operating Reactors Assessment Branch. 2pp. 


8406210363 Interim Deficiency Rept DR— 178 re turbocharger prelube 
orifice on standby diesel generator A supplied by TDI. Next 
rept will be submitted S40830. 

BOOKER, J. E. Gulf States Utilities Co. RBG-1S, 026. 84/06/14. 

C DLL I NS, J. T. Region 4, Office of Director. Ip. 25054:345. 24 

Fiche: 50-458, 84/06/14, 8406210363. 


)Q14 Forwards response to NRC 840504 request foT addl info re 
Rept SAW— 101 56. Add 1 response will be submitted by 

J. H. Babcock Sc Wilcox Co. 84/06/12. MORAN, D. 
lardi iation Sc Special Projects Branch. 43pp. 25047:116. 

057 Notification of 840628 meeting w/C-E Owners Group Sc INEL in 
sda, MD to discuss status on reactor trip breaker 
i'ties & long-term solutions in response to Item 4. 2 of 
ic Ltr 83-28. 

ON, T.W. Operating Reactors Assessment Branch. GL-83-28. 

707. HOLAHAN, G. M. Operating Reactors Assessment Branch. 2pp. 


3SO Approves of route to be used for transport of spent reactor 
described in 840518 ltr from Pleasanton, CA to Port of 
fid, CA. Data re arrangements w/law enforcement agencies & 
of route end. 

’ T. S. Material Transfer Safeguards Licensing Branch. 84/06/04. 
-AND, M. W. General Electric Co. 6pp. 25067:213. 


H7 Notification of 840621 meeting w/util in Bethesda,MD to 
ls responses to questions re Topical Rept FRD 41, 

VN. '* 

D. H. Standardization Sc Special Projects Branch. 84/06/11. 
J/ C. O. Standardization S< Special Projects Branch. 3pp. 
357", 


I-&2 Forwards BWR Owners Group basis for continued operation re 
fl 182 weld butter crack indications for review b 
ition. Response requested by 840618. 

L G. C. Assistant Director for Operating Reactors. 84/06/12. 
ON, W. V. Assistant Director for Matls, Chem. Sc Environ 
logy (Post 830201 ) . lp. 25069:027. 


6»9 Notification of 840615 meeting w/TDI Owners Group in 
River, NY to discuss open issues remaining on 
©d fastener repts prepared by S&tW. 

' M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 

on of Licensing. 3pp. 25069:024. 24X Fiche: 50-000, 84/06/11, 

0469. 


*73 Provides cost breakdown of charges for review of BAW— 10149, 
Train-Hybrid Computer Simulations of BScW Nuclear 
Plant" per 840130 request. Revised invoice end. 

/ W. O. License Fee Management Branch. 84/06/11. TAYLOR, J. H. 
k 8< Wilcox Co. 3pp. 25069:010. 


8406210464 Discusses review of proposed Rev 3 to Gi 1 bert/Commonwea 
Topical Rept GAI-TR-106, s ubmi tted by 840312 Sc 0515 Itrs. Rept 
continues to meet criteria of App B, 10CFR50. 

POTAPOVS, U. Region 4, Office of Director. 84/05/24. SAILER, W. 
Gilbert Associates, Inc. 2pp. 25089:268. 


— 8406210465 Forwards Rev 3, "Gi lbert/Commonwealth QA Program for 
Power Plants, " for review S< approval. 

SAILER, W. F. Gilbert Associates, Inc. 84/03/12. POTAPOVS, U. 
Region 4, Office of Director. lp. 25089:270. 


— 8406210466 Rev 3 to ‘‘Gilbert/Commonwealth QA Program for Nuclear 
Plants. " 

* Gilbert Associates, Inc. 84/02/29. 124pp. 25089:271. 


8406220195 Confirms 840615 telcon re TDI documents obtained during 
discovery process. Staff b consultants able to proceed w/ 
reviews of TDI engines on basis of info in possession St from 
TDI Owners Group. Related correspondence. 

GODDARD, R. J. Hearing Branch 3. DSB 795. OL. 04/06/19. 

DYNNER, A. R. Kirkpatrick, Lockhart, Hill, Christopher St Phillips 
2pp. 25082:003. 24X Fi c h e : 50-322, 84/06/ 19, 8406220195. 


8406220203 Forwards changes to QA manual Chapter 1, "Organi zation, 
per Topical Rept B&ROE-COM—l -NP-3A. Organi zational changes to 
GA dept implemented on 840507. Rev 4 to topical rept will be 
submitted for updating b review. 

ROE, K. K. Burns b Roe Co. B«cR0E-C0M4-l-NP. 84/06/04. POTAPOVS. 
Vendor Program Branch. I4pp. 25082:021. 


8406220215 Forwards nonproprietary 8< proprietary "Rept on Duke/ 
Westinghouse Spent Nuclear Fuel Rod Consolidation 
Demons trat ion" Se Westinghouse 840503 application foT 
withholding (ref 10CFR2. 790). 

TUCKER, H. B. Duke Power Co. 84/06/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Rea< 
Branch 4. 2pp. 25081:007. 24X Fiche: 50-269, 84/06/12, 840622021! 


— 8406220227 Requests withholding of proprietary spent fuel consol: 
rept (ref 10CFR2. 790 >. Af f i davi t end. 

WIESEMANN, R. A. Westinghouse Electric Corp. CAW-84-4. 84/05/C 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. : 
25081:009. 24X Fi ch e 50-269, 84/06/12, 840622021 5. 


— 8406220233 Non prop r i et ary "Duk e/West inghouse Spent Nuclear Fuel F 
Consolidation Demonstration." 

* Duke Power Co. 83/09/30. 68pp. 25081:018. 24X 

Fiche: 50-269, 84/06/12, 8406220215. 


45 Reiterates position that RE Engel 810409 proposed process 
view of proposed nonsafety-related revs to topical 
unacceptable. 

JT. D. G. Division of Licensing. 84/06/08. SHERWOOD, G. G. 

1 Electric Co. lp. 25068:178. 


36 Advises that C-E should be billed for review of CEN-152. 
ce that C—E requested review b formal approval of rept 

, R, L. Regulations Division. 84/06/11. MILLER, W. 0. License 
nagement Branch. lp. 25091:213. 


8406220259 Board Notification 84-120: forwards transcripts of 84042d 
0502 Sc 24 meetings w/TDI Owners Group re status of program 
to establish diesel generator reliability. 

EISENHUT, D. G. Division of Licensing. 84/06/20. PALLADINO 
Commissi oners. 54pp. 25206:099. 24X Fiche: 50-000,84/06/20, 

8406220259. 


— 8406290349 Transcript of 840524 meeting w/TDI Owners Group in Wac 
River, NY. Pp 1-173. 

* Commissioners. 84/05/24. 174pp. 25206:296. 24X 

Fiche: 50-000, 84/06/20, 8406220259. 


34 Informs of BWR Owners Group conclusion re pump operating 
s, per Generic Ltr 83-10. Run-al l/trip-al 1 philosophy, 
junction w/selection of loss of subcooled margin as 
ignal, best meets objectives. 

H, Babcock b Wilcox Operating Plants Owners Group. 

R. H. Tennessee Valley Authority. GL-83— 10. 84/06/18. 

> vJ. R. Operating Reactors Branch 3. Ip. 25057: 121. 


8406230041 Notification of 840622 meeting w/TDI Owners Group in 
Palo Alto, CA to discuss open issues on FaAA component design 
rep ts. 

MILLER, M. A. Division of Licensing. 84/06/14. BERLINGER, C. H. 
Division of Licensing. 3pp. 25128:256. 24X Fi c he: 50-000, 04/O6> 

8406230041. 


35 Forwards Sandia copyrighted rept "Investigation of Cable 
iration Inside Reactor Containment, " per 840523 
b. Rept not filmed. 

kCK, G. B. General Electric Co. MFN# 072-84. 84/06/04. 

/S, U. Vendor Program Branch. lp. 23058:009. 


50 Forwards BWR Owners Regulatory Response Group justification 
itinued operation in light of weld butter cracking. 

>e Group will provide addl info re Inconel weld butter 
tg in approx 1 month. 

G. C. Assistant Director for Operating Reactors. 84/06/11. 

**'” r ' * rwwi«irtr» i icensina. Id. 25069:292. 


8406230118 Summary of 840608 meeting w/BScW re proposed generic ltr 
A— 43 re containment emergency sump b exploration of 
alternate means to target problem plants, No conclusions 
reached. 

SPEIS, T. P. Division of Safety Technology. 84/06/18. DENTON, H. F 
Office of Nuclear Reactor Regulation, Director. 2pp. 25128:336. 


8406230152 Notification of 840626-27 meetings w/GE Sc BNL in San Jos 
to discuss questions b evaluations of GE structural 
integrity analysis for Mark III containment described in 
GESSAR II. 

SCALETTI, D. C. Standard i zat ion b Special Projects Branch. 84/06/ 
THOMAS, C, □. Standardization Sc Special Projects Branch. 3pp. 
25129:001. 24X Fic he : 50-447, 84/06/ 14, 8406230152. 


56230248 Notification of cancelation of 840621 meeting w/TDI Owners 
»roup in Wading River, NY to discuss progress of owners group 
alan to qualify TD1 diesel generators & discuss repts 
submitted by owners group. 

FILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. Ip. 25128:361. 


D623025B Notification of cancellation of 840615 meeting w/TDI Owners 
Sroup in Wading River. NY to discuss open issues remaining on 
threaded fastener repts prepared by S&W. 

MILLER, M. A. Division of Licensing. 84/06/11. BERLINGER, C. H. 
Division of Licensing. Ip. 25128:018. 


D6230385 Forwards topical rept evaluation of BAW-1014Q (P), 
"Vibration Analysis, Measurement St Insp Programs for 
Prototype Reactor Internals for B&W 205-Fuel Assembly 
Plants." Rept acceptable. 

THQMAS, C. 0. Standar d i zat i on S: Special Projects Branch. 84/06/14. 
TAYLOR, J.H. Babcock Sc Wilcox Co. 3pp. 25128:133. 


B406230391 Topical rept evaluation of BAW-10140 (P), "Vibration 
Anal ys i s, Measurement h Insp Programs for Prototype Reactor 
Internals foT BSW 205-Fuel Assembly Plants. " Rept 
acceptab le. 

* NRC - No Detailed Affiliation Given. 84/06/14. 3pp. 

25128: 136. 


06250191 Forwards Rev 3 to Topical Rept GAI-TR-106, “Gilbert/ 
Commonwealth QA Program for Nuclear Power Plants. " 

DISTASIO,L. Gilbert Associates, Inc. 84/06/15. Record Services 
Branch (Document Control Desk). Ip. 25117:094. 


B406250255 Rev 3 to Topical Rept GAI-TR-106, "Gilbert/Commonwealth QA 
Program for Nuclear Power Plants. " 

* Gilbert Associates, Inc. 84/05/31. 124pp. 25117:097. 


36250299 Forwards "Design Review of Connecting Rods of TDI In-Line 
DSR-48 Emergency Diesel Generators. " 

RAY, C. L. TDI < Transamer i ca Delaval, Inc. ) Owners Group. QGTP-79. 
34/06/18. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25115:238. 24X Fi ch e: 50-000, 84/06/18, 8406250299. 


3406250349 FAAA-84-3-13 

"Design Review of Connecting Rods of TDI In-Line DSR-4B 
Emergency Diesel Generators." 

* Failure Analysis Associates. 84/06/30. 48pp. 25115:240. 24X 

Fiche: 50-000, 84/06/18, 8406250299. 


D6230313 Forwards "Design Review of Elliott Model 65G Turbocharger 
Jsed on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets. " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. OGTP-77. 
34/06/15. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25118:001. 24X Fiche: 50-000, 84/06/15, 840 6230313. 


3406250323 FAAA-84-6-56 

"Design Review of Elliott Model 65G Turbocharger Used on TDI 
DSRV-12-4 fc DSRV-20-4 Emergency Diesel Generator Sets. " 

# Failure Analysis Associates. 84/06/30. 55pp. 25118:003. 24X 

Fiche: 50-000,84/06/15, 8406250313. 


36250333 Forwards "Sup pi to Emergency Diesel Generator Auxiliary 
Module Control Wiring & Termination Qualification Rept." 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. QGTP-74. 
34/06/15. DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. 17pp, 25119 : 209. 24X Fi ch e: 50-000, 84/06/15, 8406250333. 


3406250337 "Suppl to Emergency Diesel Generator Auxiliary Module 
Control Wiring & Termination Qualification Rept. *' 

* Stone St Webster Engineering Corp. B2-1 160060-4. 84/06/30. 

15pp. 23119:211. 24X Fic he: 50-000, 84/06/15, 8406250333. 


D6250335 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. *' 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. OGTP-75. 
34/06/15. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25115:001. 24X Fiche: 50-000, 84/06/15, 8406250335. 


3406250342 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

■* Stone St Webster Engineering Corp. 84/06/30. 34pp. 25115:003. 

24 X Fiche: 50-000, 84/06/15, B406250335. 


06250336 Forwards proprietary WCAP-7907-P-A 4e nonpr oprietary 
WCAP— 7907-A, "LOFTRAN Code Description, " per 830729 request. 
Application for withholding proprietary info 
Cref 10CFR2. 790) *t affidavit also forwarded. 

RAHE, E. P. Westinghouse Electric Corp. NS-EPR-2926, B4/06/O6. 

rHOMAS, C. 0. Standardizat ion S< Special Projects Branch. 2pp. 
25115:286. 


— 8406250338 Requests proprietary WC AP-7907-P-A, "LOFTRAN Code 
Description," be withheld from public disclosure per 
10CFR2. 790. Affidavit AW-76-31 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-84-50. 84/Ot 

THOMAS, C. 0. Standard i zati on & Special Projects Branch. 9pp. 
25115:288. 


— 8406250340 WCAP-7907-A 

NonpToprietary "LOFTRAN Code Description. " 

BURNETT, T. W. , MCINTYRE, C. J. , BUKER, J. C. Westinghouse Electr 
Corp. 84/04/30. 166pp. 25115:297. 


8406250339 Forwards "Influence of Thermal Distortion on Fatigue 
Performance of AF S< AE Piston Skirts. " 

RAY, C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. OGTP- 
84/06/14. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25115:112. 24X Fiche: 50-000, 04/06/14, 8406250! 


—8406250348 FAAA-84-5-18 

"Influence of Thermal Distortion on Fatigue Performance of 
AF & AE Piston Sk irts. " 

* Failure Analysis Associates. 84/06/30. 55pp. 25115:114. 

Fiche: 50-000, 84/06/14, 8406250339. 


8406250343 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Midland & San Onofre Nuclear Generating 
Stations. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. OGTP- 
84/06/15. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25115:169. 24X Fiche: 50-000, 84/06/15, 94062501 


—8406250346 FAAA-84-6-54 

"Evaluation of Emergency Diesel Generator Crankshafts at 
Midland & San Onofre Nuclear Generating Stations. " 

* Failure Analysis Associates. 84/06/30. 67pp. 25115:171. 

Fiche. 50-000, 84/06/15, 8406250343. 


8406260113 Forwards nonproprietary & proprietary "Westinghouse Si 
Methodology for Protection Sys, Comanche Peak Station. " 
Application requesting proprietary info be withheld 
(ref 10CFR2. 790) also end. 

SCHMIDT, H. C. Texas Utilities Electric Co. (formerly Texas Utl] 
Generating Co.). TXX-4196. 84/06/07. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. YOUNGBLOOD, B. J. Licensi 
Branch 1. 2pp. 25148:227. 24X Fi c he : 50-445, 84/06/07, 84062601 


— 8406260 118 Requests withholding of proprietary "Westinghouse Sc 
Methodology for Protection Sys, Comanche Peak Station, " 

(Tef 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp. CAW-84-9. 04/Od 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
25148:229. 24X Fi ch e: 50-445, 84/06/07, 84062601 13. 


— 8406260126 Nonprop r i etar y "Westinghouse Setpoint Methodology fi 
Protection Sys, Comanche Peak Station. " W/two oversize 
tab les. Aperture cards available in PDR. 

TULEY , C . R . , MILLER, R. B. Westinghouse Electric Corp. 84/05/! 
86pp. 25148:230. 24X Fic he: 50-445, 84/06/07, 84062601 13. 


8406260120 Forwards Topical Rept VEP-NOS-9, "North Anna Unit 1, C\ 
Core Performance Rept. " 

STEWART, W. L. Virginia Electric & Power Co. 341. 04/06/18. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

MILLER, J. R. Operating Reactors Branch 3. Ip. 25143:237. 24) 

Fiche: 50-338, 84/06/18, 8406260120. 


— 8406260128 VEP-NOS-9 

"North Anna Unit 1, Cycle 4 Core Performance Rept." 

FORD, C. A., PIERCE, N. S. Virginia Electric & Power Co. 84/05, 
50pp. 25143:238. 24X Fic he : 50-338, 84/06/ 18, 8406260120. 


8406260134 Forwards NRC 840619 1 tr to applicant re specific acti< 
concerning TDI diesel generators to be undertaken prior to 
licensing. Certificate of Svc end. Related correspondence. 
MIZUNQ, G. S. Hearing Branch 1. DSB 875. 84/06/22. BLOCH, P, B, 

JORDAN, W.H., MCCOLLOM, K. A. Atomic Safety and Licensing Board f 
6pp. 25142:014. 24X Fiche: 50-445, 84/06/22, 8406260134. 


8406260235 Requests exemption from GDC 4 to apply leak before bn 
concept to eliminate postulated pipe breaks in Class 1 
accumulator injection lines from structural design basis. 

Basis provided in WCAP-10537. Rept withheld (ref 10CFR2. 790). 
TUCKER, H. B. Duke Power Co. GL-84-D4. 84/06/18. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. ADENSAM, E* & 
Licensing Branch 4. 9pp. 25149:097, 24X Fi che: 50-413, 84/06/! 

8406260235. 


8406260238 Requests withholding proprietary info per 10CFR2. 79< 
Affidavit CAW-83-80 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. CAW-84-41. 84/< 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

3X140' tfli 0/1 V P 4 r H - . 1 O. Q4. /OX. /I O. Ql/UUAm 


NONDOCKETED ITEMS 


60242 WCAP 1053S 

tbnical Basis for Eliminating Class 1 Accumulator Line 
tore as Structural Design Basis for Catau/ba Units 1 & 2." 

MY, S. A. , 5CHMERTZ, J. C. , YANG, C . Y. Westinghouse Electric Corp. 
04/30. 93pp. 25149:112. 24X Fiche: 50-413, 84/06/ 10, 8406260235. 


342 Advises that proprietary suppls to CENPD-107 re ATWS model, 
nitted in listed ltrs, should be redesignated 
graded : nonpropr ietary , 11 per review. 

;R» A. E. Combustion Engineering, Inc. LD-84-029 . 84/06/20. 

■JUT, D. G. Division of Licensing. Ip. 25150:336. 


J31 Forwards "Design Review of Connecting Rod Bearing Shells for 
iterpr ise En g i n e s . M 

L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 0GTP-S9. 

'22. DENTON, H. R. Office of Nuclear Reactor Regulation, 
for. 2pp. 25154:127. 24X Fi che : 50-000, 84/06/22, 8406260351 . 


0363 FAAA-84-3-1 

ign Review of Connecting Rod Bearing Shells for TDI 
r prise Engines. " 

ailUT-e Analysis Associates. 84/03/12. 51pp. 25154:130. 24X 

e: 50—000, 84/06/22, 8406260351. 


80 Advises that end to 790604 ltr re C-E SHAKE code utilized 
ne Yankee seismic analysis no longer contains 
etary info & should be redesigned " doumgrad ed : 
prietary. " 

R» A. E. Combustion Engineering, Inc. LD— 84-030. 84/06/20. 

JT, D. G. Division of Licensing. Ip. 25151:361. 24X 

50-309, 84/06/20, 8406260380. 


7*? Responds to JB George inquiry re p lant-sp ec if i c action to be 
b y util re TDI diesel generators prior to plant 
Lng. Comprehensive rep t, detai ling insps performed under 
LFicaition program, must be submitted. 

-ODD* B. J. Licensing Branch 1. 84/06/19. SPANCE, M. D. Texas 

Les Electric Co. (formerly Texas Utilities Generating Co. ). 
23130:323. 24X Fic he : 50-445, 84/06/ 19, 8406260479. 


J3 Concludes that BART c od e, ui/mod el s for enhanced convection 
rewetting, acceptable w/listed cond itions, based on 
of Topical Rept WCAP-10484, "Spacer Grid Heat 
it' Effects During Reload. " 

C. O. Standard i zat ion & Special Projects Branch. 84/06/21. 
P. Westinghouse Electric Corp. 2pp. 25158:154. 

.5 Forwards "Design Review of TDI R-4 & RV-4 Series Emergency 
Generator Cylinder Blocks it Liners. " 

TDI (Transamerica Delaval, Inc. ) Owners Group. OGTP— 90. 
!5. DENTON, H. R. Office of Nuclear Reactor Regulation, 
ir. 2pp. 25163:273. 24X Fiche: 50-000, 84/06/25, 8406270115. 


H36 FAAA-B4-5-4 

gn Review of TDI R-4 it RV-4 Series Emergency Diesel 
ator Cylinder Blocks it Liners." 

ilure Analysis Associates. 84/06/30. 79pp. 25163:275. 24X 

: 50-000,84/06/25,8406270115. 


8406280203 Forwards proprietary WCAP-9561 -P-A 8e nonpropr i etary 
WCAP-9695-A, "BART-A1 : Computer Code for Best Estimate 
Analysis of Reflood Transients. " Application foT withholding 
proprietary info (ref 10CFR2. 790) it affidavit forwarded. 

RAPE, E. P. Westinghouse Electric Corp. SED-THTA-402. 84/05/22. 
THOMAS, C. 0. Standardization i>. Special Projects Branch. 3pp. 
25177: 057. 


— 8406280211 Requests proprietary WCAP— 9561-P-A, "BART-A1 : Computer ( 
for Best Estimate Analysis of Reflood Transients, " be 
withheld from public disclosure per 10CFR2. 790, Af f ida vi t 
AW-77-18 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-84-45. 84/05/2, 

THOMAS, C. 0. Standar di zati on & Special Projects Branch. 8pp. 
25177: 060. 


—8406280223 WCAP-9695-A 

Nonpr oprietsry "BART— A1 : Comp ut er Code for Best Estimate 
Analysis of Reflood Transients." 

YOUNG, M. Y. , CHIOU, J. S. , KABADI , J. Westinghouse Electric Corp. 
84/03/31. 363pp. 25177:068. 

8406280244 Forwards response to 840620 request for addl info re drai 
Tech Specs. Enel proprietary rept, "Westinghouse Reactor 
Protection Sys/ESF Actuation Sys Setpoint Methodology," 
withheld (ref 10CFR2. 790). 

TUCKER, H. B. Duke Power Co. 84/06/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Br< 
4. 24pp. 23177:031. 24X Fiche: 50-000, 84/06/25, 84062Q0244. 


8406280253 Responds to 831024 request to withhold XN-NF-709, 
"Justification of XNB Correlation for Palisades, " from 
public disclosure for reasons listed. Request granted, per 
10CFR2. 790 it Section 103 of Atomic Energy Act of 1954. 
CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-040. 

84/06/22 STOUT, R. B. Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.). 4pp. 25178:074. 24X Fiche: 50-255, 84/06/22, 8406280253. 


8406280317 Trip rept of 840529-0601 visit to BNL to participate in 
Workshop on Historical Dose Experience & Dose Reduction 
(ALARA) at Nuclear Power Plants. Final agenda end. 

WIGGINTON, J. E. Engineering it Generic Communications Branch. 
84/06/25. ALLISON, D. P. Engineering it Generic Communications Brai 
4pp. 25183:357. 


8406280400 Responds to 030511 request for actions re BWR Owners Groi 
Tech Spec improvement pro gram. Concurs in conclusion that 
periodic technical briefings during Phase II effort will 


peria 

facilitate review & encourage participation. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 

GL— 83-28. 84/06/22. HELWIG, D. R. BWR Owners Group. HELWIG, D. R. 

Philadelphia Electric Co. 4pp. 25195:012. 


8406280408 Summarizes BWR Owners Group Tech Spec improvement prog 

& requests NRC revieu topical rept to be submitted in 

HELWIG, D. R. BWR Owners Group. HELWIG, D. R. Philadelphia Elect 
Co. BWRQG-8412. 84/05/11. DENTON, H. R. Office of Nuclear Rea 

Regulation, Director. 3pp. 25195:016. 


1 Forwards Final Rept SWRI -6582-005, "Research Program for 
Qualification of Nuclear Plant Electrical it 
cal Equipment" it SWRI 840531 transmittal ltr.Repts 
published as NUREG. W/o rept. 

.L, W. E. Mechanical/Structural Engineering Branch. 

■01 — 185. 04/06/19. MORRIS, B. Division of Engineering 

ogy. NOONAN, V. Equipment Qual if icat ion Branch. BOSNAK, R. J. 
cal Engineering Branch. Ip. 25176:333. 


*176» Forwards Final Rept SWRI -6582-005, "Research Program for 
lie Qual if ication of Nuclear Plant Electrical it 
nical Equipment." W/o end. 

D. D. , CRUSE, T. A. Southwest Research Institute. 

>4-— 01 — 185. 84/05/31. CAMPBELL, W. E. Office of Nuclear 

atory Research, Director. Ip. 25176:334. 


16 Forwards proprietary, "Evaluation of Proposed Mods to 
II Design, 11 in response to NRC 840413 request for 
fo re severe accident review. Affidavit requesting 
withheld (ref 10CFR2. 790) also end. Rept withheld, 
t. F. General Electric Co. MFN-085-84. 04/06/21. 

«T, D. G. Division of Licensing. 5pp. 25180:356. 24X 

,0—447, 04/06/21, 8406280036. 


406290155 Forwards addl info it corrections to "Probability of Miss 
Generation in GE Nuclear Turbines" per 840523-24 meetings. 

TIMO, D.P. General Electric Co. 84/06/25. VASSALLO, D. B. Operat 
Reactors Branch 2. 27pp. 25198:210. 


(>06290181 Forwards "Control Room Design Review Final Rept, per 
Suppl 1 to NUREG-0737. Final validation step not completed. 
Addendum rept will be submitted upon completion of 

KEMPER J°S. Philadelphia Electric Co. 84/06/25. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25200:001. 24X Fic he : 50-352, 84/06/25, 

8406290181. 


-8406290198 "BWR Owners Group , Control Room Improvement Committee, F 
Factors Design Review of Limerick 1 it 2 Control Room, Summary 

BUNKER, R. S. , ROSS, K. C. , MULLEE, G. R. Generai Electric Co. 
82/04/06. 109pp. 25200:294. 24X Fiche: 50-352, 84/06/23, 




8406290299 Transcript of 840622 meeting between NRC it consultants 8 
Owners Group & consultants in Palo Alto.CA re review of 
operability & reliability of TDI engine. Pp 1-295. Supporting 
d ocumen ta tiou end. 


84/06/22. 307pp. 


B 


NONDOCKETED ITEMS 


16290355 Advises that util mill replace piston skirts in TDI diesel 
lenerators w/piston skirts of later design. New Type AE 
liston skirts will be installed by 840901. 

•OSTER,D.O. Georgia Power Co. GN-374. 84/06/11. 0 'REILLY* J. P. 

legion 2, Office of Director. Ip. 25211:322. 24X 

• iche: 50-424. 84/06/11. 8406290355. 


>6290376 Advises of substantial completion of insp program re Diesel 
I— A. Ap p 1 icants replacing Type AN piston skirts ui/Type AE. No 
natters detected in insp constitute condition rendering 
>iesel 1-A functionless. 

:ARR. A. V/. Duke Power Co. DSB 907. OL. 84/06/25. KELLY. J. L. . 
’URDOM, P. W. , FOSTER. R. F. Atomic Safety and Licensing Board Panel. 
2pp. 25206:094. 24X Fi c h e : 50-413. 84/06/25, 8406290376. 


>6290498 Grants request for exemption from requirements of 
LOCFRO. 735-21, allowing par t i c i pa t i on in matters affecting 
Jestinghouse. 

1IN0GUE, R. B. Office of Nuclear Regulatory Research, Director. 
34/06/21. MARINO, G. P. Office of Nuclear Regulatory Research, 
Jirector. Ip. 25211:347. 


5TE MGT NUCLEAR WASTE MANAGEMENT 


>6040230 Comments on petition for rulemaking re DOE guidelines for 
'ecommendati on of sites for nuclear waste repositories. 

Requests Commission hold add 1 hearing to receive comments. 

VLLAIN, B. Mississippi, State of. 49FR9650. 84/05/25. CHILK, S. J. 

Dffice of the Secretary of the Commission. Ip. 24795:242. 


>6050334 Comments on petition for rulemaking re draft DOE guidelines 
For recommendation of sites for nuclear waste repositories. 

Requests public meeting for parties who originally appeared 
>efore Commission on subj. 

(ALITQWSKI, T. J. Minnesota. State of. 49FR9650. 84/05/30. 

IHILK. S. J. Office of the Secretary of the Commission. 7pp. 

24841: 309. 


>6070031 Forwards calculations for Salt Lake City/Clive site 
:onceptual design. 

1ATTHEWS, M. L. Energy. Dept. of. 84/05/24. PENNIFILL, R. Low Level 
Jaste Licensing Branch. Ip. 24853:001. 


3406070035 "Salt Lake City/Clive Site Conceptual Design.” 

* Energy. Dept. of. * Jacobs Engineering Group, Inc. 84/05/31. 
400pp. 24853:002. 


>6070380 CECR R-826 

‘Geochemical Investigation of UMTRAP Designated Site at 
salt Lake City, UT. “ 

1ARK0S, G. , BUSH, K. J. Geochemistry & Environmental Chemistry 
lesearch, Inc. DOE/UMT/0235. 82/12/31. 94pp. 24854:080. 


>6070382 Comments on Mar 1984 review plan re GA program for site 
rharacter i zation of high level nuclear waste repositories. 
lOOK, F. R. Basalt Waste Isolation Project. 00825. 84/05/07. 
3R0WNING, R. E. Division of Waste Management. 4pp. 24854:076. 


>6070384 Forwards suppl to document accessions list.Suppl adds 
lew/revised documents to BWIP accession list.Vols I & 1 1. 
e Rockwell International Corp. M043084. 84/05/22. Energy, Dept. 

3 f . 27pp. 24854:049. 


>6070387 Submits Salt Repository Project site rept for wk of 840507. 
>iscusses QA audits of USGS St Woodward-Clyde Consultants. 

>raft Rev 5 to "Paradox Basin Project GA Manual" end. 

/ERMA, T. R. NRC - No Detailed Affiliation Given. 00541. 84/05/14. 

3R0WNING, R. E. Division of Waste Management. 12pp. 24861:007. 


3406070389 Draft Rev 5 to "Paradox Basin Project QA Manual. " 

* Woodward-Clyde Consultants, Inc. 84/03/20. 36pp. 24861:019. 


>6070392 Notifies of upcoming meetings scheduled during 840531-0913, 
>er commitment at 830719-20 meetings. Schedule will be 
jpdated weekly. 

rAYLOR, T. J. Energy, Dept. of. 00539. 84/05/18. LINEMAN, J. NRC - 

Jo Detailed Affiliation Given. CHRISTOFFERS, J. Utah, State of. 
-RISHMAN, T. Texas, State of. 2pp. 24854:047. 


>6070396 Notifies of upcoming meetings scheduled during 840531-0913, 
>er commitment at 830719-20 meetings. Schedule will be 


8406070399 Notifies of upcoming meetings scheduled during 840515-0 
per commitment at 830719-20 meet ing s. Schedule will be 
updated weekly. 

TAYLOR, T. S. Energy, Dept. of. 00547. 84/05/11. LINEHAN, J. N 

No Detailed Affiliation Given CHR ISTOFFERS, J. Utah, State of. 
FRISHMAN, S. Texas, State of. 2pp. 24854:043. 


8406080008 Submits followup to 840330 discussion re NRC salt data 
revi ews. Agenda for hydrology data 840515-18 review encl. 

LINEHAN, J. J. Repository Projects Branch (Post 831001). 00549. 

84/05/08. NEFF, JO. Energy, Dept. of. 7pp. 24877:332. 


8406080104 Responds to 840508 ltr re hydrology data review & propo 
data exchanges. Future topics & dates cannot be committed to 
w/o discussion. Response to each salt state provided. W/o 
encl. 

NEFF, J. 0. Energy, Dept. of. 00345. 84/03/11. LINEHAN, J. L. 

Repository Projects Branch (Post 831001). Ip. 24875:334. 


8406080110 Forwards current list of technical meetings w/DOE re 
repository 1 icensing. Sc hedul e will be updated biweekly. 

MILLER, H. J. Repository Projects Branch (Post 831001). 00828. 

84/03/03. DAY IS, J. G. , MAUSSHARDT, D. , BROWNING, R. NRC - No Deta 
Affiliation Given. 4pp. 24865:339. 


8406080115 Forwards "Performance Assessment Plan it Methods For Sal 
Repository Project," satisfying Milestone 1323642. Next 
update scheduled for end of CY84. 

GOLDSMITH, S. Battelle Memorial Institute, Columbus Laboratories 
00543. 84/05/02. NEFF, J. 0. Energy, Dept. of. Ip. 24876:001. 


— 8406080117 "Performance Assessment Plan & Methods For Salt Repos 
Pr a j ec t. " 

* Battelle Memorial Institute, Columbus Laboratories. 84/03/ 
280pp. 24876:002. 


8406080119 Discusses inconsistencies in draft rept, "Assessment of 
Radionuclide Apparent Solubilities by Conservative 
Estimation of Steady-State Concentration." Marked-up rept & 
840131 memo encl. 

REHFELDT, W. Repository Projects Branch (Post 831001). 00826. 

84/05/01. BROOKS, D. Geotechnical Branch (Post 831001). 2pp. 
24878: 122. 


— B406080121 Requests review of encl NRC site technical rept re 
geological stability & geochemical issues for BWIP site. 
JUSTUS, P.S. Geotechnical Branch (Post 831001 ). 04/01/31. 

WRIGHT, R. J. Repository Projects Branch (Post 831001). Ip. 
24878: 124. 


8406080120 Submits Salt Repository Project sit# rept for wk of 040 
VERMA, T. R. NRC - No Detailed Affiliation Given. 00338. 84/03/ 

BROWNING, R. E. Division of Waste Management. Ip. 24878:121. 


8406080123 Forwards data questions re hydrology for 840514-18 data 
orientation visit to Ofc of Nuclear Waste Isolation in 
Columbus, OH. 

COOK, B. A. , ROSS, F. W. Geotechnical Branch (Post 831001). 00337. 

84/03/08. JOHNSON, R. Repository Projects Branch (Post 831001). 
24pp. 24878:097. 


8406080126 Forwards current list of technical meetings w/DOE re 
repository licensing. Schedule will be updated biweekly. 

MILLER, H. J. Repository Projects Branch (Post 831001). 00827. 

84/04/11. BROWNING, R. , BELL, M. , MILLER, H. NRC - No Detailed 
Affiliation Given, 4pp. 24878:093, 


8406080168 Notifies of 840331 sixth bimonthly meeting of potential 
salt states & NRC in Wash ing ton, DC. Tentative agenda listed. 
TAYLOR, T. J. Energy, Dept. of. 00344. 84/05/14. LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 2pp. 24879:094. 


8406080190 Forwards draft agenda for 840331 sixth bimonthly meetin 
salt states & NRC in Wash ing ton, DC. 

TAYLOR, T. J. Energy, Dept. of. 00342. 84/05/21. LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 3pp. 24878:023. 


8406080193 Expresses appreciation for productive & constructive 
discussion during visit. Discussions enhanced understanding 
of nuclear waste disposal program. 

NEFF, J. 0. Energy, Dept. of. 00346. 84/03/14. RANDL, R. Oerma 

Federal Republic of. 4pp. 24878:019. 


NONDOCKETED ITEMS 


30281 Forwards list of addl documents re h y dro 1 ogy , s ummary of 
i inventory in hydrology Sc hydrology data q.ues t i ons, p er 
DO discussion. 

•HAN* J. Repository Projects Branch (Post 831001). 00550. 

15/06. NEFF* <J. □. Energy* Dept. of. 52pp. 24879:030. 


0296 Summarizes work completed on salt environ assessment 
eview document Sc data inventory effort re waste package 
gn it performance* in response to 840411 request. Comp leted 
ment review sheets end. W/o end. 

R*M. Engineering Branch (Post 831001). 00553. 84/04/25. 

SON* R. L. Repository Projects Branch (Post 831001). 3pp. 
3:302. 


3299 Submits Salt Repository Project site rept for wk of B40423. 
jsses data gaps in area c harac ter i zat i on* s e i smi c 
boring Sc potential for hydrocarbon resources. 

**T. R. NRC - No Detailed Affiliation Given. 00551. 84/06/05. 

"flNG* R. E. Division of Waste Management. 2pp. 24878:298. 


)302 Forwards draft "Site Technical Pos i ti on : Repos i tor y Design 
>s for Salt Repository Project Investigations*" per 
*nal operating plan Milestone 5314217.312 schedule. 

'ES. U. T. Engineering Branch (Post 831001). 00540. 84/05/14. 

‘R* H. J. Repository Projects Branch (Post 831001). Ip. 
f: 25Q. 


80304 Draft "Site Technical Pos ition: Rep osi tory Design Issues for 
t Repository Project Investigations." 

Division of Waste Management. 84/05/31. 34pp. 24878:259. 


070 Forwards comments on preliminary FES for remedial actions at 
site. Review focused on adequacy of hydrogeologic 
cieri zat ion &c comparison of impacts on groundwater of 
native remedial actions. 

* M. F. Geotechnical Branch (Post 831001). Q4/03/22. 

FILL.# R. A. Low-Level Waste Sc Uranium Recovery Projects Branch. 
24896: 321. 


8406110088 Submits BWIP site rept for ink of 831016. 

COOK, F. R. Division of Waste Management. 782. 83/10/28. 

BROWNING, R. E. Division of Waste Management. 2pp. 24883:316. 


8406110092 Submits BWIP site rept for wks of 840205 Sc 12. 

COOK, F. R. Division of Waste Management. 780. 84/02/21. 

BROWNING, R. E. Division of Waste Management. 7pp. 24883:329. 


8406110094 Submits BWIP site rept for wk of 840115. 

COOK. F. R. Division of Waste Management. 795. 84/01/26. 

BROWNING, R. E. Division of Waste Management. 3pp. 24883: 320. 


8406110098 Submits BWIP site rept for wk of 831128. 

COOK* F. R . Division of Waste Management. 791. 83/12/05. 
BROWNING* R. E. Division of Waste Management. Ip. 24883:267. 


8406110101 Submits BWIP site rept for u/ks of 831218-25 it 840101. 
COOK* F. R. Division of Waste Management. 793. 84/01/09. 

BROWNING* R. E. Division of Waste Management. 2pp. 24883:346. 


8406110107 Submits BUIP site rept for wk of 830925. 

COOK* F. R. Division of Waste Management. 786. 83/11/07. 

BROWNING, R. E. Division of Waste Management. 2pp. 24882:342. 


8406110119 Forwards affidavit it topical rept, "Cement Solidified W* 
to Meet Stability Requirements of 10CFR61*" for 
determination before 840518 if info should be withheld from 
public disclosure per 10CFR2. 790. W/o end. 

JOHNSON, T. C. Engineering Branch (Post 831001). 84/05/16. 

SHOMAKER* E. Operations it Administrative Division. Ip. 24882: 


8406110122 Requests review it comments on Chem-Nuclear Sys topical l 
"Fiberglass Reinforced Plastic High Integrity Containers* " 
by 840615. 

GREEVES, J. T. Engineering Branch (Post 831001). 84/04/19. 

GRELLA, A. W. Fuel Facilities i. Materials Branch. GAMMI LL< W. 
Meteorology it Effluent Treatment Branch. Ip. 24882: 110. 


071 Forwards "Waste Isolation Sys Panel Rept: NRC Staff Review." 
N* M. Geotechnical Branch (Post 831001). 84/02/21. KNAPP* N. R. 

clinical Branch (Post 831001). Ip. 24896:289. 


10074 "Waste Isolation Sys Panel Rept: NRC Staff Review." 

DON. K. J. Geotechnical Branch (Post 831001). 84/02/29. 31pp. 

96: 290. 


372 Forwards Hittman topical rept* "Cement Solidified Wastes to 
Stability Requirements of 10CFR61, " for review it 
ht. Comments requested by 840613. 

^* L. S. Low Level Uaste Licensing Branch. 84/05/10. CONTI* E. 
Management Branch (post 840429). COBB. L. Safeguards Branch. 
-L. W. Meteorology 5c Effluent Treatment Branch. lp. 24881:189. 


375 Tnip rept of Ofc of State Programs 840503-04 state workshop 
allow land burial it alternative disposal concepts, 
available on disposal alternatives for dialogue 
Lie 5c for decisionmaking lacking. 

3. Policvi Program Control Branch (Post 831001). 84/05/17. 

%RE. P. M. Policy Sc Program Control Branch (Post 831001). 2pp. 
333. 


380 Submits BWIP site rept for wk of 840122. 

r . R . Division of Uaste Management. 781. 84/01/30. 

CNO* R. E. Division of Waste Management. 2pp. 24803:348. 


381 Unexecuated MOU between State of WA Dept of Ecology Sc 
ar Waste Board re delegation of duties. 

shington. State of. 00819. B4/04/20. 59pp. 24896:232. 


8406110128 Forwards affidavit it topical rept* "Fiberglass Reinforce 
Plastic High Integrity Container*" for review & 
determination of withholding from public disclosure. 
Determination requested prior to 840518. W/o end. 

GREEVES* J. T. Engineering Branch (Post 331001). 84/04/19. 

SHOMAKER, E. Operations Sc Admini strative Division. lp. 24882: 1( 


Rev C 


8406110131 Forwards comments addressing major deficiencies 
generic plan, “UMTRA Environ Health Sc Safety Plan." Plan 
presently inadequate as generic health Sc safety planning 
d ocumen t . Ma jot deficiencies listed. 

HIGGINBOTHAM, L. Low-Level Waste Sc Uranium Recovery Projects Brai 
B4/05/18. MORLEY* J. A. Energy, Dept. of. 15pp. 24882:094. 


8406110133 Submits Nevada Nuclear Waste Site Investi gati ons rept f< 
wk of B40206. 

PRESTHOLT, P. T. Division of Waste Management. 84/02/06. 

BROWNING, R. E. Division of Waste Management. 16pp. 24882:076. 


406110135 Forwards trip Tept of 840509 visit to State of VA Solid 
Waste Commission Workshop on low level waste mgt in 
Richmond, VA to present talk on 10CFR61. 

WIDMAYER, D. A. Low-Level Waste it Uranium Recovery Projects Brand 
84/05/16. HIGGINBOTHAM* L. Lour-Level Waste Sc Uranium Recovery 


D _ ~ lorf , 








8406110137 Notifies that 20 1 
in Columbus* C3H for viewing, 
NEFF* J. 0. Energy. Dept, of 
Repository Projects Branch 


isted repts of interest to NRC are 

524. 84/04/17. LINEHAN* J. J. 

(Post 831001). 3pp. 24882:073. 


loi 


382 Submits BWIP site rept for inks of 831204 Sc 11. 

R. Division of Waste Management. 792. 83/12/19. 

[NG* R. E. Division of Waste Management. 2pp. 24896:230. 


383 Submits BWIP site rept for wk of 831121. 

r . R. Division of Uaste Management. 790. 83/11/28. 

[NG* R. E. Division of Waste Management. 2pp. 24896:228. 


JBS Submits BWIP site rept for wk s of 840429 & 0506. 

R. Basalt Waste Isolation Project. 809. 84/05/17. 

[NG, R. E. Division of Waste Management. 3pp. 24896: 176. 


106110138 Trip rept of 840330 meeting w/State of UT re remedial a 
at South Salt Lake inactive tailings site. Areas discussed 
included adequacy of DOE EIS* ltr of agreement between DOE Sc 
state 8c general process for completing action. _ 

GNUGNOLI*G. N. Low-Level Waste Sc Uranium Recovery Projects Branc 
84/05/07. HIGGINBOTHAM, L. Low-Level Waste Sc Uranium Recovery 
Projects Branch. 5pp. 24882:068. 


1-06110141 Requests review Sc comment by 840615 on Chem-Nuclear top 
rept* "Fiberglass Reinforced Plastic High Integrity 

obppvps, J. T Enaineerinq Branch (Post 831001). 84/04/ 19. 


NONDOCKETED ITEMS 


5406110145 Submits Salt Repository Project site rept for wk of 
840430 

VERnA. T R Division of Uaste Management. 522. 84/05/14. 

BROWNING. F E Division of Waste Management. 17pp. 24882:019. 


1406110150 Submits BUIP site rept for wk of 831114. 

COOF.F. R MRC - No Detailed Affiliation Given. 788. 83/11/22. 

BROUN IMS ,R E Division of Waste Management. 2pp. 24882:007. 


14061 10151 Submits BWIP site rept for wk of 840129. List of questions 
re QA p r ocedures/QA plans & xop lezsentat ion encl. 

COOK. F R NFC - No Detailed Affiliation Given. 806. 84/02/09. 

BROWN IMS. R E Division of Waste Management 4pp. 24882:002. 


14061 101 S3 Requests NURFG-0957. “Pr i c e-Anderson Act, " all comments 
submitted to MRC re proposed amend to 10CFR60, current status 
& completion schedule of NRC position paper re definition of 
disturbed zone t* FR notice on proposed rule 

JOHNSON, C A Nevada, State of 00280 84/05/07. RUSSELL, C. 

Policy & Progra® Control Branch <Post 831001). Ip. 24881:362. 


406110154 Forwards listing of current high level waste (HLW 5 technical 
assistance contracts, proposed FY85 HLW technical contracts & 
current research HLW contracts. 

MILLER. H J Repository Projects Branch (Post 831001), 84/04/26. 

BENNETT , J. W Energy, Dept of. 26pp. 24881:336. 


406110135 Notifies of 840531-0601 sixth bimonthly meeting w/potent ial 
host salt sites & NRC in Col umbus, OH to discuss environ 
assessments, transportation models & codes, mission plan ic 
land acquisition procedures. 

TAYLOR, T J Energy, Dept of. 522. 84/04/24. LIhSEHAN, J. L. 

Repository Projects Branch (Post 831001). 2pp. 24882:012. 


*■06110156 Forwards NRC & contractor comments on RHO-BW-CR-1 31-P, 
“Analysis of Two-Well Tracer Tests W/Pulse Input." 

WRIGHT, R J Repository Projects Branch (Post 831001). 798. 

04/04/06 OLSON, 0. L. Energy, Dept. of. 13pp. 24881:323. 


)061 10157 Forwards DOE overall approach to resolution of NRC comments 
re U Mill Tailings Remedial Action in areas of groundwater, 
justif icati on of preferred alternatives, DOE/State of UT mg t 
agreement, preloading & radiological impacts. 

HORLEY. J. A Energy, Dept. of. 84/05/10. HIGGINBOTHAM, L. Low-Level 
Waste h Uranium Recovery Projects Branch. 21pp. 24881:302. 


06110158 Forwards details of project activi ties. Highlights listed 
include Shiprock Navajo Chapter 840316 passage of resolution 
in favor of stab il iration-in-p lace. All written comments 
received on preliminary FES. 

MCRLEY, J A. Energy, Dept. of. 84/05/02. HIOGINBOTHAM, L 
Repository Projects Branch (Post 831001). 6 pp. 24881:296. 


Portear * s “Radial Action Plan & Site Conceptual Design for 
Stabilization of Inactive U Mill Tailings Site at Salt 
Lake City,DT. " Comments requested by 840613. 

10RLEY, J. A Energy, Dept. of. 84/05/22. MARTIN, D. Uranium 
Recovery Licensing Branch. Ip. 24881:001. 


3406110162 UMTRA-DOE/ AL-0 1 4 1 
“R#*ed ial Action Plan & Site Conceptual Design for 
Stabilization of Inactive U Mill Tailings Site at Salt 
Lake City. UT. * Eight oversize drawings encl 
* Energy. Dept. 0 f. 84/05/31. 180pp. 24881:002. 


M “ cl ** r “”** Sit « Investigations r.pt for 
SlSV , 7 Division of waste Manajeeent. 270. 84/05/04 

NUtMENC,R.E. Division of Waste Management. 4pp. 24881 : 283 . 


^« , ^7“ it ‘ N *'" d * “ UClMr “«*• Si ‘« Investigation, r.pt for 

St^ T n P F T ° f “* 5t * «4nag«n.nt. 0027B. 84/05/11. 

Division of Waste Management. 6pp. 24881:290. 


^* c J^^ V Bian^ n ?Post C ^SSn al *84/04/26 

MW ' M R technical Branch (Post 831001). 2488^^7. 




8406110170 Forwards ltr to BWIP ofc transmitting NRC comments on 1 
exploratory shaft test plan since ltr amplifies points made 
in comments on draft mission plan re site characterization 
testing . 

MILLER, H. J. Repository Projects Branch (Post 831001). 797. 

84/04/04. BENNETT, U. W. Energy, Dept. of. 6 pp. 24881:263. 


8406110187 Informs that Westinghouse Hittman topical rept, "Cement 
Solidified, Low Level Radwaste, " scheduled for submittal by 
840401. Rept will address cement s o 1 i d i f i ca t i on of several 
generic waste streams typical of PWRs & BWRs. 

PHILLIPS, U. W. Westinghouse Electric Corp. 84/03/13, JOHNSON, 7 
NRC - No Detailed Affiliation Given. 2pp. 24881:187, 


8406110191 Submits BWIP site rept for u/k for 831009. 

COOK, F. R. Division of Waste Management. 783. 83/10/28. 

BROWNING, R. E. Division of Waste Management. 3pp. 24801: 1S4. 


8406110194 Submits BWIP site rept for uzk of 830918. 

C00K,F. R. Division of Waste Management. 785. 83/09/29. 

BROWNING, R. E. Division of Waste Management. 2pp. 24880:360. 


8406110198 Discusses weldments in high level waste container *. Cast 
containers to be welded closed after being filled w/waste 
& containers fabricated from plate being considered. 

MCNEIL, M. B. Waste Management Branch (post 840429). 84/05/24. 

CONTI, E. F. Waste Management Branch (post 840429). 2pp. 24080:1 


8406110199 Forwards comments on Westinghouse Hittman Nuclear, Inc 
topical rept, "Cement Solidified Wastes to Meet Stability 
Requirements of 10CFR61. " 


CONTI, E. F. Waste Management Branch (post B40429). 84/05/24, 

PERSON, L. S. Low-Level Waste & Uranium Recovery Project® Branch 
2 pp. 24880:356. 


8406110202 Forwards comments on Chem-Nuc 1 ear B ys,Inc topical rept, 
"Fiberglass Reinforced Plastic High Integrity Container®, * 

Rept lacks detailed info on design of whole container & 
should be disapproved. 

CONTI, E. F. Waste Management Branch (post 840429). 84/05/25 

GREEVES, J. T. Engineering Branch (Post 831001). 2 pp . 24880:354 


8406110206 Forwards revised Draft 1 of "Umbrella Sit® Technical 
Position-Repository Design Issues for Nevada Nuclear Waste 
Storage Investigation. " 

DUTTA, P.K. Engineering Branch (Post 831001). 00281 84 / 05/11 

NATAHAJA.H. 8 . En„in..rin, Br.nch (Po.t 831001 1 

24900: 29 1 . 


8406110207 Draft 1 of "Site Technical Pos i t ion-Re P o*l toru Design 
Issues for Nevada Nuclear Waste Storage Investigation " 

* Engineering Branch (Post 831001). 84/05/31. 26pp! 24880: 2< 


8406110223 Submits rept on Northeast Section of Geological Soc Of 
4 meeting in Providence, RI re "Imp lamenting 
Disturbed Zone Concept in Evaluations of High Level Waste 
Repository Performance: Th ermoh ydr o log i c Analysis," 

WEBER, M. F. Geotechnical Branch (Post 831001). 84/03/23 KNAPP 

Geotechnical Branch (Post 831001). 20pp. 24882:113. 


S4 ?fii2 261 J C ^ mment ! °? petition for rulemaking re DOE guidelines f 
recommendation of sites for nuclear waste repositorie* 

Requests that citizens of State of MS be givJn full 
opportunity for public hearing. 

PALLADINO N £ ffi . lia * lon N °* Assigned. 49FR9650. 84/06/05. 

r ALLADINQ, N. Commissioners. Ip. 24871:027. 


8406110316 Comments on petition for rulemaking re DOE ..wrf.i a 

recommendation of sites for nuclear walte rSpoJito^iSi * * 

FINN D°F Pe ® r flr ° Up r ® vi * w °+ siting process. 1 

Hou^. o^'r.J 1 7p i ; tl °S4862 : ^ 1 ’ n * d - 40FR96SO - 84/06/04. LOTT, 


8406110370 Discusses 831207-11 conference on character! «atia« t, 
monitoring of unsaturated zone. Conf srancj * 

“Va,= s . Koiiturt Mipr.tion ln s. m iarid L A??5 En"““S''’ 

84/04/02 EL-ZEFAWY^A^ P R»„’‘lt ?’''p Ch <Po,t 831 001 >• 00*77. 

53pp. 24880:231 ' R * po ‘ ltor '< p '-Oj.ct. Br.nct (Po.t 831001 




NONDOCKETED ITEMS 


75 Submits Nevada Nuclear Waste Site i nvestigat ion rept for wk 
423. 

OLT, P. T. Nevada, State of 84/04/27. BROWNING, R. £. Division 
te Management. 3pp. 24880:345. 


78 Responds to 840504 ltr re desire to obtain agreement as 
ating agency to release FES on South Salt Lake 
gs for printing on 84051 1 . Rev i ew not f ina 1 i ze d. Fu 1 1 
station of review expected by 840601. 

BOTHAM, I — Lou— Level Waste & Uranium Recovery Projects Branch. 
15. BAUBLITZ, J. E. Energy, Dept. of. Ip. 24880:341. 


30 Summarizes 840402 telcon re std order for work for Lakeview 
1 an ac ten i z at ion. Wor k should provide type of info 
to support hydrogeologic analysis at site. 

CLl_* R. A. Lou-Level Waste 8< Uranium Recovery Projects Branch. 
L4. BRINKMAN, J. Jacobs Engineering Group, Inc. 2pp. 


11 Forwards response to GAO Rept RECD-84-111 re extended 
* -fuel burnup, per JO Bunting 840222 request. 

.1 * R. M. Energy, Dept. of. 84/05/11. KEARNEY, M. S. Policy 8c 

i Control Branch (Post 831001). 6pp. 24880:333. 


13 Ac k receipt of 840403 comments on hydrogeochemi ca 1 codes 8c 
ion of codes. NRC supports development, documentation, 
atzion Zc validation of s tate-of-the-art 
©chemical codes. 

Geotechnical Branch (Post 831001). 84/05/03. 

G, R. D. Affiliation Not Assigned. Ip. 24880:332. 


9 Forwards preliminary working paper, "Compara t i ve Evaluation 
s in Permian Bas in : Pr oc ed ur e, Ap p 1 ica t ion 8c Data 
& draft data sheets St ref matl. Comments to 
tors will be provided by 840501. 

□ . Energy, Dept. of. 00552. 84/04/26. LINEHAN, J. J. 

ory Projects Branch (Post 831001 ). 2pp. 24990:001. 


392 "Comparative Evaluation of Sites in Permian Bas in: Proc ed ure, 
cation Zc Data Base, " preliminary working paper, 
ergy, Dept. of. 84/04/13. 721pp. 24990:003. 


•9 Submits BWIP site repts for wks of 831023 & 30. 

R. Division of Waste Management. 787. 83/11/10. 

G, R. E. Division of Waste Management. 3pp. 24883:343. 


D Advises of establishment of separate dockets to deal w/ 
of 5 topical repts on NUPAC FL-50 Ferralium 225 high 
ty container. Docket WM— 45 will be used for generic 
t ion, while WM— 50 applies for Hanford repository. 

Engineering Branch (Post 831001). 04/05/10. SIMCHUK, J. D. 

Packaging, Inc. Ip. 24883:342. 


1 Submits BWIP site rept for wk of 840219. 

R. Division of Waste Management. 807. 84/02/27. 

G» R. E. Division of Waste Management, lp. 24883:341. 


3 Submits BWIP site rept for wk of 831107. 

R. Division of Uaste Management. 789. 83/11/15. 

G, R. E. Division of Waste Management. 5pp. 24883:336. 


4- Forwards summary of review of compliance of NUPAC FL50 
urn 255 HIC w/Type A container requirements. 

L-D, C. E. Transportation Certification Branch. 84/05/23. 

, J- T. Engineering Branch (Post 831001 ). 5pp. 24882:358. 


7 Forwards comments on review of NUPAC FL50 topical rept. Rept 
ral covers issues raised in NRC technical position on 
orm. Listed general improvements desirable. 

. F. Waste Management Branch (post 840429). 84/05/16. 

, J. T. Engineering Branch (Post 831001 ) . 3pp. 24882:353. 


0 Submits Salt Repository Project site rept for wk of 840416. 
. R. Division of Waste Management. 527. 84/04/30. 

G, R. E. Division of Waste Management. lp. 24882:352. 


6 Forwards summaries of recent activities of State Interagency 
rce re U mining, mi 1 1 i ng St tailings mgt. Discussion 
or 8-40-410 meeting listed. 

N, F. A. Virainia, Univ. of, Charlottesville, VA. 84/04/11. 


8406120054 Requests review 8c comment by 840615 of Chem-Nuclear top 
rept, "Fiberglass Reinforced High Integrity Containers. " 

GREEVES, J. T. Engineering Branch (Post 831001). 84/04/19. 

MACDONALD, C. E Transportation Certification Branch. lp. 24916: 


0406 1 20056 Ac k receipt of CNSI -FRP-14571-01 , "Fiberglass Reinforce! 
Plastic High Integrity Containers." Schedule foT review of 
rept end. 

TIKTINSKY, D. H. Engineering Branch (Post 831001). 84/04/19. 

PCPPE, L. K. Chem— Nuclear Systems, Inc. 2pp. 24916:060. 


8406120057 Submits BWIP site rept for wk of 840109. 

COOK, F. R . Division of Waste Management. 794. 04/01/16. 

BROWNING, R. E. Division of Waste Management. 2pp. 24916:058. 


8406120073 Requests 840514 briefing in Columbus, OH on performance 
assessment. NRC codes & models, data it literature should be 
used to familiarize DOE on how assessment may be used in 
licensing. Proposed agenda end. 

NEFF, J. 0. Energy, Dept. of. 523. 84/05/01. LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 2pp. 24898:338. 


8406120075 Forwards meeting notes & workshop handouts of 840313—15 
workshop in Richland, WA. 

OLSON, 0. L. Energy, Dept. of. 805. 84/05/03. WRIGHT, W. J. NRC 

Detailed Affiliation Given. 2pp. 24898:336. 


8406120080 Discusses State of VA U Adminstra ti ve Group Interagency 
Force 840503 meeting in R ichmond, VA. Rept from chairman, 
meeting minutes & conceptual outline for task force rept 
enc 1. 

DOTSON, A. B. Virginia, Univ. of, Charlottesville, VA. 84/04/26. 
HIGGINBOTHAM, L. Low-Level Waste 8c Uranium Recovery Projects Brar 
28pp. 24898:307. 


8406120084 Comments on uaste mgt meetings during wk of 840304 & oth 
activities during uks of 840226 & 0304. 

COOK, F. R. Basalt Waste Isolation Project. 84/05/02. BROWNING, F 
Division of Waste Management. 3pp. 24898:356. 


8406120162 Requests NRC current tc projected manpower Sc funding 
requirements necessary to carry out responsibilities 
outlined in Vicinity Properties Mgt Implementation Manual. 

Tables end. 

BACHRACH, A. Jacobs Engineering Group, Inc. 84/05/11. MARTIN, D. 
Low Level Waste Licensing Branch. 10pp. 24915: 183. 


8406120212 Forwards preliminary draft of Chapters 3, 5 8c 6 for Deaf 
Smith Locati on, Davi s Canyon Si te, Lavender Canyon Site, 

Cypress Creek Dome Locat i on, Potent ial Sulisher County , Ri ch ton 
Dome Site Sc Vacherie Dome Site environ assessments. 

NEFF, J. 0. Energy, Dept. of. 84/04/12. LINEHAN, J. J. Repository 
Projects Branch (Post 831001). 4,195pp. 24899:001. 


8406120215 Discusses Nevada Nuclear Waste Site Investigations 
( NNWSI ) site rept for wks of 840514 Sc 21. Program content, 
groundrules for NRC-USG3 interactions Sc availability of data 
addressed. NNWSI monthly rept for Mar 1984 end. 

PRESTHOLT, P. T. Energy, Dept. of. 263. 84/05/25. BROWNING, R. E. 

Division of Waste Management. 2pp. 24910:289. 


— 8406120218 Forwards agenda for project manager - technical projec 
officers 840530-31 meetings in Las Vegas, NV. 

FIORE, J. H. Science Applications, Inc. L84--JHF-275. 84/05/17. 

PRESTHOLT, P, T. NRC - No Detailed Affiliation Given. 11pp. 

24910: 291. 


— 8406120221 "Nevada Nuclear Waste Site Investigations Project, Mont 
Rept, Mar 1984. 11 

* Energy, Dept. of. 84/03/31. 58pp. 24910:301. 


8-406120598 Final response to FOIA request for five categories of 
documents re Barnwell,SC S< Beatty, NV low level radwaste 
disposal si tes. Forwards App A documents. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/24. SCHWARTZ, 
Wisner 8c Schwarz. 3pp. 24915:299. 


— 8406120617 Forwards table showing vol it activity of waste buried 
three commercial low level sites cumulative through CV82. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Progra 


106130126 Comments on petition for rulemaking re revs to DOE siting 
guidelines for selection of high level radwaste 
repositories. Representatives of State of WI will attend 

840622 public hearing to orally present views. 

EARL, A. S. Wisconsin. State of. 49FR9650. 84/06/06. 

Commissioners Ip 24913:017. 


PAL LADING, N. J. 


*06130329 Agenda for Radwaste Advisory Council 840518 meeting in 
■aceg.WA re dry run of public hearings DOE will conduct 
statewide on repository siting activities & BWIP & review of 
Board action on 840420 concerning new role. 

* Washington, State of 804. 84/05/11. Washington, State of. 

Ip. 24919:351 

*06130330 Agenda for 840612-13 meeting w/NRC to review aspects of BWIP 
hydrological investigations, interpretations St plans 
generated since 830711-15 on hydrology testing. 

* Basalt Waste Isolation Project. 799. 84/05/04. Basalt Waste 

Isolation Project. 3pp. 24919:285. 


*06130331 Submits notice of upcoming DOE meetings w/NRC. List will 
updated weekly to reflect changes. 

TAYLOR. T J. Energy, Dept. of. 530. 84/05/07. LINEHAN, J. NRC 

Detailed Affiliation Given. CHR ISTOFFERSON Utah, State of. 
FRISHMAN, S. Texas, State of. 2pp. 24919:283. 


b e 


- No 


*06140041 Submits estimate of value of vitro site aquifer. 

SMITH, G. J. Utah, State of. 83/09/16. ALKEMA, K. L. Utah, State of. 
4pp. 24939:241. 


8406140138 Rev 1 to MK-UMTRA-4, "Const Safety & Health Mg t Program 
W/840522 transmittal ltr. 

*, NEMEC, C. Morrison-Knudsen Co., Inc. 84/05/22. MARTIN, D. N1 
No Detailed Affiliation Given. 2pp. 24955:088. 


8406140140 Submits BWIP Ofc upcoming events log from 840518-0718. 
COOK, R. NRC - No Detailed Affiliation Given. 00818. 84/05/17. 

BROWNING, R. E. Division of Waste Management. Ip. 24955:087. 


8406140304 Forwards Rev O to SD-BWI-DIC-003, "Status of State of M 
Concerns (Via Final Golder Rept) Per Site Character ization 
Rept. " Issues identified in Golder Rept will be addressed in 
site characteri zation plan. 

OLSON, 0. L. Basalt Waste Isolation Project. OLSON, 0. L. Energy, 
Dept. of. 00822. 84/05/11. STEVENS, D. W. Washington, State of 

lp. 24954:313. 


— 8406140306 SD-BWI-DIC-003 ROO 

Rev 0 to SD— BWI— DIC— 003, "Status of State of WA Concerns 
(Via Final Golder Rept) Per Site Characteri zation Rept." 

ASH, E. B. , RUTZ, A C. Rockwell International Corp. 84/04/20. 
100pp. 24954:314. 


8406150003 Summarizes 840312 meeting re conduct of QA audits of DO 
State of AL contractors performing work activities in 
support of Nevada Nuclear Waste Site Investigation. 

VIETH, D. L. Energy, Dept. of. 266. 84/05/01. BENNETT, J. W. En< 

Dept. of. 2pp. 24956:315. 


*06140045 Requests approval to publish end FES for remedial action at 
former vitro rare metals plant site, South Salt Lake,UT. 

Record of decision requested by mid-Jul 1984. 

COFFMAN, F. E. Energy, Dept. of. NE-24. 84/05/09. MARES, J. W. 

Energy, Dept. of. 2pp. 24939:233. 


8406150006 Forwards proprietary & nonproprietary CNSI-FRP-14571-01, 
"Fiberglass Reinforced Plastic High Integrity Containers. *' 

W/o proprietary rept. 

POPPE, K. Chen-Nuclear Systems, Inc. RA-0086-4. 84/03/30. 

JOHNSON, T. NRC - No Detailed Affiliation Given. 3pp. 24956: 1G( 


*06140048 Notifies of upcoming DOE meetings w/NRC, as result of 830719- 
20 meetings. Notice will be updated weekly. Host organization 
should be contacted if attendance desired. 

TAYLOR, T. J. Energy, Dept. of. 526. 84/04/27. LINEHAN, J. NRC - No 

Detailed Affiliation Given. CHR ISTOFFERSON Utah, State of. 

FRISHMAN, S. Texas, State of. 2pp. 24939:230. 


*06140078 Trip rept of 830811 visit to DOE public info ctr Sc public 
library V. 830812 visit to BWIP re future site 
representat i ve activities St to provide DOE w/for comment 
draft interagency agreement. Agenda end. 

* NRC - No Detailed Affiliation Given. 796 83/08/12. NRC - No 

Detailed Affiliation Given. 6pp. 24937:133. 


*06140081 Forwards Vol 1 of "Environ Assessment of Remedial Action at 
Shiprock U Mill Tailings Site Shiprock, NM: Text S< Vol 2 to 
"Environ Assessment of Remedial Action at Shiprock U Mill 
Tailings Site Shiprock, MM: Ap ps. " 

BAUBLITZ, J. E. Energy, Dept. of. 84/05/24. HIGGINBOTHAM, L. 

Low-Level Waste Sc Uranium Recovery Projects Branch. 65pp. 

24938: 014. 


-8406140082 D0E/EA-0232 V01 

Vol 1 of “Environ Assessment of Remedial Action at Shiprock 
U Mill Tailings Site Sh iproc k, NM: Tex t. " 

* Energy, Dept. of. 84/04/30. 42pp. 24938:079. 


■8406140086 D0E/EA-0232 V02 

Vol 2 of "Environ Assessment of Remedial Action at Shiprock 
U Mill Tailings Site Sh iproc k, NM: App s. " 

* Energy, Dept. of. 84/04/30. 261pp. 24938:319. 


*06140131 Ack receipt of 840308 ltr re visit to Wash ingt on, DC in 
Jul 1984. Three federal ag enc i es, ERA, NRC Zc DDE involved in 
regulation St mgt of U mining St milling activities. EPA 
principle contact for info concerning mine wastes. 

GROELSEKA, D. H. Energy, Dept. of. 84/04/27. GLENN, S. Australia, 
Govt. of. 2pp. 24955:099. 


*06140133 Proposed agenda for Nevada Nuclear Waste Site Investigations 
840724-27 hydrology workshop w/State of NV, DOE St USGS. 

* MRC - No Detailed Affiliation Given. 00276. 84/07/24. NRC - 

No Detailed Affiliation Given. 2pp. 24955:101. 


*06140135 Agenda for 840515 meeting to present hydrology data to NRC. 
* Energy, Dept. of. 525. 84/05/11. Energy, Dept. of. 3pp. 

24955:094. 


—8406150021 CNSI-FRP— 14571— 01— NP 

“Fiberglass Reinforced Plastic High Integrity Containers." 

* Chem-Nuclear Systems, Inc. 84/03/09. 2O0pp. 24956:111. 


8406150019 Agenda for Nuclear Waste Board 840518 meeting in Lacey, l 
discuss role of advisory council, low level radwaste.DOE 
mission plan, Draft II & status of program plan of high level 
nuclear waste mgt ofc. 

* Washington, State of. 803. 84/05/11. Washington, State o-i 

lp. 24956: 107. 


8406150023 Forwards Rev 2 to public release sys BWIP document/data 
accessions list for distribution & use. 

OLSON, 0. L. Basalt Waste Isolation Project. OLSON, O. L. Energy, 
Dept. of. 00823. 84/05/04. WRIGHT, R. J. Repository Projects Bt 

(Post 831001). 2pp. 24957:007. 


8406150316 Discusses 840123-27 review of rock mechanics testing & t 
mechanics test data at BWIP. Review will identify potential 
licensing issues S< reach agreement on approaches for 
resolution during site charac teri zation. 

WRIGHT, R. J. High Level Waste Technical Development Branch. 834. 
84/05/22. OLSON, 0. L. Energy, Dept. of. 2pp. 24976:324. 


8406150319 Trip rept of 840507-09 visit to Mescalero,NM for ANS 
executive conference entitled "Nuclear Waste Update — 
Implementation of Law, Regulation & Programs. " 

LOGSDON, M. J. Repository Projects Branch (Post 831001). 84/03/2S 

MILLER, H. J. Repository Projects Branch (Post 831001). 8pp. 
24976: 217. 


— 8406150322 Speech entitled "Institutional Participants W/Nuclear 
Mgt in US, " presented at ANS executive conference in 
Mescalero,NM on 840509. 

MUNTZING, L. M. Doub, Purcell, Muntzing 8< Hansen. 84/05/09. 34 

24976:223. 


8406150321 Forwards two trip repts prepared by contractors re 
840313-15 status workshop in Richland, WA on BWIP geology. 
WRIGHT, R. J. Repository Projects Branch (Post 831001). 838. 

84/06/01. OLSON, 0. L. Energy, Dept. of. lp. 24976:305. 


— 8406150327 Forwards summary of 840313-15 BWIP geology workshop ir 
Richland, WA. 

CHUNG, D. H. Lawrence Livermore Laboratory. NRC -02-8 1-036. 

NPSEN-FM. 84/04/12. Division of Waste Management. 10pp. 

249 76: 306. 


*06140137 Suggested topics for Nevada Nuclear Waste Site 
Investigations/NRC 840717—19 workshop on conceptual design. 

* NRC - No Detailed Affiliation Given. 00279. 84/07/17. NRC - 

No Detailed Affiliation Given. 4pp. 24955:090. 


— 8406150331 Forwards RA Whitney 840416 ltr rept re observations di 
840312-15 meetings w/DOE re technical assistance in 
seismo-tectonic impacts in repositories. 

CHUNG, D. H, Lawrence Livermore Laboratory. FIN A-0294. 

EG-84— 032/DDD. 84/04/18. WESTBROOK, K. Division of Waste 

Management. 3pp. 24976:316 


NONDOCKETED ITEMS 


Forwards responses to NRC comments on FL50 container, 
should be included as amend to initial rept. Enel 

Nuclear Packaging* Inc. 84/06/06. TQKAR/M. Engineering 
ost S3 1 001 ) . 2pp. 24978:048. 


Submits BWIP site rept for 840513-26 re review of 
tation used in hydrologic testing. 

NRC - No Detailed Affiliation Given. 832. 84/05/31. 

R. E. Division of Waste Management. Ip. 24960:358. 


8406190040 D0E/EIS-O099-F V02 
Vol 2 to “FES Remedial Actions 
Site, South Salt LakeiSalt Lake 
* Energy, Dept. of. 84/05/31. 


at Former Vitro Chemical Co 
County, UT: Append ices. 

500pp. 25030:001. 


8406190093 Forwards Vols 1 & 2 to “EPA Staff 5 Site 
matl for EPA Oct 1983 visit to Hanford waste di 
Info useful in defining high level wastes that 
degree of isolation per 40CFR191, Draft 4, 

WHITE, J. D. Energy, Dept. of. 810. 84/05/10. 

Division of Waste Management. Ip. 25035:001 


Visit, " br ief 4 
sposal s i te . 
require extra 

BROWNING# R £. 


Trip rept of 840503-05 & 11 visit to Paris, France re 
tion in inti expert group preparation of document 
ance criteria on disposal of long-lived 
ides. 

Low— Level Waste & Uranium Recovery Projects Branch. 

JACKSON, K. C. Low-Level Waste & Uranium Recovery Projects 
3pp. 24976:259. 


— 8406190097 Vol 1 to "EPA Staff Site Visit: Hanford Defense West 
Disposal Program. " 

* Energy, Dept. of. 83/10/31. 161pp. 25035:002. 

— 8406190100 Vol 2 to "EPA Staff Site Visit: Tour/Data Book. 

* Energy, Dept. of. 83/10/31. 262pp. 25035: 163. 


: orwards trip rept of 840318-22 visit to Boulder, CO to 
>rt course sponsored by Natl Water Well Assoc on 
•tallation & Sampling of Groundwater Monitoring 

LA. Low-Level Waste & Uranium Recovery Projects Branch. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery 
(ranch. 3pp. 24960:355. 


8406190098 Declines opportunity to participate in 
Group study. Requested info unavailable in level 
r equired. 

MARTIN, D. E. Low Level Waste Licensing Branch. 
BACHRACH, A. Jacobs Engineering Group, Inc. Ip- 


Jacobs Eng in»« 
of detail 

84/05/24. 

25032: 336. 


'onwards minutes of 840503 meeting w/DOE re NRC preliminary 
m DOE siting guidelines. 

Division of Waste Management. 84/05/15. BROWNING, R. E. 
f Waste Management. 9pp. 25023: 122. 


’ NRC marked-up proposed DOE draft revs to “Support 
al Provisions of 831118 Siting Guidelines for 
of Discussion. " 

y. Dept. of. 84/04/18. 60pp. 25023:132. 


8406190594 Expresses appreciation for participation at 
performance assessment natl review group. 

BENNETT, J. W. Energy. Dept. of. 84/05/30. VIETH, D. , 
NEFF, J. Energy, Dept. of. 8pp. 25029: 290. 


first m©« 
OLSON# L 


8406200095 Discusses 840109-16 review of hydrogeologic test data 
BWIP. Review will identify potential licensing issues & 
info needs & reach agreement on approaches for resolution 
during site characterization. 

WRIGHT, R. J. High Level Waste Technical Development Branch 
84/05/25. OLSON, O. L. Energy, Dept. of. 21pp. 25053:024, 


Forwards NRC marked-up "Proposed DOE Revs to 831118 Version 
g Guidelines for Purposes of Discussion W/NRC Staff 
3, " for review. 

. L. NRC - No Detailed Affiliation Given. 84/04/30. 

NRC - No Detailed Affiliation Given. lp. 25023:192. 


NRC marked-up "Proposed DOE Revs to 831118 Version of Siting 
es for Purposes of Discussion W/NRC Staff on 

y. Dept. of. 84/04/27. 85pp. 25023:193. 


rip rept of 840501-03 visit to Durango, CO re DOE 
n monitoring & measurement techniques to be 
FRAP. 

_ow— Level Waste St Uranium Recovery Projects Branch. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery 
'anch. 2pp. 25023:351. 


^quests engineering drawing of container shown in Figure 
of Topical Rept CNSI-FRP-14571-01 , "Fiberglass 
Plastic High Integrity Containers. " 

). H. Engineering Branch (Post 831001). B4/06/01. 

Chem-Nuclear Systems, Inc. lp. 25023:350. 


imments on petition for rulemaking re DOE guidelines for 
:ion of sites for nuclear waste repositories. 

HANCOCK, D. Serious Texans Against Nuclear Dumping. 
Hector St Associates. 49FR9650. 84/06/13. PALLADINO# N. 

srs. 2pp. 24962:005. 


>mments on petition for rulemaking re DOE guidelines for 
;ion of sites for nuclear waste repositories. 

'eliminary decision on NRC concurrence. Urges NRC 
:ur w/840514 version. 

Nevada, State of. 49FR9650. 84/06/07. PALLADINO, N. J. 

*rs. 12pp. 24965:348. 


imments on petition for rulemaking re DOE guidelines for 
: i on s of sites for nuclear waste repositories. 

;C conduct all further proceedings after notice & 
cedure in compliance W/5USC553. 

J. National Parks Association. LOCKHART, W. J. Friends of 
LOCKHART, W. U. Utah Wilderness Association. 49FR9650. 

NRC — No Detailed Affiliation Given. lp. 24967:126. 


8406200103 Trip rept of attendance at 840508-09 quarterly m#©tin 
states & tribes in Grand Junction, CO re status of DOE 
remedial action program & to visit various contaminated 
properties. 

PENNIFILL, R. , HAISFIELD, M. Low-Level Waste St Uranium Recovery 
Projects Branch. 84/05/25. HIGGINBOTHAM, L. Low-Level Waote i 
Uranium Recovery Projects Branch. lp. 25053:012. 


8406200126 Forwards "High Level Nuclear Waste Pump For Washing to 
State : Putt ing Region At Risk," "Hanford BWIP: Completing 
Nuclear Weapons Connection" 4c KFAE "Morning Edition" 
c ommentar y . 

COOK, F. R. NRC - No Detailed Affiliation Given. 830. 84/05/3' 

BROWNING, R. E. NRC - No Detailed Affiliation Given. 13pp, 

25052: 180. 


8406200371 Forwards minutes of 840508-09 meetings in Gaithersbur 
BWIP barrier matls test plan. 

OLSON, O.L. Energy, Dept. of. 84/05/31. WRIGHT, R. J. , COOK, F I 
- No Detailed Affiliation Given. METRT, A. Weston Geophysical 
2pp. 25066:001. 


— 8406200374 Summary of 840508-09 meetings w/DOE in Gaithersburg, 
BWIP barrier matls test plan. Agenda St list of attendees 
enc 1 . 

WRIGHT, R. J. NRC - No Detailed Affiliation Given. MECCA# J. if 
Energy, Dept. of. 84/05/10. NRC — No Detailed Aff Illation 
Given. 77pp. 25066:003. 


— 8406200377 Draft "Fault Trees Depicting Failure of High Level I 
Packages. " 

* Aerospace Corp. 83/12/31. Office of Nuclear Material I 
4< Saf eguards, Director. 72pp. 25066: 151. 


— 8406200378 Draft "Event Trees Depicting Release of Radionuclid 
High Level Radwaste Packages." 

* Aerospace Corp. 84/01/31. Office of Nuclear Material I 
St Saf eguards. Director. 49pp. 25066: 187. 


8406200448 Forwards comments re Durango preliminary DCS. Estimate 
more important parameters, includ ing velocities of runoff in 
ditches & on slopes, approx sizing of riprap cover, matl 
properties should be included in document. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects B 
84/04/30. MORLEV , J. A. Energy, Dept. of. 20pp. 25060:090. 


NONDOCKETED ITEMS 


>200504 Forwards tentative agenda for Nevada Nuclear Waste Site 
>vestigations/NRC Geochemistry 840710-12 workshops in 
js Alamos. NM to discuss listed items. 

_0RA, M Science Applications. Inc. 84/06/01. STABLEIN, K. 
ivision of Waste Management. 2pp 25069:008. 


>200511 Submits comments on site c haracter ization rept for BWIP. 
;ed for more data in areas of h y dr o log y. g e ol og y it 
•ochemistry noted . De ta i 1 ed evaluation by Golder Assoc. Inc 
ic 1. 

DOS. D. W. , GOULD.S.E. Washington, State of. 00842. 84/05/24. 

DRGAN, R L. Energy, Dept of 4pp. 25068:193. 


106200514 833-1007 

“Site Charac ter i rat i on Rept tor BWIP, " technical review. 
RDBERDS. W. , VOSS. J , PENTZ, D. Go 1 der 'As s oc i a tes. D25/254A. 

83/04/15. 178pp. 25068: 197 


>210054 Offers no comments on Hittman topical rept. in response to 
10510 request. 

3BE, L I. Safeguards tc Materials Program Branch. 84/06/13. 

IRSQN. L. S Lou Level Waste Licensing Branch. Ip. 25154:082. 


>210440 Submits BWIP mgt meeting log. 

)0K, B. NRC - No Detailed Affiliation Given. 801. 84/04/26. 

IAPP.M, Geotechnical Branch (Post 831001). 2pp. 25094:354. 


,210449 Discusses plans to provide early May draft environ 
sessments for all salt sites. Early drafts do not represent 
ntrac tor. subcontrac tor or DOE early position. 

FF. J. 0. Energy. Dept. of. 558. 84/05/25. LINEHAN. J. J. 

pository Projects Branch (Post 831001). 2pp. 25488:076. 


,210450 Notifies of upcoming meetings, per 830719-20 meetings 
mmi tment. 

iVLOR, T. J. Energy, Dept. of. 562. 84/06/01. CHRIST OFFER SON. 

ISHMAN, S. , FORSYTHE, R Energy, Dept. of. 2pp. 25093:358. 


210452 Forwards Wood war d-C 1 yde Consultants draft rept, “Seismic 
f lect i on, Gravi ty & Aeromagnetic Studies of Geologic 
ructure in Gibson Dome Area, Southwestern Paradox Basin," 
r 840524 telcon request. W/o end. 

ERWIN, J. Energy, Dept. of. 560. 84/05/29. LINEHAN, J. J. 

pository Projects Branch (Post 831001). 7pp. 25094:001. 


210457 Agenda for 840531 sixth bimonthly meeting w/salt state 
presentat i ves in Wash ington. DC. Meeting handouts St Vol 1 to 
REG-0170, “FES on Transportation of Radioactive Matl by 
r St Other Means" end. 

NRC - No Detailed Affiliation Given. 566. 84/05/31. NRC - No 

tailed Affiliation Given. 54pp 25094:008. 


210496 "Engineering Seismology - South Clive Site." 

NRC - No Detailed Affiliation Given. 84/06/2 0. 23pp. 25093:009. 


210498 Forwards handwritten summary of 840523 meeting between NRC St 
E re site security St safeguards needs for salt repository. 

4NS0N, R. L. NRC - No Detailed Affiliation Given. 564. 84/05/25. 

ILL. LINEHAM, VERMA NRC - No Detailed Affiliation Given. 3pp. 

092: 357. 


210501 Requests safeguards & security plan of GE Morris, IL spent 
el facility to assist repository design efforts of DOE 
It repository pro ject. Forwards summary of 840523 meeting 
MRC. 

=¥,J.O. Energy, Dept. of. 556. 84/06/01. HOOMISSEN, V. General 

ectric Co. 4pp. 25093:001. 


210508 Forwards topical rept entitled, "Cement Solidified Wastes to 
et Stability Requirements of 10CFR61, “ for comment. W/o 

cl. 

5SBAUMER, D. A. Assistant Director for State Agreements Programs. 
^06/12. KIRNER, N. P. Washington, State of. Dept, of Social St 
alth Services, lp. 25093:269. 


210511 Forwards agenda for 840614-15 performance assessment 
iefing re NRC codes St models, data St documents. 
vIEHAN, J. J. Repository Projects Branch (Post 831001). 557. 

^05/25. NEFF, J. 0. Energy, Dept. of. 3pp, 25093:266. 


220026 Offers no comments on Chem-Nuclear topical rept transmitted 


8406220035 Submits salt repository project site rept for wk of 84C 
Agenda from 840531 meeting end. 

VERMA, T. R NRC - No Detailed Affiliation Given. 561. 84/06/0! 

BROWNING, R. E. Division of Waste Management. 3pp. 25100:360. 


8406220039 Agenda for 840612-13 meetings w/DOE S>. Rockwell in 
Ga i th e r sb ur g , MD to discuss BWIP hydrological investigations, 
interpretations St. plans generated since 830711-15. 

* NRC - No Detailed Affiliation Given. 846. 84/06/08. NRC 

Detailed Affiliation Given 2pp 25127:126. 


8406220050 Submits salt repository project site rept for wk of 84C 
VERMA, T. R. NRC - No Detailed Affiliation Given. 563. 84/05/2! 

BROWNING, R. E. Division of Waste Management. lp. 25100:359. 


8406220077 Informs that documents on end list being forwarded peT 
840514-18 request during Salt Repository Project hydrology 
data review. 

NEFF, J. 0. Energy, Dept. of. 559. 84/05/30. LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 10pp. 25100:346. 


8406220083 Forwards initial version of Salt Repository Project 
Technical Data Handbook (Mar 1984) for review St comment. 
Comments requested by 840430. 

NEFF, J. D. Energy, Dept. of. 567. 84/03/29. LINEHAN, J. J. 

Repository Projects Branch (Post 831001). 2pp. 25127:180. 


— 8406220085 "Technical Data Mgt Sy s, Tec hn i c a 1 Data Handbook. " 
* Energy, Dept. of. 84/03/31. 196pp. 25127:182. 


8406250063 Forwards DOE info on seven potential salt sites, inc ludi 
excerpts from Chapter 3 of draft environ assessment re 
geochemistry. Data orientation St review meeting w/DOE during 
wk of 840618 requested. W/o end. 

KELLY, W. R. , DAM, W. L. Geotechnical Branch (Post 831001). 568. 

84/05/08. JACOBS, G. Oak Ridge National Laboratory. lp. 25152 


8406250087 Responds to 840403 1 tr re NRC decision on DOE repositor 
siting g ui d e 1 ines. Pr oc edure followed thus far, allowed 
substantial opportunity for public comment St produced 
responsible decision. 

PALLADINO, N. J. Commissioners. 84/06/07. BRENNAN, J. E. Maine, 
of. 3pp. 25139:348. 


8406250186 Package of three comments on petition for rulemaking re 
guidelines for recommendation of sites for nuclear waste 
repositories. 

SINDERBRAND, C. Wisconsin, State of. THOMPSON, W. C. Affiliation 
Assigned. MURPHY, M. R. Murphy & Davenport. 49FR9650 . 84 /06/2C 
PALLADINO, N. J. Commissioners. 19pp. 25125:219. 


8406250192 Comments on petition for rulemaking re DOE guidelines f 
recommendation of sites for nuclear waste repositories. 

FR ISHMAN, S. Texas, State of. 49FR9650. 84/06/15. PALLADINO, IN 

GILINSKY, V. , ROBERTS, T. M. Commissioners. 3pp. 25120:324. 


8406250195 Comments on petition for rulemaking re DOE guidelines f 
recommendation of sites for nuclear waste repositories. 

Requests opportunity to be heard at 840622 meeting. 

DAVENPORT, J. H. Murphy & Davenport. DAVENPORT, J. H. Nevada, Sta 
of. 49FR9650. 84/06/19. PALLADINO, N. J. Commissioners. lp. 

25120:040. 


8406250296 Forwards marked-up “DOE Revs to Siting Guidelines of 83 
in Response to Preliminary Decision on Concurrence by NRC on 
840314" for review, 

BENNETT, J. W. Energy, Dept. of. 84/05/15. BELL, M. Division of 
Waste Management. 3pp. 25153:034. 


— 8406250298 Marked-up "DOE Revs to Siting Guidelines of 831118 in 
Response to Preliminary Decision on Concurrence by NRC on 
840314. " 

* Energy, Dept. of. 84/05/14. 76pp. 25153:037. 


8406250318 Comments on petition for rulemaking re DOE siting guide 
for nuclear waste repositor ies. Concurs w/comments submitted 
by State of UT on 840620. 

LOCKHART, W. J. National Parks Association. LOCKHART, W, J. Frien 
the Earth, LOCKHART, W. J, Utah Wilderness Association. 49FR963 
84/06/20. NRC - No Detailed Affiliation Given. lp. 25117:33 


NONDOCKETED ITEMS 


>50327 Comments on petition for rulemaking re DOE general 
.delines for recommendation of sites for nuclear waste 
lositories Adequate notice & opportunity for written 
tment & oral argument to all parties requested. 

:KERELL,L Utah. State of 49FR9650 84/06/20. NRC - No 

;ailed Affiliation Given Ip 25115:107 


150330 Package of two comments opposing petition for rulemaking re 
. general guidelines for recommendation of sites for 
lear waste repositories. 

N.D, F. Mississippi, State of CHRISTOFFERSQN Utah, State of. 

R9650. 84/06/21 Commissioners 9pp. 25118.348. 


50332 Comments on petition for rulemaking re DOE nuclear waste 
ository siting gu i d e 1 i nes . Reques t s public hearing to 
eive public comment prior to final concurrence decision. 

ICK, D. M. Environments 1 Policy Institute. 49FR9650. 84/06/21. 

LK, S. , HOYLE, J. Office of the Secretary of the Commission. Bpp 
17:348. 


50390 Forwards draft "Umbrella Site Technical Position Geochemical 
ues for High Level Waste Disposal Facility in Salt," 
sonding to detailed OPS Plan Milestone 5314217.01. 
ernal draft due by 840801. Comments requested by 840618. 

?MER,R. J. Geotechnical Branch (Post 831001). 569. 84/06/04. 

EHAM, J. Repository Projects Branch (Post 031001) 44 d d 

30 - r ' 


50391 Forwards Draft 1 to "Site Technical Position - Repository 
■gn Issues for BWIP, " fulfilling Operating Plan 
(stone 5314215. 01. Next milestone will be completed bu 
>30. 

»RAJA. M. S. Engineering Branch (Post 831001). 847. 84/06/04. 

IVES. J. T. Engineering Branch (Post 831001). lp. 25138:293. 

i250392 Draft 1 to "Site Technical Position - Repository Design 
sues for BWIP. " 

Engineering Branch (Post 831001). 84/05/31. 50pp. 25138:294. 

0397 Requests NRC/DOE ltrs referenced at 840613 BWlP/HydroIogy 
shop be sent to VV Nguyen, Agenda encl. 

LEY, D. R. Harmon ?< Weiss. 849. 84/06/14. BUNTING, J. 0. 

sion of Waste Management. 3pp. 25137:325. 


0074 Advises that R Fonner contacted for views re Section 114(e) 
Mill Tailings Radiation Control Act, per 840522 memo, 
nner stated that procedures for placing matl in PDR 
sfy section requirements. 

ING, J. Q. Policy & Program Control Branch (Post 831001). 

6/18. HIGGINBOTHAM, L. Division of Waste Management. Ip 
7:254. 


0132 Forwards draft "Nuclear Waste Policy Act Environ 
ssment, " Chapters 2-6. Of c of Civilian Radwaste Mgt 
aring Chapters 1,7, Section 4. 1 S< App A. 

H, D. L. Energy, Dept. of. 288. 84/06/07. MILLER, H. Repository 

sets Branch (Post 831001). 3pp. 25155:001. 

260136 Draft "Nuclear Waste Policy Act Environ Assessment," 
ipters 2-6. 

ETH, D.L. Energy, Dept. of. 84/06/01. 800pp. 25155:004. 

D504 Forwards topical rept. "Fiberglass Reinforced Plastic High 
jrity Containers. " W/o encl. 

3AUMER, D. A. Assistant Director for State Agreements Programs, 
b/14. KIRNER, N. P. Washington, State of. Dept, of Social & 
bh Services. lp. 25158: 168. 


)149 Comments on petition for rulemaking re DOE guidelines for 
emendation of sites for nuclear waste repositories, 

(sts reconsideration of NRC refusal to address 
■closure environ impacts. 

IART, W. J. National Parks Association. LOCKHART, W. U. Friends of 
iarth. LOCKHART, W. J. Utah Wilderness Association. 49FR9650. 
>/22. NRC - No Detailed Affiliation Given. lp. 25163:272. 


H64 Package of eight comments on petition for rulemaking re DOE 
lines for recommendation of sites for nuclear waste 
i tories. 

INS* D. W. Washington, State of. SINDERBRAND, C. Wisconsin, State 
HIGHTOWER, J. House of Rep., Appropriations. 49FR9650. 

/22. PALLADINO, N. J. Commissioners. 26pp. 25161:299, 


8406010456 Application for license to export 12 first stage potti 
assemblies to Spam 

HEETHER, W. H Westmghcuse Electric Corp. ZE 20710 84/05/15 

24769:095. 


8406010459 Amend 4 to Transnuc 1 ear , Inc export 1 i c ens e, ad d i ng UREN 
Netherlands as addl ultimate consignee 

ZIMMERMAN, J. V. Assistant Director for Ex p ort/ Import V. Internat 
Safeguards TNP-429 84/05/22 lp. 24769:090. 


8406010461 Application for license to export 17 first stage potti 
assemblies to Spain. 

HEETHER, W. Westinghouse Electric Corp. ZE 20609 84/05/15 

24769: 088, 


8406010470 Discusses Westinghouse 840515 application for license 
export 17 first stage potting assemblies to Spain. License 
issued w/o normal 15-day waiting period. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Internat 
Safeguards. 84/05/23. Assistant Director for Export/Import 

International Safeguards lp. 24769:010. 


8406010473 License for Westinghouse to export 17 first stage pott 
assemblies bo Spain. 

Z IMMERMAN, J. V. Assistant Director for Export/Import & Internat 
Safeguards. ZE-20609 84/05/23 lp. 24768:362. 


8406010475 License for Edlow Inti Co to export 467 kg U-235, conta 
in 13, 518 kg U, to Japan. 

ZIMMERMAN, J, V. Assistant Director for Ex p or t / Imp or t 8? Internat 
Safeguards. KLK-21 84/05/22. 2pp. 24769:001. 


840601047B License for Mitsubishi Inti Corp to export 583 kg U-23 
contained in 16,884 kg U, to Japan 

ZIMMERMAN, J. V. Assistant Director for Ex p ort / Imp or t & Internat 
Safeguards. HSA-5483-1 0. 84/05/22 2pp 24768:360. 


8406010480 License for Sandvik Special Metals Corp to export 120 
Zircaloy-4 guide tubes to Belgium. 

ZIMMERMAN, J. V. Assistant Director for Exp ort/Import & Internat: 
Safeguards. R-70159 84/05/22 lp. 24768:359. 


8406010484 License for Sandvik Special Metals Corp to export 995 
Zircaloy-4 guide thimble tubes to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Internat! 
Safeguards. SSM-41 128/29/30. 84/05/22. lp. 24768:358. 


8406010488 Informs that License XSNM-2119 may be issued. No matl ct 
circumstances since issuance of License XSNM-2113. 

MOORE, R. N. Assistant Director for Exp ort/Import & Internationa) 
Safeguards. 84/05/18 Assistant Director for Export/Imp ort 8 
International Safeguards. lp. 24768:354. 


8406010489 License for Mitsubishi Inti Corp to export 322 kg U-235 
contained in 13,129 kg U, to Japan, 

Z IMMERMAN, J. V. Assistant Director for Export/Import & Internati 
Safeguards. HSA-5483-08. 84/05/22. 2pp. 24768:352. 


8406010498 License for Mitsubishi Inti Corp to export 571 kg U-235 
contained in 16,539 kg U, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Internati 
Safeguards. HSA-5483-09. 84/05/23 2pp, 24768:345. 


8406010499 Amend 1 to Westinghouse export 1 i c ense, increas ing quant 
of matl authorized for export to 8,858 kg U-235, c ontained in 
326,322 kg U, to Taiwan. 

ZIMMERMAN, J. W. Assistant Director for Export/Import & Internati 
Safeguards. ICS-7823, 84/05/18. lp. 24768:347. 


8406010501 Amend 1 to Carpenter Technology Corp export license, 
increasing quantity of equipment to 270 Zircaloy-4 fuel 
channe Is. 

ZIMMERMAN, J. V. Assistant Director for Ex port / Imp or t & Internati 
Safeguards. 3-908-013N. 84/05/23. lp, 24768:342. 


8406010503 Application for license to export compounds, conta ining 
deuterium for shipment of equivalent 5 kg D20 liquid over a 
2-year period, to Eygpt, 

* Sigma Chemical Co, D-114. 84/05/15. lp, 24768:341. 


•06020237 Forwards ltr of assurance re export of plant monitoring 
& display sys to Finland. 

BUSICK, E. R. State; Dept. of. Bureau of Oceans b Inti. Environ. b 
Scientific Affairs. 84/05/17 ZIMMERMAN. J. V. Assistant Director 
for Export/Import b International Safeguards. 2pp. 24801:216. 


^6120168 License for Edlow Inti Co to export 139.860 kg U-235. 
contained in 3.780 kg U. to United Kingdom. 

ZIMMERMAN, U. V. Assistant Director for Export/Import b Int ernationa 1 
Safeguards WSTH/BNFL. 84/05/30. 2pp. 24915:181. 


1-06120170 License for Sigma Chemical Corp to export 5 kg deuterium 
oxide to Egypt. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. D-114. 84/06/04. Ip. 24915: 180. 


)06120175 Amend 4 to Ed 1 ou Inti Co export li cense, extending expiration 
date from 840601 to 841231 provided no increase in total 
quantity or reexport of bulk tritium gas authorized. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. 84/06/04. lp 24915: 179 


1-06120180 Application for license to export 1,234 kg enriched U02, 
containing 1,234 kg U-235, to Japan. 

OKADA.S. Mitsui & Co. (USA), Inc. (subs, of Mitsui b Co., Ltd.). 
MBK-2F3-R1 CA). 84/05/18. Ip. 24915:178. 


1-06140032 Informs of GE 840517 withdrawal of request for extension of 
export license. OE 840504 b. 17 ltrs end. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Int ernational 
Safeguards. 84/05/31. STOIBER.C.R. State, Dept, of, Bureau of 
Oceans & Inti. Environ. b Scientific Affairs. Ip. 24939:248. 


•8406140035 Requests withdrawal of 840504 request for extension of 
export license. 

WILSON, B. D. General Electric Co. BDW-081-84. 84/05/17. 

ZIMMERMAN, J. V. Assistant Director for Ex part/import b 
International Safeguards. lp. 24939:250. 


1-06140033 License for Nuclear Assurance Carp to import 205.7 kg U, as 
spent NRX & NRU reactor fuel, from Canada. 

MOORE, R. N. Assistant Director for Export/Import b International 
Safeguards. 84/06/05 2pp. 24939:246. 


•06140039 Application for license to export nuclear fuel hardware, 
including tie plates b spacers. to West Germany. 

* Exxon Nuclear Co., Inc. (subs of Exxon Corp. ). 84/05/25. Ip. 

24939: 245. 


06140047 Application for license to export 15.6 kg deuterium to 
Canada. 

ABEL, G. F. Bio-Rad Lab ora tor i es. 84/05/23. IP. 24939:232. 


06140049 Forwards application to export spare parts for globe b gate 
valves to Belgium. 

ARNDT, 0. E. Borg-Warner Corp. CGA-84-186. 84/05/25. HEMBV, E. NRC 

- No Detailed Affiliation Given. Ip. 24939:228. 


8406140053 Application for license to export spare parts for globe b 
gate valves, consisting of gates, stems, gas kets & discs to 
support valves, to Belgium. 

ARNDT, G. E. Borg-Warner Corp. A53748/A53983. 84/05/25. Ip. 

24939: 229. 


06140052 License for NLO, Inc to export 998 kg depleted U to Canada. 
ZIMMERMAN, J, V. Assistant Director for Exp or t/Imp or t b International 
Safeguards. B4/06/04. 2pp. 24939:222. 


06140054 License for Westinghouse to export one intermediate range 
detector, Model 23774, to Belgium. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Int ernational 
Safeguards. ZE20702. 84/06/04. Ip. 24939:221. 


06140058 Informs that License XSNM-2126 may be issued. No matl changed 
circumstances since issuance of License XSNM-2125. 

MOORE, R. N. Assistant Director for Export/Import b Interna tional 
Safeguards. 84/05/29. Assistant Director for Export/Import b 
International Safeguards lp. 24939:219, 


06140061 Ltr of assurance re export of 139.86 kg U-235, con tained in 
3, 780 kg U. 

DUBOIS, D. European Communities, Commission of. AGF/02/BNFL/2. 
84/05/21. THORNE, C. E. Energy, Dept. of. lp. 24939:279. 


06140066 Application to extend licenses to export for 2 addl yrs. 
MORGENSTERN, A. Sigma Chemical Co. D-75. 84/06/01. HEMBY, E. 

Assistant Director for Export/Import b International Safeguards. 
2p p. 24939: 206, 


8406140071 Application to amend license to export, increasing quai 
of U-235 to 1,314.400 kg. 

DUBOIS. D. European Communities, Commission of. RBU-433. 84/< 

THORNE. C.E Energy, Dept. of. lp. 24939:280. 


8406140073 Application to amend license to export, increasing quai 
of U-235, c onta ined in 1,533 kg U, enriched to 5 V. w/o max. 

CLARK, C. M. Braunkohle Transport b Storage, Inc. 84/05/23. 
WRIGHT, B. Assistant Director for Export/Import b Internationa 
Safeguards. lp. 24939:205. 


8406140077 Forwards Mitsui b Co (USA), Inc application for export 
license for minor nuclear export. Ltr of assurance required. 

W/o end. 

ZIMMERMAN, J. U. Assistant Director for Export/Import b Interna' 
Safeguards. 84/06/01. THORNE, C. Energy, Dept. of. Ip. 249! 


8406150022 Requests extension to License XB-1110 until 841201. Lii 
will apply for new license once summary of current end uses 
St other required data received from Amersham Inti. 

BROWN, L. R. Ed low International Co. 84/05/29. WRIGHT, B. Ass 
Director for Export/Import b Internati onal Safeguards. lp. 
24956: 106. 


8406150024 Recommends issuance of License ISNM-84005 for Nuclear 
Assurance Corp to import up to 205. 7 kg U, contained in 
irradiated fuel. No matl changed circumstances since issuance 
of Licenses ISNM-79008 b ISNM-81005. 

MOORE, R. N. Assistant Director for Exp or t/ Imp or t b Internationa 
Safeguards. 84/06/05. Assistant Director for Export/Import 

International Safeguards. lp. 24956:105. 


8406150028 Forwards NUKEM, Cmb 840523 telex, correcting end use 
statement, per 840517 telcon. 

HANNETT, B.A. Transnuc 1 ear , Inc. 84/05/23. WRIGHT, B. Office 

International Programs, Director. 2pp. 24960:349. 


8406150029 Informs of Eberline Instrument Corp 840522 request foi 
withdrawal of application for License XSNM-2072. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Interna' 
Safeguards. 84/06/01. STOIBER, C. State, Dept, of, Bureau of 
b Inti. Environ. b Scientific Affairs. lp. 24960:347. 


— 8406150031 Requests cancellation of application for License XSI 
per 840522 telcon. 

HARING, K. Eberline Instrument Corp. 84/05/22. WRIGHT, B. I 
No Detailed Affiliation Given. lp. 24960:348. 


8406150047 Requests Executive Branch position re end Transnucle, 
applications for licenses to export 24,405.9 kg UF6 to 
United Kingdom b Spain. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Interna 
Safeguards. 84/05/24. STOIBER.C.R. State, Dept, of, Bureau 
Oceans b Inti. Environ, b Scientific Affairs. lp. 24960:341. 


8406150074 Corrects 840503 application for license to export enr 
UF6. Heading should read Takahama Nuclear Power Plant 3. 

SHIBATA, Y. Mitsubishi In t ernationa 1 Corp. (subs, of Mitsubish; 
Corp. ). HSA-S484-01. 84/05/17. Assistant Director for 

Export/Import & International Safeguards. 2pp. 24960: 339. 


8406200135 Application for license to import 1 fuel assemb ly , Ser : 
D12, containing 14.434 kg U-235, in 457.214 kg U, from Spain. 

Fuel assembly being returned for repair or replacement. 

HERSCH, M. M. Westinghouse Electric Corp. MMH-510. 84/06/01. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Interna' 
Safeguards. 2pp. 25051:357. 


8406200141 Application for license to export five BIO proportion, 
counters to West Germany. 

HEETHER , W. Westinghouse Electric Corp. ZE 10618. 84/06/04. 

25051: 356. 


8406200268 Amend 1 to Sandvik Special Metal Corp export license, 
increasing quality of Zircaloy-4 guide tube corrosion 
samples for export from 60 to 100. 

ZIMMERMAN, J. V. Assistant Director for Export/Import b Interna 
Safeguards. 84/06/12. lp. 25051:219. 


8406200270 License for Marubeni America Corp to export 717 kg U-! 
contained in 24,355 kg U, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Interna' 
Safeguards. ZH0321. 84/06/12. 2pp. 25051:217. 


8406200272 License for Westinghouse to export two fission chambei 
Model 23798, to Canada. 

ZIMMERMAN, J. V. Assistant Director for Export/Import it Interna' 
Safeguards. Y2A00125. 84/06/12. lp. 25051:355. 
















260558 Requests Executive Branch position re Exxon Nuclear Co 
0531 application for export license 

MMERMAN, J. V. Assistant Director for Export/Import & Int ernational 
feguards 84/06/15 THORNE, C E. Energy, Dept. of. Ip. 

158: 044. 


260579 Application for license to export Pu-239 alpha calibr std 
Phil ippines 

3 INOSA, G. Eberline Instrument Corp SO NO 898870. 84/05/25. lp. 

5158: 036. 


260581 Application for license to export listed equi pmen t, inc lud ing 
urtoy pellet press, Ac ri son feeders & oxidation furnace, to 
ited Kingdom. 

3MAN, B. Braunkohle Transport it Storage, Inc. BW-BNFL/EQ. 

706/11. 2pp. 25158:034 


260583 Amend 1 to GE export license, extend ing expiration date to 
1231. 

1MERMAN, J. V. Assistant Director for Export/Import & Int ernational 
Peguards. BDW-S7-04. 84/06/14. Ip. 25158:033. 


260587 License for Borg-Warner Corp to export spare parts for globe 

jate valves, consisting of gates, stems, gas k ets it discs, to 

Lgium. 

1MERMAN, J. V. Assistant Director for Export/Import it Int ernational 
! eguards A53748/A53983. 84/06/14, lp. 25158:032. 


260611 License for Nisslo Iwai American Corp to export 4,964 
:rograms Cf-252, contained in seven sealed neutron 
liation source pins, to Japan. 

[MERMAN, J. V. Assistant Director for Export/Import it Int ernational 
! eg uar d s . GBM-1605A. 84/06/21. 2pp. 25158:021. 


!60616 License for Nissho Iuai American Corp to export 
'64 micrograms Cf-252, contained in seven neutron radiation 
irce p ms, to Japan. 

IMERMAN, J. V. Assistant Director for Expor t/Import it Int ernational 
eg uar d s. GBM-1605B, 84/06/21 2pp. 25158:012. 


160619 Amend 1 to Westinghouse 1 ic ense, add ing U, in form of U 
xide sintered p e 1 le ts , enc ap su la ted in sealed tubes S< 
tained in complete fuel assemb 1 ies, f or export 
Vugos lavia. 

MERMAN, J. J, Assistant Director far Export/Import it Int ernationa 1 
eguards. ZEBX 11007 ARS. 84/06/25. lp. 25158:009. 


60623 License for Reuter-Stokes, Inc to export one compensated 
ization chamber, Model RS-C1-2S14-115, to Japan, 

MERMAN, J. V. Assistant Director for Export/Import St International 
eguards. B-0249. 84/06/21. lp. 25157:362. 


60628 License for Bio-Rad Labs to export 78 kg deuterium oxide 
Canada. 

MERMAN, J. V. Assistant Director for Export/Import it. International 
eguards. 84/06/14. lp. 25157:361. 


30422 Application for license to export 150 kg depleted U02, as 
tered pellets, to Canada. 

Westinghouse Electric Corp. MMH-520. 84/06/19. lp, 25194:355. 


30428 Application for license to export 12.38 kg U-235, contained 
62.5 kg UF6, to West Germany. End use statment end. 

NETT, B. A. Transnuclear, Inc. NUK-451. 84/06/14, 7pp. 

74: 347. 


6280435 Forwards application for license to export 12.38 kg U-235, 
ontained in 62. 5 kg UF6, to West Germany. 

^NNETT , B. A, Transnuc 1 ear , Inc. 84/06/14. MOORE, N. Office of 
nternationa 1 Programs* Director. lp. 25194:354, 


30438 Application for license to export 2 uCi Pu-29, in nitrate 
t, to France. 

DMAN, S. Humanoid Systems. 84/06/12. lp. 25194:346. 


30440 Informs that License XSNM—2109 may be issued. No matl changed 
su/nstance* since issuance of License XSNM-2 122. 

*E, R, N„ Assistant Director for Export/Import ic Interna tional 
sguard;®, &4/06/20, Assistant Director for Export/Import & 
ernational Saf eguards. Ip. 25194:345, \ 


30444 Forwards application to export 150 kg deuterium oxide to 
na, Hong Kong, Saudi Arabia tc Egypt. 

3TR, T. A. Aldrich Chemical Co., Inc. (subs. of Sigma—Al orich 
», ). 84/06/11, HEMBY, E, H. Assistant Director for Export/Import 

■rternational Safeguards. ^ lp. 25194:343. 


— 8406280456 Application for license to export 150 kg deuterium ox 
China, Hong Kong, Saudi Arabia it Egypt. 

* Aldrich Chemical Co. , Inc. (subs, of Si gma-Aldrich Corp. ). 
84/06/11 lp. 25194:344. 


8406280475 Application for license to export check valve CSC P/N 
NV02-15 to Canada 

SMITH, N L Brunswick Co N44070. 84/06/19. lp. 25194:331. 


8406280497 Application for license to export 100 nanocuries chlorii 
salt of Co-57, Co-60, Cs-137, Am-241, nitrate salt of natural U, 
to West Germany. 

GOLDMAN, S. Humanoid Systems. 84/06/12. lp. 25194:330. 


8406280499 License for Mitsubishi Inti Co to export 398 kg U-235, 
contained in 11,519 kg U, to Japan. 

Z IMMERMAN, J. V. Assistant Director for Export/Import & Internatii 
Safeguards. HSA-54B3-07. 84/06/20. 2pp. 25194:329. 


8406280503 License for GE to export plant monitoring it display sys 
Finland. 

SHEA, J. R. Office of International Programs, Director. BDW-08-8^ 
84/06/22. lp. 25194:327. 


S406290 134 Forwards application for export license for minor nuclei 
export. Ltr of assurance required. 

ZIMMERMAN, J. V. Assistant Director for Export/Import it Internatic 
Safeguards. 84/06/20. THORNE, C. E. Energy, Dept. of. lp. 
25225:258. 


8406290151 Amend 3 to GA Co export 1 i c ense, r ef 1 ec t ing change in nan 
of licensee i>. extending expiration date to 890701. 

Z IMMERMAN, J. V. Assistant Director for Export/Import & Internatic 
Safeguards. IEL-1198. 84/06/20. lp. 25211:361. 


8406290156 Amend 2 to Sigma Chemical Co export 1 icense, ex tending 
expiration date to 860701. 

ZIMMERMAN, J. V. Assistant Director for Export/Import St Internatic 
Safeguards. D-40. 84/06/25. lp. 25211:360. 


8406290165 License for Exxon Nuclear Co, Inc to export miscellaneous 
nuclear fuel hardware, inc 1 ud ing tieplates it spacers, to West 
Germany . 

ZIMMERMAN, J. V. Assistant Director for Export/Import it Internatic 
Safeguards. BA/06/20. lp. 25211:359. 


8406290170 Application for license to export inverter, converters, 
frequency changers 8< generators, having multiphase electrical 
power output within range of 600 to 2,000 hertz, to Canada. 

HOLUB , P . Elgar Corp. 14239. 84/05/01. lp. 25211:358. 


8406290173 Application for license to export inverters, converters, 
frequency changers it generators, having multiphase electrical 
power output within range of 600 to 2,000 hertz, to United 
King d om. 

RORER , E. E. Elgar Corp. Z-204B. 83/09/10. lp. 25211:357. 


8406290281 Application for license to export 124,000 zirconium fuel 
tubes, 124, 000 stainless steel springs it 248,000 zirconium 
end plugs to Sweden. 

HERSCH, M. M. Westinghouse Electric Corp. MMH-516. 84/06/18. 

ZIMMERMAN, J. V. Assistant Director for Export/Import St Internatio 
Safeguards, lp. 25211:356. 


8406290284 Requests that application for license to export equipmen 
United Kingdom for non-nuclear end uses be expedited. 

HOLUB, P. Elgar Corp. Z 204B. 84/06/21. HEMBY, E. NRC - No 

Detailed Affiliation Given. lp. 25211:355. 


8406290286 Requests that application for license to export equipmen 
Canada for non-nuclear end uses be expedited. 

HOLUB, P. Elgar Corp. 14239. 84/06/21. HEMBY, E. NRC - No Deta 

Affiliation Given. lp. 25211:354. 


8406290287 License for Westinghouse to import 457.214 kg U, enriched 
to max of 3. 15%, from Spain. 

ZIMMERMAN, J. V. Assistant Director for Ex p or t/ Import Si Internatio 
Safeguards. 84/06/25. lp, 25211:353. 


8406290290 License for Elgar Inti Corp to export one lot inverters, 
converters, frequency changers 8< generators having 
multiphase electrical power output within range of 600 to 
2, 000 hertz, to Canada. 

SHEA, J. R. Office of International Programs, Director 14239 
84/06/25, lp. 25211:352. 


IMONDOCKETED ITEMS 


8406290452 Comments on Elgar Inti Corp 840501 application for license 
to export inverters & converters to Canada Ap p 1 i cat ion 
acceptable. License issued tu/o normal 15-day waiting period. 

SHEA, J. R. Office of International Programs. Director. 84/06/25. 
Office of International Programs, Director. Ip. 25211:349. 


8406290500 Application for license to export Check Valve 
CSC P/N N243-526-1 to Canada 

SMITH, N. L Brunswick Co N40123 84/06/18. Ip. 2521 


8406290497 Submits findings re Westinghouse 840601 application for 
license to import 457.214 kg U, enriched to 3,1577. U-235, from 
Spain. Import conforms to std provisions & will not 
constitute undue risk to public health. 

MOORE, R. N. Assistant Director for E xp or t / Imp or t & International 
Safeguards. 84/06/25. Assistant Director for Ex por t / Imp ort & 

International Safeguards. Ip 25211:348. 
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50-400 

G 

BELTER. L. W. 

8406250374 

50-44 

WASTE MGT 

BARTLETT, B. L. 

8406110319 

50-259 

S 

BELTER, L. W. 

8406250374 

50-44 

QA999 


BARTRAM, B. W 

8406060085* 

50-352 

T 

BEMIS, P. 

8406140013 

50-32 

QA999 


BARTRAM, B. W. 

8406140098* 

50-352 

T 

BEMIS, P. 

8406220055* 

50-40 

QA999 


BASKIN, K. P. 

8406290266 

50-362 

Q 

BEMIS, P. R. 

8406220112* 

50-62 

50-237 

P 

BATEMAN, W. 

8406010298* 

50-219 

Q 

BENAROYA. V. 

8301250684* 

50-32 

50-237 

P 

BATES, J. 0. 

8009040463* 

50-329 

A 

BENDER. L. S. 

8406260516* 

50-27 

50-482 

Q 

bates, J. 0. 

8406070356* 

50-329 

A 

BENNETT, A. B. 

8105280446* 

FOIA 

50-298 

G 

BATES, J. 0. 

8406070360* 

50-329 

A 

BENNETT, A. B. 

8110280360* 

FOIA 

50-313 

G 

BATES, J. 0. 

8406070369* 

50-329 

A 

BENNETT, A. B. 

8406180052* 

FOIA 

50-382 

G 

BATES, J. 0 

8406070373* 

50-329 

A 

BENNETT, A. B. 

8406180101* 

FOIA 

FOI A 


BATTLE, R. E. 

8406270394* 

50-269 

S 

BENNETT, J. P. 

8406180387 

PR 

50-220 

P 

BAUBLITZ, J. E. 

8406140081 

WASTE MGT 

BENNETT. J. W. 

8406190594 

WASTE 

ISeE 


BAUER, E G. 

8406070032* 

50-277 

P 

BENNETT, J. W. 

8406250296 

WASTE 

50-272 

S 

BAUNACK, W. 

8406150177* 

50-289 

Q 

BENNETT, J. W. 

8406270164 

WASTE 

50-272 

s 

BAUNACK, W. 

8406250048* 

50-289 

P 

BENNETT, W. R. 

8406010366* 

50-481 

50-322 

s 

BAUSER, D. B. 

8406120224 

50-289 

G 

BENSON, J. J. 

8402010380* 

FOIA 

50-354 

s 

BAUSER, D. B. 

8406120224 

50-289 

G 

BENSON, J. J. 

8406120584* 

FOIA 

50-344 

s 

BAUSER, D. B. 

8406250356 

50-483 

G 

BERCEL, E. 

8406150145* 

50-20 < 

50-344 

s 

BAUSER, D. B. 

8406250356 

50-483 

G 

BERGAN, G. W. 

8405290258 

50—24* 

50-344 

s 

BAUSER, D. B. 

8406270041 

50-289 

G 

BERGDOLL. T. E. 

8406010209* 

CONTR* 

50-344 

s 

BAUSER, D. B. 

8406290095 

50-289 

G 

BERGDOLL, T. E. 

8406010416* 

CONTR< 

50-344 

s 

BAUSER, D. B. 

8406290095 

50-289 

G 

BERGER, J. D. 

8406020018 

40-74! 

50-445 

Q 

BAUSER, M. A. 

8406050307 

PR 


BERGER, J. D. 

8406190200 

70-68: 

CONTRACT 


BAXTER, T. A. 

8406040313 

50-400 

T 

BERGER, J. D. 

8406210186* 

FOIA 

GA999 


BAXTER, T. A. 

8406040313 

50-400 

T 

BERGER, J. D. 

8406210195* 

FOIA 

50-316 

S 

BAXTER, T. A. 

8406040386 

50-289 

G 

BERICK, D. M. 

8406250332 

WASTE 

50-315 

s 

BAXTER, T. A. 

8406040386 

50-289 

G 

BERKOVITZ, D. M. 

8406120574* 

50-32* 

50-316 

s 

BAXTER, T. A. 

8406060433 

50-400 

G 

BERKOVITZ. D. M. 

8406120576* 

50—32* 

50-155 

R 

BAXTER, T. A. 

8406060433 

50-400 

G 

BERLINGER, C. H. 

8203180523* 

50-32* 

ACRS 


BAXTER, T. A. 

8406060436* 

50-400 

G 

BERLINGER. C. H. 

8306220162* 

50-25* 

50-528 

Q 

BAXTER, T. A. 

8406060436* 

50-400 

G 

BERLINGER, C. H. 

8406260248* 

50-321 

50-267 

P 

BAXTER, T. A. 

8406130234 

50-289 

G 

BERMEL, P. F. 

8406020371* 

CONTRA 

WASTE MGT 

BAXTER, T. A. 

8406130234 

50-289 

G 

BERNABEI, L. 

8406040394* 

50-32* 

50-400 

T 

BAY, J. H. 

8406140108 

50-142 

G 

BERNABEI, L. 

8406190410 

50-32*5 

50-329 

A 

BAY, J. H. 

8406140108 

30-142 

G 

BERNHOFT, S. 

8406070248 

50-301 

50-302 

S 

BAY, J. H. 

8406220185 

50-142 

G 

bernthal, f. m. 

8406060062* 

C0MMI6 

50-302 

S 

BAYNARD, P. Y. 

8406050412 

50-302 

P 

BERRY, J. A. 

8406050199* 

50—332 

50-445 

G 

BAYNARD. P. Y. 

8406110205* 

50-302 

Q 

BERRY, J. A. 

8406200052 

50-352 

50-445 

G 

BAYNE, J. P. 

8406070251 

50-286 

Q 

BERWICK, B. E. 

8406270135 

50—496 

50-329 

A 

BAYNE, J. P. 

8406110164 

50-333 

Q 

BETHUNE, M. A. 

8406050519 

50—412 

50-219 

R 

BAYNE, J. P. 

8406120444 

50-333 

P 

BETHUNE, M. A. 

8406050519 

50-412 

50-329 

A 

BAYNE, J. P. 

8406190196 

50-333 

P 

BETHUNE, M. A. 

8406050528* 

50-412 

50-329 

R 

BAYNE, J. P. 

8406190425 

50-333 

P 

BETHUNE, M. A. 

8406050528* 

50-412 

50-329 

R 

BAYNE, J. P. 

8406210102 

50-333 

P 

BETTENHAUSEN, L. 

8406010384* 

50-386 

50-329 

R 

BAYNE, J. P. 

8406210201 

50-333 

P 

BETTENHAUSEN, L. 

8406140254* 

50—28* 

50-329 

R 

BAYNE, J. P. 

8406210256 

50-286 

F 

BETTENHAUSEN, L. 

8406180253* 

50-322 

50-329 

R 

BAYNE, J. P. 

8406220128 

50-333 

P 

BETTENHAUSEN, L. 

8406230526* 

50-442 

50-329 

S 

BAYNE, J. P. 

8406260267 

50-333 

Q 

BETTENHAUSEN, L. 

8406260353* 

50-289 

50-329 

S 

BAZIN, J. 

8406230029 

CONTRACT 


BETTENHAUSEN, L. 

8406260374* 

50-352 

FOIA 


BEACH, A. B. 

8406050048* 

50-320 

Q 

BETTENHAUSEN, L. 

8406260382* 

50-271 

50-261 

J 

BEALE, K. E 

8406140223 

50-395 

F 

BEVAN, R. B. 

8406080297 

50-254 

50-261 

J 

BEALL, J. 

8406120489* 

50-443 

Q 

BEVERLY, R. G. 

8406020309 

40-299 

50-324 

J 

BEATTY, G. E. 

8406260266* 

50-322 

G 

BEVILL, T. 

8406230331* 

50-289 

50-324 

J 

BEAVER, W. F. 

8406270156* 

50-413 

A 

BEWLEY, E. 

8406220144 

50-317 

50-261 

J 

BECHHOEFER, C. 

8406040300 

50-329 

G 

B ICEHOUSE, H. J. 

8406080240* 

50-29 

50-261 

J 

BECHHOEFER, C. 

8406130100 

50-498 

G 

B ICEHOUSE, H. J. 

8406260264* 

50-309 

50-456 

A 

BECHHOEFER, C. 

8406180042 

50-498 

G 

BICKWIT, L. 

8209160036* 

50-247 

50-382 

F 

BECK, C. K. 

8406040209* 

FOIA 


BICKWIT, L. 

8406070119* 

50-289 

50-70 

G 

BECK, G. P. 

8406050335 

50-151 

S 

BIDINGER, G. H. 

8406080071* 

70-123 

40-8727 


BECKER, B. D. 

8406190147 

50-454 

G 

BIDINGER, G. H. 

8406190513* 

70-36 

QA999 


BECKER, B. D. 

8406190147 

50-454 

G 

BIEMILLER, 8. 

8406070190 

50-309 

QA999 


BECKER, B. D. 

8406250364 

50-454 

G 

BIER, J. 

8406190474 

50-133 

QA999 


BECKER, B. D. 

8406250364 

50-454 

G 

BIRCHARD, G. F. 

8406060366 

NUREG 

QA999 


BECKHAM, D. H. 

8406260516* 

50-275 

Q 

BIRD, W. R. 

8406120061* 

30-329 

QA999 


BECKHAM, J. T. 

8406040241 

50-321 

P 

BIRD, W. R. 

8406120067* 

30-329 

GA999 


BECKHAM, J. T. 

8406050336 

50-321 

F 

BIRD, U. R. 

8406120121* 

50-329 

0A999 


BECKHAM, J. T. 

8406140204 

50-321 

F 

BIRD, W. R. 

8406130044* 

50-329 

QA999 


BECKHAM, J. T. 

8406190113 

50-321 

Q 

BIRKENHEIER, J. 

8406040358* 

30-322 

QA999 


BEER, J. 

SCI AMfeCD .1 1 

8406110034* 

ajini. i o/to,i o. 

50-155 

T 

BIRKENHEIER, J. 

8406250383 

50-322 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

DP, T. W. 

840618041 3 

30-328 

Q 

BOOKER, J. E. 

DP* T. W. 

8406250 1 32 

30- 328 

Q 

BOOKER, J. E. 

DP, T. W. 

8406230286 

30-397 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260008 

50-397 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260044 

50-528 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260080 

50-344 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260228 

50-397 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260323 

30-312 

Q 

BOOKER, J. E. 

DP, T. W. 

8406260313 

30-273 

Q 

BOOKER, J. E. 

DP, T. W. 

8406270064 

30-328 

Q 

BOOKER , J. E. 

DP, T. W. 

8406270102 

50-206 

Q 

BOOKER, J. E. 

DP, T. W. 

8406290348 

30-528 

Q 

BOOKER, J. E. 

DP, W. A. 

8406230319 

WASTE MGT 

BOOKER, J. E. 

ETT, P. 

8406140152* 

30-352 

Q 

BOOKER, J. E. 

•TT, P. H. 

8406230497* 

30-317 

Q 

BOOKER, J. E. 

^BURN, T. A. 

8406140016* 

50-412 

A 

BOOKER, J. E. 

t, J. 

8406180134 

QA999 


BOOKER, J. E. 

i, E. L. 

8406060349 

30-289 

G 

BOOKER, J. E. 

E. L. 

8406060349 

30-289 

G 

BOOKER, J. E. 

E. L. 

8406060332 

30-289 

G 

BOOKER, J. E. 

:, E. L. 

8406060407 

50-289 

G 

BOOKER, J. E. 

E. L. 

8406060407 

30-289 

G 

BOOKER, J. E. 

e. l. 

8406130134 

30-289 

G 

BOOKER, J. E. 

•, E. L. 

8406130134 

30-289 

G 

BOOKER, J. E. 

• , E. L. 

8406140115 

30-289 

G 

BOOKER, J. E. 

■, E. L. 

8406130304 

30-289 

G 

BOOKER, J. E. 

:, E. L. 

8406190130 

30-289 

G 

BOOKER, J. E. 

E. L. 

8406200363 

30-289 

G 

BOOKER, J. E. 

• , E. L. 

8406230377 

30-289 

G 

BOOKER, J. E. 

:, E. L. 

8406230377 

30-289 

G 

BOOKER, J. E. 

:, E. L. 

8406260073 

30-289 

G 

BOONE, G. 

j. 

8406200188 

30-366 

8 

BOOS, A. J. 

u. j. 

8406190129* 

30-400 

Q 

BORCHARDT, R. 

:, j. j. 

8406190466* 

30-239 

Q 

BORCHERT, R. 

:, j. j. 

8406210477* 

30-321 

Q 

BQRDENICK, B. M. 

:, j. j. 

8406210343* 

30-230 

Q 

BORGEN, R. A. 

j. j. 

8406210336* 

30-413 

Q 

BORGEN, R. A. 

j. j. 

8406210383* 

30-438 

Q 

BOSNAK, R. J. 

:, j. j. 

8406230384* 

30-239 

G 

BOSNAK, R. J. 

:» j. j 

8406230073* 

30-321 

Q 

BOSNAK, R. J. 

HARD, B, 

8406130132 

30-332 

D 

BOSNAK, R. J. 

, A. A. 

8406120407 

30-316 

9 

BOSNAK, R. J. 

OH. J. N. 

8403130102 

40-8432 


BOSTED, C. 

OH, J. N. 

8406220022* 

40-8432 


BOURNIA, A. 

H 

8406210336 

30-278 

3 

BOYD, D. 

H, A. 

8406130123 

30-278 

S 

BOYD, D. C. 

H, R. 

8406010298* 

30-219 

Q 

BOYD, D. C. 

UQH, R E. 

8406010129 

40-3433 


BOYD, D. C. 

UGH. R. E. 

8406010134 

40-3433 


BOYER, V. S. 

UQH, R. E. 

8406020303 

40-3433 


brach, u. 

UQH. R. E. 

8406020324 

40-3453 


BRADBURY, R. B. 

UQH, R. E. 

8406200129 

40-3453 


BRADBURY. R. B. 

, D. 

8406210097 

NUREG 


BRADBY, E. J. 

MAN, J. R. 

8406210361* 

30-283 

Q 

BRADFORD, L. 

MAN, J. R. 

8406230036* 

30-382 

Q 

BRADFORD, L. 

0, J. L. 

8406270111 

NUREG 


BRADLEY, E. J. 

N, 0. 

8406010042 

40-1162 


BRADLEY, E. J. 

N, Q. 

8406020301 

40-1162 


BRADLEY, E. J. 

L. 8. 

8406030318 

QA999 


BRADLEY, E. J. 

F. O. 

8406040321* 

70-734 


BRADLEY, E. J. 

F. 0. 

8406040323* 

70-734 


BRADLEY, E. J. 

F. 0. 

8406040334* 

70-734 


BRADLEY, E. J. 

NQ, L. A. 

8406120611* 

FOIA 


BRADLEY, E. J. 

NQ, L. A. 

8406120621* 

FOI A 


BRADLEY, R. D. 

NQER, L. J. 

8406260111* 

40-8431 


BRADLEY, R. D. 

NQER, L. J. 

8406260114* 

40-8431 


BRAMLETf, L. S. 

NQER, L. J. 

8406260119* 

40-8431 


branagan, e. f. 

N, P. A. 

8406260059 

NUREG 


branagan, e. f. 

RQER, C. 

8403160371* 

30-239 

P 

BRANDT, C. R. 

RGER.C. 

8404230179* 

30^324 

P 

BRANDT, C. T. 

RQER, C. 

8403210403* 

30-282 

P 

BRANLUND. B. J. 

RQER, C. 

8406060029* 

30-261 

P 

brant, K. T. 

RQER, C. 

8406080266* 

30 ’-283 

P 

brenizer, j. s. 

R, J, E. 

8403270100 

30»^3t 

S 

brenneman, f. 

R, J. E. 

8403270200 

30—438 

S 

BRENNER, L. 

R, J. E. 

8406010101 

50-438 

s 

BRENNER, L. 

R, J. E. 

8406010107 

30-438 

s 

BRENNER, L. 

R. U. E. 

8406010229 

30^458 

s 

BRENNER, L. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

8406050185 

50-458 

S 

BRIGHT, G. 0. 

8406070317 

8406050234 

50-458 

S 

BRIGHT, G. 0. 

8406120115 

8406050312 

50-458 

s 

BRIGHT, G. 0. 

8406180144 

8406050354 

50-458 

s 

BRIGHT. G. 0. 

8406250239 

8406050360 

50-458 

s 

BRIGHT, C. 0. 

8406270271 

8406050468 

50-458 

s 

BRIGHT, G. 0. 

8406270279 

8406110114 

50-458 

s 

BRITT, L. F. 

8405300097 

8406110171 

50-458 

s 

BRITT, L. F. 

8405300097 

8406110222 

50-458 

s 

BRITT, L. F. 

8405300104* 

8406110255 

50-458 

s 

BRITT, L. F. 

8405300104* 

8406110260 

50-458 

s 

BRITT. L. F. 

8405300109* 

8406110263 

30-458 

s 

BRITT, L. F. 

8405300109* 

8406110269 

50-458 

s 

BRITT, L. F. 

8405300116* 

8406110327 

50-458 

s 

BRITT. L. F. 

8405300116* 

8406110350 

50-458 

E 

BRITT, L. F. 

8406050512 

8406120004 

50-458 

s 

BRITT, L. F. 

8406060004 

8406120421 

50-458 

s 

BRITT, L. F. 

8406110312 

8406180002 

30-458 

s 

BRITT, L. F. 

8406150114 

8406180203 

50-458 

s 

BRITT, L. F. 

8406130227 

8406180222 

50-458 

s 

BRITT, L. F. 

8406180430 

8406180223 

50-458 

s 

BRITT, L. F. 

8406190393 

8406180379 

30-458 

s 

BRITT, L. F. 

8406230331 

8406210241 

30-458 

s 

BRITT, L. F. 

8406270121 

8406210253 

50-458 

s 

BRITT. L. F. 

8406290032 

8406210357 

50-458 

s 

BRITT, R. W. 

8406150137 

8406210363 

50-458 

s 

BRITT. R. W. 

8406150210 

8406280061 

50-438 

s 

BROMBERG, B. J. 

8404180135 

8406280137 

50-458 

s 

BROMBERG, B. J. 

8406260227 

8406290214 

50-458 

E 

BRONS, J. C. 

8406130027 

8406290221 

50-438 

A 

BRONS, J. C. 

8406130013 

8406250074* 

70-2993 


BRONS, J. C. 

8406200180 

8406130030* 

50-329 

T 

BROOKS, T. 

8406150342 

8406080058* 

50-293 

Q 

BROSIUS, E. 

8406210066 

8406070180 

50-336 

R 

BROSNAN, T. J. 

8406040117* 

8406220192 

30-322 

G 

BROWN, A. 

8406010287* 

8406180060* 

FOIA 


BROWN. C. H. 

8406010317* 

8406190243* 

FOIA 


BROWN, E. J- 

8406210238 

8006240766* 

50-329 

A 

BROWN. E. J. 

8406210262* 

8011240120* 

50-329 

A 

BROWN, G. 

8406050377 

8112180030* 

50-329 

A 

BROWN, H. H. 

8406010082 

8204190126* 

50-289 

P 

BROWN, H. H. 

8406010082 

8208060085* 

50-329 

A 

BROWN, H. H. 

8406060432 

8406270066* 

50-528 

G 

BROWN, H. H. 

8406060452 

8406200491 

50-373 

P 

BROWN, H. H. 

8406220221 

8406280096 

50-155 

S 

BROWN, H. H. 

8406220266 

8406010317* 

50-263 

G 

BROWN, H. H. 

8406220266 

8406130025* 

30-329 

T 

BROWN, H. H. 

8406230123 

8406250043* 

50-409 

G 

BROWN, H. H. 

8406230123 

8406260157 

50-352 

F 

BROWN, H. H. 

8406230129* 

8406010533 

NUREG 


BROWN, H. H. 

8406250361 

8406130066 

PR 


BROWN, H. H. 

8406250361 

8406270144 

PR 


BROWN, H. H. 

8406290130* 

8406120308 

50-277 

F 

BROWN, K. J. 

8406040057 

8406060411* 

50-289 

G 

BROWN, L. R. 

8406130022 

8406130300 

30-289 

G 

BROWN, N. 

8406040218 

8406040273 

50-278 

P 

BROWN. N. 

8406050087 

8406030483 

50-277 

P 

BROWN, N. 

8406130299 

8406060238 

50-278 

P 

BROWN, R. A. 

8406230431 

8406070025 

50-277 

P 

BROWN, S. D. 

8406180298* 

8406070032* 

50-277 

P 

BROWN, W. B. 

8406060283 

8406140154 

50-352 

U 

BROWN, W. B. 

8406060300 

8406190232 

50-352 

K 

BROWN, W. B. 

8406060312 

8406260060 

50-352 

A 

BROWN, W. B. 

8406060313 

8406010016* 

50-400 

G 

BROWN, W. B. 

8406060370 

8406010088* 

50-400 

G 

BROWN, W. B. 

8406060381 

8406070034 

50-368 

R 

BROWN, W. B. 

8406060386 

8406110040* 

50-400 

T 

BROWN, W. B. 

8406060389 

8406110044* 

50-400 

T 

BROWN, U. B. 

8406070049 

8406180262 

GA999 


BROWN, U. B. 

8406070054 

8406270134* 

50-445 

G 

BROWN, W. B. 

8406070039 

8406220120* 

50-278 

P 

BROWN, W. B. 

8406070066 

8406070174 

50-318 

S 

BROWN, W. B. 

8406070071 

8405070240 

30-62 

Q 

BROWN, w. n 

8208300331* 

8406050210 

50-311 

S 

BROWN, W. M. 

8405230404* 

8406040306 

50-322 

G 

BROWN, W. M, 

8406180038* 

8406060064 

50-352 

G 

BROWN, U. M. 

8406180072* 

8406060073 

50-352 

G 

BROWN, W. M. 

8406180123* 

8406060428 

50-352 

G 

BROWNLEE, V. L. 

8406220082* 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

NER, J. E. 

8406270282 

50-329 

G 

SON# B. G. 

8406180135 

QA999 


N, J. K. 

8406070148* 

50-483 

Q 

N, R. H. 

8406210084 

TOPREP 


N/R. H. 

8406210084 

TOPREP 


NT, K. R. 

8406260071* 

50-482 

A 

ALEW, W. H. 

8406180020* 

FOI A 


ALEW/ W. H. 

8406180090* 

50-413 

A 

ANI/ R. 

8202030053* 

50-329 

A 

IK. D. M. 

8406180377 

PR 


IK, D. M. 

8406180383 

PR 


R, J. C. 

8406250340* 

TOPREP 


ER, R. S. 

8406290198* 

50-352 

F 

ING. J. 0. 

8406260074 

WASTE MGT 

H, C. A. 

8406020011 

71-166 


OIN, J. 

8406260057* 

50-528 

Q 

OIN, J. F. 

8406070172* 

50-293 

P 

ER, F. J. 

8406150004 

50-271 

R 

ESS, B. L. 

8406010246* 

50-329 

Q 

IN, R. 

8406140227 

I&E 


Y,D. 

8406190517 

NUREG 


E, R. P. 

8406230081 

NUREG 


HARDT, W. 

8406140079 

70-364 


INGAME, J. F. 

8406020167 

70-1308 


ETT, P. T. 

8406220012* 

50-348 

0 

ETT/P.T. 

8406220015* 

50-369 

Q 

ETTz R. F. 

8406290109* 

50-280 

P 

ETTz T. W. 

8406250340* 

TOPREP 


S, R. G. 

8406190484 

QA999 


S, S. G. 

8406150328 

40-2061 


ELLz S. B. 

8406140060 

50-445 

A 

ELLz S. B. 

8406140064 

50-443 

A 

ELLz S. B. 

8406150250 

50-443 

Q 

ELLz S. B. 

8406200022 

50-443 

A 

ELLz S. B. 

8406260614 

50-445 

A 

K. J. 

8406070380 

WASTE MGT 

L. L. 

8406150176* 

50-142 

G 

M. U. 

8406130316 

50-352 

T 

S. H. 

8406040205* 

FOI A 


:k, e. r. 

8406020237 

XPORTLIC 


\RDz L. D. 

8402010380* 

FOI A 


*RD, L. D. 

8406120584* 

FOIA 


tRD, L. D. 

8406180069* 

FT) I A 


IR, S. 

8406220082* 

50-413 

Q 

JN, L. D. 

8406040023 

NUREG 


J. J. 

8406260516* 

50-275 

0 

5, R. 

8406190531* 

CONTRACT 


R. 

8406110314 

30-416 

S 

R. W. 

8406040125 

50-416 

S 

R. W. 

8406050257 

50-416 

s 

R. W. 

8406050516 

50-416 

s 

R. W. 

8406070256 

50-416 

S 

R. W. 

8406190201 

50-416 

s 

R. W. 

8406190268 

50-416 

s 

R. B. 

8406260411* 

50-482 

A 

•LL, L. L. 

8406230239 

NUREG 


K. B. 

8406190162 

50-97 

F 

R. S. 

8406200216* 

50-434 

G 

C. L. 

8406050237 

40-8674 


C. L. 

8406050477 

40-8675 


C.L. 

8406250116* 

40-8681 


lELL, R. L. 

8406260405* 

70-1417 


iN, L. J. 

8406230044* 

30-313 

G 

iWAY, J. W. 

8406270117 

MJREG 


IzR. 

8406120314* 

50-390 

E 

iGNONE, M. J. 

8406060329 

50-322 

F 

ELL. R. M. 

8406210555* 

30-438 

G 

ELL. S. E. 

8406130071 

PR 


ELLz S. E. 

8406260319 

50-454 

G 

ELL, W. E. 

8406270171 

TOPREP 


R, H. L. 

8406270108* 

50-206 

Q 

R, H. L. 

8406270112* 

30-206 

G 

ELLz F. S. 

8406210529* 

50-259 

G 

ELLz F. S. 

8406220010* 

50-395 

G 

. J. D. 

8406010349 

QA999 


, J. D. 

8406250182 

QA999 


CCIz A. J. 

8103110796* 

30-329 

T 

0, J. R. 

8406260187 

30-322 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CAREY, J. J 

8406130133 

50-334 

P 

CAREY, J. J. 

8406140109 

50-334 

P 

CAREY, J. J. 

84061401 12* 

50-334 

P 

CAREY, J. J. 

8406150243* 

50-334 

Q 

CAREY, J. J. 

8406290271 

50-334 

P 

CAREY, J. J. 
CARFAGNO, S. P. 
CARFAGNO, S. P. 

8406290272* 

8406180065* 

8406180137* 

50-334 

FOIA 

FOIA 

P 

CARLIN, J. 

8406250123* 

50-482 

A 

CARLSON, W. 0. 

8406150194* 

50-160 

H 

CARNEY, J. 

8406120400 

50-265 

S 

CARPENTER, D. R. 

8406180216* 

50-298 

Q 

CARPENTER, J. H. 
CARR, A. V. 

8406180144 

8406050362 

50-400 

PR 

G 

CARR, A. V. 

8406070406* 

50-329 

A 

CARR, A. V. 

8406200324 

50-413 

G 

CARR, A. V. 

8406290024 

50-413 

G 

CARR, A. V. 

8406290376 

50-413 

G 

CARTER, S. D. 

8406110356 

50-296 

S 

CARUS, R. V. 

8406280299 

50-382 

Q 

CASCARANO, R. N. 

8406060261 

50-295 

F 

CASCARANO, R. N. 

8406120217 

50-295 

P 

CASCARANO, R. N. 

8406280191 

50-295 

F 

CASCARANO, R. N. 
CASE, E. 

CASE, E. G. 

CASE, E. G. 

8406280206 

8406020124* 

8406040194* 

8406040212* 

50-295 

ACRS 

FOIA 

FOIA 

P 

CASE, E. G. 

8406250162 

50-382 

A 

CASE, E. G. 

8406290103 

50-280 

P 

CASHWELL, R. J. 

8406290305 

50-156 

F 

CASSIDY, B. P. 

8406200359 

50-458 

G 

CASSIDY, B. P. 

8406200379 

50-458 

G 

CASSIDY, T. J. 

8406210075 

50-266 

F 

CASTIGLIONE, L. 

8406150065 

50-155 

S 

CERNE, A. C. 

8406120489* 

50-443 

Q 

CESARE, J. G. 

8406070201 

50-416 

G 

CESARE, J. G. 

8406200239 

50-416 

R 

CESARE, J. G. 

8406290137 

50-416 

P 

CHAFFEE, A. 

8406120391 

50-361 

S 

CHAFFEE. A. 

8406250289 

50-361 

s 

CHAFFEE, A. 

8406250334 

50-361 

s 

CHAFFEE, A. E. 

8406270112* 

50-206 

G 

CHAMBERLAIN, D. D 
CHANDLER, J. C. 

8406010323* 

8406180308 

50-458 

TOPREP 

G 

CHANDLER, L. J. 

8406050233 

50-275 

G 

CHANDLER, L. J. 

8406220153 

50-275 

G 

CHANEY, H. D. 

8406250188* 

50-298 

Q 

CHANEY. H. D. 

CHANG, T. Y. 

8406250375* 

8406190119* 

50-285 

FOIA 

G 

CHANG, T. Y. 

8406220188* 

50-482 

G 

CHAPLIN, S. D. 
CHARNLEY, J. S. 
CHARNOFF, G. 

8406280162 

8406060236 

8406050332 

50-320 

TOPREP 

PR 

S 

CHAUDHARY, S. 

8406010298* 

50-219 

G 

CHAUDHARY, S. K. 

8406050168* 

50-352 

G 

CHECK, P. S. 

8406070209* 

50-259 

P 

CHEN, W. P. 

8102120405* 

50-329 

G 

CHEN, W. P. 
CHERNITSKY, D. M. 
CHERNY, F. C. 

8102270031* 

8406210400 

8111090735* 

50-329 

PT21 

FOIA 

T 

CHEUNG, L. 

8406150008* 

50-412 

Q 

CHIANGI, N. J. 

8406110313 

50-400 

S 

CHIANCI, N. J. 

8406110317 

50-400 

S 

CHILK, 8. J. 

CHILK, S. J. 

8405040307 

8406020408 

50-537 

10CFR 

G 

CHILK, S. J. 

8406040025 

50-388 

P 

CHILK, S. J. 

8406040297 

50-275 

G 

CHILK, S. J. 

8406040299 

50-382 

G 

CHILK, S. J. 

8406040333 

50-289 

G 

CHILK, S. J. 

8406050218 

50-333 

G 

CHILK, S. J. 

8406050481 

50-271 

G 

CHILK, S. J. 

8406050487 

50-341 

G 

CHILK, S. J. 

8406070146 

50-322 

G 

CHILK, S. J. 

CHILK, S. J. 

CHILK, S. J. 

CHILK, S. J 

8406080032 

8406080082 

8406110037 

8406110078 

50-416 

10CFR 

10CFR 

10CFR 

G 


CHILK, S. J. SAOAlinin*? 50—142 


ACCESSION SU 


AUTHOR 

NUMBER 

CA 

CHILK, S. J 

8406130314 

50- 

CHILK, S. J. 

8406150136 

IOC 

CHILK, S. J. 

8406150166 

50- 

CHILK, S. J. 

8406150255 

IOC 

CHILK, S. J. 

8406150334 

71- 

CHILK, S. J. 

8406150357 

IOC 

CHILK, S. J 

8406180350 

50- 

CHILK, S. J. 

8406180396 

50- 

CHILK, S. J. 

8406180400 

50- 

CHILK, S. J. 

8406180432 

50- 

CHILK, S. J. 

8406180441 

50- 

CHILK, S. J. 

8406190161 

50- 

CHILK, S. J. 

8406190389 

50- 

CHILK, S. J 

8406190532 

IOC 

CHILK, S. J. 

8406190597 

IOC 

CHILK, S. J. 

8406200416 

IOC 

CHILK, S. J 

8406200426 

50- 

CHILK, S. J. 

8406200438 

toe 

CHILK, S. J. 

8406200496 

IOC 

CHILK, S. J 

8406200502 

IOC 

CHILK, S. J. 

8406210189 

50- 

CHILK, S. J 

8406210393 

IOC 

CHILK, S. J 

8406210423 

50- 

CHILK, S. J 

8406210425 

50- 

CHILK. S. J 

8406210426 

IOC 

CHILK, S. J. 

8406260107 

50- 

CHILK, S. J 

8406260139 

50- 

CHILK, S. J. 

8406260147 

50- 

CHILK, S. J. 

8406260224 

50- 

CHILK, S. J. 

8406270068 

IOC 

CHILK, S. J. 

8406270275 

71- 

CHILK, S. J. 

8406270289 

50- 

CHILK, S. J 

8406290104 

50- 

CHILK, S. J. 

8406290111 

40- 

CHILK, S. J. 

8406290116 

50- 

CHILK, S. J. 

8406290525 

50- 

CHIOU, J. S. 

8406280223* 

TOP 

CHIRAMAL, M. 

8406200315 

50- 

CHIRAMAL, M. 

8406200316* 

50- 

CHIRIGQS, J. N. 

8406070239* 

50- 

CHOPKO, M. E. 

8404170554 

50- 

CHOPRA, 0. P. 

7901310158* 

50- 

CHOULES, N. C . 

8406050463* 

50- 

CHRISSOTIMOS, N. 

8406140123* 

50- 

CHRISSOTIMOS, N. 

8406150037* 

50- 

CHRISSOTIMOS, N. 

8406150148* 

50- 

CHR I ST A— MAR I A 

8406220228 

50- 

CHRISTMAN, J. N. 

8406060429 

50- 

CHRISTMAN, J. N. 

8406060429 

50- 

CHRISTMAN, J. N. 

8406060434* 

50- 

CHRISTMAN, J. N. 

8406060434* 

50- 

CHRISTNOT, E. 

8406120323* 

50- 

CHR I STOFFER , G. 

8406120198* 

50-: 

CHR I STOFFER SON 

8406250330 

WAS 

CHRISTOPHER, R. 

8406210409 

50- 

CHRISTOPHER, R. 

8406210411 

50-; 

CHRISTOPHER. R. 

8406210436* 

so-; 

CHRISTOPHER, W. 

8406040224 

so-; 

CHUNG, D. H. 

8406150327* 

WAS 

CHUNG, D. H. 

8406150331* 

WAS 

CHUNG, J. W. 

8406010384* 

so-; 

CHUNG, J. W. 

8406260353* 

so-; 

CHURCH, B. W. 

8406200314 

so-: 

CHURCH, B. W. 

8406200314 

50-: 

CHURCHILL, B. W. 

8406130091 

50 -; 

CHURCHILL, B. W. 

8406130091 

50-; 

CHURCHILL, B. W. 

8406290102 

so-; 

CHURCHILL, B. W. 

8406290102 

so-; 

CHURCHILL, B. W. 

8406290379 

so-; 

CHURCHILL, B. W. 

8406290379 

so-; 

C ILL IS, M. 

8406260524* 

so-: 

CINTULA, T. 

8406200319* 

so-; 

CINTULA, T. C. 

8406200294 

MI Si 

CINTULA, T. C. 

8406200317 

so-; 

CLARK, B. L. 

8406050178 

so-: 

CLARK, B. L. 

8406050395 

so-: 

CLARK, B. L. 

8406050475 

so-: 

CLARK, B. L. 

84062 1 03 1 7 

so-; 


ACCESSION SUBJECT ACCESSION SUBJECT 

AUTHOR NUMBER CATEGORY AUTHOR NUMBER CATEGORY 


K, R. J. 8406200382 50-259 P 

K, R. J. 8406210424 50-259 P 

K, R. J. 8406230559 50-259 P 

K, T. A. 8406200092 PROJ 

ENTS, B.R. 8406010051* 50-445 A 

ENTS, B. R. 8406010222 50-445 S 

ENTS, B. R. 8406040271 50-445 A 

ENTS, B. R. 8406050328 50-445 A 

ENTS, B. R. 8406050401 50-445 S 

ENTS, B. R. 8406070254 50-445 A 


ENTS, B. R. 

8406080251 

50-445 

K 

CONTI. E. F. 

8406110427 

WASTE 

MGT 

CORMIER, W. H. 

8406180403 

ENTS, B. R. 

8406110306 

50-445 

A 

COOK, B. 

8406210440 

WASTE 

MGT 

CORMIER, W. H. 

8406180409 

ENTS, B. R. 

8406120194 

50-445 

H 

COOK, B. A. 

8406080123 

WASTE 

MGT 

CORMIER, W. H. 

8406260212 

ENTS. B. R. 

8406120519 

50-445 

S 

COOK, F. R. 

8406070382 

WASTE 

MGT 

CORMIER, W. H. 

8406260219 

ENTS, B. R. 

8406150159 

50-445 

A 

COOK, F. R. 

8406110080 

WASTE 

MGT 

COSTELLO. F. 

8406060392 

ENTS, B. R. 

8406250171 

50-445 

A 

COOK, F. R. 

8406110082 

WASTE 

MGT 

COTTER, B. P. 

8406140105 

ENTS. W. L. 

8406120112 

50-289 

G 

COOK, F. R. 

8406110083 

WASTE 

MGT 

COTTER, B. P. 

8406140107* 

ENTS, W. L. 

8406180034 

50-289 

G 

COOK, F. R. 

8406110085 

WASTE 

MGT 

COTTER, B. P. 

8406260096 

DNS, P. 

8406260361* 

50-293 

G 

COOK, F. R. 

8406110086 

WASTE 

MGT 

COTTINGHAM, A. W. 

8406040339 

=■» w. c. 

8406050441* 

50-331 

G 

COOK, F. R. 

8406110088 

WASTE 

MGT 

COTTINGHAM, A. W, 

8406040339 

■ L. I. 

8406210054 

WASTE MGT 

COOK, F. R. 

8406110092 

WASTE 

MGT 

COUNSIL. W. G. 

8406010168 

IAN, F. E. 

8406140045 

WASTE MGT 

COOK, F. R. 

8406110094 

WASTE 

MGT 

COUNSIL, W. G. 

8406010168 

IAN, H. B. 

8406070193 

50-445 

A 

COOK, F. R. 

8406110098 

WASTE 

MGT 

COUNSIL. W. G. 

8406040207 

M, I. 

8406120510* 

50-309 

G 

COOK, F. R. 

8406110101 

WASTE 

MGT 

COUNSIL. W. G. 

8406040207 

M, L. 

8406060392 

NUREG 


COOK, F. R. 

8406110107 

WASTE 

MGT 

COUNSIL. W. G. 

8406050471 

S. 

8406200246* 

CONTRACT 


COOK, F. R. 

8406110150 

WASTE 

MGT 

COUNSIL, W. G. 

8406050471 

vIOS, D. M. 

8406210094 

RES 


COOK, F. R'. 

8406110151 

WASTE 

MGT 

COUNSIL, W. G. 

B40608002 6 

IAN, R. 

8406280053 

CONTRACT 


COOK, F. R. 

8406110191 

WASTE 

MGT 

COUNSIL, W. G. 

8406080100 

3, B. L. 

8406270117 

NUREG 


COOK, F. R. 

8406110194 

WASTE 

MGT 

COUNSIL, W. G. 

8406080130 

• Y, J. A. 

8406200002* 

CONTRACT 


COOK, F. R. 

8406110419 

WASTE 

MGT 

COUNSIL, W. G. 

8406080140 

[NS, D. 

8406050100* 

50-320 

G 

COOK, F. R. 

8406110421 

WASTE 

MGT 

COUNSIL. W. G. 

8406080145 

[NS, J. T. 

8406040030 

State Prog 

COOK, F. R. 

8406110423 

WASTE 

MGT 

COUNSIL. W. G. 

8406080145 

[NS, J. T. 

8406050131* 

QA999 


COOK, F. R. 

8406120057 

WASTE 

MGT 

COUNSIL, W. G. 

8406080145 

[NS, J. T. 

8406050258 

State Prog 

COOK, F. R. 

8406120084 

WASTE 

MGT 

COUNSIL, W. G. 

8406080158 

[NS, J. T. 

8406110134 

State Prog 

COOK, F. R. 

8406150363 

WASTE 

MGT 

COUNSIL, W. G. 

8406080158 

CNS, J. T. 

8406110275 

State Prog 

COOK, F. R. 

8406200126 

WASTE 

MGT 

COUNSIL, W. G. 

8406080159 

[NS, J. T. 

8406110292 

State Pr< 

38 

COOK, J. 

8406120202 

50-333 

R 

COUNSIL, W. G. 

8406080159 

[NS, J. T. 

8406110339 

50-285 

S 

COOK, J. W. 

8109080075* 

50-329 

S 

COUNSIL, W. G. 

8406080179 

LNS, J. T. 

8406260272 

40-8027 


COOK, J. W. 

8406010019 

50-329 

R 

COUNSIL, W. G. 

8406080179 

[NS, L. S. 

8406060222* 

CONTRACT 


COOK, J. W. 

8406020155* 

50-329 

Q 

COUNSIL. W. G. 

8406080233 

[NS, L. S. 

8406060227* 

CONTRACT 


COOK, J. W. 

8406020313* 

50-329 

A 

COUNSIL, W. G. 

8406080239 

[NS, 8. J, 

8406010070* 

50-410 

G 

COOK, J. W. 

8406050034 

50-329 

S 

COUNSIL, W. G. 

8406080239 

[NS, S. J. 

8406010081* 

50-333 

Q 

COOK, J. W. 

8406050077* 

50-329 

G 

COUNSIL, W. G. 
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a. b. 

8406020131* 

50-329 

Q 

DEVINE, T. 

. A. B. 

8406050026* 

50-329 

Q 

DEVINE, T. 

. A. B. 

8406130052* 

50-329 

Q 

DEVINE, T. 

. J. G. 

8406070401* 

50-329 

S 

DEVINE, T. 

. J. G. 

8406210217 

40-2061 


DEVINE, T. 

, K. A. 

8406010165 

CONTRACT 


DEWALT, D. M. 

l. K. A. 

8406150099 

CONTRACT 


DEWEY, L. S. 

I, K. A. 

8406210147* 

FOIA 


DEWITT, R. B. 

;on. n. h. 

8406080072 

50-280 

Y 

DEYOUNG, R. 

iZIO, A. 

8406230304 

50-346 

P 

DEYOUNG, R. 

D. B. L. 

8406010269 

40-8820 


DEYOUNG, R. C. 

B. T. 

8406220082* 

50-413 

Q 

DEYOUNG, R. C. 

:ns, J. c. 

8406050080* 

50-458 

Q 

DEYOUNG, R. C. 

!, W. E. 

8406210100 

NUREG 


DEYOUNG, R. C. 

ETTE. R. 

8406280096 

50-155 

S 

DEYOUNG, R. C. 

OLE, R. 

8406140083 

50-424 

G 

DEYOUNG, R. C. 

,IZ0. T. J. 

8204120416* 

50-263 

P 

DEYOUNG, R. C. 

:ORGE. L. 0. 

8406180131* 

50-456 

Q 

DEYOUNG, R. C. 

[ORGE. L. 0. 

8406280192 

50-373 

P 

DEYOUNG, R. C. 

. RATTA, A. 

8406050255* 

50-134 

Q 

DEYOUNG, R. C. 

, RATTA, A. 

8406180161* 

50-5 

Q 

DEYOUNG, R. C. 

, RATTA, A. 

8406230518* 

50-223 

G 

DEYOUNG, R. C. 

:dico. J. 

8406190007* 

FOIA 


DEYOUNG, R. C. 

:dico. j. 

8406190009* 

FOIA 


DEYOUNG, R. C. 

iCH. G. L. 

8406140117 

50-424 

G 

DEYOUNG, R. C. 

,M, F. K. 

8406180104* 

FOIA 


DHAR, B. 

IE. R. 

8406260012 

50-285 

S 

DHAR, B. 

S. N. A. 

8406280374 

70-303 


DHAR, B. 

t. j. 

8406140236 

50-293 

S 

DIAMANT, M. H. 

t. j. 

8406190447 

TOP REP 


DIAMANT, M. H. 

t. j. 

8406190447 

TOP REP 


DIAMANT, M. H. 

IN. H. R. 

8002120473* 

50-329 

G 

DIAMANT, M. H. 

IN. H. R. 

8404110524 

50-369 

P 

DICK, C. W. 

IN. H. R. 

8406010263 

50-413 

M 

DICK, G. F. 

IN. H. R. 

8406020132* 

ACRS 


diederich, g. J. 

IN. H. R. 

8406020205 

50-416 

P 

diederich, g. J. 

IN. H. R. 

8406020210* 

50-416 

P 

diederich, g. J. 

IN. H. R. 

8406040295* 

50-416 

G 

diederich, g. j. 

IN. H. R. 

8406060048 

50-320 

P 

diederich, g. j. 

IN. H. R. 

8406060333 

50-445 

A 

diederich, g. j. 

IN. H. R. 

8406060342* 

50-445 

A 

diederich, g. j. 

IN. H. R. 

8406070115 

50-289 

P 

diederich, g. j. 

IN. H. R. 

8406070370 

50-285 

P 

diederich, g. j. 

IN. H. R. 

8406080279 

50-289 

P 

diederich. g. j. 

IN. H. R. 

8406130319 

50-335 

F 

diederich, g. j. 

IN. H. R. 

8406150317 

TOP REP 


diederich, g. j. 

IN. H. R. 

8406180117* 

FOIA 


diederich, g. j. 

IN. H. R. 

8406190522 

50-275 

P 

diederich, g. j. 

IN. H. R. 

8406190607* 

50-352 

A 

diederich, g. j. 

IN. H. R. 

8406190642* 

50-320 

P 

diederich, g. j. 

IN, H. R. 

8406200550 

GEN TEC 

IS 

diederich, g. j. 

IN, H. R. 

8406210034 

MISC 


DIEDERICH, G. J. 

IN, H. R. 

8406210340 

50-304 

P 

diederich, g. j. 

IN. H. R. 

8406220241* 

50-289 

P 

diederich, g. j. 

IN, H. R. 

8406230145 

NUREG 


DIEDERICH, G. J. 

IN, H. R. 

8406230412 

GEN TEC 

IS 

DIEDERICH, g. j. 

IN, H. R. 

8406250031* 

50-320 

p 

diederich, g. j. 

IN, H. R. 

8406260467* 

50-317 

p 

DIENES, A. F. 

IN, H. R. 

8406260505* 

50-206 

p 

DIETZ, C. R, 

IN, H. R. 

8406260518* 

50-206 

p 

DIETZ, C. R. 

IN. H. R. 

8406260588 

50-251 

S 

DIETZ, C. R. 

IN, H. R. 

8406280400 

TOPREP 


DIETZ, C. R. 

IN, R. E. 

8406210150 

50-317 

H 

DIETZ, C. R. 

3. P. 8. 

8406070252 

50-133 

R 

DIETZ. C. R. 

MTIS.N. 

8406190026* 

FOIA 


DIETZ, C. R. 

MTIS, N. P. 

8406190016* 

FOIA 


DIETZ, C. R. 

_ER, R. P. 

8406060461* 

50-445 

G 

DIETZ. C. R. 

MCENTIS, J. 

8406050296 

50-443 

S 

DIGGS, R n 

MCENTIS, J. 

8406050296 

50-443 

S 

DIGGS, R. M. 

viCENTIS, J. 

8406060093 

50-443 

E 

DIGGS, R 11. 

MCENTIS, J. 

8406060093 

50-443 

E 

DIGGS, R.M. 

MCENTIS, J. 

8406060153 

50-443 

E 

DIGGS, R. M. 

MCENTIS, J. 

8406060153 

50-443 

E 

DIGGS, R, M, 


aiftj.oA'Hft Vi- a.A'l fi ml I F.p k 


ACCESSION 

NUMBER 


8406120117 
8406120117 
8406 1 5034 1* 
8406190400 
8406190400 

8406250212 

8406250212 

8406250217* 

8406250316* 

8406260134 

8406150126 

8406050466* 

8406180098* 

8406180117* 

8309130023* 

8311100374* 

8404200341 

8405260303* 

8403260307* 

8405260314* 

8406040326* 

8406040333* 

8406070231 

8406080048 

8406080034* 

8406210284* 

8406230313 

8406230319* 

8406230323* 

8101090336* 

8405240464* 

8403240464* 

8406220275* 

8406220275* 

8406250175 

8406250175 

8406200216* 

8406060063* 

8402220284 

8403200032 

8403200204 

8406030086 

8406030249 

8406030260 

8406050262 

8406070100 
8406120011 
8406120016 
8406 12022 5 
8406120423 

8406120441 

8406120446 

8406120306 

8406180121 

8406180290 

8406180292 

8406180328 

8406180386 

8406200038 

8406200194 

8406280135 

8406120300 

8406010356 

8406050158 

8406110303 

8406120227 
8406190108 
8406190126 
840619021 1 
8406190293 

8406280226 

8406010173 

8406140057 

8406140076 

8406210515 

8406230353 

8406270267 

8406140126 


SUBJECT 

CATEGORY 


30-275 G 
50-275 G 
50-275 G 
50-275 G 
50-275 G 

50-275 G 
50-275 G 
50-275 G 
50-275 P 
50-387 F 

50-458 G 
50-155 P 
F0I A 
F0I A 

50-329 G 

FOIA 

QA999 

30-329 Q 
30-329 Q 
30-329 Q 

50-329 G 
50-329 G 
PT21 

50-409 Q 
50-409 Q 

50-445 G 
30-277 Q 
50-277 Q 
30-277 Q 
30-329 T 

50-329 T 
50-329 T 
0A999 
QA999 
QA999 

QA999 

30-434 Q 
50-244 G 
50-373 S 
50-373 S 

50-373 S 
50-373 S 
50-373 S 
50-374 S 
50-373 S 

50-373 R 
30-374 S 
30-374 S 
50-373 S 
50-373 8 

50-373 S 
30-374 S 
30-374 S 
50-373 S 
50-374 S 

50-374 S 
50-373 S 
50-374 S 
50-373 S 
50-373 S 

50-373 S 
50-235 R 
50-324 S 
50-325 S 
50-324 S 

50-324 R 
50-324 S 
50-325 S 
50-325 S 
50-324 S 

50-324 S 
50-275 P 
50-263 P 
50-305 P 
50-316 P 

50-336 P 
50-324 P 
50-483 A 


AUTHOR 

ACCESSION 

NUMBER 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

8404240453 

8405160455* 

8405210037 

8405220314 

8405230072* 

DIRCKS, W. J. 

DIRCKS. W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

8405290002 

8406020439* 

8406020457 

8406040031 

8406040322* 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

8406050019* 

8406050067* 

8406060058 

8406070391* 

8406080287 

DIRCKS, W. J. 

DIRCKS. W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

8406080307 

8406110057 

8406110060 

8406110093 

8406120577* 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 

8406120615* 

8406130018 

8406150323 

8406150326* 

8406190640 

DIRCKS, W. J. 

DIRCKS, W. J. 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8406190641* 

8406200063 

8406200065 

8406200470 

8406200487 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 

8406200499 

8406210162 

8406210173* 

8406210182* 

8406210190* 

DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRCKS, W. J. 
DIRMEIER, M. D. 

8406210236* 

8406230403 

8406260023 

8406260489 

8406190383* 

DISTASIO, L. 

DIXON, C. 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, □. W. 

8406250191 

8406150350 

8406040042 

8406050132 

8406050499 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. U. 

8406070188 

8406110341 

8406120182 

8406120324 

8406140223 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. W. 

DIXON, 0. W. 

8406220007* 

8406250312 

8406260259 

8406280425 

8406280453 

DOBRANICH, D. 

DODD, C. V. 

DODDS, R. T. 

DODDS, R. T. 

DODDS, R. T. 

8406040023 

8406210100 

8406250290* 

8406260009* 

8406260085* 

DODDS, R. T. 

DODDS. R. T. 

DODGE, R. E. 

DODOE, R. E. 
DOERFLEIN, L. T. 

B4O6260088* 

8406260241* 

8406070179* 

8406070182* 

8406010081* 

DOHERTY, J. F. 

DOLE, B. 

DONICH. T. R. 
DONICH, T. r. 
DONICH, T. R. 

8406070255* 

8406250130* 

8406070121* 

8406070138* 

8406070200* 

DONICH. T. R. 
DONLON. W. J. 
DONOHEW. J. 
DQNOHEU, J. 
DOOLITTLE, E. L. 

8406070246* 
840620003 1 
8303090436* 
8406070240* 
8406060037 

DOOLITTLE, E. L. 
DOOLITTLE, E. L. 
DOOLITTLE. E. L. 

8406190538 

8406210171 

8406210176 


PERSONAL AUTHOR INDEX 


HOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUI 

CA1 

A. B. 

8406120080 

WASTE MGT 

EDDLEMAN, w. 

8406180399 

50-400 

G 

EISENHUT, D. G. 

8406200400* 

50 -: 

J. 

8406130071 

PR 


EDDLEMAN, W. 

8406180405 

50-400 

G 

EISENHUT, D. G. 

8406200537* 

50-: 

:» R. P. 

8406120353 

50-354 

E 

EDDLEMAN. W. 

8406180433 

50-400 

G 

EISENHUT. D. G. 

8406200545 

TOPF 

, R. P. 

8406120374 

50-354 

E 

EDDLEMAN, W. 

8406180439 

50-400 

G 

EISENHUT, D. G. 

8406200553 

so-; 

. P. 

8405040187* 

50-483 

P 

EDDLEMAN, W. 

8406180439 

50-400 

G 

EISENHUT, D. G. 

8406200558 

so-; 

B. 

8406180050* 

FOIA 


EDDLEMAN, W. 

8406180443 

50-400 

G 

EISENHUT, D. G. 

8406200563 

so-; 

B. 

8406180074* 

F01A 


EDDLEMAN, W. 

8406290358 

50-400 

G 

EISENHUT, D. G. 

8406210057 

50-: 

1, T. 

8406010124* 

50-333 

Q 

EDELMAN, M. 

8406080195 

PR 


EISENHUT, D. G. 

8406210059* 

50-: 

i. 

8406050316 

PR 


EDELMAN, M. R. 

8406010291 

50-440 

0 

EISENHUT, D. G. 

8406210073 

so-; 

1. 

8406130071 

PR 


EDELMAN, M. R. 

840605041 1 

50-440 

S 

EISENHUT, D. G. 

8406210077 

so-: 

.. S. 

8406190015* 

FOIA 


EDELMAN, M. R. 

8406060101 

50-440 

E 

EISENHUT, D. G. 

8406210080 

so-; 

,i s. 

8406190018* 

FOIA 


EDELMAN, M. R. 

84060601 89 

50-440 

A 

EISENHUT, D. G. 

8406210106 

so-: 

,, s. 

8406190019* 

FOIA 


EDELMAN, M. R. 

8406060231 

50-440 

A 

EISENHUT, D. G. 

8406210344 

so -: 

,1 s. 

8406190021* 

FOIA 


EDELMAN, M. R. 

8406080155 

50-440 

S 

EISENHUT, D. G. 

8406220047 

so-; 

.1 s. 

8406190024* 

FOIA 


EDELMAN, M. R. 

8406080169 

50-440 

S 

EISENHUT, D. G. 

8406220093 

50— 

D. 

8406140061 

XPORTLIC 


EDELMAN, M. R. 

8406120246* 

50-440 

V 

EISENHUT, D. G. 

8406220183 

so-; 

D. 

8406140071 

XPORTLIC 


EDELMAN, M. R. 

8406180362 

50-440 

Q 

EISENHUT, D. G. 

8406220259 

so-: 

D. L. 

8406180216* 

50-298 

G 

EDELMAN, M. R. 

8406210214 

50-440 

S 

EISENHUT, D. G. 

8406250067 

50— < 

R. 

8406050290 

30-335 

J 

EDELMAN, M. R. 

8406210228 

50-440 

s 

EISENHUT, D. G. 

8406250089 

50—! 

R. 

8406050436 

30-230 

J 

EDELMAN, M. R. 

8406220247 

50-440 

s 

EISENHUT, D. G. 

8406250142* 

so-: 

R. 

8406260399 

50-327 

J 

EDELMAN, M. R. 

8406230422* 

GEN TEC 

IS 

EISENHUT, D. G. 

8406250209* 

so-: 

R. 

8406280239 

50-335 

J 

EDELMAN, M. R. 

8406290075 

50-440 

s 

EISENHUT, D. G. 

8406250224* 

so-; 

E. 

8406190081 

NUREG 


EDGAR, G. L. 

8406270125 

50-70 

G 

EISENHUT. D. G. 

8406250228 

so-: 

, R. L. 

8406190183 

50-316 

S 

EDGEWDRTH, P. 

8406260016 

CONTRACT 


EISENHUT, D. G. 

8406250238* 

so-; 

N. 

8406260310* 

50-289 

Q 

EDLEMAN, M. R. 

8406050387 

50-440 

S 

EISENHUT, D. G. 

8406250263* 

so-; 

N. F. 

8406050076* 

50-470 

A 

EDLER, S. K. 

8406060432 

NUREG 


EISENHUT, D. G. 

8406250288* 

so-; 

G. 

8406040215 

50-327 

S 

EDWARDS, D. W. 

8406180413 

PR 


EISENHUT, D. G. 

8406250291* 

so-; 

0. 

8406180264 

30-328 

S 

EICHENHOLZ, H. 

8406200236 

50-309 

s 

EISENHUT, D. G. 

8406250293* 

so-; 

G. 

8406250252 

30-327 

S 

EIDSON, A. F. 

8406010536 

NUREG 


EISENHUT. D. G. 

8406250297* 

so-; 

G. 

8406290044 

50-327 

S 

EISELE, W. 

8406120011 

50-374 

s 

EISENHUT, D. G. 

8406250303* 

so-; 

G. 

8406290240 

50-327 

S 

EISELE, W. F. 

8406120225 

50-373 

s 

EISENHUT, D. G. 

8406250306* 

so-; 

, F. R. 

8406140145* 

50—293 

Q 

EISENHUT, D. G. 

8206290629* 

50-329 

A 

EISENHUT, D. G. 

8406250325* 

so-; 

W. J. 

8406190318 

£0-266 

J 

EISENHUT, D. G. 

8209290290* 

50-329 

E 

EISENHUT, D. G. 

8406260041* 

so-; 

LD, M. 

8406230322* 

50-346 

P 

EISENHUT, D. G. 

8301190501* 

50-329 

A 

EISENHUT, D. G. 

8406260094* 

so-: 

J. 

8406120509 

50-247 

S 

EISENHUT, D. G. 

8302020075* 

50-329 

A 

EISENHUT, D. G. 

8406260100* 

so-; 

J. 

8406150083 

I6E 


EISENHUT, D. G. 

8308100415* 

50-329 

A 

EISENHUT, D. G. 

8406260121* 

so-; 

J. 

8406180197 

50-247 

S 

EISENHUT, D. G. 

8312020060* 

50-329 

A 

EISENHUT, D. G. 

8406260131 

so 

J. 

8406200191 

50-334 

S 

EISENHUT. D. G. 

8404230140 

50-244 

P 

EISENHUT, D. G. 

8406260194* 

so-: 

J. M. 

8406120337* 

50-193 

Q 

EISENHUT, D. G. 

8405300016 

50-445 

G 

EISENHUT, D. G. 

8406260444* 

so-; 

J. M. 

8406230556* 

50-20 

Q 

EISENHUT, D. G. 

8405300021 

50-445 

A 

EISENHUT, D. G. 

8406260485* 

so-: 

A. 

8406260381* 

50-454 

Q 

EISENHUT, D. G. 

8405310059 

50-324 

F 

EISENHUT, D. G. 

8406260554 

50 -C 

sr. 

8406060265 

50-461 

A 

EISENHUT, D. G. 

8406010099* 

50-387 

P 

EISENHUT, D. G. 

8406270035* 

so-: 

D. C. 

8406070260 

50-327 

R 

EISENHUT, D. G. 

8406010130 

50-29 

P 

EISENHUT, D. G. 

8406270103* 

so-; 


8406140165* 

50-244 

Q 

EISENHUT, D. G. 

8406020092* 

FOIA 


EISENHUT, D. G. 

8406270133* 

so-; 


8406260286* 

50-277 

Q 

EISENHUT, D. G. 

8406020241* 

50-329 

A 

El SENHUT, D. G. 

8406270154* 

so-: 

3. 

8406010309* 

50-219 

Q 

EISENHUT, D. G. 

8406020278* 

50-329 

A 

EISENHUT, D. G. 

8406270207* 

so-; 


8406020440 

30-334 

A 

EISENHUT, D. G. 

8406020281* 

FOIA 


EISENHUT, D. G. 

8406270208* 

so— c 

3. 

8406140170* 

50-334 

Q 

EISENHUT, D. G. 

8406040285* 

50-324 

F 

EISENHUT, D. 0. 

8406270249* 

so-; 

3_ 

8406140182* 

30-247 

Q 

EISENHUT, D. G. 

8406050024* 

50-329 

Q 

EISENHUT, D. G. 

8406270254* 

so-; 


8406140194* 

30-29 

Q 

EISENHUT, D. G. 

8406050326 

50-329 

A 

EISENHUT, D. G. 

8406270263* 

so-: 

3, 

8406210555* 

50-458 

Q 

EISENHUT, D. G. 

8406060183 

50-331 

Q 

EISENHUT, D. G. 

8406270299* 

so-; 


8406290527* 

50-423 

Q 

EISENHUT, D. G. 

8406060311 

TOP REP 


EISENHUT, D. G. 

8406270388* 

so-; 


8403200204 

50-373 

S 

EISENHUT. D, G. 

8406060420 

50-390 

A 

EISENHUT, D. G. 

840628001 1 

MIS< 

K. 

8406110206 

WASTE MGT 

EISENHUT, D. G. 

8406060435 

50-289 

P 

EISENHUT, D. G. 

840628001 5* 

so-: 

3. D. 

8406180188 

QA999 


EISENHUT, D. G. 

8406060467 

50-341 

A 

EISENHUT, D. G. 

8406280045* 

so-: 

J. L. 

8406210321* 

50-293 

Q 

EISENHUT, D. G. 

8406060468 

50-445 

A 

EISENHUT, D. G. 

8406280074* 

so-; 


8405090113 

50-322 

H 

EISENHUT, D. G. 

8406060476 

50-445 

G 

EISENHUT, D. G. 

8406280138* 

so-; 

r 

8406020363* 

50-320 

Q 

EISENHUT, D. G. 

8406070006 

50-352 

A 

EISENHUT, D. G. 

8406280278* 

so-: 

k. R. 

8406140114* 

50-322 

0 

EISENHUT, D. G. 

8406070012 

50-322 

A 

EISENHUT, D. G. 

8406280312* 

so-; 

V R. 

8406140114* 

50-322 

0 

EISENHUT, D. G. 

8406070024* 

50-445 

G 

EISENHUT, D. G. 

8406280329 

so-; 

K. 

8406260414* 

50-293 

Q 

EISENHUT, D. G. 

8406070105 

50-416 

Q 

EISENHUT, D. G. 

8406280372* 

so-: 

i. 

8406130126 

WASTE MGT 

EISENHUT, D. G. 

8406070126* 

50-483 

Q 

EISENHUT, D. G. 

840628039 7* 

so-: 

K. 

8406180219 

30-341 

A 

EISENHUT, D. G. 

8406070127* 

50-293 

P 

EISENHUT, D. G. 

8406290530 

so-; 

K. 

3406260033 

50-341 

A 

EISENHUT, D. G. 

8406070 1 59* 

50-293 

P 

EISS, Aw L. 

8406040137* 

FOIF 

k. F 

3406030227 

30-322 

G 

EISENHUT, D. G. 

8406070164* 

50-293 

P 

EL-ZEFTAWY, M, 

8406190567* 

MIS< 

k.F 

3406050227 

50-322 

G 

EISENHUT, D. G. 

8406070177* 

FOIA 


ELIN, j: 0. 

8406260516* 

so-; 

k. F 

3406070320 

50-322 

G 

EISENHUT, D. G. 

8406070348 

50-413 

A 

ELLIOT, B. J. 

8202090447* 

so-: 

k. F 

3406070320 

50-322 

G 

EISENHUT, D. G. 

8406070354 

50-482 

A 

ELLIOTT, C. W. 

8406290039 

so-; 

IT. 

1406230239 

NUREG 


EISENHUT, D. G. 

8406080045 

50-289 

P 

ELLIS, E. R. 

8406010142* 

so-: 

J 

>406070403 

ACRS 


EISENHUT, D. G. 

8406080078 

50-445 

A 

ELLIS, J. 

8406040374 

50— 

:*j 

1406070405 

ACRS 


EISENHUT, D. G. 

8406080142 

50-454 

V 

ELLIS, J. 

8406040383 

50— 

8. 

1406290327* 

30-423 

Q 

EISENHUT, D. G. 

8406080289 

50-458 

V 

ELLIS, J. 

8406120119 

. SO- 

IN. 

1406020463 

50-601 

A 

EISENHUT, D. G. 

8406120006 

50-29 

P 

ELLIS, J. 

8406120235 

SO-— 

P. 

1406270147 

PRM 


EISENHUT, D. G. 

8406120546# 

50-329 

A 

ELLIS, J. 

8406120239 

. go— 

1, K 

1406230073 

NUREG 


EISENHUT, D. G. 

8406130043 

50-322 

S 

ELLIS, J. 

8406120244 

so- 

J 

1406190444 

50-312 

S 

EISENHUT, D. G. 

8406130284* 

50-289 

P 

ELLIS, J, 

8406260101 

so— 

J 

1406260339* 

50-312 

G 

EISENHUT, D. G. 

8406140080 

50-483 

A 

ELLIS, J. 

8406260104 
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AUTHOR 

NUMBER 

N, M. J. 

8406050325* 

27-48 


FEE, W. F. 

8406260292 

50-423 

E 

FIEDLER, P. B. 

8406220243 

N, T. L. 

8406010305 

50-321 

S 

FEE, W. F. 

8406260292 

50-423 

E 

FIEDLER. P.B. 

8406260287 

N, T. L. 

8406130151 

50-321 

S 

FEE, W. F. 

8406290234 

50-245 

a 

FIEDLER, P. B. 

8406270050 

N, T. L. 

8406280039 

50-366 

S 

FEE, W. F. 

8406290234 

50-245 

a 

FIEDLER, P. B. 

8406280133 

, R. 

8406110034* 

50-155 

T 

FEE, W. F. 

8406290324 

50-423 

E 

FIELDER, D. 

8406220273 

, R. L. 

8406040220 

50-155 

P 

FEIT, R. 

8203240002* 

FOIA 


FIELDER, D. 

8406250282 

» R. L. 

8406130032 

50-255 

P 

FEIT, R. 

8209230446* 

FOIA 


FIELDS, J. 

8406260135 

GH, C. W. 

8406080305 

NUREG 


FEIT, R. 

8209230453* 

FOIA 


FIELDS, J. A. 

8406060190 

LHARDT , T. F. 

8406070218* 

FOIA 


FEIT, R. 

8211010122* 

FOIA 


FIELDS, J. A. 

8406150089 

LMANN, R. 

8406020355 

40-8348 


FEIT, R. 

8211100484* 

FOIA 


FIELDS, J. S. 

8406140200 

E. L. B. 

8406080011 

50-338 

P 

FEIT, R. 

8308250631* 

FOIA 


FILKINS. D. L. 

8406050361 

E, L. B. 

8406210114 

50-338 

P 

FEIT, R. 

8406180044* 

FOIA 


FINKEL. A. 

8406150008* 

6, S. M. 

8406210313* 

CONTRACT 


FEIT, R. 

8406180067* 

FOIA 


finkle, A. 

8406290527* 

KSQN, U. 

8406020328 

40-2259 


FEIT, R. 

8406180076* 

FOIA 


FINN, D. F. 

8406110316 

KSON, R. L. 

8103160990* 

50-329 

T 

FEIT, R. 

8406180122* 

FOIA 


FINN, D. F. 

8406250330 

N, N. 

8406180108* 

50-326 

Q 

FEITKNECHT, C. 

8406050451 

50-334 

R 

FINNERAN, J. c. 

8406060461* 

BROTH » P. 

8406230549* 

50-322 

Q 

FELD, S. E. 

8006240665* 

50-329 

A 

FINNERAN, J. C. 

8406180392* 

LMAN, D. 

8406120096 

50-346 

S 

FELD, S. E. 

8006240706* 

50-329 

G 

FINNERAN, J. C. 

8406190361* 

LMAN, E. M. 

8403130299 

50-317 

s 

FELD, S. E. 

8006240712* 

50-329 

G 

FINNERAN. J. C. 

8406260298* 

NOSA, G. 

8406260579 

XPORTLIC 


FELTON, J. M. 

8404200008 

FOIA 


FIORE, J. H. 

8406120218* 

5. C. A. 

8404190353* 

50-298 

Q 

FELTDN, J. M. 

8405220481 

50-329 

D 

FIORELLI, G. 

8103160859* 

3. C. D. 

8406150037* 

50-373 

G 

FELTON, J. M. 

8405260300 

50-329 

a 

FIORELLI, G. 

8103160991* 

5, R. G. 

8406050212 

50-6 

R 

FELTON, J. M. 

8406010001 

50-400 

a 

FIORELLI. G. 

8406270066* 

ETT, R. J. 

8406250110* 

40-8452 


FELTON, J. M. 

8406040083 

FOIA 


FISCHER, D. C. 

8406280410 

ETT. R. J. 

8406250116* 

40-8681 


FELTON, J. M. 

8406070098 

FOIA 


FISCHER, D. L. 

8406060260* 

ENBLUM, J. M. 

8406260059 

NUREG 


FELTON, J. M. 

8406070106 

50-298 

p 

FISCHER, D. L. 

8406080222* 

LA, C. V. 

8406070337 

50-322 

T 

FELTON, J. M. 

8406070118 

50-483 

a 

FITZGERALD, J. A. 

8406010004* 

□NER, D. 

8406220082* 

50-413 

a 

FELTON, J. M. 

8406120598 

27-10 


FLACH. W. T. 

8406210321* 

UITS, Z. 

8406150179* 

50-341 

a 

FELTON, J. M. 

8406120623 

FOIA 


FLACK, E. 

8406110311 

, R. U. 

8406060226* 

50-266 

F 

FELTON, J. M. 

8406120629 

50-443 

a 

FLACK, E. 

8406130138 

. R. J. 

8406060228* 

50-266 

F 

FELTON, J. M. 

8406120631 

FOIA 


FLACK, E. 

8406200032 

ONE, R. R. 

8406050500 

50-322 

T 

FELTON, J. M. 

8406120633 

50-482 

A 

FLACK, E. 

8406250178 

K, D. M. 

8406140051 

50-219 

S 

FELTON, J. M. 

8406120635 

40-8727 


FLACK, E. 

8406250246 

US, F. 

8406210097 

NUREG 


FELTON, J. M. 

8406180030 

FOIA 


FLACK, E. 

8406250347 

EY, E. M. 

8406050414 

50-322 

G 

FELTON, J. M. 

8406190002 

50-352 

a 

FLACK, E. 

8406260090 

EY, E. M. 

8406050414 

50-322 

G 

FELTON. J. M. 

8406190005 

FOIA 


FLEENOR, C. 

8406140042 

EY, E. M. 

8406250355 

50-322 

G 

FELTON, J. M. 

8406190011 

FOIA 


FLEENOR, C. 

8406150077 

EY, E. M. 

8406250355 

50-322 

G 

FELTON, J. M. 

8406190020 

50-83 

a 

FLEENOR. C. 

8406150325 

ER, B. 

8406180154* 

FOIA 


FELTON. J. h. 

8406190034 

FOIA 


FLEENOR, C. 

8406250109 

ER, W. S. 

8209230513* 

FOIA 


FELTON, J. M. 

8406190073 

FOIA 


FLEISHER, Z. 

8406130071 

ER, U. S. 

8406180045* 

FOIA 


FELTON, J. M. 

8406210076 

50-482 

a 

FLEMING, H. M. 

8406010142* 

ER, H. S. 

8406180048* 

FOIA 


FELTON, J. M. 

8406210108 

FOIA 


FLETCHER. J. C. 

8406110142 

ER, W. S. 

8406180064* 

FOIA 


FELTON, J. M. 

8406210146 

FOIA 


fliecel, m. 

8406060454* 

ER, W. S. 

8406180068* 

FOIA 


FELTON, J. M. 

8406270126 

FOIA 


FLOREK. D. J. 

8406010384* 

ER, W. S. 

8406180075* 

FOIA 


FELTON, J. M. 

8406280189 

50-10 

F 

FLORIAN, R. J. 

8406010142* 

ER, W. S. 

8406180078* 

FOIA 


FELTON, J. M. 

8406280515 

FOIA 


FLORY, C. 

8406180151 

ER, W. S. 

8406180082* 

FOIA 


FELTON, J. M. 

B406280517 

FOIA 


FLORY. S.n 

8406040128* 

ER, W. S. 

8406180102* 

FOIA 


FELTON, J. M. 

8406280519 

FOIA 


FLYNN, M. J. 

8406060011 

ER, W. S. 

8406180132* 

FOIA 


FELTON, J. M. 

8406290067* 

50-269 

F 

FLYNN, M. J. 

8406060046 

ER, W. S. 

8406180146* 

FOIA 


FENSTERSTOCK, J. 

8406150110* 

CONTRACT 


FLYNN, M. J. 

8406200233 

AR, D. 

8406010106* 

50-454 

S 

FERGUSON, D. B. 

8406120544* 

CONTRACT 


FLYNN, M. J. 

8406210007 

AR, D, L. 

8406060295* 

50-10 

F 

FERGUSON, J. H. 

8406130136 

PR 


FOGARTY, D. J. 

8406200062 

AR, D. L. 

8406060307 

PR 


FERKIN, Z. G. 

8406070315 

50-352 

G 

FOLEY, K. E. 

8406200008* 

AR, D. L. 

8406080177 

50-10 

Q 

FERKIN, Z. G. 

8406270063 

50-352 

G 

FOLEY, M. 

8406060292 

AR. D. L. 

8406110256 

PR 


FERLIC, K. 

8406140217* 

50-309 

a 

FOLEY, M. 

8406270153 

AR. D. L. 

8406120125* 

50-373 

Q 

FERLIC, K. 

8406200236 

50-309 

s 

FOLEY, T. 

8406140158* 

AR, D. L. 

8406120133* 

50-373 

Q 

FERRELL, C. 

8006240743* 

50-329 

A 

FOLEY, W. J. 

8406270113 

AR, D. L. 

8406190175* 

50-454 

Q 

FERRIS, W. R. 

8101090349* 

50-329 

T 

fonner, R. l. 

8406110027 

AR, D. L. 

8406190232* 

50-374 

Q 

FERRIS, W. R. 

8101090365* 

50-329 

T 

FONNER, R. L. 

8406210036 

AR. D. L. 

8406260109* 

50-373 

a 

FERRIS, W. R. 

8405240473* 

50-329 

T 

FONNER, R. L. 

8406260127 

ON. P. 

8405110123 

I&E 


FERRIS, W. R. 

8405240478* 

50-329 

T 

FORD, C. A. 

8406260128* 

ON, P. 

8406060042 

50-409 

a 

FEY, F. L. 

8406190158 

50-282 

F 

ford, J. t. 

8406040067 

ON, P. 

8406110352 

50-369 

s 

FEY, F. L 

8406210257 

50-282 

R 

FORNEY, W. 

8406180192 

ON, P. 

840620020 1 

50-277 

s 

FEY, F. L. 

8406280448 

50-282 

R 

FORNEY, W. L. 

8406260039* 

NO, A. 

8406050100* 

50-320 

a 

FIEDLER. P. B. 

8406010270 

50-219 

P 

FORNEY, W. L. 

8406260447* 

KENBERRY, B. 

8406180316 

50-433 

V 

FIEDLER, P. B. 

8406050094 

50-219 

P 

FORNEY, W. L. 

8406260465* 

R, E. 

8406270167 

50-188 

F 

FIEDLER, P. B. 

8406050301 

50-219 

S 

fortuna, R. 

8406150034* 

C. W. 

8406050243* 

50-266 

a 

FIEDLER, P. B. 

8406050396 

50-219 

P 

fortuna, r. 

8406220017* 

C . W. 

840605043 1 

50-301 

s 

FIEDLER, P. B. 

8406050446 

50-219 

P 

FORTUNA, R. A. 

8406050033* 

C. W. 

8406060087 

50-266 

p 

FIEDLER, P. B. 

8406070002 

50-219 

R 

FOSTER, D. 0. 

8406040163 

c. w. 

8406060207 

50-266 

F 

FIEDLER, P. B. 

8406070274 

50-219 

P 

FOSTER, D. 0. 

8406040266 

c. w. 

8406080188 

50-266 

P 

FIEDLER, P. B. 

8406070294 

50-219 

a 

FOSTER, D. 0. 

8406060005 

c. w. 

8406140038 

50-266 

P 

FIEDLER, P. B. 

8406110186 

50-219 

p 

FOSTER, D. 0. 

84061 10264 

c. w. 

8406140228 

50-301 

S 

FIEDLER, P. B. 

8406120111 

50-219 

F 

FOSTER, D. 0. 

8406120295 

c. w. 

8406150061 

50-266 

R 

FIEDLER, P. B. 

8406130135 

50-219 

P 

FOSTER, D. 0. 

84061 20307 

c. w. 

8406200143 

50-266 

P 

FIEDLER, P. B. 

8406140051 

50-219 

S 

FOSTER. D. 0. 

8406120438 

c. w* 

8406260275 

50-266 

a 

FIEDLER, P. B. 

8406150040 

50-219 

a 

FOSTER, D. 0. 

8406190419 
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SUBJECT 

CATEGORY 

*, W. E. 

8406050171* 

QA999 


GARDE, B. P. 

8406040406* 

50-329 

A 

*, W. E. 

8406120333* 

QA999 


GARDE, B. P. 

8406050006* 

50-329 

A 

*, L. 

8406190421 

30-424 

G 

GARDE, B. P. 

840605001 1* 

50-329 

T 

R, L. 

8406190421 

50-424 

G 

GARDE, B. P. 

8406070116 

50-483 

A 

R, L. 

8406190424* 

50-424 

G 

GARDNER, R. N. 

8406010246* 

50-329 

Q 

R, L. 

8406190424* 

50-424 

G 

GARDNER, R. N. 

8406010368* 

50-329 

G 

D. 

8406130367 

50-461 

G 

GARDNER, R. N. 

8406130021* 

50-329 

T 

D. 

8406150367 

50-461 

G 

GARDNER, R. N. 

8406150043* 

50-329 

G 

D. 

8406180438 

50-461 

G 

GARDNER, R. N. 

8406190294* 

50-329 

Q 

D. 

8406180438 

50-461 

G 

GARLAND, W. 

8406010451 

40-8064 


D. 

8406280083 

50-461 

A 

GARLAND, W. L. 

8406020304 

40-8452 


D. 

8406280122 

50-461 

A 

GARNER, L. W. 

8406220107* 

50-416 

Q 

D. 

8406280190 

50-461 

A 

GARRETT, E. G. 

8406250076 

NUREG 


f, R. F. 

* , G. M. 

8406020263 

8406070070* 

ACRS 

50-10 

Q 

GARRISON, R. F. 
GAUTAM, A. 

840602040 1 
8406150179* 

71-9069 

50-341 

Q 

L. 

8406270122 

NUREG 


GAUTAM, A. 

8406260211* 

50-454 

G 

IICKSON, P. 

8406070217 

50-327 

S 

GEARS, G. 

8404230299 

50-277 

P 

IICKSON, P. 

8406220283* 

30-239 

Q 

GEARS, G. E. 

8406260501 

50-277 

P 

\H, M. D. 
i. L. D. 

8406020335 

8406050305 

40-8768 

50-29 

S 

GENTILLON, C. D. 
GEORGE, J. B. 

8406190038* 

8406070276 

FOIA 

50-445 

R 

1, L. D. 

8406120231 

50-29 

S 

GEORGE, J. B. 

8406110132 

50-445 

G 

1. L. D. 

8406120397 

50-29 

S 

GEORGE, J. B. 

8406220212 

50-445 

R 

fAN, M. 

8406180447* 

50-483 

Q 

GERBER, A. 

8406080212* 

PR 


IAN, M. 

8406180450* 

50-483 

Q 

GERDEMAN, F. W. 

8404130088 

40-7869 


IAN, M. 

8406180454* 

50-483 

G 

GERNER, L. 

8406050082 

50-254 

F 

1, D. 

8406050316 

PR 


GERRETS, T. F. 

8403270117 

50-382 

S 

IAN, S. 

8406250192 

WASTE MGT 

GERRETS, T. F. 

8406050164 

50-382 

S 

D. M. 

8406020325 

40-8663 


GERRETS, T. F. 

8406050172 

50-382 

S 

W. E. 

8406020007* 

50-329 

G 

GERRETS, T. F. 

8406050351 

50-382 

S 

■ELKER, R. 

8406190250 

50-233 

J 

GERRETS, T. F. 

8406050413 

50-382 

S 

1. L. 

8406110224 

50-267 

S 

GERRETS, T. F. 

8406050456 

50-382 

S 

r. H. 

8406070317 

50-142 

G 

GERRETS, T. F. 

8406050509 

50-382 

S 

1. H. 

8406080128 

50-142 

G 

GERRETS, T. F. 

8406110247 

50-382 

S 

1. H. 

8406120115 

50-142 

G 

GERRETS, T. F. 

8406110251 

50-382 

S 

I. H. 

8406190184 

50-142 

G 

GERRETS, T. F. 

8406180404 

50-382 

S 

1. H. 

8406190404 

50-142 

G 

GERRETS, T. F. 

8406210142 

50-382 

S 

i. H. 

8406250239 

50-142 

G 

GHERSON, P. 

8406060373 

NUREG 


. H. 

8406250353 

30-142 

G 

GIANGI, C. 

8406050087 

50-320 

F 

H. 

8406270271 

30-142 

G 

GIBBON, T. R 

8406070414* 

50-329 

A 


8406250096 

50-234 

S 

GIBBONS, T. D. 

8406220173* 

50-259 

Q 

, C. 

8406200027 

50-267 

R 

GIBBS, M. E. 

8406250103 

50-454 

G 

, D. T. 

8406 1 80020 * 

FOIA 


GIBBS, M. E. 

8406250103 

50-454 

G 

M. 

8406180414 

50-155 

G 

GIBBS, P. M. 

8406190554* 

CONTRACT 


M. 

8406180414 

50-155 

G 

GIBSON, J. W. 

8406250267* 

50-341 

V 

RDO. J. E. 

8406230571 

50-382 

Q 

GIESEKER, J. W. 

8406050086 

50-373 

S 

RDO, J. E. 

8406260013 

50-382 

Q 

GIESLER, C. W. 

8406050220 

50-305 

S 

RDO, R. P. 

8406230033 

50-382 

G 

GIESLER, C. W. 

8406050347* 

50-305 

G 

ACK, J. E. 

8406260279 

50-334 

V 

GIESLER, C. W. 

8406050478 

50-305 

G 

HER, E. 

8012120298* 

50-329 

T 

GIESLER, C. W. 

8406060297 

PR 


HER, E. 

8406120363* 

30-329 

A 

GIESLER, C. W. 

8406070248 

50-305 

S 

HER, E. J. 

8406070295* 

50-329 

A 

GIESLER, C. W. 

8406120482 

50-305 

P 

HER, E. J. 

8406070332* 

50-329 

A 

GIESLER, C. W. 

8406130031 

50-305 

S 

HER, E. J. 

8406070381* 

50-329 

Q 

GIESLER, C. W. 

8406130076 

50-305 

S 

HER, E. J. 

8406120372* 

30-329 

G 

GIESLER, C. W. 

8406130145 

50-305 

S 

HER. J. 

8406260392* 

50-272 

G 

GIESLER, C. W. 

8406210220 

50-305 

Q 

HER, J. L. 

8406260387 

QA999 


GIESLER, C. W. 

8406210406 

50-305 

P 


8406210071 

50-271 

S 

GIESLER, C. W. 

8406220199 

50-305 

P 

J. 

8406110031 

50-135 

T 

GIESLER, C. W. 

8406250055 

50-305 

P 

J. 

8406110031 

30-135 

T 

GIESLER, C. W. 

8406250172 

50-305 

R 

J. 

8406210139 

FOIA 


GIESLER, C. W. 

8406260025 

50-305 

P 

R. 

8406080058* 

50-293 

Q 

GIESLER, C. W. 

8406260199 

50-305 

P 

R. M. 

8406120489* 

30-443 

G 

GIESLER, C. W. 

8406280351 

50-305 

P 

R. M. 

8406260261* 

50-271 

Q 

GIESLER, J. P. 

8406130225 

50-305 

S 

G. B. 

8406050447 

50-317 

J 

GILBERT, L. S. 

84061 10027 

40-2061 


E. M. 

8406270073* 

50-273 

G 

GILBERT, L. S. 

8406260127 

40-2061 


P. J. 

8406040109 

40-299 


GILBERT, R. A. 

8406140050 

50-10 

F 

P. J. 

P* J. 

P. J. 

8406040233* 

8406060012 

8406060018 

8406040357* 

40-2259 

40-8084 

40-8084 

50-329 

A 

©ILDENHORN, A. 
©ILDENHORN, A. J. 
GILDENHORN, A, J. 
GILDENHORN, A. J. 

8406010403 

8406010204 

8406080282 

8406150107 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


I.P. 

1. Pv 

8305110244* 

8403080085 

FOIA 

50—273 

E 

GILDENHORN, A. J. 
GILDENHORN, A. J. 

8406150248 

8406200111 

CONTRACT 

CONTRACT 


1. P. 

8406020181* 

30-329 

A 

GILDNER, M. L. 

8406010254* 

50-440 

Q 

1, P. 

8406020203* 

50-329 

A 

GILFOY, R. S. 

8406060033* 

50-315 

P 

L P. 

840602021 5* 

50-329 

A 

GILINSKY, V. 

8405210040* 

50-416 

P 

i„ P- ' 

8406020221* 

50-329 

A 

GILINSKY, V. 

8405220322* 

50-416 

P 


8406020230* 

50-329 

A 

GILINSKY, V. 

8406020461* 

50-416 

P 


GOEBEL, C. 
GOGOL, E. 


AUTHOR 

ACCESSION 

NUMBER 

SUB, 

CATE 

GIRARD, E. H. 

8406190466* 

50-2 

GIRARD, E. H. 

8406210585* 

50-4! 

GIUFFRIDA, L. 0. 

8406250058 

COMM 

GLASS, S. M. 

8406050510 

50-3! 

GLICKMAN, D. 

8406200066* 

50-4E 

GLOERSEN, W. B. 

8406140196* 

50— 4( 

GLORA, M. 

8406200504 

WASTE 

GLOVER, R. M. 

8406200360* 

50—24 

GLOVER, R. M. 

8406200370* 

50-24 

GNUGNOLI, G. N. 

8406110138 

WASTE 

GNUGNOLI, G. N. 

8406110166 

WASTE 

GODDARD, R. J. 

8406220195 

50-31 

GODDARD, R. J. 

8406260244* 

50—32 

GODDARD, R. J. 

8406260304 

50-1! 

GODWIN, Z. M. 

8202050089* 

50-32 

GODY, A. T. 

8406140152* 

50-3! 

©ODY, A. T. 

8406230497* 

50-31 

GODY, A. T. 

8406260414* 

50-2*5 


8406260270 

8406150158 


50-2*5 

50—25 


GOLDBERG, J. H. 
GOLDBERG. J. R. 
GOLDBERG, J. R. 
GOLDEN, J. C. 
GOLDEN, M. P. 


8406120499 50-45 
8406080139 50-26 
8406250019 50-26 
8406180296 50-43 
8406080152 50-33 


GOLDMAN, S. 
GOLDMAN, S. 
GOLDMANN, K. 
GOLDSMITH, R. 
GOLDSMITH. S. 


8406280438 XPORT 
8406280497 XPORT 
8406020357 71-90 
8406020097* 50-32 
8406080115 WASTE 


GONTZ, B. J 
GOODMAN. L. 
GOODMAN. L. 
GOODMAN, L. 
GOODMAN, L. S. 


8406290303 

50-35 

8406060278 

PR 

8406060287 

PR 

8406060302 

PR 

8406070156 

50-40 


GOODWIN, Z. M. 
GOODWIN, Z. M. 
GOODWIN, Z. M. 
GOODWIN. Z. M. 
GOODWIN, Z. M. 


8007150658* 50-32 
8105060341* 50-32 
8202050100* 50-32 
8406070319* 50-32 
8406120596* 50-32 


GORDON, C. Z. 
GORDON, M. 
GORDON, M. J. 
GORRY, C. J. 
GOULD, C. H. 


8406120510* 50-30 

8406110071 WASTE 

84061 1 0074* WASTE 
8406040079 FQIA 

8 1 03020657* 50-32 


GOULD, S. E. 
GRACE, J. N. 
GRACE, J. N. 
GRACE, J. N. 
GRADKQWSKI, M. J. 


840620051 1 WASTE 

8406020096* 50-32 

8406020359 50-32 

8406050350 50-3 

8406210298* 50-27 


GRAESSER, K. L. 
GRAESSER, K. L. 
GRAESSER, K. L. 
GRAESSER, K. L. 
GRAESSER, K. L. 


8406050501 50-29! 
8406110252 50-29! 
8406110253 50-30- 
8406180330 50-30 
8406190116 50-29! 


GR AHAM, D. 
GRAMM, R. A. 
GRANT, J. 
©RANT, J. M. 
GRANT, P. 


8406110216 50—30! 
8406010070* 50-411 
8406290527* 50-42! 
8406120489* 50-44! 
8406120123 50-321 


GRANT, P. 
GRANT, U. B. 
GRAVES, R. H. 
GRAVES, R. H. 
GRAY, H. 


8406120189 50-321 
8406050264* 50-45< 
8406250204 50-21! 
8406250294 50-21! 
8406290527* 50-42! 


GRAYSON, W. M. 
GRAZULIS. T. P. 
GREEK, C. E. 
GREEN, U C 
GREEN, L. C. 


8406260524* 50-34' 
8406040071 NUREG 
8406250064* 50-32! 
8406120128 50-48! 
8406120128 50-48! 


GREEN, L. C. 
GREEN, L. C. 
GREEN, L. C. 
GREEN, L. Q. 
GREEN, L. C. 


8406150180 50-48! 
8406150192* 50-48! 
8406 1 50 1 92* 50-48! 
8406180417 50-48! 
8406180417 50-48! 


GREEN, L. C. 8406180429 50-48! 

GREEN. L. C, 8406180429 30-48! 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ER, L. R. 

8406070070* 

50-10 

Q 

ER, L. R. 

8406120034* 

30-329 

S 

ER, L. R. 

8406120137* 

30-153 

G 

ER, L. R. 

8406230050* 

30-373 

Q 

ER, L. R. 

8406260031* 

30-305 

G 

5, H. I. 

8406260376* 

50-289 

Q 

i, R. J. 

8406230203 

PR 


1ANN, L. 

8406210097 

NUREG 


.A, A. W. 

8406220026 

WASTE MOT 

-EY, R. L. 

8406060260* 

30-278 

P 

-EY, R. L. 

8406080222* 

50-263 

P 

r IN« H. B. 

8406130034* 

30-482 

Q 

r IN, H. B. 

8406220017* 

30-482 

G 

r IN, J. M. 

8406010303 

30-313 

P 

r IN, J. M. 

8406200137 

30-313 

P 

r ITH, J. D. 

8403290003* 

COMMISSION 

-SEMA, D. H. 

8406140131 

WASTE MGT 

iHAN, H. 

8406230141 

30-416 

G 

•NHUIS, M. 

8406130280 

30-324 

Q 

iNHUIS, M. 

8406260394 

30-324 

P 

:no, c. f. 

8406060085* 

50-352 

T 

:no, c f. 

8406140098* 

30-332 

T 

S, L. T 

8406230498* 

30-321 

G 

L. T. 

8406030276 

30-366 

P 

L. T. 

8406070083 

30-321 

P 

k, L. T. 

8406110236 

30-321 

G 

k, L. T. 

8406110346 

30-321 

P 

k, L. T. 

8406120239 

30-321 

F 

k, L. T. 

8406180263 

30-321 

P 

k, L. T. 

8406190103 

30-321 

P 

k, L. T. 

8406190202 

30-321 

P 

k, L. T. 

8406190402 

30-321 

P 

i, L. T. 

8406210471* 

30-321 

G 

k, L. T. 

8406230310* 

30-321 

Q 

k. L. T. 

8406260200 

30-321 

P 

h R. 

8406030326 

30-413 

G 

>, R. 

0406030326 

30-413 

G 

h R. 

8406070147 

30-413 

G 

), R. 

8406070147 

30-413 

G 

1, F. K. 

8406010329 

70-143 


1, F, K. 

8406010330 

70-143 


1, F. K. 

8406070187 

70-143 


:mond, W. 0. 

8406130037* 

30-373 

G 

.E, F. W, 

8406130027 

30-206 

S 

•R8EN, 0. E. 

8406080303 

NUREG 


kVE, R. P. 

8406120083* 

27-43 


HE. S. C. 

8406130037* 

30-373 

G 

:rman, a. h. 

8406220230 

30-498 

G 

:rman, a. h. 

8406220230 

30-498 

G 

IAN, D. 

8406260427 

30-438 

M 

IAN, D. 

8406260427 

30-438 

M 

\, U. P. 

7909260380* 

30-329 

A 

I, W. P. 

7909290333* 

30-329 

A 

W. P. 

7910130079* 

30-329 

A 

i, W. P. 

8201190001* 

30-329 

A 

(, W. P. 

8210180203* 

30-329 

A 

1, W. P. 

8211160143* 

30-329 

A 

>QER, L. J. 

8406110048* 

30-400 

T 

IMAN, C. 

8406020037 

40-8829 


1. C. R. 

8006190429* 

40-8431 


kQY, P, A. 

8403070332* 

30-332 

S 

J, T. F. 

8404180139* 

CONTRACT 


1, T. F. 

8406010118* 

CONTRACT 


i, T. F. 

8406010416* 

CONTRACT 


J, T. F. 

8406080283* 

CONTRACT 


L T. F. 

8406110010* 

CONTRACT 


4, T. F. 

8406120328* 

CONTRACT 


4. T. F. 

8406130214* 

CONTRACT 


4, T. F. 

8406130110* 

CONTRACT 


4, T. F. 

8406130234* 

CONTRACT 


4, T. F. 

8406190033* 

CONTRACT 


it T , F. 

8406190331* 

CONTRACT 


i, T. F. 

8406190333* 

CONTRACT 


4, T, F- 

8406190334* 

CONTRACT 


4, T, F. 

8406190393* 

CONTRACT 


4, T. F. 

8406200002* 

CONTRACT 


4, T, F. 

8406200008* 

CONTRACT 



i am. rflNTRACT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HAGEN, T. F. 

8406210072* 

CONTRACT 


HAGEN, T. F. 

8406250106* 

CONTRACT 


HAGHI, M. A. 

8406190412 

30-269 

S 

HAGRMAN, D. L. 

8105120061* 

FOI A 


HAIRSTON, W. G. 

8406010233 

50-348 

s 

HAIRSTON, W. G. 

8406070199 

50-364 

R 

HAIRSTON, W. G. 

8406070250 

50-348 

R 

HAIRSTON, W. G. 

8406220209 

30-364 

S 

HAISFIELD, M. 

8406200103 

WASTE MGT 

HALE, C. J. 

8406030103* 

GA999 


HALE, C. J. 

8406050150* 

GA999 


HALE, C. J. 

8406210198* 

QA999 


HALE, C. J. 

8406220092* 

GA999 


HALE, C. J. 

8406220270* 

QA999 


HALE, C. J. 

8406220289* 

QA999 


HALE, C. J. 

8406220290* 

QA999 


HALE, C. J. 

8406230505* 

QA999 


HALE, C. J. 

8406250143* 

QA999 


HALE, C. J. 

8406260257* 

GA999 


HALE, C. J. 

8406260301* 

QA999 


HALE, C. J. 

8406260303* 

GA999 


HALE, C. J. 

8406260338* 

QA999 


HALE, C. J. 

8406260434* 

QA999 


HALE, C, J. 

8406290416* 

QA999 


HALE, C. J. 

8406290304* 

GA999 


HALL, B. L. 

8406190023* 

50-124 

G 

HALL, B. L. 

8406190027* 

30-124 

G 

HALL, B. L. 

8406220169* 

30-280 

G 

HALL, D. P. 

8406060176 

30-461 

A 

HALL, D. P. 

8406060277 

30-461 

E 

HALL, D. P. 

8406220238 

50-461 

S 

HALL, D. P. 

8406290298 

30-461 

S 

HALL, D. P. 

8406290300 

30-461 

s 

HALL, D. R. 

8406140232* 

50-413 

G 

HALL, J. R. 

8406150145* 

50-206 

S 

HALL, R. E. 

8406220020 

40-8452 


HALL, R. E. 

8406230056* 

30-382 

G 

HALL, R. E. 

8406250084 

40-8432 


HALL, R. E. 

8406250113 

40-8681 


HALL, R. E. 

8406270111 

NUREG 


HALLER, N, M. 

8406070245* 

FOI A 


HAMADA, G. 

8406260223* 

50-328 

G 

HAMADA, G. H. 

8406260512* 

50-312 

G 

HAMBLEY, D. F. 

8406210455 

NUREG 


HAMILTON, L. D. 

8406040316* 

30-400 

T 

HAMILTON, P. J. 

8406190165 

50-293 

S 

HAMILTON, P. J. 

8406280341 

30-293 

S 

HAMILTON, W. D. 

8406190339 

30-293 

R 

HAMILTON, U. H. 

8406130230 

50-320 

P 

HAMMER, M. F. 

8406030235 

30-263 

S 

HAMMER, M. F. 

8406050437 

50-263 

S 

HAMMITT, h. A. 

8406190003 

FOIA 


HAMPTON, J. W. 

8406070161 

30-413 

F 

HANAUER, S. H. 

8406040199* 

FOIA 


HANCOCK, D. 

8406180272 

WASTE MGT 

HANCOCK, D. 

8406180272 

WASTE MGT 

HANLON, C. L. 

8406180147* 

WASTE MGT 

hann, r. k. 

8406060226* 

30-266 

F 

hann, r. k. 

8406060228* 

50-266 

F 

HANNETT, B. A, 

8406130028 

XPORTLIC 


hannett, b. A. 

8406200459* 

XPORTLIC 


HANNETT, B. A. 

8406280428 

XPORTLIC 


HANNETT, b. A. 

8406280435* 

XPORTLIC 


hansel, j. 

8406290088 

50-454 

T 

hansell, d. 

8406190047 

30-142 

G 

HANSELL, D. 

8406190032* 

50-142 

G 

HANSEN, W. A. 

8406020363* 

30-320 

G 

HANSON, G. E. 

8406110333* 

TOPREP 


HANSON, L. D. 

8406130111* 

50-443 

S 

HARD, J. E. 

8406260462* 

30-282 

G 

hardgrove, t. w. 

8406020306 

40-2259 


hardgrove, t. w. 

8406020346 

40-2259 


hardgroye, t. w. 

8406040309 

40-2239 


hardy, b. L. 

8406040314 

40-8084 


hare, s. m. 

8405110061* 

30-266 

G 

haring, k. 

8406150031* 

XPORTLIC 


harizi. P. 

8406060033* 

30-313 

P 

HARRAN, G. 

8406070197 

30-243 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUB 

CAT 

HARRELL, W. E. 

8406060263 

30-3 

HARRINGTON. C. C. 

B406 130336 

70-1 

HARRINGTON, W. D. 

8406070278 

30-2" 

HARRINGTON, W. D. 

8406180140 

50-2 

HARRINGTON, W. D. 

8406190165 

30-2 

HARRINGTON, W. D. 

8406190339 

50-2 

HARRINGTON, W. D. 

8406210318 

30-2 

HARRINGTON, W. D. 

8406260253 

30-2 

HARRINGTON. W. D. 

8406260321* 

30-2 

HARRINGTON. W. D. 

8406260396 

30-2 

HARRINGTON, W. D. 

8406280341 

50-2 

HARRIS, D. 0. 

8406130239* 

30-2 

HARRIS, E. H. 

8406040345* 

30-4 

HARRIS, J. R. 

8406010093* 

30-4' 

HARRIS, J. R. 

8406010114* 

50-4' 

HARRIS, J. R. 

8406010123* 

50-4' 

HARRIS, J. R. 

8406210533* 

30-4 

HARRIS, M. S. 

8406030233 

30-3 

HARRIS, M. S. 

8406050399 

30-3 

HARRIS, R. H. 

8406210333* 

30-4 

HARRISON, F. 

8406120227 

50-3 

HARRISON, F. L. 

8406230213 

NURE 

HARRISON, J. J. 

8406010246* 

30-3 

HARRISON, J. J. 

8406010368* 

30-3 

HARRISON, J. J. 

8406020268* 

30-3 

HARRISON, J. J. 

8406020283* 

50-3 

HARRISON, J. J. 

8406020334* 

30-3 

HARRISON, J. J. 

8406030031* 

30-3 

HARRISON, J. J. 

8406120283* 

30-3 

HARRISON, J. J. 

8406120313 

30-3 

HARRISON. J. J. 

8406120534* 

50-3 

HARRISON, J. J. 

8406130043* 

30-3 

HARRISON, J. J. 

8406190210 

30-3 

HARRISON, J. J. 

8406190294* 

50-3 

HARRISON, J. J. 

8406210392 

30-3 

HARRISON. J. J. 

8406260221 

50-3 

HARRISON, J. J. 

8406290228 

30-3 

HARTMAN, S. L. 

8406110243 

PR 

HARTMAN, S. L. 

8406270161 

PR 

HASSE, R. A. 

8406030463* 

30-4 

HASSE. R. A. 

8406260432* 

30-2 

HASSELL, D. F. 

8406060067 

30-3 

HASSS, W. P. 

8202170428* 

30-3 

HAUCHEY, M. F. 

8406010043 

30-4 

HAUGHEY, M. F. 

8406020439 

30-4 

HAUGHEY, M. F. 

8406060368 

50-4 

HAUGHEY, M. F. 

8406200097 

30-4 

HAUGHEY, M. F. 

8406200478 

30-4 

HAUGHNEY, C. J. 

8406020363* 

30-3 

HAWKINS, D. 

8406130213 

CONT 

HAWKINS, D. A. 

8406110007 

CONT 

HAWKINS, D. A. 

8406190527 

CONT 

HAWKINS, D. A. 

8406190330 

CONT 

HAWKINS, D. A. 

8406190333 

CONT 

HAWKINS, D. A. 

8406190388 

CONT 

HAWKINS, D. A. 

8406200001 

CONT 

HAWKINS, D. A. 

8406200007 

CONT 

HAWKINS, D. A. 

8406210067 

CONT 

HAWKINS, D. A. 

8406230376 

CONT 

HAWKINS, D. A. 

8406230102 

CONT 

HAWKINS, E. F. 

8302280039 

27-4 

HAWKINS, E. F. 

8406040003 

40-8 

HAWKINS, E. F. 

8406040084 

40-8 

HAWKINS, E. F. 

8406040223* 

40-8 

HAWKINS, E. F. 

8406040338 

40-1 

HAWKINS, E. F. 

8406060038 

40-8 

HAWKINS, E. F. 

8406060041* 

40-8 

HAWKINS, F. 

8403220146* 

30-2 

HAWKINS, F. C. 

8406020069* 

30-2 

HAWKINS, F. C. 

8406260108* 

30-4 

HAWKINS, F. C. 

8406260432* 

30-2 

HAWKINS, Q. F. 

8406110169* 

27-4 

HAWXHURST, J. J. 

8406120310* 

30-2 

HAY^S, B. B. 

8406030042* 

30-2 

HAYES, B, B. 

8406130034* 

30-4 

HAYES, B. B. 

8406210409 

SO-S 

HAYES, B. B. 

8406210412 

so-; 

HAYES, B. B. 

8406210433 

30—s 


PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 


ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

8406050330 

50-362 

S 

HERBORN, D. I. 

8406040024 

8406050397 

50-206 

S 

HERBORN, D. I. 

8406190335 

8406050467 

50-361 

S 

HERBORN/ D. I. 

8406260213 

8406050497 

50-206 

F 

HERDT, A. R. 

8406010069* 

8406060270 

50-362 

S 

HERDT, A. R. 

8406220283* 

8406060274* 

50-362 

s 

HERING, R. F. 

8406080163 

8406070220 

50-206 

R 

HERING, R. F. 

8406080228 

8406070258 

50-361 

R 

HERMAN, B. 

8406260581 

8406080136 

50-361 

S 

HERMANN, R. A. 

8406200389 

8406080170 

50-361 

s 

HERMANN, R. A. 

8406210081 

8406110257 

50-361 

S 

HERNAN, R. 

8406020151* 

8406130154 

50-362 

s 

HERNAN, R. 

8406020464 

8406130182 

50-362 

s 

HERNAN, R. W. 

8108210201* 

8406130185* 

50-362 

s 

HERNAN, R. W. 

8201050362* 

8406130187* 

50-362 

s 

HERNAN, R. W. 

8202110178* 

8406190166 

50-362 

s 

HERNAN, R. W. 

8202240129* 

8406190221 

50-206 

F 

HERNAN, R. W. 

8203110501* 

8406190311 

50-361 

s 

HERNAN, R. W. 

8203180050* 

8406190387 

50-361 

Q 

HERNAN, R. W. 

8204070662* 

8406200054 

50-361 

R 

HERNAN, R. W. 

8204210773* 

8406280149 

50-362 

s 

HERNAN, R. W. 

8204280635* 

8406290278 

50-361 

S 

HERNAN, R. W. 

8205030141* 

8406210140* 

FOIA 


HERNAN, R. W. 

8211040467* 

8406180272 

WASTE MGT 

HERNANDEZ, G. H. 

8406050306* 

8406180272 

WASTE MGT 

HERNANDEZ, G. H, 

8406180211* 

8406010390 

XPORTLIC 


HERR, R. K. 

8406150034* 

8406010461 

XPORTLIC 


HERR, R. K. 

8406220017* 

8406200141 

XPORTLIC 


HERRINGTON, C. C. 

8406010492 

8406010456 

XPORTLIC 


HERRINGTON, C. C. 

8406190058 

8406220010* 

50-395 

Q 

HERSCH, M. M. 

8406200135 

8406220107* 

50-416 

Q 

HERSCH, M. M. 

8406200373 

8406020381* 

CONTRACT 


HERSCH, M. M. 

8406200395 

8403020292 

50-29 

R 

HERSCH, M. M. 

8406290281 

8406070149 

50-29 

R 

HETRICK, D. L. 

B406050522 

8406120355 

50-29 

Q 

HEYER, R. S. 

8406110227 

8406120476 

50-29 

Q 

HEYER.R. S. 

8406120498 

8406010460 

71-518 


HEYER, R. S. 

8406220167 

8406140217* 

50-309 

Q 

HEYER, R. S. 

8406260229 

8406070068 

50-309 

P 

HIATT, S. L. 

8406040228 

8406110369 

50-309 

Q 

HIATT, S. L. 

8406040253 

8406140120 

50-309 

P 

HIATT, S. L. 

8406110294 

8406140125 

50-309 

P 

HIATT, S. L. 

8406290098 

8406190576 

50-309 

P 

HICKEY, J. W. 

8406130188 

84060B0249 

PR 


HICKEY, J. W. 

8406130189* 

8406110259 

PR 


HICKEY, J. W. 

8406130221 

8012120251* 

50-329 

T 

HICKEY, J. W. 

8406130226* 

7903050046* 

50-329 

A 

HICKEY, J. W. 

8406180337 

8012100648* 

50-329 

T 

HICKEY, J. W. 

8406180418 

8101100772* 

50-329 

T 

HICKEY, J. W. 

8406230173 

8101100776* 

50-329 

T 

HICKEY, J. W. 

8406230587 

8406070297* 

FOIA 


HICKEY, J. W. 

8406260106 

8406150320 

50-413 

G 

HICKS, B. B. 

8406190078 

8006240760* 

50-329 

A 

HICKS, R. 

8406130220 

8006240815* 

50-329 

A 

HIGGINBOTHAM, L. 

8406110121 

8406020075* 

NUREG 


HIGGINBOTHAM, L. 

8406110126* 

8406040319 

MISC 


HIGGINBOTHAM, L. 

8406110131 

8406040363 

MISC 


HIGGINBOTHAM, L. 

8406110172 

8406080203 

50-29 

P 

HIGGINBOTHAM, L. 

84061 10175* 

840608031 1 

NUREG 


HIGGINBOTHAM, L. 

8406110180* 

8406190066 

50-366 

s 

HIGGINBOTHAM, L. 

8406110376 

8406190072 

MISC 


HIGGINBOTHAM, L. 

8406110378 

8406190082* 

50-366 

s 

HIGGINBOTHAM, L. 

8406110405 

8406190089* 

50-366 

S 

HIGGINBOTHAM, L. 

8406110408* 

8406190145 

50-341 

A 

HIGGINBOTHAM, L. 

8406110425 

8406190148 

50-324 

P 

HIGGINBOTHAM, L. 

8406120064 

8406190492 

MISC 


HIGGINBOTHAM, L. 

8406200448 

8406190561 

MISC 


HIGGINS, R. 

8406150152* 

8406200399 

MISC 


HIGHTOWER, J. 

8406270164 

8406200405 

MISC 


HIGUERA, M. 

8406050301 

8406230217 

NUREG 


HILAND, P. 

8406010246* 

8406230223* 

NUREG 


HILL, C. Z. 

8406010056 

8406230229* 

NUREG 


HILLMAN, R. E. 

8406210370* 

8406230234* 

NUREG 


HILLMAN, R. E, 

8406280148* 

8406280408* 

TOPREP 


HILTUNEN, E. 

8406130076 

8406280408* 

TOPREP 


HIND, J. A. 

8406050068 

8406050441* 

50-331 

Q 

HIND, J. A. 

8406120037* 


n HTNKFLMAN, L & RO.nACiSn'iA.n 


SUBJECT 


ACCESSION 

SUB^ 

CATEGORY 

AUTHOR 

NUMBER 

CATE 

50-461 

E 

HOBBS, S. H. 

8406130200 

TOPRE 

50-461 

A 

HOBBS, S. H. 

8406130200 

TOPRE 

50-461 

S 

HOBBS, S. H. 

8406250317 

50-41 

50-400 

Q 

HODGDON, A. P 

8406060421 

50 -3 S 

50-259 

G 

HODGE, L L. 

8406130073 

PR 

50-315 

P 

HODGES, M. W. 

8406220161* 

50— 32 

50-316 

P 

HODSON, J. 

8406150008* 

50-41 

XPORTLIC 

HOFFAKER, M. 

8406200557* 

CONTR 

50-220 

F 

HOFFMAN, D. P. 

8406070004 

50- 1; 

50-220 

P 

HOLDEN, C. 

8406140217* 

50-3C 

50-329 

A 

HOLDEN, L. C. 

8406110253 

50-3C 

NUREG 


HOLDER, E. T. 

8406190207 

50-29 

50-329 

E 

HOLLAND, N. 

8406200153* 

50-35 

50-329 

E 

HOLLAND, W. E. 

8406210489* 

50-39 

50-329 

D 

HOLLAND, W. E. 

8406220177* 

50-39 

50-329 

E 

HOLLENBACH, D. 

8406260057* 

50-52 

50-329 

E 

HOLLEY, W. 

8406230548* 

50-29 

50-329 

E 

HOLLEY, W. 

8406250136* 

50-20 

50-329 

E 

HOLLEY, W. L. 

8406250153* 

50-29 

50-329 

A 

HOLONICH, J. J. 

8406070123* 

50-40 

50-329 

E 

HOLONICH, J. J. 

8406190526 

50-40 

50-329 

E 

HOLT, J. 

8406010232 

50-24 

50-329 

A 

HOLT, J. 

8406130125 

50-24 

50-275 

G 

HOLT, J. 

8406150335 

50-24 

50-275 

Q 

HOLT, J. 

8406270046 

50-24 

50-482 

G 

HOLT, L. L. 

8406010026 

50-45 

50-482 

G 

HOLTZ, J. L. 

8406070287 

50-33 

71-4 


HOLUB, P. 

8406290170 

XPORT 

70-1308 


HOLUB, P. 

8406290284 

XPORT 

XPORTLIC 


HOLUB, P. 

8406290286 

XPORT 

XPORTLIC 


HOLZMER, M. M. 

8406140145* 

50-29 

XPORTLIC 


HOOD, D. 

7904170070* 

50-32 

XPORTLIC 


HOOD, D. 

7906250462* 

50-32 

50-289 

G 

HOOD, D. 

7907240221* 

50-32 

State Prog 

HOOD, D 

7910260324* 

50-32 

IfcE 


HOOD, D. 

7911160166* 

50-32 

I&E 


HOOD, D. 

8010240589* 

50-32 

I&E 


HOOD, D. 

8108120069* 

50-32' 

PR 


HOOD, D 

8109080070* 

50-32' 

PR 


HOOD, D. 

8109150641* 

50-32' 

PR 


HOOD, D. 

8110050012* 

50-32' 

50-440 

G 

HOOD, D. 

8112110281* 

50-32' 

70-27 


HOOD, D. 

8112170610* 

50-32' 

70-27 


HOOD, D 

8202220212* 

50-32' 

70-121 


HOOD, D. 

8203100534* 

50-32' 

70-121 


HOOD, D. 

8203190191* 

50-32' 

40-8177 


HOOD, D. 

8203230209* 

50-32' 

70-2626 


HOOD, D. 

8204050435* 

50-32' 

40-8527 


HOOD, D. 

8204210192* 

50-32' 

40-8194 


HOOD, D. 

8204290372* 

50-32' 

40-8431 


HOOD, D. 

8209140074* 

50-32' 

NUREG 


HOOD, D. 

8406020059* 

50-32' 

50-445 

G 

HOOD, D. 

8406020063* 

50-32' 

27-48 


HOOD, D. 

8406070014 

50-32' 

27-48 


HOOD, D. 

8406070340* 

50-32' 

WASTE MGT 

HOOD, D. S. 

7904130235* 

50-32' 

27-48 


HOOD, D. S. 

7912170375* 

50-32* 

27-48 


HOOD, D. S. 

8012090499* 

50-32* 

27-47 


HOOD, D. S. 

8012100653* 

50-32* 

27-48 


HOOD, D. S. 

8012120258* 

50-32* 

WASTE MGT 

HOOD, D. S. 

8107270062* 

50-32* 

27-47 


HOOD, D. S. 

8108200135* 

50-32* 

27-47 


HOOD, D. S. 

8108310024* 

50-32* 

27-39 


HOOD, D. S. 

8109230443* 

50-32* 

27-47 


HOOD, D. S. 

8111090108* 

50-329 

WASTE MGT 

HOOD, D. S. 

8111300173* 

50-32* 

50-305 

Q 

HOOD, D. 8. 

8112170451* 

50-32* 

WASTE MGT 

HOOD, D. S, 

8201300409* 

50-32*: 

50-219 

S 

HOOD, D. S. 

8201300413* 

50-329 

50-329 

Q 

HOOD, D. S. 

8202170058* 

50-329 

40-8584 


HOOD, D. S. 

8202240292* 

50-329 

50-219 

R 

HOOD, D. S. 

8203010267* 

50-329 

50-219 

R 

HOOD, D. S. 

8205030599* 

50-329 

50-305 

S 

HOOD, D. S. 

8206280114* 

50-329 

90*^2 5S 

G 

HOOD, D. S. 

8206290012* 

50-329 

50-329 

ftAQQQ 

S 

HOOD, D. S. 

8207230194* 

50-329 


PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 



ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

8406200555 

CONTRACT 


HUN5TAD, A. A. 

8406250240 

50-282 

S 

jeppeson, d. 

8406180052* 

8406060089 

50-445 

G 

HUNTER, D. 

8406120093 

50-271 

G 

JESSUP, B. 

8406010077 

8406060089 

50-445 

G 

HUNTER, D, 

8406120211 

50-271 

P 

JESSUP, B. 

8406020366 

8406130122 

50-445 

G 

HUNTER, D. R. 

8403220146* 

50-329 

Q 

JESSUP, B. 

8406020367 

8406130122 

50-445 

G 

HUNTER, D. R. 

8406020010* 

50-329 

Q 

JIERREE, C. C. 

8406040073 

8406150169 

50-445 

G 

HUNTER, D. R. 

8406050352* 

50-456 

a 

JIERREE, C. C. 

8406040087 

8406150169 

50-445 

G 

HUNTER, D. R. 

8406050463* 

50-483 

Q 

JIERREE, C. C. 

8406040102 

8406180375 

50-445 

G 

IBANEZ, P. 

8406040145* 

50-309 

P 

JIERREE, C. C. 

8406040233* 

8406180375 

50-445 

G 

IDEKER, R. L. 

8406190071 

70-143 


JOHANSON, h. n. 

8406190014* 

8406180380* 

50-445 

G 

IDEKER, R. L. 

8406190074* 

70-143 


JOHNSON, A. R. 

8406220092* 

8406180380* 

50-445 

G 

IDRI5S, I. M. 

8406210448 

NUREG 


JOHNSON, A. R. 

8406230505* 

8406180425 

50-445 

G 

I EPSON, K. J. 

8406180166* 

FOIA 


JOHNSON, A. R. 

8406290416* 

8406180425 

50-445 

G 

IMHOFF, K. L. 

8406270117 

NUREG 


JOHNSON, B. D. 

8406050163 

8406190351 

50-445 

G 

IOTTI , R. C. 

8406060461* 

50-445 

G 

JOHNSON, B. D. 

8406050279 

8406190351 

50-445 

G 

IOTTI , R. C 

B406260298* 

50-445 

G 

JOHNSON, B. D. 

8406050439 

8406190356* 

50-445 

G 

IPPOLITO, T. A. 

8006240730* 

50-329 

E 

JOHNSON, B. D. 

8406060112 

8406190356* 

50-445 

G 

IPPOLITO, T. A. 

8406110109 

50-445 

A 

JOHNSON, B. D. 

8406060192 

8406200376 

50-445 

G 

IPPOLITO, T. A, 

8406210280 

50-445 

G 

JOHNSON, B. D. 

8406120410 

8406200376 

50-445 

G 

IRELAND, R. 

8406010366* 

50-482 

a 

JOHNSON, B. D. 

8406150241 

8406220226 

50-445 

G 

IRELAND, R. E. 

8406180349* 

50-267 

a 

JOHNSON, B. D. 

8406210322 

8406220226 

50-445 

G 

IRWIN, D. P. 

8406040365 

50-322 

G 

JOHNSON. B. D. 

8406210382 

8406260288 

50-445 

G 

IRWIN, D. P. 

8406040365 

50-322 

G 

JOHNSON, C. 

8406050222 

8406260288 

50-445 

G 

IRWIN, D. P. 

8406070339 

50-322 

G 

JOHNSON, C. 

8406140293 

8406290370 

50-445 

G 

IRWIN, D. P. 

8406070339 

50-322 

G 

JOHNSON, C. A. 

8406110153 

8406290370 

50-445 

G 

IRWIN, D. P. 

8406250232 

50-322 

G 

JOHNSON, E. B. 

8406270279 

8406290398 

50-445 

G 

IRWIN, D. P. 

8406250232 

50-322 

G 

JOHNSON, E. H. 

8404190343 

8406290398 

50-445 

G 

IVEY. K. 

8406260057* 

50-528 

a 

JOHNSON, E. H. 

8405070481 

8101050514* 

50-329 

T 

IYER, K. 

8406060373 

NUREG 


JOHNSON, E. H. 

8406010147 

8012090479* 

50-329 

T 

JABBOUR, K. 

8406070072 

50-413 

A 

JOHNSON, E. H. 

8406010286 

8012090491* 

50-329 

T 

JABSON, R. A. 

8406260427 

50-458 

M 

JOHNSON. E. H. 

8406010310 

8405240491* 

50-329 

T 

JABSON, R. A. 

8406260427 

50-458 

M 

JOHNSON. E. H. 

8406010335 

8405240496* 

50-329 

T 

JACKIW, I. N. 

8406260462* 

50-282 

a 

JOHNSON, E. H. 

8406010346 

8406210532* 

50-250 

a 

JACKSON, G. 

8406190067* 

71-9191 


JOHNSON. E. H. 

8406040279 

8406050316 

PR 


JACKSON, G. 

8406200121* 

40-7455 


JOHNSON, E. H. 

8406050075 

8406050482 

QA999 


JACKSON, J. G. 

8406280321 

50-311 

P 

JOHNSON, E. H. 

8406050173 

8406110016 

50-416 

p 

JACKSON, L. H. 

8406220283* 

50-259 

a 

JOHNSON, E. H. 

8406050294 

8006250465* 

50-329 

F 

JACKSON, R. E. 

8004280409* 

50-329 

A 

JOHNSON, E. H. 

8406030295 

8305160254* 

50-374 

P 

JACKSON, R. E. 

8405180168* 

50-275 

P 

JOHNSON, E. H. 

8406050480 

8306080324* 

50-369 

P 

JACOBS, P. R. 

8406020380* 

CONTRACT 


JOHNSON, E. H. 

8406050518 

8307190347* 

50-329 

A 

JACOBS, R. 

8406040268 

50-388 

S 

JOHNSON, E. H. 

8406050527* 

8309070058* 

50-333 

P 

JACOBS, R. 

8406080138* 

50-387 

a 

JOHNSON, £. H. 

8406050529* 

8406120441 

50-373 

S 

JAFFE, D. 

8406140251* 

50-317 

a 

JOHNSON, E. H, 

8406050530* 

8406190434 

50-331 

P 

JAFFE, D. H. 

8406070095 

50-317 

p 

JOHNSON, E. H. 

8406120197 

8406250104* 

COMMISSION 

JAFFE, D. H. 

8406150271 

50-317 

p 

JOHNSON, E. H. 

8406120356 

8406010078* 

50-400 

a 

JAFFE, D. H. 

8406210144 

50-317 

p 

JOHNSON, E. H. 

8406120401* 

8406070228* 

FOIA 


JANKE, R. C. 

8406020042* 

50-329 

a 

JOHNSON, E. H. 

8406120440 

8406110025 

50-289 

a 

JANUSKA, A. G, 

8406070070* 

50-10 

a 

JOHNSON, E. H. 

8406120472# 

8105120061* 

FOIA 


JANUSKA, A. G, 

8406140185* 

40-8631 


JOHNSON, E. H. 

8406180212 

8406200250 

50-366 

S 

JANUSKA, A. G. 

8406230025# 

40-2061 
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8406270113 

50-322 

G 

ER, M. S. 

8406270113 

50-322 

G 

ER, M. S. 

8406270118* 

50-322 

G 

ER, M. S. 

8406270118* 

50-322 

G 

ER, M. S. 

8406270121* 

50-322 

G 

ER, M. S. 

8406270121* 

50-322 

G 

ER, M. T. 

8406260428* 

50-334 

Q 

ER, R. A. 

8405270323* 

50-271 

I 

ER, R. B. 

8406260126* 

50-445 

A 

ER, W. 

8406050377 

50-331 

S 

ER, W. H. 

8406170372* 

50-413 

Q 

ER,U. 0. 

8406010155 

50-220 

P 

ER, W. 0. 

ER, W. 0. 

ER, W. □. 

ER, U. 0. 

8406040034 

8406080250 

8406080255* 

8406200473 

50-513 

TOPREP 

TOPREP 

TOPREP 

A 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MILLS, L. M. 

MILLS, L. M. 

8406080146 

8406110146 

PR 

50-257 

G 

mills, l. m. 

8406110178 

50-390 

S 

mills, l. m. 

8406110189 

50-296 

P 

mills, l. m. 

8406110200 

50-390 

S 

mills, l. m. 

8406110218 

50-438 

S 

MILLS, L. M 

8406110239 

50-390 

S 

MILLS, L. M. 

8406110254 

50-390 

s 

mills, l. m. 

8406110258 

50-438 

s 

MILLS, L. M. 

8406110274 

50-438 

s 

mills, l. m 

8406110286 

50-390 

s 

mills, l. m. 

8406110301 

50-438 

s 

MILLS, L M. 

8406110324 

50-390 

s 

MILLS, L. M. 

8406110326 

50-390 

s 

MILLS, L. M. 

8406110331 

50-390 

s 

MILLS, L. M. 

8406110340 

50-438 

s 

MILLS, L. M. 

8406110345 

50-438 

s 

MILLS, L. M. 

8406110349 

50-438 

s 

MILLS, L. M. 

8406110360 

50-438 

s 

MILLS, L. M. 

8406120005 

50-390 

A 

MILLS, L. M. 

8406120185 

50-259 

G 

MILLS, L. M. 

8406120312 

50-390 

E 

MILLS, L. M. 

8406120325 

50-259 

P 

MILLS, L. M. 

8406130046 

50-259 

F 

MILLS, L. M. 

8406130166* 

50-259 

Q 

MILLS, L. M. 

8406140206 

50-276 

P 

MILLS, L. M. 

8406180198 

50-259 

F 

MILLS. L. M. 

8406180239 

50-390 

G 

MILLS, L. M. 

8406180242 

50-390 

A 

MILLS, L. M. 

8406180348 

50-259 

F 

MILLS, L M. 

8406190083 

50-438 

S 

MILLS, L. M. 

8406190085 

50-390 

S 

MILLS, L. M. 

8406190143 

50-390 

s 

MILLS, L. M. 

8406170177 

50-390 

s 

MILLS, L M. 

8406190180 

50-390 

s 

MILLS, L. M. 

8406170188 

50-438 

s 

MILLS, L M. 

8406170227 

50-438 

s 

MILLS, L. M. 

8406170228 

50-438 

s 

MILLS, L. M. 

8406170234 

50-438 

s 

MILLS, L. M. 

8406190245 

50-438 

s 

MILLS, L. M. 

8406190249 

50-438 

s 

MILLS, L. M. 

8406170256 

50-390 

A 

MILLS, L. M. 

8406190302 

50-438 

s 

MILLS, L. M. 

8406190306 

50-438 

s 

MILLS, L. M. 

8406190323 

50-390 

A 

MILLS, L. M. 

8406190329 

50-259 

F 

MILLS, L. M. 

8406190432 

50-391 

S 

MILLS, L. M. 

8406190446* 

50-257 

G 

MILLS, L. M. 

8406190473 

50-327 

P 

MILLS, L. M. 

8406200021 

50-390 

F 

MILLS, L. M. 

8406200053 

50-327 

F 

MILLS, L. M. 

8406200059 

50-259 

G 

MILLS, L. M. 

8406210483* 

50-390 

Q 

MILLS, L. M. 

8406210547* 

50-438 

G 

MILLS, L. M. 

8406210576* 

50-438 

G 

MILLS, L. M. 

8406210577* 

50-438 

G 

MILLS, L M. 

8406210577* 

50-438 

G 

MILLS, L. M. 

8406220237* 

50-259 

G 

MILLS, L. M. 

8406220244* 

50-259 

G 

MILLS, L. M. 

8406220251* 

50-259 

Q 

MILLS, L. M. 

8406220257* 

50-259 

G 

MILLS, L. M. 

8406230520* 

50-327 

G 

MILLS, L. M. 

8406250144 

50-390 

K 

MILLS, L. M. 

8406250250 

50-327 

F 

MILLS, L. M. 

8406260043 

50-390 

F 

MILLS, L. M. 

8406260147 

50-390 

F 

MILLS, L. M. 

8406280182 

50-438 

s 

MILLS, L. M. 

8406280195 

50-438 

S 

MILLS, L. M. 

8406280204 

50-391 

s 

MILLS. L. M. 

8406280263 

50-438 

s 

MILLS, L. M. 

8406280271 

50-391 

s 

MILLS, L. M. 

8406280297 

50-391 

s 

MILLS. L. M. 

8406280300 

50-438 

s 

MILLS, L. M. 

8406280336 

50-390 

s 

MILLS. L. M. 

8406280356 

50-438 

s 

MILLS, L. M. 

8406280357 

30-438 

s 

MILLS, L. M. 

8406280360 

50-438 

s 


■ a i m nuAinonni i a n.057 



ACCESSION 

su: 

AUTHOR 

NUMBER 

CA 

MINECK, D. L. 

8406070238 

50- 

MINECK, D. L. 

8406120386 

50- 

MINECK, D. L. 

8406190319 

50- 

MINECK, D. L. 

8406280405 

50- 

MINER, S. 

8406020464 

NUR 

MINER, S. 

8406150137 

50- 

MINER, S. 

8406230208 

30- 

MINOGUE, R. B. 

8111300132* 

FOI 

MINOGUE, R. B. 

8406180080* 

FOI 

MINOGUE, R. B. 

8406180117* 

FOI 

MINOGUE, R. B. 

8406270478 

TOP 

MINOR, e. 

8406180052* 

FOI 

MINOR, E. E. 

8406180086* 

FOI 

MINOR, E. E. 

8406180087* 

FOI 

MINOR, E. E. 

8406180087* 

FOI 

MINOR, E. E. 

8406180097* 

FOI 

MINOR, E. E. 

8406180127* 

FOI 

MINOR, E. E. 

8406180150* 

FOI 

MIRAGLIA, F. J. 

8010170284* 

50- 

MITCHELL, M. 

8406030432 

30- 

MITTL, R. l. 

8406010240 

50- 

MITTL, R. L. 

8406030093 

30- 

MITTL, R. L. 

8406050428 

30- 

MITTL, R. L. 

8406060275 

50- 

MITTL, R. L. 

8406120326 

50- 

MITTL, R. L. 

8406120353 

50- 

MITTL, R. L. 

8406120374 

so- 

MITTL, R. L. 

8406130219 

50- 

MITTL, R. L. 

8406210313 

50- 

MITTL, R. L. 

8406280084 

30- 

MIZUNO, G. S. 

8406060140 

50- 

MIZUNO, G. S. 

8406060410 

50- 

MIZUNO, G. 8. 

8406060415 

50- 

MIZUNO, G. S. 

8406060427 

30- 

MIZUNO, G. S. 

8406130195 

50- 

MIZUNO, G. S. 

8406220132 

50- 

MIZUNO, G. S. 

8406220136 

30- 

MIZUNO, G. S. 

8406220224 

30- 

MIZUNO, G. S. 

8406260102 

30- 

MIZUNO, G. S. 

8406260134 

30- 

MOABA, J. 

8406050272 

50- 

MOEGGENBERG, 0. 

8406280378 

30- 

MONAGHAN, J. A. 

8406150303 

30- 

MONAGHAN, J. A. 

8406150303 

30- 

MONTGOMERY, D. M. 

8406220044* 

50- 

MONTGOMERY, D. M. 

8406250227* 

50- 

MONTGOMERY, J. L. 

8406120417* 

30- 

MOONEY, G. 

8406040308 

40- 

MOONEY, G. 

8406060017 

40- 

MOONEY, J. A. 

8406080137 

30- 

MOONEY, J. A. 

8406120103* 

30- 

MOONEY, J. A. 

8406120131* 

50- 

MOONEY, J. A. 

8406120233 

30- 

MOONEY, J. A. 

8406270233* 

50- 

MOORE, 0. E. 

8406030275* 

50- 

MOORE, D. E. 

8406130087* 

70- 

MOORE, D. E. 

8406170028* 

30- 

MOORE, J. E. 

8406060437 

30- 

MOORE, J. E. 

8406110037 

30- 

MOORE, J. E. 

8406130116 

30- 

MOORE, R. D. 

8406180372 

50-; 

MOORE, R. N. 

8406010488 

XPO 

MOORE, R. N, 

8406140033 

XPO 

MOORE, R. N. 

8406140058 

XPOI 

MOORE, R. N. 

8406150024 

XPO 

MOORE, R. N, 

8406200320 

XPOI 

MOORE, R. N. 

8406200326 

XPO 

MOORE, R. N. 

8406280440 

XPO 

MOORE, R. N. 

8406270497 

XPO 

MOORHEAD, C. J. 

8406230436* 

COM 

MOOS, D. W. 

840620051 1 

WAS 

MORAN. D. H. 

8406010493 

TOP 

MORAN, D. H. 

8406200417 

TOP 

MORAN, E. B. 

8406050417 

27- 

MORELAND, P. E, 

8406150224* 

40- 

MORELAND, P. E. 

8406130229* 

40- 

MORELAND, P. E. 

8406130231* 

40- 


PERSONAL AUTHOR INDEX 


THOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

J. A. 

8406110158 

WASTE MGT 

J. A. 

8406110159 

WASTE MGT 

3N, W. M. 

8406040184* 

FOIA 

K. L. 

8406070224 

50-313 R 

K. L. 

8406250120* 

50-344 P 

K. U. 

8406010079* 

CONTRACT 

K. V. 

8406010110* 

CONTRACT 

K. V. 

8406020371* 

CONTRACT 

K. V. 

8406020377* 

CONTRACT 

K. V. 

8406020380* 

CONTRACT 

K. V. 

8406020381* 

CONTRACT 

K. V. 

8406060326 

CONTRACT 

K. V. 

8406060331* 

CONTRACT 

K. V. 

8406120544* 

CONTRACT 

K. V. 

8406210021* 

CONTRACT 

K. V. 

8406210023 

CONTRACT 

K. V. 

8406210031* 

CONTRACT 

K. V. 

8406250088* 

CONTRACT 

K. V. 

8406260020* 

CONTRACT 

K. V. 

8406290242* 

CONTRACT 

. M. 

8406050463* 

50-483 Q 

T. 

8406050100* 

50-320 Q 

T. 

8406120123 

50-320 S 

T. 

8406120189 

50-320 S 

E. 

8406210267* 

40-86 

. R. 

8406010364 

70-734 

. R. 

8406010367* 

70-734 

. R. 

8406020178 

71-6346 

. R. 

840604031 1 

70-734 

. R. 

8406180449 

71-6346 

R. 

8406200327 

XPORTLIC 

R. 

8406210096 

XPORTLIC 

B. 

8006190427* 

40-8431 

B. 

8406260123* 

40-8431 

E. vJ. 

8403010219 

50-336 S 

E. U. 

8403010219 

50-336 S 

E. J. 

8406060201 

50-336 S 

E. J. 

8406060201 

50-336 S 

. E. J. 

8406070180 

50-336 R 

* E. J. 

8406070180 

50-336 R 

, E. U. 

8406180260 

50-336 R 

, E. J. 

8406180260 

50-336 R 

. E. J. 

8406180368 

50-245 R 

, E. J. 

8406180368 

50-245 R 

S. R. 

8406290198* 

50-352 F 

D. R. 

8306220124* 

50-329 A 

0. R. 

8307130401* 

50-329 A 

0. R. 

8406120624* 

50-329 A 

0. R. 

840621031 1* 

50-317 P 

M. h. 

8406270114* 

50-352 G 

M. M. 

8406290030 

50-352 G 

M, M. 

8406290035 

50-352 G 

. V. T. 

8406110261 

WASTE MGT 

5, L. M. 

8406150322* 

WASTE MGT 

r. e. 

8406040123* 

FDIA 

r. e. 

8406150220 

40-6920 

J. A. 

8406180107* 

FOIA 

1. E. 

8406180374* 

50-298 Q 

1. R. 

8406250186 

WASTE MGT 

1. R. 

8406250186 

WASTE MGT 

4. P. 

8406050416 

50-271 P 

4. P. 

8406050420 

50-271 F 

4. P. 

8406150004 

50-271 R 

4. P. 

8406180304 

50-271 F 

4. P. 

8406250155 

50-271 P 

4 . P. 

8406250331* 

50-271 Q 

3- 

8406220231* 

50-482 Q 

3. 

8406230548* 

50-298 G 

3. 

8406230584* 

50-382 G 

3. 

8406250091* 

50-285 Q 

3. 

8406250112* 

50-313 Q 

3. 

8406250136* 

50-285 Q 

3. 

8406250153* 

50-298 Q 

3. 

8406250188* 

50-298 G 

1. 

8406250375* 

50-285 G 

I. 

8406260014* 

50-382 G 

r. d. 

8406050119 

50-346 F 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MURRILL, P. W. 

8406260262 

50-458 

S 

MUSELER, W. J. 

8404240322 

50-206 

S 

MUSELERi W. J. 

8404240322 

50-206 

S 

MUSOLF, D. 

8406040262 

50-263 

S 

MUSOLF, D. 

8406050235 

50-263 

S 

MUSOLF, D. 

8406050341 

50-263 

P 

MUSOLF, D. 

8406050457 

50-263 

s 

MUSOLF, D. 

8406050520 

50-282 

Q 

MUSOLF, D. 

8406070223 

50-263 

P 

MUSOLF, D. 

8406070225* 

50-263 

P 

MUSOLF, D. 

8406070227 

50-263 

R 

MUSOLF, D. 

8406080034 

50-263 

Q 

MUSOLF, D. 

8406080205 

50-263 

F 

MUSOLF, D. 

, 8406080216 

50-263 

P 

MUSOLF, D. 

8406080219 

50-263 

P 

MUSOLF, D. 

8406110342 

50-263 

F 

MUSOLF. D. 

8406140141 

50-263 

P 

MUSOLF, D. 

8406140198 

50-263 

P 

MUSOLF, D. 

8406190426 

50-282 

Q 

MUSOLF, D. 

8406250025 

50-263 

P 

MUSOLF, D. 

8406250240 

50-282 

S 

MUSOLF, D. 

8406260137 

50-282 

F 

MUSOLF, D. 

8406290223 

50-263 

P 

MUSOLF, D. 

8406290249 

50-282 

P 

MYERS, C. 

8406260057* 

50-528 

Q 

MYRABO, A. L. 

8406070227 

50-263 

R 

nadel. m. 

8406210369 

50-483 

J 

NAQATA, P. 

8405310368* 

50-321 

P 

NAGATA, P. K. 

8405140381* 

50-220 

P 

NAQATA, P- K. 

8403310318* 

50-153 

P 

NAGATA, P. K. 

8406210193* 

50-373 

P 

NAIDU, K. R. 

8103160867* 

50-329 

T 

NAIDU, K. R. 

8406150179* 

50-341 

Q 

NANDY, F. R. 

8406120424 

50-206 

P 

NAPIER, J. J. 

8403300100 

50-317 

S 

NAPUDA. G. 

8406140152* 

50-352 

Q 

NARBUT, P. P. 

8406260057* 

50-528 

Q 

NARDOCI, P. B. 

8406040292 

50-369 

S 

NARDOCI, P. B. 

8406050403 

50-370 

S 

NARDOCI, P. B. 

8406070281 

50-370 

s 

NARDOCI, P. B. 

8406130072 

50-369 

s 

NARDOCI, P. B. 

840628040 1 

50-370 

s 

NARDOCI, P. B. 

8406280480 

50-370 

s 

NARROW, L. 

8406140170* 

50-354 

Q 

NARUS, G. E. 

8406190291 

50-346 

S 

NASH, D. A. 

8005020608* 

50-329 

A 

NATARAJA, M. S. 

8406250391 

WASTE MGT 

NAUMANN, H. R. 

8406190451 

50-3 

S 

NAYMARK. S. 

8406060053* 

COMMISSION 

NEFF, J. 0. 

8406080104 

WASTE MGT 

, NEFF, J. 0. 

8406080193 

WASTE MGT 

NEFF, J. 0. 

8406110137 

WASTE MGT 

NEFF, J. 0. 

8406110389 

WASTE MGT 

NEFF, J. 0. 

8406120073 

WASTE MGT 

NEFF, J. 0. 

8406120212 

WASTE MGT 

NEFF, J. 0. 

8406210449 

WASTE MGT 

NEFF. J. 0. 

8406210501 

WASTE MGT 

NEFF, J. 0. 

8406220077 

WASTE MGT 


NEFF, J. 0. 

8406220083 

WASTE MGT 

NEIGHBORS. J. D. 

8406210126 

50-280 

F 

NEIGHBORS. J. D. 

8406280338 

50-305 

P 

NEIGHBORS, J. D. 

8406280345 

50-280 

P 

NELSON, G. B. 

8406180313* 

70-25 


NELSON, G. B. 

8406250213* 

70-734 


NELSON, J. 

8406210072* 

CONTRACT 


NELSON, J. E. 

8406250106* 

CONTRACT 


NELSON, R. S. 

8406180114* 

FOIA 


NEMEC, C. 

8406140138 

WASTE MGT 


NEMETHY, E. 

8406010311 

PR 


NEMETHY, E. 

8406030300 

PR 


NERON, G. 

8406180260 

50-336 

R 

NERSES, V. 

8406020455 

50-498 

A 

NERSES, V. 

8406040387 

50-498 

A 

NERSES, V* 

8406060152 

50-498 

A 

NESSE, R. J. 

8406270117 

NUREG 


NEWHART, M. R. 

8406120480 

50-261 

S 

NEWHART, M. R. 

8406290257 

50-266 

s 



ACCESSION 

SU 

AUTHOR 

NUMBER 

CA 

NICHOLS, N. N. 

8406120172* 

50- 

NICHOLS, N. N. 

8406120172* 

50- 

NICHOLSON, N. A. 

8406010278* 

50- 

NICHOLSON, N. A. 

8406260031* 

50- 

NICHOLSON, W. 0. 

8406070176 

50- 

NICKLES, P. J. 

8406120207 

40- 

NICKLES, P. J. 

8406120207 

40- 

NICKLES. P. J. 

8406200368 

40- 

NICKLES, P. J. 

8406200368 

40- 

NICOLARAS, H. 

8406200475 

50- 

NIEMCZYK, S. J. 

8406060242 

50- 

NIEMCZYK, S. J. 

8406060256 

50- 

NILSON, R. 

8406040342 

71- 

NILSON, R. 

8406060288 

PR 

NIMITZ, R. L. 

8406120346* 

50- 

NIX, H. C. 

8406010305 

50-: 

NIX. H. C. 

8406010391 

71-i 

NIX, H. C. 

8406010543 

71 -< 

NIX. H. C. 

8406040264 

so-: 

NIX. H. C. 

8406050216 

5G-: 

NIX, H. C. 

8406050432 

so-: 

NIX. H. C. 

8406110228 

so-: 

NIX. H. C. 

8406130151 

so-: 

NIX. H. C. 

8406180310 

so-: 

NIX. H. C. 

8406190431 

so-: 

NIX. H. C. 

8406250077 

so-; 

NIX, H. C. 

8406280039 

so-: 

NIXON, W. A. 

8406270376* 

70- 

NOBLES, L. M. 

8406200053 

50-: 

NOELL, P. 

8112170149* 

so-: 

NOONAN, V. 

8406120606* 

FOI/ 

NOONAN, V. S. 

8404200094 

NURf 

NORDERHAUG, L. R. 

8406180103 

50 

NORDERHAUG, L. R. 

8406180108* 

so-: 

NORDERHAUG, L. R. 

8406180186 

50- 

NORDERHAUG, L. R. 

8406180244 

70-: 

NORDERHAUG, L. R. 

8406180306 

70—5 

NORDERHAUG, L. R. 

8406180313* 

70-5 

NORDERHAUG, L. R. 

8406180354 

50-1 

NORDERHAUG, L. R. 

8406180358* 

50-1 

NORDERHAUG, L. R. 

8406180363* 

50-1 
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POTAPOVS. U. 

R. G. 

8406220152* 

50-322 

G 

POTAPOVS, U. 

R. G. 

8406220158* 

50-322 

G 

POTAPOVS, U. 

1. J. 

8406120526 

CONTRACT 


POTAPOVS, U. 

1. J- 

8406200521 

CONTRACT 


POTAPOVS, U. 

1, J. 

8406210305 

CONTRACT 


POTAPOVS, U. 

1* J. 

8406210503 

CONTRACT 


POTAPOVS, U, 

[, J. 

8406260550 

CONTRACT 


POTAPOVS, U. 

C. D. 

8406010012* 

50-400 

Q 

POTAPOVS, U, 

U. S. 

8406140148* 

50-263 

P 

POTAPOVS, U. 

1. A. 

8406140021* 

50-220 

P 

POTAPOVS, U. 

1 . 

8406250359 

50-344 

G 

POTAPOVS, U. 

L. S. 

8406110072 

WASTE MGT 

POTAPOVS, U. 

L. M. 

8406040167* 

FOI A 


POTAPOVS, U. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUI 

CA1 

8406040073 

40-2259 


POTAPOVS, U. 

8406220138 

GA9«5 

8406040087 

40-4492 


POTAPOVS, U. 

8406220234 

049*5 

8406040102 

40-8647 


POTAPOVS, U. 

8406220264 

QA9*3 

8406040109 

40-299 


POTAPOVS, U. 

8406220285 

GA9*5 

8406040188 

40-8452 


POTAPOVS, U. 

8406230499 

QA9*5 

8406040305 

40-8602 


POTAPOVS, U. 

8406250007 

QA9*5 

8406060012 

40-8084 


POTAPOVS, U. 

8406250134 

QA9*5 

8406060013 

40-8452 


POTAPOVS, U. 

8406250148 

QA9*5 

8406060018 

40-8084 


POTAPOVS, U. 

8406260247 

QA9S 

8406200408* 

MI SC 


POTAPOVS, U. 

8406260297 

QA9<5 

8406280216 

40-6659 


POTAPOVS, U. 

8406260300 

QA9S 

8406040246 

NUREG 


POTAPOVS, U. 

8406260302 

GA9*5 

8406060457* 

50-445 

G 

POTAPOVS, U. 

8406260334 

QA9S 

8406060457* 

50-445 

G 

POTAPOVS, U. 

8406260421 

GA99 

8406250357 

50-445 

G 

POTAPOVS, U. 

8406270180 

GA99 

8406250357 

50-445 

G 

POTAPOVS, U. 

8406280243 

QA9*5 

B406260293* 

50-445 

G 

POTAPOVS, U. 

8406280257 

QA99 

8406260293* 

50-445 

G 

POTAPOVS, U. 

8406290409 

QA99 

8406050045* 

50-329 

Q 

POTAPOVS, U. 

8406290495 

QA99 

B4061 101B7 

WASTE MGT 

POTTER, J. P. 

8406120604* 

27-4 

8406070233* 

50-483 

Q 

POTTER, J. P. 

8406120608* 

27-4 

8406120198* 

50-373 

G 

POULOS, S. J. 

8203210374* 

30-3 

8406140196# 

50-409 

Q 

POULOS, S. J. 

8206150015* 

30-3 

B4061S0152* 

50-305 

Q 

POULOS, S. J. 

8206150185* 

30-3 

8406250327 

WASTE MGT 

POWELL, C. S. 

8406200410 

XPOR 

7901230081* 

50-329 

E 

POWELL, R. 

8006240674* 

SO-3 

8406260128* 

50-338 

P 

POWELL, R. D. 

8406180094* 

FOI A 

840605022 6 

50-318 

S 

POWER, M. S. 

840621 0448 

NU RE 

8406050273 

50-318 

S 

POWERS, C, M. 

8406280142 

30-3 

8406070203* 

50-298 

P 

POWERS, C. M. 

8406280138 

30-3 

8406120359* 

50-298 

Q 

POWERS, C. M. 

8406280173 

50-3 

8406130228 

50-298 

P 

POWERS, C. M. 

8406280183 

30-3 

8406260270 

30-298 

F 

POWERS, C. M. 

8406280346 

30-3 

8406150106 

50-322 

G 

POWERS, C. M. 

8406280370 

30-3 

8406150112 

50-322 

G 

POWERS, D. A. 

8406230297 

NURE 

8406150198 

50-322 

G 

P02D0LSKI. A. 

8406150346 

30-4 

8406070244 

50-239 

R 

PRAGER, D. E. 

8406250281* 

30-3 

8406130300* 

COMMISSION 

PRATT, D. W. 

8406180287 

QA99 

8406250099 

COMMISSION 

PRELL, J. 

8406290527* 

30-4 

8204050231* 

50-329 

A 

PRELL, J. A. 

8406260414* 

30-2 

8406010151 

50-295 

F 

PRESTHOLT, P. T. 

8406110133 

WAST 

84061 10282 

50-295 

F 

P REST HOLT, P . T. 

8406110160 

WAST 

8406150067 

50-295 

F 

PRESTHOLT, P. T. 

8406110165 

WAST 

8406080138* 

50-387 

Q 

PRESTHOLT, P. T. 

8406110373 

WAST 

8406070233* 

50-483 

0 

PRESTHOLT, P . T. 

8406110375 

WAST 

8406120198* 

50-373 

Q 

PRESTHOLT, P.T. 

8406120215 

WAST 

8406180349* 

50-267 

a 

PREVATTE, R. L. 

8406220055* 

30-4 

8406260009* 

50-397 

Q 

PRICE, J. 

8406110372 

WAST 

8406260339* 

50-312 

G 

PR I STAVE, D. M. 

8406050260 

50-3 

840620041 5 

50-286 

P 

PRYMULA, C. E. 

8406050501 

50-2 

8406280340 

50-247 

F 

PUGH, J, T. 

8406040345* 

50-4 

8406280378 

50-247 

P 

PULEC.R. P. 

S406130225 

50-3 

8406150006 

WASTE MGT 

PULL AN I, S. V. 

8406150030* 

50-2 

8406020358 

71-6244 


PUTNAM, K. S. 

8406070238 

30-3 

8406010232 

50-247 

G 

PUTNAM, K. S. 

8406190319 

30-3 

8406150335 

50-247 

G 

PUTNAM, K. S. 

8406280405 

50-3 

8406270046 

50-247 

G 

QUAMME, D. L. 

8406010351 

50-3 

8404170123 

GA999 


QUAMME, D. L. 

8406020086* 

50-3 

8406010196 

QA999 


QUAMME, D. L. 

B406020089* 

50-3 

8406010208 

QA999 


QUAMME, D. L. 

8406050002 

50-2 

8406010258 

GA999 


QUAMME, D. L. 

8406050060 

50-2 

8406050101 

GA99? 


QUAMME, D. L. 

8406190127 

50-2 

8406050126 

QA999 


QUAMME, D. L. 

8406190214* 

50-2 

8406050147 

0A999 


QUAMME, D. L. 

8406210394* 

50-2 

8406050165 

QA999 


QUAMME, D. L. 

8406210395* 

50-2 

8406050292 

QA999 


QUAMME, D. L. 

8406210396* 

50-2 

8406050453 

QA999 


QUAMME, D. L. 

8406260225* 

50-2 

8406050521 

QA999 


QUINTANA, L. R. 

8406040315* 

70-7 

8406060203 

QA999 


QUINTANA, L. R. 

8406040318* 

70-7 

8406060213* 

QA999 


QUIRK, J. F. 

8406050203 

TOPF 

8406120328 

QA999 


QUIRK, J. F. 

8406120230 

TOPF 

8406120382 

QA999 


QUIRK, J. F. 

8406280036 

50-4 

8406190134 

OA999 


RADER , R. M. 

8406120159 

50-c 

8406190142 

QA999 


RADER, R.M. 

8406120159 

50-2 

8406210085 

GA999 


RADER, R. M. 

8406270285 

50-2 

8406210089* 

QA999 


RADER, R.M. 

8406270285 

50-2 

8406210183 

QA999 


RADOSEVrC, J, R. 

8406070111* 

50-2 




PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


THOR 

NUMBER 

CATEGORY 

. P. 

8406220230 

50-275 

S 

. P. 

8406250336 

TOPREP 


. P. 

8406280203 

TOP REP 


. P. 

8406290297 

PR 


J. H. 

8406270113 

NUREG 


J. 

8406130163* 

50-255 

P 

J. R. 

8406060439* 

50-400 

G 

Z, R. G. 

8406050196 

50-400 

G 

, W. C. 

8406290432* 

50-424 

G 

, W. C. 

8406290432* 

50-424 

G 

L, R. G. 

8406140024 

50-220 

S 

ZA, J. B. 

8406250301 

50-309 

P 

ZO, T. 

8406120399 

50-341 

F 

, L. 

8406010451 

40-8064 


, L. 

8406020330 

40-299 


ATHi S. 

8406220118* 

50-278 

P 

, W. L. 

8406260059 

NUREG 


, A. 

8406010452 

40-2061 


, A. 

8406040371 

40-2061 


. A. 

8406260097 

40-2061 


SEN* N. C. 

8406080162* 

50-423 

A 

SEN. N. C. 

8406230081 

NUREG 


A, T. S. 

8406190265 

50-335 

S 

N, D. K. 

8406070119* 

50-289 

P 

J H. 

8406010309* 

50-219 

G 

J. H. 

8406140170* 

50-354 

G 

J. H. 

8406140182* 

50-247 

G 

R. J. 

8406050191 

50-454 

G 

R. J. 

8406220193 

30-454 

G 

L. 

8406050364 

30-206 

S 

L. 

8406050364 

50-206 

s 

L. 

8406080174 

50-416 

s 

L. 

8406080174 

50-416 

s 

L. 

8406150154 

50-445 

s 

L. 

8406150154 

50-445 

s 


8406150238* 

50-206 

s 


8406150238* 

50-206 

s 


8406250299 

50-206 

s 


8406250299 

50-206 

s 


8406250313 

50-206 

s 


8406250313 

50-206 

s 

.. 

8406250333 

50-206 

s 


8406250333 

50-206 

s 


8406250335 

50-206 

s 

- 

8406250335 

50-206 

s 


8406250339 

50-206 

9 

.. 

8406250339 

50-206 

s 

„ 

8406250343 

50-206 

s 


8406250343 

50-206 

s 


8406260351 

50-206 

8 


8406260351 

50-206 

s 


8406270115 

50-206 

s 


8406270115 

50-206 

s 


7909110500* 

70-121 



8406130223* 

70-121 



8406130231* 

70-121 



8406130232* 

70-121 



8406130236* 

70-121 



8406130239* 

70-121 



8406130243* 

70-121 



8406130256* 

70-121 



8406210071 

50-271 

s 

. W. J. 

8406260261* 

50-271 

Q 

F. 

8406130308 

50-400 

G 

F. 

8406130309* 

50-400 

G 

F. 

8406130309* 

50-400 

G 

J. A. 

8406190157 

50-269 

R 

J. A. 

8406190178 

50-369 

R 

OKI. T. A. 

8406140201* 

50-423 

Q 


8406200212 

50-454 

a 

J. 

8406050289 

50-346 

F 

E. A. 

8406010197 

50-348 

P 

E. A. 

8406080077 

50-364 

P 

E. A. 

8406210154 

50-348 

P 

E. A. 

8406210169 

50-348 

P 

E. A . 

8406280391 

50-348 

F 

1. A. 

8406010257 

70-27 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

REHM. T. A. 

8406270172* 

50-275 

P 

REICHEL, N. I. 

8406060212 

50-329 

S 

REICHEL. N. I. 

8406060225 

50-329 

S 

REICHEL. N. I. 

8406120008 

50-329 

S 

REICHEL. N. I. 

8406120107 

50-329 

s 

REICHEL. N. I 

8406120130 

50-329 

s 

REICHEL, N. I. 

8406120250 

50-329 

s 

REIDINGER, t. 
REINMUTH, G. W. 
REINI1UTH, G. W. 

8406130152* 

8406180049* 

8406180052* 

50-305 
FO I A 
FQIA 

G 

REIS, E. J. 

8406060132 

50-322 

G 

REIS, E. J. 

8406220139 

50-322 

G 

REIS, E. J. 

8406220220 

50-322 

G 

REIS, E. J. 

REIS, H. F. 

8406260240 

8406050332 

50-322 

PR 

G 

REIS, J. B. 

REMLEY, M. E. 

8403200032 

8406010372 

50-373 

70-25 

S 

RENZ, W. F. 

8406250131* 

50-322 

T 

REPKA, D. A. 

8406040303 

50-322 

G 

REPKA, D. A. 

8406060066 

50-458 

G 

REPKA, D. A. 

REPKA, D. A. 

8406060293 

8406270161 

50-322 

PR 

G 

REQUA, G. 

8406020460 

50-261 

P 

RESSLER, U. C. 

8406250154 

50-289 

R 

REVBLATT, Z. V. 

8406150160* 

50-295 

G 

REYES, L. A. 

8405110061* 

50-266 

Q 

REYES, L. A. 

84062603S 1 * 

50-454 

a 

REYNOLDS, J. R. 

8406150299 

50-275 

G 

REYNOLDS, J. R. 

8406150299 

50-275 

G 

REYNOLDS, J. R. 

8406150333 

50-275 

G 

REYNOLDS, J. R. 

8406150333 

50-275 

G 

REYNOLDS, J. R. 

8406150337 

50-275 

G 

REYNOLDS, J. R. 

8406150337 

50-275 

G 

REYNOLDS, N. S. 

8406070327 

50-445 

G 

REYNOLDS, N. S. 

REYNOLDS, N. S. 
REYNOLDS, N. S. 

8406070327 

8406080195 

8406080247 

50-445 

PR 

PR 

G 

REYNOLDS, N. S. 

8406130035 

50-445 

G 

REYNOLDS, N S. 

8406130035 

50-445 

G 

REYNOLDS, N. S. 

8406130122 

50-445 

G 

REYNOLDS, N. S. 

8406130122 

50-445 

G 

REYNOLDS, N S. 

8406150138 

50-445 

G 

REYNOLDS, N. S. 

8406150138 

50-445 

G 

REYNOLDS, N. S. 

8406250022 

50-445 

G 

REYNOLDS, N. S. 

8406250022 

50-445 

G 

REYNOLDS, N. S. 

8406250354 

50-508 

G 

REYNOLDS, N. S. 

8406250354 

50-508 

G 

REYNOLDS, N. S. 

8406250367 

50-460 

G 

REYNOLDS, N. S. 

8406250367 

50-460 

G 

REYNOLDS, N. S. 

8406250374 

50-445 

G 

REYNOLDS, N. S. 

8406250374 

50-445 

G 

REYNOLDS, N. S. 

8406270129 

50-445 

G 

REYNOLDS, N. S. 
REYNOLDS, N S. 

8406270129 

8406270161 

50-445 

PR 

G 

REYNOLDS, S. D. 

8406260286* 

50-277 

a 

RICHARD, A. W. 

8406050175 

50-285 

s 

RICHARD, J. B. 

8406060026 

50-416 

p 

RICHARD, J. B. 

8406190149 

50-417 

s 

RICHARD, J. B. 

8406210391 

50-416 

a 

RICHARD, J. B. 

RICHARDS, B. L. 

8406280256 

8406230228* 

50-416 

70-1201 

s 

RICHARDS, S. A. 
RILEY, A. 

8406260088* 

8406010171* 

50-344 

CONTRACT 

a 

RILEY, J. 

8406070147 

50-413 

G 

RILEY, J. L. 

8406050526 

50-413 

G 

RINALDI, F. 

8102260853* 

50-329 

T 

RINALDI, F. 

8102270072* 

50-329 

T 

RINALDI, F. 

8303300169* 

50-329 

A 

RINALDI, F. 

8304200427* 

50-329 

A 

RINALDI, F. 

8406020254* 

50-329 

A 

RINALDI, F. 

8406120594* 

50-32? 

A 

RING, M. 

8406260381* 

50-454 

a 

RISCHLING, J. L, 

8406050455 

50-315 

s 

RISCHLING, J. L. 

8406290208 

50-315 

s 

RIVENBARK, G. W. 

8405310295 

50-366 

P 

RIVENBARK, G. W. 
RIVENBARK, G. W. 

8406010495 

8406020258 

50-346 

50-312 

P 

P 


ACCESSION SU 


AUTHOR 

NUMBER 

CAT 

RIVENBARK, G. W. 

8406080055 

50-3 

RIVENBARK, G. W. 

8406110012 

50-2 

RIVENBARK, G. W. 

8406110429 

50-2 

RIVENBARK, G. W. 

8406130303 

50-3 

RIVENBARK, G. U. 

8406150318 

50-3 

RIVENBARK, G. U. 

8406190070* 

50-3 

RIVENBARK, G. W. 

8406200391 

50-3 

RIVENBARK, G. W. 

8406200440 

50-2 

RIVENBARK, G. W. 

8406200453 

50-3 

RIVENBARK, G. U. 

8406200455 

50-3 

RIVENBARK, G. W. 

8406200457* 

50-3 

RIVENBARK, G. W. 

8406200476 

50-3 

RIVENBARK, G. W. 

8406200477 

50-3 

RIVENBARK, G. W. 

8406200483 

50-3 

RIVENBARK, G. W. 

8406200530 

50-3 

RIVENBARK, G. W. 

8406200560 

50-3 

RIVENBARK, G. U. 

8406200568* 

50-3 

RIVENBARK. G. W. 

8406230314 * 

50-3 

RIVENBARK, G. W. 

8406230328 

50-3 

RIVENBARK, G. W. 

8406260507* 

50-2 

RIVENBARK, G. W. 

8406260540 

50-31 

RIVENBARK, G. W. 

8406260543* 

50-3; 

RIVENBARK, G. W. 

8406270379 

50-2' 

RIVERS, M. E. 

8406040060 

50 - 3 ; 

RIVERS. M. E. 

8406210246 

50-2! 

RIVERS, M. E. 

8406250062 

50-31 

ROACH, P. A. 

8406130089 

50-2! 

ROACH, P. A. 

8406130146 

50-2! 

ROACH, P. A. 

8406180289 

50-2! 

ROACH, P. A. 

8406180361 

50-2! 

ROBBINS, J. G. 

8406080133 

50-41 

ROBERDS, W. 

8406200514* 

WAST£ 

ROBERTS, B. 

8406110087 

ACRS 

ROBERTS, H. R. 

8406010053 

40-8£ 

ROBERTS, H. R. 

8406040344 

40-8 i 

ROBERTS, L. B. 

8406190257 

50-31 

ROBINSON, E D, 

8406190388* 

50-3: 

ROBINSON, L. 

8406250012 

50-3 A 

ROCKWELL, D. A. 

8406200321* 

50-27 

RODRIGUEZ, R. J. 

8406040012 

50-31 

RODRIGUEZ, R. J. 

8406040146 

50-31 

RODRIGUEZ, R. J. 

8406040150 

50-31 

RODRIGUEZ, R. J. 

8406050250 

50-31 

RODRIGUEZ, R. J. 

8406060210 

50-31 

RODRIGUEZ, R. J. 

8406080107 

50-31 

RODRIGUEZ, R. J. 

8406120200 

50-31 

RODRIGUEZ, R. J. 

8406150163 

50-31 

RODRIGUEZ, R. J. 

8406180303 

50-31 

RODRIGUEZ, R. J. 

8406220170 

50-31 

RODRIGUEZ, R. J. 

8406220279 

50-31 

RODRIGUEZ, R. J. 

8406260054 

50-31 

RODRIGUEZ, R. J. 

8406260355 

50-31 

RODRIGUEZ, R. J. 

8406280487 

50-31 

RODRIGUEZ, R. J. 

8406290332 

50-31 

ROE, K. K. 

8406220203 

TOPRE 

ROGERS, D. W. 

8406130241 

50-25 

ROGERS, J, T. 

84052903 1 0* 

50-27 

ROGERS, L. 

8406040088* 

FQIA 

ROGERS, L. 

8406040095* 

FOIA 

ROGERS, L. 

8406040111* 

FOIA 

ROGERS, L. 

8406040118* 

FOIA 

ROGERS, L. 

8406040122* 

FOIA 

ROGERS, L. 

8406040131* 

FOIA 

ROGERS, L. 

8406040143* 

FOIA 

ROGERS, L. 

8406040163* 

FOIA 

ROGERS, L. 

8406040168* 

FOIA 

ROGERS, L. 

8406040177* 

FOIA 

ROGERS, L. 

8406040187* 

FOIA 

ROGERS, L. 

8406040190* 

FOIA 

ROGERS, P. 

8406040192 

50-361 

ROGERS, P. 

B406040269 

50-31; 

ROGERS, P. 

8406040276 

50-361 

ROGERS, P. 

8406050494 

50-361 

ROGERS, P. 

8406050493 

50-361 

ROGERS, P. 

8406120284 

50-361 

ROGERS, P, 

8406150060 

50-361 


DncrDQ. d r an 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


8406150360 

8406150360 

8406150365 

8406070151 

8406070151 

8406070154* 

8406070154* 

8406130312 

8406130312 

8406190198 

8406190198 

8406250190 

8406250190 

8406250194* 

8406250194* 

8406270132 

8406270132 

8406050103 

8406180217 

8406150338 

8406150354 

8406150355* 

8406150358* 

8406120599* 

8406120176* 

8406050020* 

8406020450 

8406070175* 

8404230414 

8406070128* 

8406060252 

8406290280 

8406290173 

8205100114* 

8406070108* 

8406080212* 

8406180269 

8406050316 

8406130120 

8406180092* 

8406080123 

8406290198* 

8406210556* 

8406230384* 

8406080167* 

8406110381 

8406120614* 

8208050056* 

8211190322* 

8406070141* 

8406080060* 

8406080232* 

8406060068 

8406080270 

8406080284 

8406210020 

8406260539 

8406070195* 

8406120340 

8406120157* 

8305110051* 

8010230484* 

8307190305* 

8308090823* 

8308260222* 

8402130578* 

8402140590* 

8406190111* 

8406250172 

8406230032* 

8406230036* 

8406050291 

8406120097 

8406120387 

8406120339 

8406120507 
8406010143 
84031 3029Q 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

50-445 G 

50-445 G 

WASTE MGT 
50-322 G 

50-322 G 

RUTHERFORD, W. R. 
RUTLEDGE, C. 
RUTLEDGE, C. 

RUTZ, A. C. 

RYBAK, B. 

8406180047* 

8406020318 

8406060363 

8406140306* 

8402150210 

50-322 

50-322 

50-322 

50-322 

50-322 

G 

G 

G 

G 

G 

RYBAK, B. 

RYBAK, B. 

RYBAK, B. 

RYBAK, B. 

RYBAK, B. 

8406050429 

8406110193 

8406110246 

8406190186 

8406190212 

50-322 

50-322 

50-322 

50-322 

50-322 

G 

G 

G 

G 

G 

RYBAK, B. 

RYBAK, B. 

SADIGH, K. 

SAILER, W. F. 

SAL AH, S. 

8406190215 

8406190340 

8406210448 

8406210465* 

8406200497 

50-322 

50-322 

50-220 

50-220 

50-352 

G 

G 

R 

R 

G 

SALAH, S. 

SALAZAR, E. 
SALAZAR, E, A. 
SALAZAR, E. A. 
SALAZAR, E. A. 

8406200500* 

8406180052* 

8402010380* 

8406120584* 

8406180070* 

50-352 

50-352 

50-352 

50-329 

50-329 

G 

G 

G 

A 

A 

SALAZAR, E. A. 
SALAZAR, E. A. 
SALAZAR, E A. 
SALAZAR, E. A. 
SALISBURY, J. K. 

8406180084* 

8406180105* 

8406180124* 

8406210432 

8406070096 

50-329 

50-361 

FQIA 

50-263 

50-331 

A 

F 

P 

P 

SALOMON, R. E. 
SALOMON, R. E. 
SALTZMAN, J. 
SALTZMAN. J. 
SALYERS, E M. 

8406180095* 

8406180109* 

8406200463 

8406010005* 

8406120301 

50-460 

50-513 

XPORTLIC 

50-329 

FQIA 

A 

S 

E 

SANDERS, W. F. 
SARSOUR, B. 

sarsour, b. 
SATTERFIELD, R. 
SATTERFIELD, R. 

8406210499* 

8406070155 

8406150016 

8006240863* 

8006260149* 

PR 

PRM 

PR 

PR 

FQIA 


SAUM, M. A. 

SAUNDERS. D P. 
SAUNDERS, D. P. 
SAYLOR, K. S. 

SAYLOR, K. S. 

8406280439 

8406050036* 

8406050037* 

8406050408 

8406180293 

WASTE MGT 

50-352 F 
50-413 Q 
50-259 Q 
50-286 Q 

SCALETTI, D. C. 
SCARANO, R. A. 
SCARANO, R. A. 
SCHAEFER, D. W. 
SCHAEFFER, M. J. 

8406230152 

8406260265 

8406260520 

8406180363* 

8406130026* 

WASTE MGT 

FQIA 

50-329 A 

FQIA 

50-293 P 

SCHAFFER, S. A. 
SCHAFFNER, J. A, 
SCHAFFNER, J. A. 
SCHAUER, F. P. 
SCHEIBELHUT, C. 

8406040320* 

8406110147 

8406190515 

7904050181* 

8406150043* 

70-1100 

70-398 

50-400 

50-259 

PROJ 

G 

X 

SCHEIDT, D, J. 
SCHEIDT, D. J. 
SCHERER, A. E. 
SCHERER, A. E. 
SCHERER, A. E. 

8406140111 

8406140111 

8406010276 

8406060302 

8406130038 

50-280 

PROJ 

50-259 

40-672 

50-155 

Y 

P 

Q 

SCHERER, A. E. 
SCHERER, A. E. 
SCHERER, A. E. 
SCHEUER, J. H. 
SCHIERLING, H. 

8406180145 

8406260342 

8406260380 

8406230478* 

8406060016 

50-329 
50-298 
50-329 
FOI A 

FQIA 

A 

P 

A 

SCHIFF, A. J. 

SCHIFF, A. J. 

SCHLAU, P. 

SCHMERTZ, J. C. 
SCHMID, S. P. 

8406040145* 

8406040145* 

8406080124 

8406260242* 

8406020310 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SI 

Ct 

FOI A 


SCHNELL, D. F. 

8406070009* 

50- 

40—8585 


SCHNELL, D. F. 

8406070009* 

50- 



SCHNELL, D F. 

8406080164 

50- 

MGT 

SCHNELL, D. F. 

8406120145* 

50- 


U 

SCHNELL, D. F. 

8406140219 

50- 

50-254 

P 

SCHNELL, D. F. 

8406140224 

50- 

50—373 

Q 

SCHNELL, D F. 

8406210157 

50- 

50-237 

Q 

SCHNELL, D. F. 

8406260366 

50- 

50—237 

P 

SCHNELL, D. F. 

8406270001 

50- 

50—237 

P 

SCHNELL, D. F. 

8406270004 

50- 

50-254 

P 

SCHNELL, D. F. 

8406290021* 

50- 



SCHOTT, J. R. 

8406040173 

71- 

NURbG 


SCHOTT, J. R. 

840604028 1 

71- 



SCHOTT, J. R. 

8406050405 

50- 



SCHREIBER, R. E. 

8406080258 

NUR 

MISC 


SCHROEDER, B. A. 

8406150002 

50- 



SCHROEDER, L. 

8406190517 

NUR 



SCHULER, T. R. 

8406190244 

50- 



SCHULZ. R. 

8406050463* 

50- 



SCHULZ. R. D. 

8406050352* 

50- 

FOI A 


SCHULZ. R. D. 

8406260108* 

50- 



SCHUM, W. S. 

8406210521* 

50- 



SCHUM, W. S. 

8406210536* 

50—, 

NUREG 


SCHUMACHER, M. C. 

8406140185* 

40— < 

50-298 

R 

SCHUMACHER, M. C. 

8406230025* 

40-; 

FOIA 


SCHUSTER. M. D. 

8406260076* 

so-: 

FOIA 


SCHUSTER, M. D. 

8406290295 

so-: 

50-483 

J 

SCHUYLER, J. 0. 

8404200325 

so-; 

FOIA 


SCHUYLER, J. 0. 

B4O601O128 

so-; 

50-280 

F 

SCHUYLER, J. 0. 

8406010447 

70-; 

50-424 

Q 

SCHUYLER, J. 0. 

B406050090 

50-2 

50-346 

R 

SCHUYLER, J. 0. 

8406080014 

50-2 

50—346 

R 

SCHUYLER, J. 0. 

8406080160 

50-' 

50—263 

P 

SCHUYLER, J. 0. 

8406110183 

50-2 

50—324 

P 

SCHUYLER, J. 0. 

8406110231 

50-2 

50-315 

S 

SCHUYLER, J. 0. 

8406110278 

50-5 

50-329 

T 

SCHUYLER, J. 0. 

8406120341 

50-2 

FOIA 


SCHUYLER, J. 0. 

8406120344 

50-2 

QA999 


SCHUYLER, J. 0. 

8406120420 

50-2 

QA999 


SCHUYLER, J. 0. 

8406120458 

50-2 

50-447 

A 

SCHUYLER, J. 0. 

8406120463* 

50-2 

50—361 

a 

SCHUYLER, J. 0. 

8406120487 

50-2 

50-344 

a 

SCHUYLER, J. 0. 

8406130097 

50-2 

50-139 

Q 

SCHUYLER, J. 0. 

8406150064 

50-2 

50-329 

T 

SCHUYLER, J. 0. 

8406150070 

50-2 

50-400 

T 

SCHUYLER, J. 0. 

8406150221 

50-2 

27-39 


SCHUYLER, J. 0. 

8406180228 

50-2 

27-48 


SCHUYLER, J. 0. 

8406180267 

50-2 

50-329 

A 

SCHUYLER, J. 0. 

8406200187 

30-2 

50-329 

Q 

SCHUYLER, J. 0. 

8406210384 

50-1 

50-322 

G 

SCHUYLER, J. 0. 

8406290008 

50-2 

50-322 

G 

SCHUYLER, J. 0. 

8406290078 

50-2 

50-470 

A 

SCHUYLER, J. 0. 

8406290127 

50-2 

PR 


SCHUYLER, J. 0. 

8406290309 

50-2 

TOPREP 


SCHUYLER, J. 0. 

8406290330 

50-2 

TOPREP 


SCHUYLER, J. 0. 

8406290536 

50-2 

TOPREP 


SCHWEIBINZ, E. R. 

8406070163* 

30-4 

50-309 

P 

SCHWENCER, A. 

8406010034 

50-3! 

COMMISSION 

SCHWENCER, A. 

8406050025 

50-3i 

50-275 

P 

SCHWENCER, A. 

8406050029* 

30-3! 

50-309 

P 

SCHWENCER, A. 

8406060391 

50-4 

50-309 

P 

SCHWENCER, A. 

8406060396* 

‘30-4 

50-333 

S 

SCHWENCER, A. 

B406070162* 

50-3; 

50-413 

A 

SCHWENCER, A. 

8406120068 

30-31 

70-1308 


SCHWENCER. A. 

8406200017 

50-3 


FQIA 

50-388 P 
FQIA 

50-305 R 
CONTRACT 


SCHMIDT, E. R. 
SCHMIDT. E. R. 
SCHMIDT, H. 
SCHMIDT, K C. 
SCHMIDT, H. C. 


8406060085* 

8406140098* 

8406060092 

8406120161 

8406260113 


50-352 T 
50-352 T 
50-445 K 
50-445 A 
50-445 A 


SCHWENCER, A. 

8406200018 

50-4 

SCHWENCER, A. 

8406200020 

50-4 

SCHWENCER, A. 

8406200297 

50-3 

SCHWENCER, A. 

8406210065 

50-3! 

SCHWENCER, A. 

8406210082 

50-3! 


CONTRACT 
50-311 S 
50-31 1 S 
50-272 S 
50-220 J 


SCHNEIDER, K. N. 
SCHNEIDER, M. 
SCHNELL, B. A. 
SCHNELL, D. F. 
SCHNElL, D. F. 


8406120609* 

8406130320* 

8406220263* 

8404270216 

8405170343* 


FOI A 

50-322 G 
50-254 F 
50-483 S 
50-454 V 


SCHWENCER, A. 

8406210103 

50-3! 

SCHWENCER, A. 

8406210170 

50-3! 

SCHWENCER, A. 

8406250004 

50-3! 

SCHWENCER. A. 

8406250078 

50-4! 

SCHWENCER, A. 

8406250396 

50-4: 


50-220 J 
40-6622 
.*50-3 1 7 e? 


SCHNELL, D. F. 
SCHNELL, D. F. 


8406010028 50-483 F 
8406010120 50-483 A 


SCHWENCER, A. 8406270145 50-31 

SCHWENCER, A. 8406270241 50-3! 


PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 



ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

8406120155 

50-245 

Q 

SHEPPARD. J. J. 

8406120381 

TOPREP 


SIMMONS, M. A. 

8406040139 

8406120319 

50-423 

Q 

SHEPPARD, J. J. 

8406120381 

TOPREP 


SIMMONS, M A 

8406230239 

8406120467* 

50-423 

Q 

SHERMAN, C. I. 

8406260289* 

50-361 

Q 

SIMONEN, F. A 

8406060417 

8406150092 

50-423 

K. 

SHERON, B. W. 

8210070031* 

50-171 

P 

SIMPSON, J. W. 

8012180152* 

8406150206 

50-423 

A 

SHERON, B. W. 

8403020416 

50-369 

P 

SIMPSON, J. W. 

0101050505* 

8406150206 

50-423 

A 

SHERON, B. W. 

8404110467 

50-369 

P 

SINCLAIR, L. W. 

8406060294 

8406180129 

50-245 

P 

SHERR, T. S. 

8406140262 

70-2786 


SINCLAIR, M. 

8406010279 

8406180129 

50-245 

P 

SHERR, T. S. 

8406200380 

TOPREP 


SINCLAIR, M. 

0406020300* 

8406180164 

50-213 

F 

SHERR, T. S. 

8406250059 

50-295 

F 

SINDERBRAND, C. 

8406250186 

8406180164 

50-213 

F 

SHERR, T. S. 

8406250393 

70-1426 


SINDERBRAND, C. 

8406270164 

8406220248 

50-423 

E 

SHERR, T. S. 

8406280339 

50-128 

F 

SINGH, H. 

8103040440* 

8406220248 

50-423 

E 

SHERR, T. S 

8406290245 

50-266 

F 

SINGH, H. 

8103160992* 

8406250270 

50-245 

Q 

SHERWIN, J. 

8406210452 

WASTE MGT 

SINGH, H. N. 

8102280287* 

8406250270 

50-245 

Q 

SHERWOOD, G. G. 

8406150203 

50-447 

E 

SINGH, H. N. 

8103110803* 

8406250383 

50-322 

G 

SHERWOOD, G. G. 

8406180142 

50-447 

E 

SINGH, H. N. 

810311081 1* 

8406250383 

50-322 

G 

SHEWMAKER, R, E. 

8103110801* 

50-329 

T 

SINGH, H. N. 

8202050094* 

8406060286 

PR 


SHEWMAKER, R. E. 

8406070345* 

50-329 

A 

SINGH, H. N. 

8202050095* 

8406150252* 

50-445 

A 

SHEWMAKER, R. E. 

8406070347* 

50-329 

A 

SINGH, H. N. 

8202050105* 

8406150020 

50-482 

Q 

SHIBATA, Y. 

8406010538* 

XPORTLIC 


SINGH, M. M. 

8406150330* 

8406230589 

50-285 

Q 

SHIBATA, Y. 

8406150074 

XPORTLIC 


SINISI , J. M. 

8406190317 

8406250369 

50-285 

Q 

SHIDELER, T. J. 

8406180057* 

FOIA 


SINISI , J. M. 

8406280261 

8406000140 

50-482 

S 

SHIDELER, T. J. 

8406180058* 

FOIA 


SINKIN, L. 

8406130230 

8406100240 

50-483 

Q 

SHIDELER, T. J. 

8406180061* 

FOIA 


SINKIN, L. 

8406150339 

8406100446 

50-483 

a 

SHIDELER, T. J. 

8406180071* 

FOIA 


SKALSKI, J. R. 

8406040139 

8404100171* 

50-220 

p 

SHIDELER, T. J. 

8406180160* 

FOIA 


SKEERS, D. M. 

8406180033* 

8008250386* 

50-329 

A 

SHIDELER, T. J. 

B4061B0163* 

FOIA 


SKEERS, D. M. 

8406180036* 

8403220146* 

50-329 

Q 

SHIDELER, T. J. 

8406180170* 

FOIA 


SKOW, M. 

8406010366* 

8406080023 

50-335 

p 

SHIDELER, T. J. 

8406210562 

PT21 


SKOW, M. E. 

8406180374* 

8406010450 

70-2988 


SHIDELER, T. J. 

8406230004 

PT21 


SLAGGIE, E. L 

8209160050* 

8406070099 

70-2947 


SHIDELER, T. J. 

8406230006 

PT21 


SLY, Q. 

84061 10330* 

8406190080* 

FOIA 


SHIELDS, J. 

8406120016 

50-374 

S 

SMITH, B. 

8406150332 

8406190103* 

FOIA 


SHIELDS, S, W. 

8406180279* 

50-546 

Q 

SMITH, C. F. 

8406220261* 

8406180292 

50-374 

s 

SHIFFER, J. D. 

8406110277 

50-275 

S 

SMITH, C. F. 

8406220283* 

8406060196* 

50-255 

Q 

SHIFFER, J. D. 

8406120003 

50-275 

s 

SMITH, D. 

8406040214 

8406270120* 

FOIA 


SHIFFER, J. D. 

8406270381 

50-275 

s 

SMITH, D. L. 

8406190216 

8403200051 

50-133 

I 

SHOEMAKER, C. J. 

8406010080 

50-322 

G 

SMITH, D. L. 

8406190480 

8406100422* 

50-528 

Q 

SHOEMAKER, C. J. 

8406060390 

50-440 

G 

SMITH, D. L. 

8406280013 

8406010316 

50-263 

Q 

SHOEMAKER, C. J. 

8406080141 

50-322 

G 

SMITH, E. M. 

8406190593* 

8406020074* 

50-329 

A 

SHOEMAKER, C. J. 

8406200344 

50-322 

G 

SMITH, G. C. 

8406120337* 

8406020187* 

FOIA 


SHOEMAKER, C. J. 

8406200383 

50-289 

G 

SMITH, G. C 

8406230556* 

8406020192* 

50-329 

Q 

SHOEMAKER, C, J. 

8406270276 

50-322 

G 

SMITH, G. J. 

8406140041 

8406040404* 

50-329 

A 

SHOEMAKER, C. J. 

8406290056 

50-498 

G 

SMITH, G. R. 

8406120031* 

8406050016* 

50-329 

A 

SHOEMAKER, C. J. 

8406290343 

50-275 

G 

SMITH, I. W. 

8406080122 

8406050506 

50-155 

S 

SHOEMAKER, C. J. 

8406290391 

50-275 

G 

SMITH, I. W. 

8406120229 

8406120010* 

50-329 

A 

5H0LLY, S. C. 

8406190031 

FOIA 


SMITH, I. W. 

8406220210 


8406120012* 

50-329 

A 

SHOLLY, S, C. 

8406190049 

FOIA 


8406120071* 

50-329 

A 

SHOOK, T. A 

8406180156* 

FOIA 


8406140119 

50-10 

G 

SHORT, S. A 

8406210448 

NUREG 


8406140142 

50-295 

Q 

SHQTKIN, L. M. 

8406140075 

50-261 

P 

8406150033 

50-373 

Q 

SHULTZ, R. 

8403220146* 

50-329 

G 

8406150035* 

50-373 

Q 

SHUM, E. Y. 

8406010490 

70-398 


8406150142 

50-254 

G 

SHUM, E. Y. 

8406020383 

70-398 


8406180390 

50-282 

G 

SHUM, E. Y. 

8406190513* 

70-36 


8406250039 

50-409 

G 

SHUSTO, L. 

8406150259* 

50-206 

S 

8406250041* 

50-409 

G 

SHUSTO, L. 

8406150265* 

50-206 

S 

8406260095 

50-373 

G 

SHYMLOCK, M. B. 

8406210489* 

50-390 

Q 

8406260388 

50-155 

Q 

SHYMLOCK, M. B, 

8406220112* 

50-62 

G 

8406280088 

50-346 

G 

SHYMLOCK, M. B. 

8406220177* 

50-390 

Q 

8406280096 

50-155 

S 

SIEBER, J. D. 

0406210309 

50-334 

P 

8406150366 

WASTE MGT 

SIEGEL, B. 

8406230465 

50-461 

A 

8406010124* 

50-333 

G 

SIEGEL, B. L. 

8406200549 

50-298 

P 

8406260264* 

50-309 

Q 

SILBERG, J. E. 

8406080189 

PR 


8406080240* 

50-29 

G 

SILBERG, J E, 

8406080208 

PR 


8406120346* 

50-387 

G 

SILBERG, J. E. 

8406130224 

50-440 

G 

8406140226* 

50-244 

G 

SILBERG, J. E. 

8406130224 

50-440 

G 

8406260428* 

50-334 

G 

SILBERG, J. E. 

8406190152 

50-440 

G 

8405230414* 

FOIA 


SILBERG, J. E. 

8406190152 

50-440 

Q 

8406180094* 

FOIA 


SILBERG, J. E. 

8406190226 

50-402 

G 

8406020329 

40-8064 
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50 

[LETZ, D. B. 

8406050505 

50-322 

G 

THOMAS, C. 0. 

8406260659 

50-199 

P 

TRINER, E. G. 

8406120210* 

so 

!LETZ, D. B. 

8406290347 

50-322 

G 

THOMAS, C. 0. 

8406270031 

50-160 

F 

TRINER, E. G. 

8406130001* 

30- 

tLETZ, D. B. 

8406290347 

50-322 

G 

THOMAS, C. 0. 

8406280232 

50-27 

F 

TRIPP 

8406210356 

30- 

"UM, J. 

8406260057* 

50-528 

Q 

THOMAS, C. 0. 

8406290045 

50-252 

F 

TRIPP. L. E. 

8406010298* 

50- 

IILL, J. J. 

8406270117 

NUREG 


THOMAS, C. 0, 

8406290052 

50-262 

F 

TRIPP, L. E. 

8406020378 

50- 

'LOR, J. A. 

8406210358 

50-338 

S 

THOMAS, C. 0. 

8406290085 

50-288 

F 

TRIPP, L. E. 

8406020386 

50 

'LOR, J- A. 

8406280431 

50-280 

S 

THOMAS, C. 0. 

8406290430 

50-87 

F 

TRIPP, L. E. 

8406290487* 

50- 

'LOR, J. H. 

8406110332 

TOPREP 


THOMAS, J. A. 

8406020363* 

50-320 

Q 

TROUP. G. L. 

8406220044* 

50- 

'LOR, J. H. 

8406140261* 

FOIA 


THOMAS, J, M. 

8406040139 

NUREG 


TROWBRIDGE, G F. 

8406130095 

50- 

'LOR, J. H. 

8406200014 

TOPREP 


THOMAS, R. D. 

8406050325* 

27-48 


TROWBRIDGE, G. F. 

8406130095 

50- 

'LOR, J. M. 

8406020117* 

50-329 

A 

THOMAS, R. D. 

8406180116 

70-25 


TROWBRIDGE, G. F. 

8406130101* 

50- 

'LOR, J. M. 

8406020291* 

50-329 

A 

THOMAS, R. D. 

8406250320 

27-48 


TROWBRIDGE, G. F. 

8406130101* 

30- 

'LOR, M. 

8406060392 

NUREG 


THOMASON, P. V. 

8406070096 

50-298 

R 

TROWBRIDGE, G. F. 

8406130109 

50- 

'LOR, T. J. 

8406070392 

WASTE MGT 

THOME, F. V. 

8406180020* 

FOIA 


TROWBRIDGE, G. F. 

8406130109 

so- 

'LOR, T. J. 

8406070396 

WASTE MGT 

THOME, F. V. 

8406190237* 

FOIA 


TROWBRIDGE, G. F. 

8406140160 

so- 

LOR, T. J. 

8406080168 

WASTE MGT 

THOMPSON, D. 

8406070334* 

50-329 

A 

TROWBRIDGE, G. F. 

8406140160 

50- 

'LOR, T. J. 

8406080190 

WASTE MGT 

THOMPSON, D. 

8406290100 

50-142 

G 

TUCKER, H. B. 

8406010223 

30- 

LOR, T. J. 

8406110155 

WASTE MGT 

THOMPSON, F. L. 

8406230270 

NUREG 


TUCKER, H. B. 

8406010247 

50- 

LOR, T. J. 

8406130331 

WASTE MGT 

THOMPSON, G. A. 

8406210558 

50-275 

0 

TUCKER, H. B. 

8406010359 

so- 

LOR, T. J. 

8406140048 

WASTE MGT 

THOMPSON, G. A. 

8406210558 

50-275 

0 

TUCKER, H. B. 

8406040292 

so- 

LOR, T. J. 

8406210450 

WASTE MGT 

THOMPSON, H. L. 

8305110221* 

50-329 

A 

TUCKER, H. B. 

8406050229 

SO- 

LOR, T. S. 

8406070399 

WASTE MGT 

THOMPSON, 0. 0. 

8406190139 

50-289 

P 

TUCKER, H. B. 

8406050236* 

50- 

LOR, T. T. 

8406080265 

NUREG 


THOMPSON, P. V. 

8406220106 

50-298 

S 

TUCKER, H. B. 

8406050327 

50- 

ESCO, R. 

8006240820* 

50-329 

A 

THOMPSON, R. H. 

8406050374* 

50-302 

S 

TUCKER, H. B. 

8406050359 

50- 

ESCO, R. L. 

8204210732* 

50-329 

0 

THOMPSON, R. H. 

8406050381* 

50-302 

S 

TUCKER, H. B. 

8406050368 

50- 

ESCO, R. L. 

8207120118* 

50-329 

D 

THOMPSON, R. H. 

8406050385* 

50-302 

S 

TUCKER, H. B. 

8406050403 

50- 

IUS, C. J. 

8406040290* 

71-9073 


THOMPSON, R. H. 

8406050391* 

50-302 

s 

TUCKER, H. B. 

8406050443 

so- 

US, C. J. 

8406060023 

71-9073 


THOMPSON, R. H. 

8406050394* 

50-302 

s 

TUCKER, H. B. 

8406050514 

so- 

US, C. J 

8406150343 

WASTE MGT 

THOMPSON, T. 

8406060392 

NUREG 


TUCKER, H. B. 

8406070161 

SO- 

ZER, B. E. 

8406180138 

QA999 


THOMPSON, W. C. 

8406250186 

WASTE MGT 

TUCKER, H. B. 

8406070253 

SO- 

ER, D. C. 

8406190428 

50-424 

G 

THORNBERRY, R. C. 

8406070030 

50-275 

R 

TUCKER, H. B. 

8406070281 

so- 

AO, D. 

8311300405* 

50-329 

A 

THORNBERRY, R. C. 

8406250140 

50-275 

R 

TUCKER, H. B. 

8406080218 

so- 

AO, D. 

8403220146* 

50-329 

Q 

THORNBURG, H. D. 

8103190150* 

50-329 

T 

TUCKER, H. B. 

8406080237 

50- 

RY, J. R. 

8406010287* 

50-272 

P 

THORNBURG, H. D. 

8406070336* 

50-329 

A 

TUCKER, H. B. 

8406080249 

PR 

RY, J. R. 

8406010295* 

50-272 

P 

THORNBURG, H. D. 

8406070343* 

50-329 

G 

TUCKER, H. B. 

84061 10210 

so- 

RY, S. H. 

8406120134 

50-294 

V 

THORNBURGH, D. 

8406190192* 

50-289 

G 

TUCKER, H. B. 

8406110214 

so- 

RY, S. H. 

8406150178 

50-294 

P 

THORPE, J. R. 

8406250184 

PR 


TUCKER, H. B. 

84061 10270 

30- 

RY, S. H. 

8406150188 

50-294 

P 

THROM, E. D. 

8406190496 

50-29 

P 

TUCKER, H. B. 

8406110281 

50- 

T, R. Z. 

8406250204 

50-213 

S 

TIERNAN, J. A. 

8406050337 

PR 


TUCKER, H. B. 

8406110283 

50- 

DANI, M, C. 

8406010433 

50-331 

P 

TIKTINSKY, D. H. 

8406120056 

WASTE MGT 

TUCKER, H. B. 

8406110310 

30- 

DAN I, M. C. 

8406060119 

50-331 

P 

TIKTINSKY, D. H. 

8406180155 

WASTE MGT 

TUCKER, H. B. 

8406110318 

50- 

DANI, M. C. 

8406060142 

50-331 

P 

TILLMAN, A. 

8406040227* 

50-335 

G 

TUCKER, H. B. 

84061 10366 

30* 

DANI, M. C. 

8406210518 

50-331 

P 

TILLMAN, A, 

8406040238* 

50-302 

G 

TUCKER, H. B. 

8406120154 

50- 

TCHER, D. 

8406190094* 

FOIA 


TILLMAN, A. 

840613006 7* 

50-259 

G 

TUCKER, H. B. 

8406120188 

50- 

YER, J. K. 

8406120163 

50-29 

P 

TILLMAN, A. 

8406140232* 

50-413 

G 

TUCKER, H. B. 

8406120209 

30- 

YER, J. K. 

8406210231 

50-29 

P 

TIMO, D. P. 

8406290155 

TOPREP 


TUCKER, H. B. 

8406120316 

50- 



NUREG 


TIPPS, S. B. 

8406050432 

50-321 

S 

TUCKER, H. B. 

8406120373 

50- 



NUREG 


TIPPS, S. B. 

8406250077 

50-366 

S 

TUCKER, H. B. 

B4061 20433 

50- 
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ACCESSION 

SUBJECT 


'HOR 
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AUTHOR 

NUMBER 

CATEGORY 

H. B. 

8406190121 

50-413 

S 

VACCA, P. C 

8406190010* 

FOIA 


H. B. 

8406190155 

50-413 

s 

VACCA, P. C, 

8406230535 

70-2792 


H. B. 

8406190157 

50-269 

R 

VACCA, P. C. 

8406250049 

70-2993 


H. B. 

8406190178 

50-369 

R 

VACCA, P. C. 

8406250053* 

70-2993 


H. B. 

8406190179 

50-269 

S 

VAN BRUNT, E. E. 

8406010226 

50-530 

S 

H. B. 

8406190205 

50-287 

S 

VAN BRUNT, e. e. 

8406010237 

50-528 

S 

H. B. 

3406190225 

50-369 

P 

VAN BRUNT, E. E. 

8406010251 

70-2949 


H. B. 

8406190253 

50-369 

P 

VAN BRUNT, E. E. 

8406010253 

50-528 

s 

H. B. 

8406190263 

50-369 

P 

VAN BRUNT, E. E. 

8406010259 

50-528 

s 

H. B. 

8406190315 

50-413 

E 

VAN BRUNT, E. E. 

8406050041 

50-528 

s 

H. B. 

8406190321 

50-369 

S 

VAN BRUNT, E. E. 

8406050056 

50-528 

E 

H. B. 

8406190380* 

50-413 

Q 

VAN BRUNT, E. E. 

8406050152 

50-520 

s 

H. B. 

8406190412 

50-269 

S 

VAN BRUNT, E. E. 

8406050267 

50-528 

s 

H. B. 

8406190557 

50-269 

F 

VAN BRUNT, E. E. 

8406050442 

50-529 

s 

H. B. 

8406200036 

50-413 

F 

VAN BRUNT, E. E. 

8406050517 

50-529 

s 

H. B. 

8406200130 

50-413 

F 

VAN BRUNT, E. E. 

8406060206 

50-528 

A 

H. B. 

8406200132* 

50-413 

F 

VAN BRUNT, E. E. 

8406060229 

50-528 

s 

H. B. 

8406200154 

50-413 

K 

VAN BRUNT, E. E. 

8406060257 

50-528 

s 

H. B. 

8406200203 

50-413 

E 

VAN BRUNT, E. E. 

8406110125 

50-528 

s 

H. B. 

8406200354 

50-269 

F 

VAN BRUNT, E. E. 

84061 10197 

50-528 

s 

H. B. 

8406200375 

50-269 

F 

VAN BRUNT, E. E. 

8406110238 

50-528 

s 

H. B. 

8406220215 

50-269 

P 

VAN BRUNT, E. E. 

8406110243 

50-528 

s 

H. B. 

8406220235 

50-413 

A 

VAN BRUNT, E. E. 

8406110249 

50-528 

s 

H. B. 

8406250308 

50-413 

A 

VAN BRUNT, E. E. 

8406110271 

50-528 

s 

H. B. 

8406250310 

50-413 

A 

VAN BRUNT, E. E. 

8406110287 

50-528 

5 

H. B. 

8406260018 

50-413 

A 

VAN BRUNT, E. E. 

8406110307* 

50-528 

G 

H. B. 

8406260142 

50-369 

P 

VAN BRUNT, E. E. 

8406110348 

50-528 

S 

H. B. 

8406260235 

50-413 

A 

VAN BRUNT, E. E. 

8406110353 

50-528 

S 

H. B. 

840626033 1 

50-413 

A 

VAN BRUNT, E. E. 

8406120317 

50-528 

S 

H. B. 

8406260397 

50-413 

A 

VAN BRUNT, E. E. 

8406130070 

50-528 

H 

H. B. 

840626043 1 

50-413 

E 

VAN BRUNT, E. E. 

8406130158 

50-528 

F 

H. B. 

Q406260438 

50-369 

P 

VAN BRUNT, E. E. 

8406130169 

50-528 

A 

H. B. 

8406270059 

50-413 

F 

VAN BRUNT, E. E. 

8406180128 

50-528 

S 

H. B. 

8406270150 

50-413 

A 

VAN BRUNT, E. E. 

8406180202 

50-528 

S 

H. B. 

8406270152 

50-413 

A 

VAN BRUNT, E. E. 

8406180206 

50-528 

S 

H. B. 

8406270173 

50-269 

I 

VAN BRUNT, E. E. 

8406180209 

50-528 

S 

H. B. 

8406270175 

50-413 

A 

VAN BRUNT, E. E. 

8406180214 

50-529 

S 

H. B. 

8406270190 

50-413 

E 

VAN BRUNT, E. E. 

8406180218 

50-528 

S 

H. B. 

8406270227 

50-413 

S 

VAN BRUNT, E. E, 

8406180257 

50-528 

s 

H. B. 

8406280244 

50-413 

A 

VAN BRUNT, E. E. 

8406180294 

50-328 

s 

H. B. 

8406280389 

50-413 

S 

VAN BRUNT, E. E. 

8406190283 

50-528 

A 

H. B. 

840628040 1 

50-370 

s 

VAN BRUNT, E. E, 

8406190422 

50-528 

A 

H. B. 

8406280416 

50-413 

s 

VAN BRUNT, E. E. 

8406190440 

50-530 

S 

H. B. 

8406280480 

50-370 

8 

VAN BRUNT, E. E. 

8406190475 

50-528 

Q 

H. B. 

8406280485 

50-413 

8 

VAN BRUNT, E. E. 

8406190483 

50-528 

S 

H. B. 

8406290256 

50-413 

A 

VAN BRUNT, E. E. 

8406200218 

50-528 

A 

H. B. 

8406290264 

50-413 

A 

VAN BRUNT, E. E. 

8406220222 

50-528 

A 

HI. B. 

840629031 5 

50-413 

K 

VAN BRUNT, E. E. 

8406230079 

50-328 

S 

r M. S. 

8406190362* 

50-269 

F 

VAN BRUNT, E. E. 

8406230127 

50-529 

S 

, M. S. 

8406190370* 

50-269 

F 

VAN BRUNT, E. E. 

8406230133 

50-328 

S 

R. 

8406260126* 

50-445 

A 

VAN BRUNT, E. E. 

8406250197 

50-528 

s 


8406220137 

50-382 

G 

VAN BRUNT, E. E. 

8406230202 

50-528 

5 

E. 

8406220165 

50-382 

G 

VAN BRUNT, E. E. 

8406230233 

50-528 

S 

E- 

8406220208 

50-70 

G 

VAN BRUNT, E. E. 

8406250233 

50-528 

8 

E. 

8406220213 

50-382 

G 

VAN BRUNT, E. E. 

8406250245 

50-528 

S 

?. 

8406220254 

50-537 

G 

VAN BRUNT, E. E. 

8406230265 

50-529 

A 

E. 

8406230137 

50-70 

G 

VAN BRUNT, E. E. 

8406280097 

50-328 

A 

_, R. 

8006240673* 

50-329 

A 

VAN BRUNT, E. E. 

8406290283 

50-328 

S 

r S. J. 

8406080166 

50-331 

P 

VAN BRUNT, E. E. 

8406290296 

50-528 

S 

* J. 

8406070267 

50-146 

H 

VAN BRUNT, E. E. 

8406290334 

50-328 

A 

. K. 

8406120216* 

50-329 

U 

VAN DRESSER, W. 

8406010139 

50-124 

P 

, K. 

8406120220* 

50-329 

U 

VAN DYKEN, G. 

8406210133 

FOIA 


, R. A. 

8406120336* 

50-272 

G 

VAN KESSEL, H. 

8406140201* 

50-423 

G 

r J. 

8406180386 

50-374 

S 

VAN VLIET, J. 

8406010220 

50-289 

P 

, W. T. 

8406050178 

50-278 

s 

VAN VLIET, J. 

8406020464 

NUREG 


, W. T. 

8406200183 

50-277 

R 

VANDEL, T. E. 

8406050352* 

50-456 

Q 

, W. T. 

8406210317 

50-277 

S 

VANDENBERG, D. 

8406120300 

50-255 

R 


8406010104 

CONTRACT 


VANDENBURGH, 0. 

8406050321 

PR 



8406060035 

CONTRACT 


VANDEWALLE, D. J. 

8406050362 

PR 



8406130016 

CONTRACT 


VANDEWALLE, D. J. 

8406050363 

50-255 

P 


8406250090 

CONTRACT 


VANDEWALLE, D. J, 

8406180357 

PR 


N, M. 

8406130202* 

TOP REP 


VANDEWALLE, D. J. 

8406260346 

50-153 

V 

- C. M. 

8406220182* 

50-390 

Q 

VANDEWALLE, D. J. 

8406280050 

50-235 

P 

, C. M. 

8406220261* 

50-416 

G 

VANKESSEL, H. 

8406290327* 

50-423 

Q 

- C. M. 

8406220283* 

50-259 

Q 

VARELA, A. A. 

8406140182* 

50-247 

G 


8406010298* 

50-219 

G 

VARGA, S. A. 

7812010006* 

50-329 

A 


8406050490 

50-317 

F 

VARGA, S. A. 

8404230402 

50-348 

P 
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VASSALLO, D. B. 
VASSALLO, D. B. 
VASSALLO, D. B. 
VASSALLO, D. B. 


VASSALLO, D. I 
VASSALLO, D. 1 
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8406070338* 

8406110045 

8406200084 

8406200093 


8406200107 

8406200235 
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SSALLO, d. b 

8406200-406 

50-259 

P 

SSALLO, D. B. 

8406200548 

50-259 


SSALLO* D. B 

8406200552* 

50-298 


SSALLO, D. B 

8406210038 

50-324 


SSALLO, D. B 

8406210041* 

50-324 


SSALLO, D. B 

8406210083* 

50-220 

P 

SSALLO, D. B 

8406210439 

50-220 

P 

SSALLO, D. B. 

8406210484 

50-333 


SSALLO, 0. B 

8406210522* 

50-331 


SSALLO, D. B. 

8406230572* 

50-259 

P 

SSALLO, D. B 

8406250082 

50-293 

P 

SSALLO, D. B 

8406250165 

50-293 


SSALLO, D. B 

8406250170 

50-324 

P 

SSALLO, D. B. 

8406250174 

50-271 

P 

SSALLO, D B. 

8406250180 

50-331 

P 

SSALLO, D. B. 

8406250208 

50-254 

F 

SSALLO, D. B. 

8406250260 

50-220 

F 

SSALLO, B. B. 

8406250284 

50-333 

P 

SSALLO, D. B 

8406250287 

50-259 

F 

SSALLO, D. B. 

8406250394 

50-331 

P 

SSALLO. D. B. 

8406250398 

50-259 

P 

SSALLO, D. B. 

8406260027 

50-263 

F 

SSALLO, D. B. 

8406260077 

50-259 

P 

SSALLO, D. B. 

8406260091 

50-333 

F 

SSALLO. D. B. 

8406260098 

50-271 

F 

SSALLO, D. B. 

8406260117 

50-254 

P 

SSALLO, D. B. 

8406260130 

50-259 

P 

SSALLO, D. B. 

8406260130 

50-259 

P 

SSALLO, D. B. 

8406290542 

50-293 

F 

UGH AN, C. M. 

8406010476 

71-9009 


UGHAN, C. M. 

8406040210 

70-1113 


UGH AN, C. M. 

8406060045 

71-9009 


UGHN, T. S. 

8406130141* 

50-413 

A 

UGHN, T. S. 

8406200360* 

50-269 

F 

UGHN, T. S. 

8406200370* 

50-269 

F 

UGHN, T. S. 

8406290074 

50-269 

F 

UGHN, W. A. 

8406130214* 

CONTRACT 


UGHN, W. A. 

8406190535* 

CONTRACT 


RMA# T. R. 

8406070387 

WASTE MGT 

RMA# T. R. 

8406080120 

WASTE MGT 

RMA, T. R. 

8406080299 

WASTE MGT 

RMA# T. R. 

8406110145 

WASTE MGT 

RMA# T. R. 

8406110428 

WASTE MGT 

RMA# T. R. 

8406220035 

WASTE MGT 

RMA, T. R. 

8406220050 

WASTE MGT 

RNENGO, B. 

8406250124 

QA999 


RRELLI, D. 

8406180408 

50-400 

S 

RRELLI.D. M. 

8403160336 

50-416 

F 

RRELLI, D. M. 

8406220011 

50-348 

0 

RRELLI, D. M. 

8406220036 

50-400 

Q 

RRELLI, D. M. 

8406220046* 

50-400 

Q 

RRELLI, D. M. 

8406220105 

50-62 

Q 

RRELLI, D. M. 

8406220107* 

50-416 

Q 

RRELLI, D. M. 

8406220157 

50-390 

Q 

RRELLI, D. M. 

8406220171 

50-259 

G 

RRELLI, D. M. 

8406220180 

50-390 

G 

RRELLI, D. M. 

8406220258 

50-416 

G 

RRELLI, D. M. 

8406230069 

50-390 

Q 

RRELLI, D. M. 

8406230377 

50-259 

Q 

RRELLI, D. M. 

8406230480 

50-327 

G 

RRELLI.D. M. 

8406230503* 

50-327 

G 

RRELLI, D. M. 

8406230527* 

50-327 

G 

RRELLI, D. M. 

840625021 8 

50-348 

Q 

SSELY# J. E. 

8406060296 

REGGO 


TTER, R. J. 

8406120329* 

70-1412 


TTER, W. E. 

8406070404* 

50-329 

A 

ETH# D. L. 

8406150003 

WASTE MGT 

ETH# D. L 

8406260132 

WASTE MGT 

ETH. D. L. 

8406260136* 

WASTE MGT 

LD, B. 

8406270164 

WASTE MGT 

SSING, Q. S. 

8406210494 

50-313 

F 

SSING, S. 

8406020464 

NUREG 


TO, D. 

8406150177* 

50-289 

G 

TO, D. J. 

8406260353* 

50-289 

G 

OLER, B. H. 

8406060137 

50-352 

G 

CLER, B. H. 

8406060446 

50-352 

T 

CLER, B. H. 

8406110022 

50-352 

G 
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CATEGORY 

VOLLMER, R- H. 
VOLLMER, R. H. 
VOLLMER, R. H. 

8401 100493* 
8402270037* 
8406120601* 

FQIA 

FOIA 

50-329 

A 

VOLLMER, R. H. 

8406120605* 

50-329 

A 

VOLMER, C. J. 

VOLMER, C. J. 

VON RIESEMANN 

8406050154 

8406190137* 

8406040145* 

QA999 

QA999 

50-309 

P 

VON RIESEMANN 

8406040145* 

50-309 

P 

VORDERBRUEGGEN 

8406250158* 

50-528 

Q 

VORSE, J. Y. 

840601001 1* 

50-400 


VORSE, J. Y. 

8406010017* 

50-400 

Q 

VORSE, J. Y. 

8406010018* 

50-400 

Q 

VORSE, J. Y. 

B406010020* 

50-400 

Q 

VORSE, J. Y. 

8406010022* 

50-400 

G 

VORSE, J. Y. 

8406010024* 

50-400 

Q 

VORSE, J. Y. 

8406010025* 

50-400 

Q 

VORSE, J. Y. 

8406010029* 

50-400 

Q 

VORSE, J Y. 

8406010033* 

50-400 

G 

VORSE, J Y. 

8406010040* 

50-400 

G 

VOSBURY, F. 

8406080266* 

50-285 

P 

VOSBURY , F. W. 

8406040148* 

50-331 

P 

VOSS. J. 

8406200514* 

WASTE MGT 

VUKOVICH, T. J. 

8406130031 

50-303 

S 

WAGAMAN, D. E. 

8406250292 

50-280 

F 

WAGGER, R. S. 

WAGNER, D. H. 

8406080285* 

8406190490 

CONTRACT 

50-3 54 

E 

WAGNER, D. H. 

8406200088 

50-354 

A 

WAGNER, D. H. 

8406250399 

50-354 

F 

WAGNER, D. H. 

8406260541 

50-354 

A 

WAGNER, D. H. 

8406260598 

50-354 

E 

WAGNER, M. E. 

8406060061 

50-244 

0 

WAGNER, M. E. 

84061 10017 

50-289 

0 

WAGNER, M. E. 

8406150101 

50-289 

G 

WAGNER, P. C. 

84061 10099 

50-267 

F 

WAGNER, P. C. 

8406120394 

50-267 

P 

WAGNER, P. C. 

8406120466 

50-267 

P 

WAGNER, W. J. 

8406050293* 

50-27 5 

Q 

WAITE, R. S. 

8406250290* 

50-397 

Q 

WALKER, J. B. 

8406150025 

50-259 

8 

WALKER, J. B. 

8406190331 

50-260 

S 

WALKER, J. B. 

8406220281 

50-296 

S 

WALKER, R. D. 

84051 10058 

50-266 

G 

WALKER, R. D. 

8406050048* 

50-320 

Q 

WALKER, R. D. 

8406050241 

50-295 

V 

WALKER, R. D, 

8406050437 

50-331 

Q 

WALKER, R. D. 

8406050469 

50-295 

V 

WALKER, R. D. 

8406110262 

50-34 1 

V 

WALKER, R, D. 

8406110325 

50-373 

Q 

WALKER, R. D. 

8406120243 

50-440 

V 

WALKER, R. D. 

8406150147 

50-305 

Q 

WALKER, R. D. 

8406190230 

50-374 

Q 

WALKER, R, D, 

8406210110 

50-116 

V 

WALKER, R. D. 

8406260093 

50-461 

Q 

WALKER, R. D. 

8406260099* 

50-461 

Q 

WALKER, R, D, 

8406260449 

50-254 

Q 

WALKER, R. S. 

8404200240* 

COMMISSION 

WALLACE, P. R. 

8406180264 

50-328 

S 

WALLACE. P. R. 

8406190307 

50-328 

S 

WALLACE, P. R. 

8406250252 

50-327 

s 

WALLACE, P. R. 

8406290044 

50-327 

8 

WALLACE, P. R. 

8406290240 

50-327 

S 

WALLER, R, 

8406060085* 

50-352 

T 

WALLER, R. 

8406140098* 

50-352 

T 

WALLETT, S. 

WALTER, R. J. 

8406260500 

8406070064* 

CONTRACT 

50-305 

P 

WALTER, R. J. 

8406140286* 

50-280 

P 

WALTNER, E. 

8406230567* 

50-247 

Q 

WALTON, G. A. 

8406290487* 

50-412 

Q 

WANG, J. C. 

WARD, K. D. 

8406040288* 

0406150062* 

71-9036 

50-329 

G 

WARD, K. D. 

8406150228* 

50-440 

G 

WARD, W. J. 

8406150034* 

50-482 

G 

WARD, W. J. 

8406220017* 

50-482 

G 

WARE, A. G. 
WAREMBOURG, D. 

8406070132 

8406050116 

NUREG 

50-267 

P 

WAREMBOURG, D. 

8406110110 

50-267 

8 

WAREMBOURG- D, 

8406110224 

50-26 7 

S 


AUTHOR 
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NUMBER 
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WAREMBOURG, D. W 

8406180364 

50-267 

WAREMBOURG, D W 

840622020 5 

50-267 

WAREMBOURG, D. W. 

840628024 1 

50-267 

WARNER, F. 

8406190001 

50-352 

WARNICK, R. 

8406180192 

50-483 

WARNICK, R. F 

830930002 1* 

50-329 

WARNICK, R. F 

8310210108* 

50-329 

WARNICK, R. F 

840601024 1 

50-329 

WARNICK, R. F 

8406010248 

50-440 

WARNICK, R. F 

8406010362 

50-329 

WARNICK, R. F. 

8406020056* 

50-329 

WARNICK, R. F 

8406020077* 

50-329 

WARNICK, R. F. 

8406020101* 

50-329 

WARNICK, R. F. 

8406020127* 

50-329 

WARNICK, R. F 

8406020138* 

50-329 

WARNICK, R, F 

8406040307* 

50-329 

WARNICK, R. F 

8406040312* 

50-329 

WARNICK, R. F 

8406040391* 

50-329 

WARNICK, R. F 

8406050028* 

50-329 

WARNICK, R, F 

8406110334 

50-341 

WARNICK, R. F 

8406120199* 

50-329 

WARNICK, R. F 

8406130014* 

50-329 

WARNICK, R. F 

8406150039 

50-329 

WARNICK, R. F 

8406100275 

50-546 

WARNICK, R. F 

84061902B9 

50-329 

WARNICK, R. F 

8406260037 

50-358 

WARNICK, R. F 

840626027 4 

50-461 

WARNICK, R. F 

840626044 6 

50-483 

WARNICK, R. F 

840626046 0 

50-483 

WASTLER, 8 L 

8406020352 

40-882*7 

WASTLER, 8. L 

8406040003 

40-8745 

WASTLER, 8, L 

840604022 3* 

40-8064 

WASTLER, 8. L 

840606003 8 

40-8829 

WASTLER, 8 L 

8406060041* 

40-8829 

WATFORD, P S. 

0406180121 

50-373 

WATSON# L. J. 

8406220107* 

50-416 

WATSON# 8. N, 

8406010342 

71-6717 

WATTERS, J. P 

8406190347 

70-1201 

WEAVER, K. 

8406180298* 

50-454 

WEAVER. R. R. 

0406200133* 

40-3453 

WEBER, M. F. 

8406110070 

WASTE M< 

WEBER, M. F. 

8406110223 

WASTE M< 

WEBSTER, B, H 

8406010442 

71-9151 

WECHSELBERQER 

8406010298* 

50-219 

WEEKS, E. D. 

84060702 5 2 

50-133 

WEEKS, J. R 

82071303 5 4* 

50-329 

WEEKS, J. R. 

840604009 2* 

FOIA 

WEGST, W, F, 

0406250309 

50-142 

WEIGHTMAN, R T. 

840622001 4 

PT21 

WEIGHTMAN, R T. 

8406220163 

50-498 

WEIGHTMAN, R T. 

8406220175 

50-341 

WEIGHTMAN, R T. 

8406220206 

PT21 

WEIGHTMAN, R T. 

8406220223 

PT21 

WEIGHTMAN, R. T. 

840622024 6 

PT2 1 

WEINKAM, E. J 

8406070117 

50-458 

WE INK AM, E, J 

@40626064 7 

50-458 

WEI BE, K, E. 

84061800 5 3* 

FOIA 

WEI8E, S 

@406140013 

50-325 

WEISE, 3. 

@406180408 

50-400 

WEI8E, ©. 

0406220082* 

50-413 

WEISMANTLE# J A. 

@406190388* 

50-322 

WEISS, E, R 

8406050316 

PR 

WEISS, E.R. 

8406050316 

PR 

WEISS, E: R. 

8406080186 

PR 

WEISS, E.R. 

8406080186 

PR 

WEISS, E.R. 

@406260258 

50-2B9 

WEISS, E, R. 

@406260258 

50-209 

WELCH, J, F. 

8406020167 

70-1308 

WELLS, c. e 

@406050289 

50-346 

WELLS, R. A, 

8406050073* 

50-329 

WELLS, R. A. 

@406120126* 

50-329 

WELLS, R, A. 

8406120223* 

50-329 

WELLS, R. D. 

8406280304 

50-320 

WELLS, R. W. 

@406290320 

TOPREP 

WELLS, R. W. 

8406290320 

TOPREP 

WEN, P. G. 

8406140254* 

50-206 

WEN, PC. 

8406260382* 

50-271 
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ACCESSION 

SUBJECT 



rHOR 

NUMBER 

CATEGORY 

AUTHOR 

JER. E. C. 

8406140251* 

50-317 

Q 

WHITTIER, G. D. 

R. 

8406020449 

70-2932 


WHITTIER, G. D. 

r, H. M. 

8406120489* 

50-443 

Q 

WHITTIER, G. D. 

r, r. g . 

8406060454* 

50-352 

T 

WHITTIER, G. D. 

c. 

8406250056* 

70-2993 


WI ANT , M. D. 

c. 

8406250068* 

70-2993 


WIDMAYER, D. A. 

■r, g . r. 

8406010330 

50-302 

S 

WIDMAYER, D. A. 

■R, G. R. 

8406040041 

50-302 

P 

WIDRIG, R. D. 

:rti g. r. 

8406050190 

50-302 

P 

WIEDEMAN, D. 

:r, g. r. 

8406050366 

50-302 

s 

WIEDEMAN, D. G. 

:Ri G. R. 

8406110216 

50-302 

R 

WIEDEMAN, D. G. 

:r, g. r. 

8406110295* 

50-302 

Q 

WIEDER, A. V. 

:r, g. r. 

8406110296* 

50-302 

Q 

WIEDER, A. V. 

[Ri G. R. 

8406120283 

50-302 

Q 

WIEDER, A. V. 

:r, g. r. 

8406140130 

50-302 

P 

WIESEMANN, R. A. 

:r, g. r. 

8406150032 

50-302 

R 

WIESEMANN, R. A. 

:r, g. r. 

8406150100 

50-302 

S 

WIESEMANN, R. A. 

:r, g. r. 

8406190193 

50-302 

Q 

WIESEMANN, R. A. 

:r, g. r. 

8406220200 

50-302 

P 

WIESEMANN, R. A. 

:r. g. r. 

8406220245 

50-302 

P 

WIESEMANN. R. A. 

R, G. R. 

8406230382* 

50-302 

G 

WIESEMANN, R. A. 

R. G. R. 

8406280409 

50-302 

S 

WIESEMANN, R. A. 

R, G. R. 

8406290288 

50-302 

P 

WIESEMANN, R. A. 

G, R . 

8403220146* 

50-329 

G 

WIGGINS, E. 

G, R. A. 

8406050463* 

50-483 

G 

WIGGINS, E. 

AN, T. 

8406230548* 

50-298 

G 

WIGGINS, E. 

L, B. S. 

8402220284 

50-373 

S 

WIGGINS, E. J. 

L, B. S. 

8406120425 

50-373 

s 

WIGGINS, E J. 

L, B. S. 

8406200038 

50-373 

s 

WIGGINS, J. T. 

. M. 

8406260062 

50-389 

F 

WI GGI NTON, D. L. 

AHN. M. J. 

8406070331 

50-458 

G 

WIGGINTQN, D. L. 

AHNi M. J. 

8406070331 

50-458 

G 

WIGGINTON, J. E. 

AHN, M. J. 

8406120172* 

50-352 

G 

WIKTOR, D. L. 

AHN, M. J. 

8406120172* 

50-352 

G 

WILBORN, L. 

AHN, M. J. 

B406140094 

50-352 

T 

WILCOVE, M. N. 

AHN, M. J. 

8406140094 

50-352 

T 

WILCOVE. M. N. 

AHN, M. J. 

8406200343 

50-352 

G 

WILCOVE, M. N. 

AHN, M. J. 

8406200343 

50-352 

G 

WILD, P, A. 

AHN, M. J. 

8406200346* 

50-352 

G 

WILGUS, W. S. 

AHN, M. J. 

8406200346* 

50-352 

G 

WILKEY, P. L. 

AHN. M. J. 

8406200349* 

50-352 

G 

WILKS, B. L. 

AHN. M. J. 

8406200349* 

50-352 

G 

WILLETT, D. J. 

AHN, M. J. 

8406200353* 

50-352 

G 

WILLETT, D. U. 

AHN. M. J. 

8406200353* 

50-352 

G 

WILLIAMS, C. C. 

AHN, M. J. 

8406200356* 

50-352 

G 

WILLIAMS, C. C. 

AHN, M. J. 

8406200356* 

50-352 

G 

WILLIAMS, C. C. 

, W. C. 

8406010494* 

71-4 


WILLIAMS, C. C. 

, J. T. 

8406040027* 

CONTRACT 


WILLIAMS, C. C. 

, R. M. 

8406120131* 

50-329 

T 

WILLIAMS, D. 

, J. M. 

8406010311 

PR 


WILLIAMS, F. C. 

, J. M. 

8406110196 

50-454 

G 

WILLIAMS, F. C. 

. J. M. 

84061 10196 

50-454 

G 

WILLIAMS, H. L. 

, J. M. 

8406110204* 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406110204* 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406180434 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406180436* 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406190156 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406200336 

50-454 

G 

WILLIAMS, J. W. 

, J. M. 

8406200336 

50-454 

G 

WILLI AMS, J. W. 

, S. 

8406070149 

50-29 

R 

WILLIAMS, J. W. 

. D. 

8406190093 

WASTE MGT 

WILLIAMS, J. W. 

. R. 

8406140226* 

50-244 

Q 

WILLIAMS, J. W. 


8406070138* 

50-331 

P 

WILLIAMS, J. W. 

! L. 

8406110229 

30-206 

R 

WILLIAMS, J. W. 

. L. 

8406110232* 

50-206 

R 

WILLIAMS, J. W. 

, L. 

8406210521* 

50-482 

Q 

WILLIAMS, J. W. 

ER. L. 

8406050187* 

50-170 

Q 

WILLIAMS, J. W. 

ER. L. 

8406180321* 

50-244 

Q 

WILLIAMS, J. W. 

ER, L. 

8406230546* 

50-223 

Q 

WILLIAMS, J. W, 

R, G. D. 

8406010156 

50-309 

P 

WILLIAMS, J. W. 

R. G. D. 

8406040138 

50-309 

P 

WILLIAMS, J. W. 

R. G. D. 

8406050108 

50-309 

R 

WILLIAMS, J. W. 

R, G. D. 

8406050231 

50-309 

P 

WILLIAMS, M. 

R, G. D. 

8406050458 

50-309 

S 

WILLIAMS, 0. G. 

R, G. D. 

8406050483 

50-309 

P 

WILLIAMS, 0, G. 

R, G. D. 

8406080073 

50-309 

P 

WILLIAMS, R. E. 

R, G. D. 

8406180200 

50-309 

P 

WILLIAMS, R. E. 
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NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUB J 
CATE 

8406260032 

50-309 

P 

WILSON, J. H. 

8406040014 

50-38 

8406260159 

50-309 

P 

WILSON, J. H. 

8406150344 

50-38 

8406260340 

50-309 

P 

WILSON, J. H. 

8406250385 

50-38 

8406260433 

50-309 

P 

WILSON, J. L. 

8406190181 

50-28 

8406210145 

50-456 

A 

WILSON, J. L. 

8406280194 

50-28 

8406110135 

WASTE MGT 

WILSON, J. L. 

8406280198* 

50-28 

84061 10152 

27-47 


WILSON, J. L. 

8406280207* 

50-28 

8002250601* 

50-329 

E 

WILSON, R. F. 

8406050104 

50-28 

8406140227 

I&E 


WISE, C. R. 

8406120411 

50-48 

8405010189 

I&E 


WISE, M. A. 

8406110010* 

CONTR 

8406120327 

70-1412 


WISEMAN, G. R. 

8406190392* 

50-41 

8406180313* 

70-25 


WIBENBURG. M. R. 

8406050337 

PR 

8406250213* 

70-734 


W I THEE, C. J. 

8406080305 

NUREG 

8406290203* 

50-397 

G 

WITHERS, B D. 

8406050496 

50-34 

8406010250* 

50-413 

A 

WITHERS. B. D. 

8406050502* 

50-34 

8406070234* 

50-482 

A 

WITHERS. B. D. 

840606018B 

50-34 

8406190276 

toprep 


WITHERS. B. D. 

8406060255 

50-34 

8406190463* 

TOP REP 


WITHERS, B. D. 

8406070288 

50-34 

8406220227* 

50-269 

P 

WITHERS, B. D. 

8406110140 

50-34 

8406250338* 

toprep 


WITHERS. B. D. 

8406110273 

50-34 

8406260118* 

50-445 

A 

WITHERS. B. D. 

8406120515 

50-34 

8406260238* 

50-413 

A 

WITHERS, B. D. 

8406130075 

50-34 

840628021 1* 

TOPREP 


WITHERS, B. D. 

8406140026 

50-34 

8406020374 

CONTRACT 


WITHERS, B. D. 

8406150111 

50-34 

8406020375 

CONTRACT 


WITHERS, B. D. 

8406150115* 

50-34 

8406250081 

CONTRACT 


WITHERS, B. D. 

8406180110 

50-34 

8406120540 

CONTRACT 


WITHERS, B. D. 

8406180282 

50-34 

8406250109 

50-344 

P 

WITHERS. B. D. 

8406260052 

50-34 

8406050168* 

50-352 

Q 

WITHERS, B. D. 

8406260058* 

50-34 

8406210180 

50-316 

P 

WITT, W. A. 

8406040002* 

50-48 

8406280032 

50-316 

P 

WITTIG, T. 

8406060193* 

50-44 

B40628031 7 

TOPREP 


WOELFLING, M. 

8406190189 

50-28 

8406040403* 

50-329 

A 

WOELFLING, M. 

8406190195* 

50-28 

8406230548* 

50-298 

G 

WOLF, J. F. 

8406150162 

50-32 

8406060069 

50-352 

G 

WOLFE, S. J- 

0406050522 

50-28 

8406060438 

50-352 

G 

WOLFE, S. J. 

8406060128 

50-28 

8406150190 

50-454 

G 

WOLFE, 8. J. 

8406060399 

50-48 

8406120541* 

50-329 

A 

WOLFE, S. J. 

8406130128 

50-28 

B406130069 

PR 


WOLFE, S. J. 

8406290081 

50-48 

8406210455 

NUREG 


WOLLETT, S. 

0406020424 

CONTR 

8406210347 

50-387 

S 

WOLLETT, S. 

8406040017 

CONTR 

8406260009* 

50-397 

G 

WOLLETT. S. 

8406040022 

CONTR 

8406260241* 

50-397 

Q 

WOLLETT, S. 

8406260065 

30-38 

B406120323* 

50-454 

G 

WOLLETT, S. 

8406290218 

CONTR 

8406150179* 

50-34 1 

G 

WOOD, P. J. 

8406080162# 

30-42 

840626021 1* 

50-454 

G 

WOODHEAD, C. P. 

8406040361 

50-44 

8406260458* 

50-483 

G 

WOODHEAD, C. P. 

8406060403 

50-14 

8406260481* 

50-454 

G 

WOODHEAD, C. P. 

8406150174 

30-14 

8406190035 

50-352 

D 

WOODHEAD, C, P. 

8406220155 

30-14 

8406120109* 

50-329 

G 

WOODRUFF, R. L 

8406120604* 

27-47 

8406120109* 

50-329 

G 

WOODRUFF, R. L. 

8406120608* 

27-47 

8405290323* 

50-271 

I 

WOODS, R. 

8406190130# 

FOIA 

8406050238 

50-250 

P 

WOODWARD, C. H. 

840626031 1* 

30-24 

8406050266 

50-250 

F 

WOOLEVER, E. J. 

8405290307 

30-27 

8406050272 

50-335 

S 

WOOLEVER, E. J. 

8406010314 

30-41 

8406050337 

PR 


WOOLEVER, E. J. 

8406040159 

30-41 

8406050339 

50-335 

P 

WOOLEVER, E. J. 

840604021 1 

30-41 

8406060178 

50-389 

F 

WOOLEVER, E. J. 

8406040267 

30-41 

8406080175 

50-250 

P 

WOOLEVER, E. J. 

8406050091 

30-41 

8406110288 

50-389 

P 

WOOLEVER, E. J. 

8406050254 

30-41 

8406130089 

50-251 

S 

WOOLEVER, E. J. 

8406050256 

50-41 

8406130146 

50-251 

s 

WOOLEVER, E. J. 

B406050448 

30-41 

8406180289 

50-250 

s 

WOOLEVER, E. J. 

8406060106 

30-41 

8406180361 

50-250 

s 

WOOLEVER, E. J. 

8406080013 

30-41 

8406190265 

50-335 

s 

WOOLEVER, E. J. 

8406080106* 

30-41 

8406190391 

50-335 

Q 

WOOLEVER, E J. 

8406080185* 

50-43 

8406200205 

50-250 

P 

WOOLEVER, E. J. 

8406110256. 

PR 

8406210527* 

50-250 

Q 

WOOLEVER, E. J. 

8406140008 

50-43 

8406210538* 

50-250 

Q 

WOOLEVER, E. J. 

8406140009 

50-43 

8406220109 

50-250 

P 

WOOLEVER, E. J. 

8406190153 

50-4) 

8406250179 

50-335 

P 

WOOLEVER. E. J. 

8406190187 

50-41 

8406260280 

50-250 

P 

WOOLEVER. E J. 

8406190191 

50-4! 

840607021 1* 

50-293 

P 

WOOLEVER, E. J. 

8406210070 

50-4! 

8406120626 

Ft) I A 


WOOLEVER, E. J. 

8406210136 

50-4! 

8406120628 

FOIA 


WOOLEVER. E. J. 

8406250198 

50-4! 

8406020305 

40-8084 


WOOLEVER, E. J. 

8406250200 

30-4! 

8406040282 

40-8084 


WOOLEVER, E. J. 

8406250226 

30-4! 

0406 130020* 

CONTRACT 


WOOLEVER. E. J. 

8406250243 

30-4! 


622 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WRIGHT, C. L 

8406280365 

50-261 

S 

YUNDT, C.P. 

8406110219 

50-344 

S 

WRIGHT, G. 

8406 140 14 5* 

50-295 

Q 

YUNDT, C. P. 

8406120247 

50-344 

S 

WRIGHT, N. A. 

8406040393* 

FOI A 


YUNDT, C P 

8406120298 

50-344 

S 

WRIGHT, N. A. 

8406060081 

50-352 

G 

YUNDT, C.P 

8406190397 

50-344 

S 

WRIGHT, N. A. 

8406060137 

50-352 

G 

YUNDT, C. P 

8406190416 

50-344 

S 

WRIGHT, N. A. 

8406150104 

50-352 

G 

ZAHNLEUTER, R. J. 

8406070312 

50-322 

G 

WRIGHT, N. A. 

8406220260 

50-352 

G 

ZAHNLEUTER, r j. 

8406070337 

50-322 

T 

WRIGHT, R. J. 

8406110156 

WASTE MGT 

ZAHNLEUTER, R. J. 

8406200329 

50-322 

G 

WRIGHT, R. J. 

8406150316 

WASTE MGT 

ZAMAR IN, R. G. 

8406070216* 

FOI A 


WRIGHT- R. J. 

8406150321 

WASTE MGT 

ZEUGIN, L. B. 

8406050365 

50-322 

G 

WRIGHT, R. J. 

8406200095 

WASTE MGT 

ZEUGIN, L. B. 

8406050365 

50-322 

G 

WRIGHT, R. J. 

8406200374* 

WASTE MGT 

ZIBULSKY, H. 

8406080147* 

50-245 

Q 

WRIGHT, R. W. 

8406220182* 

50-390 

Q 

ZIBULSKY, H. 

8406140240* 

50-244 

Q 

WRIGHT, R. W 

8406220283* 

50-259 

G 

ZIELINSKI, K. 

8406150181 

50-255 

F 

WRIGHT, S. V. 

8406110144 

27-48 


ZIEMANN, D. L. 

8307260079* 

50-329 

A 

WU,P. 

8406130163* 

50-255 

P 

ZILBER5TEIN, V. 

8406150273* 

50-206 

S 

WU,P. C. 

8406060439* 

50-400 

G 

ZIMMERMAN, J. V. 

8406010459 

XPORTLIC 


WYLLIE, L. A. 
WVNGARDEN, S. D. 

8406040145* 

8406150292 

50-309 

40-3392 

P 

ZIMMERMAN, J. V. 
ZIMMERMAN, J. V. 

8406010470 

8406010473 

XPDRTLIC 

XPORTLIC 


YANDELL, L. A. 

8406010339* 

50-285 

Q 

ZIMMERMAN, J. V. 

8406010475 

XPORTLIC 


YANDELL, L. A. 

8406220065* 

50-285 

Q 

ZIMMERMAN, J. Y. 

8406010478 

XPORTLIC 


YANG, C. Y. 

8406260242* 

50-413 

A 

ZIMMERMAN, J. V. 

840601 0480 

XPORTLIC 


YANG, R. 

YBARRONDO, L. J. 
YBARRONDO, L. J. 

8406150133* 

8406060331* 

8406210031* 

50-206 

CONTRACT 

CONTRACT 

S 

ZIMMERMAN, J. V. 
ZIMMERMAN, J. V. 
ZIMMERMAN, J. V. 

8406010484 

8406010439 

8406010498 

XPORTLIC 

XPORTLIC 

XPORTLIC 


YIN, I. T. 

8406050352* 

50-456 

Q 

ZIMMERMAN, J V. 

B406010501 

XPORTLIC 


YIN, I. T. 

8406270177* 

50-275 

P 

ZIMMERMAN, U. V. 

8406010537 

XPORTLIC 


YORK, J. W. 

8406220283* 

50-259 

G 

ZIMMERMAN, J. V. 

B4061 20168 

XPORTLIC 


YORK, J. W. 

8406230072* 

50-390 

Q 

ZIMMERMAN, J. V. 

8406120170 

XPORTLIC 


YOUNG, C. E. 

8406180395 

50-142 

G 

ZIMMERMAN, U. V. 

8406120175 

XPORTLIC 


YOUNG, C. E. 

8406250315* 

50-142 

P 

ZIMMERMAN, J. V. 

8406140032 

XPORTLIC 


YOUNG, F. 

YOUNG, M. Y. 

8406150177* 

8406280223* 

50-289 
TOP REP 

Q 

ZIMMERMAN, J. V. 
ZIMMERMAN, J. Y. 

8406140052 
8406 1 40054 

XPORTLIC 

XPORTLIC 


YOUNG, T. 

8406190444 

50-312 

S 

ZIMMERMAN, J. V. 

8406140077 

XPORTLIC 


YOUNG, T. 

8406250158* 

50-528 

Q 

ZIMMERMAN, J. Y. 

B4061 50029 

XPORTLIC 


YOUNG, T, 

8406250219* 

50-312 

G 

ZIMMERMAN, J. Y. 

8406150047 

XPORTLIC 


YOUNG, T. 

8406260048* 

50-528 

G 

ZIMMERMAN, J. V. 

8406200268 

XPORTLIC 


YOUNG, T. 

8406260051* 

50-528 

Q 

ZIMMERMAN, J. V. 

8406200270 

XPORTLIC 


YOUNG, T. 

8406260057* 

50-528 

G 

ZIMMERMAN, J. V. 

8406200272 

XPORTLIC 


YOUNG, T. 

8406260329* 

50-312 

G 

ZIMMERMAN, J. V. 

8406200273 

XPORTLIC 


YOUNG, T. 

8406260339* 

50-312 

Q 

ZIMMERMAN, J. Y. 

8406200274 

XPORTLIC 


YOUNG, T. 

8406270066* 

50-528 

G 

ZIMMERMAN, J. V. 

8406200275 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406010468 

50-483 

E 

ZIMMERMAN, J. V. 

8406200323 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406020245 

50-483 

F 

ZIMMERMAN, J. V. 

8406200446 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406060353 

50-341 

A 

ZIMMERMAN, J. V. 

8406200454 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406060416 

50-423 

F 

ZIMMERMAN, J. V. 

8406210098 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406070040 

50-440 

Q 

ZIMMERMAN, J. V. 

8406260549 

XPORTLIC 


YOUNGBLOOD, B . J. 

8406070134* 

50-483 

G 

ZIMMERMAN, J. V. 

8406260552 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406080320 

50-440 

E 

ZIMMERMAN, J. V. 

8406260555 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406110367 

50-387 

E 

ZIMMERMAN, J. V. 

8406260558 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406120144 

50-423 

E 

ZIMMERMAN, J. Y. 

8406260583 

XPORTLIC 


YOUNGBLOOD, B, J. 

8406120543 

50-482 

F 

ZIMMERMAN, J. V. 

B406260587 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406190171 

50-456 

A 

ZIMMERMAN, J. Y. 

840626061 1 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406190505 

50-388 

P 

ZIMMERMAN, J. Y. 

8406260616 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406190628 

50-483 

A 

ZIMMERMAN, J. V. 

8406260619 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406200223 

50-483 

F 

ZIMMERMAN, J. Y. 

8406260623 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406200262 

50-341 

F 

ZIMMERMAN, J. V. 

8406260628 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406200287 

50-482 

E 

ZIMMERMAN, J. V. 

8406280499 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406200506 

50-445 

A 

ZIMMERMAN, J. V. 

8406290134 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406200519 

50-482 

F 

ZIMMERMAN, J. V. 

8406290151 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406210001 

50-454 

F 

ZIMMERMAN, J. V. 

8406290156 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406260029 

50-423 

A 

ZIMMERMAN, J. Y. 

8406290165 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406260479 

50-445 

A 

ZIMMERMAN, J. Y. 

8406290287 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406260534 

50-445 

A 

ZIMMERMAN, J. W. 

8406010499 

XPORTLIC 


YOUNGBLOOD, B. J. 

8406260577 

50-341 

A 

ZIMMERMAN, R. P. 

8406080008* 

50-244 

Q 

YOUNGBLOOD, B. J. 

840627008 1 

50-445 

A 

ZIMMERMAN, S. R. 

8406040066 

50-400 

A 

YOUNGBLOOD, B. J. 

8406270397 

50-483 

E 

ZIMMERMAN, S. R. 

8406050356 

50-261 

P 

YOUNGBLOOD, B. J. 

8406280126 

50-445 

A 

ZIMMERMAN, S. R. 

8406120226 

50-400 

V 

YOUNGBLOOD, B. J. 
YOUNGE, W. H. 

8406280272 
8406 150165* 

50-483 

40-8760 

G 

ZIMMERMAN, S. R. 
ZIMMERMAN, S. R. 

8406120361 

8406130130 

50-261 

PR 

P 

YUHAS, G, 

8406260223* 

50-528 

G 

ZIMMERMAN, S. R. 

8406140212 

50-400 

E 

YUHAS, G. P. 

8406260273* 

50-361 

Q 

ZIMMERMAN, S. R. 

8406210361 

50-400 

E 

YUHAS, G. P. 

8406260281* 

50-361 

Q 

ZIMMERMAN, S. R. . 

B406250253 

50-324 

P 

YUHAS, G. P. 

,S406260289* 

50-361 

G 

ZIMMERMAN, S. R. 

8406260195 

50-400 

E 

YUHAS, G. P. 

•8406260512* 

50-312 

Q 

ZIMMERMAN, S. R. 

8406270007 

50-261 

P 

YUHAS, G. P. 

8406260523* 

50-344 

G 

ZIMMERMAN, S. R. 

8406270140 

50-261 

P 

YUHAS, G. P. 

8406260524* 

50-344 

G 

ZIMMERMAN, S. R. 

8406280457 

50-400 

K 


VI (MAS. Q D aar\J.'->-7nr,-r -hi. 






CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Arizona State Univ, , Tempe, A2 
Vrizona, Univ. of, Tucson, AZ 


ACCESSION 

NUMBER 


8406110348 
84061 10348 
84061 10353 
8406120317 
8406130070 

8406130070 

8406130070 

8406130158 

8406130158 

8406130158 

8406130169 

8406130169 

8406130169 

8406180128 

8406180202 

8406180202 

8406180202 

8406180206 

8406180206 

8406180206 

8406180209 

8406180209 

8406180209 

8406180214 

8406180218 

8406180218 

8406180218 

8406180257 

8406180257 

8406180257 

8406180294 

8406180294 

8406180294 

8406190283 

8406190283 

8406190283 

8406190422 

8406190423* 

8406190440 

8406190475 

8406190475 

8406190475 

8406190483 

8406200218 

8406220222 

8406250079 

8406250079 

8406250079 

8406250127 

0406250133 

8406250197 

8406250197 

8406250202 

8406250202 

8406250202 

8406250233 

8406250233 

8406250233 

8406250235 

8406250235 

8406250245 

8406250245 

8406250245 

8406250265 

8406280097 

8406290283 

8406290296 

8406290334 

8406040027* 

8406210021* 


SUBJECT 

CATEGORY 


50-528 3 

50-528 S 
50-528 S 
50-528 S 
50-528 H 

50-528 H 
50-528 H 
50-528 F 
50-528 F 
50-528 F 

50-528 A 
50-528 A 
50-528 A 
50-528 5 

50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-52B S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-529 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-52B S 
50-528 S 
50-528 S 
50-528 A 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-530 S 
50-528 <3 

50-528 Q 
50-528 Q 
50-528 S 
50-528 A 
50-528 A 

50-528 S 
50-528 S 
50-528 S 
50-529 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 A 
50-528 A 

50-528 S 
50-528 S 
50-528 A 
CONTRACT 
CONTRACT 


AUTHOR 

AFFILIATION 


Arkansas Tech Univ., Russellville, AR 
Army, Dept, of 


Army, Dept, of, Corps of Engineers 


Army, Dept, of, Headquarters Materiel 
Development St Readiness Command 


Atlas Minerals, Inc. 


Atomic Industrial Forum 


Arkansas Power & Light Co. 


8406290242* 

8406010303 

8406010303 

8406010308* 

8406010308* 


CONTRACT 
50-313 P 
50-313 P 
50-313 P 
50-313 P 


8406040192 50-368 S 
8406040269 50-313 S 


Atwood St Morrill Co., Inc. (subs, of 
Foster Wheeler Corp. ) 

Automatic Sprinkler Corp. of America, 
Inc. 

Automatic Switch Co. 


AC CESS I Of 
NUMBER 


840607003' 
84060 7022' 
840612028' 
8406120357 
84061 5006C 

840618011; 

840619010: 

8406200137 

840620013S 

8406250277 

840626037C 
840626037C 
84062801 1 1 
84062801 1 1 
8406280398 

8406290393 

8406130214 

8406190535 

8406070306 

8406070319 

8406180431 

8406230202 

8004280415 

8007150658 

8101050505 

8101140441 
8102280287 
8103020650 
8103020650 
81031 10803 

8103110811 

8103160985 

8103160985 

8103160990- 

8105060341 

8105060343- 

8202050089- 

8202050092’ 

8202050092’ 

8202050094-* 

82020 50094-) 
8202050095-1 
8202050095-1 
8202050097H 
8202050097-1 

8202050100-* 

8202050102-1 

8202050102-1 

8202050105-1 

8202050105-1 

8406070385* 

8406070385* 

8406070386* 

8406120596* 

8406120596* 

8406180339* 

8406230178* 

8406230183* 

8406230199* 

8406010129 

8406010134 

8406020303 

8406020324 

8406200129 

8406200133* 

8406050337 

8406080194 

8406080195 

8406130073 

8406230422* 

8406260217 

8406080210 

8208300331* 

8405230404* 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8406150231* 

40-6920 


8406150234* 

40-6920 


8406150235* 

40-6920 


84061 50239* 

40-6920 

ners Group 

8406140236 

50-293 


8406190447 

TOP REP 


8406280408* 

TOP REP 

k 8c Wilcox Co. 

8406010257 

70-27 


8406040067 

71-6294 


8406040154* 

FOI A 


8406110332 

TOP REP 


8406110335* 

TOP REP 


8406130086 

50-13 F 


8406130190* 

70-27 


8406140261* 

FOI A 


9406190062 

71-9191 


84061 90064* 

71-9191 


8406190065* 

71-9191 


8406190547 

70-1201 


8406200014 

TOP REP 


8406210130* 

70-135 


8406270147 

PRM 


8406270272 

70-364 

8c Wilcox Operating Plants Owners 

8406150205 

TOP REP 


8406210084 

TOPREP 

8c Wilcox Regulatory Response 

8406190447 

TQPREP 

Co. , Inc. (subs, of Hillman Coal 

8406010349 

QA999 

Co. ) 


8406250182 

QA999 

re Gas 8< Electric Co. 

8403130299 

30-317 S 


8403300100 

50-317 S 


8405240024 

50-317 F 


8406050226 

50-318 S 


B4O6O50273 

50-318 S 


8406050285* 

50-317 Q 


8406050337 

PR 


8406050447 

50-317 J 


8406030447 

30-317 J 


8406030490 

30-317 F 


8406070174 

30-318 S 


8406140220 

30-317 P 


8406180201 

50-317 P 


8406 1B0387 

PR 


8406190176 

30-317 F 


8406190341 

30-318 0 


8406200038 

30-317 P 


8406210130 

30-317 H 


8406220144 

30-317 R 


8406220144 

30-317 R 


8406260394* 

50-317 G 


8406290235 

30-317 F 


8406290361 

50-317 F 

Waste Isolation Project 

8406070382 

WASTE MGT 


8406110085 

WASTE MGT 


8406120084 

WASTE MGT 


8406130330 

WASTE MGT 


8406140304 

WASTE MGT 


8406130023 

WASTE MGT 

e Human Affairs Research Centers 

8406260039 

NUREG 

Memorial Institute, Columbus 

8406010275 

70-8 

tor i es 


8406030212 

30-6 R 


8406080115 

WASTE MGT 


8406080117* 

WASTE MGT 


8406140148* 

50-263 P 


8406260020* 

CONTRACT 

Memorial Institute, Pacific 

8002250601* 

50-329 E 

»st Laboratories 




8406040071 

NUREG 


8406040139 

NUREG 


8406040205* 

FOI A 


8406060417 

NUREG 


8406060432 

NUREG 


8406080258 

NUREG 


8406080265 

NUREG 


8406110015 

RES 


oint'ioA'ina Lunen 


AUTHOR 

AFFILIATION 

Baxter Fluidpoiuer Group 
Bear Creek Uranium Co. 


Bechtel Corp. 


BeTg en— Pat er son Pipe Support Corp. 
Bier. Mills, Chr ista-Mar ia , et al 


Bio— Rad Laboratories 
Bishop, Liberman, Cook, Purcell & 
Reynolds 


ACCESSION 

NUMBER 

SUB 

CAT 

8406120480 

30-2 

8406290257 

50-2 

8403150102 

40-8 

8406020029 

40-8 

8406020298 

40-8 

84060601 18 

40-8 

8406220022* 

40-8 

8012100468* 

30-3 

8012100468* 

50-3 

8101030527* 

30-3- 

8101050527* 

30-3 

8101090349* 

30-3 

8101090349* 

30-3 

8101090356* 

50-3, 

8101090356* 

30-3. 

8101090365* 

50-3 

8101090365* 

30-3 

8102250731* 

30-3, 

8103020657* 

50-3. 

8405240464* 

30-3 

8405240464* 

so-3: 

8405240473* 

30-3. 

8405240473* 

30-3! 

8405240478* 

30-3 

8405240478* 

50-3: 

8406040114* 

FOI A 

8406030340 

GA99‘ 

8406120569* 

30-3: 

8406130030* 

30-3; 

8406180270 

QA99‘ 

8406200216* 

50-4 

8406210240* 

30-3: 

8406270151 

PR 

8406010264* 

QA99‘ 

8406190474 

30-1 

8406220228 

50-1. 

8406290027 

30-1 

8406140047 

XPQR1 

8406040339 

30-41 

8406060089 

30—4' 

8406060089 

30-4' 

8406060457* 

30-4' 

8406060457* 

50-4' 

8406070327 

50-4' 

8406080194 

PR 

8406080247 

PR 

8406110243 

PR 

8406130035 

50-4' 

8406130122 

30-4' 

8406130096 

50-41 

8406130138 

50-4' 

8406150169 

30-4' 

8406150169 

30-4' 

8406180373 

30-4' 

8406180375 

30-4' 

8406180380* 

50-4' 

8406180380* 

50-4' 

8406180425 

50-4' 

8406180425 

50—4' 

8406190331 

30—4' 

8406190331 

30-4' 

8406190356* 

30-4' 

8406190336* 

50-4' 

8406200376 

30-4- 

8406200376 

30-4. 

8406220226 

30-4- 

8406220226 

30-4- 

8406250022 

30-4- 

8406250022 

30-4- 

8406250330 

30-4 

8406250352 

50-4 

8406250334 

30-51 

8406250337 

30-4- 

8406250337 


8406250362 


8406250362 









AUTHOR 

AFFILIATION 


fr For Law in the Public Interest 

iX Hill Anti-Nuclear Group Effort 

"Nuclear Systems. Inc. 

ago Bridge & Iron Co. 

kering & Gregory 
innati Gas & Electric Co. 

2 on Action in the Northeast 
i @ns Against Nuclear Power 

i®ni& Association for Sound Energy 


tens Concerned About Nuclear Power, 
■eland Electric Illuminating Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

8406220042* 

50-400 Q 


8406220218 

50-400 G 


8406230216 

50-400 A 


8406250221* 

50-400 A 


8406250253 

50-324 P 


8406260195 

50-400 E 


8406270007 

50-261 P 


8406270140 

50-261 P 


8406280167 

50-400 S 


8406280183 

50-400 S 


8406280226 

50-324 S 


8406280365 

50-261 S 


8406280457 

50-400 K 


8406280438 

50-400 K 


8406280439 

50-400 S 


8406290258 

50-324 P 


8406290238 

50-324 P 


8406290260* 

50-324 P 


8406290260* 

50-324 P 


8406130299 

30-273 G 

Coalition -for Nuclear Power Plant 
Postponement 

8406150299 

50-275 G 


8406130333 

50-275 G 

Colt Industries, Inc. 

8406150337 

30-275 G 


8406130337 

50-275 G 

Combustion Engineering, Inc. 

8406130308 

50-400 G 


8406130308 

50-400 G 


8406130309* 

50-400 G 


8406130309* 

50-400 G 


8406020358 

71-6244 


8406020361* 

71-6244 

Comex Corp. 

Commerce. Dept, of. 

8406150006 

WASTE mgt 


8406130021* 

WASTE MGT 

Commerce, Dept. of. Natl. Oceanographic 

8406210275* 

30-277 P 

Atmospheric Administration 

8406210279* 

50-277 P 


8406210288* 

50-277 P 


8406210295* 

50-277 P 

Committee to Bridge the Gap 

8406210298* 

30-277 P 


8406210302* 

30-277 P 


8406220183 

50-142 G 


8406040173 

71-4986 

Commonwealth Edison Co. 

8406040281 

71-519 


8406030403 

30-358 A 


8406080129 

30-338 G 


8406290107 

30-332 G 


8406130138 

30-293 G 


8406150160* 

50-295 G 


B406040374 

50-445 G 


8406040374 

50-445 G 


8406040383 

30-443 G 


8406040383 

30-445 G 


8406030435 

50-445 G 


8406070130 

30-443 G 


8406070342 

30-445 G 


8406120119 

30-443 G 


8406120119 

30-445 G 


8406120235 

50-445 G 


8406120233 

30-443 G 


8406120239 

30-443 G 


8406120239 

30-443 G 


8406120244 

30-443 G 


8406150360 

50-445 G 


8406260101 

30-445 G 


8406260104 

50-443 G 


8406260132 

30-445 A 


8406260132 

50-445 A 


8406260284 

50-445 G 


8406260284 

30-445 G 


8406130230 

30-498 G 


8406130339 

50-498 G 


8403290323* 

50-271 I 


8406010291 

50-440 G 


8406040327 

30-440 G 


8406040327 

50-440 G 


8406030387 

50-440 S 


8406050387 

50-440 S 


8406050411 

50-440 S 


8406030411 

50-440 S 


8406060101 

50-440 E 


8406060101 

50-440 E 


8406060189 

50-440 A 


8406060189 

50-440 A 


8406060191* 

50-440 A 


8406060231 

50-440 A 


8406060231 

50-440 A 



ACCESSION 

NUMBER 

SUB, 

CAT! 

8406080155 

50-4- 

8406080155 

50-4- 

8406080169 

50-4- 

8406080169 

50-4- 

8406120246* 

30-4- 

8406130224 

50-4- 

8406180362 

50-4- 

8406180362 

50-4- 

8406190152 

50-4 

8406190132 

30-4 

8406190326 

50-4 

8406190326 

50-4 

8406210214 

50-4 

8406210214 

50-4 

8406210228 

50-4 

8406210228 

50-4 

8406220247 

50-4 

8406290019 

50-4 

8406290075 

50-4 

8406050316 

PR 


8406180227 

GA99 

8406260231 

50-4 

8406010276 

50-4 

8406060302 

PR 

8406130038 

TOPR 

8406180145 

TOPR 

8406260342 

TOPF 

8406260380 

50— C 

8406020363* 

so- : 

8406040075* 

CONI 

& 8406010535 

NURE 

8406150081* 

CON 1 

8406190078 

NURI 

8406260498* 

CON' 

8406140108 

50- 

8406190013 

50-1 

8406250093 

50- 

8406250097* 

50- 

8402150210 

50- 

8402220284 

50- 

8403200032 

50- 

8403200204 

50- 

8403200206 

50- 

8405290258 

50- 

8406010106* 

50- 

8406010151 

50- 

8406040256 

50- 

8406050082 

50- 

8406050086 

50- 

8406050138 

50- 

8406050138 

50- 

8406050140* 

50- 

8406050140* 

50- 

8406050141 

50- 

8406050194 

50- 

8406050194 

50- 

8406050244 

50- 

8406050249 

50- 

8406050260 

50- 

8406050262 

50- 

8406050418 

50- 

8406050418 

50- 

8406050418 

50 

8406050418 

50 

8406050418 

50 

8406050418 

50 

8406050418 

50 

8406050418 

50 

8406050429 

50 

8406050445 

50 

8406050445 

50 

8406050488 

50 

8406050492* 

SO 

8406050501 

50 

8406060186 

50 

8406060186 

50 

8406060186 

50 

8406060244 

50 

8406060261 

50 

8406060261 

50 

8406060295* 

5C 

8406060307 

PF 

8406070100 

SC 


628 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406070100 

8406070249 

8406080177 

8406080177 

8406080177 

8406080180 

8406080180 

8406080180 

8406110193 

8406110242 

8406110242 

8406110244* 

8406110246 

8406110232 

8406110233 

8406110256 

8406110282 

8406120011 

8406120016 

8406120123* 

8406120133* 

8406120217 

8406120225 

8406120400 

8406120423 

8406120423 

8406120425 

8406120431 

8406120431 

8406120441 

8406120446 

8406120459 

8406120493 

8406120506 

8406150002 

8406150048 

8406130048 

8406130048 

8406130030* 

8406130050* 

8406150050* 
8406130050* 
B406 150050* 
8406130067 
8406130067 

8406150212 

8406150301 

8406180121 

8406180131* 

8406180290 

8406180292 

8406180296 

8406180298* 

8406180328 

8406180330 

8406180372 

8406180372 

8406180386 

8406190116 

8406190147 

8406190147 

8406190173* 

8406190186 

8406190212 

8406190212 

8406190215 

8406190213 

8406190232* 

8406190340 

8406190340 

8406190340 

8406190347 

8406190347 

8406190371* 

8406190406 

8406200038 

8406200194 

8406200212 


SUBJECT 

CATEGORY 


50-373 R 
50-454 A 
50-10 Q 
50-10 Q 
50-10 Q 

50-10 J 
50-10 J 
50-10 J 
50-373 Q 
50-456 C 

50-456 C 
50-456 C 
50-237 Q 
50-295 R 
50-304 S 

PR 

50-295 F 
30-374 S 
30-374 S 
50-373 Q 

50-373 Q 
30-295 P 
50-373 S 
50-263 S 
50-295 P 

50-295 P 
50-373 S 
30-234 F 
30-254 F 
50-373 S 

50-374 S 
50-454 Q 
30-234 S 
50-374 S 
50-237 R 

50-454 K 
50-434 K 
30-434 K 
50-434 K 
30-434 K 

50-454 K 
50-434 K 
30-434 K 
50-293 F 
30-293 F 

50-254 S 
50-434 G 
30-373 S 
30-436 Q 
50-374 S 

50-374 S 
30-434 Q 
50-454 Q 
30-373 S 
50-304 S 

50-254 F 
50-234 F 
50-374 S 
30-295 S 
30-434 6 

50-454 G 
30-434 Q 
30-237 P 
30-237 P 
30-237 P 

50-254 P 
50-254 P 
30-374 Q 
30-10 P 
30-10 P 

50-10 P 
50-234 R 
30-254 R 
50-10 P 
50-436 C 

30-373 S 
30-373 S 
30-434 Q 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Computer Data Systems* Inc. 
Computer Systems Support Cc 


8406210079 

8406210331 

8406220204 

8406220263 

8406220263 

8406250083 

8406230096 

8406230103 

8406230103 

8406230181 

8406250181 

8406230364 

8406230364 

8406260109 

8406260109 

8406260122 

8406260122 

8406260164 

8406260164 

8406260164 

8406260164 

8406260164 

0406280133 

8406280191 

8406280192 

8406280206 

0406280227 

0406280227 

0406280227 

8406280227 

8406280227 

0406280227 

8406280227 

8406290047 

8406290047 

8406290144 

8406290144 

0406290233 

8406290233 

8406290239 

8406290239 
8406290302 
0406290302 
84062001^ 
p. B406120328H 


8406200524-1 

Connecticut Light & Power Co. (subs, of 8406080145 
Northeast Utilities) 

Connecticut Yankee Atomic Power Co. 8406080026 

8406080030H 

8406080100 

8406080140 
8406080233 
84061 10223 
8406110223 
84061 10248 

8406120383 
8406 1 20389'* 
8406180164 
8406180169* 
8406180171* 

8406180175* 

8406180177* 

8406180178* 

8406180181* 

8406180182* 

8406180183* 

8406180183* 

84O6T80326 

8406180326 

8406180339 

8406180359 

8406230204 

8406230294 

8406280017 

8406210212 

8406290130 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8406060397 50-352 G 

8406060397 50-352 G 

8406060442 50-352 G 

8406060442 50-352 G 

8406060448 50-352 G 

8406060448 50-352 G 

8406070331 50-458 G 

8406080129 50-358 G 

8406110297 50-352 G 

8406120159 50-352 G 

8406120159 50-352 G 

8406120172* 50-352 G 

8406120172* 50-352 G 

8406130120 PR 

8406140094 50-352 T 

8406140118 50-352 G 

8406150143 50-352 G 

8406200343 50-352 G 

8406200343 50-352 G 

8406200346* 50-352 G 

8406200346* 50-352 G 

8406200349* 50-352 G 

8406200349* 50-352 G 

8406200353* 50-352 G 

8406200353* 50-352 G 

8406200356* 50-352 G 

8406200356* 50-352 G 

8406270285 50-352 G 

Consolidated Edison Co. o-F New Yorki Inc. 8404240098 50-3 F 

8406070299 50-247 P 

8406070301* 50-247 P 

8406070302* 50-247 P 

8406080154* 50-247 Q 

8406080204* 50-247 Q 

8406120304* 50-247 Q 

8406150042 50-3 F 

8406250328 50-247 P 

8406260214 50-247 P 

Consumers Power Co. 8012090479* 50-329 T 

8012090479* 50-329 T 

8012090491* 50-329 T 

8012090491* 50-329 T 

8012090497* 50-329 T 

8012090497* 50-329 T 

8012180152* 50-329 T 

8101050512* 50-329 T 

8101050512* 50-329 T 

8101050514* 50-329 T 

8101050514* 50-329 T 

8101050521* 50-329 T 

8101050521* 50-329 T 

8101090377* 50-329 T 

8101090377* 50-329 T 

8101140144* 50-329 T 

8102260853* 50-329 T 

8102260854* 50-329 T 

8102270031* 50-329 T 

8102270042* 50-329 T 

8102270042* 50-329 T 

8102270054* 50-329 T 

8102270547* 50-329 T 

8102270547* 50-329 T 

8103040440* 50-329 T 

8104280609* 50-329 A 

8 1 09080075 * 50-329 S 

8208230146* 50-329 F 

8405240448* 50-329 T 

8405240448* 50-329 T 

8405240453* 50-329 T 

8405240464* 50-329 T 

8405240467* 50-329 T 

8405240467* 50-329 T 

8405240487* 50-329 T 

8405240487* 50-329 T 

8405240491* 50-329 T 

8405240491* 50-329 T 

840 5240496**" 50-329 T 

8405240496* 50-329 T 


AUTHOR ACCESSI 

AFFILIATION NUMBER 


84060201 

84060201 

84060202 

84060203 

84060203 

84060400 

84060500 

84060500 

84060500 

84060500 

84060500 

84060500 

84060500 

84060500 

84060500 

84060500 

04060500 

84060500 

84060500 

84060500 

84060500 

84060500 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060501 

84060502 

84060502 

84060502 

84060302 

84060302 

84060302 

04060303 

84060503 

84060303 

84060303 

84060303 

84060303 

84060503 

84060303 

84060303 

84060303 

84060303 

84060503 

84060304 

84060304 

84060304 

84060304 

84060304 

84060304 

84060304 

84060304 

84060303 

8406050S 

84060601 

84060601 

84060601 

84060601 

84060601 

84060601 

84060602 

84060602 

84060602 

84060602 

84060602 

84060602 


630 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406070265* 

8406080116 

8406080116 

8406080132 

8406080132 

8406080157 

8406080157 

8406080207 

8406080207 

8406110031 

8406110034* 

8406120008 

8406120008 

8406120015* 

8406120015* 

8406120018* 

8406120018* 

8406120023* 

8406120061* 

8406120067* 

8406120067* 

8406120103* 

8406120103* 

8406120106* 

8406120107 

8406120107 

8406120109* 

8406120116* 

8406120116* 

8406120121* 

8406120121* 

8406120126* 

8406120126* 

8406120130 

8406120130 

8406120131* 

8406120131* 

8406120137* 

8406120137* 

8406120174 

8406120174 

8406120181 

8406120181 

8406120213 

8406120213 

8406120223* 
B406 120223* 
8406120237 
8406120237 
8406120242 

8406120242 

8406120250 

8406120250 

8406120253 

8406120253 

8406120300 
8406120410 
B4061 20569* 
8406120569* 
8406120588* 

8406120588* 
8406120595* 
8406120625* 
8406130024* 
84061 30026* 

8406130028* 

8406130041* 

8406130042* 

8406130044* 

8406140036* 

8406140209 

8406140209 

8406140222 

8406150041 

8406150044 


SUBJECT 

CATEGORY 


50-329 F 
50-329 S 
50-329 S 
50-329 G 
50-329 G 

50-329 A 
50-329 A 
50-329 S 
50-329 S 
50-155 T 

50-155 T 
50-329 S 
50-329 S 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 T 
50-329 T 
50-329 G 
50-329 S 

50-329 S 
50-329 G 
50-329 T 
50-329 T 
50-329 T 

50-329 T 
50-329 T 
50-329 T 
50-329 S 
50-329 S 

50-329 T 
50-329 T 
50-329 T 
50-329 T 
50-329 S 

50-329 S 
50-329 S 
50-329 S 
50-329 S 
50-329 S 

50-329 Q 
50-329 G 
50-329 S 
50-329 S 
50-329 S 

50-329 S 
50-329 S 
50-329 S 
50-329 A 
50-329 A 

50-255 R 
50-255 P 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 T 
50-329 T 

50-329 T 
50-329 A 
50-329 T 
50-329 T 
50-329 A 

50-329 S 
50-329 S 
50-155 G 
50-155 F 
50-329 S 


AUTHOR 

AFFILIATION 


ACCESSI 

NUMBER 


84061500 

84061501 

84061501 

84061501 

84061501 

84061501 

84061501 

84061501: 

84061502 

84061502 

84061502 

84061502 

84061502; 

84061502; 

84061502- 

84061803! 

84061803: 

84061803* 

84061804: 

840619012 

840619011 
8406 1901 d 
84061902: 
840619023 
840619021 

8406 1903' 
84061903' 
840621 00* 
840621 00* 
840621 01 C 

840621017 
840621017 
840621 03b 
840621 03E 
840621036 

840621 039 
840621039 
840621039 
840621039 
840621039 

840621045 

040626022 

840626022 

840626032 

840626032 

840626033 

840626033 

840626033. 

840626033, 

840626034 

840626034, 

8406260341 

8406260341 

840626034* 

840626034* 

840626041! 

840626041! 

840626041* 

840626041* 

840627004* 

840627005: 

840627028: 

840627028: 

840628005C 

8406280461 


8406290232 

8406290232 

Cornell Univ. , Ithaca, NY 840619016S 

Covington & Burling 840612013E 

8406120207 

8406200334 

8406200367 

840620036E 

8406260233 

8406270124 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Moore 

nsul tant s, Inc. 

. IL 

# Dept, of. Defense Nuclear Agency 
e, Univ. of, Newark, DE 
Edison Co. 


urcell. Muntsing & Hansen 
Industries, Inc. 

we r Co. 


ACCESSION 

NUMBER 


8406140214 

8406140218 

8406180307 

8406180381 

8406050409# 

8406210010# 

8406180159 

8406250143 

8406250149# 

8406010079* 

8406010126 

8406050127 

8406050170 

8406050195 

8406050202 

8406050425 

8406110212* 

8406120399 

8406140176 

8406180219 

8406190110 

8406200055 

8406210314 

8406220240 

8406250264 

8406250267* 

8406260053 

8406290187 

8406290209 

8406290216 

8406150322* 

8406130111* 

8406180135 

8406010223 

8406010223 

8406010247 

8406010247 

8406010359 

8406010359 

8406040292 

8406040339 

8406050229 

8406050236* 

8406050327 

8406050359 

8406050359 

8406050362 

8406050364 

8406050364 

8406050364 

8406050368 

8406050368 

8406050368 

8406050368 

8406050368 

8406050368 

8406050373* 

8406050373* 

8406050373* 

8406050403 

8406050443 

8406050443 

8406050514 

8406050514 

8406070161 

8406070161 

8406070253 

8406070281 

8406080174 

8406080174 

8406080218 

8406080218 

8406080237 

8406080238* 

8406080249 

8406110210 
84061 10214 
84061 10270 


SUBJECT 

CATEGORY 


50-409 P 
50-409 P 
50-409 P 
50-409 F 
50-358 A 

CONTRACT 
50-454 G 
50-170 P 
50-170 P 
CONTRACT 

50-341 A 
50-341 Q 
50-341 A 
50-341 S 
50-341 S 

50-341 S 
50-341 F 
50-341 F 
50-341 S 
50-341 A 

50-341 F 
50-341 A 
50-341 S 
50-341 S 
50-341 V 

50-341 V 
50-341 A 
50-341 S 
50-341 S 
50-341 E 

WASTE MGT 
50-445 S 
QA999 
50-413 F 
50-413 F 

50-413 A 
50-413 A 
50-413 A 
50-413 A 
50-369 S 

50-413 T 
50-413 A 
50-369 Q 
50-269 P 
50-413 E 

50-413 E 
PR 

50-206 S 
50-206 S 
50-206 S 

50-413 Q 
50-413 Q 
50-413 Q 
50-413 Q 
50-413 Q 

50-413 Q 
50-413 Q 
50-413 Q 
50-413 Q 
50-370 S 

50-413 E 
50-413 E 
50-413 A 
50-413 A 
50-413 F 

50-413 F 
50-413 E 
50-370 S 
50-416 S 
50-416 S 

50-369 P 
50-369 P 
50-413 E 
50-413 E 
PR 

50-413 A 
50-413 S 
50-413 S 


AUTHOR ACCESSION 

AFFILIATION NUMBER 


84061 10318 
84061 10318 
84061 10366 
84061 10366 
8406120154 

8406120154 
8406120188 
8406120188 
8406120209 
8406120209 

8406120316 
8406120373 
8406120373 
8406120433 
8406120433 

8406120461 
8406120478 
8406120478 
8406130066 
8406130072 

8406130137 
8406130137 
8406130137 
8406130139 
8406130139 

8406130141* 
8406150096 
8406150096 
8406150154 
8406150154 

8406150237 
8406150238* 
8406150238* 
8406180251 
8406190090 

8406190104 5 

8406190104 5 

8406190121 
8406190121 
8406190155 

8406190157 

8406190178 

8406190178 

8406190179 

8406190205 

8406190225 

8406190253 

8406190253 

8406190255* 

8406190255* 

8406190263 

8406190315 

8406190315 

8406190321 

8406190380* 

8406190412 

8406190557 

8406190557 

8406190557 

8406190562* 

8406190570* 

8406200036 

8406200036 

8406200039* 

8406200130 

8406200132* 

8406200154 

8406200154 

8406200159* 

8406200159* 

8406200203 

8406200203 

8406200324 

8406200324 

8406200328* 

8406200328* 

8406200354 

8406200360* 

o/LnAonnr»7fv* 


632 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406200381* 

8406200381* 

8406200381* 

8406200381* 

8406200381* 

840622021 5 

8406220233* 

8406220235 

8406250299 

8406250299 

8406250308 

8406250310 

8406250313 

8406250313 

8406250313 

8406250333 

8406250333 

8406250333 

8406250335 

8406250335 

8406250335 

8406250343 

8406250343 

8406250350 

8406250350 

8406250352 

8406250352 

8406260018 

8406260018 

8406260142 

8406260235 

8406260235 

8406260331 

8406260331 

8406260351 

8406260397 

8406260397 

8406260404* 

8406260404* 

8406260431 

8406260431 

8406260438 

8406270059 

8406270115 

8406270115 

8406270115 

8406270150 

8406270150 

8406270152 

8406270156* 

8406270173 

8406270175 

8406270190 

8406270190 

8406270227 

8406270227 

8406280244 

8406280244 

8406280339 

8406280339 

8406280401 

8406280416 

8406280430 

8406280485 

8406280435 

8406290024 

8406290024 

8406290074 

8406290074 

8406290074 

8406290074 

8406290074 

8406290074 

8406290074 

8406290074 

8406290256 

8406290264 


SUBJECT 

category 


50-269 F 
50-269 F 
50-269 F 
50-269 F 
50-269 F 

50-269 P 
50-269 P 
50-413 A 
50-206 S 
50-206 S 

50-413 A 
50-413 A 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-413 G 
50-413 G 

50-413 G 
50-413 C 
50-413 A 
50-413 A 
50-369 P 

50-413 A 
50-413 A 
50-413 A 
50-413 A 
50-206 S 

50-413 A 
50-413 A 
50-413 A 
50-413 A 
50-413 E 

50-413 E 
50-369 P 
50-413 F 
50-206 S 
50-206 S 

50-206 S 
50-413 A 
50-413 A 
50-413 A 
50-413 A 

50-269 I 
50-413 A 
50-413 E 
50-413 E 
50-413 S 

50-413 S 
50-413 A 
50-413 A 
50-413 S 
50-413 S 

50-370 S 
50-413 S 
50-370 S 
50-413 S 
50-413 S 

50-413 G 
50-413 G 
50-269 F 
50-269 F 
50-269 F 

50-269 F 
50-269 F 
50-269 F 
50-269 F 
50-269 F 


50-413 A 
50—41 3 A 


AUTHOR 

AFFILIATION 


EA Eng ineer ing# Science & Technology# 
Inc. 

EG&G, Inc. 


Ebasco Services, Inc. (subs, of Enserch 
Corp. ) 


ACCESSIO 

NUMBER 


840529032 

840601031 

840601031 

840604015 

840604021 

840604026 

840605009 

840605021 

840605022 

840605025 

840605025 

840605034 

840605044 

840605045 

840606010' 

840607028 
840608001: 
840608010* 
840608018: 
84061 1025* 

84061 2000* 
84061 20481 
840613013: 
8406140001 
840614000* 

840614010* 
8406140111 
84061401 1C 
840615024: 
840619015C 

8406 1901 S'! 
8406190191 
840621 00 7C 
84062 10 136 
840621030*5 

84062501 9£ 
84062 S02OC 
8406230224 
8406230243 
8406260220 

8406260377 

8406270008 

8406270011 

8406290229 

8406290271 

8406290272 

8406290274 

8406250159 

8006240864 

8006240864 

8006260153 

8006260153 

8105120061 

8402280122 

8403140581 

8405310318 

8405310368 

8406070111- 

8406070132 

8406070202- 

8406070208-1 
84060702 12* 
84060702 13* 
8406 1 80060-1 
8406190038* 

8406190243* 

8406210193* 

8406210193* 

8406210193* 

8406040167* 


8406040320* 

8406040320* 

8406040324* 

8406040324* 

8406060104* 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


lectric Institute 

ternational Co. 

Power Research Institute 
rp. 

uels Nuclear.. Inc. 

echnology Engineering Center 
Dept, of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJE 

NUMBER CATEC 


84061 10328 
84061 10333* 
84061 10343* 
84061 10347* 
8406180399 


50-400 G 
50-400 0 
50-400 Q 
50-400 G 
50-400 G 


Engineers I n t er na ti onal# Inc. 
Environmental Films# Inc. 


8406260136* WASTE 
8406270164 WASTE 
8406130330* CONTRA 
8406210455 NUREG 
8406040071 NUREG 


8406180405 

8406180433 

8406180435* 

8406180439 

8406180443 


50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 


Environmental Policy Institute 
Environmental Protection Agency 

Envirosphere Co. 


8406250332 WASTE 

8406180356 PR 

8406270261 50-39C 

8406040320* 50-40C 

8406040320* 50-40C 


8406290358 

8406030307 

8406030337 

8406110308 

8406130022 


50-400 G 

PR 

PR 

PR 

XPORTLIC 


Eugene Water & Electricity Board 
European Communities. Commission of 


8406040324* 50-40C 
8406040324* 50-40C 
8406140034* 50-344 
8406140061 XPORTL 
8406140071 XPORTL 


8405170343* 

8406070335 

8406290170 

8406290173 

8406290284 

8406290286 

8406010053 

8406040344 

8406040356* 

8102120403* 

8405290003* 

8406020401 

8406040079 

8406070031 

8406070033* 

8406070392 

8406070396 

8406070399 

8406080104 

8406080168 

8406080190 

8406080193 

8406080201 

8406110137 

8406110133 

8406110137 

8406110138 

8406110139 

8406110162* 

8406110381 

8406110389 

8406110392* 

8406120073 

8406120073 

8406120212 

8406120213 

8406120221* 

8406130331 

8406140043 

8406140048 

8406140081 

8406140082* 

8406140086* 

8406140131 

8406140133 

8406140304 

8406130003 

8406130023 

8406180143* 

8406180149* 

8406190030 

8406190036 

8406190040 

8406190093 

8406190097* 

8406190100* 

8406190394 

8406200371 

8406200374* 

8406210267* 


8406210449 

8406210430 


50-454 V 

Evaluation Research Corp 

8406290088 

50-454 

NUREG 


Expert Concrete Pumping Co. 

8406210282* 

FOIA 

XPORTLIC 

Exxon Corp 

8406020041 

4-0-810 

XPORTLIC 


8406020329 

4-0-804 

XPORTLIC 

Exxon Nuclear Co. , Inc. (subs, of Exxon 

8406020370 

71-A5E 



Corp. ) 



XPORTLIC 




40-8673 


8406020373* 

7T-65B 

40-8681 


8406040342 

71-3 

40-8681 


8406040343* 

71-3 

50-329 G 


8406030154 

QA999 




8406060288 

PR 

COMMISSION 




71-9069 


8406140039 

XPORTL 

FOIA 



8406180308 

TOP REP 

WASTE 

MGT 


8406190137* 

QA999 

WASTE 

MGT 


8406200330 

XPORTL 




8406200332* 

XPORTL 

WASTE 

MGT 




WASTE 

MGT 


8406200358 

XPORTL 

waste 

MGT 


8406200369* 

XPORTL 

WASTE 

MGT 


8406200383 

XPORTL 

WASTE 

MGT 


8406200386* 

XPORTL 




8406200394 

XPORTL 

WASTE 

MGT 




WASTE 

MGT 


8406200422 

XPORTL 

WASTE 

MGT 


8406200428* 

XPORTL 

WASTE 

MGT 

FOI Services 

8406190003 

FOIA 

WASTE 

MGT 

Failure Analysis Associates 

8404240382* 

50-204 




8406060021* 

50-204 

WASTE 

MOT 




WASTE 

MGT 


8406060299* 

50-204 

WASTE 

MGT 


8406060299* 

50-204 

WASTE 

MG 


8406060306* 

50-204 

WASTE 

N* r 


8406110329* 

50-322 




8406110336* 

50-322 

WASTE 

MGT 




WASTE 

MGT 


8406110338* 

50-322 

WASTE 

MOT 


8406130239* 

50-204 

WASTE 

MGT 


8406150265* 

50-204 

waste 

MGT 


8406250323* 

50-204 




8406250323* 

50-204 

WASTE 

MGT 




WASTE 

MGT 


8406230323* 

50-204 

WASTE 

MGT 


8406230323* 

50-204 

WASTE 

MGT 


8406250323* 

50-204 

WASTE 

MGT 


8406250323* 

50-204 




8406250323* 

50-204 

WASTE 

MGT 




WASTE 

MGT 


8406250323* 

50-204 

WASTE 

MGT 


8406250323* 

50-20< 

WASTE 

MOT 


8406250323* 

50-20< 

WASTE 

MOT 


8406250323* 

50-20< 




8406250323* 

30-20, 

WASTE 

MGT 




WASTE 

MGT 


8406250323* 

30-20, 

WASTE 

MGT 


8406250323* 

30-20, 

WASTE 

MGT 


8406250323* 

30-20, 

WASTE 

MOT 


8406250323* 

30-20, 




8406250323* 

30-20, 

WASTE 

MGT 




WASTE 

MGT 


8406250323* 

30-20, 

WASTE 

MGT 


8406230323* 

30-20 

WASTE 

MGT 


8406230323* 

30-20 

WASTE 

MGT 


8406250323* 

30-20 




8406230323* 

30-20 

WASTE 

MGT 




WASTE 

MGT 


8406250323* 

30-20 

WASTE 

MGT 


8406230346* 

30-20 

WASTE 

MGT 


8406230346* 

50-20 

40-86 



8406230346* 

30-20 




8406230346* 

30-20 

WASTE 

MGT 




WASTE 

MGT 


8406230348* 

50-20 


author 

AFFILIATION 


ACCESSION 

NUMBER 


8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406260363* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8404040169 

8406020435* 

8406040056 

8406040235 

8406040237* 

8406040261 

8406050510 

8406060334* 

8406130321* 

8406140017 

8406140025* 

8406200359 

8406200359 


SUBJECT 

CATEGORY 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-10 F 
50-324 F 
50-272 F 
50-352 F 

50-352 F 
50-327 F 
50-322 G 
50-322 F 
50-335 F 

50-3 F 
50-3 F 
50-458 G 
50-458 G 
50-458 G 

50-458 G 
50-324 F 
COMMISSION 
COMMISSION 
50-321 F 

50-321 F 
50-267 F 
50-315 F 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406250248* 

8406250251 

8406250262 

8406250262 

8406250268* 


Florida Power & Light Co. 8406050238 

8406050266 

8406050266 

8406050272 

8406050339 

8406060178 
84060601 82* 
8406080175 
8406110288 
8406110289* 

8406110290* 

8406130089 

8406130146 

8406180289 

8406180361 

8406190265 

8406190391 

8406200205 

8406200205 

8406210527* 

8406210538* 

8406220109 

8406220109 

8406220117* 

8406220117* 

8406250179 

8406260062 

8406260280 

8406260294* 

8406260294* 

Florida Power Corp. 8406010330 

8406040041 

8406050190 

8406050198* 

8406050204* 


8406050366 

8406050374* 

8406050381* 

8406050385* 

8406050391* 

8406050394* 

8406050412 

8406110205* 

8406110216 

8406110295* 


8406110296* 

8406120283 

8406130069 

8406140130 

8406150032 


8406150100 

8406180427 

8406190193 

8406220200 

8406220245 


8406230382* 

8406250273 

8406280409 

8406290288 

Franklin Institute/Franklin Research 8112170149* 

Center 


8204120416* 

8403140281* 

8403160371* 

8404230179* 

8403210403* 

8406040148* 

8406060029* 

8406060043* 

8406070064* 

8406080266* 

8406140286* 

8406180053* 

8406180063* 

8406180099* 

8406180112* 

8406180137* 

8406180136* 

8406180166* 

8406190241* 



CORPORATE SOURCE INDEX 


author 

AFFILIATION 

be Reporting# Inc. 
j-F the Barth 

ilagies. Inc. /General Atomic Co. 


i Co. 

Electric Co. 


Electric Uranium Management Corp . 
’hysics Corp. 

3 ublic Utilities - GPU Service 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUB J 

NUMBER 

CATEGORY 


AFFILIATION 

NUMBER 

CATE 

8406150103* 

CONTRACT 



8406070294 

50-21 

84O61S0376 

WASTE MGT 



8406080098 

50-28 

8406250318 

WASTE MGT 



8406080153 

50-32 

8406270149 

WASTE MGT 



8406080243 

50-28' 

8406010364 

70-734 



8406080244* 

50-28' 

8406010367* 

70-734 



8406080246* 

50-28' 

8406020178 

71-6346 



8406110123 

30-28' 

8406020184* 

71-6346 



8406110127 

30-28' 

840604031 1 

70-734 



8406110129* 

30-28 

8406040315* 

70-734 



8406110186 

50-21 

8406040318* 

70-734 



8406110230 

50-32 1 

8406040321* 

70-734 



8406110276 

30-28 

8406040323* 

70-734 



8406120111 

30-21 

8406040334* 

70-734 



8406120203 

50-32 

8406050482 

QA999 



8406120224 

50-28 

8406180449 

71-6346 



8406120358 

50-28 

8406200327 

XPORTLIC 



8406120392 

50-20 

8406210096 

XPORTLIC 



8406120396* 

30-28 

8406050180 

QA999 



8406120403* 

30-28 

8406050513 

PT21 



8406130135 

30-21 

8406250249 

QA999 



8406130155 

50-28 

8406010476 

71-9009 



8406130234 

30-28 

8406010482* 

71-9009 



8406140051 

30-21 

8406010494* 

71-4 



8406140144* 

50-28 

8406010502 

70-754 



8406140174 

30-2B 

8406010510* 

70-754 



8406140235* 

50-32 

8406020167 

70-1308 



0406130040 

30-21 

8406020310 

70-1308 



8406130036 

30-21 

8406040210 

70-1113 



8406130068 

50-21 

8406040246 

NUREG 



8406130153 

50-21 

8406050203 

TOPREP 



8406150157* 

50-21 

840605021 1* 

TOPREP 



8406180252 

50-21 

8406050318 

QA999 



8406180234* 

30-21 

8406060045 

71-9009 



8406190169 

30-28 

8406060050* 

71-9009 



8406190170* 

50-28 

8406060236 

TOPREP 



8406190173* 

50-28 

8406060260* 

50-278 P 



8406190197 

50-21 

8406000222* 

50-263 P 



B406190234 

30-21 

8406120230 

TOPREP 



8406190368 

50-21 

8406120393 

TOPREP 



8406200136 

50-28 

8406140035* 

XPORTLIC 



8406200208 

50-32 

8406150203 

50-447 E 



8406200211* 

30-32 

8406150298 

70-2786 



8406200215* 

30-32 

8406150306 

TOPREP 



8406200217* 

50-32 

8406150336 

70-1308 



8406210223 

30-32 

8406180142 

50-447 E 



8406210365 

50-21 

8406190058 

70-1308 



8406220243 

50-21 

8406190060* 

70-1308 



8406230134 

50-2E 

8406200325 

XPORTLIC 



8406230184 

PR 

8406200393 

XPORTLIC 



8406230211 

50- 2E 

8406210235 

TOPREP 



8406250370 

50-26 

8406210281* 

50-277 P 



8406260019* 

50-2E 

8406210292* 

50-277 P 



8406260021* 

50-2E 

8406220114* 

50-278 P 



8406260287 

50-23 

8406220118* 

50-278 P 



8406270050 

50-23 

8406220120* 

50-278 P 



8406270146 

50-2E 

8406250094* 

CONTRACT 



8406280021 

50-32 

8406270125 

50-70 G 



8406280026* 

50-32 

8406280036 

50-447 A 



8406280133 

50-2: 

8406290155 

TOPREP 



8406280162 

50-32 

8406290198* 

50-352 F 



84062B0304 

50-32 

8406010492 

71-4 



8406290112 

50-3J 

8406190517 

NUREG 

Geochemistry & Environmental Chemistry 

8406070380 

WASTI 

8406200089* 

50-410 V 

Research# Inc. 



8406260279 

50-354 V 

Ge org ia 

Institute of Technology# Atlanta# 

8406010061 

30—2" 



GA 




8406010270 

50-219 P 



8406130185 

50— 1< 

8406040038 

50-289 Gt 



8406150194* 

50— 1< 

8406040046* 

50-289 Q 

Georgia 

Pouier Co. 

8403170340* 

30-4 

8406040162* 

FOI A 


8406010303 

50-31 

8406040218 

50-289 F 



84-06010334 

30-31 





84-06010334 

30-3; 

8406040232 

50-289 P 





8406040386 

50-289 G 



8406010391 

71-9 

8406050087 

50-320 F 



8406010543 

71-6 

8406050094 

50-219 P 



8406040163 

50-4 

8406050104 

50-289 P 



8406040163 

30-4 





8406040166* 

30-4 

8406050278 

50-289 P 









8406040241 

n 

1 

O 

r> 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Federal Emergency Management Agency 


ACCESSION 

NUMBER 


8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250348* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406250349* 

8406260363* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

8406270136* 

0406270136* 

8406270136* 

8404040169 

8406020435* 

3406040056 

J406040235 

J406040237* 

3406040261 

3406050310 

3406060334* 

3406130321* 

3406140017 

3406140025* 

3406200359 


SUBJECT 

CATEGORY 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-10 F 
50-324 F 
50-272 F 
50-352 F 

50-352 F 
50-327 F 
50-322 G 
50-322 F 
50-335 F 

50-3 F 
50-3 F 
50-458 G 


AUTHOR 

AFFILIATION 


Florida Power & Light Co. 


Florida Power Corp. 


Franklin Institute/Franklin Research 
Center 


ACCESSION 

NUMBER 


8406250248* 

8406250251 

8406250262 

8406250262 

8406250268* 

8406050238 

8406050266 

8406050266 

8406050272 

8406050339 

8406060178 

8406060182* 

8406080175 

8406110288 

8406110289* 

8406110290* 
8406130089 
8406130146 
8406 180289 
8406180361 

8406190265 

8406190391 

8406200205 

8406200205 

8406210527* 

8406210538* 
8406220109 
8406220109 
84062201 17* 
8406220117# 

8406250179 

8406260062 

8406260280 

8406260294* 

8406260294* 

8406010330 

8406040041 

8406050190 

8406050198* 

8406050204# 

8406050366 

8406050374* 

8406050381* 

8406050385* 

8406050391* 

8406050394* 

8406050412 

8406110205* 

8406110216 

8406110295* 

8406110296* 

8406120283 

8406130069 

8406140130 

8406150032 

8406150100 

8406180427 

8406190193 

8406220200 

8406220245 

8406230382* 

8406250273 

8406280409 

8406290288 

8112170149* 


8204120416* 

8403140281* 

8403160371* 

8404250179* 

8405210405* 

8406040148* 

Qaninirtmoji 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


te Reporting. Inc. 
of the Barth 


ologies. Inc. /General Atomic Co. 


i Co. 


Electric Co. 


Electric Uranium Management Corp. 
Physic* Corp. 


Public Utilities - GPU Service 


ACCESSION 

NUMBER 


8406130103* 

8406180376 

8406250318 

8406270149 

8406010364 

8406010367* 
8406020178 
8406020184* 
840604031 1 
8406040315* 

8406040318* 

8406040321* 

8406040323* 

8406040334* 

8406050482 

8406180449 

8406200327 

8406210096 

8406050180 

8406030313 

8406230249 

8406010476 

8406010482* 

8406010494* 

8406010502 

8406010510* 

8406020167 

8406020310 

8406040210 

8406040246 

8406050203 
840605021 1* 
8406030318 
8406060045 
8406060030* 

8406060236 

8406060260* 

8406080222* 

8406120230 

8406120393 

8406140035* 

8406130203 

8406130298 

8406130306 

8406130336 

8406180142 

8406190058 

8406190060* 

8406200325 

8406200393 

8406210235 

8406210281* 

8406210292* 

8406220114* 

8406220118* 

8406220120* 

8406230094* 

8406270125 

8406280036 

8406290133 

8406290198* 

8406010492 

8406190517 

8406200089* 

8406260279 

8406010270 

8406040038 

8406040046* 

8406040162* 

8406040218 

8406040232 

8406040386 

8406030087 

8406030094 

8406030104 

8406030278 

BAftAnMorioi 


SUBJECT 

CATEGORY 


CONTRACT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
70-734 

70- 734 

71- 6346 
71-6346 
70-734 
70-734 

70-734 

70-734 

70-734 

70- 734 
QA999 

71- 6346 
XPORTLIC 
XPORTLIC 
QA999 
PT21 

QA999 

71-9009 

71-9009 

71-4 

70-754 

70-754 

70-1308 

70-1308 

70- 1113 
NUREG 

TOPREP 

TOPREP 

QA999 

71- 9009 
71-9009 

TOPREP 
30-278 P 
30-263 P 
TOPREP 
TOPREP 

XPORTLIC 
30-447 E 
70-2786 
TOPREP 
70-1308 

50-447 E 
70-1308 

70- 1308 
XPORTLIC 
XPORTLIC 

TOPREP 
50-277 P 
30-277 P 
50-278 P 
50-278 P 

50-278 P 
CONTRACT 
30-70 G 
30-447 A 
TOPREP 

50-352 F 

71- 4 
NUREG 
30-410 V 
50-354 V 

50-219 P 

50-289 Q 
30-289 G 
FOIA 

50-289 F 

50-289 P 
50-289 G 
50-320 F 
30-219 P 
50-289 P 

50-289 P 
50-219 S 


AUTHOR 

AFFILIATION 


Geochemistry & Environmental Ch 
Research. Inc. 

Georgia Institute of Technology 
GA 


Georgia Pouter Co. 


ACCESSION SUBJE 

NUMBER CATE( 


8406070294 50-21* 
8406080098 50-28* 
8406080153 50-32< 
8406080243 50-28* 
8406080244* 50-28* 

8406080246* 50-28* 
8406110123 50-28* 
84061 10127 50-28* 
8406110129* 50-28* 
8406110186 50-21* 

8406110230 50-32< 
8406110276 50-28* 
8406120111 50-21* 
8406120203 50-32< 
8406120224 50-28* 

8406120358 50-28* 
8406120392 50-28* 
8406120396* 50-28* 
8406120403* 50-28* 
8406130135 50-21* 

8406130155 50-28* 
8406130234 50-28* 
8406140031 50-21* 
8406140144* 50-28* 
8406140174 50-28' 

8406140235* 50-32' 
8406150040 50-21 
8406150056 50-21 
8406150068 50-21 
8406150153 50-21 

8406150157* 50-21 
8406180252 50-21 
8406180234* 50-21 
8406190169 50-28 
8406190170* 50-28 

8406190173* 50-28 
8406190197 50-21 
8406190254 50-21 
8406190368 50-21 
8406200136 50-28 

8406200208 50-32 
8406200211* 50-32 
8406200215* 50-32 
8406200217* 50-32 
8406210225 50-32 

8406210365 50-21 
8406220243 30-21 
8406230154 50-2E 
8406230184 PR 



8406230211 

30-2E 


8406250370 

50-2E 


8406260019* 

50-2E 


8406260021* 

50-2E 


8406260287 

50-2 


8406270050 

50-2 


8406270146 

50-2 


8406280021 

30-3 


8406280026* 

30-3 


8406280133 

30-2 


8406280162 

30-3. 


8406280304 

50-3 


8406290112 

30-3 

istry 

8406070380 

WAST 

Atlanta. 

8406010061 

30-2 


8406150185 

30-1 


8406150194* 

50-1 


8403170340* 

30-4 


8406010303 

30-3 


8406010334 

30-3 


8406010334 

30-3 


8406010391 

71-5 


8406010543 

71-i 


8406040163 

50-4 


8406040163 

50-4 


8406040166* 

50-4 


8406040241 

so-: 




CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


f Dravo Corp. ) 


8406050432 

8406060005 

8406060005 

8406060006* 

8406060006* 

8406060423* 

8406060469# 

8406060470* 

8406070008* 

8406070085 

8406070085 
8406070165 
8406070165 
84061 10228 
8406110236 

84061 10240* 
84061 10264 
84061 10346 
84061 10346 
8406120259 

8406120259 

8406120295 

8406120307 

8406120307 

8406120415 

8406120438 

8406130095 

8406130095 

8406130098* 

8406130101* 

8406130101* 

8406130151 

8406140204 

8406140204 

8406180263 

8406180310 

8406180440 

8406190105 

8406190105 

8406190113 

8406190113 

8406190202 

8406190202 

8406190402 

8406190402 

8406190419 

8406190431 

8406210471* 

8406230498* 

8406230510* 

8406250077 

8406260200 

8406280039 

8406280166 

8406280177 

8406280177 

8406280295 

8406280305 

8406280305 

8406290355 

8406290355 

8406290427 

8406290427 

8406290432* 

8406290432* 

8406050316 

8406190428 

8205210374* 

8206150015* 

8206150015* 

8206150185* 

8206150185* 

8406280216 

8406010325 

8406060110* 

8406210465* 


50-321 S 
50-424 A 
50-424 A 
50-424 A 
50-424 A 

50-390 A 
50-341 A 
50-445 A 
50-352 A 
50-321 P 

50-321 P 
50-321 F 
50-321 F 
50-321 S 
50-321 Q 

50-321 Q 
50-424 S 
50-321 P 
50-321 P 
50-321 F 

50-321 F 
50-424 S 
50-424 S 
50-424 S 
50-321 F 

50-424 F 
50-424 G 
50-424 C 
50-424 G 
50-424 G 

50-424 G 
50-321 S 
50-321 F 
50-321 F 
50-321 P 

50-321 R 
50-321 F 
50-321 P 
50-321 P 
50-321 Q 

50-321 Q 
50-321 P 
50-321 P 
50-321 P 
50-321 P 

50-424 A 
50-321 S 
50-321 Q 
50-321 Q 
50-321 G 

50-366 S 
50-321 P 
50-366 S 
50-424 S 
50-424 S 

50-424 S 
50-424 S 
50-424 S 
50-424 S 
50-424 S 

50-424 S 
50-424 G 
50-424 G 
50-424 G 
50-424 G 

PR 

50-424 G 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
40-6659 
TOP REP 
50-445 K 

TOPREP 


AUTHOR 

AFFILIATION 


Greater Southeast Community Hos 
Washington. DC 
Green. Hennings & Henry 


Guild. R. 

Gulf States Utilities Co. 


AUTHOR 

AFFILIATION 


enkol & Associates, Engineers 
Engineering Development 
ary 

: We 1 s s 


irg# PA 

Univ. , Cambridge, MA 
t Associates 

Nuclear *< Development Corp. 
of Hittman Corp. ) 


Rep . 


‘ Rep./ Appropriations 


1 Rep. « Energy it Commerce 
1 Rep. / Interior St Insular Affairs 


P Rep./ Science & Technology 


Lighting U Pouier Co. 


Products Corp. 
d Systems 
it Williams 


ACCESSION 

NUMBER 


8406180203 

8406180222 

8406180223 

8406180379 

8406210241 

8406210253 

8406210357 

8406210363 

8406260262 

8406280061 

8406280137 

8406290214 

8406290221 

8406040145* 

8406080261 


8406050316 

8406080186 

8406180001 

8406180008 

8406180010 

8406180012 

8406180015 

8406180017 

8406180018 

8406180021 

8406180022 

8406180024 

8406180025 

8406180027 

8406180028 

8406180035 

8406180040 

8406180043 

8406250397 

8406260258 

8406050377 
84061 10048* 
8406180272 
8406100174* 

8406180176* 

8406200066* 
84062 5O0B5* 
8406250104* 
8406230331* 
8406270164 

8406230456* 

84052601B5* 

8406060059* 

8406080135 

8406120216* 

8406120220* 

8406130006* 

8406230411* 

8404200240* 

8406230478* 

8406050182* 

8406050337 

8406050404 

8406050407 

8406120364 

8406120499 

8406120504 

8406140132 

8406180301 

8406190138 

8406190138 

8406190146 

8406190146 

8406220250 

8406180134 

8406280438 

8406280497 

8406040365 

8406050227 

8406050365 

8406050414 

8406050505 

8406060429 

8406060434* 

8406070151 

8406070154* 

8406070320 

8406070339 


SUBJECT 

CATEGORY 


50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 

50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 

50-458 S 
50-458 E 
50-458 A 
50-309 P 
NUREG 


PR 

PR 

FO I A 
FO I A 
FO I A 

FO I A 
FO I A 
FO I A 
FOIA 
FO I A 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

WASTE MGT 
30-289 G 

50-289 G 
50-400 T 
WASTE MGT 
71-6574 

71-6574 

50-482 U 
COMMISSION 
COMMISSION 
50-289 U 
WASTE MGT 

COMMISSION 
COMMISSION 
COMMISSION 
50-142 U 
50-329 U 

30-329 U 
30-329 T 
COMMISSION 
COMMISSION 
COMMISSION 

30-490 G 
PR 

30-49B S 
30-490 S 
30-498 S 

30-498 Q 
30-498 S 
30-498 G 
50-498 S 
30-498 S 

30-490 S 
S0-49B S 
30-498 S 
30-498 G 
GA999 

XPORTLIC 
XPORTLIC 
30-322 G 
30-322 G 
30-322 G 

30-322 G 
30-322 G 
30-322 T 
30-322 T 
30-322 G 

30-322 G 
30-322 G 
30-322 G 


AUTHOR 

AFFILIATION 


ACCESSION SUBUE 

NUMBER CATEC 


8406130312 30-322 
8406150303 30-322 
8406190198 50-322 
84062S0126 50-322 
8406250190 50-322 

8406250194* 50-322 
8406250232 50-322 
8406250353 50-322 
8406270132 30-322 
8406290347 50-325 

Hydrogen Control Owners Group 
ITT Barton (subs, of ITT) 


8406180160* FOIA 
8406180163* FOIA 
8406180170* FOIA 
8406210362 PT21 
8406230004 PT21 


8406130200 TOPREf 
8406180037* FOIA 
8406180038* FOIA 
8406180061* FOIA 
8406180071* FOIA 


Idaho State Univ. , Pocatello, ID 
Illinois Power Co. 


Illinois, State of 


Illinois, Univ. of, Urbana. IL 
Impel 1 Corp. 

Indiana & Michigan Electric Co. 


Industrial (Test it Inspection 
Inhalation Toxicology Research Institute 
Institute for Policy Studies 

Interior, Dept. of 

Interior, Dept. of, Fish 8e Wildlife 
Service 

Interior, Dept, of, Geological Survey 


8406230006 PT21 
8406280193 30-23, 

8406040024 30-46: 

8406060176 50-46: 

8406060277 30-46: 

8406150367 50-46: 

8406180438 30-46 

8406190333 30-46 

8406220238 30-46 

8406260213 30-46 

8406290298 50-46 

8406290300 30-46 

8406010432 40-20 

8406040371 40-20 

8406050417 27-39 

8406150165* 40-87 

8406210145 30-45 

8406260097 40-20 

8406270139 50-46 

0406030335 50-13 

8406020380* CONTR 
8406010021 50-31 

8406010023 50-31 

8406010100 50-31 

0406010108* 50-31 

8406010146 50-31 

8406040216 50-31 

8406030217 30-31 

0406030217 30-31 

8406030313 30-31 


B40605034B 

30-31 

8406050353* 

30-31 

8406050357* 

30-31 

8406030370 

30-31 

8406030433 

50-3) 

8406060031 

30-3 

8406060031 

30-3 

8406070001 

50-3 

8406070042 

30-3 

8406070171 

30-3 

8406070171 

30-3 

8406080163 

30-3 

8406080228 

30-3 

8406120407 

50-3 

8406120513 

30-3 

B406180370 

30-3 

8406190183 

50-3 

8406210349 

50-3 

8406210349 

50-3 

8406210364 

50-3 

8406210364 

30-3 

8406260148 

50-3 

84062601 50 

50-2 

8406280310 

30-2 

8406280439 

50-2 

8406290208 

so-: 

8406290238 

so-: 

840602001 1 

71-: 

8406010536 

NURI 

83051 10244* 

FOI< 

8406130132 

so-: 

8406290306 

50- 

7909110500* 

70- 

8406020371* 

CON 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


'national Research & Technology Corp. 
Electric Light 8< Power Co. 


State Univ. . Ames# IA 
State of 

1 / Lincoln & Beale 


Associates 


bs Engineering Group# Inc. 


son Controls# Inc. 
t Intervenors — Callaway 


Intervenors — Diablo Canyon 


Intervenors — Shearon Harris 


Associates# Inc, 

Systems- Inc, 

, Kleinman# Yanouiitz & Arnson Co. » 

. A, . 


s Gas & Electric Co. 


84061 30223* 
B4061 30231* 
8406 130232* 
8406130236* 
8406130239* 

8406130243* 

8406130256* 

8406230120* 

8406060040* 

8406040151 

84060401 57* 

8406050209* 

8406050253 

8406050379 

8406050399 

8406060008 

8406070128* 

8406070238 

8406080166 

8406080171* 

8406120386 

8406130192* 

8406140202 

8406180413 

8406190319 

8406220239 
8406280405 
84062605 1 0* % 
8406190434 
8002120480* 

8406050349 

8406070216* 

8406110031 

8406120106* 

8406120109* 

8406150301 

8406180414 

8406190147 

8406200347 

8406210139 

8406250103 

8406250181 

8406230364 

8406260122 

8406260326 

8406260326 

8406260332 

8406260332 

8406290047 

8406120626 

8406120628 

8406070035* 

8406110372 

8406120162 

8406230278 

8406120128 

8406130192* 

8406180417 

8406180429 

8406130299 

8406150299 

8406130333 

8406130337 

8406130337 

8406130309* 

8406180439 

8406030371* 

8406010209* 

8406220275* 

8406230173 

8406010479 

8406010481* 

8406030001 

8406030263 

8406050333 

8406110120 

8406120110 

8406180331 

8406190132 

8406190226 

8406210035 

8406210088 

8406210379 

8406230193 


70-121 

70-121 

70-121 

70-121 

70-121 

70-121 
70-121 
50-344 P 
CONTRACT 
50-331 P 

50-331 P 
50-331 F 
50-331 S 
50-331 S 
50-331 S 

50-331 P 
50-331 P 
50-331 R 
50-331 P 
50-331 P 

50-331 S 
50-331 Q 
50-331 P 
PR 

50-331 R 

50-331 Q 
50-331 S 
CONTRACT 
50-331 P 
50-329 G 

PR 

FOIA 

50-155 T 
50-329 G 
50-329 G 

50-454 G 
50-155 G 
50-454 G 
50-456 G 
FOIA 

50-454 G 
50-454 G 
50-454 G 
50-434 G 
50-329 G 

50-329 G 
50-329 G 
50-329 G 
50-436 G 
FOIA 

FOIA 

WASTE MGT 
WASTE MGT 
WASTE MGT 
QA999 

50-483 G 
50-483 G 
50-483 G 
50-483 G 
50-273 G 

50-275 G 
50-275 G 
50-275 G 
50-275 G 
50-400 G 

50-400 G 
50-322 G 
CONTRACT 
QA999 

GA999 

70-2960 
70-2960 
50-482 S 
50-482 S 
50-482 S 

50-482 S 
50-482 A 
50-482 S 
50-482 F 
50-482 G 

50-402 S 
50-482 S 
50-482 A 
50-482 H 


8406250258 

8406250380 

8406250381 

8406260218 

8406260403 

8406260411* 

8406270119 

8406280052 

Kansas State Univ. , Manhattan, KS 8406270167 

8406270169* 

Kansas, State of 
Kay-Ray, Inc. 

Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp. ) 


8406200367 

8406200368 

8406260233 

8406270124 

Kerr-McGee Corp. 8406010160 

8406040260 
8406040284 
8406060007 
8406130368 
8406010082 


8406040350 
8406040354 
8406030513 
8406060377 
8406060383* 

8406060452 
8406070325 
8406070341 
8406070344 
8406140111 

84061401 14* 
8406150140 
8406150351 
8406150369 
8406190206 

8406190377 
8406200341 
8406220221 
8406220266 
8406250125 

8406250361 
8406250383 
8406260115 
84062901 13 
8406290110* 

8406290121* 
8406290125* 
8406210147* 
8406260427 
0310110136 

Lawrence Livermore Laboratory 8404180171* 

8406070121* 

8406070138* 

8406070200* 

8406070246* 

8406110229 

8406110232* 

8406150327* 

8406150331* 

8406190043* 

8406230215 

LeBoeuf# Lamb, Leiby & MacRae 8406050307 

8406080247 

8406120222 

8406120469 

8406180387 

8406200365* 

Legal Environmental Assistance Foundation 8406190421 

8406190421 

8406190424* 

8406190424* 

Lewis# M. 8406050316 

8406060304 

8406180369 

8406290107 

Lillick# Me Hose 8t Charles 8406190047 

8406190032* 

Limerick Ecology Action 8406270106 


Labor, Dept, of 
Lafayette, LA 

Lawrence Berkeley Laboratory 


Keystone Foundation Research School 
Kirkpatrick, Lockhart# Hill# Christopher 
& Phillips 


8406250123* 

8406210104 

8406120138 

8406120207 

8406200334 


r c 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


C 


orp . 


1 ear 

Screw Co. 


nc i 1 

ighting Co. 


ACCESSION 

NUMBER 


8406270106 

8406270114* 

8406270114* 

8406290030 

8406290030 

8406290035 

8406290039 

8406290039 

84061S0050* 

8406180074* 

8406180104* 

8406210285* 

8406220014 

8406220163 

8406220175 

8406220206 

8406220223 

8406220246 

8406050020* 

8404240322 

8405090113 

8405300097 

8405300097 

8405300097 

8405300104* 

8405300104* 

8405300109* 

8405300109* 

8405300116* 

8406040265 

8406040365 

8406050227 

8406050365 

8406050371* 

8406050414 

8406050500 

8406050505 

8406050512 

8406060004 

8406060004 

8406060004 

8406060334* 

8406060429 

8406060434* 

8406070131 

8406070154* 
8406070320 
8406070339 
84061 10312 
84061 10312 

8406130312 
8406140183 
8406130085 
8406130114 
840613022 7 

8406150227 

8406150227 

8406130303 

8406180430 

8406190198 

8406190373 

8406190377 

8406190388* 

8406190393 

8406230126 

8406250131* 

8406250190 

8406230194* 

8406230232 

8406230339 

8406250339 

8406230351 

8406230335 

8406270121 

8406270132 

8406290032 

8406290347 

8406290333* 


SUBJECT 

CATEGORY 


50-352 

G 

50-352 

G 

50-332 

G 

50-332 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-332 

FOIA 

FOI A 

FOIA 

G 

30-277 

PT21 

P 

50-498 

S 

50-341 

PT21 

PT21 

PT21 

S 

30-329 

A 

30-206 

S 

50-322 

H 

30-322 

G 

30-322 

G 

50-322 

G 

30-322 

G 

50-322 

5 

50-322 

G 

30-322 

G 

30-322 

71-3803 

G 

50-322 

G 

30-322 

G 

50-322 

G 

30-322 

G 

50-322 

G 

50-322 

T 

30-322 

G 

30-322 

G 

30-206 

S 

30-206 

S 

30-206 

S 

30-322 

F 

30-322 

T 

30-322 

T 

30-322 

G 

50-322 

G 

30-322 

G 

30-322 

G 

30-322 

S 

30-322 

S 

50-322 

G 

30-322 

A 

30-322 

E 

30-206 

S 

30-206 

S 

50-206 

s 

30-206 

s 

30-322 

T 

30-322 

G 

30-322 

G 

50-322 

T 

30-322 

G 

30-322 

T 

30-322 

G 

30-322 

T 

50-322 

T 

30-322 

G 

30-322 

G 

30-322 

G 

30-206 

S 

30-206 

s 

30-322 

G 

30-322 

G 

30-322 

G 

50-322 

G 

50-322 

G 

30-322 

G 

30-322 

G 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406040272 
8406030164 
8406030172 
B4060 50324 
8406050351 

8406050413 

8406050456 

8406050509 

8406070291 

8406070292* 

8406110247 
84061 10231 
8406120114 
8406120149 
8406120287 

8406130083 

8406180230 

8406180231* 

8406180404 

8406190224 

8406200314 

8406210142 

8406260138 

8406270170 

B406280102 


Louisiana. State of 


Lovelace Biomed & Env ironmenta 1 Research 
Institute 


8406280210 
8406050323 
8406150349 
B4061 00332 
B4060 10336 


MPR Associates. Inc. 8406120409* 

8406120316* 

Maine Yankee Atomic Pouier Co. 8406010156 

8406030100 

8406030231 

8406050458 
84060 30483 
8406070190 
8406080073 
8406180200 

8406190210 

8406190231 

8406190300 

8406190334 

8406190418 

8406190455 

8406220168 

8406220178 

8406230301 

8406230305* 


8406260032 

8406260139 

8406260340 

8406260433 

Management Analysis Co. 8406040304* 


Manhattan College. Riverdale. NY 8406050282 

8406030286* 

Marsh & McLennan. Inc. 8406050239 

8406030290 

8406030436 

8406080133 

8406080132 

8406190317 

8406210369 

8406260399 


Mayo Clinic. Rochester. MN 
Mecklenburg County. NC 


8406280239 

8406280261 

8406120329* 

8406030319 

8406030319 


Mercury. Pottstowm PA 
Metcalf Si Eddy. Inc. 
Metropolitan Edison Co, 


8406030328* 

8406030328* 

8406190001 

8406010026 

8406060349 

8406060352 

8406060407 


S UBJE< 
CATEOI 


50-382 

50-382 

30-382 

50-382 

30-382 

50-382 

30-382 

30-382 

50-382 

30-382 

50-382 

50-382 

50-382 

30-382 

30-382 

50-382 

30-382 

30-382 

30-382 

30-382 

50-382 

30-382 

30-382 

PR 

30-382 

50-382 

30-458 

50-438 

PR 

NUREO 


50-220 

30-220 

30-309 

50-309 

30-309 

30-309 

30-309 

30-309 

30-309 

30-309 

50-309 

30-309 

50-309 

50-309 

30-309 

30-309 

30-309 

30-309 

30-309 

30-309 

50-309 

30-309 

50-309 

50-309 

30-329 

50-199 

30-199 

30-397 

30-333 

50-230 

50-413 

30-333 

30-213 

30-483 

30-327 

30-333 

30-243 

70-141 

30-413 

50-413 

30-413 

30-413 

50-332 

50-436 

30-209 

50-209 

30-209 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


tec, Inc. 

gan State Univ. , East Lansing/ MI 


jan, State of 

jan, State of, Dept, of Public 
bh 

jan, Univ. of, Ann Arbor, til 
Porm, Inc. 


id. MI 

safety Appliances Co. 
sota. State of 


isippi Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8406200363 

8406250377 

8406260073 

8406270041 

8406290095 

8406290102 

8406290379 

8406210072* 

8406250106* 

8406050452 

8406120134 

8406120139* 

8406150178 

8406150188 

8406150193* 

8406120282* 

8406120031* 

8406220255* 

8406230032* 

8406230036* 

8406190531* 

8406010200* 

8406050316 

8406050334 

8406270164 

8406010031 

8406010266 

8406010266 

8406010318 

8406010318 

8406040049 

8406040049 

8406040125 

8406040160 

8406050257 

8406050269 

8406050516 

8406060026 

8406070201 

8406070256 

8406070257 

8406110221 

8406110250 

8406110268 

8406110268 

8406110280 

8406110300 

8406110314 

8406110321 

8406120376 

8406130039 

8406130079 

8406130200 

8406180232 

8406190046 

8406190109 

8406190149 

8406190201 

8406190268 

8406200033 

8406200033 

8406200140 

8406200142* 

8406200225 

8406200229* 

8406200239 

8406210138 

8406210210 

8406210391 

8406220041* 

8406220045* 

8406220071* 

8406220081* 

8406220086* 

8406220162 


50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

CONTRACT 

CONTRACT 

50-294 

F 

50-294 

V 

50-294 

V 

50-294 

P 

50-294 

P 

50-294 

P 

50-329 

A 

50-329 

S 

50-2 

G 

CONTRACT 

CONTRACT 

CONTRACT 

50-348 

PR 

P 

WASTE MGT 

WASTE MGT 

50-416 

P 

50-416 

P 

50-416 

P 

50-416 

P 

50-416 

P 

50-416 

K 

50-416 

K 

50-416 

S 

50-416 

s 

50-416 

s 

50-417 

A 

50-416 

s 

50-416 

p 

50-416 

Q 

50-416 

S 

50-416 

P 

50-417 

S 

50-416 

s 

50-416 

s 

50-416 

s 

50-416 

p 

50-416 

s 

50-416 

s 

50-416 

s 

50-417 

s 

50-416 

s 

50-416 
TOP REP 

s 

50-416 

s 

50-416 

s 

50-416 

Q 

50-417 

S 

50-416 

s 

50-416 

s 

50-416 

p 

50-416 

p 

50-416 

p 

50-416 

p 

50-416 

p 

50-416 

p 

50-416 

R 

50-416 

P 

50-416 

H 

50-416 

0 

50-416 

Q 

50-416 

Q 

50-416 

Q 

50-416 

G 

50-416 

0 


50-416 P 


8406220164* 50-416 P 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJ 

CATE 


8406250330 

WASTE 


8406270164 

WASTE 

Missouri, Univ. of, Columbia, MO 

8406140197 

50-18 

Mitsubishi International Corp. (subs, of 

8406010538* 

XPORT 

Mitsubishi Corp . > 


8406150074 

XPORT 

Mitsui St Co. (USA), Inc. (subs of Mitsu 

i 8406120180 

XPORT 

& Co. , Ltd. ) 

Morrison-Knudsen Co. , Inc. 

8406140138 

WASTE 

Murphy St Davenport 

8406250186 

waste 


8406250195 

WASTE 

N. C. Kist St Associates, Inc. 

8406020381* 

contr, 

ND Resources, Inc. 

8406010548 

71-50 


8406060009 

40-86, 


8406060022 

40-8H 

National Association of Regulatory 

8406060292 

PR 

Utility Commissioners 


8406270153 

PR 

National Economic Research Associates, 

8406080212* 

PR 

Inc. 

National Parks Association 

8406180376 

WASTE 


8406250318 

waste 


8406270149 

WASTE 

Navy, Dept, of 

8102170695* 

30-32* 


8102250725* 

50-32* 

Nebraska Public Power District 

8406070096 

30— 29( 


8406070203* 

S0-29f 


8406120359* 

30—291 


8406120413 

30-291 


8406130161 

50-291 


8406130228 

30-291 


8406220106 

30-291 


8406260270 

50-291 

Nebraska, State of 

8406020037 

40-88J 

Nevada, State of 

8406110153 

WASTE 


8406110373 

WASTE 


8406110375 

WASTE 


8406130034 

PR 


8406180366 

WASTE 


8406250186 

WASTE 


8406250195 

WASTE 

New England Coalition on Nuclear 

8406060286 

PR 

Pollution 

New Orleans, LA 

8406180424 

30-382 

New Orleans, Univ. of, New Orleans, LA 

8406190554* 

CONTRA 

New York, State Univ. of, Albany, NY 

8406120083* 

27-43 

New York, State Univ. of, Binghamton, NY 

8406010201* 

30-41C 

New York, State Univ. of, Buffalo, NY 

8406180125 

50-37 


8406200237 

30-37 

New York, State of 

B4060 10082 

30-322 


8406040350 

30-322 


8406050307 

PR 


8406060452 

30-322 


8406070312 

30-322 


8406070337 

30-322 


8406150305 

30-322 


8406150331 

30-322 


84061 50369 

30-322 


B406 190206 

30-322 


8406200329 

30-322 


8406220262 

30-322 


8406220266 

30-322 


8406230125 

30-322 


8406250129* 

50-322 


8406250361 

50-322 


8406290130* 

30-322 

Newman & Holtzinger 

8406030307 

PR 


8406030310 

30-331 


8406030332 

PR 


8406140132 

30-498 


8406220230 

30-498 


8406230366 

30-344 

Niagara Mohawk Power Corp. 

8406010194 

30-410 


8406040117* 

FOIA 


84060401 19 

30-410 


8406040127 

30-220 


8406040133 

30-22 0 


OA/Un/in 1 'Da an_<sna 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ssho lujai American Corp. 

riega Communications Corp. 

rth Carolina State Univ. , Raleigh* NC 
rth Carolina, State of 

rth Shore Committee Against Nuclear & 
hernial Pollution 


rtheast Nuclear Energy Co. (subs, of 
ortheast Utilities) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


840&050465 

8406070081 

8406070084* 

8406070290 

8406120286 


50-410 S 
50-410 K 
50-410 K 
50-220 P 
50-220 Q 


8406250189 

8406250270 

8406250322 

8406250326# 

8406260110 


8406120339 

8406120347 

8406120348 

8406120372 

8406120406 


50-220 J 
50-220 P 
50-220 P 
50-220 F 
50-220 P 


8406260292 

8406280212 

8406290004 

8406290234 

8406290263 


8406120418 
8406120419 
8406120507 
8406120512 
8406 1 30084 


50-220 P 
50-220 F 
50-220 J 
50-220 Q 
50-220 P 


Northeast Utilities 


8406290294 

8406290324 

8406290339 

8403010219 

8406010168 


8406130286 

8406140019 

8406140021* 

8406140024 

8406150128* 


50-220 P 
50-220 P 
30-220 P 
30-220 S 
50-410 Q 


8406040207 

8406030471 

8406060201 

8406070100 

8406070197 


8406180217 

8406200031 

8406200086 

8406210208 

8406210335 


50-220 R 
50-410 A 
50-410 V 
50-410 E 
50-220 F 


8406080145 

8406080158 

8406080139 

8406080179 

8406080239 


8406210350 

8406210333* 

8406260033 

8406260040 

8406260437* 


50-410 A 
30-410 A 
50-220 Q 
50-410 A 
50-410 Q 


84061 10192 
8406110225 
8406110225 
84061 10248 
8406110265 


8406280092 

8406290232* 

8406200413 

8406210304 

8406060014* 


50-410 F 
50-410 Q 
XPORTLIC 
XPORTLIC 
CONTRACT 


84061 10284 
8406110351 
8406120155 
8406120313 
8406120319 


8406210223 

8406040345* 

8406150320 

8406130318 

8406130320* 

8403010219 

8406010168 

8406040207 

8406050471 

8406060201 

8406070180 

8406070197 

8406080158 

8406080139 

8406080179 

8406080239 

8406110192 

8406110223 

8406110223 

8406110248 

8406110265 

8406110284 

8406110283* 

8406110351 

8406120133 

8406120313 

8406120319 

8406150052 

8406130092 

8406150094# 

8406150206 

8406180129 

8406180194 

8406180193 

8406180260 

8406180326 

8406180326 

8406180326 

8406180326 

8406180326 

8406180359 


50-297 F 
50-413 T 
50-413 G 
50-322 G 

50-322 G 

50-336 S 

50-336 P 
50-423 E 
50-423 S 
50-336 S 

50-336 R 
50-245 R 
50-423 A 
50-423 A 
50-336 S 

50-336 P 
50-245 P 
50-213 F 
50-213 F 
50-213 P 

50-245 R 
50-336 P 
50-336 P 
50-423 E 
50-245 0 

50-423 S 
50-423 Q 
50-423 H 
50-423 K 
50-423 

50-423 A 
50-245 P 
50-423 S 
50-423 S 
50-336 R 

50-213 H 
50-213 H 
50-213 H 
50-213 H 
50-213 H 

30-213 H 


8406120467* 
84061 30052 
8406130092 
8406130132 
8406130206 

8406180129 
84061 BO 164 
8406180194 
8406180193 
8406180260 

8406180326 

8406180326 

8406180339 

8406180339 

8406180368 


8406190131 
8406220181 
8406220248 
8406230189 
8406230270 

8406260110 
8406260292 
8406280212 
8406290004 
8406290234 

8406290263 
8406290294 
8406290320 
8406290324 
8406290339 

K Northeast Utilities Service Co. (subs, of 8406080130 

Northeast Utilities) 

8406080162* 
8406130092 
8406190238 
8406190238 

8406190258 
8406190238 
8406190238 
8406 1 90260* 
8406 1 90260* 

8406 1 90260* 
8406 1 90260* 


author 

affiliation 


ACCESSION 

number 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406050524* 

8406070223 

8406070225* 

8406070226* 

8406070227 

8406080034 

8406080205 

8406080216 

8406080219 

8406080220* 

8406080221* 

8406110342 

8406140141 

8406140198 

8406180402* 

8406190158 

8406190426 

8406190426 

8406210257 

8406210257 

8406210261* 

8406250025 

8406250240 

8406260137 

8406280448 

8406280448 

8406280451* 

8406280451* 

8406290223 

8406290249 


SUBJECT 

CATEGORY 


50-282 G 
50-263 P 
50-263 P 
50-263 P 
50-263 R 

50-263 G 
50-263 F 
50-263 P 
50-263 P 
50-263 P 

50-263 P 
50-263 F 
50-263 P 
50-263 P 
50-282 G 

50-282 F 
50-282 G 
50-282 G 

50-282 R 

50-282 R 

50-282 R 
50-263 P 
50-282 S 
50-282 F 
50-282 R 

50-282 R 

50-282 R 
50-282 R 
50-263 P 
50-282 P 


it®rn Steel & Wire Co. 
Burke. Berry & French 
Assurance Carp . 

Awareness Network 


Energy Service. Inc. 


Fuel Services. Inc. (subs, of 

Oil Co. ) 


8406120411 

8406200338 

8406010333 

8406120544* 

8406120632 

8406210066 

8406010214 

8406010541 

8406180447* 

8406180450* 

B406180454* 

8406200153* 

8406010329 

8406010550 

8406070187 


50-482 S 
50-275 G 
71-9103 
CONTRACT 
50-482 A 

50-482 G 
71-512 
71-5926 
50-483 G 
50-483 Q 

50-483 G 
50-352 A 
70-143 

70-143 

70-143 


information *< Resource Service 
Law Center 

Packaging. Inc. 

pharmacy. Inc. 


. Action Committee 

Utility Task ac ^ 


It 


Computer Systems, m 

Associated Univs. 


dp# National 


Lab oratory 


of Manag ement * 


Budget 


8406190071 70-143 

8406190074* 70-143 

B406070101 FOIA 

8406270143 FOIA 
8406140108 50-142 G 


8406290100 

8406040290* 

8406060023 

8406150343 

8406190015* 

8406190016* 

8406190018* 

8406190019* 

8406190021* 

8406190022* 

8406190024* 

8406190026* 

8406180269 

8406080195 

8405090007* 

8406120428* 

8406290222 

8406290225* 

8406290230* 

8406260236* 

8406020018 

8406020020* 

8406190200 

8406210186* 

8406210195* 

8406010153* 

8406020033 

8406020050 

8406040026 

8406210100 

8406230075 

8406270394* 

8406060361 


50-142 G 
71-9073 
71-9073 
WASTE MGT 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PRM 

PR 

50-237 P 

50-206 P 
50-153 G 
50-155 G 
50-155 G 
CONTRACT 

40-7455 

40-7455 

70-687 

FOIA 

FOIA 

50-267 P 

40-1341 

40-1341 

NUREG 

NUREG 

NUREG 

30-269 S 
ORG 


Ogle Petroleum. Inc. 

Ohio Citizens for Responsible Energy 


Ohio Edison Co. 
Omaha Public Power 


District 


Oregon. State of 
Pacific Gas b Electric Co. 


8406060364 

D 

8406060453 

0 

8406060455 

0 

8406060458 

0 

8406060460 

0 

8406200479 

D 

8406040057 

4 

8406040062* 

4 

84061 10294 

P 

8406290098 


8405290310* 


8406040213 


8406050071 


8406050175 


8406060297 

F 

8406060302 

f 

84061 10365 


840612031 1 



8406120445* 

8406120473* 

8406120474* 

8406190115 

8406190164 

8406190310 

8406210325 

8406210328* 

0406210330* 

8406210332* 

8406210333* 

8406210334* 

8406210336* 

8406210337* 

8406210339* 

8406210341* 

8406210342* 

8406210389 

8406220053* 

8406230617* 

8406280418 

0406250359 

8102230861* 

8403280051 

8404200325 

8406010128 

8406010447 

8406050090 

8406050491 

0406070030 

0406070252 

8406080014 

8406080160 
8406110183 
84061 10231 
8406110277 
8406110278 

8406110278 

8406120003 

8406120141 

8406120341 

8406120343* 

8406120344 

8406120345* 

8406120420 

8406120427* 

8406120432* 

8406120436* 

8406120458 

8406120458 

8406120463* 

8406120463* 

8406120487 

8406120492* 

8406130097 

8406150064 

8406150070 

8406150221 

8406180228 

8406180267 

8406200056 

8406200187 

8406200318 
8406200318 
840620032 1 < 
840620032 U 
8406200330 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


uier St Light Co. 

i ent if ic 
1 1 iance 

Inc. 

I nc. 

rinkerhoffi Quada St 
Mines Corp. 

ia Power tc Light Co. 


ia< Commonwealth ofj 

inst Nuclear Energy 
nfcy Memorial Hosp. , 

ia Elec-tric Co. 


Doug las, 


Rolla, MO 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

affiliation NUMBER 

SUBJE 

CATEG 

8406200338 

50-275 

G 

8406040377 

50-352 

8406210384 

50-133 

Q 

8406050109 

50-352 

8406250140 

50-275 

R 

8406050109 

50-352 

8406250140 

50-275 

R 

8406050111* 

50-352 

8406250225* 

50-275 

G 

8406050111* 

50-352 

8406270381 

50-275 

S 

8406050178 

50-278 

8406280065 

50-275 

S 

8406050201 

50-352 

8406280065 

50-275 

S 

8406050201 

50-352 

8406290008 

50-275 

P 

8406050395 

50-278 

8406290078 

50-275 

F 

8406050475 

50-277 

8406290127 

50-275 

F 

8406050485 

50-277 

8406290127 

50-275 

F 

8406050485 

50-277 

8406290132* 

50-275 

F 

8406050489* 

50-277 

8406290132* 

50-275 

F 

8406050489* 

50-277 

8406290309 

50-275 

P 

8406050493* 

50-277 

8406290330 

50-275 

P 

8406050493* 

50-277 

8406290330 

50-275 

P 

8406050503* 

50-352 

8406290536 

50-275 

F 

8406060083 

50-352 

8406290539* 

50-275 

F 

8406060083 

50-352 

8406140037* 

50-344 

I 

8406060085* 

50-352 

8405070352* 

50-352 

S 

8406060085* 

50-352 

8406050526 

50-413 

G 

8406060146 

50-352 

8406070147 

50-413 

G 

8406060146 

50-352 

8406040309 

40-2259 


8406060258 

50-278 

8406020434* 

CONTRACT 


8406060397 

50-352 

8406260070* 

50-382 

A 

8406060397 

50-352 

8406260503* 

CONTRACT 


8406060442 

50-352 

8406270113 

NUREG 


8406060442 

50-352 

8406120377* 

50-220 

F 

8406060444* 

50-352 




8406060444* 

50-352 

8406010143 

40-6622 







8406060448 

50-352 

8406020306 

40-2259 


8406060448 

50-352 

8406020346 

40-2259 


8406070025 

50-277 

8406020384 

40-2259 


8406070025 

50-277 

8406010094 

50-387 

P 

8406070032* 

50-277 

8406050054 

50-387 

F 






8406070032* 

50-277 

8406050054 

50-387 

F 

8406070038* 

50-277 

8406050057* 

50-387 

F 

8406070038* 

50-277 

8406050057* 

50-3B7 

F 

8406070102 

50-352 

8406050122 

50-387 

P 

8406070102 

50-352 

8406050122 

50-3B7 

P 






8406080111 

50-277 

8406050160 

50-3B7 

F 

8406080111 

50-277 

8406050186 

50-387 

S 

8406080112 

50-352 

8406050309 

50-3B7 

F 

8406080112 

50-352 

8406050309 

50-3B7 

F 

8406110297 

50-352 

8406060262 

50-387 

Q 






8406110297 

50-352 

8406060262 

50-387 

Q 

8406110298 

50-352 

8406070057 

50-388 

S 

8406110298 

50-352 

B406070078 

50-387 

P 

8406110344 

50-352 

8406070185 

50-387 

R 

8406110357 

50-352 

8406070285 

50-387 

S 






8406120159 

50-352 

8406120493 

50-388 

S 

8406120159 

50-352 

8406130119 

50-387 

S 

8406120172* 

50-352 

8406140200 

50-387 

S 

8406120172* 

50-352 

8406150230 

50-388 

S 

8406120321 

50-352 

8406180373 

50-387 

F 






8406120367 

50*352 

8406180373 

50-387 

F 

0406120367 

50-352 

8406190271 

50-387 

P 

8406120390 

50-352 

8406190271 

50-387 

P 

8406120390 

50-352 

8406210347 

50-387 

S 

8406120508 

50-277 

8406220207 

50-387 

F 






8406120508 

50-277 

8406260154 

50-387 

F 

8406130074 

50-352 

8406260378 

50-387 

P 

8406130074 

50-352 

8406280326 

50-387 

S 

8406140094 

50-352 

8406280337 

50-388 

s 

8406140094 

50-352 

8406280436 

50-387 

s 






8406140098* 

50-352 

8406070315 

50-352 

G 

8406140098* 

50-352 

8406150332 

50-289 

G 

8406140118 

50-352 

8406150340 

50-352 

G 

8406140118 

50-352 

8406190035 

50-352 

D 

8406140154 

50-352 

8406190189 

50-289 

G 






8406140154 

50-352 

8406190192* 

50-289 

G 

8406140184* 

50-352 

8406190195* 

50-289 

G 

8406150073 

50-27’ 

8406270063 

50-352 

G 

8406150076* 

50-27: 

8406290303 

50-352 

D 

8406150143 

50-352 

8406050316 

PR 







8406150143 

50-35! 

8406250056* 

70-2993 


8406180204 

50-27: 

8406250068* 

70-2993 


8406180300 

50-352 

8406250074* 

70-2993 


8406180300 

50-35! 

8405070325 

50-352 

S 

8406190008* 

50-35J 

8405220484 

50-352 

G 






8406190252 

50-35; 

8406040225* 

50-277 

G 

8406190252 

50-35 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


lp hi a, PA 


Associates. Inc. 

. AZ 

Resources. Ltd. 
d General Electric Co. 


ACCESSION 

NUMBER 


8406200125* 
84062001 50 
84062001 50 
8406200183 
8406200343 

8406200343 

8406200346* 

8406200346* 

8406200349* 

8406200349* 

8406200353* 

8406200353* 

8406200356* 

8406200356* 

8406210270 

8406210272* 
8406210317 
84062201 10 
8406220121* 
8406220274 

8406220274 

8406220276 

8406220276 

8406250229 

8406250229 

8406250254 

8406260060 

8406260060 

8406260146 

8406260157 

8406260369* 

8406260369* 

8406270283 

8406270285 

840628040Q* 

8406290181 

8406290181 

8406290191* 

8406290341 

8406290341 

8406290346* 

8406290346* 

8406030342 

8406050342 

8406030423 

8406050423 
8406130316 
8406130302 
8406130110* 
84061 30254* 

8406200002* 
8404130088 
8404130092* 
8406010116 
840604001 1 

8406050144 

8406030223 

8406030421 

8406050496 

8406030302* 

8406050308* 
8406060188 
8406060233 
8406070176 
8406070288 

8406110140 
8406110219 
8406110273 
8406120247 
8406120298 

8406120515 
8406130073 
8406140026 
8406140029* 
8406130111 

8406150115* 


SUBJECT 

CATEGORY 


50-352 F 
50-352 A 
50-352 A 
50-277 R 
50-352 G 

50-352 G 
50-352 G 
50-352 G 
50-352 G 
30-332 G 

50-352 G 
50-332 G 
50-332 G 
50-352 G 
30-277 P 

50-277 P 
50-277 S 
30-278 P 
50-278 P 
30-277 P 

50-277 P 
50-277 P 
50-277 P 
50-277 P 
50-277 P 


50-352 A 
30-332 A 
50-332 A 
30-332 E 
30-332 F 

50-277 Q 
30-277 Q 
30-352 G 
50-332 G 
TOP REP 

50-352 F 
50-332 F 
30-332 F 
50-277 P 
30-277 P 

30-277 P 
30-277 P 
30-332 G 
50-352 G 
50-352 G 

50-352 G 
30-332 T 
30-332 G 
CONTRACT 
CONTRACT 

CONTRACT 
40-7869 
40-7869 
30-344 S 
30-344 S 

30-344 S 
30-344 S 
50-344 S 
30-344 P 
30-344 P 

50-344 P 
30-344 P 
30-344 P 
30-344 R 
30-344 P 

30-344 G 
30-344 S 
30-344 P 
30-344 S 
30-344 S 

30-344 Q 
30-344 P 
30-344 I 
30-344 I 
30-344 P 

50-344 P 


AUTHOR ACCESSION 

AFFILIATION NUMBER 


, a . „ 8406260081* 

Potts town, PA 8406200537* 

Power Authority of the State of New York 8406070251 

8406080124 

8406080127* 

8406080226 
8406080245 
84061 10164 
8406120202 
8406120444 

8406130027 

8406150013 

8406150049* 

8406190196 

8406190425 


8406200180 

8406210102 

8406210201 

8406210236 

8406220128 


8406250151 

„ ^ 8406260267 

President of U. S. & Executive Offices 8406200546* 

Public Interest Research Group, 8406130313 

California 

Public Interest Research Group, New York 8406010232 

8406130125 

8406130333 

Q U1J „ 8406270046 

Public Service Co. of Colorado 8406010244 

8406010321 

8406010337 
84060301 16 
8406030143 
8406030265 
8406030319 

8406110110 
84061 10224 
8406110234 
84061 10241 
8406120311 

8406180190 
040 6180364 
8406200027 
0406220203 
0406280241 

0406280463 

_ . . . ^ , 8406280468* 

Public Service Co. of Indiana, Inc. 8406180279* 

Public Service Co. of New Hampshire 8406030296 

8406060093 


Public Service Co. of Oklahoma 
Public Service Electric & Gas Co. of New 
Jersey 


8406060093 

8406060133 

8406120310 

8406120310 

8406270148 

8406270135 

8406280233 

8406130171 

8406010240 

8406010281 


8406010281 

8406020137 

8406030093 

8406050291 

8406030311 

8406030428 

8406060273 

8406120097 

8406120326 

8406120336* 

8406120338* 

8406120338* 

8406120353 

8406120374 


SUBv 

CATE 


50—34 

CONTfi 

50-2E 

50-33 

50-33 

50-33 

50-33 

50-33 

50-33 

50-33 

50-28 

50-28 

50-33 

50-33 

50-33 

50— 28i 
50-33; 
50-33: 
50-28; 
50-33: 

50-33: 

50-33C 

50—321 

50-70 

50-247 

50-247 

50-247 

50-247 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

30-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-546 

30-443 

30-443 

50-443 

30-443 

30-443 

30-443 

30-443 

30-443 

30-443 

30-336 

30-334 

30-272 

30-272 
71-9174 
30-334 
30-31 1 
30-334 

50-334 
50-334 
30-31 1 
30-334 
30-272 

30-272 

50-272 

30-334 

30-334 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8406140012 

30-272 

R 


8406140014* 

30-272 

R 


8406150219 

50-354 

E 


8406150236* 

30-272 

Q 


8406150236* 

50-272 

Q 


8406190154 

50-272 

R 


8406190267 

50-311 

R 


8406210315 

50-334 

E 


8406250196 

30-272 

P 


8406250196 

50-272 

P 


8406260392* 

50-272 

Q 


8406200084 

30-334 

A 


8406200321 

50-311 

P 


8406290237 

30-272 

R 

n, Inc. 

8406250222* 

30-273 

0 

Univ. , West Lafayette, IN 

8406040145* 

30-309 

P 


8406060373 

NUREG 


x Carp. 

8406010386 

71-9096 



8406060053* 

COMMISSION 

y Inn South 

8406010118* 

CONTRACT 


—Stokes, Inc. 

8406200410 

XPORTLIC 


Island, State of 

8406270164 

WASTE MOT 

nd* WA 

8406200008* 

CONTRACT 


gom, Ltd. 

8406040314 

40-8084 


ter Gas St Electric Corp. 

8406050361 

50-244 

s 


8406070173 

50-244 

R 


8406070179* 

50-244 

R 


8406070182* 

30-244 

R 


8406120222 

50-244 

0 


8406150055 

50-244 

P 


8406150058* 

30-244 

P 


8406150233 

50-244 

R 


8406100221 

50-244 

P 


8406190244 

50-244 

S 


8406260155 

50-244 

P 


8406290042 

50-244 

s 

stas Co. 

8406010313 

30-3 

s 


8406050142* 

QA999 



8406050148* 

QA999 



8406050153* 

QA999 



8406050156* 

QA999 



8406050157* 

QA999 



8406050161* 

GA999 



8406050459* 

QA999 



8406050464* 

QA999 



8406260345 

QA999 


ill International Corp. 

8009040463* 

30-329 

A 


8406010372 

70-25 



8406070356* 

30-329 

A 


8406070360* 

50-329 

A 


8406070369* 

50-329 

A 


8406070373* 

30-329 

A 


8406070384 

WASTE MOT 


8406140306* 

WASTE MOT 

Mountain Energy Co. 

8406020314 

40-8432 



8406020320* 

40-8432 



8406020323* 

40-8432 


Band* Cobb, Wade & McNair 

8406050319 

50-413 

0 


8406050319 

30-413 

0 


8406050328* 

30-413 

0 


8406050328* 

50-413 

0 

Inc. 

8406200246* 

CONTRACT 


nento Municipal Utility District 

8004070682* 

30-312 

P 


8406040012 

50-312 

S 


8406040146 

50-312 

P 


8406040150 

50-312 

P 


8406050250 

50-312 

P 


8406060210 

50-312 

R 


8406080107 

30-312 

P 


8406080108* 

50-312 

P 


8406120200 

50-312 

P 


8406130163 

50-312 

P 


8406180303 

50-312 

P 


8406220170 

30-312 

P 


8406220279 

50-312 

P 


8406260054 

50-312 

V 


8406260353 

30-312 

P 


8406260367* 

50-312 

P 


AUTHOR 

affiliation 


Schiff, Hardin & Waite 


SchirmeT Engineering Corp. 
Schneider Consulting Engineers 
Science App lications, Inc. 


Seacoast Anti-Pollution League 
Senate 

Senior Seismic Review Advisory Panel 
Sequoyah Fuels Corp. 


Serious Texans Against Nuclear Dumping 
Shanstrom Nuclear Associates 


Shaw, Pittman, Potts 8c Trowbridge 


ACCESSION 

su 

NUMBER 

CA 



— 

8402010380* 

FOI 

8406040023 

NUR 

8406040145* 

50- 

8406070335 

NUR 

8406120584* 

FOI 

8406180020* 

FOI 

8406180032* 

FOI 

8406180069* 

FOI 

8406 1 80070* 

FOI 

8406 1 80084* 

FOI 

8406180086* 

FOI 

8406180087* 

fou 

8406 180089* 

FOI* 

8406180090* 

50- ^ 

0406180097* 

FOI 

8406180105* 

FOI* 

04061 BO 11 4* 

FOI/ 

8406180124* 

FOI/ 

8406180127* 

FOI/ 

0406180130* 

FOI/ 

8406190001 

NURE 

8406190237* 

FOI/ 

8406190298 

QA95 

8406210205 

QA95 

8406210374 

QA9S 

8406210375* 

QA9 1 ; 

8406210432 

NURE 

8406210433 

NURE 

8406230081 

NURE 

8406230297 

NURE 

8406250272 

NURE 

8406270074 

NURE 

8406150367 

30-4 

8406180438 

50-4 

8406280083 

50-4 

8406280122 

50-4 

8406280190 

50-4 

8406030197* 

50-3 

8406180107* 

FOI A 

8406120218* 

MAST 

8406200504 

MAST 

8406270390 

50-2 

8406270399* 

50-2 

8406270400* 

50-2 

8406130071 

PR 

B406020135* 

50-3 

8406250130* 

50-4 

8406040145* 

50-3 

8406020333 

40- B 

8406040337 

40-8 

8406180272 

MASTI 

8406040174 

50-3 

8406040174 

50-3 

8406040174 

50-3 

8406040174 

50-3 

8406040185* 

50-3 

8406040183* 

50-3 

8406040183* 

50-3 

8406040185* 

50-3 

8406040313 

50- 4< 

8406040327 

50-4' 

8406040386 

50-2M 

8406050332 

PR 

8406060349 

50-21 

8406060407 

50-21 

8406060433 

50-4< 

8406060433 

30-4< 

8406060436* 

50-4< 

8406060436* 

30- 4< 

8406080189 

PR 

8406080208 

PR 

8406120224 

50-21 

8406130091 

30—21 

8406130093 

30-4S 

8406130095 

30-42 

8406130101* 

50-42 

8406130101* 

30-42 


OAm i on i no «n_3c 


6 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


m a Chemical Co. 

clair. M. 

nissippi Alliance for the 
AFE) 

II Business Administration 

ervell County. TX 
th Carolina Electric & Gas 


Sh Carolina. State of 
:hern California Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Environment 


Co. 


8406190326 

8406190326 

8406200314 

8406220218 

8406250356 

8406250377 

8406250380 

8406250381 

8406270119 

8406290019 

8406290095 

8406290102 

8406290379 

8406290427 

8406010503 

8406140066 

8406020300* 

8406130071 

8406260319 

8406010209* 

8406010416* 

8406060014* 

8406060222* 

8406060227* 

8406070021* 

8406040042 

8406050132 

8406050499 

8406070188 

8406110341 

8406120182 

8406120324 

8406140223 

8406220007* 

8406250312 

8406250314* 

8406260259 

8406280425 

8406280433 

8406120610* 

8406010360 

8406010445 

8406040239 

8406040240* 

8406030330 

8406050397 

8406050467 

8406030497 

8406060270 

8406060274* 

8406070220 

8406070258 

8406080136 

8406080144 

8406080170 

8406110195 

8406110237 

8406120206 

8406120424 

8406130120 

8406130154 

8406130182 

8406130185* 

8406130187* 

8406140189 

8406140192* 

8406180323 

8406190166 

8406190221 

8406190311 

8406190387 

8406200054 

8406200062 

8406200220 

8406250021 


50-440 G 
50-440 G 
50-382 G 
50-400 G 
50-483 G 

50-289 G 
50-482 G 
50-482 G 
50-482 G 
50-440 G 

50-289 G 
50-289 G 
50-289 G 
50-424 G 
XPORTLIC 

XPORTLIC 
50-329 A 
PR 

50-454 G 
CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-445 G 

50-395 S 
50-395 P 
50-395 S 
50-395 R 
30-393 S 

50-395 P 
30-393 P 
50-395 F 
50-395 G 
30-395 P 

50-395 P 
50-393 P 
30-395 S 
30-395 S 
27-47 

50-206 P 
71-9181 
50-361 S 
50-361 S 
50-362 S 

50-206 S 
50-361 S 
50-206 F 
50-362 S 
50-362 S 

50-206 R 
50-361 R 
30-361 S 
50-361 P 
50-361 S 

50-361 P 
50-361 S 
30-206 Q 
30-206 P 
PR 

50-362 S 
50-362 S 
50-362 S 
50-362 S 
30-206 P 

50-206 P 
50-206 P 
50-362 S 
50-206 F 
50-361 S 

50-361 Q 
50-361 R 
50-362 Q 
50-206 F 
50-206 P 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SI 

Cf 


8406290278 

50- 

Southern Co. Services. Inc. 

8406290432* 

50- 

Southwest Research Institute 

8406210321* 

50- 


8406270176* 

TOP 

Spiegel & McDiarmid 

8406260427 

50- 

Stamiris. B. 

8406120184* 

50- 

Standardized Nuclear Unit Power Plant 

8406040197 

50- 

System 


8406040197 

50- 


8406040197 

50- 


8406070009* 

50- 


8406070230 

50- 


8406070230 

50- 


8406070230 

50- 


8406080148 

50- 


8406180240 

50- 


8406180446 

50- 


8406260068 

50- 


8406260071* 

50- 


8406290292 

50- 


8406290293* 

50- 

Stanford Univ. , Stanford. CA 

8406210558 

50- 


8406210566 

50- 

State. Dept. of. Bureau of Oceans 8>. Inti. 

8406020237 

XPO 

Environ. & Scientific Affairs 

Stone It Webster Engineering Corp. 

8406060111* 

50- 


8406130066 

PR 


8406140186* 

50- 


8406150145* 

50- 


8406150187* 

50- 


8406130273* 

50- 


8406190296 

GA9 


8406190484 

QA9 


8406250337* 

50- 


8406250337* 

50- 


8406250342* 

50- 


8406250342* 

50- 


8406250342* 

50- 


8406270144 

PR 

Stone & Webster. Inc. 

8406010272 

50- 


8406010272 

30- 


8406010312 

50- 


8406010312 

50- 


8406010331 

50- 


8406010331 

50- 


8406010341 

50- 


8406010354 

50- 


8406010354 

30- 


8406010371* 

30- 


8406010377* 

30- 


8406010377* 

50- 


8406010381* 

30- 


8406010389* 

50- 


8406010397* 

30- 


8406010399* 

50- 


8406010399* 

30- 


8406010408* 

30- 


B4060 10408* 

so-: 


B406010413* 

so-: 


B406020159* 

so-: 


B406020 1 59* 

so-: 


B406020 1 64* 

so-: 


B406020164* 

so-: 


B406020264* 

50- 


B406020344* 

30-: 


8406050003 

so-: 


8406050003 

so- : 


8406050155 

so-: 


8406050504 

so-: 


8406050504 

so-: 


8406060181 

so-: 


8406060181 

so-: 


8406060185 

so-: 


8406060185 

so- : 


8406060217 

so-: 


8406060217 

so-: 




author 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


tructural Mechanics Associates 
uffolk County, NY 


8406120136 

8406120146* 

8406120153* 

8406120158* 

8406120173 

8406120178 

8406120178 

8406120191 

8406120191 

8406120228* 

8406120248* 

8406120252* 

8406120256* 

8406120261* 

8406120264* 

8406120267* 

8406120272* 

8406120274* 

8406120276* 

8406120279* 

8406120281 

8406120281 

8406120293* 

8406120302* 

8406120308* 

8406120351 

8406120463 

8406120463 

8406120494 

8406120494 

8406120317 

8406120524* 

8406120327* 

8406120541* 

8406130054* 

8406130056* 

8406130058 

8406130060* 

8406130062* 

8406130063* 

8406130064* 

8406130065* 

8406130068* 

8406140172 

8406140172 

8406150197 

8406130197 

8406130201 

8406150201 

8406180226 

8406180226 

8406190264 

8406190303* 

8406190303* 

8406190308* 

8406190312* 

8406190316* 

8406190328* 

8406190336* 

8406210116 

8406210166 

8406210166 

8406210388 

8406210388 

8406210398 

8406210398 

8406040143* 

8406210448 

8406010082 

8406040347 

8406040330 

8406040334 

8406040338* 

8406050315 

8406060377 

8406060383* 

8406060432 

8406070323 

8406070341 

8406070344 

8406140111 

8406140114* 

8406130140 

8406130308 

8406130331 


50-329 S 
50-329 R 
50-329 R 
50-329 R 
50-329 S 

50-329 S 
50-329 S 
50-329 S 
50-329 S 
50-329 R 

50-329 R 
30-329 R 
50-329 R 
50-329 A 
50-329 R 

SO-329 R 
50-329 R 
50-329 R 
50-329 R 
50-329 R 

50-329 S 
50-329 S 
30-329 A 
50-329 S 
50-329 S 

30-329 R 
50-329 S 
30-329 S 
50-329 R 
50-329 R 

50-329 R 
50-329 R 
30-329 R 
30-329 A 
30-329 R 

50-329 R 
30-329 R 
30-329 R 
50-329 R 
30-329 R 

50-329 R 
30-329 R 
50-329 R 
30-329 A 
30-329 A 

30-329 R 
30-329 R 
30-329 S 
30-329 S 
30-329 S 

50-329 S 
30-329 S 
30-329 Q 
30-329 Q 
50-329 Q 

50-329 Q 
30-329 Q 
30-329 Q 
30-329 Q 
30-329 S 

30-329 R 
30-329 R 
30-329 R 
30-329 R 
30-329 R 

50-329 R 
30-309 P 
NUREG 
30-322 G 
30-322 G 

30-322 G 
30-322 G 
30-322 G 
30-322 G 
50-322 G 

50-322 G 
30-322 G 
50-322 G 
50-322 0 

30-322 G 

50-322 G 
50-322 G 
30-322 G 
50-322 G 
50-322 G 


8406130369 

8406190206 

8406190383* 

8406200341 

8406220266 

8406250125 

8406250129* 

8406230361 

8406230383 

8406260115 

8406260187 

8406290113 

8406290118* 

8406290121* 

8406290125* 


Sunflower Alliance 
Superior Keypunch & Service Co. 

Szawlewicz, S. A. 

TDI (Transamerica Delaval, Inc. ) Owners 
Group 

8405300097 

8405300097 

8405300097 

8403300097 

8405300097 

8403300097 

8403300097 

8403300097 

8405300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8403300097 

8405300097 

8405300097 

8403300097 

8403300104* 

8403300104* 

8405300109 

8403300109 

8403300109 

8403300109 

8403300109 

8405300109 

8405300109 

8405300109 

8403300109* 

8403300109 

8405300109 

8403300109 

8403300109 

8403300109 

8403300109 

8403300109 

8403300109 

8403300109 

8403300109 

8405300109 

8403300109 

8405300109 

8405300109* 

8403300116* 

8406030364 

8406080174 

8406130154 

8406130238* 

8406230299 

8406230313 

8406250313 

8406230313 

8406230313 

8406230313 

8406230313 

8406250313 

8406230313 

8406230313 

8406250313 


8406290130* 

8406270137 

8406060222* 

8406150091* 

8404240322 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


accession 

number 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250313 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250333 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250335 

8406250339 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 

8406250343 


SUBJECT 

CATEGORY 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 5 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50—206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
!sn-206 S 


author 

affiliation 


TERA Corp. 


TMI-2 Technical Assistance & Advisory 
Group 
TSI» Inc. 

Tameran. Inc. 

Tayloe Associates 


Tec hnas soc i ates, Inc. 

Technical Specialties, Inc. 
Teledyne Engineering Services 
Tennessee Valley Authority 


ACCESSION 

SUB\ 

NUMBER 

CAT! 

8406020 1 26# 

50-3 

8406020129* 

50-3 

8406050358 

50-3 

8406070298 

50-3 

8406130050* 

50-3 

8406210352 

50-3 

8406210352 

50-3 

8406260180 

50-3 

8406260191* 

30-3 

8406260191* 

50-3 

8406130250 

50-3 

8406210367* 

50-3 

8406260140* 

CONT 

8406110010* 

CONT 

8406010171* 

CONT 

8406190055* 

CONT 

8406010416* 

CONT 

8406210303* 

CONT 

8406120454* 

30-3 

8402140206 

30-3 

8406010071 

40-1 

8406020047 

40-1 

8406040021 

30-3 

8406040021 

30— C 

8406040060 

50-3 

8406040214 

50-1 

8406040213 

so-: 

8406040224 

so-; 

8406040270 

so-: 

8406030386 

so-: 

8406050390 

so-: 

8406030390 

so-: 

8406050393 

so-: 

8406030440 

so-: 

8406030476 

so-: 

8406050476 

so-: 

8406070244 

so-: 

8406070260 

50- 

8406080095 

50- 

8406080095 

30- 

B406080146 

PR 

8406080202 

30- 

8406080202 

30- 

84061 10146 

50- 

8406110146 

50- 

84061 10146 

50- 

84061 10178 

30- 

84061 10178 

50- 

8406110189 

30- 

8406110200 

30- 


8406110218 30- 
8406110218 50- 
8406110239 50- 
8406110239 50- 
8406110254 30- 


8406110254 30- 
8406110238 30- 
8406110274 30- 
8406110274 30- 
8406110286 30- 


8406110286 30- 
8406110301 30- 
8406110301 50” 
8406110319 50” 
8406110324 SO- 

8406110324 SO” 
8406110326 30' 
8406110326 30 
8406110331 30 
8406110331 30 


8406110340 30 
8406110343 30 
8406110345 30 
8406110349 30 
8406110349 30 

8406110336 50 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406120325 

8406130046 

8406130046 

8406130046 

8406130077 

8406130166* 

8406140206 

8406140208* 

8406150025 

8406180198 

8406180198 

8406180198 

8406180239 

8406180239 

8406180242 

8406180242 

8406180264 

8406180348 

8406180348 

8406180348 

8406180348 

8406180348 

8406190083 

8406190083 

8406190085 

8406190143 

8406190143 

8406190143 

8406190143 

8406190143 

8406190177 

8406190177 

8406190180 

8406190180 

8406190188 

8406190207 

8406190216 

8406190227 

8406190228 

8406190234 

8406190234 

8406190245 

8406190245 

8406190249 

8406190256 

8406190256 

8406190302 

8406190302 

8406190306 

8406190307 

8406190323 

8406190323 

8406190329 

8406190329 

8406190329 

8406190331 

8406190432 

8406190446* 

8406190473 

8406190473 

8406190476* 

8406190476* 

8406190480 

8406200021 

8406200021 

8406200053 

8406200059 

8406210084 

8406210246 

8406210483 * 

8406210507 * 

8406210517 * 

8406210547 * 

8406210547 * 

8406210572 * 

8406210576 * 

8406210577 * 

8406210579 * 


SUBJECT 

CATEGORY 


50-259 P 
50— 259 F 
50-259 F 
50-259 F 
50-327 S 

50-259 Q 
50-296 P 
50-296 P 
50-259 S 
50-259 F 

50-259 F 
50-259 F 
50-390 Q 
50-390 G 
50-390 A 

50-390 A 
50-328 S 
50-259 F 
50-259 F 
50-259 F 

50-259 F 
50-259 F 
50-438 S 
50-438 S 
50-390 S 

50-390 S 
50-390 S 
50-390 S 
50-390 S 
50-390 S 

50-390 S 
50-390 S 
30-390 S 
50-390 S 
50-438 S 

50-296 S 
30-296 S 
30-438 S 
30-438 S 
30-438 S 

50-43B S 
50-438 S 
30-438 S 
50-438 S 
50-390 A 

50-390 A 
50-438 S 
50-438 S 
50-438 S 
50-328 S 

50-390 A 
50-390 A 
50-259 F 
50-259 F 
50-259 F 

50-260 S 
50-391 S 
50-259 <3 

50-327 P 
50-327 P 

50-327 P 
30-327 P 
50-259 S 
30-390 F 
50-390 F 

50-327 F 
50-259 Q 
TOPREP 
50-259 S 
50-390 G 

50-259 G 
30-259 G 
30-438 Q 
50-438 Q 
30-438 G 

50-438 G 
50—438 G 
50-438 Q 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406220237* 

8406220244* 

8406220251* 

8406220257* 

8406220281 

8406230496* 

8406230520* 

8406250062 

8406250062 

8406250064* 

8406250144 

8406230144 

8406230147* 

8406250147* 

B406250250 

8406250250 

8406230252 

8406260043 

8406260047 

8406260149 

8406280013 

8406280182 

8406280182 

8406280193 

8406280193 

8406280204 

8406280263 

8406280263 

8406280271 

8406280297 

8406280300 

8406280300 

8406280336 

8406280336 

8406280336 


8406280356 

8406280339 

8406280339 

8406280360 

8406280360 

8406290011 

8406290014* 

8406290044 

8406290135 

8406290224 

8406290224 

8406290240 

8406290316 

8406290316 

Texas Utilities Electric Co. (formerly 8406010051* 
Texas Utilities Generating Co.) 


8406010051* 

8406010222 

8406010222 

8406020449 

8406040271 

8406040271 

8406030328 

8406030328 

8406030401 

8406050401 

8406060089 

8406060089 

8406060092 

8406060092 

8406060099* 

8406060099* 

8406060457* 

8406060437* 

8406060461* 

8406060461* 

8406060464* 

8406070193 

8406070254 

8406070254 

8406070276 

8406070276 

8406070327 


650 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8406110306 

8406120161 

8406120161 

8406120194 

8406120519 

8406120519 

8406130035 

8406130107 

8406130122 

8406130140 

8406130140 

8406150138 

8406150159 

8406150159 

8406150161* 

8406150161* 

8406150169 

8406150169 

8406150249* 

8406150249* 

8406150252* 

8406150252* 

8406180375 

8406180375 

8406180380* 

8406180380* 
8406180384* 
84061 803B4* 
8406180392* 
8406180392* 

8406180425 

8406180425 

8406190351 

8406190351 

8406190356* 

B4061 90356* 
8406190361* 
8406190361* 
8406190367* 
8406190367* 

8406200376 

8406200376 

8406210355 

8406210355 

8406220135* 

8406220212 

8406220212 

8406220226 

8406220226 

8406250022 

8406250022 

8406250171 

8406250171 

8406250281* 

8406250357 

8406250357 

8406250362 

8406250362 

8406250374 

8406250374 

8406260113 

8406260113 

8406260288 

8406260288 

8406260293* 

8406260293* 

8406260298* 

8406260298* 

8406260299* 


SUBJECT 

CATEGORY 


50-445 A 
50-445 A 
50-445 A 
50-445 H 
50-445 S 

50-445 S 
50-445 G 
50-445 S 
50-445 G 
50-445 A 

50-445 A 
50-445 G 
50-445 A 
50-445 A 
50-445 A 

50-445 A 
50-445 G 
50-445 G 
50-445 G 
50-445 G 

50-445 A 
50-445 A 
50-445 G 
50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 G 
*50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 H 
50-445 H 
50-445 Q 

50-445 R 
50-445 R 
50-445 G 
50-445 G 
50-445 G 

50-445 G 
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8406200065 

SECY 




SECY- 84-233 

8406200499 

SECY 




SRO-324 

8406070111* 

50-298 

P 



TER-C 3257-30 

8204120416* 

50-263 

P 

TAC 

11134 

TER-C 3237-45/46 

8112170149* 

50-254 

P 



TER-C 5306-337/338/33 

8403160371* 

50-259 

P 

TAC 

07974 

TER-C 3306-340/341 

8404250179* 

50-324 

P 

TAC 

07976 

TER-C 3306-332 

8406040148* 

50-331 

P 

TAC 

07988 

TER-C 3506-356 

8406080266* 

50-285 

P 

TAC 

07991 

TER-C 3306-469/470 DR 

8405210403* 

50-282 

P 

TAC 

52260 

TER-C 5506-483/404/48 

8403140281* 

50-259 

P 

TAC 

07974 

TER-C 3506-497 DRFT 

8406070064* 

50-305 

P 

TAC 

52238 

TER-C 3306-308/309 DR 

8406140286* 

50-280 

P 

TAC 

52276 

TP/1/A/1350/25A 

8406070233 

50-413 

E 



TR— 3321— 2 

8406120434* 

50-333 

P 



TR-83 102-1 ROO 

8406060193* 

50-440 

A 



UC ID- 19724 

8406070246* 

50-293 

P 



UC ID— 20037 

8404180171* 

50-220 

P 



UCRL-79269 

8406190043* 

FOI A 




UMTRA-DOE/ AL— 0141 

8406110162* 

WASTE MGT 



UWNR 006 R01 

8406290305 

50-156 

F 



VEP-NOS-9 

8406260120* 

50-338 

P 



WCAP 10338 

8406260242* 

50-413 

A 



WCAP-10501 

8406070239* 

50-482 

A 



WCAP-7907-A 

8406250340* 

TOP REP 




WCAP— 9695-A 

8406280223* 

TOP REP 




WE— 8405-05 

8406030211* 

TOP REP 




XN-NF-32 R03 

8406020373* 

71-6581 






CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


»s listed as enclosures are those indicated by an asterisk The subject category column in this index gives the dock 

►wing the accession number in the indexes. The second number and the symbol for the category of informatic 

mn gives the accession number of the principal docu- within that docket; for example, 50*320 P. The docket subje^ 

it under which the enclosure is listed. Knowing the categories are defined in Appendix A. 

sssion number of the principal document the date 

ed, and the category enables locating the title listing of Subject categories for nondocketed items are also enterc 

enclosure. j n this column by symbol; for example, ACRS. These cat 

gories are defined in Appendix B and listed in the Content 


SSI ON NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


RE 

DOCUMENT 

ISSUED 

CATEGORY 

263 

0405220481 

84/03/17 

30-329 

A 

006 

8405220481 

84/03/17 

30-329 

A 

057 

8405220481 

84/03/17 

30-329 

A 

OBI 

8405220481 

B4/03/17 

30-329 

E 

077 

8405220481 

84/03/17 

30-329 

A 

158 

8405220481 

84/03/17 

30-329 

A 

■481 

8405220481 

84/05/17 

30-329 

A 

046 

8405220481 

84/05/17 

50-329 

A 

181 

8405220481 

84/05/17 

50-329 

A 

235 

8405220481 

84/03/ 17 

30-329 

A 

151 

8405220481 

84/05/17 

50-329 

E 

070 

8405220481 

84/03/17 

30-329 

A 

462 

8405220481 

84/03/17 

30-329 

A 

465 

8405220481 

84/03/17 

30-329 

A 

221 

8 405220481 

84/03/17 

30-329 

A 

752 

8405220481 

84/05/17 

50-329 

E 

500 

8406130221 

84/06/08 

70-121 


483 

8405220481 

84/03/17 

30-329 

S 

580 

8405220481 

84/03/17 

30-329 

A 

355 

8405220481 

84/03/17 

30-329 

A 

079 

8405220481 

84/05/17 

30-329 

A 

324 

8405220481 

84/03/17 

30-329 

A 

166 

8405220481 

84/03/17 

30-329 

A 

540 

8405220481 

84/03/1 7 

30-329 

A 

375 

8405220481 

84/03/17 

30-329 

A 

098 

8405220481 

84/03/17 

50-329 

A 

473 

8405220481 

84/03/17 

30-329 

G 

480 

8405220481 

84/03/17 

30-329 

G 

601 

8405220481 

84/03/17 

50-329 

E 

682 

8406150163 

84/06/08 

30-312 

P 

409 

8405220481 

84/03/17 

30-329 

A 

415 

8405220481 

84/03/17 

30-329 

A 

608 

8405220481 

84/03/17 

50-329 

A 

427 

8406260106 

84/06/13 

40-8431 


429 

8406260106 

84/06/13 

40-8431 


865 

8405220481 

84/03/17 

30-329 

A 

926 

8405220481 

84/03/17 

30-329 

A 

665 

8405220481 

84/03/17 

30-329 

A 

673 

8405220481 

84/03/17 

30-329 

A 

674 

8405220481 

84/03/17 

30-329 

A 

678 

8405220481 

84/05/17 

30-329 

A 

683 

8405220481 

84/03/17 

30-329 

A 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBUE 

CATEG 

B006240719 

8403220481 

84/03/17 

30—32*1 

8006240728 

8405220481 

84/03/17 

50-32*5 

8006240730 

8403220481 

84/03/17 

30—32*5 

8006240740 

8403220481 

84/03/17 

50-32*5 

8006240742 

8405220481 

84/03/17 

30-32*5 

8006240743 

8403220481 

84/03/17 

30-329 

8006240753 

8405220481 

84/03/17 

30—329 

8006240760 

8405220481 

84/03/17 

30-329 

8006240766 

8403220481 

84/03/17 

30-329 

8006240799 

8403220481 

84/03/17 

30-329 

B0062408 1 5 

0405220481 

84/03/17 

30-329 

8006240820 

8405220481 

84/03/17 

30-329 

8006240863 

8406070106 

84/03/19 

30-263 

8006240864 

8406070106 

84/03/19 

30-263 

8006250460 

8403220481 

84/03/17 

30-329 

8006250465 

8403220481 

84/03/17 

30-329 

8006250474 

8403220481 

84/03/17 

30-329 

8006260149 

8406070106 

84/03/19 

30-324 

8006260133 

8406070106 

84/03/19 

30-324 

8007010427 

8405220481 

84/03/17 

30-329 

8007010623 

8403220481 

84/03/17 

30-329 

8007150638 

0405220481 

84/03/17 

30-329 

8008060622 

8403220481 

84/03/17 

30-329 

8008130646 

8403220481 

84/03/17 

30-329 

800B230386 

8403220481 

84/03/17 

30-329 

8009040463 

8405220481 

84/05/17 

30-329 

8010170284 

8405220481 

84/03/17 

30-329 

8010230131 

8405220481 

84/05/17 

30-329 

8010230484 

8406070106 

84/03/19 

30-298 

8010240389 

8405220481 

84/03/17 

30-329 

8011240120 

8405220481 

84/03/17 

50-329 

8012090479 

8405220481 

84/03/17 

30-329 

8012090491 

8405220481 

84/05/17 

30-329 

8012090497 

8405220481 

84/05/17 

30-329 

8012090499 

8405220481 

84/03/17 

50—329 

8012100468 

8403220481 

84/03/17 

50-329 

8012100648 

8405220481 

84/03/17 

50-329 

8012100633 

8405220481 

84/03/17 

30-329 

8012120251 

8405220481 

84/03/17 

30-329 

8012120258 

8405220481 

84/03/17 

50-329 

8012120298 

8403220481 

84/03/17 

30-329 

8012180152 

8403220481 

84/03/17 

50-329 


rmiMbirML uuuumcsMio 


IN NUMBER 


PRINCIPAL DATE SUBJECT 

DOCUMENT ISSUED CATEGORY 


8405220481 84/05/17 

8405220481 84/05/17 

8405220481 84/05/17 

8405220481 84/05/17 

8405220481 84/05/17 

8405220481 84/05/17 50-329 A 

8405220481 84/05/17 50-329 G 

8405220481 84/05/17 50-329. T 

8405220481 84/05/17 50-329 G 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 G 

8405220481 84/05/17 50-329 G 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

i 8405220481 84/05/17 50-329 T 

r 8405220481 84/05/17 50-329 T 

> 8405220481 84/05/17 50-329 T 

► 8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

1 8405220481 84/05/17 50-329 T 

8405220481 84/05/17 50-329 T 

) 8405220481 84/05/17 50-329 T 

} 8405220481 84/05/17 50-329 T 

T 8405220481 84/05/17 50-329 T 

3 8405220481 84/05/17 50-329 Q 

5 8405220481 84/05/17 50-329 T 

7 8405220481 84/05/17 50-329 T 

) 8405220481 84/05/17 50-329 T 

L 8405220481 84/05/17 50-329 T 

2 8405220481 84/05/17 50-329 T 

I 8405220481 84/05/17 50-329 A 

8405220481 84/05/17 50-329 T 

3 8405220481 84/05/17 50-329 T 

3 8405220481 84/05/17 50-329 A 

D 8405220481 84/05/17 50-329 A 

3 8405220481 84/05/17 50-329 E 

9 8405220481 84/05/17 50-329 A 

a 8405220481 84/05/17 50-329 Q 

5 8405220481 84/05/17 50-329 A 

1 8405220481 84/05/17 50-329 A 

3 8405220481 84/05/17 50-329 A 

1 8404200008 84/03/08 FOIA 

2 8405220481 84/05/17 50-329 T 

1 8405220481 84/05/17 50-329 A 

6 8406180030 84/03/20 FOIA 

8 8406070106 84/03/19 50-171 P 

5 8405220481 84/05/17 50-329 A 

4 8406180030 84/03/20 FOIA 

1 8406180030 84/03/20 FOIA 

8 8405220481 84/05/17 50-329 A 

8 8406180030 84/03/20 50-309 P 

2 8405220481 84/05/17 50-329 A 

9 8405220481 84/05/17 50-329 G 

9 8405220481 84/05/17 50-329 A 

8 8406180030 84/03/20 FOIA 

il 8403220481 84/05/17 50-329 E 

10 8406180030 84/03/20 FOIA 

13 8403220481 84/05/17 30-329 A 

8405220481 84/05/17 50-329 E 

8403 22 0481 84/03/17 50-329 8 

„ 8403220481 84/05/17 50-329 S 

U 8403220481 84/05/17 30-329 G 

(3 8403220481 84/03/17 30-329 E 

2 8405 220 481 84/05/17 50-329 A 

.4 8406180030 84/03/20 FOIA 

r i 8406180030 84/03/20 FOIA 

>0 8406180030 84/03/20 FOIA 

>8 8405220481 84/03/17 30-329 A 

15 8406180030 84/03/20 FOIA 

8406180030 84/03/20 FOIA 

8406180030 84/03/20 FOIA 

8405220481 84/03/17 50-329 A 

It 8403220481 84/03/17 50-329 A 


30-329 T 
50-329 T 
50-329 T 
50-329 T 
50-329 T 


ACCESSION 


ENCLOSURE 

8112170149 

8112170451 

8112170610 

8112180030 

8112300246 

8201050362 

8201120385 

8201190001 

8201250019 

8201260524 

8201260531 

8201300409 

8201300413 

8202030049 

8202030033 

8202050085 

8202050089 

8202050092 

8202050094 

8202050095 

8202050097 

8202050100 

8202030102 

8202030105 

8202090431 

8202090447 

8202100075 

8202110178 

8202120080 

8202170058 

8202170428 

8202220212 

8202240129 

8202240292 

8203010267 

8203030187 

8203100534 

8203110501 

8203180050 

8203180523 

8203190191 

8203230209 

8203240002 

8204050231 

8204050435 

8204070662 

8204120416 

8204160070 

8204190126 

8204210192 

8204210732 

8204210773 

8204220661 

8204280536 

8204280635 

8204290372 

8203030141 

8203030399 

8205070187 

8205100114 

8205210374 

8206150015 

8206150185 

8206170023 

8206280114 

8206290012 

8206290629 

8207120118 

8207130354 

8207140304 

8207230194 

8207290047 

8208040367 

8208050056 

8208060085 

8208230146 

8208260335 

8208270641 

8208300331 

8209010133 


NUMBER 


PRINCIPAL 

DOCUMENT 

84062601 17 
8405220481 
8403220481 
8405220481 
8406070106 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8406070106 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8403220481 

8405220481 

8405220481 

8406180030 

8405220481 

8405220481 

8405220481 

8406070106 

8403220481 

8405220481 

8405220481 

8405220481 

8403220481 

8403220481 

8406180030 

8403220481 

8405220481 

8405220481 

8405220481 

8403220481 

8403220481 

8406180030 

8403220481 

8405220481 

8405220481 

8406200396 

8403220481 

8406190139 

8405220481 

8405220481 

8403220481 

8406180030 

8405220481 

8405220481 

8405220481 

8405220481 

8403220481 

8406220047 

8405220481 

8405220481 

8405220481 

8405220481 

8406070106 

8405220481 

8405220481 
8405220481 
840 5220481 
8405220481 
8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8406180030 

8406180030 

8406070106 


DATE SUI 
ISSUED CA' 

84/06/12 50—5 
84/05/17 50-5 
84/05/17 50-5 
84/05/17 50-: 
84/03/19 50-5 

84/05/17 50-: 
84/05/17 50-: 
84/05/17 50-; 
84/05/17 50-: 
84/05/17 50-; 

84/03/19 50- 
84/05/17 30- 
84/05/17 30- 
84/05/17 50- 
84/05/17 30- 

84/05/17 50- 
84/05/17 30- 
84/05/17 30- 
84/05/17 50- 
84/05/17 50- 

84/05/17 50- 
84/05/17 50- 
84/05/17 50- 
84/05/17 30- 
84/03/20 FOI 

84/05/17 30- 
84/03/17 30- 
84/05/17 SO- 
SA/ 03/ 19 30- 
84/05/17 30- 

84/05/17 50- 
84/05/17 30- 
84/05/17 30- 
84/05/17 50- 
84/05/17 50- 

84/03/20 50- 
84/05/17 30- 
84/05/17 50- 
84/05/17 50- 
84/05/17 50- 

84/05/17 50- 
84/03/17 30- 
84/03/20 FO] 
84/05/17 50- 
84/03/17 30- 

84/05/17 50- 
84/06/03 30- 
84/05/17 30- 
84/03/29 30- 
84/03/17 30- 

84/05/17 30- 
84/05/17 30- 
84/03/20 FO! 
84/03/17 30- 
84/05/17 30- 

84/05/17 50 
84/05/17 30 
84/03/17 50 
84/06/14 30 
84/05/17 50 

84/05/17 50 
84/03/17 50 
84/03/17 30 
84/03/ 19 30 
84/05/17 30 

84/05/17 50 
84/03/17 30 
84/05/17 50 
84/05/17 50 
84/03/17 30 

84/03/17 SO 
84/03/17 30 
84/03/17 50 
84/03/17 30 
84/03/17 50 

84/03/17 50 
84/03/17 50 
84/03/20 30 
84/03/20 FO 
84/03/19 30 


PRINCIPAL DOCUMENTS 


:CESSION NUMBER 


3BURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

L 40074 

8403220481 

84/09/17 

30-329 

A 

L 60036 

8406070098 

84/04/17 

30-247 

F 

L 60030 
200109 

8406070098 

8403220481 

84/04/17 

84/09/17 

FOI A 
30-329 

A 

220372 

8403220481 

84/09/17 

30-329 

E 

230446 

230433 

230313 

240430 

8406180030 

8406180030 

8406180030 

8406070106 

84/03/20 

84/03/20 

84/03/20 

84/03/19 

FOI A 

FOI A 

FOI A 
30-263 

P 

270330 

8403220481 

84/09/17 

30-329 

A 

290290 

8403220481 

84/09/17 

30-329 

E 

740023 

8403220481 

84/09/17 

30-329 

E 

770031 

9406070106 

84/03/19 

30-171 

P 

1 30030 

8403220481 

B4/09/17 

30-329 

A 

L 30102 

8403220481 

84/09/17 

30-329 

G 

L 30660 

0403220481 

84/09/17 

30-329 

A 

L 00203 

0403220481 

84/09/17 

30-329 

A 

1 00220 

8403220481 

84/09/17 

30-329 

A 

710122 

710123 

>40404 

8406180030 

8406180030 

8403220481 

84/03/20 

04/03/20 

84/09/17 

FOI A 

FOI A 

30-329 

G 

740467 

0403220481 

84/09/17 

30-329 

A 

>90613 

8403220481 

84/09/17 

30-329 

0 

L 00404 
.60143 

8406180030 

8403220481 

84/03/20 

84/09/17 

FOIA 

30-329 

A 

l 90322 
110016 

8406180030 

8403220481 

84/03/20 

84/09/17 

FOIA 

30-329 

A 

(20333 

8406070106 

84/03/19 

30-373 

P 

>30400 

>60103 

0406180030 

0406070106 

84/03/20 

84/03/19 

FOIA 

30-324 

P 

.90301 

8403220481 

84/09/17 

30-329 

A 

.90322 

8403220481 

84/09/17 

90-329 

A 

(30604 

8403220481 

84/09/17 

90-329 

E 

(00413 

8403220481 

84/09/17 

90-329 

A 

>20073 

0403220481 

84/09/17 

90-329 

A 

>90040 

>20030 

8406180030 

8403220481 

84/03/20 

84/09/17 

FOIA 

90-329 

F 

>20432 

8403220481 

84/09/17 

90-329 

A 

>90436 

.00031 

8406070106 

8403220481 

84/03/19 

84/09/17 

FOIA 

90-329 

A 

(10200 

8403220481 

84/09/17 

90-329 

A 

>00169 

0403220481 

84/09/17 

90-329 

A 

>10062 

0403220481 

04/09/17 

90-329 

A 

>40002 

8403220401 

84/05/17 

90-329 

A 

>60331 

0403220481 

84/09/17 

90-329 

A 

(00427 

8403220481 

84/05/17 

30-329 

A 

.10031 

8403220481 

84/09/17 

90-329 

A 

.10221 

8403220481 

84/09/17 

90-329 

A 

.10244 

.60234 

8403220401 

8406070106 

84/09/17 

84/03/19 

FOIA 

90-374 

P 

>20334 

8403220481 

84/09/17 

30-329 

A 

>30003 

8403220481 

84/05/17 

90-329 

A 

>30437 

8403220401 

04/03/17 

90-329 

A 

>80019 

8403220481 

84/03/17 

30-329 

A 

>80324 

8402030136 

04/01/26 

30-369 

P 

>90019 

8403220401 

84/03/17 

30-329 

A 

,40344 

8403220481 

84/03/17 

30-329 

A 

(20124 

0403220481 

84/03/17 

90—329 

A 

(20162 

8406070106 

84/03/19 

90-239 

P 

.20170 

0403220481 

84/03/17 

30-329 

A 

.30349 

8403220481 

84/03/17 

90-329 

A 

.30401 

8403220481 

84/03/17 

90-329 

A 

.40128 

8403220481 

04/03/17 

30-329 

A 

.90303 

8403220481 

84/03/17 

30-329 

A 

.90347 

8403220481 

84/03/17 

30-329 

A 

190421 

8403220481 

84/03/17 

30-329 

Q 

(00488 

8403220481 

84/03/17 

90-329 

A 

(00339 

8403220481 

84/03/17 

30-329 

A 

(30633 

8403220481 

84/03/17 

30-329 

E 

(80079 

8403220481 

84/03/17 

30-329 

A 

(90263 

>90823 

100413 

8406070106 

8406070106 

8403220481 

84/03/19 
84/03/ 19 
84/03/17 

FOIA 

FOIA 

30-329 

A 

L 30024 

8409220481 

84/09/17 

90-329 

A 

(30287 

8406290103 

84/06/08 

10^280 - 

;p 

(30631 

(80222 

(90023 

8406180030 

8406070106 

8403220481 

84/03/20 

84/03/19 

84/03/17 

FOIA 

FOIA 

50-329 

A 

110032 

8409220481 

84/03/17 

30-329 

A 

>70030 

8406070106 

84/03/19 

90-333 

F 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SU1 

CA' 

8309080329 

8406180030 

84/03/20 

FOI/ 

8309130023 

8403220481 

84/03/17 

30-: 

8309300010 

8403220481 

84/03/17 

90-: 

8309300021 

8403220481 

84/03/17 

30-: 

8310090202 

8406180030 

84/03/20 

FOI/ 

8310210108 

8405220481 

84/05/17 

so-: 

8310210373 

8406070106 

84/03/19 

so-: 

8311080317 

8406070106 

84/03/19 

30-; 

8311100374 

8406190011 

84/03/08 

FOI/ 

8311300409 

8403220481 

84/03/17 

30-: 

8312020060 

8403220481 

84/05/17 

90-: 

8312190307 

8406070106 

84/03/19 

90— C 

8401100493 

8406180030 

84/03/20 

FOI / 

8402010376 

8406180030 

84/03/20 

FOI/ 

8402010380 

8406100030 

84/03/20 

FOI/ 

8402010403 

8403220481 

84/03/17 

FOI/ 

8402010309 

8403220481 

84/03/17 

so-: 

8402070336 

8406260029 

84/06/19 

30— i 

8402100452 

8406180030 

84/03/20 

FOI/ 

8402130978 

8406070106 

84/03/19 

FOX/ 

8402140387 

8406070106 

84/03/19 

50-1 

8402140990 

8406070106 

84/03/19 

so-: 

8402230321 

8403220481 

84/03/17 

so-: 

8402270037 

8406180030 

84/03/20 

FOI/ 

8402280122 

8406060148 

84/03/04 

so-: 

8403020299 

8406070106 

84/03/19 

FOI/ 

8403140281 

8406200406 

84/06/06 

so-; 

8403160371 

8406260077 

84/06/06 

so—; 

8403220126 

84032201 16 

84/03/07 

so-: 

B403220146 

8403220116 

84/03/07 

so-: 

84041 10461 

8402030136 

84/01/26 

so-: 

8404130092 

8404130088 

83/11/17 

40- 

8404170643 

8406260489 

84/06/01 

30-; 

8404180139 

8404180133 

84/04/04 

CON- 

8404180171 

8406210081 

84/03/24 

30-: 

8404190333 

8404190343 

84/03/19 

50-; 

8404200240 

8406260086 

84/03/29 


8404230301 

8404230299 

84/03/28 

EE 

8404230418 

8404230414 

84/04/03 

so-; 

8404230421 

8404230414 

84/04/03 

so~; 

8404240382 

8404240322 

84/04/20 

so-; 

8404290179 

8406040133 

84/03/18 

so-: 

8404230237 

0406040294 

84/03/22 

30— 

8403040184 

8406220093 

84/06/20 

50— 1 

8403040187 

8406220093 

84/06/20 

50 -‘ 

8403070352 

8405070323 

84/04/19 

so-: 

8403090007 

8406030418 

84/06/01 

so-; 

84031 10061 

8409110038 

84/04/23 

so-: 

8403140981 

8406200403 

84/06/06 

so-: 

8409160433 

8406130323 

84/03/03 

COMI 

8405160613 

8406190139 

84/03/29 

30— J 

8403170340 

8406080142 

84/03/23 

30- 

8403170343 

8406080142 

84/03/23 

30- 

8403180168 

8406060016 

84/03/18 

90—5 

8403210040 

8403210037 

84/03/10 

30- 

8403210303 

8406080294 

84/06/01 

TOFI 

8403210409 

8406190087 

84/03/31 


8403210691 

8406130319 

84/06/03 

so-: 

8403220318 

8409220314 

84/09/10 

. 30- 

8403220322 

8409220314 

84/09/10 

90N 

8403230095 

8409220481 

84/09/17 

so-: 

8409230098 

8405220481 

84/03/17 

so-: 

8409230072 

8409220481 

84/03/17 

30-: 

8409230137 

8406210299 

84/09/23 

30-: 

0409230404 

8406180030 

84/03/20 

FOL 

0405230414 

8406180030 

84/03/20 

m 

8409240448 

8409220481 

84/03/17 

PS 

8409240493 

8409220481 

84/03/17 

B3 

8403240464 

8409220481 

84/05/17 

so-; 

8409240467 

8409220481 

84/09/17 

30-1 

8409240473 

840922.0481 

84/03/17 


8409240478 

8405220481 

84/05/17 

m3 

8409240487 

8409220481 

84/03/17 

30- 

8409240491 

8409220481 

84/03/17 

30- 

8409240496 

84o322048i 

84/03/17 

30- 

8409260185 

8406250094 

84/06/19 

M 

8409260309 

8409260300 

84/04/19 


8409260307 

8409260300 



8409260314 

8409260300 

84/04/19 


8403290003 

8409290002 

84/03/13 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


SESSION NUMBER 


JURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

>0023 

8403310293 

84/05/10 

50-366 

P 

>0138 

8406120038 

84/05/29 

50-228 

F 

>0172 

>0310 

8403290169 

8403290307 

84/03/17 

84/03/22 

71-5364 

50-271 

I 

>0320 

8403290307 

84/03/22 

50-271 

I 

>0323 

8403290307 

84/05/22 

50-271 

I 

>0376 

8406190343 

84/06/18 

50-329 

A 

>0104 

8403300097 

84/05/17 

50-322 

G 

>0109 

8403300097 

84/05/17 

50-322 

G 

>0116 

8403300097 

84/03/17 

50-322 

G 

.0318 

8406290140 

84/06/26 

50-153 

P 

.0368 

8406070333 

84/03/29 

30-321 

P 

.0002 

8406010001 

84/04/03 

30-400 

Q 

.0003 

8406010001 

84/04/03 

30-400 

Q 

.0004 

,0003 

0006 

8406010001 

8406010001 

8406010001 

84/04/03 

84/04/03 

84/04/03 

FOIA 

FOIA 

30-400 

Q 

0007 

8406010001 

84/04/03 

30-400 

Q 

0008 

8406010001 

84/04/03 

30-400 

G 

0009 

8406010001 

84/04/03 

30-400 

Q 

0010 

8406010001 

84/04/03 

50-400 

Q 

0011 

8406010001 

84/04/03 

30-400 

Q 

0012 

8406010001 

84/04/03 

30-400 

Q 

0013 

8406010001 

84/04/03 

30-400 

Q 

0014 

8406010001 

84/04/03 

30-400 

G 

001? 

8406010001 

84/04/03 

30-400 

Q 

0016 

8406010001 

84/04/03 

30-400 

G 

0017 

8406010001 

84/04/03 

30-400 

G 

0018 

8406010001 

84/04/03 

30-400 

G 

0020 

8406010001 

84/04/03 

30-400 

G 

0022 

8406010001 

84/04/03 

50-400 

G 

0024 

8406010001 

84/04/03 

30-400 

G 

0023 

8406010001 

84/04/03 

30-400 

G 


8406010001 

84/04/03 

30-400 

G 


8406010001 

84/04/03 

30-400 

Q 

0033 

8406010001 

84/04/03 

30-400 

Q 

0033 

8406010001 

84/04/03 

50-400 

Q 

0040 

8406010001 

84/04/03 

30-400 

Q 


8406010042 

8403300021 

84/04/23 

84/03/23 

40-1162 

50-445 

A 

0039 

8406010033 

84/05/10 

50-321 

P 

0066 

8406010063 

84/03/18 

50-410 

Q 

0067 

8406010001 

84/04/03 

30-400 

Q 

0069 

8406010001 

84/04/03 

30-400 

Q 

0070 

8406010063 

84/03/18 

30-410 

Q 

0074 

8406010001 

84/04/03 

30-400 

G 

0070 

8406010001 

04/04/03 

50-400 

Q 

19 

8406010077 

8406010073 

84/03/30 

84/03/17 

CONTRACT 

30-333 

Q 

mm 

8406010001 

84/04/03 

30-400 

Q 

>099 

8406010001 

84/04/03 

30-400 

Q 

>099 

8406010034 

84/05/14 

30-387 

P 

>109 

8406010034 

84/03/14 

30-387 

P 

>106 

8406010102 

84/03/23 

30-454 

S 

>100 

0406010100 

84/05/23 

50-316 

P 

>110 

>114 

8406010104 

8406010001 

84/05/13 

84/04/03 

CONTRACT 

30-400 

a 

>110 

>123 

8406010112 

8406010001 

04/03/14 

04/04/03 

CONTRACT 

30-400 

Q 

>124 

8406010121 

84/03/17 

30-333 

a 

>127 

8406010001 

84/04/03 

30-400 

Q 

>132 

8406010001 

84/04/03 

30-400 

<3 

>136 

8406010001 

84/04/03 

30-400 

a 

>142 

8406010139 

84/09/23 

30-124 

P 

>130 

R4/1AA1 SV1 

04 AAK /AA 


p 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUI 

ENCLOSURE 

DOCUMENT 

ISSUED 

CA' 

8406010287 

8406010281 

84/05/24 

30-2 

8406010292 

8406010289 

84/05/08 

so-; 

8406010293 

8406010290 

84/05/13 

30-J 

8406010295 

8406010281 

84/05/24 

so-; 

8406010297 

8406010286 

84/04/25 

so-: 

8406010298 

8406010290 

84/05/15 

50-2 

8406010302 

8406010301 

84/05/18 

50-' 

8406010306 

8406010301 

84/05/18 

50-C 

8406010308 

8406010303 

84/05/24 

50-C 

8406010309 

8406010304 

84/03/17 

30-2 

8406010315 

8406010314 

84/05/30 

30-4 

8406010317 

8406010316 

84/05/17 

30-2 

8406010320 

8406010310 

84/03/14 

30-4 

8406010323 

8406010310 

84/05/14 

30-4 

8406010337 

8406010333 

84/04/27 

50-2 

8406010339 

8406010335 

84/04/27 

30-2 

8406010361 

8406010346 

84/03/04 

30-4 

8406010366 

8406010346 

84/03/04 

30-4 

8406010367 

8406010364 

84/04/12 

70-7 

8406010368 

8406010362 

84/03/18 

30-3 

8406010371 

8406010362 

84/03/18 

50-3 

8406010377 

8406010362 

84/05/18 

30-3 

8406010381 

8406010362 

84/03/18 

30-3 

8406010382 

8406010378 

84/04/12 

70-2 

8406010384 

8406010379 

84/03/17 

30-3 

8406010389 

8406010362 

84/05/18 

30-3 

8406010397 

8406010362 

84/03/18 

30-3 

8406010399 

8406010362 

84/03/18 

30-3 

8406010408 

8406010362 

84/03/18 

50-3 

8406010410 

8406010407 

84/05/08 

30-3 

8406010413 

8406010362 

84/05/18 

30-3 

8406010415 

8406010407 

84/03/08 

30-3 

8406010416 

8406010403 

84/03/14 

CQNT 

8406010428 

8406010420 

84/03/08 

30-3 

8406010429 

8406010420 

84/05/08 

50-3 

8406010436 

8406010433 

84/03/14 

30-3 

8406010439 

8406010433 

84/03/14 

30-3 

8406010440 

8406010437 

84/03/07 

COMM 

8406010443 

8406010438 

84/03/23 

71-3 

8406010466 

8406010460 

84/04/23 

71-3 

8406010481 

8406010479 

84/04/19 

70-2 

8406010482 

8406010476 

84/04/26 

71 -9< 

8406010494 

8406010492 

84/03/10 

71-4 

8406010496 

8406010493 

84/03/18 

50-3- 

8406010310 

8406010302 

84/04/20 

70-7! 

8406010338 

8406010337 

84/03/22 

XP0R1 

8406020001 

8403220481 

84/03/17 

30-3J 

8406020003 

8403220481 

84/03/17 

30-3; 

8406020007 

8405220481 

84/03/17 

30-32 

8406020010 

8403220481 

84/03/17 

30-32 

8406020014 

8403220481 

84/05/17 

FOIA 

8406020020 

8406020018 

84/03/04 

40— 7* 

8406020038 

8403220481 

84/03/17 

30—32 

8406020042 

8403220481 

84/03/17 

30-32 

8406020043 

8403220481 

84/03/17 

30-32 

8406020049 

8403220481 

84/03/17 

30-32 

8406020031 

8403220481 

84/03/17 

30-32 

8406020036 

8403220481 

84/03/17 

30-32 

8406020039 

8403220481 

84/03/17 

30-32 

8406020063 

8403220481 

84/03/17 

30-32 

8406020069 

8403220481 

84/03/17 

30-32 

8406020072 

8403220481 

84/03/17 

FOIA 

8406020074 

8403220481 

84/03/17 

30-32 

8406020073 

0406230143 

84/06/13 

NUREG 

8406020077 

8405220481 

84/05/17 

30-32 

8406020080 

8405220481 

84/05/17 

30-32 

8406020086 

8403220481 

84/03/17 

30-32 

8406020088 

8406020087 

84/03/09 

40-83 

8406020089 

8403220481 

84/03/17 

30-32 

8406020092 

8403220481 

84/05/17 

FOIA 


PRINCIPAL DOCUMENTS 


JSIQN NUMBER 


PRINCIPAL DATE SUBJECT 

IE DOCUMENT ISSUED CATEGORY 

L21 8406020112 84/0S/18 ACRS 

L24 8406020112 84/03/ 18 ACRS 

L26 8405220481 84/05/17 50-329 R 

L27 8405220481 B4/05/17 50-329 A 

L29 8405220481 84/05/17 50-329 A 

L31 8405220481 84/05/17 50-329 G 

L32 8406020112 84/05/18 ACRS 

L34 8405220481 84/05/17 50-329 Q 

135 8405220481 84/05/17 50-329 A 

L38 8405220481 84/05/17 50-329 Q 

L40 8405220481 84/05/17 50-329 A 

142 8405220481 84/05/17 50-329 G 

L44 8405220481 84/05/17 50-329 T 

L49 8405220481 84/05/17 50-329 Q 

LSI 8405220481 84/05/17 50-329 A 

L55 8405220481 84/05/17 50-329 G 

L59 8405220481 84/05/17 50-329 R 

L63 8405220481 84/05/17 50-329 G 

L64 8405220481 84/05/17 50-329 R 

170 8405220481 84/05/17 50-329 Q 

L75 8405220481 84/05/17 50-329 A 

L80 8405220481 84/05/17 50-329 A 

L81 8405220481 84/05/17 50-329 A 

L84 8406020178 84/05/11 71-6346 

L85 8405220481 84/05/17 50-329 A 

L87 8405220481 84/05/17 FOIA 

L92 8405220481 84/05/17 50-329 Q 

L94 8405220481 84/05/17 50-329 T 

L96 8405220481 84/05/17 50-329 A 

200 8405220481 84/05/17 50-329 A 

203 8405220481 84/05/17 50-329 A 

208 8405220481 84/05/17 50-329 A 

210 8406020205 84/05/22 50-416 P 

215 8405220481 84/05/17 50-329 A 

221 8405220481 84/05/17 50-329 A 

225 8405220481 84/05/17 50-329 A 

230 8405220481 84/05/17 50-329 A 

241 8405220481 84/05/17 50-329 A 

249 8405220481 84/05/17 50-329 A 

254 8405220481 84/05/17 50-329 A 

260 8405220481 84/05/17 50-329 A 

264 8405220481 84/05/17 50-329 A 

266 8405220481 84/05/17 50-329 A 

268 8405220481 84/05/17 50-329 A 

272 8405220481 84/05/17 50-329 A 

278 8405220481 84/05/17 50-329 A 

281 8405220481 84/05/17 FOIA 

283 8405220481 84/05/17 50-329 A 

287 8406020286 84/05/24 40-3392 

291 8405220481 84/05/17 50-329 A 

295 8405220481 84/05/17 50-329 A 

300 8405220481 84/05/17 50-329 A 

308 8405220481 84/05/17 50-329 A 

313 8405220481 84/05/17 50-329 A 

320 8406020314 84/04/19 40-8452 

323 8406020314 84/04/19 40-8452 

334 8405220481 84/05/17 50-329 A 

344 8405220481 84/05/17 50-329 A 

361 8406020358 84/05/14 71-6244 

363 8406020359 84/05/15 50-320 Q 

371 8406020366 84/05/07 CONTRACT 

373 8406020370 84/05/08 71-6581 

377 8406020367 84/05/07 CONTRACT 

300 8406020374 84/04/27 CONTRACT 

381 8406020375 84/04/30 CONTRACT 

434 8406020424 84/05/25 CONTRACT 

435 8406250050 84/06/19 50-324 F 

439 8406260489 84/06/01 50-206 P 

454 8406020451 84/05/29 71-6581 

461 8406020457 84/05/24 50-416 P 

DOS 8406040001 84/05/29 50-483 A 

319 8406040017 84/05/21 CONTRACT 

327 8406040022 84/05/21 CONTRACT 

•6 8406040036 84/05/29 50-289 G 

,2 8406040057 84/04/09 40-8745 

>75 8406040072 84/05/29 CONTRACT 

>88 8406040083 84/04/16 FOIA 

>92 8406040083 84/04/16 FOIA 

>95 8406040083 84/04/16 FOIA 

>97 8406040083 84/04/16 FOIA 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJEC 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGO 

8406040099 

8406040083 

84/04/16 

FOIA 

8406040100 

8406040083 

84/04/16 

FOIA 

8406040104 

8406040083 

84/04/16 

FOIA 

8406040105 

8406040083 

84/04/16 

FOIA 

8406040108 

8406040083 

84/04/16 

FOIA 

84060401 1 1 

8406040083 

84/04/16 

FOIA 

84060401 12 

8406040083 

84/04/16 

FOIA 

8406040114 

8406040083 

84/04/16 

FOIA 

8406040117 

8406040083 

84/04/16 

FOIA 

8406040118 

8406040083 

84/04/16 

FOIA 

8406040120 

8406040116 

84/05/23 

50-239 

8406040122 

8406040083 

84/04/16 

FOIA 

8406040123 

8406040083 

84/04/16 

FOIA 

8406040128 

8406040083 

84/04/16 

FOIA 

8406040130 

8406040124 

84/05/16 

50-273 

8406040131 

8406040083 

84/04/16 

FOIA 

8406040133 

8406040083 

84/04/16 

FOIA 

8406040137 

8406040083 

84/04/16 

FOIA 

8406040143 

8406040083 

84/04/16 

FOIA 

8406040145 

8406040138 

84/03/25 

50-309 

8406040148 

0406250394 

84/06/12 

50-331 

8406040149 

8406040083 

84/04/16 

FOIA 

8406040153 

8406040083 

84/04/16 

FOIA 

8406040154 

8406040083 

84/04/16 

FOIA 

^406040156 

8406040083 

84/04/16 

FOIA 

8406040157 

8406040151 

84/03/25 

50-331 

8406040158 

8406040083 

84/04/16 

FOIA 

8406040161 

84060401 55 

84/03/18 

50-324 

8406040162 

8406040083 

84/04/16 

FOIA 

8406040165 

8406040083 

84/04/16 

FOIA 

8406040166 

8406040163 

84/03/25 

50-424 

8406040167 

0406040083 

84/04/16 

FOIA 

8406040168 

8406040083 

84/04/16 

FOIA 

8406040171 

8406040083 

84/04/16 

FOIA 

8406040175 

8406040083 

84/04/16 

FOIA 

8406040177 

8406040083 

84/04/16 

FOIA 

8406040178 

8406040083 

84/04/16 

FOIA 

8406040180 

8406040083 

84/04/16 

FOIA 

8406040182 

8406040083 

84/04/16 

FOIA 

8406040184 

8406040083 

84/04/16 

FOIA 

8406040185 

8406040174 

84/03/24 

50-313 

8406040187 

8406040083 

84/04/16 

FOIA 

8406040190 

8406040083 

84/04/16 

FOIA 

8406040194 

8406040083 

84/04/16 

FOIA 

8406040198 

8406040083 

84/04/16 

FOIA 

8406040199 

8406040083 

84/04/16 

FOIA 

8406040203 

8406040083 

84/04/16 

FOIA 

8406040205 

8406040083 

84/04/16 

FOIA 

8406040200 

8406040083 

84/04/16 

FOIA 

8406040209 

8406040083 

84/04/16 

FOIA 

8406040212 

8406040083 

84/04/16 

FOIA 

8406040223 

8406040217 

84/03/08 

40-806- 

8406040225 

8406040222 

84/03/29 

30-277 

8406040227 

8406040221 

84/03/30 

30-335 

8406040233 

8406040226 

84/05/07 

40—223* 

8406040236 

8405220481 

84/03/17 

50-329 

8406040237 

8406040235 

84/03/25 

30—332 

8406040238 

8406040231 

84/03/29 

50-302 

8406040240 

8406040239 

84/05/29 

50-361 

8406040243 

8406040241 

84/03/23 

50-321 

8406040247 

8406040245 

84/03/21 

30-260 

8406040251 

8406040249 

84/03/22 

50-324 

8406040255 

8406040249 

84/03/22 

30-324 

8406040274 

8406040273 

84/03/30 

50—278 

8406040275 

8406040273 

84/03/30 

30-278 

8406040280 

8406040279 

84/03/30 

50-313 

8406040285 

8405310059 

84/03/17 

50-324 

8406040288 

8406040286 

84/04/16 

71—903 

8406040290 

8406040289 

84/04/27 

71-907 

8406040291 

8406040279 

84/05/30 

30-313 

8406040295 

8406040294 

84/05/22 

50-416 

8406040298 

8405220481 

84/03/17 

30-329 

8406040301 

8406040294 

84/03/22 

50-416 

8406040302 

8405220481 

84/03/17 

50-329 

8406040304 

8405220481 

84/03/17 

30-329 

8406040307 

8405220481 

84/03/17 

50r329 

8406040312 

8405220481 

84/03/17 

50-329 

8406040315 

8406040311 

84/04/10 

70-734 

8406040316 

8406040313 

84/05/31 

50-400 

8406040317 

8405220481 

84/03/17 

50-329 


PRINCIPAL DOCUMENTS 


accession number 


ACCESSION NUMBER 


CLOSURE 

0604-03 18 
06040320 
06040321 
06040322 
06040323 

06040324 

06040325 

06040326 

06040329 

06040330 

06040332 

06040334 

06040335 

06040343 

>6040345 

>6040340 

>6040349 

•6040353 

•6040356 

6040357 

6040358 

6040359 

6040362 

6040364 

6040368 

6040372 

6040375 

6040382 

6040385 

6040380 

604038? 

6040390 

>040391 

>040393 

•040394 

•040397 

040400 

040402 

040403 

040404 

040406 

040407 

040400 

050006 

050008 


PRINCIPAL 

DOCUMENT 

8406040311 

8406040313 

8406040311 

8405220481 

8406040311 

8406040313 

8406040319 

8405220481 

8406040319 

8405220481 

8405220481 

8406040311 

8405220481 

8406040342 

8406040339 

8405220401 

8405220481 

8405220481 

8406040344 

8405220481 

8406040354 

8406040355 

8405220481 

8405220481 

8405220481 

8406040363 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8403220481 

8405220481 

8405220481 

8403220481 

8403220481 

8405220481 


DATE 

ISSUED 

84/04/10 

84/05/31 

84/04/10 

B4/05/17 

84/04/10 

84/05/31 

84/05/25 

84/05/17 

84/05/25 

84/05/17 

84/05/17 

84/04/10 

84/05/17 

84/05/11 

84/05/30 

84/05/17 

84/05/17 

84/05/17 

84/04/10 

84/05/17 

84/05/30 

84/05/16 

84/05/17 

84/05/17 

84/05/17 

84/05/24 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/ 17 
84/03/17 
84/03/17 
84/03/17 
84/03/17 


SUBJECT 

CATEGORY 

70-734 
50-400 T 
70-734 
50-32? G 
70-734 

50-400 T 
MISC 

50-329 G 
MISC 

50-329 G 

30-329 A 

70- 734 
30-329 S 

71- 3 

30-413 T 

50-329 T 
FOIA 

50-329 G 
40-8681 
50-329 A 

50-322 G 
30-412 E 
30-329 A 
30-329 A 
50-329 A 

t 

MISC 

30-329 A 
30-329 A 
30-329 A 
FQI A 

50-329 Q 
30-329 Q 
30-329 A 
FOIA 

50-329 Q 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 Q 


550011 

>50016 

>50019 

>50020 

>50024 

>50026 

>50028 

>50029 

>50031 

>30032 

30033 

30036 

30037 
36040 

30042 

30043 

30048 

30049 
30032 
30053 




8405220481 

8403220481 

8406030013 

8403220481 

8403220481 

8403220401 

8403220481 

8406030023 

8403220481 

8406030023 

8403220481 

8403220481 

8403220481 

8405220481 

8406050015 

8403220481 

8406030013 

8405220481 

8403220481 

8406050630 

8406030634 

8406030633 

8406030053 

8405220481 

8406030015 

8406030064 

8406030068 

8405220481 

8406050064 

8406030070 


04/05/17 

30-329 

84/05/17 

30-329 

84/05/30 

30-320 

84/05/17 

30-329 

04/05/17 

30-329 

04/03/17 

30-329 

84/05/17 

30-329 

04/05/23 

30-387 

04/05/17 

50-329 

04/05/23 

50-387 

84/05/17 

30-329 

84/05/17 

30-329 

84/03/17 

FOIA 

84/05/17 

30-329 

84/03/30 

30-320 

84/03/17 

30-329 

34/05/30 

30-320 

34/03/17 

30-329 

34/05/17 

30-32? 

84/03/29 

30-369 

84/03/31 

30-387 

84/05/18 

. 30—362 

84/03/18 

30-362 

84/05/17 

30-32? 

84/03/30 

30-320 

84/03/22 

50-333 

84/03/29 

30-233 

84/03/17 

30-329 

!8W5/?22 

50-333 


50-470. . 


T 

A 

Q 

A 

Q 

Q 

Q 

P 

Q 

P 

Q 

T 

0 

Q 

Q 

Q 

8 

0 

P 

F 

P 

P 

Q 

Q 

P 

Q 

Q 

P 

Q 



0405220481 84/03/17 30-829 Q 
8406050075 ‘30-450 ■■ Q 
8405220481 84/03/17 30-329 A 
04052204101 84/03/17 30-329 A 
0403220481 84/03/17 30-32? A 


ENCLOSURE 

8406050096 

8406050098 

8406030099 

8406050100 

8406030102 

8406050105 

8406050106 

8406030111 

8406030124 

8406030130 

8406050131 

8406050133 

8406030137 

8406050139 

8406030140 

8406050142 

8406030143 

8406030140 

8406030150 

8406030151 

8406030153 

8406030156 

8406030157 

8406030161 

8406050166 

8406050167 

8406050168 

8406050171 

8406050102 

8406050187 

8406050197 

8406050198 

8406030199 

8406050204 

8406050209 

8406050211 

8406050228 

0406050236 

8406050246 

8406050248 

8406050255 

8406050264 

8406050273 

8406050204 

8406030285 

8406030286 

8406050293 

8406050298 

8406050299 

8406030304 

8406050306 

8406030323 

8406030346 

8406030347 

8406030352 

8406030333 

0406030357 

0406030371 

8406050373 

B406030374 

8406030381 
B 4060 50385 
8406030391 
8406030394 
8406030409 

0406030430 

8406030441 

8406030454 

0406030459 

8406030463 

8406030464 

8406030466 

8406030470 

8406030489 

8406030492 

8406050493 

8406030502 

8406050503 

8406050508 

8406050524 


PRINCIPAL 

DOCUMENT 

8405220481 

8406050095 

8405220481 

8406050093 

8405220481 

8406050101 

8403220481 

8406050109 

8405220481 

8403220481 

8406050126 

8403220481 

8403220481 

8403220481 

8406050138 

8406050126 

8403220481 

8406050126 

8406050147 

8405220481 

8406050126 

8406050126 

8406050126 

8406050126 

8406050162 

8406050163 

8406050162 

8406050163 

8406030173 

8406030101 

8406050194 

8406030190 

8406030193 

8406030190 

8406030207 

8406050203 

8406030224 

8406030232 

8406030243 

8406030247 

8406030232 

8406030261 

8406030270 

8406030281 

8406030280 

8406030282 

8406030288 

8406030293 

8406030294 

8406030297 

8406030302 

8406030320 

8406030343 

0406030343 

8406030343 

8406030348 

8406030348 

8406030363 

0406030368 

8406030366 

8406030366 

8406030366 

8406030366 

8406030366 

8406030403 

8406030424 

8406030437 

8406030449 

8406030433 

840603044? 

8406030433 

8406030462 

8406030462 

8406030483 

8406030488 

8406050485 

8406030496 

8406030498 

8406030496 

8406030320 


date s 

ISSUED C 

84/05/17 50 
84/05/21 50 
84/05/17 50 
84/05/21 30 
84/03/17 30 

84/05/22 QA< 
84/03/17 50- 
84/03/3 1 30- 
84/03/17 30- 
84/03/17 30- 

84/05/30 QA* 
84/03/17 30- 
84/03/17 30- 
84/03/17 30- 
84/03/23 30- 

84/03/30 QA«! 
84 / 03/17 30- 
84/03/30 QA5 
84/03/14 QA9 
84/03/17 50- 

84/05/30 QA9 
84/05/30 QA9 
84/05/30 QA? 
84/05/30 QA9 


84/03/21 

30- 

84/03/21 

QA? 

84/03/21 

30- 

84/03/21 

QA9 

84/03/30 

30- 

04/03/21 

30- 

84/06/01 

30-: 

84/03/31 

so-: 

84/03/17 

so-; 

84/03/31 

so-: 

84/03/30 

so-; 

84/03/31 

TOPF 

84/03/29 

30-3 

04/03/31 

30-2 

84/03/21 

30-3 

04/03/31 

50-2 

84/05/29 

30-1 

84/03/22 

50-4 

84/04/11 

30-3 

84/03/29 

EES 

84/03/30 

30-3 


84/06/01 30-1' 

84/05/30 30-2; 

84/05/31 30-3: 

84/05/0? 30-3 1 
84/05/30 30-3; 

84/05/30 50-25 

84/05/30 27-46 

84/05/07 30-4! 

84/05/29 50-3C 

84/05/07 30-43 

84/05/31 30-31 

84/03/31 30-31 

84/06/04 30-32 

84/06/01 30-41 

84/06/01 50-30 

84/06/01 50-30 

84/06/01 30-30; 

84/06/01 30-30i 

84/06/01 30-30! 

84/06/01 30-331 

84/03/30 30-285 

84/03/13 50-331 

84/03/18 90 * 4 $ 

84/03/30 0A999 

84/03/18 30-481 

84/03/30 QA999 

84/03/31 3Q-TiP 
84/03/31 30-153 

84/03/2? 30-277 

84/03/24 30-374 

84/05/29 50-277 

84/06/01 50-344 

84/05/29 ■ 'MNRfe 
84/06/01 30-344 

84/06/01 


rnilXUlrML UUV/UIVlCiV I O 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJE 

L 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEC 

27 

8406030318 

84/05/30 

30-443 

Q 

8406060464 

8406060089 

84/06/02 

50-44; 

28 

8406030319 

84/03/31 

30-413 

G 

8406060469 

8406060467 

84/03/23 

50-341 

29 

8406030318 

84/03/30 

30-443 

Q 

8406060470 

8406060468 

84/03/23 

50-443 

30 

8406030518 

84/03/30 

30-443 

Q 

8406060473 

8406060467 

84/05/23 

50-341 

06 

8406060003 

84/03/29 

30-424 

A 

8406060473 

8406060468 

84/03/23 

50-443 

14 

84060600 1 1 

84/04/30 

CONTRACT 


8406060477 

8406060476 

84/05/30 

50-445 

21 

8406060004 

84/03/17 

30-206 

S 

8406070008 

8406070006 

84/05/31 

30-352 

29 

8406210573 

84/03/29 

50-261 

P 

8406070009 

8406070006 

84/05/31 

50-352 

33 

8406060031 

84/06/01 

30-313 

P 

8406070021 

8406070015 

84/03/30 

30-443 

36 

8406060031 

84/06/01 

30-315 

P 

8406070024 

8406070013 

84/03/30 

30-443 

40 

8406060033 

84/03/22 

CONTRACT 


8406070032 

8406070025 

84/06/04 

30-277 

41 

8406060038 

84/03/10 

40-8829 


8406070033 

8406070031 

84/03/24 

WASTE 

43 

8406060039 

84/03/09 

30-293 

P 

8406070038 

8406070023 

84/06/04 

30-277 

50 

8406060043 

84/03/16 

71-9009 


8406070043 

840607003^ 

84/06/01 

30-346 

52 

8406060046 

84/03/10 

CONTRACT 


8406070047 

8406070045 

84/06/01 

30-346 

53 

8406060049 

84/03/ 18 

COMMISSION 

8406070061 

8406070035 

84/05/24 

50-10 

59 

8406060037 

84/03/23 

COMMISSION 

8406070064 

8406260513 

84/06/ 13 

30-303 

S»2 

8406060038 

84/03/23 

COMMISSION 

8406070070 

8406070033 

84/03/24 

50-10 

b3 

8406060061 

84/06/04 

30-244 

G 

8406070073 

8406070068 

84/03/23 

30-309 

35 

8406060083 

84/06/04 

30-332 

T 

8406070073 

8406070068 

84/03/23 

50-309 

36 

8406060082 

84/03/18 

COMMISSION 

8406070079 

8406070076 

84/03/30 

50-264 

38 

8406060082 

04/03/18 

COMMISSION 

8406070084 

8406070081 

84/03/29 

50-410 

?0 

8406060082 

84/03/18 

COMMISSION 

8406070100 

8406070106 

84/03/19 

For A 

?3 

8406060082 

84/03/18 

COMMISSION 

84060701 1 1 

8406070106 

84/03/19 

50-298 

?9 

8406060092 

84/06/04 

30-443 

K 

8406070119 

8406070098 

84/04/17 

50-289 

34 

8406060092 

84/06/04 

30-443 

K 

8406070121 

8406070106 

84/03/ 19 

50-263 

>7 

8406060100 

84/03/29 

71-194 


8406070123 

84060701 18 

84/04/24 

50-483 

L0 

8406060092 

84/06/04 

50-443 

K 

8406070124 

8406070098 

84/04/17 

50-153 

Li 

8406060106 

84/06/01 

30-412 

A 

8406070123 

8406070106 

84/03/19 

50-239 

L 6 

84060601 12 

84/05/31 

50-255 

P 

8406070126 

8406070118 

84/04/24 

30-483 

21 

84060601 19 

84/05/22 

50-331 

P 

8406070127 

8406070106 

84/03/19 

30-293 

26 

84060601 19 

84/03/22 

30-331 

P 

8406070120 

0406070106 

84/03/19 

30-331 

\7 

8406060142 

84/03/22 

30-331 

P 

8406070129 

8406070118 

84/04/24 

30-483 

1-9 

8406060142 

84/03/22 

50-331 

P 

8406070130 

8406070106 

84/03/ 19 

30-263 

30 

8406060174 

84/03/18 

30-298 

P 

8406070131 

8406070106 

84/03/19 

30-331 

32 

8406060178 

84/03/21 

30-389 

P 

8406070133 

8406070106 

84/03/19 

30-293 

n 

8406060189 

84/03/29 

50-440 

A 

8406070134 

84060701 18 

84/04/24 

30-483 

?3 

8406060189 

84/03/29 

50-440 

A 

8406070135 

84060701 18 

84/04/24 

30-483 

>6 

84060601 92 

84/03/30 

30-253 

Q 

8406070136 

8406070106 

84/03/19 

50-293 

>4 

8406060203 

84/06/04 

QA999 


8406070130 

9406070106 

84/03/19 

30-331 

>e 

8406060203 

84/06/04 

QA999 


8406070139 

84060701 18 

8' 


Ll 

8406060207 

84/06/01 

30-266 

F 

8406070140 

84060701 18 

8 


L 3 

8406060203 

84/06/04 

QA999 


8406070141 

8406070106 

8 


14 

84060602 07 

84/06/01 

30-266 

F 

8406070142 

84060701 18 

e 


20 

8406060207 

84/06/01 

30-266 

F 

8406070144 

r " 



22 

8406060190 

84/04/30 

CONTRACT 


8406070143 




23 

8406060207 

84/06/01 

30-266 

F 

8406070148 




26 

8406060207 

84/06/01 

30-266 

F 

8406070152 




27 

84060601 90 

84/04/30 

CONTRACT 


8406070134 




28 

8406060207 

84/06/01 

30-266 

F 

PAf 




»0 

8406060238 

84/06/01 

50-278 

P 





*'4 

8406060270 

84/06/01 

30-362 

8 





>5 

8406060283 

84/06/04 

30-10 

F 





*9 

8403300109 

84/03/17 

30-206 

S 





>6 

8403300116 

84/03/18 

30-206 

S 





.4 

8406060311 

84/05/18 

TOPREP 






31 

8406060326 

84/03/13 

CONTRACT 






14 

8406060329 

84/03/16 

30—322 

F 





1-2 

8406060333 

84/03/24 

30-443 

A 





>5 

8406060360 

84/03/22 

30-271 

P 





r 4 

8406060372 

84/03/23 

30-302 

P 





r 0 

8406060372 

84/03/23 

30-302 

P 





33 

8406060377 

84/06/04 

30-322 

G 





26 

8406060391 

84/03/31 

30-458 

E 





.1 

8406060407 

84/06/04 

50-289 

G 





.2 

8406060409 

84/05/29 

30-193 

F 





.8 

8406060413 

84/06/04 

30-443 

G 





23 

8406060420 

84/03/30 

30-390 , 

A 





23 

8406060420 

84/03/30 

30-390 






24 

8406060429 

84/06/02 

30-322 

T 





16 

8406060433 

84/06/03 

50-400 

G 





19 

8406060437 

84/06/03 

30-400 

G 






8406060442 

84/06/01 

' 30-332 

G 





f>5 

8406060443 

84/03/22 

30-346 

P 





1*7 

8406060443 

84/03/22 

30-346 

P 





L9 

8406060446 

84/06/04 

50-352 

T 





11 

8406060446 

84/06/04 

50-352 

7 





14 

8406060446 

84/06/04 

30—352 ■ ■ 

7 





17 

8406060089 

84/06/02 

50—445 

G 





>1 

8406060089 

84/06/02 


G 






: CESS I ON NUMBER 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

3SURE DOCUMENT ISSUED CATEGORY 


370211 8406070106 84/03/19 50-293 P 
>70212 8406070106 84/03/19 50-298 P 
>70213 8406070106 84/03/19 50-298 P 
>70215 8405220481 84/05/17 50-329 0 
>70216 8405220481 84/05/17 FOIA 


>70218 8405220481 84/05/17 FOIA 

>70225 8406070223 84/05/29 50-263 P 

>70226 8406070223 84/05/29 50-263 P 

>70228 8405220481 84/05/17 FOIA 

>70232 8405220481 84/05/17 50-329 T 


>70233 8406070229 

>70234 8406070230 

>70236 8406070106 

►70237 8405220481 

70239 8406070230 

70240 8406070106 

70242 8405220481 

70245 8405220481 

70246 8406070106 

70255 8406070106 


84/05/25 50-483 Q 

84/05/31 50-482 A 

84/03/19 50-293 P 

84/05/17 50-329 G 

84/05/31 50-482 A 

84/03/19 50-293 P 

84/05/17 FOIA 

84/05/17 FOIA 

84/03/19 50-293 P 

84/03/19 50-293 P 


70261 

70263 

70265 

70273 

70280 

70292 

70295 

70297 

70300 

70301 


70302 

0303 

0306 

0310 

0319 

0328 

0332 

0333 

0334 
0336 

0338 

>340 

>343 

>345 

>347 

>350 

>356 

>360 

>361 

>369 

073 

076 

078 

081 

385 

386 
389 
391 
394 
398 

*01 

fQ2 

104 

V06 

109 

tm 

H4 

>16 

m 

m 


8406070259 

8406070259 

8406070264 

8406070269 

8406070269 

8406070291 

8405220481 

8405220481 

8405220481 

8406070299 

8406070299 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8406070353 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8406070387 

8405220481 

8405220481 

8405220481 

8405220481 

8406070400 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 

8405220481 


84/06/04 

84/06/04 

84/05/30 

84/06/04 

84/06/04 

84/06/05 

84/05/17 

84/05/17 

84/05/17 

84/05/30 

84/05/30 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/29 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/14 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/06/01 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 

84/05/17 


50-206 P 
50-206 P 
50-329 F 
50-206 P 
50-206 P 

50-382 F 
50-329 A 
FOIA 

50-329 A 
50-247 P 

50-247 P 
50-329 Q 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 G 
50-329 A 
50-329 A 

50-329 G 
50-329 A 
50-329 A 
50-321 P 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 G 
50-329 A 

50-329 R 
WASTE MGT 
50-329 Q 
50-329 A 
50-329 S 

50-329 S 
NUREG 
50-329 A 
50-329 A 
50-329 S 

50-329 Q 
50-329 A 
50-329 G 
50-329 Q 
FOIA 


*6 8406080011 
21 8406080011 
27 8406080023 
30 8406080026 

IS 8406080023 


84/05/23 50-338 
84/05/23 50-338 
84/05/17 50-335 
84/05/25 50-213 
84/05/17 50-335 


P 

P 

P 

P 

P 


If 8406080035 
P 8406080035 
0 840608004 8 
H 8406080053 
38 8406080040 


84/05/23 50-285 

84/05/23 50-285 

84/05/29 50-409 

84/05/25 50-338 

'05/23 50-293 


P 

P 

Q 

P 

G 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SU! 

CA' 

8406080060 

8406080032 

84/03/22 

70- 

8406080068 

8406080062 

84/06/01 

30- 

8406080071 

8406080066 

84/03/31 

70- 

8406080075 

8406080066 

84/03/31 

70- 

8406080080 

8406080077 

84/03/17 

30-: 

8406080085 

8406080077 

84/03/17 

so-: 


8406080088 

8406080091 

8406080093 

8406080106 


8406080086 

8406080087 

8406080087 

8406080103 


84/05/23 50-: 
84/05/31 70-S 
84/05/31 70-S 
84/06/01 50-4 


8406080108 8406080107 84/05/31 
8406080117 8406080115 84/05/02 
8406080121 8406080119 84/05/01 
8406080127 8406080118 84/05/31 
8406080131 8406080125 84/05/22 


50-2 

WAB7 

UIAST 

30-3 

30-3 


8406080138 8406080123 84/03/22 
8406080147 8406080143 04/03/22 
8406080134 8406080150 84/03/31 
8406080162 8406080130 84/05/25 
8406080167 8406000165 84/05/23 


30-3 

50-2 

30-2 

30-4 

30-21 


8406080171 8406080166 84/05/31 50-3; 
8406080183 8406080181 84/05/16 30-21 
8406080184 8406080181 84/03/16 30-21 
8406080185 8406080182 84/05/29 50-4 
8406080196 0406000174 84/06/03 30-4 


8406080204 

8406080212 

8406080214 

8406080213 

8406080220 

8406080221 

8406080222 

8406080232 

8406080234 

8406080236 

8406080238 

8406080240 

8406000244 

8406080246 

8406080232 

0406080233 

8406080236 

8406080266 

8406080278 

8406080283 

8406080286 
8406080304 
8406080310 
8406110010 
84061 10033 

8406110034 
8406110040 
84061 10044 
8406110040 
8406110034 

8406110074 
8406110009 
8406110090 
8406110103 
84061 10106 


0406080200 84/06/01 50-2' 

8406080208 84/06/01 PR 

8406080203 84/03/29 30-2* 

8406080213 04/06/01 70-3; 

8406080219 84/03/30 30-24 

8406080219 84/03/30 30-24 

8406080219 84/03/30 30-24 

8406080230 84/03/22 70-3$ 

8406080203 84/03/29 50-2$ 

8406080233 84/03/23 30-2$ 

8406080237 84/03/31 30-41 

8406080233 84/03/23 30-29 

8406080243 84/06/01 30-20 

8406080243 84/06/01 30-28 


8406080251 

84/06/03 

30-44 

8406080230 

84/06/01 

TOPRE 

8406080233 

84/03/22 

30-28 

8406080233 

84/03/22 

30-20 

8406210034 

84/06/04 

Mr SC 

8406080282 

84/06/01 

CONTR 

8406080283 

04/06/01 

50-3 

8406080302 

84/05/14 

WASTE 

8406080307 

84/03/31 

C0MM1I 

84061 10007 

84/06/01 

CONTR* 

8406110030 

84/06/01 

30-27- 

8406110031 

84/06/07 

50-15! 

8406110039 

84/03/31 

30-40< 

8406110039 

84/03/31 

30-40( 

84061 10039 

84/03/31 

30--40< 

8406110031 

04/06/04 

30-03 

84061 10071 

84/02/21 

WASTE 

8406110085 

84/03/17 

waste 

8406110087 

84/06/06 

ACRE 

8404110100 

84/06/04 

71-90* 

84061 10103 

04/06/07 

30-24! 


8406110116 

8406110126 

8406110129 

8406110162 

8406110169 


84Q61 10115 84/03/3 1 71 -90C 
8406110121 84/04/23 27-48 
8406110127 84/06/03 50-28$ 
8406110189 84/03/22 WASTE 
8302280039 83/02/10 27-48 


8406110173 

8406110180 

8406110204 

8406110203 

8406110207 


8406110172 84/03/08 27-40 

8406110176 84/03/23 27-47 

8406110196 84/06/06 50-434 

8406110201 84/06/06 

8406110206 84/03/11 WASTE 


8406110212 
8406110232 
8406110233 
84061 10237 
84061 10240 


8406110203 84/06/06 

S4061 10229 84/06/01 30-206 

8406110233 84/06/03 30-266 

8406110233 84/06/03 30-266 

8406110236 84/03/31 S0w0f$ 


84061 10244 
8406110283 
8406110289 
8406110290 
84061 10293 


8406110242 84/06/01 30-456 
8406110284 84/03/31 30-336 
8406110288 84/06/04 30-389 
8406110288 84/06/04 50-38? 
8406110293 84/04/24 50-302 


PRINCIPAL DOCUMENTS 


SSI ON NUMBER 


RE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

296 

8406110293 

84/04/24 

50-302 

Q 

307 

8406110302 

84/06/05 

50-52S 

G 

329 

8406110312 

84/05/31 

50-322 

S 

330 

8406110325 

84/05/24 

50-373 

Q 

333 

8406110328 

84/06/05 

50-400 

G 

335 

336 

8406110332 

8406110312 

84/05/22 

84/05/31 

TOP REP 
50-322 

S 

33Q 

8406110312 

84/05/31 

50-322 

S 

343 

8406110328 

84/06/05 

50-400 

G 

347 

8406110328 

84/06/05 

50-400 

G 

358 

8406110357 

84/06/06 

50-352 

A 

392 

8406110389 

84/04/26 

WASTE MGT 

408 

>417 

>439 

8406110405 

8406110414 

8406110436 

84/05/17 

84/06/04 

84/04/11 

27-47 

71-521 

WASTE MGT 

010 

8405220481 

84/05/17 

50-329 

A 

012 

8405220481 

84/05/17 

50-329 

A 

015 

8405220481 

84/05/17 

50-329 

A 

018 

8405220481 

84/05/17 

50-329 

A 

023 

8405220481 

84/05/17 

50-329 

A 

>027 

8405220481 

84/05/17 

50-329 

S 

>031 

8405220481 

84/05/17 

50-329 

S 

>034 

8405220481 

B4/05/17 

50-329 

S 

>037 

8405220481 

84/05/17 

50-329 

S 

>039 

8405220481 

84/05/17 

50-329 

S 

>055 

8405220481 

84/05/17 

50-329 

T 

>061 

8405220481 

84/05/17 

50-329 

A 

>067 

8405220481 

84/05/17 

50-329 

A 

>071 

8405220481 

84/05/17 

50-329 

A 

>078 

8406120068 

84/06/02 

50-387 

F 


8406120082 

8405220481 

84/06/05 

84/05/17 

27-43 

50-329 

T 


8405220481 

84/05/17 

50-329 

T 

>103 

8405220481 

84/05/17 

50-329 

T 

>106 

8405220481 

84/05/17 

50-329 

G 

>109 

8405220481 

84/05/17 

50-329 

G 

>113 

8406120108 

84/06/07 

50-315 

Q 

>116 

8405220481 

84/05/17 

50-329 

T 

>121 

8405220481 

B4/05/17 

50-329 

T 

>125 

8406120120 

84/06/07 

50-373 

Q 

>126 

8405220481 

84/05/17 

50-329 

T 

>131 

8405220481 

84/05/17 

50-329 

T 

>133 

8406120120 

84/06/07 

50-373 

G 

>137 

8405220481 

84/05/17 

50-329 

T 

>139 

8406120134 

84/06/04 

50-294 

V 

>142 

8405220481 

84/05/17 

50-329 

Q 

>145 

8406120140 

84/06/06 

50-483 

Q 

>146 

8405220481 

84/05/17 

50-329 

R 

>147 

8406120143 

84/06/05 

50-320 

P 

>148 

8406120144 

84/05/31 

50-423 

E 

>151 

8406120150 

84/05/29 

50-155 

G 

>152 

8406120143 

84/06/05 

50-320 

P 

>153 

8405220481 

84/05/17 

50-329 

R 

>157 

8406120150 

84/05/29 

50-155 

Q 

>158 

8405220481 

84/05/17 

50-329 

R 

>160 

8405220481 

84/05/17 

50-329 

A 

>164 

8405220481 

84/05/17 

50-329 

U 

>166 

8405220481 

84/05/17 

50-329 

A 

>167 

>171 

8405220481 

8405220481 

84/05/17 

84/05/17 

FOI A 
50-329 

A 

>172 

8406120159 

84/06/08 

50-352 

G 

>176 

8405220481 

84/05/17 

50-329 

A 

>183 

8406120179 

84/06/06 

50-324 

P 

>184 

8405220481 

84/05/17 

50-329 

G 

>192 

8406120187 

04/05/29 

50-373 

Q 

>196 

8405220481 

84/05/17 

50-329 

G 

>198 

8406120187 

84/05/29 

50-373 

Q 

>199 

8405220481 

84/05/17 

50-329 

G 

>204 

8405220481 

84/05/17 

50-329 

G 

>210 

8405220481 

84/05/17 

50-329 

A 

>216 

8405220481 

84/05/17 

50-329 

U 

>218 

3406120215 

84/03/25 

WASTE MGT 

>219 

8406120211 

84/06/05 

50-271 

P 


8405220481 

B4/05/17 

50-329 

U 


8406120215 

84/05/25 

WASTE MGT 

>223 

8405220481 

84/05/17 

50-329 

Q 

>228 

8405220481 

84/03/17 

50-329 

R 

>233 

8406120226 

84/06/01 

50-400 

V 


8406120243 

84/06/07 

50-440 

V 


8405220481 

84/03/17 

50-329 

R 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUE 

CA1 

8406120252 

8405220481 

84/05/17 

50-3 

8406120256 

8405220481 

84/05/17 

30-3 

8406120261 

8405220481 

84/05/17 

30-3 

8406120264 

8405220481 

84/03/17 

30-3 

8406120267 

8405220481 

84/05/17 

30-3 

84061 20272 

8405220481 

84/05/17 

50-3 

8406120274 

8405220481 

84/03/17 

30-3 

8406120276 

8405220481 

84/05/17 

30-3 

8406120279 

8405220481 

84/03/17 

30-3 

8406120282 

8405220481 

84/05/17 

30-3 

8406120285 

8405220481 

84/03/17 

30-3 

8406120293 

8405220481 

84/05/17 

30-3 

8406120294 

8406120291 

84/06/04 

30-3 

8406120297 

8405220481 

84/05/17 

30-3 

8406120302 

8405220481 

84/03/17 

30-3 

8406120304 

8406120292 

84/06/05 

30-2 

8406120308 

8405220481 

84/05/17 

30-2 

8406120314 

8406120312 

84/06/07 

30-3 

8406120320 

8406120318 

84/06/06 

30-4 

8406120323 

8406120318 

84/06/06 

30-4 

8406120329 

8406120327 

84/06/06 

70-1 

8406120330 

8406120328 

84/03/18 

OA9«5 

8406120331 

8406120328 

84/03/18 

QA99 

8406120333 

8406120328 

84/03/18 

<3A9S 

8406120336 

8406120334 

84/06/05 

30-2 

8406120337 

8406120335 

84/06/06 

30-1 

8406120338 

8406120334 

84/06/03 

30-2 

8406120343 

8406120341 

84/06/08 

30-2 

8406120345 

8406120344 

84/06/08 

30-2 

3406120346 

8406120342 

84/05/24 

so-: 

8406120359 

8406120356 

84/06/04 

30—2 

8406120377 

8406120372 

84/06/07 

30-2 

8406120388 

8406120382 

84/03/21 

QA9'5 

8406120389 

8406120383 

84/03/31 

30-2 

8406120396 

8406120392 

84/06/04 

30-2 

B4061 20401 

8406120394 

84/06/05 

30-2 

8406120403 

8406120392 

84/06/04 

30-2 

8406120405 

8406120394 

84/06/05 

30-2 

8406120409 

8406120406 

84/06/08 

30—2 

8406120417 

8406120412 

84/05/23 

30-4 

8406120427 

8406120420 

84/06/06 

30-2 

8406120428 

8406120424 

84/03/31 

30-2 

8406120432 

8406120420 

84/06/06 

30-2 

8406120436 

8406120420 

84/06/06 

30-2 

8406120445 

8406120440 

84/06/04 

so-; 

8406120454 

8406120444 

84/06/07 

so-: 

8406120463 

8406120458 

84/06/08 

so-; 

8406120467 

8406120462 

84/06/06 

30— ^ 

84061 20470 

8406120464 

84/03/24 

so-; 

8406120472 

8406120466 

84/06/04 

so-; 

8406120473 

8406120469 

84/06/08 

so-; 

8406120474 

8406120469 

84/06/08 

so-; 

8406120475 

8406120466 

84/06/04 

so-; 

B4061 20477 

8406120464 

84/05/24 

so-; 

8406120484 

8406120482 

84/06/04 

so-: 

B4061 20485 

8406120483 

84/03/24 

so— i 

8406120489 

8406120483 

84/03/24 

30—' 

8406120492 

8406120487 

84/06/06 

so-; 

$4061 20505 

8406120501 

84/05/23 

so-: 

8406120510 

8406120501 

84/03/23 

so-: 

84061 20514 

8406120503 

84/06/06 

so-: 

8406120516 

8406120512 

84/06/08 

30-i 

8406120524 

84Q5220481 

84/03/17 

so-; 

8406120527 

8405220481 

84/03/17 

so-: 

8406120528 

8406120526 

84/03/30 

CON 

8406120529 

8405220481 

84/05/17 

so-: 

8406120534 

8405220481 

84/03/17 

so-; 

8406120541 

8405220481 ' 

84/03/17 

so-; 

8406120544 

8406120540 

84/06/04 

CON' 

8406120546 

8409220481 

84/03/17 

30— i 

8406120599 

8409220481 

94/03/17 

30~; 

8406120565 

8405220481 

84/03/17 

so-; 

8406120569 

8405220481 

84/03/17 

30- 

8406120572 

8405220481 

84/03/17 

30-; 

8406120574 

8409220481 

84/03/17 

so-; 

8406120575 

8405220481 

84/05/17 

so- 

8406120576 

8405220481 

84/03/17 

so-: 

8406120577 

8409220481 

84/03/17 

FOI- 

84061.20580 

8409220481 

84/05/17 

30-; 


rnllMUIrAL UUUUMtNTS 


CCESSIQN NUMBER 


□SURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

1*20386 

8403220481 

84/03/17 

FOI A 


120388 

8403220481 

84/05/17 

30-329 

A 

120389 

8403220481 

84/03/17 

30-329 

A 

120391 

8403220481 

84/05/17 

FOI A 


120392 

8403220481 

84/03/17 

30-329 

A 

120393 

8403220481 

84/03/17 

50-329 

Q 

120394 

8405220481 

84/05/17 

50-329 

A 

120393 

8403220481 

84/03/17 

30-329 

A 

120396 

8403220481 

84/03/17 

30-329 

A 

120397 

8403220481 

84/03/17 

30-329 

A 

120399 

8403220481 

84/05/17 

50-329 

A 

120600 

8403220481 

84/03/17 

30-329 

A 

120601 

8403220481 

84/03/17 

50-329 

A 

120602 

8406120398 

84/04/24 

27-47 


120603 

8403220481 

84/05/17 

50-329 

A 

L 20604 

8406120398 

84/04/24 

27-47 


L 20603 

8403220481 

84/03/17 

30-329 

A 

L 20606 

8403220481 

84/03/17 

FOI A 


120607 

8406120398 

84/04/24 

27-47 


L 20608 

8406120398 

84/04/24 

27-47 


L 20609 

8406120398 

84/04/24 

FOI A 


L 20610 

8406120398 

84/04/24 

27-47 


L 206 11 

8406120398 

84/04/24 

FOIA 


.20612 

8406120398 

84/04/24 

27-10 


120613 

8406120398 

84/04/24 

FOIA 


.20614 

8403220481 

84/03/17 

FOIA 


.20613 

8406120398 

84/04/24 

FOIA 


.20616 

8406120398 

84/04/24 

FOIA 


20617 

8406120398 

84/04/24 

27-10 


20618 

8405220481 

84/03/17 

FOIA 


20619 

8406120398 

84/04/24 

27-10 


20620 

8403220481 

84/03/17 

30-329 

A 

20621 

8406120398 

84/04/24 

FOIA 


20622 

8403220481 

84/03/17 

30-329 

A 

20624 

8403220481 

84/05/17 

50-329 

A 

20625 

8403220481 

84/03/17 

30-329 

A 

20627 

8403220481 

84/05/17 

30-329 

T 

20630 

8403220481 

84/05/17 

30-329 

T 

30001 

8403220481 

84/03/17 

30-329 

A 

30002 

8403220481 

84/03/17 

30-329 

T 

30003 

8403220481 

84/03/17 

50-329 

A 

30004 

8403220481 

84/05/17 

30-329 

A 

30006 

8403220481 

84/03/17 

30-329 

T 

30007 

8403220481 

84/03/1 7 

30-329 

H 

30009 

8403220481 

84/03/17 

30-329 

A 

30010 

8403220481 

84/05/17 

50-329 

Q 

30014 

8403220481 

84/03/17 

30-329 

A 

30019 

8403220481 

84/03/17 

30-329 

T 

30020 

8406130016 

84/06/04 

CONTRACT 


30021 

8403220481 

84/03/17 

50-329 

T 

30024 

8403220481 

84/03/17 

50-329 

T 

30023 

8403220481 

84/05/17 

30-329 

T 

30026 

8403220481 

84/03/17 

30-329 

T 

30028 

8403220481 

84/03/17 

30-329 

T 

30030 

8403220481 

84/03/17 

30-329 

T 

30036 

8405220481 

84/05/17 

50-329 

T 

30041 

8403220481 

84/03/17 

30-329 

A 

30042 

8403220481 

84/03/17 

30-329 

T 

30044 

8405220481 

84/03/17 

30-329 

T 

30043 

8403220401 

84/03/17 

30-329 

A 

30030 

8403220481 

84/05/17 

30-329 

A 

30032 

0403220481 

84/03/17 

30-329 

Q 

30034 

8403220481 

84/05/17 

30-329 

R 

30036 

8403220481 

84/03/17 

30-329 

R 

>0060 

8403220481 

84/03/17 

30-329 

R 


8405220481 

84/03/17 

50-329 

R 


8403220481 

84/03/17 

50-329 

R 


8403220481 

84/03/17 

30-329 

R 

10063 

8403220481 

84/03/17 

50-329 

R 

10067 

8406130061 

84/03/08 

30-239 

Q 

wm 

8403220481 

84/03/17 

50-329 

R 


8406130081 

84/06/03 

70-1426 



8406130093 

84/06/11 

30-424 

0 


8406130093 

84/06/11 

30-424 

0 


8406130094 

84/06/07 

30-233 

'P 

10104 

8406130102 

84/06/08 

30-369 

Q 

■0,08 

8406130094 

84/06/07 

30-233 

P 

mit 

8406130107 

83/02/01 

50-445 

8 

mta 

8406130094 

84/06/07 

50-233 

P 

0131 - 

8406130129 

84/06/11 

30-233 

P 


ACCESSION NUMBER 



PRINCIPAL 

DATE 


ENCLOSURE 

document 

ISSUED 


8406130141 

8406130139 

84/06/08 

SC 

8406130153 

8406130148 

84/06/03 

SC 

8406130163 

8406130160 

84/06/11 

3C 

8406130166 

8406130139 

84/04/23 

3C 

8406130172 

8406130139 

84/04/23 

SC 

8406130185 

8406130182 

84/06/08 

5C 

8406130187 

8406130182 

84/06/08 

SC 

8406130189 

8406130188 

84/06/08 

7C 

8406130190 

8406130188 

84/06/08 

7C 

8406130192 

8406130191 

84/06/08 

SC 

8406130194 

8406130193 

84/03/29 

5G 

8406130199 

8406130197 

84/06/01 

TQ 

8406130202 

8406130200 

84/06/07 

TQ 

8406130214 

8406130213 

84/03/30 

CO 

8406130223 

8406130221 

84/06/08 

70 

8406130226 

8406130221 

84/06/08 

70 

8406130231 

8406130221 

84/06/08 

70 

8406130232 

8406130221 

84/06/08 

70 

8406130236 

8406130221 

84/06/08 

70 

8406130239 

8406130221 

04/06/08 

70 

8406130243 

8406130221 

84/06/08 

70 

8406130249 

8406130221 

84/06/08 

70 

8406130236 

8406130221 

04/06/08 

70 

8406130284 

8406060433 

84/03/23 

30 

8406130300 

8406130299 

84/06/06 

COI 

8406130309 

8406130308 

84/06/11 

SO 

8406130320 

8406130318 

84/06/06 

30 

8406130321 

8406130319 

84/06/03 

so- 

0406140014 

8406140012 

84/03/23 

so- 

8406140016 

8406140009 

04/06/08 

so- 

8406140021 

8406140019 

84/06/10 

so- 

8406140023 

8406140017 

84/06/11 

30- 

8406140029 

8406140026 

84/03/30 

30- 

8406140034 

8406140026 

84/03/30 

30- 

0406140033 

8406140032 

84/03/31 

XP( 

0406140036 

8406190343 

84/06/18 

30- 


8406140037 8406140026 84/03/30 30- 

8406140043 8406140038 84/06/07 30- 

8406140046 8406140042 84/03/24 COf 

8406140033 8406140049 84/03/23 XPC 

8406140082 8406140081 84/03/24 MAE 

8406140086 8406140081 84/03/24 MAE 

8406140089 8406140087 84/06/04 30- 

8406140098 8406140094 84/06/12 50- 

8406140107 8406140103 84/06/12 30- 

8406140112 8406140109 84/06/01 30- 

8406140113 8406140109 84/06/01 30- 

8406140114 8406140111 84/06/11 30- 

8406140121 8406140120 84/03/30 30- 

8406140122 8406140120 84/03/30 30- 

8406140123 8406140119 84/03/23 30- 

8406140124 8406140120 84/03/30 30- 

8406140127 8406140123 84/03/31 30- 

8406140128 8406140126 84/06/01 30- 

8406140129 8406140123 84/03/31 30- 

8406140144 8406140139 84/06/01 30- 

8406140143 8406140142 84/03/22 30- 

8406140148 8406140141 84/06/03 

8406140132 8406140147 84/03/31 

8406140138 8406140133 84/03/31 

8406140163 8406140161 84/03/31 

8406140163 8406140161 84/03/31 

8406140167 8406140164 84/03/31 

84061 40 1 68 84061 40160 84/06/ 13 

8406140170 8406140164 84/03/31 

8406140177 8406140174 84/06/09 

8406140178 8406140174 84/06/09 

8406140182 8406140173 84/06/01 

8406140184 8406140179 84/06/06 

8406140183 8406140180 84/06/01 40- 

8406140186 8406140183 84/06/11 30- 

8406140192 8406140189 64/06/08 30- 

8406140193 8406140190 84/03/31 30- 

8406140194 8406140191 84/06/01 30- 

8406140193 8406140188 84/03/29 SO- 

8406140196 8406140190 B4/03/31 30- 

8406140201 8406140199 84/03/29 30* 

8406140203 8406140203 84/03/29 30* 

8406140208 8406140206 84/06/06 30* 

840614031 a 


PRINCIPAL DOCUMENTS 


SSION 


RE 

217 

226 

232 

235 
240 

245 

249 

251 

254 

256 

261 

286 

298 

306 

008 

021 

027 

030 

031 

034 

035 
037 
043 

049 

050 

050 

062 

076 

081 

091 

094 

103 

HO 

115 

118 

121 

128 

133 

145 

148 

152 

155 

157 

160 

161 

165 

176 

177 
179 
183 

187 

189 

192 

193 

194 

202 

204 

224 

220 

229 

231 
234 

233 

236 

238 

239 
243 
249 

232 
23 ? 

234 
236 
239 
260 
263 

273 

274 
277 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

8406140215 

8406140225 

8406140231 

8406140233 

8406140238 

8406140243 

8406140247 

8406140247 

8406140252 

8406140079 

8405220481 

8406260544 

8406140295 

8406140304 

8406150005 

8406150006 
84061 50020 
8406150026 
8406150029 
8406150020 

8406150033 

8406150033 

8406150039 

8406150045 

8406150048 

8406150055 

8406150039 

8406150073 

8406130077 

8406150089 

8406150092 

8406130099 

8406130107 

8406130111 

8406130111 

8406130120 

8406130123 

8406130114 

8406130114 

8406130142 

8406130147 

8406130131 

8406130133 

8406130138 

8406130139 

8406130164 

8406130174 

8406130151 

8406130173 

8406130181 

8406150134 

8406130181 

8406130180 

8406130188 

8406130183 

8406150199 

8406130199 

8406130220 

8406130213 

8406130220 

8406130220 
84061 30220 
8406130220 
8406130232 
8406130227 

84061 30220 
8406130242 
8406130169 
8406130139 
8406130230 

8406130248 
8406130230 
840619 0227 
8406130230 
8406130227 

8406150227 

8406130271 

8406190271 


DATE 

ISSUED 

84/06/01 

84/05/29 

84/06/11 

84/06/08 

84/06/01 

84/06/05 

84/06/01 

84/06/01 

84/05/31 

84/03/14 

84/05/17 

84/06/14 

84/05/25 

84/05/11 

84/05/31 

84/03/30 

83/06/23 

84/05/31 

84/06/01 

83/06/23 

84/05/31 

84/05/31 

84/03/30 

84/06/11 

84/06/12 

84/06/08 

84/06/01 

84/06/08 

84/03/22 

84/03/03 

84/06/04 

84/03/13 

84/06/07 

84/06/12 

84/06/12 

84/06/11 

84/06/08 

84/06/07 

84/06/07 

84/03/30 

84/03/31 

84/03/31 

84/06/08 

84/06/03 

84/06/08 

84/06/08 

84/06/12 

84/03/31 

84/06/01 

84/06/07 

84/06/13 

84/06/07 

84/06/13 

84/06/11 

84/06/11 

84/05/31 

84/05/31 

84/04/13 

84/06/01 

84/04/13 


84/04/13 

84/04/13 

84/04/13 

84/06/11 

84/06/11 

84/04/13 

84/06/11 

84/06/02 

84/06/08 

84/06/14 

84/06/06 

84/06/14 

84/06/11 

84/06/14 

84/06/11 

84/06/11 

84/09/31 

84/03/31 


SUBJECT 

CATEGORY 

30-309 Q 
30-244 Q 
30-413 G 
30-320 Q 
30-244 Q 

TOPREP 
30-317 Q 
30-317 Q 
50-286 Q 
70-364 

FOI A 

30-280 P 
30-289 P 
WASTE MGT 
30-412 Q 

WASTE MGT 
50-482 G 
30-220 G 
XPORTLIC 
30-482 Q 

30-373 G 
30-373 Q 
50-329 Q 
30-333 G 
30-434 K 

30-244 P 
30-329 Q 
30-277 R 
CONTRACT 
CONTRACT 

50-423 K 
CONTRACT 
CONTRACT 
30-344 P 
30-344 P 

50-329 G 
30-410 G 
30-206 8 

30-206 8 

30-234 G 

30-303 Q 
30-289 G 
30-219 P 
30-293 G 
30-443 A 

40-8760 
30-142 G 
30-289 Q 
30-341 Q 
30-233 F 

50-443 S 
30-233 F 
30-483 G 
30-294 P 
30-160 H 

50-282 Q 
30-282 Q 
40-6920 
30-440 G 
40-6920 

40-6920 
40-6920 
40-6920 
50-272 G 
30-206 S 

40-6920 
30—334 Q 
30-443 G 
30-445 A 
50-443 G 

CONTRACT 
30-443 Q 
30-206 S 
30-445 G 
90-206 8 

30-206 S 
30-317 P 
30-317 P 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUB\ 

CATE 

8406150322 

8406130319 

84/05/22 

WASTE 

8406150326 

8406130323 

84/05/03 

COMM] 

8406150327 

8406130321 

84/06/01 

WASTE 

8406150330 

8406130323 

84/05/22 

CONTF 

8406150331 

8406150321 

84/06/01 

WASTE 

8406150341 

8406150337 

84/06/11 

50-2' 

84061 50395 

8406130354 

84/06/08 

50-3' 

8406150358 

8406150354 

84/06/08 

50-3 

8406180016 

8406180030 

84/03/20 

FOIA 

8406180019 

8406180030 

84/03/20 

FOIA 

8406180020 

8406180030 

84/03/20 

FOIA 

8406180032 

8406180030 

84/03/20 

FOIA 

8406180033 

8406180030 

84/03/20 

FOIA 

8406180036 

8406180030 

84/03/20 

FOIA 

8406180037 

8406180030 

84/03/20 

FOIA 

8406180038 

8406180030 

84/03/20 

FOIA 

8406180044 

8406180030 

84/03/20 

FOIA 

8406180045 

8406180030 

84/03/20 

FOIA 

8406180046 

8406180030 

84/03/20 

FOIA 

8406180047 

8406180030 

84/03/20 

FOIA 

8406180048 

8406180030 

B4/03/20 

FOIA 

8406180049 

8406180030 

84/03/20 

FOIA 

8406180050 

8406180030 

84/03/20 

FOIA 

8406180032 

8406180030 

84/03/20 

FOIA 

8406180033 

8406180030 

84/03/20 

FOIA 

8406180054 

8406180030 

84/03/20 

FOIA 

8406180055 

8406180030 

84/03/20 

FOIA 

8406180056 

8406180030 

04/03/20 

FOIA 

8406180037 

8406180030 

84/03/20 

FOIA 

8406180038 

8406180030 

84/03/20 

FOIA 

8406180060 

8406180030 

84/03/20 

FOIA 

8406180061 

8406180030 

84/03/20 

FOIA 

8406180062 

8406180030 

84/03/20 

FOIA 

8406180064 

8406180030 

84/03/20 

FOIA 

8406180063 

8406180030 

84/03/20 

FOIA 

8406180066 

8406180030 

84/03/20 

FOIA 

8406180067 

8406180030 

84/03/20 

FOIA 

8406180068 

8406180030 

84/03/20 

FOIA 

8406180069 

8406180030 

84/03/20 

FOIA 

8406180070 

8406180030 

84/03/20 

FOIA 

8406180071 

8406180030 

84/03/20 

FOIA 

8406180072 

8406180030 

84/03/20 

FOIA 

8406180074 

8406100030 

84/03/20 

FOIA 

8406180073 

8406180030 

84/03/20 

FOIA 

8406180076 

8406180030 

84/03/20 

FOIA 

8406180077 

8406180030 

84/03/20 

FOIA 

8406180078 

8406180030 

84/03/20 

FOIA 

8406180080 

8406180030 

84/03/20 

FOIi 

8406180081 

8406180030 

84/03/20 

FOIA 

8406180082 

8406180030 

84/03/20 

FOIA 


8406180084 8406180030 84/03/20 
8406180083 8406180030 84/03/20 
8406180086 8406180030 84/03/20 
8406180087 8406180030 84/03/20 
8406180089 8406180030 84/03/20 


FOIi 

FOIi 

FOIi 

FOIi 

FOI. 


8406180090 8406180030 84/03/20 30- 
8406180091 8406180030 84/03/20 FOI 
8406180092 8406180030 84/03/20 p Pl 
8406180094 8406180030 84/03/20 FOI 
8406180099 8406180030 84/03/20 FOI 

8406180097 8406180030 84/03/20 FOI 
8406180098 8406180030 84/03/20 FOI 
8406180099 8406180030 84/03/20 FOI 
8406180101 8406180030 84/03/20 FOI 
8406180102 8406180030 84/03/20 FOI 


8406180104 8406180030 84/03/20 FOI 
8406180103 8406180030 84/03/20 FOI 
8406180107 8406180030 84/03/20 FOI 
8406180108 8406180103 84/06/12 30- 
8406180109 8406180030 84/03/20 FOI 


8406180111 8406180030 84/03/20 FOI 
8406180112 8406180030 84/03/20 FOI 
8406180114 8406180030 84/03/20 FOI 
8406180117 8406180030 84/03/20 FOI 
8406180119 8406180030 84/03/20 FOI 


8406180122 8406180030 
8406180123 8406180030 
8406180124 8406180030 
8406180127 8406180030 
8406180131 840^180118 


84/03/20 FOI 
84/03/20 FOI 
84/03/20 FOI 
84/03/20 FOI 
84/06/08 30” 


r iillMLrl rAL 


ACCESSION NUMBER 


-OSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

■>180132 

8406180030 

84/03/20 

FOI A 


>180137 

8406180030 

84/03/20 

FOI A 


bl80141 

8406180030 

84/03/20 

FOI A 


b 180 143 

8406180139 

84/03/13 

WASTE MGT 

b 180146 

8406180030 

84/03/20 

FOI A 


bl80147 

8406180139 

84/05/15 

WASTE MGT 

>180149 

8406180139 

B4/05/15 

WASTE MGT 

>180130 

8406180030 

84/03/20 

FOI A 


>180154 

8406180030 

84/03/20 

FOI A 


>180156 

8406180030 

84/03/20 

FOI A 


>180160 

8406180030 

84/03/20 

FOI A 


>180161 

8406180137 

84/03/31 

30-3 

Q 

>180163 

8406180030 

84/03/20 

FOI A 


>180166 

8406180030 

84/03/20 

FOI A 


>180168 

8406180163 

84/03/25 

71-6374 


>180169 

8406180164 

84/03/28 

50-213 

F 

>180170 

8406180030 

84/03/20 

FOI A 


>180171 

8406180164 

84/03/28 

50-213 

F 

100174 

8406180163 

84/03/25 

71-6574 


180173 

8406180164 

84/03/28 

30-213 

F 

180176 

8406180165 

84/05/23 

71-6574 


180177 

8406180164 

84/03/28 

30-213 

F 

180178 

8406180164 

84/03/28 

30-213 

F 

180181 

8406180164 

84/03/28 

30-213 

F 

100182 

8406180164 

84/03/28 

30-213 

F 

180183 

8406180164 

84/03/28 

30-213 

F 

180183 

8406180164 

84/03/28 

30-213 

F 

180211 

8406180208 

84/06/12 

30-273 

Q 

180216 

8406180212 

84/03/24 

30-298 

Q 

180231 

8406180230 

84/06/13 

30-382 

A 

180250 

8406180248 

84/06/12 

50-400 

K 

180253 

8406180249 

84/03/31 

50-322 

G 

180234 

8406180252 

84/06/08 

30-219 

P 

180238 

8406180253 

84/06/13 

30-324 

P 

180279 

8406180273 

84/06/12 

30-546 

Q 

180298 

8406180296 

84/04/23 

30-454 

G 

180313 

8406180306 

84/06/12 

70-25 


180321 

8406180318 

84/03/31 

30-244 

Q 

180339 

8406180337 

84/06/13 

40-8177 


180349 

8406180344 

84/05/22 

30-267 

Q 

180338 

8406100354 

04/06/12 

30-139 

Q 

180363 

8406180334 

84/06/12 

30-139 

0 

L 00374 

8406180371 

84/04/16 

30-298 

G 

L 80380 

8406180373 

84/06/17 

30-443 

G 

80384 

8406100373 

84/06/17 

30-443 

G 

.80392 

8406180375 

84/06/17 

50-445 

G 

80397 

8406180390 

84/06/08 

30-282 

G 

80402 

8406180390 

84/06/08 

50-282 

G 

80419 

8406180413 

84/06/11 

30-328 

Q 

00422 

8406180413 

84/06/11 

30-328 

Q 

80431 

8406100418 

84/06/13 

70-2626 


80433 

8406180433 

84/06/14 

30-400 

G 

80436 

8406180434 

84/06/13 

30-434 

G 

80447 

8406180446 

84/06/13 

30-483 

G 

80430 

8406180446 

84/06/13 

30-483 

G 

80454 

8406180446 

84/06/13 

50-483 

G 

90004 

8406190002 

84/03/24 

30-332 

Q 

90006 

8406190002 

84/05/24 

30-332 

Q 

90007 

8406 19000 3 

84/03/08 

FOI A 


90008 

8406190002 

84/03/24 

30-332 

Q 

90009 

8406190005 

84/05/08 

FOI A 


90010 

8406190003 

84/03/08 

FOI A 


90012 

8406190005 

84/03/08 

FOI A 


90014 

8406190005 

84/05/08 

FO I A 


90013 

8406190005 

84/05/08 

FOI A 


90016 

8406190005 

84/03/08 

FOIA 


90017 

8406190011 

84/03/08 

FOI A 


90010 

8406190003 

84/05/08 

FOIA 


90019 

8406190003 

84/03/08 . 

FOIA 


90021 

8406190003 

84/05/08 

FOIA 


90022 . 

8406190003 

84/05/08 

FOIA 


90023 

8406190020 

04/03/08 

30-124 

G 

90024 

8406190003 

84/03/08 

FOIA 


90023 

8406190005 

84/05/08 

FOIA . ' 


>0026 

8406190005 

84/03/08 

FOIA 


B 

8406190020 

84/03/08 

30-124 

Q 

8406190020 

8406190034 

84/03/08 

84/04/&S 

50-83 

FOIA 

G 

>0043 

8406190034 

#4/04/i3 

FOIA 


>0052 

8406190047 

84/06/12 

50-142 

0 


UUUUIVIEN I O 


ACCESSION NUMBER 


PRINCIPAL DATE 
ENCLOSURE DOCUMENT ISSUED i 

8406190055 8406190053 84/06/08 Cl 
8406190060 8406190058 84/05/10 71 
8406190064 8406190062 84/04/05 7 
8406190065 8406190062 84/04/05 7; 
8406190067 8406190062 84/04/05 7: 

8406190070 8406190068 84/06/01 5< 
8406190074 8406190071 84/05/01 7< 
8406190080 8406190073 84/04/24 F( 
8406190082 8406190066 84/06/01 5< 
8406190087 8406190073 84/04/24 Ft 

8406190089 8406190066 84/06/01 5( 
8406190094 8406190073 84/04/24 Ft 
8406190095 8406190066 84/06/01 5< 
8406190097 8406190093 84/05/10 W 
8406190099 8406190073 84/04/24 FC 

8406190100 8406190093 84/05/10 U/ 
8406190101 8406190066 84/06/01 5C 
8406190103 8406190073 84/04/24 FC 
8406190111 8406190073 84/04/24 FC 
8406190114 8406190073 84/04/24 FC 

8406190119 8406190073 84/04/24 FC 
8406190120 8406190118 84/06/11 3C 
8406190122 8406190073 84/04/24 FG 
8406190123 8406190118 84/06/11 30 
8406190124 8406190118 84/06/11 50 

8406190125 8406190073 84/04/24 FO 
8406190129 8406190118 84/06/11 30 
8406190130 8406190073 84/04/24 FO 
8406190137 8406190134 84/06/13 QA 
8406190141 8406190139 84/05/29 30 

8406190170 8406190169 84/06/13 30 
8406190173 8406190169 84/06/13 30 
8406190175 8406190172 84/06/15 30 
8406190192 8406190189 84/06/13 30 
8406190195 8406190189 84/06/13 30 

8406190214 8406190210 84/06/14 30 
8406190232 8406190230 84/06/14 30 
8406190237 8406180030 84/03/20 FO 
8406190241 8406180030 84/03/20 FO 
8406190243 8406180030 84/03/20 FO 

8406190248 8406190247 04/06/14 30 
8406190235 8406190233 84/06/14 30 
8406190260 8406190258 84/06/08 30 
8406190294 8406190289 84/06/14 30- 
8406190303 8406190289 84/06/14 30- 

8406190308 8406190289 84/06/14 SO- 
8406190312 8406190289 84/06/14 30- 
8406190316 8406190289 84/06/14 SO- 
8406190328 8406190289 04/06/14 50^ 
8406190336 8406190289 84/06/14 30- 

8406190349 8406190337 84/06/14 SO- 
8406190353 8406190337 84/06/14 30- 
8406190356 8406190331 84/06/18 50- 
8406190361 8406190331 84/06/18 50* 
8406190367 8406190351 84/06/18 50- 

8406190371 8406190340 84/06/12 50- 
8406190380 8406190372 84/06/11 30- 
8406190382 8406190372 84/06/11 30- 
8406190383 8406190377 84/06/13 50- 
8406190383 8406190372 84/06/11 50- 

8406190388 8406190373 84/06/15 50- 
8406190392 8406190372 84/06/11 30> 
8406190423 8406190422 84/06/11 30- 
8406190424 8406190421 84/06/13 50- 
8406190446 8406190439 84/06/11 30- 

8406190433 8406190439 84/06/11 50- 
8406190437 8406190439 84/06/11 30- 
8406190463 8406190460 84/06/11 TOP 
8406190466 8406190439 84/06/11 50- 
8406190476 8406190473 84/06/13 30- 

8406190313 8406190311 84/06/08 70- 
8406190319 8406190311 84/06/08 70- 
8406190323 8406190320 84/06/11 71" 
8406190329 8406190324 84/06/11 71 J 
8406190331 8406190327 84/06/03 fiH 

8406190333 8406190330 84/06/08 CON 
8406190340 8406190336 84/06/11 71- 
8406190334 8406190333 84/06/03 CON 
8406190353 8406190331 84/06/11 71- 
8406190362 8406190337 84/04/30 SCH 


rmiMV/irML uwwuivichb i o 


:SSIQN NUMBER ACCESSION NUMBER 


RE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJI 

CATE* 

367 

8406190361 

84/06/06 

MISC 


8406200451 

8406200446 

84/06/06 

XPORTI 

370 

8406190337 

84/04/30 

30-269 

F 

8406200437 

8406200453 

84/05/30 

50-34< 

371 

8406190366 

84/06/11 

71-6744 


8406200439 

8406200454 

84/06/08 

XPORTJ 

37B 

8406190573 

84/06/11 

71-6771 


8406200461 

8406200453 

84/05/30 

50-34* 

393 

8406190388 

84/06/08 

CONTRACT 


8406200474 

8406200472 

84/06/12 

30-13: 

607 

8406270241 

84/06/21 

30-352 

A 

8406200500 

8406200497 

84/05/16 

MISC 

618 

8406190613 

84/06/11 

71-9152 


8406200513 

8406200508 

84/05/30 

30-24: 

633 

8406190632 

84/06/11 

71-3026 


8406200514 

840620051 1 

84/05/24 

WASTE 

637 

8404230236 

84/04/11 

30-320 

U 

8406200518 

8406200516 

84/06/11 

50—531 

638 

8404230236 

84/04/11 

30-320 

P 

8406200324 

8406200321 

84/06/12 

CONTR/ 

641 

8404250236 

84/04/11 

30-320 

P 

8406200537 

8406200330 

84/06/03 

50-34* 

642 

8404230236 

84/04/11 

30-320 

P 

8406200546 

8406200343 

84/05/22 

30-32! 

302 

8406200001 

84/06/03 

CONTRACT 


8406200552 

8406200349 

84/06/01 

50-291 

308 

8406200007 

84/06/08 

CONTRACT 


8406200554 

8406200349 

84/06/01 

30-291 

313 

8406200013 

84/06/11 

71-6272 


8406200557 

8406200333 

84/05/23 

CONTR/ 

319 

8406200016 

84/06/03 

30-406 

W 

8406200568 

8406200560 

84/06/08 

50-323 

339 

8406200036 

84/06/18 

30-413 

F 

8406210009 

8406210003 

84/06/03 

30-36* 

>43 

8406200042 

84/06/13 

30-400 

K 

8406210010 

8406210007 

84/06/14 

CONTR/ 

>66 

8406200063 

84/06/05 

30-482 

U 

8406210012 

8406210003 

84/06/03 

30-36* 

>83 

8406200081 

84/06/11 

71-9081 


8406210021 

8406210019 

84/06/08 

CONTR/ 

>89 

8406200086 

84/06/13 

30-410 

V 

8406210026 

8406210024 

84/06/13 

71-58C 

>98 

8406200093 

84/06/06 

30-239 

P 

8406210031 

8406210023 

84/05/29 

CONTR/ 

LOO 

8406200096 

84/06/11 

71-9189 


8406210041 

8406210038 

84/05/25 

50-32' 

L12 

8406200103 

84/06/11 

71-4909 


8406210044 

8406210038 

84/05/25 

30-32' 

.14 

84062001 1 1 

84/06/03 

CONTRACT 


8406210059 

8406210037 

84/05/31 

30-141 

.21 

8406200118 

84/03/19 

40-7433 


8406210062 

8406210037 

84/05/31 

30-1 4£ 

.24 

8406200118 

84/03/19 

40-7455 


8406210063 

8406210037 

84/05/31 

30-1 4E 

.25 

8406200122 

84/03/04 

30-352 

F 

8406210072 

8406210067 

84/05/22 

CONTR/ 

32 

8406200130 

84/03/10 

30-413 

F 

8406210083 

8406210081 

84/05/24 

30-22C 

33 

8406200129 

84/03/31 

40-3433 


8406210086 

8406210081 

84/05/24 

50-22C 

39 

8406200137 

84/06/15 

30-313 

P 

8406210089 

8406210085 

84/06/15 

QA999 

42 

8406200140 

84/06/17 

30-416 

P 

8406210091 

8406210074 

84/03/29 

30-28/ 

43 

8406200143 

84/06/08 

50-266 

P 

8406210109 

8406210106 

84/06/08 

30-31 ; 

33 

8406200130 

84/06/13 

30-352 

A 

8406210112 

B406210108 

84/03/ 13 

FOIA 

39 

8406200134 

84/06/13 

50-413 

K 

8406210115 

8406210108 

84/03/13 

FOIA 

11 

8406200208 

84/05/31 

30-320 

R 

8406210120 

84062101 14 

84/06/07 

30-331 

13 

8406200208 

84/03/31 

30-320 

R 

8406210124 

8406210114 

84/06/07 

50-33E 

16 

8406200212 

84/06/ 1 1 

50-434 

Q 

8406210127 

84062101 18 

84/06/12 

70— 19^ 

17 

8406200208 

84/03/31 

50-320 

R 

8406210128 

8406210108 

84/03/13 

FOIA 

27 

8406200223 

84/06/11 

30-483 

F 

8406210130 

8406210123 

84/06/13 

70-131 

29 

8406200225 

84/06/18 

30-416 

P 

8406210140 

8406210135 

84/04/11 

FOIA 

32 

8406200230 

84/06/07 

30-482 

A 

8406210147 

8406210146 

84/05/21 

FOIA 

46 

8406200233 

84/03/29 

contract 


8406210131 

8406210144 

84/06/06 

30-317 

33 

8406200230 

84/03/22 

30-366 

S 

8406210133 

8406210144 

84/06/06 

30-317 

64 

8406200258 

84/03/29 

30-293 

P 

8406210135 

8406210135 

84/04/11 

FOIA 

67 

8406200266 

84/06/14 

70-1395 


8406210158 

8406210154 

84/06/07 

50-34E 

98 

8406200297 

84/06/06 

30-387 

F 

8406210160 

8406210133 

84/04/11 

40-86 

06 

8406200304 

84/06/04 

30-289 

F 

8406210164 

8406210134 

84/06/07 

30— 34E 

08 

8406200304 

84/06/04 

30-289 

F 

8406210167 

8406210135 

84/04/11 

40-86 

D9 

8406200304 

84/06/04 

30-289 

F 

8406210173 

8406210133 

84/04/11 

FOIA 

12 

840620031 1 

84/06/03 

30-325 

P 

8406210175 

8406210169 

04/06/06 

30-34E 

13 

840620031 1 

84/06/03 

30-325 

P 

8406210177 

8406210174 

84/06/18 

30-13! 

16 

8406200313 

84/03/07 

30-333 

S 

8406210178 

8406210169 

84/06/06 

30-341 

19 

8406200317 

84/03/23 

50-318 

s 

8406210179 

8406210170 

84/06/11 

50-37C 

21 

8406200318 

84/06/20 

50-275 

G 

8406210182 

8406210133 

84/04/11 

FOIA 

28 

8406200324 

84/06/18 

50-413 

G 

8406210186 

8406210133 

84/04/11 

FOIA 

16 

8406200343 

84/06/18 

30-332 

G 

8406210187 

8406210183 

84/06/13 

0A999 

19 

8406200343 

84/06/18 

30-332 

G 

8406210190 

8406210133 

84/04/11 

FOIA 

32 

8406200330 

84/03/23 

. XPORTLIC 


8406210193 

84062L0170 

84/06/11 

50-37C 

>3 

8406200343 

84/06/18 

50-352 

G 

8406210193 

8406210133 

84/04/11 

FOIA 

36 

8406200343 

84/06/18 

30-352 

0 

B406210198 

8406210194 

84/08/30 

QA999 

bO 

8406200334 

84/04/16 

30-269 

: ’F 

8406210199 

8406210133 

84/04/11 

40-86 

!»3 

8406200363 

84/06/19 

30-289 

G 

8406210206 

8406210133 

84/04/11 

40-86 

b9 

8406200338 

84/06/08 

XPORTLIC 


8406210211 

8406210133 

84/04/11 

40-86 

TO 

8406200354 

84/04/16 

30-269 

F 

8406210213 

, 8406210135 

. 84/04/11 

40-86 

T4 

8406200371 

84/03/31 

WASTE HOT 

8406210222 

8406210133 

84/04/11 

40-86 

T7 

8406200371 

84/03/31 

WASTE MGT 

8406210230 

0406210133 

84/04/11 

40-86 

re 

8406200371 

84/05/31 

. $Wflg MOT 

8406210236 

84062X0133 

.M 

40-86 

>1 

8406200375 

84/05/21 

50-269 

F 

8406210240 

8406210225 

84/06/18 

sMs* 

14 

8406200382 

84/05/30 

f0feSK59 ; 

P 

8406210244 

8406210133 


40-86 

16 

8406200385 

84/05/31 

XPORTLIC 


8406210249 

8406210133 

84/04/11 

40-86 

17 

8406200382 

84/03/30 

30-239 

P ' 

8406210233 

8406210133 

84/04/1 1 

40-86 

>2 

8406200390 

84/06/04 

30-298 

F 

8406210261 

8406210237 

84/06/11 

30-28! 

>0 

8406200396 

84/06/03 

30-263 

P 

B406210262 

8406210238 

84/03/10 

30-29: 

>1 

8406200396 

84/06/03 

30-263 

P 

8406210263 , 

8406210133 

84/04/11 

40-86 

>4 

8406200403 

84/06/06 

50-220 

P 

8406210267 

8406210135 

84/04/11 

40-86 

>8 

8406200405 

84/03/08 . 

MISC 


8406210269 

8406210135 

84/04/11 

FOIA 

9 

8406200415 

84/05/23 

50-286 

IP 

8406210272 

8406210270 

84/06/15 

50-27: 

to 

#406200415 

84/ OS/25 

30-286 

P 

8406210274 

8406210133 

84/04/11 

40-86 



84/03/31 

XPORTLIC 


8406210273 

8406210270 

84/06/13 

50-27: 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


CCESSION WMER 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

□SURE DOCUMENT ISSUED CATEGORY 


210278 8406210135 84/04/11 FOIA 

210277 8406210270 84/06/15 50-277 P 

210281 8406210270 84/06/15 50-277 P 

210282 8406210135 84/04/11 FOIA 

210284 8406210280 84/06/11 50-445 <5 

210285 8406210270 84/06/15 50-277 P 

210286 8406210135 84/04/11 40-86 

210288 8406210270 84/06/15 50-277 P 

210291 8406210135 84/04/11 40-86 

J1G292 8406210270 84/06/15 50-277 P 

>10293 8406210283 84/05/10 50-285 S 

>10295 8406210270 84/06/15 50-277 P 

>10296 8406210135 84/04/11 40-86 

*10297 8406210289 84/06/14 50-89 P 

IIQ298 8406210270 84/06/15 50-277 P 

10300 8406210135 84/04/11 40-86 

50302 9406210270 84/06/15 50-277 P 

10303’ 8406210235 84/04/11 40-86 

10306 8406210135 84/04/11 40-06 

10307 8406210305 84/06/13 CONTRACT 

1Q308 840-6210135 84/04/11 40-86 

10310 8406210135 84/04/11 40-86 

10311 8406210299’ 84/05/25 50-317 P 

10312 8406210305 84/06/13 CONTRACT 

10323 8406210305 84/06/13 CONTRACT 

10321 8406210318 84/06/18 50-293 Q 

10328 8406210325 84/06/14 50-285 R 

£0329 8406210135 84/04/11 40-86 

10330 8406210325 84/06/14 50-285 R 

.0332 8406210325 84/06/14 50-285 R 

0333 8406210325 84/06/14 50-285 R 

0334 8406210325 84/06/14 50-285 R 

0336 0406210325 84/06/14 50-285 R 

0337 8406210325 84/06/14 50-285 R 

0339 8406210325 84/06/14 50-285 R 


0341 

0342 
3343 
3351 

3353 

3354 
>362 
3366 

067 

068 

>370 

072 

375 

378 

381 

386 

387 

394 

395 

396 

104 

107 

136 

W7 

>65 

>66 

tn 

72 

175 

77 

79 

S3 

m 


92 

m 

)5 

w 

2 


8406210325 

8406210325 

8406210338. 

8406210135 

8406210350 

8406210135 

8406210135 

8406210135 

8406210364 

8406210364 

8406210365 

8406210135 

8406210374 

8406210135 

8406210135 

8406210382 

8406210135 

8406210392 

8406210392 

8406210392 

8406210403 

8406210406 

840*6210435 

8406210442 

8406210464 

©406710464 

8406210469 

8406210469 

84062I0469 

.8406210469 

8406210476 

9406210480 

8406210480 

8*0*240480 

8406210480 

8406210490 

8406210497 

8406210503 

8406210502 

8406210002 


84/06/14 

84/06/14 

84/06/15 

84/04/11 

84/06/11 

84/04/11 

84/04/11 

84/04/11 

84/06/15 

84/06/15 

84/06/13 
84/04/11 
84/05/30 
84/04/1 1 
84/04/11 

84/06/13 

84/04/11 

84/06/15 

84/06/15 

84/06/15 

84/06/18 

84/06/18 

84/04/16 

84/06/13 

84/05/24 

84/05/24 

84/05/31 

84/05/31 

84/05/31 

84/05/31 

84/06/15 

84/05/25 

84/05/23 

84/05/25 

84/05/25 

84/06/13 

84/05/16 

84/06/08 

84/05/31 

84/05/31 


50-285 R 
50-285 R 
40-8760 
40-86 
50-410 A 

40-86 
40-86 
40-86 
50-315 F 
50-315 F 

50-219 R 

40-86 

QA999 

40-86 

40-86 

50-255 P 
40-86 
50-329 A 
50-329 A 
50-329 A 

50-324 P 
50-305 P 
50-289 Q 
50-112 F 
TOP REP 

TOPREP 
50-321 Q 
50-321 G 
50-321 Q 
50-321 Q 

71-25 ' 
50-390 Q 
50-390 Q 
50-390 Q 
50-390 G 

71-520 
50-424 Q 
CONTRACT 
30-259' " G 
50-259 Q 


PRINCIPAL DATE BUI 

ENCLOSURE DOCUMENT ISSUED CA1 


8406210524 8406210518 84/06/01 50-2 
8406210525 8406210502 84/05/31 50-3 
8406210527 8406210526 84/06/08 50-3 
8406210529 8406210502 84/05/31 50-2 
8406210530 8406210526 84/06/08 50-2 


8406210531 8406210526 84/06/08 50-2 
8406210532 8406210526 84/06/08 50-2 
8406210534 8406210533 84/03/30 50-3 
8406210536 8406210533 84/04/12 50-41 
8406210338 8406210337 84/06/08 30-2' 


8406210339 8406210337 84/06/08 50-2! 
8406210341 8406210337 84/06/00 50-2' 
8406210343 8406210337 84/06/08 30-2' 
8406210347 8406210343 84/06/06 30-4S 
8406210548 8406210343 84/06/06 30-4^ 


8406210550 8406210343 84/06/06 50-42 
8406210552 8406210551 84/05/22 50-45 
8406210553 0406210545 84/06/06 50-43 
8406210355 8406210551 84/05/22 50-43 
8406210556 8406210554 84/05/23 30-41 


8406210559 8406210557 84/05/30 50-28 
8406210561 0406210557 84/05/30 90-28 
8406210572 8406210569 84/06/07 30-43 
8406210574 8406210569 84/06/07 90-431 
8406210376 0406210369 84/06/07 50-43) 


8406210377 

8406210378 

8406210379 

8406210581 

8406210383 


8406210369 84/06/07 90-431 
8406210375 84/05/29 50-24; 
8406210569 84/06/07 50-431 
8406210369 84/06/07 50-43* 
0406210369 04/06/07 50-43* 


8406210583 

8406220002 

8406220003 

8406220004 

8406220005 


8406210369 04/06/07 50-43C 
8406220001 84/06/08 SO -344 
8406220001 84/06/08 90-344 
8406220001 84/06/0® 90-344 
8406220001 84/06/08 50-344 


8406220007 

8406220008 

8406220009 

8406220010 

8406220012 


8406220006 84/05/31 90-395 
8406220006 @4/03/31 90-399 
8406220006 84/09/31 90-393 
8406220006 84/09/31 90-399 
8406220011 04/09/22 90—348 


8406220015 

8406220017 

8406220022 

8406220031 

8406220034 


8406220013 @4/05/21 
8406220016 04/09/30 
8406220020 84/06/19 
8406220029 84/09/30 
8406220029 @4/09/30 


90-369 

30-402 

40-0492 

90-49® 

90-498 


8406220038 

8406220041 

8406220042 

8406220044 

8406220049 


8406220036 

8406220030 

8406220036 

8406220037 

8406220030 


@4/06/0© 90-400 
04/03/30 90-416 
84/06/08 50-400 
©4/09/23 90-413 
84/03/30 90-416 


8406220046 

8406220049 

8406220093 

8406220099 

8406220064 


8406220036 

8406220036 

8406220047 

8406220036 

8406220047 


04/06/08 

©4/06/08 

©4/06/14 

©4/06/08 

84/06/14 


90-400 

90-400 

90-285 

90-400 

90-285 


8406220065 

8406220066 

8406220070 

8406220071 

0406220075 


8406220062 

8406220030 

8406220047 

8406220030 

8406220073 


84/09/22 SCHWA 
84/03/30 90-41* 
84/06/14 90-289 
84/03/30 90-446 
84/09/29 0A999 


8406220081 

0406220082 

8406220083 

8406220086 

8406220087 


8406220030 

8406220079 

8406220083 

8406220030 

8406220080 


84/03/30 

04 / 09/11 

84/03/29 

84/03/30 

04/05/29 


90-446 
90-443 
WASTE m 
90-416 
70-4194 


8406220091 

8406220092 

8406220099 

8406220098 

8406220102 


8406220023 84/06/19 
8906220088 84/06/01 
8406220023 84/06/19 
8406220030 84/03/30 
8406220030 84/03/30 


90*899 

4 * 9 *# 

90-299 

90-446 

90 - 446 *. 


0406220104 
8406220407 
8406220112 
8406220 1 1 A 


8406220104 84/03/16 
8406220030 84/03/30 
8406220409 84/09/ 4 7 


mm 

90-446 

90-62 


rmrouiKAL uuuumtN is 


3N NUMBER 


PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8406220137 

84/06/14 

30-382 

G 

8406220138 

84/03/14 

QA999 


8406220138 

84/03/14 

QA999 


8406220143 

84/06/18 

30-400 

G 

8406220148 

84/06/13 

30-322 

G 

8406220131 

84/05/16 

30-313 

Q 

8406220148 

04/06/13 

30-322 

G 

8406220131 

84/03/16 

30-313 

Q 

8406220148 

84/06/13 

30-322 

G 

04062201 62 

84/06/19 

30-416 

P 

8406220166 

84/06/19 

30-280 

Q 

8406220171 

84/03/11 

30-239 

0 

04062201 37 

84/03/11 

30-390 

Q 

8406220180 

84/03/13 

30-390 

Q 

8406220187 

84/06/14 

30-482 

G 

8406220187 

84/06/14 

30-482 

G 

8406220194 

84/06/18 

30-346 

Q 

8406220213 

84/06/13 

30-382 

G 

8406220213 

84/06/12 

30-269 

P 

8406220223 

84/06/13 

30-482 

Q 

8406220221 

84/06/19 

30-322 

G 

8406220213 

84/06/12 

30-269 

P 

0406220229 

84/06/06 

30-239 

Q 

8406200269 

84/06/20 

50-289 

P 

8406200269 

84/06/20 

30-289 

P 

8406220229 

84/06/06 

30-239 

Q 

8406220229 

84/06/06 

30-239 

Q 

8406220229 

84/06/06 

30-239 

Q 

8406220233 

84/06/19 

30-2 

Q 

8406220229 

04/06/06 

30-239 

Q 

0406220258 

04/03/18 

30-416 

Q 

8406220232 

84/06/18 

30-234 

F 

8406220229 

84/06/06 

30-239 

Q 

0406220264 

84/06/01 

QA999 


8406220264 

84/06/01 

GA999 


8406220229 

04/06/06 

30-239 

0 

8406220273 

84/04/12 

QA999 


8406220229 

04/06/06 

50-239 

Q 

8406220283 

84/05/30 

QA999 


8406220101 

04/03/16 

QA999 


8406220283 

04/03/30 

QA999 


8406220101 

84/03/16 

QA999 


8406220283 

84/03/30 

GA999 


8406220028 

84/06/14 

71-3 


8406230008 

84/03/18 

30-333 

Q 

8406230013 

84/05/23 

30-321 

Q 

8406230023 

04/06/04 

40-2061 


8406230029 

84/06/13 

CONTRACT 


8406230029 

84/06/13 

CONTRACT 


8406230037 

04/06/14 

71-227 


8406230042 

84/04/12 

30-313 

Q 

8406230047 

84/06/04 

30-373 

G 

8406230033 

84/03/30 

30-382 

Q 

8406230061 

84/03/16 

30-413 

Q 

8406230069 

84/03/11 

50-390 

G 

8406230173 

84/06/14 

40-8527 


8406230173 

04/06/14 

40-8327 


8406230173 

84/06/14 

40-8327 


8406230173 

84/06/14 

40-8327 


8406230217 

84/06/12 

NUREG 


6406230224 

84/06/07 

70-1201 


8406230217 

84/06/12 

NUREG 


8406230217 

84/06/12 

NUREG 


0406230304 

84/06/12 

30-346 

P 

8406230313 

84/06/18 

30-277 

G 

8406230304 

84/06/12 

30-346 

P 

8406230313 

84/06/18 

30-277 

G 

8406230328 

84/06/14 

30-346 

: p 

8406230326 

84/06/13 

30-289 

u 

0406230367 

84/06/12 

30-289 ' 

p 

8406230376 

84/06/14 

CONTRACT 


8406230372 

84/03/23 

30-302 

Q 

8406230377 

84/03/17 

50-239, 

G 

8406230367 

84/06/12 

50-289 

P 

8406230372 

84/03/23 

30—302 

Q 

8406230385 

84/06/14 

TOPREP 


8406230372 

84/03/23 

50-302 

0 

8406230372 

84/03/23 

30-302 

Q 

8406230403 

84/Q6/11 

COMMISSION 

8406230412 

84/06/13 

GEN TEC IS 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


8406230444 0406230428 84/06/14 COMMISSIOf 

8406230436 8406230428 84/06/14 CQMMISSIOt 

840623047 7 8406230461 84/06/04 30-387 < 

8406230478 8406230469 84/06/14 COMMISSIOt 

8406230496 8406230480 84/06/03 30-327 < 

8406230497 8406230487 84/06/06 30-317 C 

8406230498 8406230490 84/06/04 30-321 ( 

8406230303 8406230480 84/06/05 50-327 C 

8406230503 8406230499 84/06/01 QA999 

8406230310 8406230490 84/06/04 30-321 C 

8406230517 8406230490 84/06/04 30-321 C 

8406230318 8406230309 84/06/04 50-223 C 

8406230320 8406230480 B4/06/03 30-327 C 

8406230326 8406230306 84/06/06 30-443 C 

8406230327 8406230480 84/06/03 30-327 C 

8406230330 8406230490 84/06/04 30-321 C 

8406230334 8406230329 83/03/07 30-298 C 

8406230339 8406230490 84/06/04 30-321 C 

8406230341 8406230329 83/03/07 30-298 C 

8406230346 8406230340 84/06/03 30-223 C 

8406230348 8406230329 83/03/07 30-298 G 

8406230349 8406230336 84/06/03 30-322 G 

8406230336 8406230343 84/06/06 50-20 G 

8406230367 8406230362 04/06/04 30-247 G 

8406230572 8406230339 84/06/11 30-239 P 

8406230384 8406230371 84/04/24 30-382 G 

8406230393 8406230339 84/06/11 30-239 P 

8406230600 8406230390 84/06/06 40-0023 

8406230605 8406230387 84/06/13 40-8194 

8406230617 8406230389 83/06/01 30-283 G 

8406230008 8406230007 84/05/30 QA999 

8406230014 8406230012 84/06/19 30-344 P 

8406230031 8406230027 84/06/13 30-320 P 

8406230032 8406230027 84/06/13 30-320 P 

8406230034 8406230027 84/06/13 30-320 P 

8406230041 8406230039 04/06/07 30-409 G 

8406230045 8406230039 84/06/07 30-409 G 

8406230048 8406230046 84/06/11 30-289 P 

8406230033 8406230049 84/06/18 70-2993 

8406230036 8406230049 84/06/18 70-2993 

8406230061 8406230058 84/06/12 COMMISSION 

8406230064 8406230062 84/06/19 30-327 R 

8406230068 8406230049 84/06/18 70-2993 

8406230070 8406230067 84/06/18 30-601 A 

8406230073 8406230063 84/03/23 30-321 G 

8406230074 8406230049 84/06/18 70-2993 

8406230083 8406230080 84/03/29 COMMISSION 

8406230088 8406230081 84/03/07 CONTRACT 

8406230091 8406230086 84/03/13 30-283 G 

8406230092 8406230084 84/03/23 40-8432 

8406230094 8406230090 84/06/ IB CONTRACT 

8406230097 8406230093 84/06/22 30-142 Q 

8406230104 8406230099 84/06/13 COMMISSION 

8406230106 8406230102 84/06/18 CONTRACT 

8406230107 8406230098 84/03/10 30-313 G 

8406230110 8406230084 84/03/23 40-8432 

8406230112 8406230098 84/03/10 50-313 G 

8406230114 8406230111 84/06/04 30-482 U 

8406230113 8406230111 84/06/04 30-482 U 

8406230116 8406250113 84/03/21 40-8681 

8406230117 8406230111 84/06/04 30-482 A 

8406230110 8406230111 84/06/04 30-482 L 

8406230119 8406230111 84/06/04 30-482 U 

8406230120 8406230109 84/06/04 30-344 P 

8406230121 8406230111 84/06/04 30-482 L 

8406230123 8406230111 84/06/04 30-482 A 

8406230129 8406230123 84/06/21 30-322 G 

8406230130 8406230111 84/06/04 30-482 U 

8406230131 8406230126 84/06/20 30-322 T 

8406230136 8406230128 84/04/24 30-285 G 

8406230138 8406230134 84/03/30 QA999 

8406230142 8406230133 84/06/12 30-29 F 

8406230143 8406230134 84/03/30 QA999 

8406230147 8406230144 84/06/18 30-390 M 

8406230149 8406230143 84/06/19 30-170 P 

8406230153 8406250146 84/03/04 30-298 G 

8406230158 8406250132 84/06/11 30-328 G 

8406230139 8406230134 84/03/16 30-289 R 

8406250160 8406250133 84/06/13 30-271 P 

8406230177 8406230173 84/03/04 30-298 G 


cum 

seise 

9019+ 

1981 9 

iosit 

19217 

naai 

«222 


©£B3 

«7 


WS7 

ns 

mt 


mj 


e?4 

ati 


mt 

m? 


PRINCIPAL 

BATE 

SUBJECT 

DOCUMENT 

ISSUES 

CATEGORY 

•404250273 

84/03/04 

50-278 

Q 

8406250140 

84/06/14 

50-322 

C 

S4W»23€ao6 

84/06/12 

50-255 

F 

@406250207 

84/06/17 

70-734 


!§4©«3«12 

84/06/21 

50-275 

0 

•406290215 

84/06/20 

50-312 

a 

@406230216 

84/06/20 

30-400 

A 

8400250212 

84/06/21 

50-275 

© 

@406230213 

84/06/20 

50-312 

a 

©404250208 

84/06/12 

50-254 

F 

§406250212 

84/06/21 

50-275 

G 

#40625(3018 

84/05/23 

50-348 

a 

8606250222 

84/06/21 

50-275 

G 

860&23SBI2 

84/06/21 

50-275 

G 

8606250212 

84/06/21 

50-275 

G 

•§96290212 

86/06/2! 

30-275 

G 

8*06230234 

84/06/12 

50-244 

F 

8406250212 

84/06/21 

50-275 

G 

S40633GB47 

84/06/17 

50-271 

F 

8*06250141 

84/06/15 

TOPREP 


@40623-0260 

84/06/12 

50-220 

F 

@40625086* 

84/06/1® 

50-341 

V 

@4456230862 

84/06/17 

50-269 

F 

@♦66250271 

84/06/20 

50-416 

P 

@*©§230277 

84/06/18 

50-364 

P 


ACCESSION NUMBER 


34/06/ 12 50-259 
84/ 06/ i 3 50-397 
84/06/12 50-259 
64/06/12 50-259 
84/06/12 50-219 


E* S4 0623C296 84/05/15 WASTE MOT 

M ©406050002 84/06/12 50-213 F 

aW ® 6 «30aOO 34/06/08 50-206 P 

©434830301 84/06/19 50-309 P 

©606230302 84/06/22 50-213 F 


9406250900 

8406250012 

8406250009 

3456210077 

2406250313 

3456250322 

8406290002 

8406290089 

8*686200000 


89/06/08 

84/06/19 

89/06/14 

94/06/15 

84/06/15 

84/06/ 12 

84/06/15 

84/06/13 

84/06/15 

84/06/06 

84/06/06 

84/06/15 

84/06/15 

84/06/15 

84/06/14 


90-206 P 
50-395 P 
90-142 P 
50-275 P 
50-206 S 

50-237 F 
50-423 Q 
50-271 Q 
50-206 S 
TOPREP 


•WBS08W 04/06/10 
“Tf*® 30 ®** 03/03/17 

•waaSI 04/O&/O4 
•4062*2094 84/06/12 

8496260000 84/05/22 

•JJf®*®® 1 © 84/03/3© 

122?®?*? 04/04/00 

84/06/04 
*^»60©15 84/06/08 

84/06/06 


30-206 S 
30-213 Q 
50-206 S 
50-206 S 

50-206 S 
50-283 Q 
90-285 Q 
WASTE MCT 
90^331 p 

30-397 Q 
50-382 Q 
90-289 Q 

contract 

30-2Q9 0 


•??©®&©©37 86/06/fS 

84/06/12 
84/06/0® 


84/06/08 
84/06/ag 


#4/96/12 

^^*©©*7 ©4/06/2 

®4/©9/27 
84/03/29 


50-305 

a 

50-305 

Q 

50-338 

a 

30-263 

F 

@0-328 

a 

50-328 

a 

30-328 

a 

30—344 

p 

50-382 

A 

30-482 

A 

30-344 

© 

30—344 

P 

50-237 

P 

30-344 

a 

CEWflSSlON 


m/m/29 

84/0&/I2 

•^SSSSJ 22X25 

•sggss 


50-344 ® 
30-333 F 
50-461 ® 
50-271 f 
50-461 Q 



PRINCIPAL 

DATE 

SI 

ENCLOSURE 

DOCUMENT 

ISSUED 

Ct 

8406260109 

8406260093 

84/06/19 

90- 

8406260111 

@406260106 

84/06/13 

40 

8406260114 

@406260106 

84/06/13 

40- 

8406260110 

84062601 13 

©4/06/07 

90- 

0406260119 

8406260106 

©4/06/15 

40- 

8406260121 

8406260117 

84/00/1® 

90* 

8406260123 

8406260106 

84/06/19 

40- 

8406260124 

8406260117 

84/06/12 

00- 

8406260126 

8406260113 

@4/00/07 

90- 

8406260128 

8406260120 

©4/04/18 

90-1 

8406260136 

8406260132 

©4/06/07 

WAG 

8406260140 

8406260133 

84/06/11 

COAT 

@406260144 

8406260141 

@4/06/11 

50**: 

8406260191 

840626018® 

04/06/2® 

90-: 

8406260194 

8406260190 

@4/06/1® 

90-3 


8406260202 @406260199 
8406260207 8406260204 
84062602 1 1 8406260204 
8406260215 8406260206 
8406260223 8406260216 


©4/06/11 

©4/06/12 

@4/06/12 

©4/06/20 

©4/05/23 


8406260225 8406260221 ©4/06/20 
8406260236 8406260227 @4/04/10 
840626023© 0406260235 04/06/10 
8406260241 ©40626022® 04/06/13 
8406260242 ©406260235 04/06/10 

8406240244 ©406260240 
8406260248 0406260240 
8406260249 840626024 7 
8406260234 8406260251 
8406260296 0406260293 


04/06/21 

©4/06/21 

@4/04/11 

©4/04/0® 

@4/06/20 


840&2&0257 @406260247 04/06/11 
8406260261 ©406260291 04/06/00 
8406260264 0406260260 m/to/m 
8406260266 0406260263 ©4/06/29 
8406260273 8406260263 @4 /ct/U 


8406260281 

8406260206 

8406260209 

8406260293 

8406260294 

8406260290 

8406260299 

8406240301 

8406260303 

8406260305 

8406260309 

8406260310 

8406260311 

8406260320 

8406260321 

8406260327 

8406260329 

8406260335 

8406260338 

8406260339 

8406260348 

8406260349 

8406260353 

840626035® 

8406260359 

8406260361 

©406260363 

8406260367 

©406260369 

8406260371 

©406260374 

0406260376 

©406260377 

©406260381 

©406260382 

8406260391 

8406260392 

8406260394 

8406260404 

8406260405 


50*3 

90„4 

50*4 

71 

90-8 

50*3 

own 

50-43 

30*W 

50-43 

50** 
50 »* 
04994 
90-2/ 
90-29 

04999 

50-27 

90-30 

50' -aa 

50*36 i 


©406260265 

@406260283 

©406260282 

@406260208 

@406260280 

@406260200 

@40626020© 

@406260297 

@406260302 

@406260300 

@406260300 

@406260307 

@406260306 

@406260316 

@406260317 

@406260322 

@406260323 

©406260334 

©406260334 

©406260323 

©406260346 

©406260346 

©406260350 

©406260356 

8406260356 

©406260396 

8406260391 

@406260359 

@406260362 

9406260368 

8406260360 

0406260372 

0406260373 

0406260354 

8406260375 


©4/06/29 90- 
@4/06/06 90-, 
84/06/13 90 «; 
@4/06/22 90-, 
04/06/26 90*3 

04/06/22 90*4 
@4/06/22 9CH4 
#4/06/1 1 ©691 

©4/06/ ia mm 

©4/09/30 @0f«? 


0406260409 

8406260410 

8406260411 

0406260412 

8406260413 


8496260384 

8406260384 

8^26089® 

8406260397 

8406260400 

8406260397 

840626040® 

84©©2i&403 

8^6830444 

8406260407 


84/09/30 ©69 

©4/09/06 90-1 

©4/06/04 9CM 
©4/06/06 9#-; 
@4/06/1® 90-1 

©4/06/12 80-J 
@4/06/09 90-: 
©4/06./ 12 ©691 
84/06/12 ©691 
84/06/09 90-5 

84/06/14 90*1 
84/06/14 50-1 
©4/06/04 90*2 
©4/06/0U 90*2 
©4/06/08 90*2 

@4/06/0® 90«2 
©4/06/3® 9 mm 
@4/06/20 50*33 
©4/06/1® S-S 
@4/00/04 90 33 

©4/06/04 90*29 
@4/06/06 50-2® 
©4/00/19 »0^ 
@4/06/12 90-40 
©4/06/06 


©4/00/01 fl$4 

^/00/21 MH 

84/00/20 50>: 

f»/00/.ii in 

©4/06/19 UNi 

S %',& 

SSKS 82 

S4/o*/ao so-a 


06/19 

TC 

06/20 

3C 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. • Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 



4 . 
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€. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7 . Correspondence relating to the review of ER. 

8 . Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 


This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 


3. 

4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 


Supplements to the DES and FES. 

Correspondence relating to the DES and FES. 

Comments from other federal, state and local government agencies. 

Transmittal and acknowledgement letters. 

Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 


Backup technical documents submitted in connection with above. 
Federal register notice citing availability of items 1 and 2. 


Site visits to obtain information for DES or FES. 

Me..ing ™,» ncemenIS „ rep „ rls of meetings where (he p[lmary jubjeei , s (he 


NON REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

J t0 th A e f ms listed below - Other documents dealing with safety 
gones A. P or W, depending on the phase of the licensing 


2. 


Analysis Report). 

Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1 . Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A Or r. 

Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 
d changes to the FSAR. 
otices citing availability of items 1 and 2. 

'cnowledgement letters, 
to the FSAR. 



This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 . Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 . Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1 . Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 . Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 



1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (AC RS) meeting transcripts. 

8. Corrections to above items. 



inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1 . 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executiv 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P 

XL ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-ievel radioactive wastes generated onsite 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations or 
reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spen 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 


2. All related correspondence and reports to the above. 


APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR ~ Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part l ). 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings: memoranda to record: record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards ot new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Aftvisorv Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 



3. Meeting announcements; description oi meeting agenaas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AFC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (REP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 


1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 



This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1 . I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteri 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 

the rennrts 



OR G - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1 Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy' Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
ol the subject and issues involved. 


2. Text of the Proposed Rule (PR). 

3 ' ST*? a state " ients ’ information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4 ’ rtZTm 1 ™ th£ nUClCar mdUStry ’ ° rganiZatlons and other P arti « for written interpretations 


PRM - Petition for Rulemaking 

r° rdS .““"L P " iti0 " s f,led wl,h ,ht Commusion by an outside 
pa ty to issue, amend or rescind an NRC regulation. Included are: 

rSt°tion ffled by 2ny mterested person or part y t0 issue > amend or rescind an NRC 


Federal Register cause notices of the filing of the petition. 



4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3 . Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 



Q. Inspection Reports 

I Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 


3. 


Vendor corrective actions and other follow-up correspondence 
of inspection findings. 


associated 


with the resolution . 


REGGD - Regulatory Guides 
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cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research m 







technical areas, mey ic view ax _ r 

major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are. 


1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 


5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certam of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 


of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 


1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 


NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRCs interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information cm 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 


3 Correspondence pertaining to NRC’s advisory role m providing uut witn icuuuuai a»»Ldm. c 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

TMs category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are. 

1. license applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 


NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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